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ICE-HOUSE,  a  repository  for  the  preservation  of  ice 
during  the  summer  months. 

The  aspect  of  an  ice-house  ought  to  be  towards  the  south- 
east, on  account  of  the  advantage  of  the  morning  sun  in 
expelling  the  damp  air,  which  is  far  more  prejudicial  to  it 
than  warmth.  The  best  soil  on  which  such  a  house  can  be 
erected  is  a  chalk-hill,  or  declivity,  as  it  will  conduct  the 
waste  water  withiiut  the  aid  of  any  artificial  drain;  but  where 
such  land  cannot  be  procured,  a  loose  stony  earth,  or  gravelly 
soil  on  a  descent,  is  preferable  to  any  other. 

For  the  construction  of  an  ice-house,  a  spot  should  be 
selected  at  a  convenient  distance  from  the  dwelling-house. 
A  cavity  is  then  to  be  dug  in  the  form  of  an  inverted  cone, 
the  bottom  being  concave,  so  as  to  foim  a  reservoir  for  the 
reception  of  waste  water.  Should  the  soil  render  it  necessary 
to  Construct  a  drain,  it  will  be  advisable  to  extend  it  to  a  con- 
siderable length,  or,  at  least,  so  far  as  to  open  at  the  side  of 
the  hill  or  declivity,  or  into  a  well.  An  air-trap  should  like- 
wise be  formed  in  the  diain,  by  sinking  the  latter  so  much 
lower  in  that  opening  as  it  is  high,  and  by  fixing  a  partition 
from  the  top,  for  the  depth  of  an  inch  or  two  into  the  water 
of  the  drain,  by  which  means  the  air  will  be  completely 
excluded  from  the  well.  A  sufficient  number  of  brick-piers 
must  now  be  forined  in  the  sides  of  the  ice-house,  fur  the 
support  of  a  cart-wheel,  which  should  be  laid  with  its  convex 
side  upwards,  for  the  purpose  of  receiving  the  ice ;  and  which 
ought  to  be  covered  with  hurdles  and  straw,  to  afford  a  drain 
for  tlie  melted  ice. 

The  sides  and  dome  of  the  cone  should  be  about  nine 
inches  thick,  the  former  being  constructed  of  brick-work, 
without  mortar,  and  with  the  bricks  placed  at  right  angles  to 
the  face  of  the  work.  The  vacant  space  behind  ought  to  be 
filled  with  gravel,  or  loose  stones,  in  order  that  the  water 
oozing  through  the  sides  may  the  more  easily  be  conducted 
into  the  well.  The  doors  of  the  ice-house  should  likewise  be 
made  to  shut  closely  ;  and  binidles  of  straw  put  before  them, 
more  effectually  to  exclude  the  air. 

The  ice  to  he  put  in  should  be  collected  during  the  frost, 
broken  into  small  pieces,  and  rammed  down  hard  in  strata  uf 
not  more  than  a  foot,  in  order  to  make  it  one  complete  body  ;* 
the  care  in  putting  it  in,  and  well  ramming  it,  tends  much  to 
its  preservation.  In  a  season  when  ice  is  not  to  be  had  in 
sufficient  quantities,  snow  may  be  substituted. 
65* 
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ICHNOGRAPHY,  (from  ixvog,  footstep,  and  ypa^u),  to 
describe,)  an  orthographical  proji^ction  of  an  object  on  a  hori- 
zontal plane,  or  the  description  of  an  oliject  on  a  plane  repre- 
senting the  horizon,  by  straight  lines  from  all  points  of  the 
object  perpendicular  to  the  plane.  This  term  is  used  only  in 
reference  to  a  projection  of  the  same  nature  with  another,  on 
which  it  is  made  perpendicular  to  the  former,  by  lines  from 
all  points  of  the  object  falling  perpendicular  to  such  plane,  and 
consequently  parallel,  to  that  of  the  ichnography. 

ICUSAHEDRUN,  (fiom  the  Greek.  eiKonaedpov,)  in  geo- 
metry, a  regular  solid,  consisting  of  twenty  triangular  pyra- 
mids, whose  vertices  meet  in  the  centre  of  a  sphere,  supposed 
to  circumscribe  it ;  and  therefoje  have  their  height  and  bases 
equal ;  wherefore  the  solidity  of  one  of  those  pyramids  mul- 
tiplied by  twenty,  the  number  of  bases,  gives  the  solid  con- 
tent of  the  icosahedron. 

To  form  or  make  the  icosahedron. — Describe  upon  a  card 
paper,  or  some  other  such  like  substance,  twenty  equilateral 
triangles;  cut  it  out  by  the  extreme  edges,  and  cut  all  the 
other  lines  half  through,  then  fold  the  sides  up  by  these 
edges  half  cut  through,  and  the  solid  will  lie  formed. 

The  linear  edge  or  side  of  the  icosahedron  being  a,  then 
will  the  surface  be 


5  A»/3  =  8.6602.540a', 


and  the  solidity 


7  +  3^5 
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2.181  6950a». 


IMAGE,  (from  the  Latin,  i/nayjo,)  the  scenographic  or  per- 
spective  representation  of  an  object.     See  Perspective. 

I.MAGERY.  painted  or  carved  work. 

IMBOW,  (from  liow,)  to  arch  over,  lo  vault. 

IMBOWMENT,  an  arch,  or  vault. 

IMPAGES,  (Latin,)  in  ancient  joinery,  is  supposed  to 
mean  the  rails  of  a  door,  as  appears  from  Vitruvius.  book  iv. 
chap  6.  "The  doors  are  so  fjamed,  that  the  cardinal  scapi 
mav  be  the  twelfth  part  of  the  whole  height  of  the  aperture. 
Out  of  twelve  paits  between  the  two  scapi.  the  tyrnpans 
have  three  parts.  The  inipages  are  so  distributed,  that  the 
height  being  divided  into  five  parts,  two  superior  and  three 
inferior  are  disposed.  Upon  the  rniJdle,  the  middle  itnpages 
are  placed  ;  of  the  rest  some  are  framed  at  top.  and  some  at 
bottom ;  the  breadth  of  the  impage  is  a  third  part  of  the 


IND 


IND 


tympan  ;  the  cvmatium  is  a  sixth  part  of  the  impage ;  the 
bre;idlh  of  thescapi  is  the  half  of  the  impage;  the  replum 
is  thf  half  and  a  sixth  part  of  the  impage." 

IMPETUS  (Latin)  the  span  of  a  buikiiiig,  roof,  or  arch. 
IMPLUVIUM,  the  cistern  in  the  centre  of  the  atria  of 
Roman    houses,   to    receive    tiie   rain,   the   atria   being   un- 
covered. 

IMPOST  (French)  the  upper  part  of  a  pier  or  pillar, 
which  sustains  an  arch  ;  or  the  collection  of  mouldings  under 
an  arch,  forming  a  cornice  of  snjall  [irojection  as  a  finishing 
to  the  pier. 

INliAND  JAMBSTONE,  a  stone  laid  in  the  jamb  of  an 
aperture  for  the  purpose  of  bond:  Its  length  being  insei-ted 
in  the  thickness  of  the  wall,  and  showing  only  its  end  in  the 
face  of  it. 

IiNX'EKTAIN  WALL.     See  Wall. 

INCH  {ince,  Saxon,  nncia,  Latin)  a  measure  of  length, 
supposed  equal  to  three  grains  of  barley  laid  end  to  end  ;  the 
twelfth  part  of  a  foot. 

INCLINATION  (from  the  Latin)  a  word  frequently  used 
by  mathematicians  to  signify  the  mutual  approach  of  a  line 
and  a  plane,  or  of  two  planes,  to  each  other,  so  as  to  con- 
stitute an  angle.  In  this  sense  we  speak  of  the  inclination 
of  the  meridians,  the  inclination  of  the  sun's  rays,  &e. 

The  inclination  of  a  line  to  a  plane,  is  measured  on  a 
second  plane,  by  supposing  the  second  to  pass  along  or 
through  a  line  perpendicular  to  the  first,  and  forming  an 
intersection  with  it:  then  the  angle  comprehended  on  the 
second  plane,  between  the  line  and  the  intersection,  is  called 
tlie  inclination  of  the  line  to  tlie  plane. 

The  inclination  of  one  plane  to  another,  is  measui'ed  on  a 
third  plane  drawn  perpendicular  to  the  commo*  intersection 
of  the  two  first,  till  it  intersect  them:  then  the  angle  con- 
tained between  the  lines  of  section  is  the  inclination  of  the 
planes. 

INCLINED  PLANE,  in  mechanics,  a  plane  forming  an 
oblique  angle  with  the  horizon,  or  placed  at  a  given  angle  to 
another :  so  that  when  an  inclined  plane  is  spoken  of  abso- 
lutely, another  is  always  to  be  understood,  which  is  the  pri- 
mitive or  first  plane,  from  which  the  inclined  plane  rises. 
When  a  force,  in  a  given  direction,  supports  a  weight  upon 
an  inclined  plane,  such  force  is  to  the  weight  as  the  sine  of 
the  angle  made  by  the  line  in  which  the  force  acts  with  the 
line  perpendicular  to  the  plane. 

Given,  the  heights  of  anij  three  points  in  an  inclined  plane, 
and  their  seats  in  position  upon  the  primitive  j)lane,  to  deter- 
mine the  inclination  of  the  planes. — Join  the  seat  of  the 
greatest  height  to  that  of  the  least  height,  and  take  the  least 
height  from  the  other  two:  then  say,  As  the  greatest  diffe- 
rence is  to  the  least  difference,  so  is  the  whole  length  of  the 
luie  jouiuig  the  two  seats  to  the  portion  of  it  between  the  seat 
of  the  least  height  and  that  of  the  greatest;  join  the  inter- 
mediate point  to  the  seat  of  the  mean  height  by  a  straight 
line,  which  call  ab;  draw  a  straight  line,  o  ij,  perpendicular 
to  ab;  through  the  seats  of  the  greatest  and  least  heights 
draw  two  lines,  c  e  and  d  f,  parallel  to  a  b  ;  make  o  e  equal 
to  the  greatest  height,  and  d  f  tMjual  to  the  least ;  join  e  f, 
and  produce  c  d  and  e  f  to  meet  in  g  ;  then  the  angle  c  G  e 
is  the  inclination  of  the  planes. 

INCRUSTATION  (French)  an  adherent  covering.  This 
term  is  frequently  applied  to  plaster,  or  other  tenacious 
materials  employed  in  building. 

INDEFINITE  (from  the  Latin  tndefinitus,  not  limited) 
is  sometimes  used  to  express  something  that  ha-s  but  one 
extreme;  as  a  line  drawn  from  any  given  point,  while  the 
other  extremity  is  extended  infuiiteiy,  or  to  any  given  dis- 
tance, without  afliicling  its  use. 


INDENTED  (from  the  Latin  in,  and  dens,  a  tooth)  in 
architecture,  toothed  together. 

INDIAN  ARCIIITECTUHE.  the  style  which  was  prac- 
tised  by  the  inhabitants  of  India.  Although  what  relates  to 
India  was  anciently  but  very  imperfectly  known  to  the 
western  world,  yet  such  is  the  change  in  hunum  afliiirs,  and 
the  eagerness  with  which  every  matter  relating  to  India  has 
of  late  been  investigated,  that  we  are  now  furni>hed  with 
accounts  fully  as  ample  as  those  relating  to  Egypt  or  Persia. 
In  the  following  brief  relations  we  !-hail  be  guided  by  some 
excellent  papers,  by  Sir  William  Jones  and  others,  in  the 
Asiatic  Researches  ;  Roliertson's  Disquisitions  respectinff  An- 
cient India  ;  the  learned  and  laborious  work  of  Maurice  on 
Indian  Antiquities  ;  and  several  other  authorities  quoted  for 
particular  descriptions. 

In  India,  the  cities  and   palaces  were  on  a  scale  with  its 
great  wealth  and  population.     They  were  generally  indebted 
for  their  origin  to  the  favour  of  powerful  princes,  and  succes- 
sively beaime  the  centre  of  the  riches  and  traffic  of  the  East. 
In  the  historical  poem,  called  the  Maluihbarit  (or  History  of 
the  Great  War)  translated  by  Abul  Fazel,  the  secretary  or 
minister  of  the  great  Akbar,  it  is  said,  that  Oudc,  the  capital 
of  a  province  of  that  name,  to  the  north-east  of  B-engal,  was 
the  first  regular  imperial  city  of  Hindoostan,  and  that  it  was 
built  in  the  reign  of  Krishen,  one  of  the  most  ancient  rajahs. 
The  Ayeen  Akberrj  (vol.  ii.  p.  41)  represents  Oucle  to  have 
anciently  been  143  coss  (or  about  259  miles)  in   leng  h,  and 
36  coss  (or  about  53  miles)  in  breadth  ;  but  this  bears  more 
resemblance  to  a  province  than  a  city.    "This  city,"  says  Si' 
W.  Jone.s,  "extended,  if  we  may  believe  the  brahmins,  over 
a  line  of  ten  yojans  (or  40  miles.)     It  is  supposed  to  have 
been  the  birth-place  of  Rama."    According  to  the  Malnibharit, 
Oude  continued   the  imperial  city   1,500  years,  until  about 
the  year  1,000  before  the  Christian  era,  when  a  prince  of  the 
dynasty  of  the  Surajas,  who  boasted  their  descent;  from  the 
sun,  erected   Canouge  upon  the  banks  of  the  Ganges,  and 
made  the  circumference  of  its  walls  50  coss,  or  about  87  miles. 
Strabo,  from  Megasthenes,  who  had  seen  Canouge,  says  it 
was  situated  at  the  confluence  of  another  stream  with  the 
Ganijcs ;  that  its  form  was  quadrangular,  the  length  80  stadia, 
breadth   15,  or,  taking  the  mean  stadium  of  the  ancients, 
about  8  miles  by  \\;  that  it  had  wooden  fortifications,  with 
turrets  for  archers  to  shoot  from,  and  was  surrounded  by  a 
vast  ditch. — Strabo,   lib.   xv.   p.   667.      Arrian  calb  it  the 
greatest  city  amongst  the  Indians ;  he  says  that  it  was  situ- 
ated at  the  junction  of  the  Erannaboa  with  the  Gauges:   he 
gives  the  same  dimensions  as  Strabo;  and  says,  that  there 
were  570  towers  on  the  walls,  and    05  gates.      Diodorus 
Siculus,  lib.  xvii.    says,  that    when    Alexander    passed    the 
Hyphasis,  he  was  informed,  that  on  the  banks  of  the  Ganges, 
he   would    meet   the   most   formidable   sovereign   of  India, 
called  Xambrancs,  king  of  the  Gangarides,  at  the  head  of 
20,000  horse,  200,000  foot,  2,000  war-chariots,  and  4,0U0 
lighting  elephants.      The  Mahabburit  states    that  Sinkol,  a 
native  of  Canouge,  brought  into  the  field,  against  All'rasinh, 
king  of  Persia,  4,000  elephants,  100,000  horse,  and  400  000 
foot.     But  that  after  Delu  had  founded  Delhi,  and  establisln  d 
his  court  there,  Canouge  declined,  and  was  involved  in  civil 
discord  ; — still  we  learn  from  the  saine  authority,  that  Siusar- 
chand,   or  Sandrocottus,   the   successor  of  Porus,  restored 
Canouge  to  its  ancient  splendour ;  and  that  here,  about  the 
year  300  before  Christ,  he  entertained  the  ambassadors  from 
Seleucus,  the  successor  of  Alexander,  and   that  Megasthenes 
was  amongst  the  number.     In  the  beginning  of  the  fifth  cen- 
tury, Ramdeo  Rhator  (or  the  Mahratta)  entered  Canouge  in 
triumph,  and  reigned  there  54  years.     The  last  king  under 
whom  this  city  may  be  considered  as  the  metropolis  of  a  great 
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empire,  wns  Maldeo,  who,  about  the  beginning  of  the  sixth 
century,  added  Delhi  to  his  dominions.  At  this  time,  Guionge 
was  saiil  to  contain  30,000  shops  in  whieli  areca  was  sold. 
Although  not  the  metropolis,  it  long  after  continued  of  great 
consequence.  About  the  year  1,000,  when  Sultan  Mahmed 
invested  it,  it  is  represented  as  a  city  which,  in  strength,  has 
no  equal.  It  became  an  appendage  to  the  empiie  established 
by  Mahmed. — Ferishta,  vol.  i.  p.  37. 

Major  Rennell  is  of  opinion  that  Canouge  and  Palibrothra 
were  the  same.  Others  endeavour  to  prove  the  contrary  ; 
and  that  both  may  have  existed  at  the  same  time  capitals  of 
the  Prasii,  as  Delhi  and  Agra  have  done  in  later  times. 

The  precise  period  of  the  origin  of  Delhi  is  not  correctly 
ascertained  :  according  to  the  Ferislihi,  it  was  founded  by 
Delu,  who  usurped  the  throne  about  300  years  before  Christ. 
The  Aijeeii  Akbcry  fixes  it  about  the  commencement  of  this 
ajra,  and  informs  us,  that  twenty  princes  of  the  nameof  Bal, 
or  Paul,  followed  in  regular  succession  f)r  437  years;  that 
the  last  of  its  native  princes  was  Pithoura,  when  it  was  con- 
quered by  the  Mahomedan  slave  Cattub,  named  by  Herbelot, 
Cathbaddin  Ibek,  who  made  Delhi  the  capital  of  the  vast 
empire  he  established  in  Hindoostan ;  and  that  each  succes- 
sive monarch  of  the  Mahomedan  dynasty  adorned  it  with 
splendid  edifices,  appropriated  to  the  puiposesof  religion  and 
commerce.  At  the  invasion  of  Timur  Beck,  it  had  arrived  at 
the  highest  distinction  for  commerce  and  wealth,  being  then 
the  centre  of  the  traffic  carried  on  between  Persia,  Arabia, 
and  China.  Timur  entered  it  on  the  4th  July,  1399;  and 
on  the  13ih  of  the  same  month,  this  celebrated  city  was 
destroyed.  Sherifedden,  the  Persian  historian,  says,  that  old 
Delhi  was  celebrated  for  a  mosque  and  palace,  built  by  an 
ancient  Indian  king,  in  which  were  a  thousand  marble  columns. 
Under  the  dynasty  wliicli  succeeded  Timur,  it  recovered  its 
original  splendour,  and  was  again  ornamented  with  mosques, 
baths,  airavanseras,  and  sepulchres. 

The  great  Akbar,  the  glory  of  the  Timur  house,  having 
fixed  his  residence  at  Agra,  Delhi,  of  course,  experienced  a 
partial  eclipse;  but  in  1047,  according  to  Fraser,  Ischaim 
Shah,  the  grandson  of  Akbar,  restored  Delhi  under  the  name 
of  Ischaim  bad,  where  he  built  a  magnificent  palace,  formed 
extensive  gardens,  and  constructed  a  throne  in  the  shape  of  a 
peacock,  whose  expanded  tail  was  entirely  composed  of  dia- 
monds, and  other  precious  stones.  It  continued  the  capital 
of  Hindoostan  till  1738,  when  it  was  sacked  by  Nadir  ;  and 
afterwards  repeatedly  by  Ahmed  Abdallah,  from  1756  to 
1700,  when  it  was  totally  destroyed.  During  the  reign  of 
Aurungzebe,  it  was  said  to  contain  two  millions  of  inha- 
bitants. 

Lidiore  is  situated  to  the  north-west  of  Delhi,  on  the  banks 
of  the  Kauvee,  the  ancient  Hydraotes  :  it  appears  to  have 
been  the  Bucephalus  of  Alexander.  Jeipal,  the  rajah  of 
Lahore,  during  the  incursions  of  Subuitagi,  and  his  son 
Mahmud,  defended  his  possessions  with  great  bravery,  and  so 
great  were  his  riches,  that,  when  taken  prisoner,  around  his 
neck  alone  were  suspended  sixteen  strings  of  jewels,  each  of 
which  was  valued  at  ISO. 000  rupees,  and  the  whole  at 
£S'20,000.  Lahore  continued  to  flourish  under  the  sultan  of 
Cosro,  and  was  the  imperial  seat  of  Cuttub  before  he  removed 
it  to  Delhi ;  even  afterwards  it  remained  the  general  store- 
house for  the  traffic  of  Persia,  Arabia,  India,  and  China.  It 
was  restored  by  Homaion,  who  amongst  other  magnificent 
buildings,  erected  a  palace,  which  was  completed  by  Ischaim 
Ceer,  the  son  of  Akbar.  This  palace,  according  to  Mr. 
Finch,  who  visited  it  in  1609,  had  twelve  gates,  nine  towards 
the  land  side  and  three  towards  the  river.  He  says,  the 
rarities  were  too  numerous  and  glorious  to  be  represented 
hi  a  description;  that  the  mahls,  courts,  galleries,  and  rooms 


of  state,  were  almost  endless;  and  that,  in  the  king's  lodg- 
ings, the  walls  and  ceilings  were  overlaid  with  plates  of  gold. 
M.  Bernier,  who  was  in  this  city  in  the  suite  of  Aurungzebe, 
speaks  of  this  place  as  a  high  and  magnificent  building,  but 
then  hastening  to  ruin. 

Agra,  the  Agara  of  Ptolemy,  situated  in  27°  15'  north 
latitude  on  the  banks  of  the  Junma,  we  have  already  observed, 
was  raised  to  splendour  by  the  great  Akbar.  He  caused  the 
earthen  wall,  by  which  the  city  had  been  enclosed  by  the 
Patan  monarchs,  to  be  taken  away  and  replaced  by  one  of 
hewn  stone,  brought  fr()m  the  quarries  of  Fettipore.  He 
collected  the  most  skilful  artificers  from  every  part  of  his 
dominions;  and  the  palace  alone  employed  above  1,000  work- 
men for  twelve  years.  The  castle  was  built  in  the  form  of  a 
crescent,  upon  the  banks  of  the  Jumna  ;  and  in  a  line  with  it 
were  ranged  the  palaces  of  the  princes  and  great  rajahs,  in- 
tersected with  canals  and  beautiful  gardens.  Akbar  also  erected 
many  caravanseras  and  mosques.  He  invited  foreigners  of  all 
nations;  he  built  them  factories ;  and  permitted  to  all  the 
free  use  of  their  religion.  It  was  soon  crowded  with  Persian, 
Arabian,  and  Chinese  merchants,  besides  those  immediately 
from  European  settlements.  But  when  Ischaim  removed  the 
imperial  insignia  and  treasures  to  Delhi,  and  made  it  the 
residence  of  his  court,  Agra  sunk  rapidly  to  decay. 

These  five  imperi-al  cities  seem,  with  regard  to  extent, 
splendour,  and  wealth,  to  have  exceeded  the  greatest  cities  of 
the  western  world  ;  and,  besides  these,  many  others  were 
almost  of  equal  magnificence  :  for  Chundery  is  said  to  have 
contained  384  markets,  and  360  caravanseras ;  and  Ahme- 
dabad  was  once  so  large  as  to  require  to  be  divided  into 360 
quarters. — Maurice,  lad.  Aiitiq.  vol.  i.  p.  118-124. 

These  extensive  and  proud  cities  were  evidently  the  sym- 
bols  of  temporary  policy  and  power,  and  have  passed  away, 
like  so  many  splendid  scenes  on  the  great  theatre  of  the  East. 
But  as  the  religion  of  India  has  been  more  permanent  than 
their  political  relations,  it  is  from  the  sacred  edifices  we  are 
to  trace  most  distinctly  the  characters  of  Indian  architecture, 
and  be  enabled  to  judge  how  fiir  they  have  any  affinity  with 
those  of  other  nations.  Of  their  large  temples,  (pagodas) 
we  find  accounts  of  five  diflerent  forms. 

1.  Simple  pyramids  constructed  of  large  stones,  and  di- 
minished by  regular  recesses  or  steps,  as  at  Deogur  and 
Tanjore ;  the  exterior  rude,  and  the  interior  having  only 
light  from  without  by  a  small  entrance  door;  illuminated  by 
a  profusion  of  lamps,  with  the  exception  of  a  chamber  in  the 
niiddle,  which  has  only  a  single  lamp.  Aquetil  says,  that  to 
him  one  of  the  mountains  of  Canara  seemed  hewn  to  a  point 
by  human  art. 

2.  The  second  kind  were  formed  by  excavations  in  the 
sides  of  rocky  mountains.  Abul  Fazul  {Ayeen  Akbery,  vol. 
ii.  p.  208)  says,  that  in  thesoobah  of  Cashmere,  in  the  middle 
of  the  mountains,  12,000  recesses  were  cut  out  of  the  solid 
rock.  From  Captain  Wilford's  paper  on  Caucasus,  inserted 
in  the  sixth  volume  of  the  Asiatic  Researches,  we  learn  that 
an  extensive  branch  of  the  Caucasus  was  called  by  the  Greeks 
Parapamis,  obviously  deiivcd  fiom  Para  Vami,  the  pure  and 
excellent  city  of  Vami,  commonly  called  Bamiyan.  It  is 
situated  on  the  road  between  Balkh  and  Cabul,  and  like 
Thebes  in  Egypt,  consists  of  vast  numbers  of  apartments  and 
recesses  cut  out  of  the  rock  ;  some  of  which,  on  account  of 
their  extraordinary  dimensions,  are  supposed  to  be  temples. 
There  are  also,  at  that  place,  two  colossal  statues,  one  of  a 
man  eighty  ells  high,  and  another  of  a  woman  fifty  ells  high, 
erect  and  adhering  to  the  mountain  from  which  they  are  cut. 
At  Salsette,  Elephanta,  and  Vellore  or  Ellora,  the  excava- 
tions were  not  only  extensive,  but  were  divided  into  separate 
apartments,   with  regular  ranges  of  sculptured  pillars  and 
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entablatures,  and  the  walls  and  ceilings  covered  with  multi- 
tudes of"  figures  of  their  genii,  deutah,  men,  and  women;  and 
various  animals,  such  as  elephants,  horses,  lions,  &c.  all  of 
the  most  excellent  workmanship.     See  Plulex  I.  and  II. 

3.  A  third  set  was  composed  of  square  or  oblong  courts  of 
vast  extent.  The  circumference  of  the  outward  wall  of  that 
in  the  island  of  Seringhani,  adjacent  to  Trichinopoly,  is  said 
to  extend  nearly  f  >ur  miles.  The  whole  edifice  consists  of 
seven  square  enclosures,  the  walls  being  350  feet  distant  from 
each  other,  hi  the  innermost  spacious  square  are  the  chapels. 
Ill  the  middle  of  each  side  of  each  enclosure-wall  there  is  a 
gateway  under  a  lofty  tower :  that  in  the  outward  wall, 
which  faces  the  south,  is  ornamented  with  pillars  of  single 
stones,  thirt3'-three  feet  long,  and  five  in  diameter.— Foyaf/es 
de  M.  Suniierat,  torn.  i.  p.  217;  and  Robertson's  Indui^ 
p.  268.  Taveinier  describes  the  pagoda  of  Santidos,  in  the 
Guzerat,  as  consisting  of  three  courts  paved  with  marble, 
and  surrounded  with  a  portico  supported  by  marble  columns ; 
the  inside  of  the  roof  and  walls  formed  of  mosaic  work  and 
agates,  and  all  the  portico  covered  with  female  figures  cast 
ill  marble.  Aurungzebe  profaned  this  temple  by  killing  a 
cow  within  its  precincts,  and  converting  it  into  a  Turkish 
mosque.  At  Chittambrum,  on  the  coast  of  Coromandel, 
there  is  only  one  court,  1,332  feet  in  one  direction,  and  936 
in  another,  with  an  entrance  gateway  under  a  pyramid  120 
feet  high,  and  the  ornamental  parts  finished  with  great  deli- 
cacy.— John  Call,  Phil.  Trans,  vol.  Ixii.  p.  354.  Orme's 
Hist.  vol.  i.  p.  178. 

4.  A  fourth  sort,  as  Benares  pagoda,  in  the  city  of  Casi, 
which  from  the  earliest  times  was  devoted  to  Indian  religion 
and  science.  The  temple  is  in  the  form  of  a  cross,  with  a 
cupola  terminated  by  a  pyramid  in  the  centre,  and  having 
also  a  tower  at  each  extremity  of  the  cross.  From  the  gate 
of  the  pagoda  to  the  Ganges,  there  is  a  flight  of  steps. — 
Taveniier,  torn.  iv.  p.  149.     Rouen  edit. 

5.  A  fifth  are  made  in  a  circular  form,  as  the  celebrated 
pagoda  of  Juggernaut,  which  Hamilton  compares  to  an  im- 
mense butt  set  on  end.  Juggernaut  is  only  another  name  of  the 
god  Mahadeo,  who  is  represented  by  the  vast  bull  which  juts 
out  of  the  eastern  aspect  of  the  building.  It  is  the  seat  of  the 
arch-brahmin  of  all  India,  and  its  sacred  domains  are  said  to 
afford  pasturage  for  20,000  cows. 

Besides  these  general  terms,  if  our  limits  permitted  us  to 
trace  those  interesting  structures  through  the  various  districts 
of  this  extensive  country,  many  difiereiit  arrangements  might 
be  described  ;  but,  for  the  present,  we  must  be  satisfied  with 
mentioning  the  pagoda  of  Bezoara,  (or  Buswara  of  Major 
Rennell,)  now  a  fort  upon  the  Kistna  river:  it  was  not 
enclosed  with  walls,  but  erected  upon  52  lofty  columns  with 
statues  of  Indian  deities  standing  between  the  columns.  It 
was  situated  in  the  midst  of  an  oblong  court,  around  which 
there  was  a  gallery  raised  on  sixty -six  pillars,  like  a  cloister. 
—  Vot/.  des.  Ind.  torn.  iii.  p.  226.  Rouen  Ed.  1713.  Near 
this,  on  a  hill  ascended  by  one  huudred  and  ninety-three 
steps,  was  another  pagoda  of  a  quadrangular  form,  terminated 
by  a  cupola. 

These  temples  were  generally  erected  on  the  banks  of  the 
Ganges,  Kistna,  and  other  sacred  rivers,  for  ablution.  Where 
there  was  no  river,  a  tank  or  reservoir  of  a  quadrangular 
form  was  constructed,  and  lined  with  free-stone  or  marble, 
with  steps  descending  into  them.  Crawford  observed  many 
300  or  400  feet  in  breadth.— Crawford's  Sketches,  vol.  i. 
p.  106.  At  the  entrance  of  the  principal  pagodas,  there  is 
a  portico  supported  by  rows  of  lofty  columns,'aiid  ascended, 
as  in  the  case  of  Tripetty,  by  more' than  one  hundred  steps; 
under  these  porticos,  and  in  the  courts  which  generally 
enclose  the  buildings,  multitudes  attend  at  the  rising  of  the 


sun,  and  having  bathed,  and  left  their  sandals  at  the  border 
of  the  tank,  impatiently  await  the  unfolding  of  the  gates  by 
the  ministering  brahmin. —  Thevenot. 

We  must  reserve,  until  we  come  to  treat  of  the  detail  of 
Indian  architecture,  many  particulars  relative  to  those  splen- 
did edifices,  which,  with  the  plates  accompanying  tlieiii,  w-ill 
atford  a  more  distinct  view  of  the  nature  of  their  arrange- 
ments and  appropriations  ;  but  it  will  be  proper  in  this  place 
to  notice  some  leading  circumstances  respecting  the  Indian 
sculptures,  with  a  view  to  ascertain  what  affinity  they  had 
to  those  in  Egypt.  From  the  Ayeen  Akhery,  and  Captain 
Wilson's  paper  on  Caucasus,  we  find,  that  in  the  SouV)ali  of 
Cashmere,  between  B.ilkh  and  Cabul,  in  the  numerous  excava- 
tions, there  were  700  places  where  the  figure  of  a  serpent  was 
carved  ;  and  that  near  these  excavations,  there  were  sculptured 
in  rock,  on  the  side  of  the  mountain,  figures  of  15,  50,  and 
80  ells  high  ;  that  in  the  great  temple  of  the  sun,  which  was 
near  Juggernaut,  and  said,  by  the  Ayeen  A/cbery,  to  have 
consumed,  in  the  expense  of  building,  the  whole  revenue  of 
the  Orissa  for  twelve  years ;  that  in  front  of  the  gate,  there 
was  a  pillar  of  black  stone,  of  an  octagon  firm,  50  cubits  high  ; 
that  at  the  eastern  gate,  there  were  two  elephants,  each  with 
a  man  on  his  trunk  ;  at  the  western  gate  were  figures  of 
horsemen,  completely  armed  ;  and  at  the  northern  gate  two 
tigers,  who  had  killed  two  elephants,  and  were  sitting  upon 
them.  That  in  one  extensive  apartment,  there  was  a  large 
dome  constructed  of  stone,  upon  which  was  carved  the  sun  and 
stars,  and  around  them  a  border  of  human  figures.  In  the 
pagoda  at  Juggernaut,  Hamilton  describes  the  idol  as  a  huge 
black  stone,  of  a  pyramidal  form  ;  and  there  was  a  bull, 
representing  the  god  Mahadeo,  jutting  from  the  wall  of  the 
eastern  aspect.  Tavernier  observed  a  conspicuous  idol  of 
black  stone  in  the  temple  of  Benares  ;  ami  that  the  statue  of 
Creeshna,  in  his  celebrated  temple  of  Mathura,  was  of  black 
marble.  In  the  great  pagoda  at  Elephanta,  the  bust  of  the 
triple-headed  deity  measures  15  feet  from  the  base  to  the  top 
of  the  cap,  the  face  is  five  feet  long,  and  it  is  20  feet  across 
the  shoulders.  Along  the  sides  of  the  cavern  are  colossal 
statues,  to  the  number  of  forty  or  fifty,  from  12  to  15  feet 
high;  some  have  a  sort  of  helmet  of  a  pyramidal  form; 
others  a  crown  with  devices;  others  display  bu.shy  ringlets, 
some  with  curled,  and  others  with  flowing  hair ;  many  have 
four  hands,  some  six  ;  with  sceptres,  shields,  weapons  of  war, 
and  symbols  of  peace.  At  the  west  end  of  the  pagoda,  there 
is  a  great  dark  recess,  20  feet  square,  totally  destitute  of 
ornaments,  except  the  altar  in  the  centre,  and  the  gigantic 
figures  which  guard  the  several  doors  which  lead  into  it. 
Niebuhr  says  these  figures  are  eight  in  number;  they  are 
naked,  and  13^  feet  high  ;  their  heads,  decorated  like  the 
other  statues,  have  rich  collars  round  their  necks,  and  jewels 
of  great  size  in  their  ears.  In  the  before-mentioned  recess, 
the  Lingam  divinit}'  is  represented.  The  pagoda  at  Salsette 
exceeds  that  at  Elephanta ;  the  two  colossal  statues  imme- 
diately before  the  entrance  of  the  grand  temple  are  27  feet 
high  ;  they  have  caps  and  ear-rings.  There  are  here  two 
hundred  figures  of  idols;  ninety  of  which  are  in  and  about 
the  great  pagoda.  In  the  interior  spaces,  which  recede  from 
the  apartments,  the  Lingam  is  represented.  Many  of  the 
sculptures  in  these  grand  temples  have  reference  to  the  astro- 
nomical, as  well  as  mythological  notions  prevalent  in  India. 

At  Vellore,  Ellore,  or  EUora,  {Plates  I.  and  II.)  the  sculp- 
tures, &c.  are  still  more  extraordinary  ;  and  all  are  dedicated 
to  the  Lingam  or  Mahdew.  The  height  of  the  grand  pyramid 
is  here  90  feet;  the  smaller  ones  50  feet ;  the  obelisk  38  feet. 
The  elephants  on  each  side  of  the  court  are  larger  than  life ; 
and  there  is  an  apartment  for  the  bull  Nundee.  See  Sir  C. 
W.  Mallet's  paper.  Asiatic  Researches,  vol.  vi.  p.  383. 
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Sir  W.  Jones  {As.  Res.  vol.  i.  p.  253)  is  of  opinitm,  that 
the  Eswara  and  Isi  of  the  Hindoos  are  the  Osiris  and  Isis  of 
Eiivpt.  He  says,  that  tiie  word  Misr,  the  native  appellation 
ot^Egypt,  is  familiar  in  India  ;  thatTirhoot  was  the  country, 
assei-ted  by  a  karned  brahmin  to  be  that  in  which  an  Egyp- 
tian colony  of  piiests  have  come  from  the  Nile  to  the  Ganges 
and  Yamma  (Jumna).  And  again,  in  his  third  annual  dis- 
course, the  remains  of  an-hitecturc  and  sculpture  in  India, 
prove  an  early  connection  between  this  country  and  Aliica  ; 
the  pvramids  of  Egypt,  the  colos-al  statues  of  the  Sphin.x, 
and  the  Hcrmis  Can  is,  which  last  bears  a  great  resemblance 
to  the  Varahavatu,  or  the  incarnation  of  Vishnu,  indicate  the 
style  and  mythology  of  the  same  indefatigable  workmen,  who 
formed  the  vast  excavations  of  Canarah,  the  various  temples 
and  images  of  Buddha,  and  the  idols  which  are  continually 
dug  up  at  Gaya. 

Kempfer  asserts,  that  the  great  Indian  saint,  Buddha,  was  a 
priest  of  Memphis,  and  having  fled  to  India,  introduced  the  wor- 
ship of  Apis. — Kempfer's  Hint.  Japan,  vol.  i.  p.  38,  ed.  1738. 
Athanasius  Kircher  is  of  opinion,  that  after  Cambyses  had 
murdered  Apis,  the  most  revered  of  the  Egyptian  deities,  he 
committed  wanton  cruelties  on  the  priests,  and  destroyed 
their  magnificent  temples,  as  related  by  Herodotus,  and  that 
the  priests  Hying  into  the  neighbouring  countries  of  Asia, 
there  propagated  the  superstitions  of  Egypt. 

The  lotus  was  anciently  in  Egypt,  and  is  still  in  India,  held 
sacred.  Herodotus  calls  it  the  lily  of  the  Nile.  The  Egyp- 
tian priests  had  a  sacred  language ;  so  have  the  brahmins. 
The  Egyptians,  according  to  Diodorus  Siculus,  were  divided 
into  live  tribes,  of  which  the  first  was  sacerdotal ;  the  Indians 
are  separated  into  four  tribes,  besides  an  inferior  one,  named 
Buzzer  Suuker. 

Eaiher  Loubere,  who  went  ambassador  from  the  king  of 
France  to  the  king  of  Siam,  in  1687,  thinks  the  superstitioti 
of  Boodh  no  other  than  theSommonacodom,or  stone  deity  of 
the  Siamese,  originally  from  Egypt.  He  says,  that  their 
astronomers  have  lijreJ  the  death  of  Somnionacodom  to  the 
y»jar  b.c.  545,  and  that  it  was  then  their  first  grand  astrono- 
mical epocha  commenced.  Now,  according  to  Lusher,  Cam- 
byses invaded  Egypt  in  525  B.C.  Loubere  adds,  that  the 
Siamese  priests  live  in  Convents,  which  consist  of  many  cells 
ranged  within  a  large  enclosure;  that  in  the  middle  of  the 
enclosure  stands  the  temple  ;  that  pyramids  stand  near  to, 
and  quite  round  the  temple,  all  within  four  walls. — See  Lou- 
here's  JUxt.  i if  Siam,  in  Harris's  Coll.  of  Voy.  vol.  ii.  p.  482. 
Sir  W.  Jones  thinks  that  the  great  statue  of  Narrayen,  or  the 
Spirit  of  God,  who  at  the  begiiming  floated  on  the  waters, 
as  that  statue  is  now  to  be  seen  in  the  great  reservoir  of 
Catmander,  the  capital  of  Nepaul,  is  the  same  as  the  Cneph 
of  Egypt,  under  a  difleient  appellation  ;  both  statues  are 
made  of  blue  marble. — See  Asiatic  Researches,  vol.  i.  p.  261. 
Mr.  Call  has  published  a  drawing  of  the  signs  of  the  zodiac, 
which  he  found  in  the  ceiling  of  a  choultry  at  Verdapettah, 
in  the  Medurah  country,  viz.,  Brahma,  painted  in  pagodas, 
in  the  act  of  creation,  floating  over  the  watery  abyss,  reclin- 
ing upon  the  expanded  leaf  of  lotus  ;  and  Osiris  is  found  in 
the  same  attitude,  recumbent  on  the  same  plant,  in  the  Egyp- 
tian monuments. — Maurice,  vol.  ii.  p.  394. 

Ill  the  llindoostan  edifices,  although  many  parts  of  the 
general  airangement  and  piincipal  features  resemble  those  of 
Egypt,  yet  simplicity  has  lieen  more  departed  from,  and  cir- 
cularuutlines  similar  to  those  of  pagodas  have  been  introduced. 
The  most  splendid  of  the  Indian  edifices  being  wholly  formed 
by  e.\cavation,may  most  jiroperly  be  denominated  sculptures; 
but  even  for  this  mode,  abundance  of  originals  exist  in  Egypt. 
The  numerous  sculptured  tombs  adjacent  to  the  principal 
cities  in  the  Thebaid,  are  perfect  examples,  as  far  as  regards 


excavations  within  the  natural  rock  ;  and  the  gigantic  coloss:. 
statues  are  equally  so  as  to  isolated  forms. 

Detail  of  Indian  Architecture. — The  city  of  Agra  was  built 
in  the  forrn  of  a  crescent  along  the  banks  of  the  Jumna ;  its 
walls  were  constructed  with  stones  of  great  size,  hard,  and 
of  a  reddish  colour  resembling  jasper.     It  was  four  miles  in 
extent,  and  consisted  of  three  courts,  with  many  stately  por- 
ticoes, galleries,  and  turrets,  all   richly  painted  and  gilt,  and 
some  overlaid  with  plates  c.f  gold.    The  first  court  was  built 
round  with  arches,  which  aftbrded  shade;  the  second  was  for 
the  great  omrahs  and  ministers  of  state,  who  had  here  their 
apartments   for  transacting   public  business;  and  the  third 
court,  within  which  was  the  seraglio,  consisted  entirely  of 
state  apartments  of  the  emperor,  hung  round  with  the  richest 
silks  of  Persia.     Behind  these  were  the  royal  gardens.     In 
front  of  the  palace,  towards  the  river,  a  large  area  was  left 
for  the  exercise  of  the  royal  elephants,  and  for  battles  of  the 
wild  beasts  ;  and  in  a  square  which  separated  the  palace  from 
the  city,  a  numerous  army  lay  constantly  encamped.     Man- 
desto,  who  visited  Agra  in   1638,  then  in  the  zenith  of  its 
glory,  says,  it  was  surrounded  by  a  wall  of  freestone  and  a 
broad  ditch,  with  a  drawbridge  at  each  of  its   gates.     He 
states,  that  at  the  farther  end  of  the  third  court,  under  a 
piazza,  were  a  row  of  silver  pillars ;  that  beyond  this  was  the 
presence-chamber,  with  golden  pillars;   that  within  a  balus- 
trade was  the  royal  throne  of  massy  gold,  almost  incrusted 
with  diamonds,  pearls,  and  other  precious  stones  ;  that  above 
this  throne  was  a  gallery,  where  the  Mogul  appeared  every 
day  at  a  certain  hour,  to  hear  and  redress  the  complaints  of 
his  subjects ;  and   that  no  person  but  the  king's  sons  were 
admitted  behind  these  golden  pillars.     He  mentions  also  an 
apartment  remarkable  for  its  tower,  which  was  covered  with 
massy   gold,  and  for  the  treasure  it  contained,  having  eight 
large  vaults  filled   with    gold,   silver,   and- precious  stones. 
Tavernier,  who  visited  the  Agra  near  the  end  of  the  17th  cen- 
tui-y,  and  in  the  absence  of  the  court  had  permission  to  examine 
the   inside,   describes  a  gallery,  the  ceiling   of   which   was 
decorated  with  branched  work  of  gold  and  azure,  and  the 
walls  hung  with  rich  tapestry.     The  gallery  which  fronted 
the  river,  the  monarch  had  proposed  to  cover  over  with  a  sort 
of  lattice-work  of  emeralds  and  rubies  to  represent  grapes 
with  their  leaves  when  they  are  green,  and  when  they  begin 
to  grow  red  ;  but  this  design  then  remained  imperfect,  there 
being  only  three  stocks  of  a  vine  in  gold,  with  their  leaves 
enamelled   with  emeralds,  and   rubies  representing  grapes; 
being  a  specimen  of  what  was  intended  for  the  whole. 

We  have  been  thus  minute  in  the  description  of  the  palace 
of  Agra,  because,  having  been  built  by  one  of  the  most  en- 
lightened princes  of  the  East,  it  affords  a  perfect  specimen  of 
the  scale  upon  which  the  monarchs  of  tliose  extensive  and 
rich  countries  acted.  And  it  w^ill  be  allowed,  that  the  estab- 
lishments of  Akbar  and  his  great  rajahs,  occupying  four 
miles  along  the  banks  of  the  Jumna,  and  connected  with  a 
handsome  and  prosperous  city,  must  have  produced  a  picture 
sufiiciently  splendid,  and  emblematic  of  the  wealth  and  power 
of  the  prince  who  erected  it. 

At  Cuttek,  or  Cuttack,  the  capital  of  Orissa,  there  is  a  fine 
palace.  It  consists  of  nine  distinct  buildings: — L  for  ele- 
phants, camels,  and  horses  ;  2.  for  artillery,  military  stores, 
and  quarters  for  the  guards;  3.  for  porters  and  watchmen; 
4.  for  artificers  ;  5.  for  kitchens  ;  6.  for  the  rajah's  public 
apartments;  7.  for  the  transaction  of  private  business;  8.  where 
the  women  reside  ;  9.  the  rajah's  sleeping  a|iartments. 

The  specimens  here  selected  being  the  most  noted,  will, 
we  trust,  convey  an  idea  of  the  nature  of  the  Indian  cities 
and  palaces  ;  and  we  shall  therefore  proceed  to  consider  their 
sacred  edifices. 
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We  have  alreaiiy  stated,  that  these  were  of  five  different 
sorts;  th:it  is,  1.  pyramid-^ ;  2.  excavation-;;  3.  sqiiaieorohlong 
courts;  4.  in  the  form  of  a  cross;   and  5.  [leifectly  ciicular. 

1.  We  are  here  at  a  loss  to  determine  whether  or  not  the 
construction  uf  hidian  pyramids  preceded  that  of  their  exca- 
vations. To  construct  a  p\  rainid  i>f  rude  stones,  is  certainly 
a  much  simpler  operation  than  forming  a  cavern  ornamented 
with  sculpture  ;  so  that  althoriLih  it  maj'  be  conceived  that 
m.inUind  might,  for  the  purposes  of  worship,  make  use  of  the 
simple  plain  cavern,  either  natural  or  artificial,  previous  to 
the  construction  of  buildings  i<{  great  magnitude  on  the  sur- 
face :  yet  it  is  not  very  probable  that  the  sp  endid  excava- 
tions of  Klephama  and  V'ellore,  in  whic^li  were  rich  sculptures, 
and  even  pyramids  cutout  of  the  solid  rock,  could  have  pre- 
ceded a  rude  pyramid  on  the  su  face.  But  as  the  purposes 
to  which  the  py  ram  ids  <  >f  L)e>'gir  rand  Tanjore  arc  appropriated 
partake  very  much  of  the  nature  of  the  cavern,  their  enttanee- 
doors  being  very  small,  their  infericir  being  lighted  by  means 
of  lamps,  and  the  middle  chimticr  by  one  lamp  otdy  ;  there 
is  some  reason  for  supposing,  ih.it  in  places  where  rocky 
eminences  wei-e  not  c<inveuic.ntly  situated,  or  from  motives 
now  unknown,  some  change  of  ideas  taking  place,  these 
pyramids  might  be  conslrncted  for  purposes  similar  to  the 
origiiud  cavern  or  gi  otto,  in  the  same  manner  as  the  Egyptian 
pyramids  are  considered  to  have  been  done  with  regard  to 
the  tombs  of  the  'fhebaid.  The  external  faces  of  the  pyramids 
of  Dewgur  and  Tanjore  are  very  rude. 

2.  hi  regard  to  excavations,  they  are  numerous  and  exten- 
sive, hi  s(une  instances,  they  are  very  simple  and  plain  ;  in 
others,  highly  ornamented  with  architectural  firms  and  seidp- 
turcs.  From  Captain  VViKon's  paper  in  the  (>th  volmneof  ihe 
Asiatic  Resenrches^  we  learn,  that  an  extensive  braiK'h  of  the 
C'aucjisus  was  named   by  the  Greeks,  I'aiapamis,  from  Pmo 

Viiiiii,  the  pure  and  excellent  city  of  Vami,  commonly  called 
Uamaiya.  It  is  situated  on  the  road  between  Baikh  and 
Cabul,  where  vast  numbers  of  apartments  are  cut  out  of  the 
rocks,  some  of  them  so  large  that  they  are  supposed  to  have 
been  temples.  And  Abul  Fazel  says,  that  in  the  soubah  of 
Cashmere,  in  the  nndJleof  the  mountains,  12,000  apartments 
Were  cut  in  the  solid  rock.  At  this  place  there  were  700 
places  where  the  figure  of  a  serpent  was  sculptured. 

Although  neither  the  precise  form  nor  dimensions  are 
given,  yet  from  the  great  number  of  excnvatioiis,  and  the 
place  being  noticed  hy  the  Greeks,  it  must,  in  former  :iges, 
have  been  of  importance,  at  least,  for  its  sanctity  ;  and  its 
situation  between  India  and  Persia  renders  it  still  an  interest- 
ing subject  of  inquiry. 

In  other  parts  of  India,  the  excavated  temples  have  fallen 
more  fiequeiitly  under  the  oliservation  of  well-intbrmed 
scientific  persons,  who  have,  with  laudable  industry,  furnished 
the  public  with  exact  representations,  and  full  details  respect- 
ing them.  The  three  principal  oiU'S,  anil  which  our  limits 
will  only  enable  us  to  notice,  are  Klephanta,  Salsette,  and 
Vellore  or  Ellora. 

Elcphanla  is  siinated  near  Bombay,  in  an  island  so  named 
from  the  figure  of  an  ele|)liaiit  being  cut  upon  the  rocks  on 
the  south  shore.  The  gran<l  temple  is  120  feet  scjuare,  ami 
su|iported  by  four  rows  of  pillars  ;  along  the  side  of  the 
cavern  are  f  om  forty  to  fifty  colossal  statues,  frojii  12  to  15 
feet  high,  of  good  s\  mmetry,  and,  though  not  quite  detaclied 
from  the  rock,  bold  y  re.ieved  ;  some  have  a  h -Iniet  of  pyia- 
inidal  form,  others  a  crow'n.  decorated  w  th  jewels  and  devices, 
and  others  have  only  bushy  ringlets  of  flowing  hair;  Tn:iny 
of  them  have  four  hands,  some  six,  holding  sceptres,  shields, 
symbols  of  justice  and  religion,  warlike  wetqcns  and  trophies 
of  peace,  some  inspire  hoi  i  or,  others  have  aspects  of  benignity. 
The  face  of  the  great  bust  is  5  feet  long,  and   the  breadth 


across  the  shoulders  20  feet.  At  the  west  end  of  this  great 
pagoda  is  a  dark  recess,  20  feet  sijuare,  totally  destitute  of 
ornament;  the  altar  is  in  the  centre,  and  there  are  two 
gigantic  statues  at  each  of  the  four  doors  by  which  it  is 
entered.  Niebuhr  represents  these  statues  as  naked.  13.V  feet 
high,  and  the  sculpture  good  ;  their  heads  are  dressed  like 
the  other  statues,  and  they  have  each  rich  collars  round  their 
neck.s,  and  jewels  in  their  ears.  Hunter  states,  that,  on 
entering  Elephanta,  there  is  a  veranda  or  p  azza,  which 
extends  from  east  to  west  60  feet,  that  its  bre.idth  is  16  f  et, 
and  that  the  body  of  the  cavern  is  on  every  side  surrounded 
by  similar  verandas. — Arehceolof/ia,  vol.  vii.  p.  287. 

Canara.  in  the  island  of  Salsette,  which  is  also  situated 
near  Bombay,  is  represented  by  Linshotten,  who  visited  it 
in  1759,  as  being  like  a  town.  He  describes  the  fiout  as 
hewn  out  of  the  rock,  in  four  stories  or  galleries,  in  which 
there  are  300  apartments  :  these  apartments  have  generally 
an  interior  ri'cess,  or  sanctuary,  and  a  small  tank  fu- ablution. 
In  these  recesses,  as  at  Elephanta.  are  representations  of  the 
Lingan  deity.  The  grand  pagoda  is  40  feet  high  to  the  soffit 
of  the  arch  or  dome  ;  it  is  84  feet  long,  and  46  broad.  The 
poitico  has  fine  columns,  decorated  with  bases  and  capitals: 
immediately  before  the  entrance  to  the  grand  temple  are  two 
colossal  statues,  27  feet  high,  which  have  mitre  caps  and  ear- 
rings. Thirty-five  pillars,  of  an  octagonal  form,  about  5  feet 
diameter,  suppoit  the  arched  roof  of  the  temple  ;  their  bases 
and  capitals  are  composed  of  elephants,  horses,  and  tigers, 
carved  with  great  exactness.  Kouiid  the  walls,  two  rows  of 
cavities  are  placed  with  great  regulaiity,  for  receiving  lamps. 
At  the  farther  end  is  an  altar  of  a  convex  shape,  27  feet  high, 
and  20  in  diameter;  lound  this  are  also  recesses  f^>r  lamps, 
and  directly  over  it  is  a  large  concave  dome  cut  out  of  the 
rock.  Immediately  about  this  grand  pagoda,  there  are  said 
to  be  90  figm-es  of  idols,  and  not  less  than  600  within  the 
precincts  of  the  excavations. 

Mr.  Grose,  who  \i>ited  India  in  1750,  seems  to  be  of 
opinion,  that  the  labour  required  to  construct  Elephanta  and 
Salsette,  must  have  been  e(jual  lO  that  of  erecting  the  pyra- 
nnds  of  Egypt;  and  though  it  is  not  mentioned  which  of  the 
many  pyramids  he  refers  to,  the  remark  sufficiently  expresses 
his  admiration  of  the  greatness  of  these  Indian  works.  He 
observes  (p.  92)  that  the  roof  of  Elephanta  was  flat  ;  that  of 
Salsette  of  an  ar<h-forin,  supp(.irted  by  rows  of  pillars, 
of  great  thickness,  arranged  with  much  regularity  ;  thiit  the 
walls  are  crowded  with  figures  of  men  and  women,  engaged 
in  various  actions,  in  dillerent  attitudes;  that  along  the 
cornice  there  are  figures  of  elephants,  horses,  and  lions,  in 
bold  relief;  and  above,  as  in  a  sky,  genii  and  dew tah  are 
seen  floating  in  multitudes. 

But  nuignificent  as  the  excavations  at  Elephanta  and 
Sal-ette  must  ap[)ear,  they  are  still  surpassed  by  those  near 
\'ellore,  Ellorc,  or  Ellora,  which  is  situated  18  miles  from 
A  lo-iuigabad. capital  (jf  the  province  of  Balagate,  N.  hit.  19°  20', 
E.  long.  75"  30'. 

Sir  C.  Mallet,  in  a  paper  he  transirntted  to  the  president 
of  the  Asiatic  Society,  and  published  in  the  si.xth  volume 
of  their  Researclies,  gives  a  detailed  account  of  sixteen  of 
them  : — 


1.  Jaguath  Subba. 

2.  Adnaut  Subba. 

3.  Indur  Subba. 

4.  Puisiiram  Subba. 

5.  Doomar  Lyna. 

6.  Jun  Wassa. 

7.  Comar  Wana. 

8.  Chaiia,  or  Oil  Shop. 

9.  Neclkunt  Mahdew. 


10.  Ramish  Wur. 

1 1.  Kylas,  or  Paradise. 

12.  Dus  Outar. 

13.  Tee  Tal. 

14.  Bhuit  Chutturghiui. 

15.  Biskurnia,or Carpenter's 

Hovel. 

16.  Dehr  Wanar,  orHallul- 

core's  quarters. 
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Of  these  we  must,  of  course,  confiue  ourselvc!  to  such 
paits  as  are  calculated  to  convey  a  geiifral  idea  of  their 
areliitccture  ;  with  thi-^  view,  we  have  selected  for  engravings 
[set'  Plates  I.  and  II.)  ihe  giuinid-iilan  of  Kvlas,  the  eiitiance 
and  section  of  Biskunna,  tlie  elegant  entrance  to  the  cave  of 
Jugnalh  8ublia,  the  temple  of  Indnr  Siihlia.  and  a  singularly- 
heantifnl  piece  of  sculpture  at  the  door  of  Juii  \\  as^a.  We 
shall  also  give  the  description  and  dimensions  of  the  Kylas 
.  and  the  Biskunna. 

Kijliis,  al  as  Paradise^  (aspect,  west.) — This  wonderful 
phi' e  is  ap[)ioached  more  h;indsoinely  than  any  of  the  fore- 
going, and  e.\liibits  a  very  fine  front  in  an  area  cut  through 
the  I  oek.  On  the  right-hand  side  of  the  entrance  is  a  cistern 
of  very  fine  water.  On  each  side  of  the  gateway  there  is  a 
pro  ection  reaching  to  the  first  story,  with  much  sculpture  and 
handsome  battlements,  which,  however,  have  suffered  much 
from  the  corroding  hand  of  time.  The  gateway  is  very 
sp.icious  and  fine,  furnished  with  ap;u'tments  on  each  side, 
that  are  now  usually  added  to  the  dewries  of  the  eastern 
palaces.  Over  the  gate  is  a  balcony,  which  seems  intended 
fir  the  Nobut  Khanneh.  On  the  outside  of  the  upper  story 
of  the  gateway,  are  pillars  that  have  much  the  apjiearance  of 
a  (irecian  order.  The  passage  through  the  gateway  below 
is  richly  adorned  with  sculpture,  in  which  appear  Hoiiannee 
Ushthooza  on  the  right,  and  Gunnes  on  the  left.  From  the 
gateway  you  enter  a  vast  aiea.  cut  down  through  the  solid 
rock  of  the  mountain,  to  make  room  for  an  immense  temple 
of  the  complex  pyramidal  form,  whose  wonderful  striictm-e, 
variety,  profusion,  and  miimteness  of  ornament,  are  too  elabo- 
rate for  de.scriptioit.  This  temple,  which  is  excavated  fnmi 
the  upper  region  of  the  rocks,  and  appears  like  a  grand 
building,  is  connected  with  a  gateway  by  a  bridge  left  out 
of  the  rock  as  the  mass  of  the  mountain  was  excavated. 
Beneath  this  bridge,  at  the  end  opposite  the  entrance,  there  is 
a  figure  of  Bouannee  sitting  on  a  lotus,  and  two  elephants 
with  their  trunks  joined  as  though  fighting,  over  her  head. 
On  each  side  of  the  passage  under  the  liridge,  is  an  elephant 
marked  ('/)  in  the  plan,  one  of  which  has  lost  its  head,  the 
other  its  trunk,  and  both  are  much  shortened  of  their  height 
by  earth.  There  are  likewise  ranges  of  apartments  on  each 
side  behind  the  elephants,  of  which  those  on  the  left  aie  nmch 
the  finest,  being  handsomely  decorated  with  figures.  Ad- 
vanced in  the  area,  beyond  the  elephants,  are  two  obelisks 
(/;)  of  a  square  form,  handsoiriely  graduated  to  the  coinmence- 
meiitof  the  capitals,  which  seem  to  have  been  crowned  with 
ornaments,  but  they  are  not  e.xtant,  though,  from  the  remains 
of  the  left-hand  one,  I  judge  them  to  have  been  a  single  lion 
on  each. 

To  preserve  some  order,  and  thereby  render  easier  the 
description  of  this  great  and  complex  work,  we  shall,  after 
mentioning,  that  on  each  side  of  the  gateway  within  there  is 
an  abundance  of  sculpture,  all  damaged  by  time,  proceed  to 
describe  the  parts  of  the  centre  structure;  and  then,  return- 
ing to  the  right  side,  enuiiierate  its  parts;  when,  taking  the 
left  hand,  we  shall  terminate  the  whole  in  a  description  of  the 
end  of  the  area  opposite  the  gateway,  and  behind  the  grand 
temple,  exemplifying  the  whole  by  reference  to  the  annexed 
plan. 

Centre  hclow. — Passing  through  the  gateway  (1)  below, 
you  enter  the  area  (2),  and,  proceeding  under  a  small  bridge, 
pass  a  solid  square  mass  (3),  which  supports  the  bull  Nundee 
stationed  above;  the  sides  of  this  recess  are  profusely  sculp- 
tured with  pillars  and  figures  of  various  firms.  Having 
parsed  it,  you  come  to  the  passage  under  another  small  bridge, 
beneath  which  there  is,  on  one  side,  a  gigantic  figure  of  the 
Kajah  Bhoj,  surrounded  by  a  group  of  other  figures,  opposite 
to    which    is    a    gigantic   figure    Guttordhuj,    with    his    ten 


hands.  At  each  end  of  this  short  pass.igr  cummvuccs  the 
body  of  the  grand  temple  (4),  the  excavation  ol'  w  lilrh  i^  in 
the  upper  story,  that  is  here  ascended  by  flights  of  st  ps  on 
e:ich  side  (Tj). 

Rujht  and  Icfl-haiid  sides  of  the  temple  hehtir. — The  right- 
hand  side  is  adorned  with  a  very  full  and  complex  seiilpt^  re 
of  the  battle  of  Ram  and  liouon,  in  which  Ilunoniauii  makes 
a  very  conspicuous  figure.  Proceeding  from  this  field  of 
battle,  the  heads  of  elephants,  lions,  and  smne  imaginary 
animals,  are  projected,  as  though  supporting  the  temple,  till 
you  come  to  a  projection  (0),  in  the  side  of  which,  sunk  in 
the  rock,  is  a  large  group  of  figures,  but  nuich  mutilated, 
This  projection  was  connected  with  the  apartments  on  the 
light-hand  side  of  the  area  by  a  bridge  (7),  which  has  given 
way,  and  the  ruins  of  it  now  fill  up  the  sides  of  the  area. 
It  is  said  to  be  upwards  of  a  hundred  years  since  it  fill. 

Passing  the  proji-ction  of  the  main  body  of  the  temple,  it 
lessens  for  a  few  paces,  then  again  projects  (8)  ;  anil  after  a 
very  small  space  on  a  line  of  the  body  of  the  temple,  the 
length  of  this  wonderfid  structure,  if  what  is  fiibricated 
downwards  out  of  a  solid  mass  can  be  so  called,  terminates  in 
a  smaller  degree  of  projection  than  the  former.  The  whole 
length  is  supported  in  the  manner  aljove  mentioned,  l>y  figures 
of  elephants,  lions,  &c.,  projecting  fiom  the  bases,  to  gi^e,  it 
should  seem,  the  whole  vast  mass  the  appearance  of  mova- 
bilitv  by  those  mighty  animals.  The  hindmost,  or  eastern 
extremity  of  the  temple,  is  composed  of  three  distinct  temples, 
elaborately  adorned  with  sculpture,  and  supported,  like  the 
sides,  by  elephants,  &c.,  many  of  which  are  mutilated.  The 
lef^hand  side  (from  the  entrance)  differs  so  little  from  the 
right,  that  it  is  imnecessary  to  be  particular  in  mentioning 
anything,  except,  that,  opposite  the  description  of  the  battle 
of  Ram  and  Rouon,  is  that  of  Keyso  Pando,  in  which  the 
wanioi  s  consist  of  footmen,  and  others  mounted  on  elephants, 
and  cars  drawn  by  hor.ses,  though  none  are  mounted  on 
horses.  The  principal  weapon  seems  the  bow,  though  maces 
and  straight  swoids  aie  discoverable. 

Centre  above. — The  gateway  consists  of  three  centre  rooms 
(9),  and  one  on  each  side  {'.)).  From  the  centre  rooms,  cross- 
ing the  bridge  (10).  the  ascent  is  by  seven  steps  (11)  into  a 
square  room  (12),  in  which  is  the  bull  Nundee.  This  room 
has  two  doors  and  two  windows.  Opiposite  the  windows  are 
the  obelisks  (i)  before  mentioned. 

From  the  station  of  Nundee  we  cross  over  the  second 
bridge  (13),  and  ascend  by  three  steps  (14)  into  a  handsome 
open  portico  (15),  supported  by  two  pillars  (above  each  of 
which,  on  the  outside,  is  the  figure  of  a  lion,  that,  though  muti- 
lated, has  the  remains  of  great  beauty  ;  and,  on  the  inside, 
two  figures  resembling  sphinxes)  towards  the  bridge,  and  two 
pilasters  that  join  it  to  the  body  of  the  temple,  the  grand 
apartments  of  which  (IG)  are  entered  from  the  portico  by 
four  handsome  steps  and  a  doorway,  on  each  side  of  which 
are  gigantic  figures.  Advancing  a  few  paces  into  the  temple, 
which  is  supported  by  two  rows  of  pillars,  besides  the  walls 
that  are  decorated  with  pilasters,  there  is  an  intermission  of 
one  pillar  on  each  side,  leading  to  the  right  and  left  to  an 
open  portico  (17),  projecting  from  the  body  of  the  temple; 
from  the  right-hand  one  of  which,  the  bridge,  already  men- 
tioned as  broken,  comiected  the  main  temple  with  the  side 
apartments,  to  which  there  is  now  no  visible  access  but  by 
putting  a  ladder  for  the  purpose ;  though  I  was  told  there  is 
a  hole  in  the  mountain  above,  that  leads  to  it,  which  1  had 
not  time  nor  strength  to  explore.  The  access  from  the  oppo- 
site is  by  stairs  fiom  below.  The  recess  (IS)  of  the  Ling 
(19)  of  Mahdew,  to  which  there  is  an  ascent  of  five  steps, 
forms  the  termination  of  this  fine  saloon,  on  each  side  of  the 
door  of  which  is  a  profusion  of  sculpture.     The  whole  of  the 
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ceiling  has  been  chunamed  and  painted,  great  part  of  which 
is  in  good  preservation. 

A  door  (20)  of  each  side  of  this  recess  of  the  Ling  of 
Mahdew  leads  to  an  open  platform  (21),  having,  on  each 
side  of  the  grand  centre  pyramid  that  is  over  the  recess  of 
the  Ling,  two  otlier  recesses  (22),  one  on  each  side,  formed 
also  pyraniidically,  bnt  containing  no  image.  Three  other 
pyiamidical  recesses  (23),  having  no  images  within  them, 
terminate  the  platform,  all  of  them  elaborately  ornamented 
with  numerous  figures  of  the  Hindoo  mythology.  Many  of 
the  outer,  as  well  as  the  inner  parts  of  this  grand  temple,  are 
chunamed  and  painted.  The  people  here  attribute  the  smoky 
blackness  of  the  painting  within  to  Aurungzebe  having  caused 
the  diflerent  apartments  to  be  fdled  with  straw  and  set  on 
fire,  which  can  be  reconciled  on  no  other  ground  than  that 
he  meant  to  efface  obscenities,  as  there  are  many  in  the 
sculptures.  Upon  the  whole,  this  temple  has  the  appearance 
of  a  magnificent  fabric,  the  pyramidal  parts  of  which  seem  to 
be  exactly  in  the  same  style  as  that  of  the  modern  Hindoo 
temples. 

Ririht-hand  side  of  tiie  area. — This  side  of  tlie  rock  has  a 
continuance  of  excavations,  as  marked  in  the  plan  ;  but  all 
those  below,  except  the  veranda,  which  I  shall  quit  for  the 
present,  are  of  little  note;  and  those  above  of  three  stories, 
called  Lunka  (24),  which  appear  much  more  worthy  of  atten- 
tion, are  inaccessible  but  by  a  ladder,  from  the  fall  of  the 
bridge.     We  shall,  therefore,  proceed  to  the 

Left-hand  side  of  the  area. — In  this  side  there  are  excava- 
tions of  seine  consideration  below,  from  which  we  ascend  to 
an  upper  story,  called  Par  Lunka,  by  an  indifferent  staircase, 
into  a  fine  temple  (25);  at  the  extremity  of  which  is  a 
recess,  containing  the  Ling  of  Jfahdew ;  and  opposite  thereto, 
near  the  entrance  from  the  staircase,  is  the  bull  Nundee,  with 
two  large  fine  figures,  resting  on  maces,  on  each  side  of  the 
recess  in  which  he  sits.  The  ceiling  of  this  temple  is,  I 
think,  lower  than  any  of  the  foregoing.  The  whole  of  this 
temple  is  in  fine  preservation,  strongly  supported  by  very 
massy  pillars,  and  richly  ornamented  with  mythological 
figures,  the  sculpture  of  which  is  very  fine.  The  ceiling,  like 
the  others,  has  the  remains  of  painting  visible  through  the 
dusky  appearance  of  smoke  with  which  it  is  obscured.  De- 
scending from  Par  Lunka.  we  pass  through  a  considerable 
ensculptured  excavation  (20),  to  a  veranda  (27),  which  seems 
allotted  to  the  personages  of  the  Hindoo  mythology  (a  kind 
of  pantheon)  in  open  compartments.  These  figures  commence 
on  the  left  hand  with,  L  The  Ling  of  Mahdew,  surrounded 
by  nine  heads,  and  supported  by  Rouon.  2.  Goura  Par- 
wuttee,  and  beneatli  Rouon,  writing.  3.  Mahdew,  Farwuttee, 
and  beneath  Nundee.  4.  Ditto,  ditto.  5.  Vishnu.  6. 
Goura  and  Parw^uttee.  7.  A  Bukta  (votary)  of  Vishnu, 
with  his  legs  chained.  8.  Goura  and  Parwuttee.  9.  Ditto. 
These  representations  of  Goura  and  Parwuttec  all  differ  from 
each  other.  10.  Ditto.  1 1.  Vishnu  and  Luchmee.  12.  Bal 
Budder  issuing  fi-om  the  Pind,  or  Ling  of  Mahdew.  Here 
ends  the  left-hand  side,  and  commences  the  east  extremity, 
or  end  of  the  area  (28),  in  which  the  figures  are  continued, 
viz.^  13.  Goura  and  Parwuttee.  14.  Behroo,  with  Guvin 
R.ij  transfixed  on  his  spear.  15.  Dytasere  on  a  chariot, 
drawing  a  bow.  16.  Goura  and  Parwuttee.  17.  Kal  Bchnio. 
18.  Nursing  Ontar,  issuing  from  the  pillar.  19.  Kal  Behroo. 
2(».  Bal  Behroo.  21.  ViVlnui.  22.  Govin.  23.  Biimha. 
24.  Luchniedass.  25.  Mahmund.  2(i.  Nwnain.  27.  Behroo. 
28.  Govin.  29.  Bal  Behroo.  30.  Govin  Raj  and  L\ichniee. 
31.  Kissundass.  Here  ends  the  veramla  of  the  eastern 
extremity  :  and  we  now  proceed  with  that  on  the  right  hand 
(29),  having  in  our  description  of  that  side,  stopi'cd  at  the 
commencement  of  this  exti-aordinary  veranda,  for  the  purpose 


of  preserving  the  enumeration  of  the  figures  uninterrupted, 
viz.,  32.  Mahdew.  33.  Ittuldass.  34.  Dhurm  Raj  embracing 
Uggar  Kaum.  35.  Nursing  destroying  Hum  Kushb.  3(5. 
Vishnu  sleeping  on  Seys  Naug,  the  kummul  (lotus)  issuing 
from  his  navel,  and  Brimha  sitting  on  the  flower.  37. 
Goverdhun.  38.  Mahdew  Bullee,  with  six  hands.  39. 
Krishna  sitting  on  Gunoor.  40.  Bharra  Outar.  41.  Krishna 
Chitterbooz  trampling  on  Callea  Naug.  42.  Ballaju.  43. 
Anna  Pooma.  It  is  to  be  ol^erved,  that  almost  all  the  prin- 
cipal figures  are  accompanied  in  their  respective  panels  by 
others,  explanatory  of  the  history  of  the  idol  in  which  it  is 
represented. 

Dimensions  of  the  Kylas. 

Ft.    In. 

Outer  area,  broad 138     0 

Ditto,  deep 88     0 

Greatest  height  of  the  rock,  through  which  the  outer 

area  is  cut 47     0 

Gateway,  height 14     0 

Ditto,  breadth,  without  the  modern  building  .  .  14  4 
Passage  of  the  gateway,  liaving  on  each  side  rooms, 

15  feet  by  9 42     0 

Inner  area    or  court,  length    from  gateway  to  the 

opposite  scarp 247     0 

Ditto,  breadth 150     0 

Greatest  height  of  the  rock,  out  of  which  the  court 

is  excavated 100     0 

Left  Side  of  the  Court,  lower  Story,  viz. 
A  small  cave,  in  front  two  pillars,  and  a  pilaster 
at  each  end,  with  three  female  figures  buried  up  to 

the  knees  with  rubbish,  length 22     6 

Ditto,  breadth 8     0 

Ditto,  height 9     8 

Another  excavation,  in  front  five  pillars,  two  pilas- 
ters, length 57     9 

Ditto,  breadth,  within  the  benches  that  are  round 

this  cave 6     0 

Ditto,  height,  at  the  end  of  this   is  a  staircase  to 

the  upper  story 10     4 

Interval  unexcavated     ...  20     0 

Another  excavation,  having  two  large  plain  square 
pillars,  and  two  pilasters  in  front,  with  a  bench 
round  the  inside,  the  rock  projecting  beyond  the 

pillars,  length 54     6 

Ditto,  breadth 12     6 

Ditto,  height 10     0 

Doorway,  leading  to  a  gallery,  or  veranda,  5  feet  1 1 
inches  high,  by  2  feet  9  inches  wide,  (iallery 
containing  figures.  Length  from  doorway  to  the 
extreme  depth  of  the  whole  excavation      .     .     .   Il7     8 

Ditto,  breadth 13     0 

N.B.  In  this  length  are  eleven  pillars,  each  2  feet  8 

inches  square. 
Ditto,  height  within  the  pillars  (the  projecting  rock 
is  about  3  feet  lower,  extending  irregularly  in  the 
course  of  the  length,  from  7  to  13  feet  bevond  the 
pillars) '  ...     14     8 

End  of  the  Area,  opposite  the   Gateway,  behind  the 

Temple. 
Whole  breadth  from  side  to  side,  measuring  from  the 

inner  wall  of  the  gallery  on  each  side        ...      186     6 
Breadth  of  the  gallery,  including  the  pillars,  there 

being  17  in  this  range 13     4 

N.B.  The  roc-k  projects  beyond  the  pillars  along  this 

range,  and  the  right  hand  oni^  irregidarly,  from  15 

to  22  feet,  and  is  lower  than  the  Ceiling. 
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Right-hand  of  Ike  Court,  lower  Story,  viz. 

Ft.  In. 
Figure  gallery,  or  veranda,  of  the  same  dimensions 
as  the  preceding  parts  of  the  same  gullery,  for  the 
space  of  ten  pillars,  the  angle  of  one  being  included 
in  the  foregoing;  three  of  which  were  broken,  it 
is  s;iid,  to  make  trial  of  the  power  of  the  deity  of 
the  place ;  and  when  it  was  found  that  the  super- 
incumbent rock  did  not  sink,  the  tempter,  said  to 
be  Aurungzebe,  forbore  farther  trial. 
Doorway,  2  feet  4  inches  broad,  by  5  feet  high,  leads 
to  a  veranda;  within  this  veranda  is  a  room  of  60 
feet  by  23,  and  1 1  feet  4  inches  high.    Right  end 

unfinished:  length 60     0 

Ditto,  breadth 17     0 

Ditto,  height 13     0 

A  small  projecting  room,  15  feet  by  13,  and  6  feet 
high,  being  choked  with  several  finely. sculptured 
figures.     An  excavation  raised  12  feet  from  the 

surface  of  the  court,  length 36   10 

Ditto,  depth 14     9 

Ditto,  height 12     0 

There  is  a  multiplicity  of  figures  in  this  apartment, 
detaciied  from  the  wall.  Amongst  the  rest,  a  large 
skeleton  figure,  with  a  smaller  one  on  each  side. 
Tlie  principal  is  sitting,  with  each  foot  on  a  pros- 
trate naked  figure. 
An  excavation,  which  has  a  small  I'ecess,  opposite  the 

entrance,  of  0  feet  by  7,  and  S  high,  length     .     .     24     0 

Ditto,  breadth 18     0 

Ditto,  height 10     0 

An  excavation  terminating  the  lower  story  on  the 

side,  length 24     0 

Ditto,  dejitli 10     0 

Ditto,  height 116 

Except  between  the  two  pillars,  where  the  roof  is 
arched,  and  is  there  14  feet  8  inches  high.  This 
is  the  fiist  instance  I  have  seen  of  the  arch. 

Left  hand  Side,  vpper  Story,  viz. 

A  small  unfinished  excavation,  the  dimensions  of 
which  were  not  worthy  taking. 

Par  Lunka  is  a  fine  large  excavation,  ascended  by  a 
flight  of  25  steps,  and  a  doorway  of  3  feet  8  inches 
broad,  by  7  feet  7  inches  high ;  length,  exclusive 
of  the  recess,  in  which  is  the  temple  of  Mahdew       70     7 

Ditto,  breadth 61     9 

Ditto,  height 14     6 

Recess,   in   which   stands   the   temple  of  Mahdew, 

depth 26     0 

Ditto,  breadth,  (the  temple  on  the  outside  is  26  by 

20  feet) 39     0 

JV^.B.  The  whole  of  this  apartment  is  full  of  figures, 
some  very  finely  sculptured;  and  the  centre  floor 
is  raised  one  foot,  and  the  ceiling  in  proportion. 

Right-hand  Side,  first  Story. 
A  large  room,  formerly  connected  with  the  grand 

temple  by  a  biidge,  now  broken  down  ....     60     0 

Ditto,  depth 18     0 

Ditto,  height 16     0 

Another  room  within  the  foregoing,  entered  by  a 
door  from  it,  having  a  bench  all  round.  This  inner 
room  is  very  dark,  having  no  light  but  from  the 

doorway;  length 36     0 

Ditto,  depth 29     0 

Ditto,  height 11     0 


Ft.     In. 


0 
0 
0 


Riyht-hand  Side,  second  Story. 

Entered  by  a  staircase  from  the  right  side  of  the 
foregoing,  of  24  steps.    A  large  room,  of  the  same 
dimensions  as  a  correspondent  one  below,  except 
two  feet  less  in  the  height. 
Another  room  within  the  foregoing,  depth     ...     35 

Ditto,  length 37 

Ditto,  height 14 

The  rock  seems  to  have  given  way  in  the  centre  of 
this  room,  and  the  rubljish  has  fallen  in. 

Centre. 

Balcony  over  the  gateway,  14  feet  Iiy  8,  and  8  high. 
A  room  within  it  9  feet  square,  and  about  9  feet 
high.  Another  within  it,  same  dimensions.  One 
on  each  side  from  the  centre,  22  X  15  each. 
Bridge  20  feet  X  18,  with  a  parapet  3  feet  6  inches 
high.  Ascent  by  nine  steps  from  the  bridge  into 
a  distinct  room,  in  which  is  the  bull  Nundee,  16 
feet  3  inches  scpiare.  Another  bridge,  21  feet  X 
23  broad,  leading  to  the  upper  portico  of  the 
temple.  This  portico,  with  the  parapet  wall,  is 
18  feet  X  15  feet  2  inches,  and  17  high  ;  within  a 
bench  that  is  rounded,  of  4  feet  high,  by  3  feet  7 
inches  broad.  This  portico  may  be  entered  from 
the  gateway,  by  a  passage  that  the  filling  up  of  the 
rubbish  has  afforded  ;  but  the  proper  passtige  is  by 
flights  of  steps  on  each  side,  of  36  steps  each,  le.id- 
ing  up  on  each  side  the  body  of  the  temple. 

Grand  Temple. 

Door  of  the  portico  12  feet  high  x  6  feet  broad; 

length  frotn  the  door  of  the  poitico  eiitering  the 

temple  to  the  back  wall  of  the  temple   .... 
Length  from  the  same  place  to  the  end  of  the  raised 

platform  behind  the  temple 142 

Greatest  breadth  of  the  inner  part  of  the  temple     .     61 

Height  of  the  ceiling 17 

Two  porches  on  each  side,  measured  without,  34  feet 

10  inches  X   15  feet  4  inches. 

The  particulars  of  the  intricate  measurement  fif  this  fine 
temple  will  be  best  understood  from  the  plan  formed  on  the 
spot. 

Height  of  the  grand  steeple  or  pyramid  computed  about 
90  feet  from  (lie  floor  of  the  court,  and  of  the  smaller  ones 
about  50;  height  of  the  obelisks  al)OUt  38  feet;  base  11  feet 
square,  being  11  feet  distant  fiom  each  side  of  the  room  in 
which  is  the  bull  Nundee.  The  shaft  above  the  pedestal  is  7 
feet  square.  The  two  elephants  on  each  side  the  court  or 
entry  are  larsrer  than  life."  Bishurma  or  Visimd-i/rma  la 
Joompree. —  The  Carpenter^s  Hovel.  (Front  W.  5  S.) — 
According  to  the  legend,  Bi-hurnia  (creator  of  the  world,  but 
allegorically  artificer  of  Ram)  was  the  artist  who  fibricated 
the  whole  of  these  wonderful  works  in  a  night  of  six  months; 
but  the  cock  crowing  before  they  were  finished,  they  remained 
imperfect,  and  he  retired,  having  wounded  his  fiufjer,  to  this 
hovel,  in  which  state,  the  figure  in  front  (1)  of  the  entrance 
of  this  beautiful  excavation,  is  said  to  be  a  representation  of 
him  holdiiifi  the  wounded  finger;  but  it  is  more  probable, 
that  the  figure  is  in  the  act  of  devout  meditation,  as  many 
figures,  with  similar  positions  of  the  hands,  occur.  But, 
quitting  the  fiible  for  the  fact,  this  excavation  is,  in  beauty, 
inferior  to  none.  In  form  it  is  unique,  and  in  design  elegant. 
The  portico  is  light,  and  striking  to  the  beholder.     On  the 
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right  hand  of  the  entrance  is  a  fine  cistern  of  water  Above 
the  gateway,  ii.  which  is  richly  sculptured  on  the  outside,  is 
a  balcony,  which  seems  well  suited,  if  not  intended,  for  a 
niusic-gaileiv  to  the  interior  temple,  i,  which  has  the  appear- 
ance of  an  elegant  chapel,  with  an  arched  roof,  and  is  exactly 
in  the  style  of  a  similar  excavation  at  C.mara,  on  the  island  uf 
SaUette,  and  another  at  Ekvera,  near  the  top  of  Bhore  Ghaut, 
first  explored  by  Mr.  Wales  the  painter.  At  the  upper  end 
is  the  figure  (1)  above  mentioned.  From  the  ceiling  are  pro- 
jected stone  ribs,  following  the  curvature  of  the  arch  to  the 
capitals  of  the  pillars  on  each  side,  through  the  whole  length 
of  the  excavation.  Beside  the  grand  ai.-le,  or  body  of  the 
excavation,  there  is  a  small  passage  formed  by  the  row  of 
pillars  on  each  side  round  the  altar;  but  it  is  dark  and 
narrow.  This  singular  form  of  a  cave,  wherever  it  has  been 
met  with,  has  conveyed  the  same  impression  of  its  being  a 
place  of  congregation  and  adoration,  rather  than  of  residence 
or  habitation,  and  has  given  rise  to  an  idea,  from  the  orbicular 
ceiling,  and  the  name  and  attitude  of  its  inhabitant,  that  it 
may  be  meant  to  represent  the  Almighty,  meditating  the 
creation  of  tlie  world,  under  the  arch  or  canopy  of  unlimited 
space.  It  is  necessary,  however,  to  accompany  this  idea  with 
an  acknowledgment,  that  the  similar  caves  of  Ekveia  and 
Canara  are  not  inhabited  by  Bishurma,  they  having  only  a 
very  high  altar,  the  top  of  which  is  circular,  ami  situated,  as 
represented  in  the  annexed  drawing,  at  the  back  of 
Bishurma. 

Dimensions. 

Ft.    In. 

Area,  square 4'J     0 

Veranda  below,  in  front,  and  each  side,  having  12 

])illars,  and  two  pilasters,  breadth 14     0 

Ditto  roof,  height 104 

Doorway,  4  feet  broad  X  8  feet  four  inches  high ; 

gallery  above  the  door,  square 14     0 

Length  of  the  temple  fiom  the  entrance  to  the  oppo- 
site wall  behind  the  altar 79     0 

Breadth  of  ditto  from  wall  to  wall 43     5 

Height  of  ditto  from  the  centre  of  the  arch  to  the 

floor 35     0 

N.B.  The  height  between  the  pillars  and  wall  where 

the  ceiling  is  flat,  is 14    10 

Breadth  between  the  pillars  and  wall 7     8 

Circumference  of  pillars  (two  square,  and  28  octagon 

ones) 8     1 

Altar  at  the  end,  about  24  feet  high. 

3.  The  third  kindof  temples  are  those  composed  of  square 
enclosures;  the  largest  is  that  of  Seringham,  situated  near 
Trichinopoli.  The  pagoda  is  composed  of  seven  square 
enclosures,  one  within  another ;  each  side  of  the  outermost 
is  a  mile  in  length,  making  the  whole  four  miles  in  circum- 
ference. The  walls  of  each  enclosure  are  350  feet  from  those 
of  the  others ;  they  are  25  feet  high,  and  four  feet  thick. 
Each  enclosure  has  four  gateways,  that  is,  one  in  the  middle 
of  each  side,  opposite  the  cardinal  [joints.  In  the  outward 
wall,  the  gateway  which  fronts  the  south  is  ornamented  with 
pillars,  several  of  the  single  st(jnes  33  feet  long,  and  five  feet 
diameter ;  those  of  which  the  roof  is  composed  are  still  larger. 
All  the  g.iteways  are  covered  with  figures  emblematical  of 
their  divinities.  In  the  innermost  enclosures  aie  the  chapels. 
Into  tlie  last,  which  is  1,024  feet  square,  and  contains  the 
sanctuary  of  Vishnu,  no  European  is  willingly  admitted  ; 
but  during  the  wars  between  the  English  and  Ereiich,  it  was 
alternately  occupied  by  each  of  (he  belligcrcnls.  The  pagoda 
of  Chittambrum,  wliich  consists  of  one  square  oidy,   1,332 


feet  by  396,  entered  by  a  pyramid  122  feet  high,  has  alreidy 
been  described. 

Tlie  pagoda  Ahmed-Abad,  in  Guzerat,  or  pagoda  of 
Santidus,  consists  of  three  courts  surrounded  with  marble 
columns,  and  paved  with  marble.  No  person  is  admitted  into 
the  innermost  court  with  sandals  on.  All  the  porticos  are 
covered  with  female  figures,  of  excellent  workmanship;  the 
inside  of  the  roof  and  walls  are  decorated  with  mosaic  an<l 
precious  stones. — See  Taoernier  and  T/iet'eiint's  Tnivth. 
This  pagoda  was  converted  into  a  Tuikish  moscjue  by 
Aurungzebe. 

The  Jumna  Mesgid  is  quadrangular,  140  paces  by  VIO; 
round  the  inside  of  the  enclosing  wall  runs  a  gallery,  having 
its  roof  supported  by  34  pillars.  The  temple  itself  stands 
upon  44  pillars,  ranged  in  couples;  the  pavement  is  marble; 
in  the  middle  of  the  front  are  three  large  gateways.  On  the 
sides  are  two  gateways;  each  gate  has  a  sort  of  pilasters; 
the  minarets  are  Mahometan. 

The  pagoda  of  Baswara,  or  Bezora,  now  a  fort,  on  the 
Vistnn  river,  is  not  enclosed  by  walls,  but  stands  upon 
52  lofty  columns,  with  statues  of  Indian  deities  standing 
between  thern  ;  it  was  placed  in  the  midst  of  an  oblong  court, 
and  surrounded  by  a  gallery,  supported  by  06  pillars. — See 
Tu  I'eni  ier. 

4.  The  f  )urth  kind  are  in  the  form  of  a  cross.  The  most 
noted  is  that  of  Benares,  in  the  city  of  Casi,  on  the  banks  of 
the  Ganges,  down  to  which  there  is  a  flight  of  steps.  This, 
from  the  earliest  period  of  history,  has  been  devoted  to  Hindoo 
religion  and  science.  The  form  of  the  temple  is  that  of  a 
great  cross,  with  a  cupola  in  the  centre,  which,  towards  the 
top,  takes  a  pyramidal  form.  At  the  extremity  of  each 
branch  of  the  cross,  which  are  of  equal  length,  there  is  a 
tower  with  balconies,  to  which  the  access  is  on  the  outside. 
Within  the  temple,  immediately  under  the  central  cu[)ola, 
there  is  an  altar,  eight  feet  in  length,  and  six  in  breadth, 
covered  sometimes  with  tapestry,  sometimes  with  cloth  of 
gold  and  silver.  Tavernier  saw  several  idols,  one,  in  par- 
ticular, six  feet  high,  having  its  neck  decorated  with  a  chain 
of  precious  stones;  the  head  and  neck  only  were  visible; 
the  bod  V  was  covered  with  a  robe.  On  the  right  of  the  altar 
was  a  golden  figure,  composed  of  an  elephant,  a  horse,  and 
a  innle  ;  upon  this  the  deity  journeyed  on  his  guardian  care 
of  mankind.  In  this  pagoda  was  also  an  idol  of  black  stone, 
or  Sammenacodom.      Ani'unazebe  polluted  this  temple. 

Mattra,  the  Methora  of  Pliny,  eighteen  miles  from  Agra, 
on  the  road  to  Delhi,  is  the  birth-place  of  the  beneficent  god, 
Chreeshna.  The  pagoda  is  constructed  of  the  .same  stone  as 
Delhi,  and  stands  upon  a  very  extensive  octagonal  platform 
of  hewn  stone.  This  platform  is  ascended  by  two  flights  of 
stone  stops,  which  lead  to  the  grand  portal,  conqiosed  of 
pillars  with  the  usual  sculptures.  The  pagoda  is  in  thi'  foini 
of  a  cross  with  a  lofty  cupola  in  the  centre,  and  two  otlvrs 
nearly  similar  on  each  side.  The  sanctuary  is  separated  by  a 
balustrade,  behind  which  only  priests  are  admitted.  In  the 
sancttniry  is  a  square  altar,  16  feet  in  height,  covered  wiih 
gold  and  silver  brocade,  and  here  stands  the  god  Ram  I!am  ; 
the  head  only  is  vi.sible,  and  appears  of  black  marble,  with 
twti  large  rubies  for  eyes;  the  body  is  covered  with  a  robe 
of  purple  velvet. 

5.  Of  those  which  are  of  a  circular  form,  Sonnerat  thinks 
that  Juggernaut  is  the  most  ancient  in  India,  and  says  that 
the  brahmins  attribute  it  to  the  first  king  on  the  coast  of 
Orissa,  4,800  years.  Its  plan  is  a  perfect  ciicle.  of  immense 
size.  Juggernaut  is  said  to  be  only  another  name  for  the 
god  M.-diadeo,  who  is  represented  by  the  figure  of  a  large 
bidl,  which  proj<-cts  out  of  the  eastern  side  of  the  edifice; 
the  image  of  Juggernaut  stands  in  the  centre  of  the  building, 
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npiiii  an  ele\ato(l  altar,  surroiindetl  by  an  irmi  railing.  Mr. 
Hamilton  dL'seribrs  the  itiol  as  Ikmiii:  an  irregular  pynimidal 
black  stone,  and  thu  ti-niplo  deriving  light  only  from  one 
huiidi-ed  lamps.  He  compares  the  cditict^  lo  a  great  butt  set 
on  end.  This  place  is  the  resid<nce  of  tiie  arch-brahniin 
of  all  India,  and.  the  sacred  dominions  are  said  to  yield 
pastuiage  for  20,000  cows. — See  Buchanan's  Christian 
Jieseiirc/ies. 

Besides  these,  which  are  offered  as  specimens  of  the  differ- 
ent forms  of  Hindoo  temples,  there  is  one  more  which  our 
general  views  of  the  matter  require  to  be  noticed.  The 
Ai/een  Ahberij  relates,  that  near  to  Juggernant  is  the  temple 
of  the  sun,  in  constructing  which,  the  whole  revenue  of  the 
Orissa  was.  for  twelve  years,  wholly  expended  ;  that  the  wall 
which  surrounds  the  whole  is  1.50  cubits  high,  and  19  cubits 
thick;  that  there  are  three  entrances  :  at  the  e.istern  gate 
are  two  elephants,  each  with  a  man  on  his  trunk  ;  on  the 
west,  are  two  figures  of  horsemen,  completely  armed  ;  and 
over  the  northern  gate,  are  two  tigers  sitting  upon  two  dead 
elephants.  In  front  of  the  gate  is  a  pillar  of  black  stone,  of 
an  Octagonal  form,  50  cubits  high.  After  ascending  nine 
flights  of  steps,  there  is  an  extensive  enclosure  with  a  large 
cupola,  constructed  of  stone,  and  decorated  with  sculptures 
of  the  sun  and  stars,  surrounded  by  a  border,  composed  of  a 
variety  of  human  figures,  some  kneeling,  some  prostrate  with 
their  faces  on  the  earth,  and  some  representing  minstrels,  also 
a  number  of  imaginary  animals.  But  of  this  splendid  temple, 
so  minutely  described  in  the  Ayeeii,  Akbery,  not  a  vestige  is 
now  to  be  found. 

It  may  be  observed  generally,  that  these  temples,  for  the 
sake  of  ablution,  are  usually  placed  on  the  banks  of  the 
Ganges,  Vistnu,  or  some  sacred  river;  or  where  that  is 
•lot  the  case,  artificial  tanks  or  reservoirs  are  constructed, 
generally  of  a  (juadrangular  form,  lined  with  free-stone  or 
marble,  and  having  steps  to  descend  into  them.  Crawford 
mentions  several  tanks  from  300  to  400  feet  in  breadth. — 
Crawford's  S/ce/ches,  vol.  i.  p.  106.  Some  of  these  tanks 
cover  eight  or  ten  acres,  have  steps  of  masonry  50  or  60  feet 
long,  are  faced  with  brickwork,  ami  plastered  substantially 
and  neatly.  l"he  comers  of  the  tank  are  generally  ornamented 
with  round  or  octagonal  pavilions. — Oriental  Sports,  vol.  ii. 
page  116. 

In  the  Birman  empire,  which,  for  situation  and  various 
circumstances  connected  with  its  history,  is  one  of  the  most 
interesting  districts  of  the  East,  the  temples  of  Godama  are 
of  a  pyramidal  form,  of  solid  brick-work,  placed  upon  an 
elevated  terrace ;  and  the  base  of  the  great  pyramid  is  fre- 
quently encompassed  by  a  double  row  of  small  ones,  having 
its  summit  terminated  by  an  umbrella  made  of  iron  bars  into 
a  sort  of  filligree  work,  and  adorned  with  bells;  many  of 
these  pyramids  are  from  300  to  500  feet  high.  In  the  larger 
temples,  the  umbrella,  with  at  least  the  upper  part, sometimes 
the  whole,  of  the  pyramid,  is  entirely  gilt.  Other  temples,  of 
similar  shape,  are  hollow,  and  have  images  of  Godama  within 
them  ;  but  the  images  are  more  frequently  placed  in  chapels, 
which  encompass  the  pyramid.  Dr.  Buchanan  saw  at  Ava 
an  image  made  of  one  block  of  pure  alabaster,  of  so  large  a  size, 
that  one  of  its  fingers  appeared  about  the  length  and  thick- 
ness of  a  large  man's  thigh  and  leg.  The  whole  statue  must 
therefore  have  been  about  fifty  feet  high. 

At  one  village,  Colonel  Symes  saw  30  or  40  yards  full  of 
statuaries,  all  employed  in  making  images  ofthe  god  Godama, 
and  all  in  the  same  position,  that  is,  sitting  crossed-legged 
upon  a  pedestal  :  the  smallest  exceeded  the  human  stature. 
The  price  of  this  size  was  100  tackals,  or  12  or  13  pounds 
"sterling.  They  work  the  marl)le  with  a  chisel  and  mallet, 
and  Dolish  with  three  stones  of  different  fineness  ;  and,  lastly. 


by  rubbing  with  the  hand,  which  gives  a  great  degree  of 
biightiiess  and  smoothness. 

At  Ummapoora  were  spires,  turrets,  .and  lofty  obelisks.  The 
f  irt  is  an  exact  square,  with  public  granaries  and  store-rooms, 
and  a  gilded  temple  at  each  angle,  upvvards  of  100  feet  high. 
In  the  centre  of  the  front  stands  the  royal  palace,  with  a  wide 
court  in  the  front,  be3'ond  which  is  the  council-hall,  supported 
by  eighty  pillars,  on  eleven  roods.  The  royal  library  is  a 
brick  building."  raised  on  a  terrace,  and  covered  with  a  roof  of 
very  compound  structure  ;  it  consists  of  one  square  room, 
with  an  enclosed  veranda  or  gallery  round  it. — See  Colonel 
Symes's  Embassy  to  Ava,  1795. 

With  regard  to  the  present  practice  of  Hindoo  architecture, 
we  learn  that  in  Benares,  their  holy  city,  situated  on  the 
north  bank  ofthe  Ganges,  460  miles  N.  W.  of  Calcutta,  the 
streets  are  so  narrow  as  not  to  admit  of  two  carriages  to  pass 
one  another,  The  houses  are  built  with  large  stones,  accu- 
rately joined.  Some  of  them  are  six  stories  high,  with 
terraces  on  the  summits;  a  band  or  string-course,  decoi-ated 
with  sculpture  toferably  well  executed,  serves  to  mark  exter- 
nally the  division  of  each  story.  The  windows  are  very 
small.  The  houses  on  the  opposite  side  ofthe  streets  some- 
times communicate  by  galleries.  The  numberof  houses  built 
of  stone  and  brick  are  reckoned  at  12,000;  those  with  mud 
walls  16,000.  In  this  city  there  is  an  observatory  of  immense 
magnitude,  a  great  number  of  Hindoo  temples,  and  a  spacious 
mosque,  built  by  Aurungzebe,  from  the  minarets  of  which,  the 
whole  city  may  be  seen. 

By  the  kindness  of  a  gentleman,  whose  opportunities  and 
disposition  for  accurate  observation  have  qualified  him  to 
afford  the  most  authentic  information,  we  are  enabled  to  give 
the  following  account  ofthe  modes  pursued  by  the  Hindoos 
in  the  construction  of  their  dwelling-houses  :  "  The  houses  of 
the  opulent  are  substantially  built  of  stone  and  brick,  with 
lime  mortar,  generally  terraced  with  small  bricks,  about  four 
inches  square,  and  one  inch  in  thickness;  the  beams  are  laid 
about  12  feet  apart,  and  the  joints  10  inches.  The  ma«ons 
begin  to  form  the  terrace  at  one  angle  of  the  building,  sitting 
upon  a  plank,  which  is  supported  on  the  brickwork  as  they 
proceed,  until  they  finish  at  the  angle  opposite  to  that  at 
which  they  commenced.  They  have  no  planks  upon  the 
beams  or  joists  to  supf)ort  the  work  below  ;  but  as  the  middle 
of  the  terrace  (generally  about  18  feet  wide)  is  from  five  to 
six  inches  higher  than  the  sides,  an  arch  is  thereby  formed 
and  supported  by  the  surrounding  walls,  which  are  20  inches 
in  thickness,  and  have  a  parapet  placed  upon  them,  both  for 
ornainent  and  adding  to  the  security.  Over  this  brick  arch 
is  laid  a  coat  or  layer  of  jelly  or  gravel,  or  broken  bricks, 
about  the  size  of  a  large  pea,  mixed  with  quick-lime  and 
Jaggury  water ;  this  is  beat  down  hard  with  small  hand 
mallets.  Over  this  first  coat  is  laid  a  second,  composed  of 
rough  lime-mortar,  which  is  scored  across.  The  third  and 
last  coat  is  a  fine  chunars  ;  and  this,  altogether,  forms  so 
strong  and  firm  a  body,  that  a  whole  terrace  sometimes  falls 
down  entire  and  unbroken.  Many  houses  are  built  with 
pointed  roofs,  covered  with  flat  tiles,  four  inches  square,  and 
three-quarters  of  an  inch  in  thickness;  others  have  a  slight 
coat  of  lime,  with  pantiles,  which  are  seldom  above  seven 
inches  by  four;  they  are  semicircular  nearly.  The  houses  of 
the  middling  class  are  usually  built  in  a  square,  and  covered 
with  tiles,  with  a  seat  round  the  inside  of  the  square,  about 
three  feet  high,  and  three  feet  in  width,  protected  by  a 
veranda;  it  is  here  the  inhabitants  sit  to  receive  their  guests. 
There  are  no  windows  in  the  external  walls,  but  to  each 
house  there  is  a  small  door,  and  frequently  a  window;  the 
latter  placed  as  higli  .as  the  veranda  will  admit.  In  the  open 
square  there  is  generally  a  well,  with  a  water-course  below 
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the  house,  for  domestic  purposes.  The  houses  of  ihe  poor  are 
miseiable  :  a  few  bamboos  stuck  in  the  gi-oiuid,  in  a.cireular 
form,  are  collected,  bent,  and  tied  at  the  top,  so  as  to  repre- 
sent an  egg  with  the  end  cut  off.  They  are  seldom  10  feet 
in  diameter,  with  a  hole  about  three  feet  high  to  creep  in  at ; 
tiiis  is  shut  with  a  leaf,  tied  on  a  simple  wicker  frame. 
The  towns  are  generally  a  long  street,  with  others  at  right 
angles,  but  seldom  built  with  much  "regularity  :  some  are 
large,  some  small  ;  some  are  thatched,  an3  others  tiled. 
Those  in  the  interior  parts  of  the  country  are  inferior  to 
those  near  the  sea-coast  towns,  where  Europeans  are 
settled." 

From  the  account  of  Colonel  Symes's  embassy  to  Ava,  we 
learn,  that  in  the  Birman  empire,  in  private  houses,  the  use 
of  brick  and  stone  is  prohil)ited,  and  they  are  therefore  all 
constructed  of  wood.  They  are  raised  from  the  ground 
by  wooden  posts  or  bamboos,  according  to  the  size  of  the 
building,  and  made  tolerably  convenient.  The  roofs  are 
slightly  covered,  and  at  every  door  stands  a  long  bumljoo, 
with  an  iron  hook  at  the  end,  to  pull  oft"  the  thatch,  and 
another  with  an  iron  grating,  to  stifle  the  flame  by  pressure. 
Firemen  constantly  patrol  the  streets  at  night. 

Indian  Ink,  a  black  pigment  brought  jirincipally  from 
China,  and  much  used  in  architectural  drawing  for  lining,  as 
well  as  colouring.  Indi;m  Ink  should  be  free  from  grit,  and 
readily  fixed,  so  that  when  used  for  outlines,  it  may  not  be 
disturbed,  or  run,  when  washed  over  with  any  other  colour. 
A  good  test  of  the  former  quality  is  atlorded  by  cutting  the 
cake,  or  rubbing  it  over  the  teeth  ;  but  the  latter  can  only 
be  discovered  by  use. 

Indian  Red,  a  pigment  introduced  from  India,  composed 
of  pero.xide  of  iron.  It  is  of  a  russet  hue,  and  forms  a  good 
colour  for  representation  of  brickwork. 

Indian  Yellow,  another  Indian  colour,  produced  from  the 
urine  of  the  camel.  It  is  an  excellent  tint,  and  has  the  pro- 
perty of  resisting  the  action  of  light  to  a  greater  extent  than 
other  similar  colours. 

Indian  Rubder,  the  substance  known  by  the  names  Indian 
rubber,  elastic  gum,  Cayenne  resin,  cautchoc,  and  by  the 
French  caoutchouc,  is  prepared  from  the  milky  juice  which 
occurs  in  several  plants,  such  as  the  siphotiia  ca/nica, 
jiitropha  elaslica,  &c.  It  is,  however,  extracted  chiefly 
from  the  first  plant,  which  grows  in  South  America  and 
Java.  The  manner  of  obtaining  this  juice,  is  by  making 
incisions  through  the  bark  of  the  lower  part  of  the 
trunk  of  ttie  tree,  from  which  the  fluid  resin  issues  in 
great  abundance,  appearing  of  a  milky  whiteness  as  it 
flows  into  the  vessel  placed  to  receive  it,  and  into  which 
it  is  conducted  by  means  of  a  tube  or  leatj  fi.xed  in  the 
incision,  and  supported  with  clay.  On  exposure  to  the  air, 
this  milky  juice  gradually  inspissates  into  a  soft,  reddish, 
elastic  resin.  It  is  moulded  by  the  Indians  in  South  America 
into  various  figures,  but  is  commonly  brought  to  Europe  in 
that  of  sphere-shaped  bottles,  whidi  are  said  to  be  formed  by 
spreading  the  juice  of  the  siphonia  over  a  proper  mould 
of  clay  ;  as  soon  as  one  layer  is  dry,  another  is  added,  until 
the  bottle  is  of  the  thickness  desired.  It  is  then  exposed 
to  a  thick  dense  smoke,  or  to  a  fire,  until  it  becomes  so 
dry  as  not  to  stick  to  the  fingeis,  when,  by  means  of  cer- 
tain instruments  of  iron  or  wood,  it  is  ornamented  on  the 
outside  with  various  figures.  This  being  done,  it  remains 
only  to  pick  out  the  mould,  which  is  easily  elfected  by  soft- 
ening it  with  water.  Indian  rubber  may  be  subjected  to  the 
action  of  some  of  the  most  powerfiil  menstrua,  without  suf- 
fering the  least  change,  while  its  pliability  and  elasticity  are 
eminently  peculiar  to  itself. 

INDURATING,  (from  the  Latin   imlum,   to    harden)    a 


term  applied  to  such  things  as  give  a  harder  or  firmer  con- 
sistence to  others,  either  by  the  greater  solidity  of  their  par- 
ticles, or  by  dissipating  the  thinner  parts  of  their  matter,  so 
as  to  leave  the  remainder  harder. 

INFlRMAliY,  a  hospital,  or  house  for  the  reception  and 
cure  of  invalids. 

INLAYING.     See  Marquetry,  Mosaic,  and  Veneering. 

INN,  a  public  tavern,  or  lodging-house,  for  the  entertain- 
ment of  travellers,  &c. 

INNER  PLATE,  the  wall-plate  in  a  double-plated  roof, 
which  lies  nearest  the  centre  of  the  roof,  the  side  of  the  other 
wall-plate,  called  the  outer  plate,  being  laid  in  the  inner  sur- 
face of  the  wall. 

INNEll  SQUARE,  the  edges  forming  the  internal  right 
angle  of  the  implement  called  a  square. 

INSCiilBED,  (from  the  Latin  inacriho.  to  write)  in  geo- 
metry, is  said  of  a  figure  when  all  its  angles  touch  either  the 
angles,  sides,  or  planes  of  another  figure  within  which  it  is 
contained. 

Inscrided  Figure,  a  figure  placed  within  another  figure 
or  solid,  so  that  all  its  angles  may  touch  either  the  angles  or 
sides  of  it.  or  l)oth. 

INSERTED  COLUMN,  one  that  is  let  into  a  wall. 

INSTRUMENTS,  Matliematical,  a  set  of  implements  for 
describing  mathematical  diagrams  and  drawings  of  every 
description,  when  the  figures  or  elementary  parts  are  com- 
posed of  straight  lines,  circles,  or  arcs  of  circles.  The  most 
useful  drawin"  instruments  are  the  following  : 

A  drawing-pen — a  pair  of  plain  compasses,  commonly  called 
dividers — a  pair  of  drawing  compasses,  with  a  pen  and  pencil 
foot — a  pair  of  bow-compasses — a  pair  of  triangular  com- 
passes— a  pair  of  proportional  compasses — a  set  of  spring-bows 
for  small  work,  consisting  of  spring-dividers,  spring-bow  pen 
and  bow-pencil — a  protractor,  in  the  form  of  a  semicircle,  or 
of  a  rectangle — a  plain  scale — a  sector — and  a  pai-allel  rule. 
Figure  1.  Plate  I. — The  drawing-pen.  No.  1,  the  steel 
pen.  No.  2,  the  same  with  a  pointer,  which  is  screwed  into 
the  upper  end  of  the  drawing-pen,  and  has  its  point  enclosed 
in  it,  as  in  a  case.  The  end  which  contains  the  ink  consists 
of  two  thin  plates,  adjusted  by  a  screw  ;  one  of  the  plates  is 
movable  on  a  joint,  for  the  purpose  of  being  cleaned. 

Figure  12.  Plate  II. — The  dividers.     The  common  sort. 

Figure  9,  No.  2,  hair  dividers,  in  which,  by  means  of  a 
screw,  at  a,  the  slighest  alteration  may  be  made  in  the 
extent,  by  turning  it,  one  way  or  the  other,  as  the  distance 
requires  to  be  shortened  or  extended. 

Figure  12. — The  drawing  compasses.  No.  1,  the  crayon 
foot.  No.  2,  the  ink  foot.  Both  these  feet  are  movable  upon 
a  joint,  so  that  when  fitted  in  for  use,  they  may  be  brought 
perpendicular  to  the  surface  of  the  paper,  and  thereby  per- 
form with  greater  accuracy.  One  leg  of  these  compasses  has 
a  cylindrical  socket,  with  a  parallel  slit  on  the  outer  side, 
into  which  the  upper  end  of  each  foot  is  closely  fitted  :  the 
slit  permits  the  leg  of  the  compass  to  expand  at  the  socket, 
and  therebv  retains  the  foot  with  the  greater  fi)rce,  in  con- 
sequence of  the  spring  acquired  by  the  surrounding  parts  of 
the  socket  in  forcing  in  the  foot. 

Bow-Compasses,  one  of  small  dimensions,  and  were  so 
called  from  the  handling  point  in  the  original  construction 
being  made  in  the  form  of  a  bow ;  but  which  being  found 
inconvenient  for  the  fingers,  has  been  altered  to  the  present 
shape. 

Figure  11. — A  pair  of  triangular  compasses  ;  consisting 
of  three  legs,  two  of  which  are  movable  at  the  head,  in  the 
same  manner  as  the  dividers  or  the  drawing-compasses  ;  the 
third  leg,  which  is  made  of  steel,  is  fitted  into  a  socket,  through 
a  knob  projected  from  the  side  of  the  head,  by  which  means 
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it  is  movable  in  almost  any  direction,  while  the  other  two 
remain  stationary.  Sornctinies  there  is  a  joint  in  one  of  the 
leijs,  which  permits  its  being  lengthened  or  shortened  at  plea- 
sure, so  as  to  answer  the  expansion  of  the  other  two. 

The  pliiiii  proportioiiiil  compufses  are  made  in  the  form  of 
a  cross,  having  a  parallel  slit  cnt  down  the  middle  of  each 
part,  and  a  centre  piece  fitted  to  each,  so  as  to  be  movable 
round  a  pin,  and  to  slide  from  one  end  nf  the  slit  to  the  other, 
or  to  any  intermediate  distance,  to  admit  of  the  two  points  at 
one  end  being  set  in  any  ratio  to  the  two  points  at  the  other. 
The  centre  piece  is  fastened  by  mean*  of  a  nut  and  screw. 

Fiffvre  10. — The  improved  proportional  compasses.  In 
these,  the  method  of  construction  is  in  all  respects  the  same 
as  in  the  plain  proportional  compasses;  but  the  adjusting 
screw  is  an  addition,  which  admits  of  its  being  set  with 
greater  accuracy.  The  parts  of  the  proportional  compasses, 
when  shut,  mutually  cover  each  other.  Scales  of  different 
gradations  are  engraved  on  the  majgin  of  each  part,  and  on 
both  sides  of  the  compasses,  for  certain  uses,  which  will  be 
afteiwards  shown. 

The  common  protractor  is  in  a  semicircular  form,  with  a 
scale  upon  one  side  ; 

Figure  11,  Plate  1. — The  best  kind  of  protractor,  in  the 
form  of  a  rectangle. 

Fignre  12. — .\  jilain  scale  ;  consisting  of  lines  divided  into 
equal  parts,  of  various  proportions. 

Figure  13. — ^A  sector,  in  the  form  of  a  joint  rule.  The 
figure  represented  is  of  the  best  kind,  having  a  French  joint. 

Figure  14. — The  cojnmon  parallel  rule. 

Figure  15. — The  rolling  parallel  rule. 

The  dratving  pen  is  used  in  making  ink  lines  by  the  edge 
of  a  ruler  ;  the  cavity  between  the  plates  receives  the  ink, 
which  is  supplied  fjom  a  common  quill-pen,  or  a  camel-hair 
pencil ;  or,  what  is  perhaps  better  than  either,  by  wetting 
the  inside  of  the  nibs,  and  taking  up  the  ink  or  colour  with 
the  piiiiit  of  the  pen,  bv  which  means  the  ink  will  rise  with- 
out difficulty,  and  free  from  sediment.  In  performing  this 
operation,  the  plane  of  the  inside  of  the  plate  should  be 
parallel  to  the  edge  of  the  rule,  and  in  a  plane  perpendicular 
to  the  surface  of  the  paper. 

The  use  oi  the  dividers  is  to  take  the  extent  of  any  line  or 
surface  from  one  point  to  another,  in  order  to  transfer  it  to 
some  other  line;  to  repeat  any  extension  upon  a  straight  line 
in  an  equimultiple  ;  ti  livide  a  straight  line,  or  the  circum- 
ference of  a  circle,  or  any  arc  thereof,  into  equal  parts;  to 
proportion  the  parts  of  a  drawing  by  a  scale,  in  any  desired 
ratio  to  each  other;  to  construct  a  drawing  similar  to  one 
already  drawn,  either  greater  or  less,  by  an  appropriate  scale 
to  each  ;  to  construct  an  angle  of  any  number  of  degrees ;  to 
measure  the  quantity  of  any  given  angle  in  degrees. 

The  drawing  compasses  are  used  either  in  describing  tem- 
porary arcs,  or  whole  circumferences,  with  black-lead  pencil, 
or  permanently  in  ink.  If  the  diagram  or  drawing  consist 
of  many  circles,  and  is  to  be  finished  in  ink,  the  circumfer- 
ences mu^t  be  first  drawn  with  a  pencil,  and  when  after- 
wards inked  must  be  cleaned  with  Indian  rubber. 

The  bow  compasses  are  used  in  the  description  of  small 
circles,  in  which  the  legs  of  the  larger  kind  would  be  apt  to 
vibrate,  and  thereby  make  the  arc  or  circumference  ragged. 

The  triangular  compasses  are  used  in  transferring  a  given 
angle  from  one  place  to  another  ;  or  in  taking  the  three 
points  of  a  triangle  at  once,  and  transferring  them  to  any 
required  place,  where  the  figure  may  be  completed  by  joining 
the  points.  These  compasses,  though  exceedingly  useful,  are 
but  little  known  :  they  are  serviceable  in  copying  all  kinds 
of  drawings,  as  from  two  fixed  points  the  position  of  a  third 
may  always  be  ascertained. 


The  proportional  compasses  are  used  in  making  one  draw- 
ing similar  to  another,  without  the  use  of  scales  or  triangular 
lines  ;  in  graduating  the  radii  of  spirals  ;  in  dividing  circles 
into  any  number  of  parts  between  two  limits,  generally  from 
six  to  twenty;  in  dividing  a  straight  line  into  any  mnnber 
of  equal  parts,  from  two  to  a  certain  other  limit,  which  is 
generally  about  ten. 

Some  general  uses  of  the  proportional  compasses  may  be 
obtained  from  the  following  examples,  which,  though  made 
to  particular  numbers  in  the  cases  of  the  planes  and  solids, 
will  show  the  application  of  the  principle  to  any  other  num- 
ber contained  in  the  margin  of  the  instrument. 

To  divide  a  straight  line  into  any  mimher  of  equal  parts. 
— Set  the  index  marked  upon  the  centre  to  the  number  on 
the  line  of  lines  ;  then  take  the  extent  of  the  given  line  with 
the  longer  points  of  the  instrument,  and  the  shorter  points 
will  divide  the  line  as  required.  Thus,  let  it  he  required  to 
divide  three  inches,  or  any  distance  within  the  reach  of  the 
compasses,  into  five  equal  parts  :  set  the  index  to  five  on 
the  line  of  lines:  then  take  three  inches,  or  the  distance 
required  by  the  longer  points  of  the  compass,  and  the  shorter 
points  will  divide  the  line  into  five  equal  parts. 

To  divide  a  circle  into  any  number  of  equal  parts,  from 
six  to  twenty,  that  the  length  of  the  compasses  will  admit  of. 
— Set  the  index  upon  the  number  in  the  line  of  circles,  and 
with  the  longer  points  take  the  radius  of  the  circle  ;  then  the 
distance  between  the  shorter  ends  being  repeated  as  chords 
round  the  circumference,  the  circle  w-ill  be  divided  as  required. 
Should  it  be  required  to  divide  the  circle  into  ten  parts,  set 
the  index  to  ten  on  the  scale  of  circles,  and  with  the  longer 
points  of  the  compasses  take  the  radius  of  the  circle,  and  the 
shorter  points  will  divide  the  circumference  into  ten  equal 
parts.  And  thus  any  regular  polygon,  from  six  to  twenty 
sides,  may  be  inscribed  in  a  circle. 

Line  of  Lines  exemplified. 

To  divide  a  line  of  5  inches  into  three  equal  parts. — Set 
the  index  to  three  on  the  scale  of  lines,  then  from  any  scale  of 
equal  parts  take  the  extent  of  5  between  the  longer  legs,  and 
the  distance  between  the  shorter  will  be  one-third  of  that 
between  the  longer. 

Line  of  Circles  exemplified. 

To  inscribe  an  enneagon,  or  regular  polygon  of  nine  sides, 
in  a  circle. — Let  the  radius  of  a  circle  be  3  inches,  it  is 
required  to  inscribe  therein  an  enneagon.  Set  the  index  to 
the  ninth  division,  open  the  compasses  and  take  the  extent 
of  the  radius,  3  inches,  between  the  longer  legs  ;  then  will 
the  distance  betw'een  the  shorter  be  a  side  of  the  required 
polygon.  And  thus  for  any  other  number  marked  on  these 
compasses. 

Line  of  Planes  exemplified. 

To  find  the  square  root  of  a  given  number  by  the  propor- 
tional compasses  ;  say,  that  of  four. — Shut  the  compasses  and 
unscrew  the  nut,  slide  the  centre  along  the  groove  till  the 
index  points  to  the  number  4  upon  the  line  of  planes.  Open 
the  compasses,  and  fiom  any  scale  of  equal  parts  on  the  plane 
scale,  or  elsewhere,  take  4  between  the  points  of  the  longer 
legs ;  apply  the  points  of  the  shorter  legs  upon  the  same 
scale,  and  the  distance  between  them  will  be  equal  to  the 
square  root  of  the  distance  between  the  points  of  the  longer 
legs,  which  in  this  case  is  2,  the  square  root  of  the  given 
number  4. 

Likewise,  if  the  index  be  set  to  9,  the  root  of  9  will  be  3. 

To  find  a  mean  proportion  between  two  given  numbers. — 
Required  the  mean  proportion  between  2  and  4^.  The  way 
to  find  a  mean  proportion  between  two  numbers  is,  to  multi- 
ply them  together,  and  extract  the  square  root  of  the  product. 
Therefore  open  the  compasses  with  the  index  set  against  9, 
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the  product  of  the  two  given  numbers,  till  the  distance  of  the 
longer  legs  be  equal  to  9,  taken  fnnu  some  scale  of  equal 
parts;  then  the  distance  between  the  jioiiits  of  the  shorter 
legs  will  be  equal  to  o  of  those  parts,  which  is  the  mean 
proportion  to  2  and  4^.     For  as  2  :  3  :  :  3  :  41. 

The  use  of  the  Line  of  Solids  exemptijieil. 

To  extract  the  cube  root  of  a  given  number. — To  find  the 
cube  root  of  8  by  the  line  of  solids,  shut  the  compasses, 
unscrew  the  nut.  move  the  centre  along  the  groove  till  the 
inde.x  points  to  8  on  the  line  of  solids;  open  the  compasses. 
and  take  8  between  the  long  points  from  an\'  scale  of  equal 
parts  ;  then  the  distance  between  the  shorter  legs  will  be  the 
cube  root  of  the  given  number,  which  in  this  example  is  2. 

Again,  by  reversion,  if  the  inde.\  is  set  to  2  on  the  line  of 
lines,  take  2  by  the  shorter  legs  of  the  compas-;,  then  apply 
the  longer  legs  to  the  scale,  and  it  will  be  found  that  they 
extend  to  4.  Then  suppose  tiie  square  of  3  to  be  wanted  ; 
fi.t  the  iude.\  to  3  on  the  line  of  lines,  take  3  by  the  shorter 
points,  and  by  applying  the  longer  points  to  the  scale,  it  will 
be  fiuiid  that  9  paits  will  be  coutaiued  between  them,  whicil 
is  the  square  of  3. 

The  >aine  may  be  also  pointed  out  by  the  index  itself, 
without  referring  to  any  scale,  not  only  with  respect  to  the 
squares,  but  also  of  the  cubes.  Thus  let  it  be  required  to  find 
the  square  of  3 ;  set  the  index  to  3  on  the  line  of  lines,  and 
turn,  the  other  side  of  the  compasses,  where  the  index  will 
be  found,  against  9.  Again,  if  the  index  be  set  to  2  on  the 
line  of  liui-s,  it  will  stand  against  4  on  the  line  of  planes,  and 
against  8  on  the  line  of  solids.  This  is  the  f  mndation  of 
the  construction  of  the  line  of  planes  and  the  line  of  solids: 
the  line  of  lines  being  first  constructed,  the  others  will  easily 
follow;  since  the  planes  are  only  the  squares,  and  the  solids 
the  cubes,  of  the  distances  or  numbers  on  the  line  of  lines. 
The  proportional  compasses  might  therefore  be  made  a  very 
useful  arithmetical  instrument,  provided  each  of  the  distances 
wei-e  graduated,  and  the  compasses  sufficiently  long  to  give 
the  operation  ci^rrectness. 

The  use  of  the  protractor  is  to  lay  down  an  angle  of  any 
number  of  degrees.  Thus,  let  it  be  required  to  lay  down  an 
angle  of  25  degrees  on  the  line  a  b.  Figure  16  :  supposing 
the  angular  point  to  commence  at  a,  lay  the  centre  of  the 
semicircle,  whirh  is  shown  by  a  short  line,  to  the  point  a,  and 
bring  the  diameter  or  edge  upon  the  line;  then  mark  the 
paper  at  25  in  the  circumference,  at  c  ;  then  a  line  drawn 
from  A  to  c  will  firm  an  angle  c  a  b,  or  b  a  c,  of  25  degrees, 
generally  maiked  thus  25°.  Again,  let  it  be  required  to 
make  an  angle  with  a  b.  Figure  !7,  equal  to  90°,  or  to  con- 
stitute a  right  an;;le  at  the  point  b  :  bring  the  diameter  or 
straight  edge  of  the  instrnment  upon  the  line  a  b,  and  the 
centre  upon  the  point  a  ;  then  at  the  point  90,  in  the  middle 
of  the  semi-circumference,  in. ike  a  mark  upon  the  paper  at  c, 
and  join  c  b;  then  will  a  b  c  be  the  right  angle  required. 
Lastly,  let  it  be  required  to  find  the  quantity  of  any  given 
angle  :  lay  the  centre  of  the  instrument  upon  the  angular 
point,  and  the  str.iight  edge  upon  one  of  the  lines,  and  the 
number  against  the  other  line  will  show  the  degrees  contained 
in  lioth. 

The  rcctang}ihir  protractor  is  used  in  the  same  manner; 
the  edge  which  is  not  graduated  answers  to  the  straight  edge, 
and  the  other  three  sides  to  the  graduated  semi-circumference, 
and  are  numbered  round  in  the  same  order;  the  only  advan- 
tage which  this  form  can  have  over  the  semicircular,  is,  that 
when  fitted  into  a  case,  the  points  at  thi;  extremities  of  the 
gradations,  being  mi)re  removed  from  the  centre,  gives 
the  position  of  the  line  to  be  drawn  more  accurately,  for  a 
small  error  in  any  distance  will  be  repeated  proportionally 
to  sucii  distance  :   for  example,  supposing  the  line  to  be  con- 


tinued two,  three,  or  four  times  as  long,  the  error  will  be  two, 
three,  or  four  times  as  great  as  at  first ;  w-hereas,  if  the  instru- 
ment were  four  tiines  as  long,  the  error  would  be  the  same 
on  the  circumference  of  a  circle  four  times  the  radius,  as  it 
would  on  the  ciicumfereuce  of  a  circle  once  that  radius,  and 
cons.'qtiently  bear  a  greater  proportion  to  the  circumference 
of  the  latter  ciivle  than  to  that  of  the  former. 

The  piirallel  rule,  as  its  name  implies,  is  an  instrument  by 
which  straight  lines  are  drawn  parallel  to  each  other.  Of  the 
two  kinds  in  use.  we  should  prefer  the  rolling  one,  as  it 
moves  more  easily  and  steadily  upon  a  surface  which  is  not 
exactly  a  plane.  When  the  common  parallel  rule  is  used 
upon  a  round  board,  it  is  very  apt  to  revolve  ;  and  if  the 
board  be  hollow,  it  moves  very  heavily.  With  respect  to  the 
rolling  parallel  rule  in  drawing  lines  in  pencil,  it  performs  its 
office  with  the  greatest  rapidity  ;  but  in  drawing  a  series  of 
lines  in  ink,  as  the  friction  is  less  than  in  the  parallelogramic 
rule,  it  is  apt  to  roll  away.  To  remedy  this  inconvenience, 
the  author  would  suggest  the  following  alterations:  instead 
of  'he  axle  and  wheels  being  in  the  middle  of  the  rule,  it . 
would  be  much  better  to  place  them  as  nearly  as  possible  to 
the  remote  edge  from  that  by  which  the  lines  are  drawn, 
as  it  would  give  a  greater  coinmand  of  leverase  from  the  force 
exerted  upon  the  drawing  edge,  and  thereby  require  much 
less  pressure,  and  consequently  would  nuike  it  much  easier 
for  the  fingers.  Another  improvement  would  be,  to  insert 
a  convex  piece  of  brass,  made  exactly  as  a  portion  of  the 
wheel  on  the  lower  side,  as  near  to  the  drawing  edge  as  pos- 
sible, exactly  opposite  to  each  wheel  ;  this  addition  would 
increase  the  friction,  and  keep  the  edge  from  the  paper  at  the 
same  time,  which  would  be  rather  a  convenience.  These  two 
pieces  of  brass  should  be  notched  the  same  as  the  wheel, 
otherwise  no  advantage  would  accrue  from  them.  The  roll- 
ing parallel  rule  has  also  this  convenience;  that  any  point  in 
the  drawing  edge,  when  the  rule  is  in  motion,  describes  a  line 
perpendicular  to  the  edge  of  the  rule,  from  which  property  it 
becomes  easy  to  raise  a  perpendicular. 

To  draw  a  straight  line  parallel  to  a  given  line  through 
any  given  point. — Place  the  edge  of  the  rule  upon  the  line, 
and  then  roll  it  to  the  point  given,  where  a  new  line  drawn 
will  be  parallel  to  the  one  given,  and  will  also  pass  through 
the  point,  as  required. 

To  draw  a  straight  line  perpendicular  to  a  given  line,  from 
a  given  point. — -Let  a  small  line  be  m.ide  on  the  edge  of  the 
rule  as  an  index  ;  place  the  edge  of  the  rule  upon  the  line,  so 
that  the  index  may  be  brought  to  the  given  point ;  then  move 
the  rule  to  any  [larallel  distance  required,  and  mark  the  paper 
at  the  index  with  a  point,  from  which  diaw  a  line  to  the  given 
point,  and  it  will  be  per|iendicular  to  the  given  line,  as  re- 
(juired.  Or,  instead  of  a  fixed  index,  the  edge  of  the  rule 
may  be  marked  with  a  pencil,  or  the  perpendicular  may  be 
drawn  by  the  end  of  the  rule. 

From  a  given  piint  out  of  a  stntight  line,  to  draw  a  per. 
pendicular  to  the  straight  line. — Place  the  edge  of  the  rule 
upon  the  line,  and  move  it  foiward  to  the  point;  then  mark 
a  short  line,  as  nearly  perpendicular  tVom  the  point  as  the  eye 
can  judge,  upon  the  bevel  edge  of  the  rule,  with  a  pencil,  and 
roll  the  rule  backw.irds  till  the  edge  comes  to  the  line,  where 
mark  the  pap -r  at  the  pencil  line  on  the  edge  of  the  rule,  and 
draw  a  straight  line  between  this  mark  and  the  given  point, 
which  will  be  perpendicular  to  the  line  given,  and  pass 
through  the  given  point. 

From  the  pcrpendieular  motion  of  the  rolling  parallel  rule, 
its  plac(^  can  be  depended  u[)ou  at  any  distance.  Whereas,  in 
the  parallelogramic  rule,  as  it  is  opened  by  so  manv  ste|)s,  and 
the  motion  at  each  point  is  in  the  arc  of  a  ciicle.  and  made 
towards  the  same  end  of  the  rule,  the  line  drawn  from  anv 
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point  in  the  first  line  of  the  parallel,  to  tlie  same  point  in  the 
edi;e  of  tlio  rule  at  the  remote  parallel,  will  be  exceedingly 
oblique,  and  frequently  so  much  so,  as  not  to  reach  the  place 
where  the  line  is  intended  to  be  drawn  :  consequently  the  rule 
must  be  brought  back  towards  the  side  which  it  is  intended 
to  reach ;  -n  operation  notoidy  troublesome,  but  also  attended 
with  much  uncertainty. 

From  a  ijiveii  point  to  make  an  aiii/le  eqinil  to,  and  in  the 
some  position  as  a  gineti  one. — Place  the  edge  of  the  paiallel 
rule  upon  one  of  the  legs  of  the  given  angle,  roll  it  to  the 
given  point,  and  draw  a  straight  line  ;  then  bring  the  edge 
of  the  rule  to  the  other  leg,  roll  it  to  the  given  point 
and  draw  another  line,  which  will  complete  the  angle 
required. 

This  operation  might  also  be  performed  by  the  common 
parallel  rule,  though  not  so  handily. 

Ill  lieu  of  the  parallel  rule,  some  use  a  T-square,  which 
consists  of  a  thin  parallelogramic  blade  mortised  into  a  rect> 
angular  prismatic  piece,  at  right  angles  to  one  of  its  narrow 
sides  or  planes,  in  the  form  of  the  letter  T,  and  a  set-square, 
drawing  both  parallel  and  perpendicular  lines  by  means  of 
a  thin  board,  and  the  straight  edge  of  the  T-square  ;  the 
board  is  made  up  in  the  form  of  a  right-angled  tiiangle,  and 
is  termed  a  set-square.  Any  straight  edge  may  be  used  with 
the  set-square,  but  in  most  instances  the  T-square  is  most 
convenient, as,  when  mo\  ed  along  the  side  of  a  drawing  board, 
it  will  give  any  horizontal  line,  and  the  set-s(juare  any  per- 
pendicular. To  use  this  with  any  straight  edge,  place  one  of 
the  legs  of  the  triangle,  which  tiirms  the  right  angle,  upon 
the  line;  place  the  straight  edge  upon  the  hypothcwise  of  the 
triangle,  and  if  it  be  required  to  draw  another  line  parallel, 
slide  the  triangle  along  the  edge  of  the  rule  till  the  edge  that 
was  upon  the  line  cmoes  to  the  given  jioint,  then  draw  a  line 
by  this  edge,  and  it  will  be  the  co-parallel  of  the  given  line, 
but  if  the  line  be  required  to  be  perpendicnlar  to  the  given 
line,  place  the  triangle  as  before,  then  slide  it  along,  till  the 
other  edge,  (that  is,  the  one  at  right  angles,  that  was  placed 
to  the  line.)  ron>es  to  the  point  required,  and  draw  a  line  by 
it,  which  will  be  perpendicular  to  the  given  line. 

From  the  hypoihenuse  being  placed  upon  the  straight  edge, 
the  triangle  is  not  liable  to  turn,  as  the  pressure  exerted  in 
drawing  the  lines  is  everywhere  perpendicidar  to  the  hypo- 
thcnuse  ;  but  in  drawing  any  parallel  or  perpendicular  lines 
at  a  great  distance,  the  same  inconvenience  would  occur 
which  attends  the  common  parallel  ruler;  that  is,  the  lines 
could  nut  be  drawn  within  a  rectangle  to  the  full  length  of 
the  first  line,  which  is  a  side  thereof. 

In  this  case,  to  draw  one  line  parallel  to  another,  place  one 
of  ihe  perpendicular  edges  of  the  triangle  upon  the  line,  as 
before,  but  instead  of  applying  the  straight  edge  to  the  hypo- 
thenuse,  ap|ily  it  to  the  other  leg  of  the  light  angle,  and  the 
motion  of  the  drawing  edge  will  be  the  same  as  in  the  rolling 
parallel  rule. 

If,  however,  the  difference  be  considerable  between  the  two 
sides  of  the  right  angle,  and  if  the  shorter  side  be  that  which 
is  applied  to  the  straight  edge,  the  pressure  of  the  hand  at 
the  extremity  will  be  liable  to  turn  round  the  triangle  ;  this 
inconvenience  may  be  remedied  to  a  great  degree  by  making 
the  two  sides  of  the  triangle  which  contain  the  light  ang'e 
equal  to  each  other,  and  the  angle  made  by  cither  side,  which 
forms  the  right  angle,  and  the  hypotheniise,  will  be  45°  or 
half  a  right  angle.  Though  this  equality  of  the  legs  makes 
the  triangle  more  clumsy,  it  has  its  advantjiges  not  only  in  the 
case  here  de-crihed,  but  also  in  bisecting  a  right  angle,  which 
is  an  operation  frequently  wanted. 

The  plain  scale,  in  common  cases  of  instruments,  has  the 
following  lines  or  scales  upon  it,  viz.,  a  line  of  6  uiches ;  a 


line  of  50  equal  parts  ;  a  diagonal  scale  :  these  are  put  on 
one  side.  On  the  other  side  arc,  a  line  of  chords,  marked  c; 
and  seven  particular  scales  of  equal  parts,  or  decimal  scales, 
of  diflcrent  sizes  ;  the  numbers  at  the  beginning  of  each 
denote  how  many  of  the  small  divisions  at  the  beginning  are 
contained  in  one  inch,  viz.,  10,  15,  20,  25,  30,  35,  40. 

The  use  of  the  line  of  inches  is  the  same  in  this  as  in  all 
other  rules,  viz.,  to  take  the  length  or  dimensions  of  bodies 
in  inches  and  tenths  of  an  inch,  in  order  to  compute  their 
contents. 

The  line  of  50  equal  parts,  being  equal  to  6  inches,  shows 
the  foot  to  be  divided  into  100  of  the  same  equal  part.s.  and 
the  divisions  of  this  line  are  placed  by  those  of  the  inches, 
that  it  may  be  easily  seen  what  number  in  one  is  equal  to  a 
a  given  number  of  the  other  ;  thus  3  inches  is  equal  to  25  parts 
of  the  100  ;  .and  30  of  these  latter  are  equal  to  3  inches  and 
6  tenths.  This  line  is  therefore  often  useful  in  practical 
mathematics. 

The  diagonal  scale  is  probably  a  centesimal  scale,  because 
bv  it  an  unit  m,ay  be  divided  into  100  equal  parts;  and  there- 
fore any  number,  to  the  100th  part  of  an  unit,  may  be 
expressed,  which  is  an  exactness  generally  sufficient  in  prac- 
tical business.  IIow  this  is  done  will  be  easy  to  understand, 
as  follows:  let  a  b,  Fiijure  18,  Plate  III.,  be  1,  or  an  unit, 
and  divide  it  into  10  equal  parts  at  1,2,  3,  4,  &c.  At  a  proper 
distance,  n  c,  draw  the  line  c  d,  equal  and  parallel  to  a  b,  and 
divide  it  also  into  10  equal  parts  at  a,  h,  c,  d,  &c  :  then  join 
the  points  a  a,  1  h,  2  c,  3  (/,  &c.,  and  these  will  be  the  ten 
diagonal  lines.  Lastly,  divide  b  c  into  ten  equal  parts  also, 
aiicT  number  them  1,  2,  3,  4,  &c.,  to  10  at  c  ;  then,  through 
each  of  these  divisions,  draw  lines  parallel  to  a  b,  through  the 
length  of  the  scale,  and  the  construction  is  completed. 

In  this  diagonal  scale,  a  b  is  one  inch  ;  then  if  it  be  required 
to  take  oflf  \  y5^  inches,  or  1.73,  set  one  foot  of  the  com- 
passes in  the  thud  parallel  under  1,  at  e,  and  extend  the 
other  foot  or  point  to  the  seventh  diagonal  in  that  parallel,  at 
g  ;  and  the  distance  e  g  is  that  required  ;  for  e/is  one  inch, 
and./" .7  is  73  parts  of  100. 

Again,  suppose  it  required  to  set  oflT  upon  any-  line  2.37 
inches  ;  then  place  one  point  of  the  compasses  on  the  seventh 
parallel  under  2,  at  /(,  and  extend  the  other  to_the  third  dia- 
gonal in  the  same  parallel  at  i  ;  and  the  distance  h  i  is  that 
required.  Or,  if  a  b  be  10.  the  distance  e  g  \s  17.3,  and  h  i 
is  23.7.  Also,  if  a  B  be  100,  then  e  ^r  is  173,  A  i  is  237  ; 
and  so  on. 

This  diagonal  scale  has  the  centesimal  division  at  each  end, 
and  the  unit  in  one  is  just  the  double  of  that  of  the  other  :  thus, 
if  ab  be  one  inch  at  one  end,  it  is  half  an  inch  at  the  other  ; 
or  if  it  be  half  an  inch  in  the  larger,  it  is  one  quarter  in  the 
lesser  divisions,  as  is  the  case  upon  most  of  the  common  plain 
scales. 

This  unit,  a  b,  may  also  be  one  foot,  one  yard,  one  rod,  one 
mile,  &c.  So  that  every  unit  in  every  kind  of  measure  is 
hereby  e-itimated  in  hundredth  parts  of  the  whole,  which 
shows  the  diagonal  scale  to  be  a  most  useful  invention. 

On  the  other  side  of  the  plain  scale  are  the  seven  decimal 
lines,  which  are  usually  called  plotting  scales,  because,  their 
divisions  of  an  unit  into  ten  parts  being  difl^erent  in  the  pro- 
portion of  4  to  1,  the  surveyor  may  vary  the  scale  of  his  plot 
or  plan  of  an  estate,  &c.,  in  that  ratio,  in  seven  different 
drawino-s  ;  and  the  superficies  or  sizes  of  the  greatest  and 
least  plans,  will  be  as  IG  to  1.  Or,  that  drawn  by  scale  No. 
10,  will  be  sixteen  times  larger  than  the  plan  laid  down  from 
scale  No.  40. 

The  same  variety  is  also  to  be  had  in  the  construction  of 
all  other  geometrical  figures,  whether  superficies  or  solids  ; 
and  with  respect  to  the  latter,  the  greatest  will  be  the  least 
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as  64  to  1  ;  that  is,  the  architect  can  vary  the  size  of  his  struc 
ture  in  the  ratio  of  64  to  1,  in  seven  different  elevations. 

The  last  line  on  the  common  plain  scale  is  that  of  chords; 
and  is  much  more  used  tlian  the  prutraetor  for  laying  off  or 
measuring  any  proposed  angle.  Thus,  let  it  be  required  to 
draw  the  line  b  c,  Fhnire  19,  to  mal;e  an  angle  of  35°  with 
the  line  A  c.  To  do  this,  set  one  point  of  the  compasses  in 
the  beginning  of  the  line  of  chords,  and  extend  the  other  to 
00  ;  with  that  extent,  as  a  radius,  place  one  foot  in  c,  and 
with  the  other  describe  the  arc  a  b  ;  then  take  from  the 
choids  35°  in  the  compasses,  and  set  them  on  the  arc  from 
A  B  ;    then  through  c  and  D  di'aw  c  B,  and  it  is  done. 

Again. — If  it  be  required  to  measure  any  angle,  as  a  b  c. 
Figure  20,  produce  b  a,  if  necessary  ;  take  60°  from  the 
chords  in  the  compasses,  and  with  one  foot  in  b  describe  the 
arc  A  c,  cutting  the  leg  b  a  at  a,  and  b  c  at  c  ;  then  take  the 
arc  A  c  in  the  compasses,  and  applying  it  upon  the  beginning 
of  the  line  of  chords  it  will  reach  to  30",  the  quantity  of  the 
angle  required.  But  the  line  of  chords  is  more  useful  on  the 
sector,  to  which  we  now  proceed. 

N.B. — The  construction  of  this  line  is  shown  in  the  next 
article. 

The  sector  is  a  most  useful  instrument,  as  forming  a  uni- 
versal plane  scale. 

The  lines  commonly  laid  down  upon  the  sector,  are — aline 
of  equal  parts,  marked  l  at  the  end  ;  a  line  of  chords  to  60°, 
marked  c  ;  a  line  of  sines,  to  90°,  marked  s  ;  a  line  of  tan- 
gents, to  45°,  marked  t  ;  another  line  of  tangents  from  45 
to  75  or  upwards,  marked  I  a  ;  a  line  of  secants,  marked  s  e  ; 
a  line  of  polygons  marked  p  o  l. 

Besides  these,  when  the  sector  is  quite  opened,  there  are 
placed  on  one  side — a  Gunter's  line  of  artificial  nurnliers,  ti  ; 
a  line  of  artificial  sines,  s  ;  and  a  line  of  artilicial  tangents,  t. 
Likewise  a  line  of  12  inches,  and  another  of  the  foot  divided 
into  1000  equal  parts,  placed  by  it,  for  the  purposes  already 
mentioned. 

Bef  u'e  a  proper  idea  can  be  formed  of  these  sectoral  lines, 
and  their  uses,  their  construction  must  lie  shown  from  the 
circle.  Theretbre,  let  A  c  B,  Fif/ure  21,  be  a  quarter  of  a 
circle,  divided  into  90°,  described  with  the  radius  c  a,  on  the 
centre  c  ;  let  a  e  and  c  f  be  perpendicular  to  a  c,  at  a  and  c; 
then  if  the  radius  a  c  be  divided  into  10,  100,  1000,  &c., 
equal  parts,  it  will  be  the  line  so  called  upon  the  sector. 

If  from  A,  a  line  be  drawn  to  any  part  or  division  of  the 
quadrant,  as  o,  at  60",  then  that  line  A  g  is  the  chord  of  that 
are,  or  of  60°.  And  if  the  line  a  b  be  drawn,  it  will  be  the 
chord  of  90°  ;  and  by  setting  one  foot  of  the  compasses  in  a, 
and  extending  the  other  to  the  several  divisions,  10,  20,  30, 
40.  &c.,  they  may  be  ti-ansferred  from  the  circle  to  the  line 
a  b,  which  will  then  be  properly  divided  into  a  line  of  chords 
in  10,  20,  30,  40,  &c.,  to  90  aa  on  the  plane  scale. 

If  from  any  point,  q,  in  the  quadrant,  you  let  fall  a  per- 
peuJiealar,  gi,  to  the  radius  a  c,  or  o  n  to  the  radius  c  b, 
then  the  line  G  I  is  called  the  sine  of  the  arc  a  o  ;  and  the 
line  G  H  is  the  sine  of  the  arc  G  b,  the  complement  of  a  o  to 
90".  And  if  all  the  divisions  of  the  quadrant  were  transferred 
to  c  B  by  lines  parallel  to  a  b  ;  then  the  line  c  b  will  be 
divided  as  a  line  of  sines  in  the  points,  10,  20,  30,  40,  &c., 
to  90°. 

By  laying  a  rule  from  the  centre,  c,  to  the  several  divisions 
of  the  quadrant.  10,  20,  30,  &c.,  it  will  cut  the  line  a  e  in 
the  points  10,  20,  30,  &;c.,  which  will  be  thereby  divided  into 
a  line  of  tangents  ;  and  here  it  must  be  obsened,  that  the 
line  of  tangents,  t,  on  the  sector,  extends  but  to  4.5°,  equal  to 
c  A  or  c  u  I'adius  ;  and  that  the  line  of  lesser  tangents,  <,  are 
projected  from  a  lesser  radius,  and  begin  from  45°  at  the 
distance  of  its  radius  from  the  centre  of  the  sector. 


By  drawing  the  line  c  l  through  the  division  60°  to  the 
line  A  E,  it  makes  a  l  the  tangent  of  60°,  and  c  l  the  secant 
of  60°,  or  of  the  angle  a  o  l.  And  if  one  foot  of  the  com- 
passes in  c,  the  other  is  extended  to  the  several  divisions  in 
the  line  a  e,  and  transfer  them  to  the  line  c  f,  then  will  the 
part  B  F  be  thus  divided  into  a  line  of  secants  ;  being  jdaced 
at  the  distance  of  the  radius  c  b,  from  the  centre  of  the  sector, 
and  begiiniing  at  b,  where  the  radius  ends. 

It  may  be  of  use  in  many  cases  to  observe,  that  the  chord 
60°,  A  o,  is  equal  to  the  radius  c  A  or  c  G ;  that  the  sine  60°, 
a  I,  besects  tlie  radius  a  c  in  i ,  and  therefore  the  sine  g  h  of 
30°  is  equal  to  half  the  radius,  ore  i.  Therefore  the  secant, 
c  L,  of  60°  is  equal  to  twice  the  radius,  a  c  ;  for  ci  is  to  c  o 
as  c  a  to  c  L,  and  consequently  the  cosine  is  to  radius  as  radius 
to  the  secant.  Also,  the  tangent  a  l  is  to  radius  a  c  as  radius 
B  c  is  to  the  co-tangent  b  k. 

From  what  has  been  said,  the  reason  appears  why  the  line 
of  lines  (or  equal  parts  l)  terminates  upon  the  sector  at  10; 
the  line  of  chords,  c,  at  60° ;  the  line  of  sines,  s,  at  90°  ;  the 
larger  tangents,  t,  at  45°  ;  and  that  the  lesser  tangents,  and 
also  the  secants  are,  of  indefinite  lengths. 

From  the  nature  of  the  sector,  consisting  of  two  pairs,  or 
legs,  movable  upon  a  central  joint,  it  is  requisite  that  the 
lines  should  be  laid  on  the  sector  by  pairs,  viz.,  one  of  a  sort 
on  each  leg,  and  all  of  them  issuing  from  the  centre — all  of 
the  same  length,  and  every  two  containing  the  same  angle. 
We  shall  now  illustrate  the  nature  of  working  problems  by 
the  sector,  as  follows,  by  the  lines  of  lines,  or  eijiial  jjarts  l  l. 

Figure  22.^Let  c  L,  c  L,  be  the  two  lines  of  lines  upon  the 
sector,  opened  to  an  angle,  lc  l  ;  join  the  divisions  4  and  4, 
7  and  7,  10  and  10,  by  the  dotted  lines  a  b,  cd,  l  l.  Then 
by  the  nature  of  similar  triangles,  c  l  is  to  c  A  as  l  l  to  a  6  ; 
and  c  L  is  to  c  rf  as  L  L  to  c  (/  ;  therefore  a  6  is  the  same  part 
of  L  L  as  c  6  is  of  c  L.  Consequently,  if  l  l  be  10,  then  a  b 
will  be  4,  and  cd  will  be  7,  of  the  same  parts. 

And  hence,  though  the  lateral  scale  c  l  be  fixed,  yet  a 
parallel  scale,  l  l,  is  obtainable  at  pleasure  ;  and  therefore, 
though  the  lateral  radius  is  of  a  determined  length  in  the 
lines  of  chords,  sines,  tangents,  and  secants,  yet  the  parallel 
radius  may  be  had  of  any  size  required,  by  means  of  the 
sector,  as  far  as  its  length  will  admit ;  and  all  the  parallel  sines, 
&c.  peculiar  to  it  ;  as  will  be  evident  by  the  following  exam- 
ples in  each  pair  of  lines. 

Fxumple  I. — III  tlie  lines  of  equal  purls.  Figure  22. 
Having  three  numbers  given,  4,  7,  16,  to  find  out  a  f  lurth 
proportional  To  do  this,  take  the  lateral  extent  of  16  in  the 
line  0  L,  and  apply  it  parallel- wise,  from  4  lo  4,  by  a  proper 
opening  of  the  sector  ;  then  take  the  parallel  distance  from  7 
to  7  in  the  comjiasses  ;  and  applying  one  foot  in  c,  the  other 
will  fall  on  28  in  the  line  of  lines,  o  l,  and  is  the  number 
required  ;  for  as  4  is  to  7  so  is  16  to  28. 

E.tara-pte  II. — //(.  the  line  of  chords.  Figure  23.  Sup- 
pose it  required  to  lay  off  an  angle,  A  c  B,  equal  to  35°  ;  then 
with  any  convenient  opening  of  the  sector,  take  the  extent 
from  60  to  60  and  with  it,  as  radius,  on  the  point  c  describe 
the  arc  a  d  indefinitely  ;  then  in  the  same  opening  of  the 
sector  take  the  parallel  distance  from  35°  to  35°,  and  set  it 
from  A  to  B  in  the  arc  ad,  and  draw  ab,  which  will  make 
the  angle  at  c  as  required. 

Fxample  III. — la  the  lines  of  sines.  Figure  24.  The 
lines  of  sines,  tangents,  and  secants,  are  used  in  conjunction 
with  the  lines  of  lines  in  the  solution  of  all  the  cases  of  j)kiu 
trigonometry;  thus  let  there  be  given  in  the  triangle  A  B  c, 
the  side  a  b  =  230,  and  the  angle  A  B  c  =  30°  30',  to  find 
the  side  A  c.  Here  the  angle  at  c  is  35°  30'  ;  then  take  the 
lateral  distance  230  from  the  line  of  lines,  and  make  it  a 
parallel  fr<ini  53°  30'  to  53°  30'  in  the  line  of  sines  ;  then  the 
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parallel  distance  between  36"  30'  in  the  same  lines,  -svill  reach 
laterall}-  fioai  the  centre  to  170.19  in  the  line  of  lines  for  the 
side  A  c  required. 

Example  IV. — In  the  lines  of  tangents.  If,  instead  of 
niaiiing  the  side,  b'c  radius,  as  before,  a  b  be  made  radius; 
then  A  c,  wliieh  before  was  a  sine,  will  be  the  tangent  of  the 
angle  b  ;  and,  therefore,  to  find  it,  the  lines  of  tangents  must 
be  used  thus : — Take  the  lateral  distance,  230,  from  the  line 
of  lines,  and  make  it  a  parallel  distance  on  the  tangent  radius, 
viz.,  from  45°  to  45°;  then  the  parallel  tangent  from  36°  30' 
to  36°  30',  will  measure  laterally  on  the  line  of  lines,  170.19, 
as  before,  for  the  side  a  c. 

Example  V. — In  the  lines  of  secants.  In  the  same  tri- 
angle, in  the  base  a  b,  and  the  angles  at  b  and  c  given,  as 
before,  to  find  the  side  or  hypothenuse  b  c.  Here  b  c  is  the 
secant  of  the  angle  b.  Take  the  lateral  distance  230  on  the 
line  of  lines,  make  it  a  parallel  distance  at  tlie  radius,  or 
beginning  of  the  lines  of  secants ;  then  the  parallel  secant 
of  60°  30'  will  measure  laterally  on  the  line  of  lines  287.12, 
for  the  length  of  b  c,  as  required. 

Example  VI. — In  the  lines  of  sines  and  tangents  conjointly. 
Figure  25.  In  the  solution  of  spherical  triangles,  use  the 
line  of  sines  and  tangents  only,  as  in  the  following  example. 
In  the  spherical  triangle  a  b  c,  right-angled  at  a,  there  is 
given  the  side  a  b  =  36°  15'  and  the  adjacent  angle 
b  ~  42°  34'  to  find  the  side  a  c.  The  analogy  is,  as  radius 
is  to  sine  of  a  b,  so  is  tangent  of  b  to  tangent  of  a  c  ;  therefore 
make  the  lateral  sign  of  36°  15'  a  parallel  at  radius,  or 
between  90  and  90 ;  then  the  parallel  tangent  of  42°  34' 
will  give  the  lateral  tangent  of  28°  30'  for  the  -side  a  c. 

Extnnple  \l[. — In  the  lines  of  poli/gons.  Figure 'iA.  It 
has  been  observed,  that  the  chord  of  60°  is  equal  to  radius, 
and  60°  is  the  sixth  part  of  360° ;  therefore,  such  a  chord  is 
the  side  of  a  hexagon,  inscribed  in  a  circle.  So  that  in  the 
line  of  polygons,  if  the  parallel  distance  between  6  and  6  be 
made  the  radius  of  a  circle,  as  a  c,  and  the  parallel  distance 
between  5  and  5  be  taken  and  placed  from  a  to  b,  the  line  a  b 
will  be  the  side  of  a  pentagon  a  b  d  e  f,  inscribed  in  the 
circle.  In  the  same  manner  may  any  other  polygon,  from 
4  to  12  sides,  be  inscribed  in  a  circle,  or  upon  any  given 
line  A  B. 

Of  Gunte/s  lines. — Having  thus  shown  the  use  of  all  that 
are  properly  called  sectoral  lines,  or  that  are  to  be  used  sector- 
wise,  it  only  remains  to  describe  another  set  of  lines  usually 
put  upon  the  sector,  which  will  in  a  more  ready  and  simple 
manner  give  the  answers  to  the  questions  in  the  above  exam- 
ples; these  are  called  artificial  lines  of  numbers,  sines,  and 
tangents,  because  they  are  only  the  logarithms  of  the  natural 
numbers,  sines,  and  tangents,  laid  upon  lines  of  scales;  this 
method  was  first  invented  by  Mr.  Edmund  Gunter,  and  the 
lines  are  called  Gunter s  lines,  or  the  Gunter.  Logarithms 
are  a  set  of  nurnbeis,  so  contrived,  that,  by  addition  and  sub- 
traction, the  answers  to  all  questions  in  multiplication,  divi- 
sion, proportion,  and  the  analogies  of  plain  and  spherical 
trigonometry,  are  found.  Therefore,  in  the  compasses,  the 
extent,  or  ratio,  between  the  first  and  second  terms  will 
always  be  equal  to  the  extent,  or  ratio,  between  the  third 
and  fourth  terms ;  consequently,  if  with  the  extent  between 
the  first  and  second  terms,  one  foot  of  the  compasses  be 
placed  on  the  third  term,  the  other  foot,  on  turning  the  com- 
passes al)out,  will  fall  on  the  fourth  term  sought. 

Thus,  in  Example  I.,  of  the  three  given  numbers  4,  7, 
and  16,  take  the  extent  from  4  to  7  \\\  the  compasses,  then 
place  one  foot  in  16,  and  the  other  will  fall  on  28,  the  answer, 
in  the  line  of  numbers,  marked  «. 

Again,  the  artificial  line  of  numbers  and  sines  are  used 
together  in  plain   trigonometry,  as  in  Example  III.,  where 


the  two  angles  b  and  c,  and  the  side  a  b,  are  given  ;  for  here, 
if  the  extent  of  the  two  angles  5.3°  30'  and  .36'  30'  be  taken 
in  the  line  of  sines,  marked  ,?,  and  one  foot  be  placed  upon 
230  in  the  line  of  numbers,  n,  the  other  will  reach  to  170.19, 
the  answer. 

Also,  the  line  of  numbers  and  tangents  are  used  conjointly, 
as  in  Example  IV. ;  thus,  take  in  the  line  of  tangents,  t.  the 
extent  from  45°,  radius,  to  36°  30',  and  it  will  reach  from 
230  to  170.19,  the  answer,  as  before. 

Lastly,  the  artificial  lines  of  sines  and  tangents  are  used 
together  in  the  solution  of  spherical  triangles. 

Thus,  Example  VI.  is  solved  by  taking  in  the  line  of  sines, 
s,  the  extent  from  90°,  radius,  to  36°  15',  and  in  the  line  of 
tangents,  t,  it  will  reach  from  42°  34'  to  28°  30',  the  answer 
required. 

It  may  be  fiirther  observed,  that  each  pair  of  sectoral  lines 
contains  the  same  angle,  viz.,  six  degrees  in  the  common  six- 
inch  sector;  therefore,  to  open  these  lin'«  to  any  given  angle, 
as  35°,  for  instance,  take  35°  laterally  from  the  line  of  chords, 
and  apply  it  parallel-wise  from  60°  to  60°  in  the  same  lines, 
and  they  will  all  be  opened  to  the  given  angle  35°. 

If  to  the  angle  35°  be  added  the  angle  6",  which  they  con- 
tain, the  sum  is  41°;  then  take  41°  laterally  from  the  line  of 
chords,  and  apply  it  parallel  from  60  to  60,  then  will  the 
sides  or  edges  of  the  sector  contain  the  same  angle,  35°.  In 
this  case,  the  sector  becomes  a  general  recipe-angle,  which  is 
an  instrument  for  taking  the  quantity  of  any  angle  contained 
between  two  inclining  planes. 

INSULAR,  or  Insulated  Buildings,  such  as  stand 
alone. 

INSULATED  COLUMN,  or  Detached  Column,  a 
column  that  stands  quite  clear  of  a  wall,  and  may  be  seen 
all  round. 

INTAGLIOS,  (Italian.)  the  carved  work  of  an  order,  or 
of  anv  part  of  an  edifice. 

INTAVOLATA.     See  Ctmatium. 

INTERCEPTED  AXIS,  the  same  as  Abscissa. 

INTERCOLUMN,  (from  the  Latin  inter,  between,  and 
cohimna,  a  cohmin.)  the  open  area  between  two  columns. 

INTERCOLUMNIATION,  the  distance  between  columns, 
measured  by  their  lower  diameters.  Under  the  article  Colon- 
nade will  be  found  the  several  names  given  to  certain  dis- 
tances measured  by  the  diameter.  The  general  distance  used 
by  the  (ireeks  in  the  Doric  order  was  that  of  the  mono- 
triglyph.  though  in  the  Doric  portico  or  temple  of  Augustus, 
and  the  pori  ieo  of  Philip,  king  of  Maeedon,  in  the  island  of 
Delos,  they  are  ditiiglyphs.  Also,  on  account  of  the  tri- 
glyphs  being  placed  in  the  angles  of  the  Grecian-Diu-ic,  the 
extreme  intercolumniation  will  be  something  less  than  those 
of  the  intermediate  columns:  as  otherwise,  if  all  the  inter- 
columns  were  equal,  each  extreme  interlriglyph  would  be 
broader  than  the  intermediate  ones. 

INTERDENTILS,  the  space  between  dentils.  It  appears, 
not  only  fnun  a  comparison  of  the  most  celebrated  examples 
in  the  Ionian  antiquities,  with  that  of  Jupiter  Stator  at 
Rome,  but  upon  the  average,  that  the  Romans  set  their  den- 
tils nearer  together  than  the  Greeks,  and  that  the  dentils 
themselve.s,  among  the  former,  aie  of  a  more  trifling  character. 
In  the  temple  of  Bacchus  at  Teos,  the  space  between  the 
dentils  is  two-thirds  of  the  breadth  of  the  dentil.  In  the 
temple  of  Minerva  Polias,  at  Priene,  the  space  is  nearly 
three-fourths  of  the  breadth.  In  the  temple  of  Jupiter 
Stator,  which  has  the  boldest  entablature  of  all  the  Roman 
examples,  the  space  is  about  half  the  breadth  of  the  dentil  ; 
and  in  most  other  examples  in  which  dentils  are  to  be  found, 
generally  less. 

INT^RDUCES.     See  Inter-Ties. 
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INTER-FENESTRATION,  (from  the  Latin,  inter,  be- 
tweeii,  aiid/c;ies/)-«,  a  window.)  the  space  between  windows. 

INTEK-JOlST,  the  space  between  joists,  which  may  be 
a  foot  between  centre  and  centre  in  good  buildings,  and  in 
slight  houses  fmm  18  to  23  inches. 

INTEUIOR  ANGLE,  an  angle  within  any  figure,  formed 
by  two  straif^ht-lined  parts  of  the  perimeter,  or  boundary  of 
the  fiiiure  ;  the  exterior  angle  being  that  which  is  tiirnii'd  iv, 
producing  a  side  of  the  perimeter  of  the  figure.  Tlie  exterior 
and  the  interior  angle  of  any  figure  are  equal  to  two  riglit 
angles,  and  all  the  interior  angles  of  any  figure  amount  to 
twice  as  many  right  angles,  with  four,  as  the  figure  has  sides  : 
for  the  figure  may  be  divided  into  as  many  triangles  as  it  has 
yides,  by  drawing  lines  from  all  the  angles  to  a  point  within 
the  figure.  And  as  the  angles  of  every  triangle  are  equal  to 
two  right  angles,  there  will  be  as  many  times  twM  right 
angles  as  the  figure  has  sides ;  but  as  four  of  these  right 
angles  are  roimd  the  point  to  wliich  the  lines  were  drawn, 
consequently  all  the  internal  angles  of  any  straight-lined 
figure  are  equal  to  tw  ice  as  many  right  angles,  wanting  t"our, 
as  the  figure  has  sides.  This  is  only  deduced  as  a  corollary 
from  the  32nd  Proposition  of  Euclid,  book  I.,  where  it  is 
proved,  that  if  the  side  of  a  triangle  be  produced,  the  exte- 
rior angle  will  be  equal  to  the  two  interior  and  opposite 
angles,  and  the  three  angles  of  every  triangle  will  be  equal 
to  two  right  angles. 

Interior  Angle  is  also  applied  to  the  two  angles  formed 
between  two  parallels,  by  a  line  cutting  them  on  each  side 
of  the  intersecting  line. 

Intekior  and  Opposite  Angles,  an  expression  applied  to 
the  two  angles  formed  by  a  line  cutting  two  parallels. 

Interior  Polvgon.     See  Polygon. 

INIEIvMlTTlNG,  anything  which  destroys  the  continuity 
of  another. 

INTEIi-MODlLLION,  the  space  between  modillions. 

INTEU.NAL  ANGLE.     ^VcInterior  Angle. 

Internal  Angle  of  a  Solid,  the  inclination  of  two  planes, 
of  which  their  line  of  concourse  recedes;  that  is,  if  a  point 
be  talien  in  each  plane,  the  straight  line  joining  the  two 
points  will  be  without  the  solid. 

INTEIIPENSIV/E,  (Latin,)  in  ancient  architecture,  are 
supposed  to  be  cantalivers,  formed  by  the  ends  of  joists. 
See  Vitruvius,  book  vi.  chap.  3. 

INTEli-PlLASL'El!,  the  space  between  two  pilasters. 

INTEii-QUARTER,  the  space  between  two  quarters. 

INTER-TlES,  or  Interduces,  horizontal  pieces  of  timber, 
placed  between  upright  posts,  to  tie  or  bind  them  together. 
They  are  used  in  roofing,  partitioning,  and  walling,  with 
timber  frames  fir  lath  and  plaster,  or  panelled  brick-work. 

INTRADOS,  the  mider  curved  surface  or  soffit  of  an 
arch;  generally  cylindrical  or  cylindroidal. 

INVENTION,  (French,)  the  act  of  finding  anything  new, 
or  a  thing  found  ;  the  discovery  of  a  principle,  or  a  new 
application  of  a  principle  already  known,  in  performing  cer- 
tain kinds  of  motion  or  construction;  contriving  instruments 
or  machines  for  the  performance  of  some  useful  purpose. 
Design  is  very  nearly  allied  to  invention,  but  is  commonly 
applied  to  a  now  combinalion,  or  new  order  of  things  already 
known. 

Invention  is  of  real  use;  but  design  is  altogether  fanciful, 
though  productive  of  pleasing  forms.  In  invention,  we  can 
reason  why  a  principle  or  thing  contrived  «ill  answer  its 
intended  purpo-e;  not  so  in  design,  where  the  only  power 
of  judging  of  the  effects  of  combination  arises  from  previous 
experience  of  things  of  the  like  nature.  In  design,  all  the 
simple  forms  are  already  known  ;  thus,  from  a  few  kinds  of 
moulding,  already  known,  an  unlimited   variety  of  cornices, 


capitals,  and  imposts,  may  be  contrived  or  designed.  la 
a  building,  all  the  simple  forms  exist  in  squares,  circles, 
and  other  geometrical  figures  and  solids,  already  known: 
but,  from  the  combination  being  unlimited,  an  effect  may 
be  produced  different  from  anything  that  has  ever  before 
existed. 

INVERTED  ARCHES,  such  as  have  their  concavity  or 
ia'rados  below  the  centre  or  axis.  They  are  useful  in  every 
part  of  a  wall  which  is  lower  than  the  two  adjacent  parts,  or 
where  an  interruption  is  made  by  an  aperture  near  its  base. 
See  Foundation. 

INVOLUTE.     See  Evolute. 

INWARD  ANGLE,  the  re-entrant  angle  of  a  solid  :  they 
are  framed  in  recesses.     See  Internal  Angle  of  a  Solid. 

IO.\,  son  of  Xiithus.  and  grandson  of  Hellen,  king  of 
Phthiosis,  in  Thessaly.  He  led  a  colony  of  Greeks  into  that 
part  of  Asia  Minor,  which  from  him  obtained  the  name  of 
Ionia,  where  the  Ionic  order  first  originated.  The  account 
given  by  Vitruvius  of  the  invention  of  this  order  will  be 
found  in  the  ne.xt  article. 

IONIC  ORDER,  the  second  order  of  architecture,  in 
point  of  time,  among  the  Greeks.  When  the  noveltv  of  the 
D<UMC  order  had  abated,  the  desire  of  producing  something 
new  soon  led  the  way  to  the  invention  of  another  species ; 
and  in  erecting  the  temple  of  Diana,  they  sought  a  new  order 
from  similar  traces,  imitating  the  proportion  and  dress  of 
women.  The  diameter  of  the  columns  was  made  an  eighth 
part  of  their  height;  the  base  with  folds,  representing  the 
shoe;  the  capitals  with  volutes,  in  form  of  the  curled  hair 
worn  upon  the  right  and  left  ;  and  the  cymatium,  for  the 
locks  pending  on  the  forehead  from  the  crown.  This  new- 
order  they  called  Ionic,  after  the  name  of  the  countr\  in 
which  it  was  invented. 

Such  is  the  account  given  by  Vitruvius,  but  it  w'ill 
scarcely  obtain  credit  in  the  present  day.  Many  other 
suggestions  have  been  substituted,  with  more  or  less  reason  ; 
but  how  the  order  originated  must  ever  remain  a  matti'r 
of  conjecture.  Some  maintain  that  the  idea  of  the  capital 
w'as  suggested  by  the  curls  of  a  lady's  hair,  as  Vitruvius  ; 
others,  by  the  horns  of  rams  slain  for  sacrifice ;  others,  by 
the  use  of  twigs  placed  upon  the  capital;  and  others,  who 
adhere  to  the  notion  of  Vitruvius  respecting  the  model 
wooden  hut,  suppose  the  same  idea  to  have  arisen  from  the 
splitting  and  bending,  or  curling  downwards,  of  the  tops  of  the 
wooden  props,  under  the  weight  of  the  roof-timbers.  Others, 
again,  suppose  the  order  to  have  arisen  naturally  from  the 
Doric,  but  these  do  not  pretend  to  account  for  the  origin  of 
the  capital,  which  forms  the  most  striking  and  distinctive 
feature,  and  on  the  pre-existence  of  which  all  their  theory 
depends.  Having  found  a  fair  type  of  the  Grecian-Doric 
in  some  of  the  edifices  of  Egypt,  we  may  naturally  look  to 
that  quarter  fi>r  the  origin  of  the  Ionic,  but  we  caimot  say 
that  we -meet  with  anything  very  satistiictory  in  this  quarter. 
It  is  true,  we  have  some  approach  to  the  form  of  the  Ionic 
capital  in  some  Egvptian  biiiUlings;  we  find,  for  instance, 
the  volutes  arranged  in  a  somewhat  similar  manner,  thouiih 
in  larger  numbers,  yet  we  cannot  say  that  the  resemblance 
is  so  striking  as  to  satisfy  us  as  to  their  identity.  Again,  we 
have  in  the  same  country  capitals  composed  of  the  heads  of 
Isis,  with  the  curls  of  the  head-dress  hanging  down  at  each 
corner  of  the  capital,  and  this  ought  almost  to  satisl^v  some 
who  rest  content  with  the  Vitruvian  fables,  but  we  fi?ar  not 
others.  The  ca|iitals  which  bear  the  greatest  resemblance 
to  the  Ionic,  are  found  amongst  the  ruins  of  Persepolis, 
where  the  volutes  are  introduced  in  a  very  similar  manner, 
although  there  is  more  than  two  such  volutes  in  each  capital. 
The  Greeks  were  well  acquainted  with  the  Persians  when  the 
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Ionic  order  was  introduced,  and  we  would  suggest  this  as  a 
not  unlikely  account  of  tiic  oi'igin  of  the  order  ;  Init  this,  like 
all  the  other  suggestions,  fall  far  short  of  satisfaction. 

In  this  order,  the  ca|iilal  hecomes  the  chief  characteristic, 
which  is  sufficient  to  distinguish  it  fr(nn  any  oilier,  although 
from  the  preceding  or  Doric  order  it  is  distinguishable  l)y 
man}'  other  marked  ditferiaices,  such  as  the  eniploytnentof  a 
distinct  base  ;  the  much-altered  proportions  ;  the  increased 
number  and  different  contour  of  the  flutes,  and  the  introduc- 
tion of  the  fillets;  the  increased  ornamentation  of  tlie  entab- 
lature ;  and  by  many  other  variations. 

The  Ionic  capital  has  not  all  its  sides  similar,  the  similar 
sides  being  arranged  in  pairs,  of  which  two,  which  may  be 
termed  the  faces,  are  ranged  parallel  to  the  architrave;  and 
two  others,  at  right  angles  to  the  fiice,  and  underneath  the 
architrave,  which  may  be  called  the  sides.  Spiral  bands  or 
volutes,  as  they  are  called,  ornament  each  side  of  the  face, 
and  are  connected  together  by  a  band  passing  across  the 
upper  portion  of  the  face.  The  volutes,  in  fact,  may  be  said 
to  be  formed  by  a  band  passing  over  the  top  of  the  shaft,  and 
curled  up  at  each  extremity  on  either  side  of  the  shaft.  The 
band  being  of  the  same  width  of  the  colunni,  would  naturally 
form  a  cylindrical  roil  on  each  side,  and  thus  may  be  supposed 
to  have  been  formed  the  baluster  side  of  the  capital.  These 
balusters,  however,  are  not  perfectly  cylindrical,  but  hollowed 
out  both  vertically  and  horizontally,  and,  if  we  continue  our 
simile,  we  may  suppose  the  band  composed  of  some  compres- 
sible or  yielding  mass,  and  the  roll  to  be  tied  up  tightly  in  the 
middle,  so  as  to  make  the  interniediate  sections  of  the  roll 
gradually  to  dindnish  both  ways  towards  the  middle.  Other- 
wise, we  may  suppose  the  balusters  to  repi'esent  two  tubes  or 
horns,  so  placed  together  that  the  larger  ends,  or  mouths,  are 
at  the  greatest  distance  from  each  other,  and  abut  against  the 
back  tff  the  volutes.  This  arrangement  gives  the  balusters  a 
much  lighter  appearance,  which  is  considerably  enhanced  by 
their  being  usually  decorated  with  carving. 

The  face  of  the  capital  measured  across  the  volutes  is 
about  a  diameter  and  a  half,  or  90  minutes,  equal  to  the 
diameter  of  the  base;  the  whole  width  is  divided  into  three 
parts,  of  which  one  is  given  to  each  of  the  volutes.  The 
volutes  are  composed  of  spiral  mouldings,  which  triake  several 
revolutions,  and  gradually  approach  closer  to  each  other,  as 
they  near  the  centre,  or  what  is  termed  the  eye  of  the  volute, 
where  they  cease. 

In  the  capitals  of  the  Athenian  examples  of  the  Ionic,  and 
in  that  of  Minerva  Polias  at  Priene,  the  lower  edge  of  the 
canal  between  the  volutes  is  formed  into  a  graceful  curve, 
bending  downward  in  the  middle  somewhat  like  a  festoon, 
and  revolving  round  the  spirals  which  form  the  volute  upon 
each  side.  In  the  temple  of  Erechtheus,  and  of  Minerva 
Polias  at  Athens,  each  volute  has  two  channels,  firmed  bv 
two  spiral  borders,  and  a  spiral  division  between  them.  The 
border  which  forms  the  exterior  of  the  volute,  and  that  which 
forms  the  under  side  of  the  lower  canal,  leaves  a  deep  recess 
between  them,  which  continually  diminishes  in  its  breadth 
till  it  is  entirely  lost  when  it  comes  in  contact  with  the  side 
of  the  eye. 

In  the  temple  of  Bacchus  at  Tecs,  the  great  theatre  at 
Laodieea,  and  in  all  the  Roman  examples  of  the  Ionic,  the 
channel  connecting  the  two  volutes  is  not  formed  with  a 
border  on  the  lower  edge,  but  is  terminated  with  a  horizontal 
line,  which  falls  a  tangent  to  the  curve  of  the  spiral  at  the 
commencement  of  the  second  revolution  of  each  volute.  See 
Spiral  and  Volute. 

In  the  example  of  the  temple  of  Erechtheus,  the  column 
is  terminated  with  a  fillet  and  astragal  a  little  below  the 
edges  of  the  volutes,  and  in  that  of  Minerva  Polias  in  the 


same  manner,  with  a  single  fillet ;  and  the  colorino  or  neck 
of  each  is  charged  with  a  lieautif'ul  succession  of  woodbines, 
alternately  disposed.  The  upper  annular  moulding  of  the 
column  is  of  a  semicircular  section,  and  embellished  with  a 
richguilloche.  The  echinus,  astragal,  and  fillet,  are  common 
to  both  Grecian  and  Koman  Ionic  capitals,  and  the  echinus 
is  uniformly  cut  into  eggs,  surrounded  with  angular-sectioned 
borders,  and  with  tongues  between  every  two  borders.  The 
astragal  is  formed  into  a  row  of  beads,  with  two  small  ones 
between  every  two  large  ones.  These  mouldings  are  cut  in 
a  similar  mamier  in  all  the  Roman  buildings,  except  the 
Coliseuin,  and  what  relates  to  the  taste  of  the  foliage. 

The  necking  of  the  capital  is,  however,  frequently  omitted; 
and  the  mouldings  immediately  under  the  band  that  connects 
the  volutes,  are  thus  disposed:  first,  a  carved  convex  mould- 
ing, to  which  succeeds  the  enriched  echinus  or  ovolo,  and 
below  that  a  bead  or  some  other  small  mouldings.  The 
abacus  is  square  in  plan,  and  its  profile  is  that  of  a  cyma- 
reversaor  ogee-inoulding,  either  enriched  or  plain,  according 
to  the  richness  of  the  capital. 

When  columns  are  introduced  in  the  flanks  of  a  building 
as  well  as  in  the  front,  one  of  the  eapita's  of  each  angular 
column  is  made  to  face  both  the  contiguous  sides  of  the  build- 
ing, with  two  volutes,  one  upon  each  side  projecting  the  two 
adjacent  volutes  by  bending  them  in  a  concave  curve  towards 
the  angle  ;  as  in  the  temple  of  Bacchus  at  Teos,  of  Minerva 
Polias  at  Priene,  of  Erechtheus,  and  that  on  the  Ilissus  at 
Athens,  as  also  that  of  Fortuna  Virilis  at  Rome.  The  capitals 
of  all  the  columns  are  sometimes  made  to  face  the  four  sides 
of  the  abacus  alike  on  each  side,  as  in  the  temple  of  Concord 
at  Rome,  from  which  example  the  Scamozzian  capital  was 
formed. 

A  curious  and  probably  very  ancient  specimen  of  the 
angular  disposition  of  the  volutes,  occurs  at  the  temple  of 
Apollo  at  Bassa;,  in  which  the  capital  presents  four  similar 
faces,  and  so  far  agrees  with  the  more  modein  Scamozzian 
capital,  from  which,  however,  it  widely  differs  in  other 
respects.  Each  face  of  this  capital  is  arched  vertically  as 
well  as  horizontally,  as  it  curves  downwards  on  each  side 
from  the  middle  of  its  upper  edge,  as  well  as  outwardly  to 
form  the  angular  volutes. 

This  example  offers  other  remarkable  points  of  difference, 
more  especially  in  the  construction  of  the  base,  which  is  of 
very  simple  form,  and  consists  of  an  amuilar  moulding  above 
a  very  large  one  of  a  concave  profile,  which  spreads  out 
beneath  to  considerably  more  than  two  upper  diameters  of 
the  shaft. 

The  base  employed  in  the  Athenian  Ionics  consists  of  two 
tori,  and  a  scotia  or  trochilus  between  them,  and  two  fillets, 
each  separating  the  scotia  from  the  torus  above  and  below  : 
the  fillet  above  the  torus  generally  projects  as  far  as  the 
extremity  of  the  upper  torus,  and  the  lower  fillet  beyond 
the  upper  torus;  the  scotia  is  very  flat,  and  its  section  an 
elliptic  curve,  jcjining  the  fillet  on  each  side  :  the  tori  and 
scotia  are  nearly  of  equal  heights ;  in  the  Ionic  temple  on 
the  Ilissus  a  bead  and  fillet  were  employed  above  the  upper 
torus,  joining  the  fillet  to  the  scape  of  the  column ;  the 
upper  torus  of  the  basis  of  the  same  temple,  and  that  of  the 
basis  of  the  temple  of  Erechtheus,  are  both  fluted,  preserving 
the  lower  part,  that  joins  the  upper  surface  of  the  fillet  above 
the  scotia,  entire.  The  upper  scntiaof  the  temple  of  Minerva 
Polias  is  enriched  with  a  beautiful  guilloche.  The  lower  torus 
of  the  base  of  the  antte  of  the  temple  of  Erechtheus  is  reeded, 
and  that  of  the  base'of  the  antis  of  the  temple  of  Minerva 
Polias  fluted,  and  separated  from  each  other  by  two  small 
cylindric  mouldings  of  a  quadrantal  section,  having  their 
convexities  joining  each  other.     This  form  of  a  base  is,  by 
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Vitnivius,  very  properly  called  the  Attic  base,  being  invented 
and  employed  liy  the  Atiieuiaiis  in  all  their  Ionics.  It  was 
also  adopted  by  the  Romans,  and  seems  to  have  been  their 
most  favourite  base:  for  it  is  not  only  employed  in  all  the 
examples  of  this  order  at  Home,  but  most  frequently  in 
the  Corinthian  and  Composite  orders  also.  However,  the 
proportions  of  the  Attic  base  as  employed  by  the  Romans, 
are  diHerent  from  that  employed  by  the  Greeks,  the  upper 
torus  of  the  former  being  always  of  a  less  height  than  the 
lower  one,  both  tori  plain,  and  the  scotia  containing  a  much 
deeper  cavity.  The  proportion  of  the  bases  of  the  Ionic 
and  Coiinthian  ordej-s  on  the  (x)liseum,  the  Ionic  on  the 
theatre  of  Marcellus,  and  that  on  the  temple  of  Fortuna 
Virilis  at  Rome,  have  nearly  that  assigned  by  Vitruvius. 
The  Ionic  bases,  as  employed  in  the  temple  of  Minerva 
Polias  at  Priene,  and  in  that  of  Apollo  Didymoeus,  near 
Miletus,  consist  of  a  large  torus,  three  pair  of  astragals,  and 
two  scotiee,  inverted  in  respect  of  each  other.  The  upper 
pair  of  astragals  is  disposed  below  the  torus,  and  the  scotia; 
separate  each  pair  of  astragals.  In  the  temple  of  Minerva 
Polias,  an  astragal  is  employed  above  the  torus,  separating  it 
from  the  shaft  ;  the  torus  itself  is  formed  ellifitically,  and  the 
under  part  of  it  is  fluted  :  it  has  also  a  flute  cut  in  the  upper 
part,  near  to  the  bead.  In  the  temple  of  Apollo  Didymreus, 
the  upper  torus  is  of  a  semicircular  section  and  plan,  and 
each  bead  of  every  pair  is  separatcid'  by  a  narrow  fdlet.  The 
base  of  the  Asiatic  examples  ditfers  little  from  that  which 
Vitruvius  ajipropriates  to  this  order.  In  the  former,  the 
scotias  are  inverted,  which  gives  a  greater  variety  in  the 
profile  than  when  both  stand  in  the  same  position  as  in  the 
Vitruvian  base. 

The  lonians,  besides  the  base  which  they  appropriated  to 
this  order,  sometimes  used  the  Attic  base  also,  as  in  the 
temple  of  Bacchus  at  Teos.  This  base  seems  not  only  to 
have  been  the  most  favourite  one  among  the  ancients,  but  is 
likewise  so  among  the  moderns.  It  is  not  so  heavy  in  the 
upper  part  as  that  denominated  Ionic;  its  contour  is  pleasing, 
and  its  general  appearance  elegant. 

The  shaft  is  fluted'  as  in  the  Doric,  from  which,  however, 
it  differs  in  this,  that  the  number  of  flutes  is  increased  to 
24,  and  their  junctions  are  not  formed  by  sharp  arrises,  but 
by  fillets.  The  channels  being  thus  multiplied,  and  set  apart 
from  each  other,  are  consequently  much  narrower  than  those 
of  the  Doric  order,  and  ai-e  much  deepei'  in  proportion  to 
their  breadth ;  and  their  extremities  terminate  in  the  semi- 
circle, or  semi-ellipse. 

The  architrave  of  the  temple  by  the  Ilissus  consists  of 
one  broad  facia,  and  its  crowning  cymatium  ;  the  parts  of 
the  cornice,  as  seen  in  front,  are  the  corona,  including  its 
cymatium  and  sima.  The  capital  or  cymatium  of  the  frieze, 
is  wrought  under  the  cornice,  and  consists  of  a  sim;i-reversp. 
and  bead  below  it.  The  height  of  the  architrave  is  about 
two-fifths  of  the  entablature;  and  by  dividing  the  upper 
three-fifths  again  into  five  parts,  the  plain  part  of  the  frieze 
will  occupy  three  parts,  and  the  cornice  two  parts. 

In  the  Ionic  order  of  the  temple  of  Ercchtheus,  and  of  the 
temple  of  Minerva  Polias,  the  architrave  consists  of  three 
faciic  and  cymatium;  the  cymatium  of  the  frieze  is  mostly 
wrought  under  the  corona.  If  the  height  of  the  entablature 
from  the  bottom  of  the  lower  facia  to  the  top  of  the  cymatium 
of  the  corona  be  divided  into  nineteen  parts,  the  architrave 
and  the  part  of  the  frieze  that  is  seen,  will  each  be  eight  parts  ; 
and  the  corona,  including  the  larmier  and  cymatium,  the 
other  three  jiarts.  The  volutes  of  the  capitals  of  these  orders, 
both  for  singularity  and  beauty,  exceed  every  other  remain  of 
antiquity. 

The  Asiatic  orders  differ  greatly  from  the  Attic.     In  most 


of  the  remains  of  this  order,  as  represented  in  the  lonitm 
Antigiiities,  the  friezes  are  all  wanting — except  in  one 
example,  and  consequently  the  whole  height  of  the  entabla- 
tures of  those  without  the  friezes  cannot  be  ascertained, 
though  the  architraves  and  cornices  belonging  to  each  other 
have  been  accurately  measured.  The  one  which  has  the 
entire  entablature  belongs  to  the  great  theatre  at  Laodicea  ; 
the  frieze  is  pulviuated,  and  is  something  less  in  height  ihan 
one-fifth  of  that  of  the  entablature.  The  architraves  of  the 
temple  of  Bacchusat  Teos,  and  the  temple  of  Minerva  Polias  at 
Priene,  are  each  divided  into  three  facite  below  the  cymatium. 
In  all  the  Asiatic  examples,  the  crowning  moulding  is  con- 
stantly a  sima-recta  of  a  less  projection  than  it  has  height : 
the  dentils  are  never  omitted,  and  their  height  is  nearly 
a  mean  proportion  betwei-n  the  height  of  the  sima-recta  and 
that  of  the  larmier,  corona,  or  drip,  being  always  greater  than 
the  height  of  the  corona,  and  less  than  that  of  the  sima-recta. 
The  cymatium  of  the  denticulated  band  is  wrought  almost 
entirely  out  of  the  soflit  of  the  corona,  or  recessed  upwards, 
and  consequently  its  elevation  is  almost  concealed.  The 
height  of  the  cornice  from  the  top  of  the  sima  to  the  lower 
edge  of  the  dentils  is  equal,  or  very  nearly  so,  to  that  of  the 
architrave.  The  altitude  of  the  frieze  without  its  cymatium, 
or  upper  mouldings,  may  be  supposed  to  be  about  a  fourth 
part  of  the  whole  entablature  ;  for  if  higher  than  this,  the 
entablature  would  be  too  great  a  portion  of  the  columns  for 
any  analogy  we  are  acquainted  with.  In  point  of  beautiful 
proportions  and  elegant  decorations,  the  entablatures  of  these 
two  last  examples  exceed  every  other  remain  ;  and  though 
their  proportions  are  very  different  from  those  remaining  at 
Athens,  they  are  still  pleasing. 

In  all  the  Grecian  examples  of  the  Ionic  order,  there  seems 
to  be  a  constant  ratio  between  the  upper  part  of  the  cornice 
from  the  lower  edge  of  the  corona  upwards,  and  the  height  of 
the  entablature  ;  this  is  nearly  as  2  to  9.  If  these  members 
were  regulated  in  any  other  manner,  their  breadths  would  be 
so  variable  as  sometimes  to  be  so  diminutive  that  their  forms 
could  not  be  perceived,  and  at  other  times  so  enlarged  as  to 
overcharge  the  whole  when  viewed  from  a  proper  station. 
Indeed  the  great  recess  of  the  mouldings  under  the  corona, 
makes  this  a  very  distinct  division,  and  on  this  account  the 
cornice  never  appears  too  clumsy,  though  the  whole  denticu- 
lated band  and  cymatium  of  the  frieze  are  introduced  below 
it,  which  seems  to  be  the  reason  of  so  great  an  apparent 
diflferenoe  between  the  Asiatic  and  Attic  species.  This 
order,  as  found  in  the  Ionian  territory,  is  complete ;  but  those 
at  Athens  are  deficient,  from  their  want  of  the  dentil  band, 
though  beautiful  in  many  other  respects. 

The  following  account  of  some  of  the  more  noted  speci- 
mens of  Ionic  building,  still  remaining,  is  extracted  from  a 
series  of  lectures  which  have  been  published  in  the  Builder. 
"  The  earliest  specimen  of  which  any  remains  are  to  be 
found  is  the  celebrated  temple  of  Juno  at  Samos,  which,  in 
the  age  of  Herodotus,  was  considered  as  the  largest  and  most 
stupendous  edifice  ever  raised  by  Grecian  art.  This  inter- 
esting ruin,  although  often  visited,  has  never,  until  recently, 
received  any  architectural  elucidation.  It  was  built  about 
the  COth  Olympiad  by  Rhacchus  and  Theodorus.  two  natives 
of  the  island;  and  the  style  possessing  many  peculiarities  is 
such  as  strongly  to  denote  its  archaic  origin.  The  bases  of 
the  columns  are  remarkable  fnmi  the  number  and  complica- 
tion of  their  parts  ;  the  shaft  is  not  fluted,  nor  is  there  any 
appearance  of  volutes  to  the  capitals." — (Lord  Aberdeen's 
Iiiyiiiri/,  p.  100.) 

15ut  the  purest  and  best  known  specimens  arc  to  be  found 
at  Athens,  where  we  see  at  once  the  simplest  and  richest 
modes  of  employing  the  style.    The  former  is  to  be  seen  in 
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the  graceful  little  temple  on  the  Ilis^us,  and  the  latter  in  the 
dmiUle  tt-niple.  erecttd  in  honour  of  the  \'irgin-r;oddess  and 
Kioditheus.  Nothing  can  be  more  simple  than  the  design  of 
the  former  Ijcautifiil  little  building,  which  is  only  20  feet  high 
to  the  Cornice;  from  the  fewness  of  the  mouldings  and  their 
freedom  from  enrichment,  it  serves  as  a  model  for  most  of 
the  hjnic  porticos  of  the  present  day,  as  it  is  admirably 
adapted  to  domestic  structures.  This  temple  had  a  portico 
of  four  columns  at  each  end,  but  was  without  any  lateral 
columns:  the  columns  are  only  21  inches  in  diameter,  and 
are  eight  diameters  high.  The  architrave  has  only  one  face ; 
and  the  frieze  was  probably  also  plain,  although  Stuart  con- 
siders that  it  may  have  had  an  enrichment,  as  a  fragment  of 
sculpture  represeuliug  several  figures,  was  found  at  Athens, 
which  exactly  fitted  the  space.  The  cornice  is  composed  of 
ihe  fewest  possible  mouldings,  which,  throughout  the  build- 
ing, are  of  the  simplest  character.  A  more  enriched  example 
is  that  of  the  temple  of  Minerva  Polias  (so  called  from  -noXig 
a  city  ;  thus  the  goddess  was  emphatically  the  protectress  of 
the  city  of  Athens)  placed  in  the  acropolis,  at  a  distance  of  150 
feet  from  the  Parthenon.  This  temple  is  connected  with  two 
othiT  buildings — the  Erechtheum  and  the  Pandrosium. 

M  e  now  proceed  to  notice  this  triple  temple  more  in  detail, 
for  which  purpose  a  plan  is  essential.  Elevated  on  three 
steps  is  a  portico  of  6  columns,  leading  to  what  is  called  by 
Stuart  the  temple  of  Erechtheus,  but  which  is  considered  by 
others  to  be  the  cella  of  the  goddess.  The  columns  are  2 
feet  3  inches  in  diameter,  21  feet  7  inches  high,  including 
base  and  capital,  and  are  4  feet  8  inches  apait.  The  width 
of  the  cell  is  32  feet  4  inches,  and  its  depth  23  feet  1 1  inches. 
In  the  rear  of  the  cell,  and  divided  from  it  by  a  wall,  is  the 
apartments  which  Stuart  ascribes  to  Minerva,  receiving  its 
light  from  three  openings  like  windows  (a  rare  and  valuable 
example)  placed  between  halfcolumns,  and  having  on  one 
side  a  communication  with  the  Pandroseum,  and  on  the  other 
with  a  noble  portico  of  four  columns  in  frtmt,  having  a  pro- 
jection of  two  inter-columns.  These  three  last-namtd  parts 
are  on  the  same  level,  which  is,  however,  about  9  feet  lower 
ihiin  that  of  the  hexastyle  portico.  The  columns  of  the 
tetrastyle  are  2  feet  9  inches  in  diameter,  and  25  feet  in 
bright.  The  little  building,  the  Pandroseum,  had  six  female 
figure-;,  called  Caryatides,  instead  of  columns,  to  support  the 
entablature,  and  their  origin  has  given  rise  to  much  dis- 
cussion. 

There  are  but  few  examples  of  this  order  as  practised  by 
the  Romans,  remaining  entire;  amongst  them  are  the  theatre 
of  Marcellus,  the  temple  of  Concord,  and  that  of  Fortuna 
Virilis.  Several  portions  of  the  order  have,  however,  been 
discovered  in  those  buildings  which  were  erected  after  the 
decline  of  the  empire,  such  portions  having  been  plundered 
fi'om  more  ancient  buildings,  to  enrich  the  new  edifices. 
Although  some  of  these  Roman  examples  are  of  considerable 
merit,  they  would  seem  to  fall  far  short  of  the  Grecian  in 
taste  and  elegance.  The  capital  was  greatly  impoverished 
by  the  volutes  being  considerably  reduced  in  size,  and  thereby 
losing  to  a  great  extent  its  importance  as  the  chief  charac- 
teristic of  the  capital.  This  fault,  however,  was  afterwards 
greatly  increased  by  the  Italians.  In  the  Greek  examples 
the  volutes  were  connected  together  by  a  series  of  mouldings 
or  hetn,  hanging  down  over  the  echinus,  after  the  manner  of 
a  festoon;  but  in  the  Roman  there  is  merely  a  straight  line 
without  any  moulding  carried  over  the  echinus,  which  is  not 
ne^irly  so  graceful  as  in  the  former  examples.  In  late 
specimens,  the  volute  consists  of  fewer  revolutions,  and  has 
no  secondary  spirals  upon  it ;  the  mouldings  of  the  spiral  also, 
as  well  as  the  intermediate  spaces  between  the  spirals,  are 
flat,  and   alto<;elher  the  volute  is  less  prominent,  and   less 


elaborately  worked  than  in  Grecian  specimen^.  In  the  teni- 
ple  of  Concord,  the  volutes  are  placed  diagonally,  similar  to 
those  of  the  capital  termed  Scamozzian,  so  as  to  [)resent  four 
similar  faces.  This  is  one  amongst  many  varieties  of  the 
Roman-Ionic  capital,  of  which  there  is  no  lack,  some  being 
ornamented  with  human  figures,  masks,  busts,  &c.,  as  in  an 
example  given  by  Pyranesi.  These  ditrerences  are  sufficient 
to  show  that  the  ancients  did  not  confine  themselves  to  one 
and  the  same  treatment  of  this  order  on  all  occasions.  The 
Italians  in  later  times  made  very  considerable  alterations, 
first  by  reducing  the  size  of  the  volutes,  so  as  to  make  them 
insignificant,  and  afterwards,  by  attempting  to  remedy  this 
defect,  and  give  importance  to  the  capital  by  the  addition  of 
an  ornamental  necking :  another  alteration  consisted  of  the 
addition  of  festoons  to  the  angular  or  Scamozzian  capital,  a 
festoon  being  suspended  on  each  side  of  the  capital,  from  the 
eye  of  one  volute  to  that  of  the  other  on  the  same  face ;  an 
example  of  this  practice  is  to  be  seen  in  the  portico  to  All- 
Souls  Church,  Langham-place,  London.  The  Romans  make 
use  of  the  Attic  base. 

The  Roman  entablature  differs  also  in  some  respects  from 
the  Grecian,  and  especially  in  the  proportions  of  the  cornice, 
which  in  the  latter  case  is  less  than  either  of  the  other  mem- 
bers, averaging  at  about  j^j^  of  the  entire  entablature,  whereas 
in  examples  of  Roman  practice,  the  cornice  is  by  far  the  most 
important  division  of  any,  the  proportions  of  the  theatre  of 
Marcellus  giving  43  minutes  to  the  architrave,  3G  to  the 
frieze,  and  CO  to  the  cornice,  while  those  of  the  temple  of 
Fortuna  Virilis  stand  thus:  architrave  38  minutes  ;  frieze  29; 
cornice  70 ;  which  gives  a  great  preponderance  to  the  cor- 
nice. The  projection  of  the  cornice  usually  equals  its  height, 
or  nearly  so.  The  upper  facia  of  the  architrave  is  surmounted 
with  a  fillet  and  ogee  often  wnriched,  and  the  lower  not  un- 
frequently  with  a  small  echinus,  also  enriched,  with  a  narrow 
fillet  underneath.  The  frieze  is  mostly  plain,  and  of  little 
importance,  but  that  of  the  temple  of  Fortuna  Virilis  has  an 
attempt  at  decoration.  The  cornice  is  supported  by  an  ogee- 
moulding,  and  dentil-band  surmounted  by  a  fillet,  a  bead- 
moulding,  aixl  a  large  enriched  echinus;  the  cornice  itself 
consisting  of  a  corona  with  a  small  ogee  and  fillet,  on  which 
is  placed  a  cymatium.  In  the  dentil-band,  the  dentils  are 
often  of  large  size,  and  placed  rather  wide  apart.  The 
Italians  have  not  unfrequently  introduced  into  this  order  what 
is  termed  a  pulvinatcd  frieze,  so  called  from  its  supposed 
resemblance  to  a  cushion,  its  profile  being  convex ;  one  of  the 
earliest  examples  of  the  pulvinated  frieze  occurs  in  the  baths 
of  Diocletian. 

The  general  proportions  of  the  order,  as  adopted  by  the 
Grecian  and  Roman  architects,  are  much  alike  ;  the  principal 
differences  existing,  as  we  have  shown,  in  matters  of  detail. 
Chambers  gives  the  height  of  the  column  eighteen  modules, 
and  that  of  the  entablature  four  and  a  half,  or  one-quarter  the 
height  of  the  column.  The  base  is  attic,  and  the  shaft  either 
plain  or  fluted,  and  in  the  latter  case  with  twenty,  or  more 
frequently  twenty-four,  flutings  with  fillets  between,  which 
should  not  be  broader  than  one-third  of  the  width  of  the 
flutes,  nor  narrower  than  one-quarter.  The  ornaments  of 
the  echinus  of  the  capital  should  correspond  with  the  flutes, 
so  as  to  have  an  egg  or  dart  over  the  centre  of  each  flute. 

Modern  examples  of  this  order  in  London,  are — 

St.  Pancras  Church,  copied  from  the  Erectheion,  and 
affording  also  a  specimen  of  Caryatides  with  entablature, 
after  the  small  building  called  the  Pandrosium. 

The  East  India  House,  after  the  Asiatic  examples. 

The  portico  of  Hanover  Chapel,  Regent-street,  after  the 
order  of  Minerva  Polias  at  Priene,  which  exhibits  the  peou 
liar  Ionic  base. 
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The  New  Post-Office. 

Ttie  British  Mu>eiim. 

The  poi-ti<-o  of  the  f^oliege  of  Surgeons,  after  the  small 
tpnipie  on  the  Ilissus. 

The  Church  in  Regent-square,  New  Road. 

The  Law  Institution,  Chancery-lane. 

The  sulijoined  table  of  proportions,  as  exhibited  in  various 
examples,  may  be  found  useful;  it  is  extracted  from  Knight's 
Cyclopasdia:  — 


Temple  of  Apollo  Epicurius, 
at  BassEB 

Teni|ile     of     Ereohtlieiis, 
Athens 

Aqiu'iltict  of  Adriiui 

Temple  on  tiie  Ilissus 

Temple    of    p'ortima    Virilis. 
at  Home 

Temple  of  Biicchns.  at  Teos. 
Minerva  Polias,  at  Priene.  . . 
Apollo       Diflynia;us,       near 

Miletus 

Propyliua.  at  Elensis 
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The  exatnples  which  we  have  selected  for  illustration,  are 
as  follows : — 

P/ate  I. — Finished  drawing  of  the  order  from  the  temple 
of  Minerva  Polias  at  Athens. 

P/ii/e  11. — The  same  in  outline. 

PlaSe  Hi. — Drawing  in  outline  of  column  and  entablature 
from  the  temple  of  Fortuiia  Virilis  at  Ivmne. 

F/dte  IV. — Drawing  in  outline  of  colunui  and  enttiblature 
frotii  the  temple  of  Marcelltis  at  Rome. 

IKON,  (from  the  Saxon  ireii.)  a  metal  of  a  bluish-white 
colour;  of  great  hardne-s  and  elasticity;  very  malleable; 
and  exceedingly  tenacious  and  ductile.  The  h.-udness  of  iron 
in  some  states  is  superior  tt)  thtitnf  any  other  metal  ;  and  it 
has  the  additional  tidvantiige  of  suHering  this  hardness  to  be 
itieretised  or  dimini.shed  at  pleasure,  by  eertaiii  chemical  pro- 
cesses, without  altering  its  foim.  It  is,  nevertheless,  easily 
formed  into  any  shape,  and  susceptible  of  a  high  degree  of 
polish;  it  is  the  most  eliistie  of  all  the  metals,  and,  next  to 
platina,  the  most  diflicult  of  fusiim.  Its  tenacity  is  also  greater 
than  lh.it  of  any  other  mi!t;il.  except  g'dd — an  iron  wire,  the 
tenth  part  of  an  inch  in  diameter,  having  been  found  capable 
of  sustaining  more  than  500lbs.  weight  without  breaking. 
Us  ductility  is  such  as  to  :dl()W  it  to  be  drawn  into  wire  as 
line  as  a  hair,  it  is  the  most  abinid.aiit,  the  most  important, 
and  the  most  valuable  of  all  the  metals.  Although  a  simple 
undecottipounded  substance,  it  is  not  naturally  found  in  this 
state,  except  in  comparatively  mintite  quantities,  but  is  the 
]irodtict  of  art.  Some  specimens  of  ntitive  iron,  nearly  pure, 
iiave  been  found  in  Siberiti  and  Sotitli  America;  also  matiy 
iron  stones,  rich  in  the  metal,  su[iposed  t<j  be  of  volcanic  or 
meteoric  origin,  hiive  been  foinid  in  numerous  parts  of  the 
earth;  but  all  the  iroti  of  comirieree  is  obtained  by  chemical 
means.  Iron  is  so  universally  dilfused  as  to  fortu  a  consti- 
tuent ptirt  of  almost  all  anim.-il,  vegetable,  and  mineral  sub- 
stances. Unlilie  metals  of  inferior  utility,  its  ores  are  not 
distributed  in  thin  veins,  or  scattered  in  minute  particles,  but 
are  thickly  stratified  over  many  thousands  of  square  miles, 
eiiiefly  in  th"  northern  regions  of  the  earth,  where  nature 
has  been  less  profuse  of  her  other  benefits.  The  use  of  this 
tnetal  is  of  very  great  antiquity,  though,  on  account  of  the 


difficulty  of  separating  it  from  its  ores,  and  of  working  it, 
piobably  not  so  remote  as  the  employment  of  gold,  silver, 
copper,  and  other  ciunpttratively  soft  metals,  which  are  in 
many  places  fotnid  in  a  ptire  metallic  state.  It  is  stated  by 
some  writers,  that  iron  is  mentioned  by  Moses  as  the  material 
of  which  knives  and  swords  were  fabricated ;  and  that 
Herodotus  mentions  the  presentation  of  a  saucer  or  vase  of 
iron,  very  curiously  inlaid,  by  Alyattes,  kingof  Lydia,  to  the 
Delphic  oracle.  Later  and  more  erudite  writers  have,  how- 
ever, maintained,  that  the  words  of  those  ancient  authors  have 
been  most  incorrectly  translated  into  our  language;  and  that 
the  working  and  use  of  iron  was  unknown  at  those  periods. 
At  what  time  ihc^  Tnatitifiieture  of  iron  was  first  attempted  in 
Britain  cannot  be  ])recisely  ascertained.  Some  suppose  (for 
it  is  iti  reality  only  a  probable  conjecture)  that  the  Phreni- 
cians,  who  wrought  the  liti-mines  of  Cornwall,  introduced 
into  the  comitry  lueti  who  were  skilled  in  metallic  cu-es,  and 
capable  of  estitiiating  their  value,  by  applying  the  minerals 
to  such  purposes  as  their  own  necessities  or  the  wants  of  the 
inhabitants  might  re(|uire.  There  is.  however,  mtich  evidence 
to  favour  the  belief  that  iron  was  worked  in  this  country 
dining  the  time  it  was  in  occupation  by  the  Romans;  and, 
that  during  the  establishment  of  the  Danes  in  England,  the 
arts  of  minintr  and  manul'icturiug  the  ores  of  iron  were  imich 
improved. 

iron  is  obtained  from  the  ore  by  an  operation  called  smelt- 
ing, and  in  this  state  it  is  called  cntd/'-iroH,  cast-iron,  or  pig- 
iron,  but  it  is  very  impure.  The  art  of  smelting  iron  was 
practised  in  this  country  during  the  time  of  the  Roman  occu- 
pation; and  in  many  ancient  beds  of  cinders — the  refuse  of 
iron-works — Roman  coins  have  been  found.  The  principal 
ancient  seats  of  the  iron  manufacture  in  this  country  appear 
to  have  been  the  Sussex  and  the  Forest  of  Dean,  or  Arden,  as 
it  was  then  called.  It  is  known  that  iron  works  existed  in 
that  |iart  of  Gloucestershire  in  l2o8,  because  there  occur.s, 
among  the  patent-rolls  of  Henry  HI.  of  that  date,  one  entitled 
'■  De  Forgois  levandis  in  Foresta  de  Dean."  Remains  of 
ancient  iron-fmiiaees  have  been  noticed  in  i^ancashire,  Staf- 
fordshire, and  Yorkshire.  The  art  of  working  in  iron  and 
steel  was  much  practised  in  this  island  before  the  Norman 
ci'nquest;  and  we  arc  told,  that  not  only  was  the  army  of 
Harold  well  supplied  with  weapons  of  steel  and  with  defensive 
armour,  but  that  the  horses  were  covered  with  steel  and  iron 
armour;  and  that  every  officer  of  r:iiik  maintained  a  smith, 
who  constantly  attended  his  master  to  the  war.s,  and  t<K)k 
charge  of  his  arms  and  armour,  to  keep  them  in  proper 
repair. 

The  iron  of  coinmerce  is  usually  divided  into  two  distinct 
qualities,  viz.,  pig-iron,  and  mtdleable  or  bar-iron — the 
second  being  the  result  of  an  extension  of  the  processes 
necessary  for  the  production  of  the  first. 

The  first  process  is  that  of  reducing  the  iron  stone  or  ore 
into  a  mettillic  state  by  means  of  fusion.  This  operation  is 
conducted  in  a  blast-furnace,  which  is  charged  with  certain 
proportions  of  iron-ore.  of  coke,  and  of  limestone.  The  <u-e 
must  previously  have  been  roasted  or  calcined  in  a  kiln,  in 
order  to  drive  out  the  water,  sulphur,  and  arsenic,  with 
which  it  is  more  or  less  combined  in  its  native  state  ;  by  the 
process,  it  loses  one-sixth  part  of  its  weight.  A  furnace  of 
the  size  commonly  used  in  Wales  will  |)roduce  from  5  to  6 
tons  of  pig-iron  in  twelve  hours.  For  tlie  largest  quantity, 
the  furnace  must  be  charged  progressively  with  15  tons  of 
roasted  iron-ore,  22^  tons  of  coke,  tind  ab.uit  (5  tons  of  lime- 
stone. These  ingredients  are  supplied  at  50  charges,  and 
must  be  intimately  mixed  together  in  the  furnace.  The 
limestone  must  be  broken  into  small  pieces;  its  u«"  is  to  act 
as  a  flux  to  the  ore,  and  promote  its  fusion.     The  heat  that 
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would  lie  pi'ddiiced  in  any  furnace  by  merely  setting  fire  to 
the  t'uel  wliieh  is  contained  in  it,  would  he  altofjetlier  insuffi- 
cient tor  the  fusion  of  the  ore,  if  its  intenseness  were  not 
promoted  by  the  forcing  in  of  a  current  or  blast  of  air.  For 
this  purpose  it  is  necessary  to  use  a  strong  nieclianical  force, 
and.  of  late  years,  the  agency  of  steam  has  been  coniinonly 
employed  for  this  purpose.  This  power  is  applied  to  the 
working  of  a  blowing  cylinder,  which  may  be  four  times  the 
ari'a  of  the  cylinder  of  the  steam-engine.  If  the  blast  thus 
produced  were  passed  immediately  from  the  blowing  cylinder 
through  the  tuyeres  or  tubes  to  the  furnace,  the  eflect  would 
be  intermitting  and  irregular,  ceasing  at  the  end  of  each 
stroke  of  the  steam-piston.  To  remedy  this  inconvenience, 
the  blast  is  carried  into  an  intermediate  chamber,  of  a  spheri- 
cal or  cylindrical  shape,  called  a  regulator;  and  as  the  air  is 
in  a  state  of  condensation  when  admitted,  itseHbrt  to  expand 
itself  again  to  its  natural  volume  causes  the  continuous  and 
regular  supply  to  the  furnace  which  is  necessary.  The  air 
thus  forced  into  the  furnace  keeps  the  heat  at  the  degree  of 
intenseness  which  is  indispensable  for  the  smelting  of  the  ore. 
Until  the  last  few  yeai-s,  the  air  thus  supplied  was  uniformly 
at  the  temperature  of  the  atmosphere  from  which  it  was 
immediately  taken  ;  and  the  elfect  was,  not  onlv  to  produce  a 
lower  degree  of  heat,  but  also  to  supplv  a  quantity  of 
moisture  which  is  prejndirial  to  the  smelting  process. 

The  blowing  of  hiatvd  air  has,  however,  recently  been 
intioduced  at  several  fouuderies,  and  likewise  at  the  Clyde 
iron-works.  This  improvement  is  the  invention  of  Mr.  J.  B. 
Nielson,  of  (ilasgow,  who-e  patent  was  enrolled  in  March, 
18'ii),  and  is  desigiuited  "an  improved  application  of  air  to 
produce  heat  in  tires,  forges,  and  furnaces,  where  bellows  or 
other  blowing  apparatus  is  required."  He  proposes,  that  the 
air  s  ipplied  by  any  kiuil  of  machine  shall,  beRjie  it  enters 
the  furnace  or  cupola,  be  made  to  pass  through  an  air-vessel 
heated  to  very  high  temperature — a  red  heat,  if  possible — by 
which  means  a  current  of  hot  air  will  be  thrown  on  the  fire, 
instead  of  the  cold  current  usually  emploved.  It  is  recom- 
mended that  the  air-vessel  be  surrounded  with  some  non- 
conducting substance,  and  iirdiedded  in  masonry.  The  capa- 
city of  this  vessel  for  a  smith's  forge  he  recommends  to  be 
about  1,200  cubic  inches  ;  and  for  a  cupola  or  blast-furnace, 
about  10,000  cubic  inches.  It  was  much  doubted  whether 
tiie  increased  temperature  of  the  fire  thus  blown  would  pro- 
duce advantages  equivalent  to  the  expense  of  constructing 
the  air-vessel  and  keeping  it  at  the  requisite  heat ;  and,  as 
respects  the  smelting  of  iron  in  particular,  the  theory  seems 
opposed  to  the  well-known  fact,  that  a  much  larger  quantity 
jf  iron  is  yielded  by  the  blast-furnaces  in  the  winter  season, 
or  when  the  air  is  cold,  than  during  the  summer  season,  v\hen 
the  air  is  warm.  The  experiment  at  the  Clyde  iron-works 
have,  however,  been  reported  niost  favourably  of;  and  the 
saving  of  coal  attending  it  is  so  great,  that  it  was  stated  in 
the  G/asi/ow  Chronicle  In  be  calculated  to  accomplish  a  saving 
in  the  consumption  of  this  island  to  the  amount  of  £200,000 
annually.  At  the  Clyde  iron-works,  the  air  was  heated  to 
220°  Fahrenheit  before  it  was  discharged  into  the  furnace — 
an  effect  which  was  produced  by  the  expenditure  of  only 
one-eleventh  part  of  the  cost  of  fuel  it  takes  to  heat  it  to 
the  same  temperature  in  the  blast-furnace,  which  may  be 
accounted  for  by  the  circumstance,  that  Mr.  Nielson's  air- 
vessel  is  heated  by  coals,  while  the  blast-furnace  is  heated  by 
coke.  Further  experience  in  this  invention  has  fullv  con- 
firmed the  views  of  the  patentee,  and  it  must  now  be  regarded 
as  one,  of  the  mo.st  valuable  improvements  in  modern  mctal- 
lurgie  operations, 

'•The  cost  of  the  process  of  reduction  by  the  hot-blast," 
observes  Mr,  Weale,  in  his  '  Dictionary  of  Terms  of  Art,' 


"being  so  much  less  th;m  that  with  the  cold-Mast,  the  ulti- 
mate value  of  the  former  is  of  couise  also  partiv  dependent 
upon  the  quality  of  the  produce.  On  this  head  much  dilfer- 
enee  of  opinion  has  often  been  inanif-sted,  and  with  all  the 
earnestness  usually  displayed  in  the  advocacy  of  self-interest. 
The  value  of  each  jirocess  must,  no  doubt,  arise  from  the 
conipleteness  of  the  fusion  produced,  and  the  separation 
efliscted  between  the  iron,  and  the  impurities  combined  with 
it  in  the  ore.  The  hot-blast  furnace  eflects  the  fusion  more 
readily  than  the  cold-blast,  but  admits  a  larger  combination 
of  cinders  with  the  ore  ;  and  the  advantage  which  has  been 
taken  of  this  facility  of  adulteration,  in  order  to  reduce  the 
cost  of  production,  has  doubtless  led  to  the  introduction  into 
the  market  of  many  qualities  of  hot-blast  iron,  which  are 
inferior  in  strength  to  that  made  with  the  cold-blast.  The 
results  of  some  of  the  most  carefully-conducted  experiments 
which  have  been  made  upon  the  strength  of  cast-iron,  and 
published  in  the  sixth  volume  of  the  new  series  of  "Memoirs 
of  the  Literary  and  Philosophical  Society  of  Manchester," 
show  that  the  transverse  strength  of  the  cold -blast  iron  tried 
was  about  2^  per  cent,  greater  than  that  of  the  hot-blast. 
The  experiments  here  referred  to  were  made  upon  rect- 
angular bars  1  inch  square,  and  4  feet  6  inches  long  between 
the  supports.  The  mean  average  breaking-weights,  placed 
at  the  middle  of  these  bars,  were — - 

In  21  samples  of  hot-blast  iron  .     .     .     445,5714  lbs. 

In  22  samples  of  cold-blast  iron      .     .     456.9090    " 

Cast  iron,  which  is  scarcely  malleable  at  any  temperature, 
is  generally  so  hard  as  to  resist  the  tile,  and  is  extremely 
brittle  ;  however,  it  is  equally  permanent,  in  many  applica- 
tions, with  wrought-iron,  is  less  liable  to  rust,  and  being 
easily  cast  into  various  forms  by  melting,  is  much  cheaper. 
Indeed,  the  labour  of  wrought-iron,  if  applied  to  many  of 
the  purposes  to  which  c^st-iron  is  used,  would  be  incredible, 
and  in  some  cases  insurmountable. 

The  uses  to  which  cast-iron  is  now  applied,  are  so  nume- 
rous, that  it  is  quite  impossible  to  particularize  them.  It  is 
used  extensively  in  the  wheel-work  of  every  department  of 
machinery,  in  crane-work,  in  iron  bridges,  in  beams,  and 
pillars,  for  large  buildings,  and  in  numerous  articles  of  manu- 
fiicture.  It  is  employed  in  the  construction  of  works  of  the 
greatest  inagnitude,  and  of  the  most  minute  character.  Tlie 
immense  iron-girders  of  a  railway  Vjridge  are  made  of  cast- 
iron,  and  oflering  a  striking  contrast  to  the  delicate  ornaments 
of  the  drawing-room  fahricated  of  the  same  useful  metal. 
Of  luce  _\  ears,  the  perfection  to  which  the  art  of  moulding  in 
iron  has  been  brought  is  almost  incredible,  in  particular,  we 
may  mention,  beautiful  specimens  of  ornainental  railings, 
chirnney-pieees,  figures  imitative  of  ancient  sculptures,  &c. 

Cast-iron  is  reduced  into  wrought  or  bar-iron,  or  forged- 
iron,  by  divesting  it  of  several  foreign  mixtures  with  which 
it  is  incorporated.  The  varieties  of  wrought-iron  are  the  fbl- 
lowing  :  hot-short  iron  is  so  brittle  when  heated,  that  it  will 
not  bear  the  weight  of  a  small  hammer  without  breaking  to 
atoms,  but  is  nndleable  when  cold,  and  very  fusible  in  a  high 
temperature ;  culil-short  iron  possesses  the  opposite  qualities, 
and  is  with  difficulty  fusible  in  a  strong  heat,  and  thcmgh 
capable  while  hot  of  being  beaten  into  any  shape,  is  when 
cold  very  brittle,  and  but  slightly  tenacious.  The  iron  in 
general  use,  which  though,  in  a  chemical  point  of  view,  not 
entirely  pure,  is  so  tiir  perfect,  that  it  possesses  none  of  these 
defects;  its  principal  propertiesare  the  following:  1st,  When 
applied  to  the  tongue,  it  has  a  styptic  taste,  and  emits  a  pecu- 
liar smell  when  rubbed  :  2nd,  Its  specific  gravity  varies  from 
7.6  to  7.8  ;  a  cubic  foot  of  it  weighs  about  5801b,  avoirdu- 
pois :  Srd,  It  is  attracted  by  the  magnet  or  loadstone,  and  is 
itself,  in  one  of  its  ores,  the  substance  which  constitutes  the 
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loadstone.  It  is  also  capable  of  acquiring  itself  the  attrac- 
tion and  polarity  of  the  iiiagiiet  in  various  ways;  iron,  how- 
ever, that  is  perfectly  pure,  retains  the  magnetic  virtue  only 
a  very  short  time;  4th,  It  is  malleable  in  e\ery  temperature, 
which,  as  it  rises,  increases  the  malleability.  It  cannot,  how- 
ever, be  hammered  out  so  thin  as  gold  or  silver,  nor  even  as 
copper.  Its  ductility  is  very  great,  and  its  tenacity  such, 
that  an  iron  wire  something  less  than  the  twelfth  of  an  inch 
in  diameter  is  capable  of  supporting,  without  breaking, 
549^lb.  avoiidupois  :  5th,  It  melts  at  about  158°  of  Wedge- 
wood  :  Glh,  It  combines  very  readily  with  o.xygen  ;  when 
e.\posed  to  the  air,  its  surface  is  soon  tarnished,  and  is  gra- 
dually changed  into  a  brown  or  yellow^  colour,  usually  called 
runt :  this  change  takes  place  more  rapidly,  in  proportion  as 
it  is  more  exposed  to  moisture. 

"  Between  the  cast-irons  made  in  different  parts  of  Great 
Britain,  there  are  characteristic  did'erences.  The  Stafford- 
shire metal  i-uns  remarkably  fluid,  and  makes  fine  sharp 
castings.  The  Welsh  is  strong,  less  fluent,  but  produces  bar- 
iron  of  superior  quality-.  The  Derbyshire  iron  also  forms 
e.xcellent  castings,  and  may  be  worked  with  care  into  very 
good  bar-iron.  The  Scotch  iron  is  very  valuable  for  casting 
into  hollow  wares,  as  it  affords  a  beautiful  smooth  skin  from 
the  moulds,  so  remarkable  in  the  castings  of  the  Carron  com- 
pany, in  Sterlingshire,  and  of  the  Phoenix  f  mndery  at  Glasgow. 
The  Shropshire  iron  resembles  the  Slatlbrdshire  in  its  good 
qualities." — Br.  Ure,  Diet,  of  Arls. 

The  following  statement  shows  the  results  of  some  inter- 
esting experiments  on  the  cohesive  strength  of  bar-iron,  as 
detailed  in  an  American  publication  : — 

'•  The  mean  result  of  numerous  experiments  on  wrought- 
iron,  detailed  in  the  Joiirnul  of  the  Franklia  Institute,  made 
by  a  Committee  of  the  Institute,  at  the  request  of  the  Trea- 
sury Department  of  the  Dnited  Stiites. 


Specific 
gravity. 

No.  of  ex- 
periments. 
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in  lbs.* 
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7.8014 
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2 

21 
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8 
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13 
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1 

47,909 
50,0110 

Alissduri  Slit  Rods 

'IV'iiiie.-^see  Bar 

52  099 

58,009 

Swedish  B;ir 

58  184 

Centre  Comity,  Pennsylvania 

Lincaster  County,  I'ennsylvania  .  . . . 
En;.<lish  Ev.  best  patent  Cable  Bolt 

58,400 
58,661 

59,105 

English  Ev.  best  patent  Cable  Bolt 

Iron,  hammer  hardened     

llus,~ian  Biir 

(  3.S3 
Phillipsburgh  Wire,  diameter.  .\  19ii 

(  156 
Cast  Steel 

71,000 

76.069 
84.186 
73,888 
89.162 
130,681 

*  Breakiog-weigbt  of  an  inch-square  bar,  deducting  liiction. 

"  The  experiments  were  made  ,at  ordinary  temperatures  on 
bars  of  iron  averaging  f  inch  bv  i  inch." 

To  preserve  iron  from  rust,  particuLarly  when  polished, 
various  methods  have  been  tried  with  more  or  less  success: 
among  others,  the  partial  oxidation,  known  by  the  term 
blneiiif/,  has  been  adopted  :  the  slightest  coat  of  grease  is 
sufficient  to  prevent  rust. 

With  reference  to  this  subject,  more  especially  as  to  the 
efTect  of  sea-water  on  cast-iron,  Mr.  Faraday  addressed  the 
following  observations  to  Sir  Byam  Martin,  chairman  of 
the  "  Harbours  of  Retuge  and  Defence"  cirmmission  : — 

"  Sir. — 1  hasten  to  reply  to  your  note,  though  not,  I  fear, 
with  any  certain  knowledge ;  for  infirm  health  has  prevented 


me  from  taking  up  the  consideration  of  the  action  of  sea-water 
on  iron,  as  my  observations  will  permit.  I  conclude  that  the 
question  is  of  cast-iron  in  sea-water.  Between  these  two 
bodies,  there  is  a  vigorous  action.  As  far  as  1  have  been 
able  to  observe,  it  is  the  greatest  in  the  water  near  the  sur- 
face;  less  in  deep  water;  and  least  of  all  when  the  iron  is 
buried  in  sand,  or  earth,  or  building-materials  (into  which 
the  water  may  penetrate;)  for  then  the  oxide  and  other 
results  formed,  are  detained  more  or  less,  and  form  sometimes 
a  cement  to  the  surrounding  matter,  and  always  u  partial 
protection.  Soft  cast  iron,  as  far  as  my  experience  goes 
(which  is  not  much,)  corrodes  more  rapidly  than  htird  cast ; 
soft  cast-iron,  as  fir  as  my  experience  goes,  moie  rapidly  than 
the  brittle  white  iron.  As  to  the  amount  of  coircpsion  in  any 
given  time,  1  have  not  had  the  opportuiiity  of  observing 
any  good  and  satisfactory  cases  of  ilki>tratinn. 

"In  estuaries  and  the  mouths  of  river.s,  it  is  very  probable 
that  great  differences  of  corrosion  will  arise  from  the  different 
circumstances  of  ariable  saltne.ss  ;  the  soil  of  the  river,  if  near 
a  town,  the  metallic  will  much  affect  it,  thus  a  wharf  of  cast- 
iron  might  occasionally  be  greatly  injui'cd  by  making  fast  to 
it  vessels  that  are  coppered,  u^itlg  iron  cables. 

"  As  to  the  protection  of  iron,  and  first  by  a  coating ;  the 
permanency  of  a  coat  of  paint,  or  of  tar,  or  bituminous  matter, 
can  only  be  ascertained  by  reference  to  experience.  Of  this 
I  have  none,  except  in  a  case  where  coated  iron  sheathed  for 
vessels  was  brought  to  me.  I  w'as  much  impressed  with  the 
thorough  adhesion  of  the  coat  to  the  iron.  The  process  was 
patent,  and  I  cannot  remember  whose  it  was.  Zinc-ed  iron 
would  no  doubt  resist  the  action  of  the  sea-water  as  long  as 
the  surface  was  covered  with  zinc,  or  even  when  partially 
crusted  with  that  metal ;  but  zinc  dissolves  rapidly  in  sea- 
water,  and  after  it  is  gone,  the  iron  would  fullnw. 

"As  lo  voltaic  protection,  it  has  often  struck  me  that  the 
cast-iron  piles  proposed  for  light-houses,  or  beacons,  might 
be  protected  by  zinc,  in  the  manner  Davy  proposed  to  protect 
copper  l)y  iron  ;  but  there  is  no  doubt  the  corrosion  of  the 
zinc  would  be  very  rapid.  If  found  not  too  expensive,  the 
object  woidd  be  to  apply  the  zinc  protectors  in  a  place  where 
they  could  be  e-xannned  often,  and  rejilace  them  when  ren- 
dered ineffective.  In  this  manner,  I  have  little  doul)t  that 
iron  could  be  protected  in  our  s<a-water.  It  is  even  probable 
that,  by  investigalion  and  trial,  diflerent  sorts  of  iron  might 
easily  Lie  distinguished  and  prepared,  one  of  which  would 
protect  the  other;  thus  soft  ca»t-iron  would,  probably,  pro- 
tect hard  cast-iron,  and  then  it  would  be  easy  to  place  the 
protecting  masses  where  they  could  be  removed  when 
required. 

"  Hence,  though  iron  be  a  body  very^  subject  to  the  action 
of  sea-water,  it  does  not  seem  unlikely  that  it  might  be  used 
with  advantage  in  marine  constructions  intended  to  be  per- 
m.anent,  especially  if  the  joint  cfTects  of  preserving  coats  of 
voltaic  protectors  were  applied.  Perhaps  engineers  ai'e  in 
the  possession  of  practical  and  experimental  data  sufficient  to 
allow  the  formations  of  a  safe  judgment  on  this  point.  For 
my  own  part,  I  am  not,  and  thereliu-e  am  constrained  to 
express  the  above  opinions  with  much  doubt  and  leserve." 

Iron  is  the  most  useful  and  most  plentiful  of  all  metals.  It 
requires  a  very  intense  heat  to  fu.se  it,  on  which  accotmt 
it  can  only-  be  brought  into  the  shape  of  tools  and  utensils  by 
hanimering:  this  high  degree  of  infusibility  would  prevent 
the  uniting  of  several  inasses  into  one,  were  it  not  from  its 
being  capable  of  welding,  a  property  found  in  no  other  metal, 
except  platina.  In  a  white  heat,  iron  appears  as  if  covered 
with  a  kind  of  varnish  ;  and  in  this  state,  if  two  pieces  be 
applied  together,  they  will  adhere,  and  may  be  peifectly 
united  by  forging. 
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A  very  extensive  mamifjicture  of  iron  articles  is  now 
carried  on  at  Biriningliani,  SiietKeld,  and  other  plaee^,  wliicii, 
although  they  are  cast  t'roni  fluid  metal,  are  nevertheless 
malleable.  This  properly  is  derived  from  two  causes  ;  first, 
the  pigs  aie  prepared  I'rom  the  rich  and  pure  iron  ores  of 
Cumberland  ;  and  the  metal  thus  obtained,  is  combined  with 
but  a  small  quantity  of  carbon,  so  as  nearly  to  resemble  steel 
in  colour,  hardness,  and  the  brilliancy  of  its  fracture;  and  it 
has  in  consequence  been  designated  by  some  manufacturers 
run  steel.  An  infinite  variety  of  articles,  including  nails, 
saddler's  ironmongery,  (and  particularly  such  goods  as  after- 
wards receive  another  metallic  coat,  as  those  which  are  plated 
upon  steel,)  are  cast  from  this  metal.  The  castings  thus  pro- 
duced are  exceedingly  brittle;  but  this  property  is  entirely 
destroyed  by  a  process  termed  annealing,  in  which  the  metal 
is  deprived  of  the  carbon  to  which  its  previous  fusibility  was 
owing,  and  is  in  consequence  brought  to  that  state  of  wrought 
iron  requiring  only  the  operations  of  the  shingling  forge  and 
rollers  to  give  it  a  laminated  and  fibrous  texture.  Nails 
made  by  this  process  nniy  be  drawn  out  longer,  and  bent 
backwards  and  forwards,  without  breaking.  The  metal  is, 
however,  not  so  strong  or  tough  as  hammered  and  rolled 
iron  ;  the  discovery  of  the  process  is  nevertheless  of  great 
value,  as  many  excellent  articles  are  produced  in  consequence, 
which  would  not  without  it  be  made  at  double  the  cost. 
The  discoverer  of  this  mode  of  converting  east-iron  goods 
into  malleable,  was  Mr.  Samuel  Lucas  of  Shelfield. 

A  description  of  iron  was  introduced  a  short  time  since, 
under  the  name  of  corrugated  iion,  which  has  already  met 
with  great  success,  and  promises  to  be  very  extensively  used. 
It  is  called  corrugated  from  its  grooved  or  lorinkly  appear- 
ance, produced  by  putting  the  sheets  between  rollers  having 
grooved  peripheries.  Sheet-iron  thus  prepared,  acquires  a 
strength  and  stiffiiess  much  bevond  its  ordinary  strength,  and 
adapts  il  for  purposes  for  which  the  common  sheet-iron  is 
found  insufficient.  Corrugated  iron  has  been  much  used  for 
roofs  of  railway  stations,  and  works  of  a  similar  kind. 

Formerly,  large  quantities  of  iron  were  imported  from 
Russia  and  Sweden,  and  previously  to  the  discovery  in  1785 
by  Mr.  Cort,  of  the  methods  of  puddling  and  rolling  or 
shingling  iron,  this  country  imported  70,000  tons  of  tliis 
metal,  a  vast  quantity,  considering  the  state  of  our  manu- 
factures at  that  time.  So  much,  however,  has  our  own 
wrought  iron  been  improved  in  the  manufacture,  that  it  may 
now  be  considereil  fully  equal  to  the  Swedish.  As  a  pro<if 
of  this,  the  Admiralty,  East  India  Company,  and  other  public 
departments,  now  contract  for  British  iron  only.    See  Steel. 

jNIr.  Jessop,  of  the  Butterley  Works,  estimated  the  annual 
produce  in  Great  Britain  (exclusive  of  Ireland)  in  1840,  at 
1,390,400  tons;  and  the  quantity  of  coal  used  for  smelting 
that  quantity  was  4,877,000  tons,  besides  2,000,000  tons  for 
converting  into  wrought  iron. 

At  the  late  meeting  of  the  British  Association  at  Cam- 
bridge, Mr.  Watt  read  a  report  on  the  iron  trade  in  Scotland, 
from  which  it  appears,  that,  at  the  present  moment,  there 
are  extensive  new  iron  works  erecting  in  Scotland,  especially 
in  Ayrshire  and  in  IJenfrewshire.  At  several  of  the  old 
works,  considerable  additions  are  being  made  to  the  number 
of  furnaces  now  at  work.  The  increase  in  the  annual  quan- 
tity of  pig-iron  smelted  in  that  country  in  April,  184.5, 
amounts  to  37.4  per  cent. ;  and  there  is  every  appearance 
that,  before  another  year  expires,  a  similar  increase  will  be 
made  in  the  amount  of  iron  produced  in  Scotland.  Sir  J. 
Guest,  of  Dowlars  Works,  in  evidence  before  the  Import 
Duties  Committee,  1840,  stated,  that  the  iron  made  at  the 
beginning  of  this  century  amounted  to  150,000  tons. — In 
1800,  258,000.— In  1823,  452,000.— In  1825,  581,000.— In 


1828,  703,000.— In  1835.  1,000,000.— In  1830,  1,000,000 
— In  1840,  1,500,000.  We  may  remark,  that  the  manufac- 
ture of  malleable  iron  is  yet  but  in  its  infancy  in  Scotland, 
although  making  rapid  strides  towards  an  important  position. 
There  are  five  establishments;  and  the  present  make  may 
be  computed  at  about  900  tons  per  week,  or  50,000  tons 
per  annum.  For  superior  finish,  toughness,  and  nniliirmity, 
it  will  stand  comparison  with  either  English  or  Welsh  iron. 

IRON  BRIDGE,  a  species  of  bridge  construi'ted,  as  its 
name  implies,  of  iron,  which  was  first  applied  to  this  pur- 
pose in  England,  towards  the  close  of  the  18th  century. 
The  merit  of  having  employed  this  material  in  bridge- 
building,  has  been  generally  claimed  fir  the  English,  but 
more  accurate  writers  state  that  it  really  belongs  to  the 
Chinese.  Be  this  as  it  may,  it  is  certain  that  in  no  coinitry  in 
the  world  have  been  erected  .so  many  magnificent  and  stu- 
pendous structures  as  the  iron  bridges  in  the  United  Kingdom. 

Under  the  article  Bridge,  (p.  58,  vol.  i.)  we  gave  some 
account  of  the  "  rise,  progress,  and  present  state"  of  bridge- 
building,  reserving  to  each  respective  head  the  more  detailed 
information  peculiarly  belonging  to  it.  Following  that 
course,  we  now  proceed  to  describe  the  several  forms  of 
bridges  built  of  iron,  as  cast-iron  arched  bridges,  cast-iron 
girder  bridges,  cast-iron  comp(n]nd  girder  bridges  trussed 
with  malleable  iron  bars,  tubular  bridges  of  various  kinds,  &c. 

The  first  iron  bridge  erected  in  this  country  was  over  the 
Severn,  a  little  below  Colebrook  Dale,  where  that  river  is 
narrow  and  rapi^l.  The  abutments,  which  are  of  stone,  are 
brought  to  about  10  feet  above  the  surface  of  common  low- 
water,  where  they  have  each  a  platform  of  squared  freestone 
for  ten  feet  breadth,  which  serves  for  a  hauling  way,  and  a 
base  for  the  arch  to  spring  from.  Upon  this  platform,  cast- 
iron  plates,  four  inches  in  thickness,  are  laid,  and  formed 
with  sockets  to  receive  the  ribs.  These  plates,  in  order  to 
save  metal,  have  considerable  openings  in  them.  The  prin- 
cipal, or  iiuier  ribs,  which  are  five  in  number,  and  which 
form  the  arch,  are  9  inches  by  (S^.  The  second  row  behind 
them,  and  which  are  cut  off  at  the  top  by  the  horizontal 
beaiing-pieces,  are  6h  by  6  inches :  the  third  row  are  6  by 
6  inches  :  the  upright  standards  behind  the  ribs  are  15  inches 
by  6^  inches,  but  they  have  an  open  space  in  the  breadth 
of  5|-;  the  back  standards  are  9  inches  by  6+,  with  projec- 
tions for  the  braces;  the  diagonals,  and  horizontal  ties,  are 
6  inches  by  4,  and  the  east-iron  tie  bolts  are  2|-  inches 
diameter.  The  covering  plates,  which  are  26  feet  in  length, 
reaching  quite  across  the  bridge,  are  one  inch  in  thickness. 
The  great  ribs  are  each  cast  in  two  pieces,  meeting  at  the 
keys,  which,  as  the  arch  is  circular,  100  feet  G  inches  span, 
and  45  feet  rise,  are  about  70  feet  in  length.  There  are 
circular  rings  of  cast  irorj  introduced  into  the  spandrels,  and 
there  is  a  cast-iron  railing  along  each  side  of  the  roadway  of 
the  bridge  :  the  weight  of  the  whole  of  the  iron  work  is 
378^  tons.  Behind  the  iron  work,  at  each  extremity  of  the 
arch,  the  abutments  are  carried  up  perpendicularly  of  rubble 
masonry,  faced  with  squared  stone,  and  the  wing-wall.s  are 
also  of  the  same  materials. 

The  iron  work  was  east  and  put  together  in  a  very  mas- 
terly manner,  under  the  direction  of  Abraham  Derby,  of 
Colebrook  Dale;  and  the  whole  was  completed  in  the  yeir 
1779.  The  design  was  origiiuil  and  very  bold,  and  was,  as 
for  as  concerned  the  iron  work,  well  e.xecnted  ;  but  being  a 
first  attempt,  and  placed  in  a  situation  where  more  skill  than 
that  of  the  mere  iron-mastiT  was  required,  several  defects 
became  apparent  when  the  bridge  was  comph'ted.  The 
banks  of  the  Severn  are  here  remarkably  high  and  steep,  and 
consist  of  coal  measures,  over  the  points  of  which  vast 
masses  of  alluvial  earth  slide  down,  being  impelled  by  springs 
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in  the  upper  parts  of  the  banks,  and  by  the  rapid  stream  of 
the  river,  which  dissolves  and  washes  away  the  skirts  below: 
the  masonry  of  the  aliutineiits  and  wing- walls  not  being  con- 
structed to  withstand  this  operation,  was  torn  asunder,  and 
forced  out  of  the  perpendicular,  more  particularly  on  the 
western  side,  where  ihe  abutment  was  forced  forward  about 
3  or  4  inches,  and  by  eontracting  the  span,  of  course  heaved 
up  the  iron  work  of  the  arch.  This  was  remedied  under  the 
direction  of  that  able  mason  Mr.  John  Simpson,  of  Shrews- 
bury, as  far  as  the  nature  of  the  case  would  admit  of,  by 
remo\ing  the  ground,  and  plicing  piers  and  counter-arches 
upon  the  natural  ground  behind  it.  Had  the  abutments  been 
at  Hist  suidv  down  into  the  natLiral  undisturbed  measures, 
and  constructed  of  dimensions  and  form  capable  of  resisting 
the  ground  behind;  and  had  the  iron  work,  instead  of  being 
foinied  in  ribs  nearly  semicircular,  been  made  flat  segments, 
pressing  against  the  upper  parts  of  the  abutments ;  the  whole 
editiee  would  have  been  much  more  perfect,  and  a  gre.a 
proportitui  of  the  weight  of  metal  saved.  We  have  already 
staled  tliat  one  row  of  the  piincipal  ribs  formed  the  arch ; 
the  two  rows  behind  are  carried  concentric  with  the  inner 
row,  until  intersected  by  the  roadway,  which  passes  imme- 
diately at  the  level  of  the  top  of  the  inner  ribs.  This  has  a 
iiuililated  appearance;  the  circular  rings  of  the  spandrels 
being  less  perfect  than  if  the  pressiu'e  had  been  upon  straight 
lines ;  for  a  circle  is  not  well  calculated  for  resistance,  unless 
subjected  to  an  espial  pressure  all  round. 

The  second  iron  bridge  was  built  upon  the  same  river, 
about  three  miles  above  the  former  one,  at  a  place  called 
Builduas.  An  old  stone  bridge  was  carried  away  by  a  very 
high  ilood  early  in  1795,  and  the  eounly  of  Salo|i  was  obliged 
to  restore  the  communication.  Mr.  Tellbrd,  the  celebrated 
engineer,  was  at  that  time  surveyor  for  the  public  works  of 
the  county,  and  on  his  recommendation,  the  niagistiates 
ordered  the  construction  of  a  cast-iron  bridge,  to  be  of  one 
arch  130  feet  span.  The  Colebrook  Dale  Company  became 
contractors,  both  for  the  iron  work  of  the  aich,  and  the 
masonry  of  the  aluitments.  Mr.  Teltord  had  .-.ome  dillieulty 
in  making  that  com[iany  depart  from  their  former  mode  of 
construction  :  but  he  at  last  prevailed  in  keeping  the  road- 
way low,  and  adopting  the  suspending  principle,  by  means 
of  a  rib  on  each  side  of  the  bridge,  which  spriuig  from  a 
lower  base  than  the  bearing  ribs,  and  rose  above  them  to  the 
top  of  the  railing;  thus  the  bearing  ribs  were  supported  by 
the  lower  parts  of  those  before  mentioned,  and  were  sus- 
pended bv  their  upper  parts.  The  bearing  ribs  have  a  curve 
of  17  in  130,  or  nearly  one-eighth  of  their  span.  The  sus- 
pending ribs  rise  34  I'eet,  or  about  tine-fourth  of  their  span. 
There  are  east-iron  braces,  and  also  horizontal  ties.  There 
are  4(j  covering  plates,  each  18  feet  in  length,  and  one  inch 
in  thickness.  They  have  flaunches  4  inches  in  depth,  and 
are  screwed  together  at  each  joint ;  so  that,  by  taking  the 
curvature  of  the  bearing  ribs,  and  being  lirmly  secured  at  the 
abutments,  instead  of  a  load,  they  comi>ose  a  strong  arch. 
There  being  only  one  rib  in  the  middle  of  18  feet  breadth  of 
bridge,  on  each  covering  plate,  a  cross  rib  or  Haunch,  4  inches 
in  depth,  is  cast  at  an  equal  distance  between  the  bearing 
ribs.  The  suspending  ribs  are  each  18  inches  in  depth,  and 
2^-  inches  in  thickness,  exclusive  of  a  moulding.  The  bearing 
ribs  are  15  inches  in  depth,  and  2^  inches  in  thickness,  and 
each  of  the  ribs  is  cast  in  three  pieces  only,  of  about  50  feet 
each ;  the  braces  are  5  by  3  inches.  The  principal  king- 
posis  are  10|^  by  4^  inches.  The  springing  plates  are  each 
3  feet  broad,  and  3  inches  thick,  with  openings  to  save  metal. 
The  u])rights  against  the  abutments  are  4^  inches  stpuire. 
The  strongest  upiights  in  the  railing  are  3  inches  scpiare,  and 
those  between  them  1  inch.     They  are  placed  G  inches  apart, 


between  middle  and  middle.  The  height  of  the  railing  ahr.  n-. 
the  surfice  of  the  roadway,  is  4  feet  9  inches.  In  each 
spandrel,  there  are  three  circular  arches  formed  with  hard- 
burned  bricks,  which  preserve  most  of  the  space  open,  but 
they  are  concealed  by  iron  ])lates,  one  inch  in  thickness, 
which  form  the  outside  facings.  On  the  eastern  side  of  the 
river,  although  the  banks  are  not  so  very  high  or  steep,  the 
quality  of  the  ground  being  similar  to  that  of  tlie  other  iron 
bridge,  particular  care  was  bestowed  upon  the  abutments: 
the  space  for  them  was  excavated  down  to  the  rock,  which 
lay  considerably  under  the  bed  of  the  river,  ami  the  masonry 
was  sunk  into  the  solid  part  of  the  rock.  It  was  built  up 
chiefly  of  square  masonry,  and  the  rest  of  rubble,  laid  very 
close  in  regular  courses,  and  having  the  back  |)art  firmed  in 
the  shape  of  a  wedge,  pointing  to  the  bank.  The  wing-walls 
were  curved  horizontally  and  vertically.  At  the  height  of 
10  feet  above  the  low-water,  there  is  a  hauling  path  on  each 
side  of  the  river.  This  bridge,  which  was  completed  in 
1796,  lias  never  shown  any  appearance  of  failure  in  any  of 
its  paits ;  nothing  can  be  more  perfect  than  the  iron  work; 
it  is  fitted  as  correctly  as  a  piece  of  good  carpentry. 

It  has  been  objected  to  this  structure,  that  by  connecting 
riiis  of  diflcrent  lengths  and  curvature,  they  are  exposed  to 
ditlerent  degrees  of  expansion  and  conlracti(jn.  This  appears 
just  in  theory  ;  and  that  no  discernible  eflijct  has  hitherto 
lieen  produced,  is  probably  from  the  diffijrence  being  small. 
Another  tibjecti<in  is,  an  apparent  heaviness  in  the  spandrels, 
from  concealing  the  circular  arches  with  iron  plates.  For 
appearance,  these  spaces  had  certainly  Ijetter  not  have  Ijeen 
concealed,  but  they  are  not  liable  to  the  objections  made  to 
the  former  iron  bridge,  because  the  space  around  them  is  all 
closely  liiled  uj);  ami  the  rojidway  lieing  formed  with  mate- 
rials similar  to  this  filling-up  matter,  distributes  the  pressure 
very  regularly.  Upon  the  whole,  considering  the  strength 
acijuiied  by  placing  the  covering  plates  wiih  their  deep 
flaunches,  in  the  form  of  an  arch,  we  doubt  whether  a  greater 
degree  of  strength  can  be  had  by  any  other  distribution  of 
the  same  quantity  of  cast-iron,  viz.,  173|-  tons:  it  appears  to 
us,  however,  that  the  upright  standards,  braces,  and  king- 
posts, might  be  made  of  smaller  dimensions. 

The  third  iron  bridge  was  constructi^d  over  the  river  Wear, 
near  Sunderland,  in  the  county  of  Durham,  its  projector 
was  Rowland  Burdon,  Esq.,  a  gentleman  of  considerable 
landed  property  in  that  county,  and  who,  for  some  time, 
represented  it  in  parliament.  The  iron-work  was  cast  at  the 
founderies  of  Messrs.  Walkers,  of  Rotherham,  and  erected 
under  the  inspection  of  Mr.  Thomas  Wilson.  The  confi- 
dence in  the  use  of  iron  for  arches  of  great  extent,  was  by 
this  time  established.  The  span  of  the  second  arch,  we  have 
seen,  is  30  feet  more  than  that  of  the  first;  and,  in  this 
third  instance,  the  span  is  100  feet  beyond  that  of  the  second, 
although  its  rise  is  only  the  same  as  that  of  the  suspending 
ribs  at  Huildwas.  The  arch  at  Sunderland  springs  00  feet 
above  the  level  of  the  surface  of  low-water  ;  the  s|.an  is  230 
feet ;  the  rise,  or  versed  sine,  is  34  feet ;  the  width  of  the 
roadway  32  feet;  and  there  are  six  ribs. 

In  this  arch  the  nu)de  of  construction  is  very  diflerent 
from  either  of  the  farmer.  Instead  of  working  with  pieces 
of  iron  from  about  50  to  70  feet  in  length,  each  rib  is  here 
composed  of  125  small  frames,  each  abotit  two  feet  in  tlie 
length  or  curve  of  the  rib.  and  5  deep  in  the  direction  of  the 
radius.  In  each  ft'ame  there  vie  three  pieciis  of  4  inches 
square,  which  run  in  the  diiection  of  the  curve  of  the  arch  ; 
and  these  are  connected  in  the  direction  of  the  radius  by  two 
other  pieces,  4  by  3  inches.  In  each  side  of  the  larger 
pieces  is  a  groove,  3  inches  broad,  by  three-quarters  of  an 
inch  in  depth  ;  and  opposite  each  cross  piece  there  is  a  hole 
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in  the  niidflle  of  the  s:roove.  When  the  abutments  were 
bronglit  up,  and  a  scatlolditij;  conslructed  iicross  the  river 
between  them,  six  of  these  fianies  were  placed  aj;ainst  the 
al)Utnients:  in  the  manner  of  aroh-stones.  Wroutiht-iron  bars, 
of  a  length  to  emiirace  sundry  frames,  were  then  fitted  into 
the  grooves.  Hollow  pipes  of  east-iron,  4  inches  in  diame- 
ter, fitted  to  reach  between  each  two  frames,  across  the  soffit, 
were  introdiiced.  Upon  the  ends  of  these  pipes  are  flaunches, 
in  which  there  are  holes,  answerable  to  the  holes  in  the  four- 
incli  pieces  of  tlie  frames,  and  also  to  those  of  the  wronght- 
iron  bars.  Through  these  holes  wrought  iion  holts  were 
introduced,  which  brought  all  the  before-mentioned  parts 
together  by  means  of  fore-locks.  The  frames  do  not  meet  at 
the  upright  pieces,  but  on  the  three  points  of  the  four-inch 
pieces  only.  On  the  ends  of  the  hollow  pipes,  there  are 
small  proji'cting  pieces,  which  embrace  the  upper  and  lower 
edges  of  the  frames  opposite  each  joining.  These  operations 
were  repeated  until  the  whole  of  the  frames  were  placed,  and 
the  arch  keyed,  foiming  six  ribs  between  the  abutments. 
Upon  the  ribs,  perpendicular  pillars  are  placed  ;  and  between 
their,  are  cast-iron  circles,  which  come  in  contact  with  the 
extrados,  the  upright  pillars,  and  the  bearers  of  the  roadway. 
The  bearers  and  covering,  we  suppose  for  cheapness,  are 
made  of  timber :  the  railing  is  cast-iron.  The  inclinations 
each  way  upon  the  arch,  probably  to  save  weight,  are  incon- 
veniently steep. 

From  its  great  elevation  and  lightness  of  construction  this 
bridge  is  justly  esteemed  a  bold  effort  of  art,  and  a  magnifi- 
cent feature  in  the  country.  The  wooden  bridges  in  Switzer- 
land, and  that  in  America,  are  of  greater  span;  but,  being 
placed  near  the  surface  of  the  water,  and  from  the  difference 
of  material,  their  parts  being  of  larger  dimensions,  there  can 
be  no  comparison  as  to  the  fineness  of  effect.  A  cast>iron 
bridge  was  also  built  over  the  river  Witham,  at  Boston,  in 
Lincolnshire,  the  design  for  which  has  been  generally  ascribed 
to  Mr.  Reniiie.  That  gentleman,  however,  only  gave  the 
width  and  ri^e  of  the  arch,  and  the  abutments  were  founded 
and  built  under  his  direction.  The  iron  arch  itself  was  de- 
signed and  executed  by  Mr.  Thomas  Wilson,  of  Sunderland. 
The  span  of  this  arch  is  about  85  feet;  the  rise  about  5  feet 
6  inches;  the  breadth  is  36  feet;  and  there  are  eight  ribs, 
each  rib  composed  of  eleven  frames,  3  feet  deep  in  the  direc- 
tion of  the  radius.  At  each  joining  there  is  a  cast-iron 
grating  across  the  arch  which  connects  the  frames,  on  the 
same  principles  as  practised  at  the  Ponlcysylte  aqueduct. 
Instead  of  three  pieces  in  the  direction  of  the  curve,  as  at 
Sunderland,  here  are  only  two,  but  they  are  7  inches  by  4^. 
These  are,  in  each  frame,  connected  in  the  direction  of  the 
radius,  by  pieces,  4  by  3  inches.  Upon  the  back  of  the  ribs, 
pillars,  4  by  three  inches,  are  placed  perpendicularly  to  sup- 
port the  roadway.  The  superstructure  resembles  that  of  the 
first  iron  bridge  at  Colebrook  Dale.  The  arch  has  been  kept 
very  flat,  to  suit  the  tide  below  and  the  streets  above.  The 
frames  being  made  about  four  times  the  length  of  those  at 
Sunderland,  and  being  connected  with  cast-iron  gratings  in- 
stead of  wrought-iron,  are  essential  impi-ovements  ;  but  from 
the  pieces  in  the  frames,  which  are  in  the  direction  of  the 
radius,  being  only  4  by  3  inches,  while  the  main  pieces  in 
the  direction  of  the  curve  are  7  by  4+,  a  great  proportion  of 
the  former  are  broken.  This  is  a  defect;  and  the  pillars 
which  support  the  roadway  being  perpendicular,  do  not  cor- 
respond with  the  radiated  pieces  of  the  frames.  The  ribs, 
in  springing  from  the  perpendicular  face  of  the  masonry  of 
the  abutment  have  also  a  crippled  appearance. 

hi  the  improvements  made  under  the  direction  of  Mr. 
Jessop,  at  the  port  of  Bristol,  it  became  necessary  to  change 
the  course  of  the  river  Avon,  and  two  very  handsome  cast- 


iron  bridges  were  built  over  the  new  channel.  The  span  of 
the  iron  work  of  each  arch,  is  100  feet;  the  rise  12  fc't  (J 
inches,  or  one-eighth  of  the  span  ;  the  breadth  is  30  feet. 
There  are  six  rihs;  each  rib  is  composed  of  two  pieces 
meeting  in  the  middle,  and  they  are  connected  crosswise  by 
nine  cast-iron  ties,  which  are  dovetailed,  and  wedged  into 
the  ribs;  the  cross  .sections  of  these  ties  are  in  the  form  of 
the  letter  T.  The  ribs  stand  upon  abutment-plates,  which 
are  laid  in  the  direction  of  the  radius.  These  plates  are  33 
feet  in  length,  2  feet  4  inches  in  breadth,  and  4  inches  in 
thickness.  In  each  plate  are  5  apertures,  each  5  feet  long, 
and  20  inches  in  width.  The  ribs  are  2  feet  4  inches  in 
depth  in  the  direction  of  the  radius,  and  two  inches  in  thick- 
ness, and  have  each  80  apertures,  one  foot  square,  separated 
by  bars  3  inches  broad,  excepting  opposite  the  cross  ties, 
where  the  solid  is  12  inches  broad.  Where  the  ribs  meet  in 
the  middle  they  have  flaunches,  8  inches  broad  and  2  thick, 
and  they  are  connected  by  cast-iron  screw-bolts,  3  inches  in 
diameter.  Between  the  ribs  and  the  bearers  of  the  roadway, 
perpendicular  pillars,  with  cross  sections  formed  like  the 
letter  T,  are  placed  :  the  bearers  are  of  the  same  form.  The 
whole  is  covered  with  cast-iron  plates,  and  there  are  rail- 
ings of  cast-iron. 

There  is  great  simplicity,  and  much  of  correct  principle, 
in  this  design:  1.  The  springing-plates  being  placed  in  the 
direction  of  the  radius,  and  the  abutments  receding  to  pro- 
duce a  space  behind  the  ribs  equal  to  that  between  the  upright 
pillars.  2.  The  ribs  being  composed  of  two  pieces,  and  one 
joint  only:  and,  3.  Wrought-iron  being  wholly  excluded. 
But  we  regret  still  observing  the  varying  dimensions  of  the 
parts  of  the  ribs;  and  that  the  supporting  pillars  are  still 
placed  perpendicularly  ;  and  which,  as  the  arch  has  more  cur- 
vature, has  a  yet  worse  effect  than  at  Boston. 

In  the  course  of  his  employment  as  engineer  to  the  board 
of  parliamentary  commissioners  for  making  roads  and  con- 
structing bridges  in  the  Highlands  of  Scotland,  Mr.  Telford 
erected  a  cast-iron  bridge  over  an  arm  of  the  sea,  which 
divides  the  county  of  Sutherland  from  that  of  Ross,  at  a 
part  where  several  of  those  roads  unite.  In  this  bridge,  the 
defects  noticed  iu  the  former  works  of  this  sort  appear  to  be 
avoided.  The  arch  is  1.50  feet  span;  it  rises  20  feet,  it  is 
16  feet  in  width,  and  has  4  ribs.  In  the  abutments,  not  only 
are  the  springing-plates  laid  in  the  direction  of  the  radius, 
but  this  line  is  continued  up  to  the  roadway.  The  springing- 
plates  are  each  16  feet  in  length,  3  feet  in  breadth,  and  4 
inches  in  thickness,  with  sockets  and  shoulder-pieces  to  re- 
ceive the  ribs.  In  each  plate  are  3  apertures,  3  feet  in 
length  and  IS  inches  in  width.  Each  of  the  ribs,  for  the 
conveniency  of  distant  sea-carriage,  is  composed  of  5  pieces, 
3  feet  in  depth  in  the  direction  of  the  radius,  and  2^  inches 
in  thickness.  There  are  triangular  apertures  in  the  ribs, 
formed  by  pieces  in  the  direction  of  the  radius,  and  diagonals 
between  them  ;  but  every  part  is  of  equal  dimensions.  At 
every  joining  of  the  pieces  of  the  ribs,  a  cast-iron  grating 
passes  quite  across  the  arch ;  upon  these  are  joggles  or  shoul- 
derings  to  receive  the  ends  of  the  ribs:  the  ribs  have  also 
Haunches,  which  are  fixed  to  the  gratings  with  cast-iion 
screw-bolts.  Each  rib  is  preserved  in  a  vertical  plane,  by 
covering  the  whole  with  grated,  flaunched  plates,  properly 
secured  together,  and  to  the  top  of  the  ribs,  by  cast-iron  screws 
and  pins.  In  the  spandrels,  instead  of  circles  or  upright 
pillars,  lozenge,  or  rather  triangular  forms,  are  introduced, 
each  cast  in  one  frame,  with  a  joggle  at  its  upper  and  lower 
extremities,  which  pass  into  the  sockets  formed  on  the  top 
of  the  ribs,  and  in  the  bearers  of  the  roadway.  Where  the 
lozenges  meet  in  the  middle  of  theii  height,  each  has  a  square 
notch  to  receive  a  cast-iron  tie,  which  passes  from  each  side, 
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and  meets  in  the  middle  of  the  breadth  of  the  arch,  where 
they  iue  secured  l>y  fire-locks.  Next  to  the  abutments,  in 
order  to  suit  the  inclined  face  of  tlie  masonry,  there  are  half- 
lozenges.  By  means  of  these  lozenge  or  triangular  forms, 
the  points  of  pressure  are  preserved  in  the  direction  of  the 
radius.  The  oovering-|ilates,  in  order  to  preserve  a  sufficient 
degree  of  strength,  and  lessen  the  weight,  are,  instead  of 
solid,  made  of  a  reticulated  shape  ;  the  apertures  widen  be- 
low, to  leave  the  matter  between  them  a  narrow  edge  ;  and 
contract  upwaj'ds,  so  as  to  prevent  the  matter  of  the  roadway 
from  falling  through.  This  disposition  of  the  iron-work, 
especially  in  the  spandrels,  also  greatly  improves  the  general 
appearance. 

The  success  which  had  attended  the  use  of  iron,  as  a 
material  in  bridge  building,  had  now  given  such  confidence 
to  engineers,  that  works  of  the  greatest  magnitude  were  pro- 
posed by  the  master-minds  of  Telford,  Rennie,  and  others. 
At  this  period,  the  practicability  of  constructing  a  bridge 
over  the  Menai  Straits  had  been  much  discussed.  It  was 
deemed  expedient  by  government  to  facilitate,  as  much  as 
possible,  the  intercourse  between  England  and  Ireland.  For 
this  purpose,  an  investigation  was  made  as  to  the  most  eft'ec- 
tual  mode  of  improving  the  mail-roads  from  Holyhead 
through  North  Wales. 

The  Island  of  Anglesea,  as  is  well  known,  is  separated 
from  Carnarvonshire  by  the  celebrated  strait  or  arm  of  the 
sea,  named  the  Menai,  through  which  the  tide  flows  with 
great  velocity,  and,  from  local  circumstances,  in  a  very  pecu- 
liar manner.  This  rendered  the  navigation  difficult,  and  it 
had  always  beena  formidable  obstacle  in  the  before-mentioned 
communication.  The  passage  between  Anglesea  and  the 
opposite  mainland  was  maintained  by  six  ferries,  the  chief  of 
which  was  called  Bangor  Ferry,  from  its  proximity  to  that 
town  :  but  a  permanent  connection,  by  means  of  a  bridge, 
had  been  in  contemplation,  and  various  projects  for  one  had 
been  under  consideration.  From  a  report  of  the  House  of 
Commons,  of  June  1810,  it  appears,  that  Mr.  Rennie,  the 
engineer,  had  given  plans  and  estimates  for  bridges  at  this 
place  in  1802,  and  had  been  called  on  to  revise  them  in  1810. 
His  plans,  which  appear  in  the  last-mentioned  report,  are, 
1st,  One  arch  of  cast-iron,  450  feet  span,  over  the  narrowest 
part  of  the  strait,  at  a  projecting  rock  named  Ynys-y-Moch  : 
and,  2nd,  Another  upon  the  Swilley  rocks,  consisting  of  three 
cast-ircHi  arches,  each  350  feet  span.  The  expense  of  that 
at  Ynys-y-Moch  is  estimated  at  £259,140,  and  of  that  at  the 
Swilley,  £290,147.  He  prefers  the  latter,  because  he  says, 
"  On  account  of  the  great  span  of  the  arch  at  Ynys-y-Moch, 
and  the  dilliculty  and  hazard  there  will  be  in  constructing  a 
centre  to  span  the  whole  breadth  of  the  channel  at  low-w-ater, 
without  any  convenient  means  of  supporting  it  in  the  middle, 
on  account  of  the  depth  of  water  and  rapidity  of  the  tide,  or 
of  getting  any  assistance  from  vessels  moored  in  the  channel 
to  put  it  up;  I  will  not  say  it  is  impracticable,  but  I  think 
it  too  hazardous  to  be  recommended."  And,  again,  in  the 
same  report:  "1  should  be  little  inclined  to  undertake  the 
building  a  bridge  at  Ynys-y-Moch." 

But  from  the  report  of  June,  1811,  it  appears  that,  in  May 
1810,  Mr.  Telford  was  instructed  by  the  Lords  of  the 
Treasury  to  survey,  and  report  upon  the  best  method  of 
improving  the  lines  of  communication  between  Holyhead  and 
Shrewsbury,  and  also  between  Holyhead  and  Chester;  and 
to  consider,  and  give  plans  for  passing  the  Menai.  in  the 
aforesaid  report  (of  1811),  we  have  his  plans  and  estimate. 
His  explanations  we  shall  give  in  his  own  words;  but  before 
doing  so,  it  is  necessary  to  observe  that  much  of  the  following 
exti'act  may,  perhaps,  more  pi'operly  belong  to  the  deseri[> 
tion  of  the  Menai  bridge,  which  will  be  found  under  the  head 


Suspension  Bridge.  It  is,  however,  given  here,  as  it. 
describes  a  mode  of  constructing  centres  applicable  as  well 
to  stone  as  to  iron  arches : — 

"The  duty  assigned  me,"  says  Mr.  Telford,  "being  to 
consider,  and  report  respecting  a  bridge  across  the  ^Meuai.  I 
shall  confine  myself  to  this  object.  Admitting  the  imjior- 
tance  of  the  communication  to  justify  acting  on  a  large  scale, 
I  not  only  consiiler  the  constructing  a  bridge  practicable,  but 
that  two  situations  are  remarkably  favourable.  It  is  scarcely 
necessary  to  observe,  th.-it  one  of  these  situations  is  at  the 
Swilley  rocks,  and  the  other  at  Ynys-y-Moch.  These  two 
being  so  evidently  the  best,  the  only  question  that  can  arise 
is,  to  which  of  them  the  preference  ought  to  be  given. 

"  From  the  appendix  to  the  second  report  to  the  Holyhead 
roads  and  harbour,  it  appears  that  a  considerable  number  of 
small  coasting  vessels,  viz.,  from  16  to  100  tons,  navigate 
the  Menai,  and  that  there  have  been  a  few  from  100  to  150 
tons.  By  statements  from  the  principal  ship-builders  in  the 
river,  made  in  the  year  1800,  to  the  committee  for  improving 
the  port  of  London,  it  also  appears  that  vessels  of  150  tons, 
when  they  have  all  on  end,  are  only  88  feet  in  height  above 
the  water-line  ;  and  farther,  that  even  ships  of  300  tons,  with 
their  top-gallatit  masts  struck,  are  nearly  the  same  height; 
these  in  the  Menai  are  extreme  cases,  and,  if  provided  fir, 
ought,  as  to  navigation,  to  satisfy  every  i-easonable  person; 
it  n>ay,  indeed,  rather  be  a  question  whether  the  height  should 
not  be  limited  to  vessels  under  100  tons,  by  which  the  ex- 
pense of  a  bridge  would  be  considerably  diminished. 

"In  the  plans  I  have  formed,  provision  is  made  for  admit- 
ting vessels  of  150  tons  to  pass  with  all  on  end  ;  that  is,  in 
one  design  preserving  90  feet,  and  in  the  other  100  feet,  be- 
tween the  line  of  high-water  and  the  lower  side  of  the  soffit 
of  the  arch.  The  first  design  is  adapted  for  passing  across 
the  three  rocks,  named  the  Swilley,  Beniass,  and  Ynys-well- 
dog,  which,  by  their  shape  and  position,  are  singularly 
suitable.  To  embrace  the  situation  most  perfectly,  I  have 
divided  the  space  into  three  openings  of  200  feet,  and  two 
of  100  feet  each,  making  piers  each  30  feet  in  thickness.  Over 
the  thi'ee  large  openings,  the  arches  are  made  of  cast-iron; 
over  the  smaller  spaces,  in  order  to  add  weight  and  stability 
to  the  piers,  semicircular  arches  of  stone  are  introduced;  but 
over  these,  as  well  as  the  larger  openings,  the  spandrels, 
roadway,  and  railing,  are  constructed  of  cast-iron.  In  this 
■way  the  navigation  is  not  impeded,  because  the  piers,  stand- 
ing near  the  outer  edges,  are  guards  for  preventing  vessels 
striking  upon  the  rocks  ;  wliile  the  whole  structure  presents 
very  little  obstruction  to  the  wind.  From  the  extremity  of 
the  abutments,  after  building  rubble  walls  above  the  level 
of  the  tideway,  1  propose  carrying  embanknienls  until  the 
roadway  reaches  the  natural  ground.  The  annexed  drawing 
will  sufficiently  explain  the  nature  of  the  design.  I  propose 
the  bridge  to  be  32  feet  in  breadth;  and,  from  minute  cal- 
culations made  from  detailed  drawings,  I  find  the  expense  of 
executing  the  whole  in  a  perfect  manner  amounts  to  £1 58.054. 

"The  other  design  is  for  the  narrower  strait,  called  Ynys- 
y-Moch.  Here  the  situation  is  particularly  favourable  for 
constructing  a  bridge  of  one  arch,  and  making  that  500  feet 
span,  leaves  the  navigation  as  free  as  at  present.  In  this  I 
have  made  the  height  100  feet  in  the  clear  at  high  water 
springtides;  and  1  propose  this  bridge  to  be  40  feet  in 
breadth.  Estimating  from  drawings,  as  already  described, 
1  find  the  ex|iense  to  be  £127,331,  or  £31,323  less  than  the 
former.  From  leaving  the  whole  channel  luiimpeded,  it  is 
certainly  the  most  perfect  scheme  of  passing  the  Menai ;  and 
would,  in  my  opinion,  be  attended  with  the  least  iuconveui- 
enco  and  risk  in  the  execution. 

"  In  order  to  render  this  evident,  I  have  made  a  drawing, 
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to  show  in  wlmt  manner  the  centering  or  frame,  for  an 
arch  of  tliis  niagiiiluilc,  may  he  constriicteJ.  Hitherto, 
the  c-cnterinn;  has  been  made  by  jihicins:  supports,  and  work- 
ing from  below  ;  but  in  the  case  of  the  Menai,  from  the 
nature  of  the  bottom  of  the  channel,  the  depth  at  \ov.-- 
watcr,  an<l  the  great  rise  and  rapidity  of  the  tides,  this  would 
be  very  dillicult,  if  not  impracticable.  1  therefore  propose 
changing  the  mode,  and  working  entirely  from  above,  that  is 
to  sav,  instead  of  supporting,  I  mean  to  suspend  the  center- 
ing. By  inspecting  the  drawing,  the  general  principle  of 
this  will  be  readily  conceived. 

"I  propose,  in  the  first  place,  to  build  the  masonry  of  the 
abutments  as  far  as  the  lines  a  b,  c  d,  and  in  the  particular 
manner  shown  in  the  section.  Having  carried  up  the  masonry 
to  the  level  of  the  roadway,  I  propose  upon  the  top  of  tbe 
abutments  to  construct  as  many  frames  as  there  are  to  be 
ribs  in  the  centre ;  and  of  at  least  an  equal  breadth  with  the 
top  of  each  rib.  These  frames  to  be  about  50  feet  high  above 
the  top  of  the  masonry  ;  and  to  be  rendered  perfectly  firm 
and  secure.  That  this  can  be  done,  is  so  evident,  I  avoid 
entering  into  details  respecting  the  mode.  These  frames  are 
for  the  purpose  of  receiving  strong  blocks  or  rollers  and 
chains,  and  to  be  acted  upon  by  windlasses  or  other  powers. 

"I  next  proceed  to  construct  the  centre  itself;  it  is  pro- 
posed to  be  made  of  deal  baulk,  and  to  consist  of  four  separate 
ribs;  each  rib  being  a  continuation  of  timber  frames,  5  feet 
in  width  at  the  top  and  bottom,  varying  in  depth  from  25  feet 
near  the  abutments  to  7  feet  6  inches  at  the  middle  or  crown. 
Next  to  the  face  of  the  abutments,  one  set  of  frames,  about 
50  in  length,  can,  by  means  of  temporary  scaftblding,  and 
iron  chain  bars  from  the  before-mentioned  frame~,  bo  readilv 
constructed,  and  fixed  upon  the  oftsets  of  the  abutments,  and 
to  horizontal  iron  ties  laid  in  the  masonry  for  this  purpose. 
A  set  of  those  frames  (four  in  number)  having  been  fixed 
against  the  face  of  each  abutment ;  they  are  to  be  secured 
together  by  cross  and  diagonal  braces,  and  there  being  only 
spaces  of  C  feet  8  inches  left  between  the  ribs,  (of  which 
these  frames  are  the  commencement,)  they  are  to  be  covered 
with  planking,  and  the  whole  converted  into  a  platform, 
50  feet  by  40.  By  the  nature  of  the  framing,  and  its  being 
secured  by  horizontal  and  suspending  bars,  1  presume  everv 
per>on  accustomed  to  practical  operations  will  admit  that 
these  platliirms  may  be  rendered  perfectly  firm  and  secure. 

"The  second  portion  of  the  centre  frames,  having  been 
previously  prepared  and  fitted  in  the  carpenter's  yard,  are 
brought,  in  separate  pieces,  through  passages  purposely  left 
in  the  masonry,  to  the  before-mentioned  platforms.  Thev  are 
here  put  together,  and  each  frame  raised  by  the  suspending 
bars  and  other  means,  so  that  the  end  which  is  to  be  joined 
to  the  frame  already  fixed,  shall  rest  upon  a  small  movable 
carriage.  It  is  then  to  be  pushed  forward,  perhaps  u[)on  an 
iron  railroad,  until  the  strong  iron  forks,  which  are  fixed  on 
its  edge,  shall  fall  upun  a  round  iron  bar,  which  forms  the 
outer  edge  of  the  first,  or  abutment  frames.  When  this  has 
been  done,  strong  iron  bolts  are  put  through  eyes  in  the  forks, 
and  the  afnn'said  second  portion  of  the  frame-woi  k  is  suftered 
to  descend  to  its  intended  position,  by  means  of  the  suspend- 
ing chain-bars,  until  it  closes  with  the  end  of  the  previuusly 
fixed  fame,  like  a  rule  joint.  Admittiiig  the  first  frames 
were  firmly  fixed,  and  that  the  hinge  part  of  this  joint  is 
suffieiently  strong,  and  the  joint  itself  20  feet  deep,  1  con- 
ceive, that  even  without  the  aid  of  the  suspending  bars,  this 
second  portion  of  the  centering  would  be  supported  ;  but  we 
will  for  a  moment  suppose,  that  it  is  to  be  wholly  suspended. 
It  is  known,  by  experiment,  that  a  bar  of  good  malleable  iron, 
one  inch  square,  will  suspend  80,0001b.,  and  that  the  powers 
of  suspension  are  as  the  sections ;  conseciuentl  v,  a  bar  14  inch 
69  '  1         .'  2 


square,  will  suspend  180.0001b.;  Init  the  whole  weight  of 
this  portion  of  the  rib,  inchnling  the  weight  of  the  suspend- 
ing bar.  is  only  about  30,000  lb.,  or  one-sixth  of  the  weight 
that  might  safely  be  suspended  ;  and  as  I  propo^-c  two  sus- 
pending chain-bai's  to  each  portion  of  rib,  if  they  had  the 
whole  to  support,  they  would  only  be  exerting  about  one- 
twelfth  (if  their  power;  and  considering  the  proportion  of 
the  weight  which  rests  upon  the  abutments,  they  are  equal 
also  to  support  all  the  iron  work  of  the  bridge,  and  be  still 
far  within  their  power. 

"  Having  thus  provided  for  the  second  portion  of  tlie  cen- 
tering a  degree  of  security  fiir  beyond  what  can  be  required, 
similar  operations  are  carried  on  from  each  abutment;  until 
the  parts  are  joined  in  the  middle,  and  form  a  complete  cen- 
tering ;  and  being  then  braced  together,  and  covered  with 
pilanking  where  necessary,  the  whole  becomes  one  general 
platform  or  wooden  bridge,  to  receive  the  iron-work. 

'•It  is,  I  presume,  needless  to  observe,  that  upon  such  a 
centering  or  platform,  the  iron-work,  which,  it  is  understood, 
has  been  previously  fitted,  can  be  put  together  with  the 
utmost  correctness  and  facility  :  the  communication  from  the 
shores  to  the  centre  will  be  through  the  before-mentioned 
passages  in  the  masfmry.  The  form  of  the  iron-work  of  the 
main  ribs  will  be  seen,  by  the  drawing,  to  compose  a  system 
of  triangles,  preserving  the  principal  points  of  bearing  in  the 
direction  of  the  radius.  It  is  proposed  in  the  breadth  of  the 
bridge  (i.  e.  40  feet)  to  have  nine  ribs,  each  cast  in  twenty- 
three  pieces,  and  these  connected  by  a  cross-grated  plate, 
nearly  in  the  same  manner  as  in  the  great  aqueduct  of  Pont- 
cysylte,  over  the  valley  of  the  Dee,  near  Llangollen.  The 
fixation  of  the  several  ribs  in  a  vertical  plane,  appearing 
(after  the  abutments)  to  be  the  most  important  object  in  iron 
bridges,  I  propose  to  accomplish  this  by  covering  the  several 
parts  or  ribs,  as  they  are  progressively  fixed,  with  grated,  or 
reticulated  and  flaunched  plates,  across  the  top  of  the  ribs. 
This  would  keep  the  tops  of  the  ribs  immovable,  and  convert 
the  whole  breadth  of  the  bridge  into  one  frame.  Besides 
thus  securing  the  top,  I  propose  also  having  cross-braces  near 
the  bottom  of  the  ribs. 

"  The  ribs  being  thus  fixed,  covered,  and  connected  toge- 
ther, the  great  feature  of  the  bridge  is  completed.  And  as, 
from  accurate  experiments  made  and  communicated  to  me  by 
my  friend,  the  late  William  Reynolds,  of  Colebrook  Dale,  it 
requires  448,0001b.  to  crush  a  cube  of  one  quarter  of  an  inch 
of  cast-iron,  of  the  quality  named  gun-metal,  it  is  clear,  while 
the  ribs  are  kept  in  their  true  position,  that  the  strength  pro- 
vided is  more  than  ample. 

"  When  advanced  thus  far,  I  propose,  though  not  to 
remove,  yet  to  ease  the  timber-centering,  by  having  the  feet 
of  the  centering  ribs  (which  are  supported  by  offsets  in  the 
masonry  of  the" front  of  the  abutment)  placed  upon  proper 
wedges  ;  the  rest  of  the  centering  to  be  eased  at  the  same 
time  by  means  of  the  chain-bars.  Thus  the  hitherto  dan- 
gerous operation  of  striking  the  centering,  will  be  rendered 
gradual  and  perfectly  safe  ;  inasmuch  that  this  new  mode  of 
suspending  centering,  instead  of  supporting  it  from  below, 
may  perhaps  hereafter  be  adopted  as  an  improvement. 
Although  the  span  of  the  arch  is  unusually  great,  yet  by 
using  iron  as  a  m.atcrial,  the  weight  upon  the  centre,  when 
compared  with  large  stone  arches,  is  very  small.  Taking 
the  mei-e  ring  of  arch-stones  in  the  centre  arch  of  Blackfriars' 
bridge,  156x43x5,  equal  to  33.450  cubic  feet  of  stone,  it 
amounts  to  2.236  tons;  whereas  the  whole  of  the  iron  work, 
in  the  main  ribs,  cross-plates,  and  ties,  and  grated  covering 
plates,  that  is  to  say,  all  that  is  lying  on  the  centering  at  the 
time  it  is  to  be  eased,  weighs  only  1,791  tons.  It  is  true, 
that  from  the  flatness  of  the  iron  arch,  if  left  unguarded,  a 


I  n  0 


30 


RO 


great  proportion  of  thfs  weight  would  rest  upon  the  center- 
ing; but  this  is  counterbalanced  by  the  operation  of  the  iron 
ties  in  the  abutments,  and  wholly  commanded  by  the  sus- 
pendinfi  chain-bars. 

"  When  the  main  ribs  have  been  completed,  the  next  step 
is  to  proceed  with  the  iron  supporters  of  the  roadway  ;  and 
these,  instead  of  being  eon-tructed  in  the  form  of  circles,  or 
that  of  perpendicular  pillars,  as  hitherto,  are  here  a  series  of 
triangles,  thus  including  the  true  line  of  bearing.  These 
triaiigles  are,  of  course,  preserved  in  a  vertical  plane  bv  cross 
ties  and  braces.  Iron  bearersare  supported  by  these  triangles, 
and  upon  the  bearers  are  laid  the  covering  plates  under  the 
roadway,  which,  instead  of  being  solid,  are  (in  order  to  lessen 
the  weight)  proposed  to  be  reticulated. 

"If  1  have,  throughout  tliis  very  succinct  description,  made 
myself  understood,  it  will,  I  think,  be  admitted,  that  the  con- 
structing a  single  arch  across  the  Menai,  is  not  only  a  very 
practicable,  but  a  very  simple  operation;  and  that  it  is  ren- 
dered so,  chiefly  liy  ado)iting  the  mode  of  worUing  from  each 
abutment,  without  at  all  interfering  with  the  tidewav. 

"  In  the  case  of  the  Swilley  bridge,  although  the  arches  are 
smaller,  yet  being  placed  on  piersjsituated  on  rocks,surrounded 
by  a  rapid  tide,  the  inconvenience  of  carrying  materials,  and 
working,  is  greatly  increased  ;  and  supposing  the  bridge  part 
constructed,  an  enormous  expense  is  still  to  be  incurred  before 
the  roadway  can  be  carried  over  the  flat  ground  on  the 
Anglesea  shore.  Therefore  whether  economy,  facility  of 
performance,  magnificence,  or  durability,  be  consulted,  the 
bridge  of  one  arch  is,  in  my  opinion,  infinitely  preferable  ; 
and  it  is  no  less  so,  if  considered  in  what  regards  the  naviga- 
tion."    See  Suspension  Bridge. 

A  very  handsome  bridge  was  erected  over  the  river  Trent, 
in  the  county  of  Stafford,  from  the  designs  and  under  the 
direction  of  James  Potter,  Esq.  The  specification  for  this 
structure  is  so  ably  drawn,  and  describes  so  precisely  every 
part  of  the  works  to  be  contracted  for,  that  we  think  we  shall 
do  good  service  to  the  student,  by  transcribing  it  in  extenso, 
as  a  model  for  similar  compositions. 

SPECIFICATION  OP  WORKS. 

Mason's  Work. — "  Specification  of  the  mason's  work  of 
the  abutments  for  the  iron  bridge  intended  to  be  erected  over 
the  river  Trent,  at  a  place  commonly  called  High  Bridge, 
near  to  Handsacre  in  the  county  of  Stafford  : — 

"The  footings  to  be  in  3  courses,  laid  on  level  beds;  the 
■courses  to  be  not  less  than  1  foot  thick,  and  the  front  or  out- 
side courses  to  be  laid  header  and  stretcher  alternately  ;  the 
stretchers  to  be  not  more  than  4  feet  long,  and  to  average 

2  feet  in  width  upon  the  beds  ;  the  headers  to  average  4  feet 
in  length,  and  2  feet  upon  the  beds;  the  stones  to  bo  all 
properly  worked  on  the  beds,  that  is.  to  have  a  tool  draught 
round  them,  and  dressed  off  fair  between  with  a  point  or  pick  : 
the  joints  or  ends  of  the  stretchers  to  be  squared  their  whole 
length,  and  the  joints  of  the  headers  squared  in  the  width  of 
the  stretchers,  and  the  other  parts  dressed  or  squared  with  a 
pick  ;  all  the  space  between  the  courses  to  be  tilled  in  with 
ashlar  of  the  same  thickness  as  the  outside  courses,  the  beds 
prepared  as  before  directed,  and  thes  ides  and  ends  squared 
with  a  pick,  and  laid  in  proper  bond  to  fall  in  with  the 
outside  courses,  and  when  a  course  is  finished,  to  be  grouted  ; 
the  whole  surface  is  then  to  be  dressed  off' level  before  another 
course  is  begun  to  be  set. 

'•The  front  courses  of  these  abutments,  cutwaters,  and 
wing-walls,  to  be  not  less  than  1  foot  thick ;  laid  on  level 
beds  with  bond,  that  is,  the  joints  to  overlap  about  8  inches, 
header   and  stretcher  alternately  ;    the  headers  to  average 

3  feet  ()  inches  wide  ;  the  stretchers  to  be  not  more  than 

4  feet  in  length,  and  1  foot  6  inches  wide.     The  beds  of  the 


stones  to  be  all  worked  fair,  and  the  joints  squared  the  width 
of  the  stretchers,  and  the  (iice  of  them  clean-tooled.  The 
wing-walls  to  be  built  curvilinear  on  the  plans,  finishing  with 
octangular  piers,  and  battering  in  a  curve  line  3  feet  in  the 
whole  height;  the  joints  to  be  rusticated. 

"The  hearting  of  the  abutments,  that  is,  between  the  out 
side  courses  to  be  worked,  to  fall  in  with  the  radii  of  the 
arch,  as  shown  on  the  section.  The  stone  composing  this 
part  of  the  abutments,  to  be  aboiit  1  fo^t  thick  where  they 
terminate  at  the  bottom,  and  when  they  extend  to  require 
stones  ninre  than  18  inches  thick,  they  may  be  in  two  courses 
if  required;  the  stones  niu>t  average  not  less  than  2  feet 
upon  the  beds,  and  from  3  t<>  4  in  lenjxth  ;  the  beds  to  be  fair 
dressed  by  a  tool  draught  round,  and  dressed  nlf  between  with 
a  pick;  the  headings  and  side  joints  squared  and  set  in  pro- 
per bond  as  before  expressed  ;  and  when  one  course  is  set,  it 
must  be  dressed  off"  fur  to  its  radii,  and  sprouted  before  another 
course  is  begun. 

"  The  s])rinning-stones,  that  is,  those  on  which  the  spring- 
ing; plates  of  the  arch  are  to  rest,  to  be  4  feet  on  the  face  on 
which  the  plates  rest ;  the  projection,  or  string-course,  to  be 
worked  on  the  same  stones.  These  stones  to  be  not  less 
than  3  feet  on  the  beds. 

"The  cornice  and  plinth  of  the  wing-walls,  and  piers,  to 
be  worked  according  to  drawings,  that  is,  to  match  the  iron 
cornice.  The  caps  of  the  piers  and  cutwaters  to  be  each  in 
one  stone,  and  worked  as  shown  on  the  drawings. 

"  To  be  a  puddle  of  clay  3  feet  thick  put  in  against  the 
back  of  the  abutments,  and  wing-walls  carried  up  with  the 
masonry  as  it  proceeds,  and  filled  in  behind  with  spoil  (got 
out  from  the  foimdations)  to  the  extent  of  the  wing-walls,  and 
well  rammed  down  to  keep  the  puddle  in  its  proper  plare. 

"  The  stone  to  lie  used  for  the  works  to  be  got  from 
Tixall  or  Western  quarry,  or  any  other  of  as  good  a  quality  ; 
it  must  be  free  from  clay-holes  or  dry  rents,  and  all  to  be  set 
on  its  natural  or  quarry  bed. 

"The  mortar  to  be  composed  of  barrow  lime  and  river  or 
drift  sand,  two  parts  of  sand  to  one  of  lime;  mixed  up  in 
small  quantities,  as  it  is  used,  with  as  little  water  as  possible, 
and  well  beat  with  a  beater  before  it  is  used.  The  grout 
must  be  made  with  the  same  lime  mixed  up  with  coarse 
sand  and  small  gravel,  in  the  same  proportion  as  above 
mentioned. 

"The  contractor  must  find  all  materials,  tools  and  utensils, 
for  his  part  of  the  work,  and  shall  not  let  any  part  of  the 
work,  except  quarrying  the  stone,  and  carriage  of  the  same 
and  other  matei'ials,  to  any  person,  but  the  whole  to  be  done 
by  men  on  dav-wai;es.  The  excavating  the  earth  for  the 
foundations,  to  be  done  by  the  county. 

"The  works  are  to  bo  done  under  the  superintendence  of 
the  surveyors  of  the  pul)lic  works  for  the  county  of  Stafford, 
or  such  surveyor  as  the  justices  asscmliled  in  quarter  sessions 
shall  at  .any  time  hereafter  appoint ;  and  should  it  at  any  time 
appear  during  the  execution  of  any  parts  of  the  works  to  such 
surveyor,  that  the  contractor  is  neglecting  or  doing  any  part 
of  the  work  contrary  to  the  tiue  meaning  and  intent  of  this 
specification,  the  magistrates  shall  have  it  in  their  power  to 
take  the  work  out  of  his  haiuls,  and  employ  others  to  finish 
it;  anil  what  money  may  bo  due  to  the  said  contractor,  to 
remain  in  the  hands  of  the  treasurer  of  the  county  till  the 
whole  is  completed  ;  and  any  loss  that  may  be  sustained  by 
the  neglect  or  misconduct  of  the  said  contractor,  to  be  paid 
for  out  of  it. 

^^ Iron  work-. — ^Specification  of  the  iron  work  for  a  bridge 
intended  to  be  erecteil  over  the  river  Trent,  at  a  [dace  com- 
monly called  High  Bi  idge,  near  to  Ilandsacrc,  in  the  county 
of  Staffiu-d  :— 
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"Upon  each  !il);itiiii.'iit  is  to  be  a  springing  plate  of  cast- 
iron,  each  ca^•t  in  one  picco,  and  to  have  shoulderings  and 
sockels  to  receive  the  ends  of  the  ribs.  Each  plate  is  to  be 
of  the  form  and  dimensions  as  shown  upon  the  drawings. 
The  baciv  of  each  socl;et,  or  the  part  against  which  the  ends 
of  the  ril)s  will  abut,  is  to  be  clipped,  and  made  to  have  a 
true  and  even  face  to  the  e.xact  radius  ot'  the  arch. 

'•There  is  to  be  but  one  arch  of  140  feet  span,  and  rising 
14  feet;  the  arch  is  to  be  composed  of  5  ribs,  each  cast 
in  7  pieces  of  equal  lengths.  The  ribs  are  to  be  30  inches 
deep,  in  the  direction  of  the  railius,  and  of  the  exact  shape 
and  dimensions  as  shown  upon  tiie  drawings.  The  parts  of 
each  rib  and  the  ribs  are  to  lie  connected  by  cast-iron  tic  or 
cunneeting  plates,  each  cast  in  one  piece,  and  passing  quite 
across  the  arch;  the  parts  composing  each  rib  are  to  have 
flanges  cast  upon  each  of  tlie  ends  which  abut  against  the 
cunneeting  or  tie  plates,  and  are  to  bo  secured  to  them 
by  o  inch  square  threaded  wrought  iron  screw-pins  in  each 
flange.  Each  flange  is  to  be  clipped,  and  made  true  over  the 
whole  of  its  surliice  to  the  e.\act  radius  of  the  arch,  so  as  to 
have  a  solid  and  true  joint.  The  ends  of  the  parts  of  the 
ribs  which  are  to  be  fixed  in  the  sockets  of  the  springing- 
plates  are  to  be  clipped,  and  made  true  over  their  whole  sur- 
iiice  of  section,  so  that  they  may  have  a  sound,  solid,  and 
true  abutting  joint.  The  parts  of  each  tie  or  connecting 
plate  against  which  each  part  of  the  rib  abut<,  must,  for  the 
whole  area  of  each  flange,  be  made  to  the  exact  radius  of 
the  arch,  and  be  clipped  and  made  to  have  a  true  and  even 
f  ice.  Joggles  are  also  to  be  cast  upon  each  tie  or  coriuecting 
plate,  which  are  to  fit  into  the  joggles  cast  on  the  ends  of  the 
jiarts  of  the  ribs.  Both  the  male  joggles  upon  the  tie  or 
coiniecting  plates,  and  the  female  joggles  at  the  ends  of  the 
ribs,  are  to  be  made  to  the  radius  of  the  arch,  and  clipped, 
and  made  true  over  their  whole  surface,  so  tiiat  each  joint 
may  he  solid. and  true  throughout. 

"  Upon  the  top  of  each  of  the  ribs  is  to  be  a  shouldering, 
running  its  whole  length,  having  sockets  to  receive  the 
joggles  upon  the  bottom  of  the  spandrils.  Diagonal  braces 
of  cast-iron,  of  the  same  section,  form,  and  dimension,  and 
disposed  in  the  manner  as  represented  in  the  drawings,  are  to 
be  used;  each  of  the  parts  composing  the  braces  are  to  abut 
against  tba  ribs  in  the  situations  and  in  the  manner  shown 
upon  the  drawings,  and  secured  to  them  by  keys  and  cotters, 
or  wedges,  filed,  and  made  true  upon  their  edges;  the  parts 
of  the  braces  which  abut  against  the  ribs,  and  also  the  face 
of  the  snugs  or  bed-pieces,  cast  upon  the  ribs  to  receive 
them,  must  be  chipped  so  that  they  may  have  a  true 
solid  joint. 

"The  spandrils  are  to  be  of  the  same  form  and  dimensions 
as  shown  upon  the  drawing.  The  spandrils  over  each  lib 
are  to  be  the  same  in  every  respect,  excepting  that  upon  the 
outside  face  of  the  outside  spandrils  a  fillet  must  be  cast, 
running  round  each  opening,  as  shown  upon  the  drawing ;  the 
fillet  to  be  1^  inch  wide,  and  projecting  f  of  an  inch  upon 
the  bottom  of  the  spandrils ;  at  the  point  of  each  lozenge  must 
be  cast  joggles  to  fit  into  sockets  on  the  tops  of  the  ribs. 
Ears  also  to  be  cast  at  the  same  place ;  the  situations  of  the 
joggles  and  ears  marked  upon  the  drawings.  At  the  central 
intersection  of  each  lozenge  there  must  be  a  brace  running 
quite  across  the  bridge;  each  must  be  done  as  shown  up(.in 
the  drawings,  viz.,  having  a  wrought-iron  screw  bolt  14-  inch 
in  diameter,  passing  through  Cflst-iron  tubes,  with  washer, 
plates,  &c.,  quite  across  the  bridge.  These  braces  are  to  be 
placed  in  the  situations  as  marked  upon  the  drawings.  The 
i-pandrils  may  be  cast  in  any  convenient  lengths,  and  con- 
nected by  flanges  of  proper  strength,  and  1^  inch  wrought- 
iron  screw-pins. 


"The  outside  spandrils  are  also  to  have  a  flange  cast  on 
therr  tops,  running  the  whole  length  of  the  bridge,  to  bed 
the  cornice,  &c.,  upon. 

"The  cornice  is  to  be  of  the  same  form  and  dimension  as 
shown  upon  the  drawing,  having  strengthening  pieces  cast 
inside,  not  farther  asunder  than  3  feet.  It  must  be  cast  in 
lengths  not  exceeding  9  feet ;  and  each  piece  is  to  be  con- 
nected to  the  other  by  internal  flanges  and  three  1^^  inch 
wrought-iron  screw-pins  in  each  joint.  The  bottom  of  the 
cornice  will  lie  njion  a  flange  cast  upon  the  top  of  the  outside 
spandrils,  and  be  secured  to  it,  and  the  road-plates  1-|-  inch 
wrought-iron  serewpins,  two  in  each  road-plate. 

"The  plinth  is  to  be  of  the  dimensions  and  form  as  shown 
upon  the  drawings;  it  must  be  cast  in  lengths  not  exceeding 
8  feet  6  inches,  each  piece  to  be  connected  to  the  other  by  a 
dove-tailed  joint.  Ears  are  also  to  be  cast  on  the  bottom  of 
each  side,  to  secure  it  to  the  top  of  the  cornice  by  1^  iiicb 
wrought-iron  screw-pins,  not  more  than  two  feet  asunder. 
Sockets  are  to  be  cast  in  the  top  of  the  plinth,  to  receis'e. 

"  The  palisade  bars  ai'e  to  be  1^  inch  square,  placed  arris- 
ways,  and  not  more  than  G  inches  asunder  from  centre  to 
centre.  The  handrail  is  to  be  of  the  same  dimensions  and 
form  as  shown  upon  the  drawings,  having  sockets  cast  on  the 
under  sides  to  receive  the  tops  of  the  palisade  bars;  and  it  is 
to  be  screwed  to  the  top  of  every  sixth  palisade  bar,  with  a 
counter-sunk  headed  screw,  and  it  must  be  secured  or  con- 
nected with  the  pedestals  in  the  manner  shown  upon  the 
drawings.  The  pedestals  are  to  be  of  the  same  dimension 
and  form  as  shown  upon  the  drawings,  having  sunk  panels 
on  the  front  and  back  ;  internal  flanges  to  be  cast  on  the  top 
to  receive  the  handrail,  and  the  caps  are  to  be  put  on  with 
countersunk  headed  screws.  Brackets  are  also  to  be  cast 
on  e.ach  side  of  every  sixth  palisade  bar,  of  the  same  form  as 
shown  upon  the  drawings,  and  secured  by  screw-pins  to  the 
plinth. 

"  The  covering  or  road-plates  are  to  be  reticulated,  and  of 
the  same  dimension  and  form  as  shown  upon  the  drawing, 
having  flanges  east  on  their  under  sides  to  receive  the  bearers 
or  tojis  of  the  spandrils  ;  they  are  to  be  secured  to  the  top  of 
the  centre  spandrils,  and  to  the  flanges  cast  on  the  top  of  the 
outside  spandrils,  by  li-  inch  wrought-iron  screw-pins,  two 
in  each  joint.  They  are  also  to  be  connected  to  each  other 
by  flanges  cast  on  their  under  sides,  and  two  H  inch  wrought- 
iron  screw-pins  .in  each  joint. 

"  None  of  the  castings  are  to  be  run  from  the  blast-furnace, 
but  the  whole  work  must,be  made  from  good  No.  2  pig-iron, 
of  a  quality  satisfactory  to  the  surveyor  or  surveyors  of  the 
works  of  the  county  of  Staflford.  All  the  screw-pins,  nuts, 
washers,  keys,  cotters,  wedges,  &c.,  are  to  be  made  of  the 
best  malleable  iron.  All  the  joints  are  to  be  made  in  a  good 
workmanlike  manner;  and  the  whole  of  the  work  must  be 
fitted  and  fixed  at  the  contractor's  works,  and  inspected  by 
the  county  surveyor  previous  to  its  being  sent  ofl\  All  the 
work  must  be  moulded,  wrought,  fitted,  and  erected,  in  a 
substantial  and  workmanlike  manner,  and  to  the  entire  satis- 
faction of  the  county  surveyor  or  surveyors. 

"The  contractor  must  find  and  pay  for  all  patterns,  mate- 
rials, tools,  cement,  tackling  for  fixing  his  work,  and  all  other 
utensils  or  '•equisitc  things  connected  with  the  construction 
and  fixing  his  part  of  the  work.  The  estimates  are  to  be 
given  in  a  gross  sum,  and  must  include  carriage  of  all  mate- 
rials to,  and  fixing  the  work  at,  the  place  of  the  intended 
erection. 

"The  county  of  Staflbid  will  be  at  the  expense  of  the  whole 
of  ihe  masonry  of  the  abutments,  and  cutting  and  letting  in 
.the  iron-work  into  the  masonry,  and  will  also  provide  cen- 
tering for  turning  the  arch. 
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"  Should  any  nltenition  be  made  hereafter  m  the  dimensions 
or  method  ofoxccLiting  any  part  of  the  work,  the  extra  price 
or  deiiuftion,  wliichsoever  it  may  be,  shall  be  agreed  upon  by 
the  contractor  and  the  county  surveyor  or  surveyors,  before 
such  part  or  parts  of  the  work  are  put  in  execution.  But 
such  alterations  shall  only  be  considered  as  allectinpr  the 
matter  or  object  thus  specified,  and  not  have  any  tendency 
to-annul  the  general  contract. 

'•The  whole  of  the  works  are  to  be  under  the  superintend- 
ence of  the  surveyor  of  the  public  works  of  the  county  of 
Statford,  or  of  such  surveyor  or  surveyors,  person  or  persons, 
as  the  iu>tices  assembled  in  qnarlcr  sessions  shall  at  any  time 
hereafter  appoint.  And  should  it  appear,  at  any  time  during 
the  execution  of  the  works,  that  the  contractor  is  neglecting, 
or  doing  any  part  contrary  to  the  true  spirit  and  meaning 
of  this  specification  and  drawings  attached,  then  the  magis- 
trates shall  have  it  in  their  power  to  take  it  out  of  his  hands, 
and  employ  any  other  person  or  persons  to  complete  it;  and 
what  money  may  remain  due  to  him  shall  remain  in  the 
hands  of  the  treasurer  of  the  public  stock  of  the  county  of 
Staft'ord  till  the  whole  work  is  completed;  and  any  loss  that 
may  be  sustained  through  the  neglect  or  misconduct  of  the 
said  contractor,  to  be  paid  for  out  of  it. 

"  The  whole  of  the  work  must  be  delivered,  fixed,  and  com- 
pleted, on  or  before  the  day  of  in  the 
year 

"The  bridge  was  erected  in  the  year  1830.  The  total 
weight  of  iron- work,  which  was  executed  by  the  Colebrook 
Dale  Company,  was  340  tons. 

The  whole  cost  of  the  bridge  was  as  follows  : — 
Iron-work,  delivered,  fixed,  and  completed  .     .  £3.800    0    0 

Masonry 3,193    0   0 

Foundations,  which  were  piled  according  to 
the  most  approved  method ;  and  the  ap- 
proaches, wliich  are  of  considerable  length 
and  height 2.500   0   0 

Total, £9,493   0   0 

We  come  now  to  the  erection  of  one  of  the  most  celebrated 
structures  in  the  world — the  iron  bridge  over  the  river 
Thatnes — Southwark  BnmGE.  This  splendid  work  crosses 
the  water  between  Loiulon  Bridge  and  Blackfriars.  The 
spot  seems  to  have  been  well  selected,  and  great  improve- 
ments and  alterations,  particularly  on  the  Surrey  side,  have 
taken  place  in  consequence  of  its  erection.  Southwark  Bridge 
was  built  in  compliance  with  an  act  of  parliament  obtained 
by  a  company  of  proprietors  in  the  year  181 1,  but  not 
without  great  opposition  on  the  part  of  Sir  William  Curtis 
and  others.  The  first  stone  of  the  south  pier  was  laid  by 
Lord  Keith,  on  the  25th  of  May,  1815,  who,  with  the  gen- 
tlemen of  the  committee  of  management,  partook  of  a  cold 
collation  on  a  temporary  bridge  erected  on  the  works.  On 
the  7th  June,  1817,  the  Right  Honourable  jMatthew  Wood, 
as  Lord  Mayor,  laid  the  first  stone  of  the  northern  abutment, 
and  the  works  were  then  carried  on  with  great  energy.  The 
whole  was  completed  in  something  less  than  five  years,  and 
opened  to  the  public  at  midnight,  in  Apiil,  1819. 

The  arches  of  this  gigantic  edifice  are  of  the  largest  span 
of  any  known  to  exist.  The  soffits  consist  of  solid  masses  of 
cast-iron,  of  a  depth  similar  to  the  voussoirs  of  a  stone  bridge, 
and  exhibit  the  first  instance  in  which  such  a  bold  plan  has 
been  carried  into  elfeet.  The  middle  arch  rises  24  feet,  with 
a  span  of  248  feet,  and  is  4  feet  wider  than  the  famous  iron 
bridge  at  Sunderland.  It  is  composed  of  eight  ribs,  riveted 
to  diagonal  braces;  each  principal  rib  being  0  feet  deep  at 
the  top  of  the  arch,  and  gradually  extending  to  8  feet  at  the 
abutments,  or  parts  that  rest  ujjon  the  stone-work.     Its  whole 


height  above  low-water  mark  is  55  feet  to  the  roadway. 
The  other  arches  are  similarly  formed  ;  the  span  of  the  two 
side  ones  being  210  feet.  The  abutments  are  of  solid 
masonry,  laid  in  radiating  courses,  with  large  blocks  of 
Bramley-fall  and  Whitby  stones.  Vertical  bond  was  adopted, 
rumiing  through  every  two  courses  at  intervals,  thereby 
giving  to  the  whole  mass  a  solidity  perfectly  immovable. 
The  masonrv  of  the  piers,  in  like  manner,  was  carried  up 
with  horizontal  and  vertical  courses  to  the  springing  of  the 
arches;  from  which  points  they  radiate  in  a  werlgclike 
form.  These  piers  are  00  feet  high  from  the  bed  of  the 
river  to  the  top  of  the  parapet,  and  24  feet  in  breadth.  The 
foundations  of  this  bridge  were  laid  in  cofler-dams.  which 
were  of  necessity  made  very  strong,  from  the  irregularities 
of  the  bed  of  the  river  at  this  spot.  The  dams  were  elliptical 
in  form,  and  were  constructed  of  three  rows  of  piles  of  whole 
timber.  In  the  spaces  occupied  by  the  base  of  the  masonry 
of  the  pier=,  a  row  of  whole  timber  sheeting  piles  were  driven 
all  round  the  outer  edge  of  the  offsets,  making,  as  it  were,  a 
square  internal  dam.  These  piles,  while  they  formed  a  secure 
barrier  to  the  foundations  of  the  piers,  .icted  as  a  powerful 
auxiliary  to  the  main  dam  in  secui-ing  its  base.  The  center- 
ings on  which  the  arches  were  turned  were  of  very  ingenious 
construction ;  and  with  such  skill  was  the  whole  work 
designed  and  carried  into  execution,  that  the  settling  of  the 
centre  arch  was  only  1  inch  and  7-8ths.  The  bridge  is  718 
feet  long  between  the  abutments,  and  42  wide  between  the 
parapets.  The  width  of  the  roadway  is  28  feet,  with  footways 
7  feet  wide  on  each  side.  The  weight  of  metal  in  the  centre 
arch  is  1,665  tons;  in  the  side  arches,  2.928.  The  total 
weight  of  iron  in  the  whole  structure  is  stated  to  be  about 
5,780  tons. 

This  noble  bridge  was  designed  and  executed  by  the  cele- 
brated Rennie.  The  whole  of  the  iron  castings  were  made 
at  the  extensive  works  of  Messrs.  Walker  and  Company,  at 
Rotherham,  and  there  put  into  arches  before  being  shipped 
to  London.  The  masonry  was  executed  by  Messrs.  Jolliffe 
and  Banks.  The  cost  of  the  whole,  including  its  connecting 
avenues,  amounted  to  nearly  £800,000. 

Iron  bridges  had,  about  this  time,  also  attracted  the  atten- 
tion of  the  French  engineers;  and  the  following  description 
of  the  Pont  des  Arts  at  Paris  will  be  interesting,  not  only 
from  its  being  the  first  iron  bridge  erected  in  France,  but 
also  from  its  presenting  much  novelty  of  design. 

The  Pont  des  Arts  was  designed  by  M.  de  Cossart,  the 
inspector-general  of  roads  and  bridges,  but  some  varialii-^ns 
were  afterwards  made  from  the  original  design  by  M.  Dilon, 
to  whom  the  execution  of  the  work  was  intrusted. 

The  bridge  is  a  nine-arched  structure,  the  width  between 
the  piers  measuring  between  56  feet  9^-  inc'hes,  and  the  thick- 
ness of  the  piers  thcm-clvcs,  6  feet  4-\-  inches  above  the  foot- 
ings. Each  arch  consists  of  five  ribs,  7  feet  llf  inches  apart 
tVom  centre  to  centre,  each  rib  forming  a  large  cast-iron  arch, 
6|  inches  in  depth,  and  3j^  inches  in  thickness,  formed  of  the 
two  beams  meeting  at  the  crown  of  the  arch.  The  extremi- 
ties of  the  arch  rest  on  skew-backs  of  cast-iron,  embedded  in 
masonry  at  the  top  of  the  piers.  The  chord  of  the  arc 
measures  60  feet  8^  inches,  and  the  versed  sine  10  feet  8 
inches.  The  smaller  arches  of  iron  are  turned  over  the  piers 
springing  from  the  hainiehes  of  the  adjacent  principal  arches, 
and  su|)i)orting  the  rt)adwriy  above  the  piers.  Upright  sup- 
porters are  carried  from  the"  centre  of  the  jiiers  to  the  crown 
of  the  small  arches,  and  are  strengthened  by  struts  supported 
on  the  larger  arches.  The  ribs  of  each  arch  are  hound 
together  by  tie-rods  fixed  to  the  top  of  the  large  arches.  At 
first,  the  upright  supports  of  the  snuillcr  arches  were  con- 
nected by  only  one  cross-piece,  and  had  no  braces  in  the 
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upper  part;  but  owing  to  the  visible  efrect  produced  upon 
the  biidgo  by  ;i  large  number  of  persons  crossing  suddenly 
from  one  side  to  another  on  the  occasion  of  some  public  spec- 
tacle, it  was  deemed  exfiedient  to  insert  additional  braces. 
The  general  appearance  of  the  bridge  is  very  good — especially 
for  a  foot  bridge — for  which  purpose  it  is  admirably  adapted. 
It  is  of  exceedingly  light  .-uid  elegant  appearance,  as  also  of 
skilful  and  scientific  construction,  and  would  form  an  e.vcellent 
model  for  a  bridge  not  subject  to  any  groat  strain. 

Iron  arch-bridges  of  various  dimensions  have,  since  the 
completion  of  the  great  works  we  have  described,  become  so 
numerous,  that  it  is  impossible,  as  indeed  it  is  unnecessary, 
to  describe  Oi' enumerate  them.  With  the  extension  of  rail- 
way works,  however,  it  became  apparent  that  some  modifica- 
tion of  the  ordinary  form  of  those  bridges  was  desirable. 
It  is  well  known  by  persons  conversant  with  railway  matters, 
how'  much  trouble  engineers  have  to  encounter  in  arranging 
the  crossings  of  the  numerous  roads,  &.C.,  by  which  a  line  of 
railway  is  intersected  in  its  course  over  an  extent  of  country. 
Either  in  passing  over  or  under  the  line,  there  is  frequently 
great  difficulty  in  obtaining  sufficient  height,  or  "headway," 
as  it  is  termed,  for  the  railway  trains  to  pass  under  the  road- 
bridge,  as  in  the  former  case,  or  for  the  road  traffic  to  pass 
under  the  railway,  as  in  the  latter  ease.  As  the  legislature 
imperatively  requires  a  certain  headway  should  be  given,  and 
will  not  permit  any  alterations  in  the  levels  of  roads  which 
shall  increase  their  acclivities  beyond  a  certain  extent, 
immense  expense  has  been  entailed  on  railway  companies  in 
fulfilling  all  these  required  conditions. 

The  desideratum  for  railway -bridges  then  was  the  means 
of  adapting  iron  to  the  construction  of  bridges  perfectly  flat, 
or  in  which  might  be  jireserved  the  minimum  distance  from 
the  under  side,  or  soffit  of  the  girder,  to  the  level  of  the 
roadway  above.  Bridges  of  this  kind,  it  is  true,  had  been 
built  of  timber,  that  is,  simply  of  horizontal  beams  laid  across 
the  opening  to  be  spanned  ;  but  the  application  of  cast-iron 
girders  in  the  construction  of  bridges,  had  as  yet  been  made 
only  to  those  of  very  limited  span.  For,  the  maximum  length 
of  bearing  to  which  single  cast-iron  girders,  liable  to  be 
loaded  with  heavy  weights,  could  be  safely  applied,  having 
been  commonly  taken  at  40  feet  only,  it  followed  that  the 
use  of  these  girder  bridges  was  necessarily  much  restricted. 
The  convenience  of  this  form  of  structure,  however,  was 
so  obvious,  and  so  desirable  was  it  to  extend  its  application 
to  bridges  of  larger  span,  that  attempts  were  continually 
made  to  combine  in  every  variety  of  construction  wrought- 
iron  with  cast  metal,  in  such  a  manner  as  should  impart  to 
the  compound  structure  the  power  to  resist  the  extension 
of  wrought-iron  itself.  A  paper,  by  Mr.  John  Storey, 
describing  an  ingenious  mode  of  so  combining  malleable  iron 
bars  or  rods  with  cast-iron  girders,  and  thus  forming  as  it 
were  a  kind  of  metal  trussing,  was  read  at  one  of  the  meet- 
ings of  the  Institution  of  Civil   Engineers. 

The  author  states,  "  that  his  attention  has  been  long 
directed  to  the  extensive  construction  of  the  brick  and  stone 
bridges  usually  erected  over  and  on  the  line  of  railways,  and 
the  apparent  want  of  durability  in  the  timber-bridges,  which 
have  in  some  instances  been  substituted  ;  as  well  as  to  the 
cast-iron  bridges,  which  have  generally  been  constructed  in 
situations  where  the  height  between  the  top  of  the  rails  and 
level  of  the  roads  which  they  span,  were  so  limited,  as 
not  to  admit  of  a  stone  or  brick  arch.  In  the  latter  case, 
cast-iron  girders  have  been  employed,  but  their  great  weight 
has  rendered  them  expensive,  and  has  ol)liged  the  abutment- 
piers  for  supporting  them  to  be  very  substantial. 

In  order  to  obviate  these  objections,  the  author  has  intro- 
duced combinations  of  east  and  wrought  iron  in  forms  which 


he  contends  may  be  advantageously  adopted  for  occupation- 
bridges,  or  even  for  carrying  the  railway,  and  that  they  may 
be  constructed  at  a  less  cost  than  stone,  brick,  or  even  timber 
bridges.  These  bridges  consist  of  longitudinal  and  segmental 
girders  of  cast-iron,  abutting  against  each  other  at  the  ends, 
secured  togctlier  by  bolts  and  nuts  through  the  flanges,  and 
resting  on  masonry  abutments;  a  system  of  wrought-iron  tie- 
trussing  is  then  applied,  and  struts  are  placed  at  certain 
distances  where  they  are  requisite.  As  many  of  these  prin- 
cipal trusses  are  used  as  the  strength  of  the  bridge  demands, 
and  they  are  connected  by  transverse  braces,  and  distance- 
pieces  of  cast  iron,  thus  preventing  undue  outward  pressure, 
sockets  are  cast  upon  the  girders  to  receive  the  timber  joists, 
and  the  platform  is  covered  with  Dantzie  deal  planking 
spiked  to  the  joists.  The  wroujiht-iron  struts  at  the  top, 
clasp  the  girders,  to  which  they  are  also  firmly  bolted,  and 
their  lower  extremities  pass  through  the  truss,  so  that  on  the 
nuts  being  screwed  up,  the  truss  is  brought  to  its  proper 
degree  of  tension,  and  being  made  sufficiently  strong  to  bear 
the  weight  calculated  for  the  bridge,  independent  of  the  seg- 
mental girders,  the  weight  and  strain  are  brought  upon  the 
abutments  in  the  most  favourable  manner.  Bridges  thus 
constructed  do  not  require  any  centering  for  their  erection, 
as  each  side  may  be  put  together  near  the  spot,  and,  by  means 
of  purchases,  may  be  lifted  entire  on  to  the  abutments,  or 
the  whole  bridge  may  be  put  together  before  the  earth 
is  excavated  from  between  the  abutments,  excepting  only  as 
much  as  is  necessary  for  receiving  the  trussing. 

The  dimensions  are  given  of  occupation-bridges  calculated 
to  bear  8  tons,  which  is  stated  to  be  a  greater  weight  than  is 
required  by  the  land-owners.  The  total  weight  of  cast  and 
wrought  iron  in  an  oblique  bridge  of  a  span  of  86  feet  3  inches, 
and  1 1  feet  wide,  is  11  tons  7  cwt.,  and  that  of  a  square  bridge 
of  1 06  feet  6  inches  span  and  1 1  feet  wide,  is  14-i-  tons  ;  their 
total  cost,  including  excavating  the  ground,  the  masonry, 
stone  penning  on  the  sides  of  the  excavations,  the  timber- 
woi-k,  and  the  painting,  was  for  the  former  £280,  and  for 
the  hitter,  £342  ;  these  sums  are  stated  to  be  much  less  than 
the  expense  of  similar  bridges  of  stone,  or  even  of  timber. 

A  design  is  also  given  of  a  stronger  kind  of  bridge  of 
similar  construction,  for  carrying  two  lines  of  railway.  The 
span  is  90  feet,  and  the  width  22  feet  between  the  side  rail- 
ings. The  weight  is  43  tons,  and  the  total  cost,  including 
the  masonry,  is  estimated  not  to  exceed  £1,200.  It  is 
calculated  to  bear  about  50  tons,  which  is  as  much  as  could 
be  brought  upon  it  by  any  passing  train. 

Numerous  railway-bridges  have  been  erected  within  the 
last  few  ye.ars,  in  a  similar  manner  to  that  suggested  by 
Mr.  Storey,  and  also  by  other  engineers.  Many  of  these 
designs  show  much  ingenuity,  and  great  variety  of  arrange- 
ment, and  exhibit  almost  every  foim  of  combining  wrought 
with  cast  iron.  A  bridge  of  a  very  novel  construction,  how- 
ever, requires  p.articular  notice,  not  only  from  the  l)oldness  of 
its  design,  but  from  its  being,  we  believe,  the  first  applica- 
tion of  the  suspension  principle  to  a  railway -bridge. 

The  iron  tie-bridge  over  the  Regent's  Canal  at  Camden 
Town,  on  the  line  of  the  London  and  Birmingham  railway, 
is  one  of  the  most  ingenious  structures  on  the  wdiole  line,  and 
was  designed  by  Mr.  Fox.  one  of  the  resident  engineers,  for 
the  purpose  of  conveying  the  railway  at  an  elevation  of  only 
13  feet  above  the  surface  of  the  wafer,  and  with  a  span  of 
not  less  than  50  feet.  The  structure  consists  of  three  main 
cast-iron  ribs,  each  composed  of  two  large  castings,  extend- 
ing the  whole  width  of  the  opening,  and  having  a  bearing  at 
each  end  of  4  feet.  These  minor  ribs  are  connected  together 
by  transverse  iron  bracing.  The  pedestals  on  which  the 
ribs    take   their    bearings,   are    10    feet    long,  6  feet  wide. 
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and  30  feet  high,  and  nre  built  of  brick  and  stone,  founded 
on  a  bed  of  concrete  2  feet  in  thickness.  Eight  cross  girders 
run  from  cither  side  main  rib  to  the  centre  main  rib,  from 
which  they  are  severally  suspended  at  each  end  by  vertical 
rods  and  keys.  The  girders  arc  offish-bellied  form,  and  are 
each  28  feet  in  length,  and  2  feet  deep  in  the  middle.  The 
thrust  of  each  arch  is  sustained  by  wrought  iron  tic-bolts 
running  from  end  to  end  of  the  ribs.  T(j  the  front  of  the 
ribs  is  bolted  open  ornamental  work,  which  gives  to  the  whole 
a  pleasing  appearance.  The  extreme  width  of  this  bridge 
is  GO  feet.  'I'he  rails  over  the  bridge  are  set  in  chairs,  and 
bolted  thereto.  The  chairs  are  fixed  on  oak  slabs  running 
limgitudinally,  and  resting  on  the  tops  of  the  girders.  The 
side  and  intermediate  spaces,  and  also  the  space  beneath  each 
pail-  of  rails,  are  covered  with  iron  gratings,  furnished  with 
flanges  underneath  to  strengthen  them. 

A  good  example  of  cast-iron  compound  girder  bridge 
trussed  with  malleable  iron  bars,  was  erected  some  years 
since  over  the  river  Lea,  on  the  line  of  the  Northern  and 
Eastern  railway.  This  bridge  is  formed  with  girders,  each 
girder  being  70  feet  long,  and  made  of  two  castings,  joined 
at  the  centre  by  bolts  passing  through  vertical  flanges. 
Upon  the  meeting  ends  of  the  two  castings,  are  cast  dove- 
tailed projections,  or  bosses,  with  wrought^iron  clips  fixed 
over  them. 

"  These  bosses  give  additional  security  to  the  joinings  of 
the  castings.  Each  girder  is  perfectly  horizontal  from  end 
to  end,  and  the  top  and  bottom  lines  parallel.  The  girders 
are  30  inches  in  depth,  with  bearings  on  the  abutments  of 
2  feet  at  each  end  ;  the  clear  span  between  bearings  being 
CO  feet.  The  sections  of  the  castings  shows  a  vertical  rib, 
and  projecting  flanges  at  top  and  bottom.  The  truss  bars 
are  arranged  in  sets  of  4  bars  on  each  side  of  the  girder,  and 
passobli(|uely  downward  from  the  top  of  the  girder  over  the 
bearings  at  either  end,  to  the  under  .side  of  the  girder,  at  a 
distance  of  about  11  feet  short  of  the  centre.  The  space 
between  of  22  feet  has  horizontal  truss-bars  passing  beneath; 
both  horizontal  and  oblique  bars  arc  secured  liy  bolts  or 
pins  3  inches  in  diameter,  passing  through  projecting  saddles 
under  the  lower  flange  of  the  girders.  The  bars  at  their 
upper  extremities  ])ass  through  sockets  cast  upon  the  girders, 
and  are  keyed  through  them." 

It  would  be  easy  to  multiply  examples  of  iron  bridges, 
many  of  them  possessing  great  merit;  but  the  lamentable 
failure  of  some  large  bridges  of  this  construction,  has,  within 
the  last  few  years,  led  to  the  conclusion,  that  some  radical 
defect  existed  in  these  compound  constructions. 

This  defect  evidently  consists  in  the  impossibility,  in 
structures  of  this  kind,  of  connecting  wrought  and  cast  iron 
in  such  a  manner  as  to  bear  equally  the  strain  of  such  a  load 
as  a  railway  train,  passing  over  at  a  high  velocity.  This 
became  fatally  apparent  in  the  failure  of  the  largest  bridge 
of  this  kind,  erected  over  the  river  Dee,  near  Chester,  and 
on  the  line  of  the  Chester  and  Holyhead  railway. 

"  This  bridge,  which  crosses  the  Dee  at  an  angle  of 
48  degrees,  consists  of  3  spans  or  bays,  each  08  feet  wide 
in  the  clear,  the  three  series  of  girders  forming  the  bridge 
being  su])ported  on  two  abutments  of  masonry,  one  at  either 
end,  and  two  intermediate  jiiers.  The  width  of  the  bridge 
is  formed  by  4  of  these  girders,  placed  parallel  to  each  other, 
in  2  pairs, one  roadwaj-  or  railway  being  supported  between 
each  pair  of  girders,  and  formed  of  4-iiuh  planking  laid  ujion 
transverse  balks  of  timber,  which  rest  upon  the  bottom  flange 
of  the  girders.  The  girders  are  secured  transversely  from 
moving  outward  or  away  from  each  other  by  tensidii-bars, 
fitted  at  the  ends  to  dove-tailed  sockets,  cast  upon  the  girders. 
The  entire  bridge  thus  comprises   12  girders,  each  having 


a  clear  sp.an  of  98  feet,  and  a  total  length  of  109  feet;  that 
is,  including  a  bearing  at  each  end  of  5  feet  C  inches  in 
length.  Each  of  these  girders,  109  feet  long,  is  compose.l 
of  three  castings,  or  lengths,  having  a  uniform  vertical 
depth  of  3  feet  9  inches.  'I'he  dimensions  of  the  section  are 
as  follow  : — -vertical  rib  or  web,  2^  inches  thick  ;  top  flange, 
7^  inches  wide,  and  H  inch  thick  ;  bottom  flange,  2  feet 
wide  and  2^^  inches  thick.  The  sectional  area  of  the  top 
flange,  including  the  moulding,  is  equal  to  14  square  inches; 
of  the  bottom  flange,  ineluding  the  moulding.  06  square 
inches;  and  of  the  rib,  SO  squai'c  inches;  making  a  total 
uniform  sectional  area  of  100  square  inches.  The  joints 
of  the  three  castings,  in  each  girder,  secured  by  wrouglit- 
iron  bolts,  passing  through  flanges,  arc  strengthened  by 
additional  cast-iron  joint  plates,  3  feet  deep  at  the  centre, 
over  the  joint,  and  13  feet  in  length,  bolted  to  and  scarped 
over  the  top  flanges  of  the  castings,  over  a  length  of  6  feet 
C  inches  upon  each;  dove-taiied  bosses,  cast  upon  the  lower 
flanges,  are  also  secm-ed  with  clips  of  wrought-iron. 

"  The  total  depth  of  the  girders,  at  each  joint,  is  thus 
increased  to  6  feet  9  inches.  Similar  plates  of  half  the 
length  of  those  over  the  joints,  are  also  bolted  over  the  ends 
of  each  compound  girder;  and  the  vertical  inclination  of  the 
truss-bars,  from  the  top  of  the  girder  at  each  end  of 
the  bottom  of  it  at  the  joints,  is  thus  increased  to  about 
6  feet.  The  malleable  iron  truss-bars  are  arranged  in  sets 
of  4  each,  1  set  on  each  side  of  the  girder,  each  bar  being 
6  inches  wide  and  1^  inch  thick,  put  together  in  lengths  or 
long  links,  sindlar  to  those  used  for  suspension  bridges,  and 
secured  by  bolts  at  the  jtiints  of  the  girders,  passing  through 
the  cast-iron  girder  and  the  8  wrought  iron  bars.  The 
upper  ends  of  the  bars  arc  secured  with  wrought-iron  keys, 
driven  through  the  bars  and  the  casting,  so  as  to  tighten 
them  well  up  in  their  position.  By  the  great  length  of  the 
girders,  and  the  comjxaratively  small  depth  thus  afforded 
for  the  trussing,  the  action  of  the  bars  is  reduced  to  nearly 
a  horizontal  direction,  and  their  power  to  avert  deflection  in 
the  girders  is  thus  much  diminished.  Besides  this,  it  must 
be  remarked,  that  the  sectional  area  of  the  bars  is  much  less 
when  compared  with  the  total  length  of  each  girder,  than  in 
all  smaller  structures  on  this  principle;  and  the  relative 
effect  of  any  increase  of  temperature  in  extending  their 
length,  and  thus  reducing  the  effectiveness  of  their  assistance, 
is  similarly  augmented. "^Z^CHi/wey,  Treatise  on  Iron  Girder 
Bric/i/a: 

The  failure  of  one  of  these  girders  was  ascribed  to  various 
causes,  and  much  discussion  on  the  subject  took  place  at  the 
time;  but  to  whatever  the  accident  in  this  particular  case 
might  be  attributed,  the  inherent  weakness  of  such  combina- 
tions of  wrought  and  cast  iron  became  perfectly  clear. 

The  attention  of  the  government  having  been  for  some 
time  past,  by  this  and  similar  failures  of  iron  girder  bridges, 
directed  to  the  subject,  a  commission  was  at  length  appointed 
to  inquire  into  the  whole  (luestion  of  the  application  of  iron 
to  railway  structures.  In  the  evidence  given  before  this 
commission,  will  be  found  an  immense  mass  of  valuable 
information,  obtained  under  all  the  advantages  of  a  Board  so 
appointed  ;  and  although  in  their  report  the  commissioners  do 
not  express  any  very  decided  opinion  on  the  merits  of  the 
various  fijrms  of  construction  so  strongly  reconiinended  to 
them,  there  is  much  practical  knowledge  to  be  gained  by  a 
careful  [lerusal  of  the  evidence  and  examination  of  the 
ingenious  plans  attached  to  it.  We  shall  now  proceed  to 
give  some  extracts  from  this  report  :• — 

"The  simplest  bridge,"  observe  the  commissioners,  "and 
that  which  admits  of  the  greatest  possible  headway  at  a  given 
elevation,  is,  undoubtedly,  the  straight  girder  bridge. 
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"  The  length  of  a  simple  cast-iron  gii'dei-  appears  to  be 
limited  only  by  the  power  of  nniking  sound  castings,  and  the 
difficulty  of  moving  large  masses.  Thus  the  practical  length 
has  been  variously  stated  to  ns  as  40,  50.  and  60  feet.  The 
form  resulting  from  Mr.  Hodgkinson's  former  experiments  on 
this  subject  is  universally  admitted  to  be  that  which  gives  the 
greatest  strength,  but  the  requirements  of  construction  com- 
pel many  variations  from  it,  especially  in  the  ratio  between 
tlic  top  and  bottom  flanges.  Moreover,  the  convenience 
and  the  necessity  of  keeping  the  roadway  for  rails  as  low  as 
possible,  has  introduced  a  practice  of  supporting  the  beams 
which  sustain  the  rails  upon  one  side  of  the  bottom  flange. 
The  pressure  of  the  roadway  and  of  the  passing  loads  being 
thus  thrown  wholly  on  one  side  of  the  central  vertical  web  of 
the  girder,  produces  torsion  (which  is  not  always  taken  into 
account  in  determining  the  proportions  of  the  girder.)  The 
e.xistence  of  this  torsion  is  admitted  on  all  hands,  and  various 
schemes  are  employed  to  counteract  and  diminish  it;  but  the 
form  of  a  girder  that  will  etrfCtually  resist  tiiis  disturbing  force 
without  ineuiring  other  evils,  still  remains  a  desideratum. 

The  requi-ite  length  of  girders  is  increased  considerably 
by  the  excessive  use  of  skew  bridges,  and  it  is  much  to  be 
regretted  th:it  difficulties  should  often  be  thrown  in  the  way 
of  altering  the  course  of  existing  roads  and  canals  when  the 
line  of  a  proposed  railway  happens  to  cross  them  at  an  acute 
angel.  Partly  from  these  causes,  and  partly  from  a  little 
indulgence  in  the  pride  of  construction,  skew  bridges  may  be 
found,  of  which  from  the  obliquity  of  the  bridge,  the  girders 
are  more  than  double  the  length  that  would  be  required  by 
the  direct  span  of  the  opening  to  be  crossed. 

When  the  span  of  the  opening,  or  other  circumstances, 
render  the  use  of  single  straight  girders  unadvisable,  straight 
girders  built  up  of  several  separate  castings  bolted  together, 
and  sometimes  trussed  with  wrought-iron  tension  rods,  are 
largely  employed,  and  necessarily  with  great  varieties  of  con- 
struction. By  these  means  the  girders  may  be  extended  to 
spans  of  upwards  of  120  feet. 

When  wrought-iron  is  combined  with  cast-iron  in  the 
manner  of  trussing,  several  difficulties  arise  from  the  diflereut 
expansions  of  the  two  metals,  and  the  difference  of  their  two 
masses,  which  causes  the  wrought-iron  lods  to  be  more 
rapidly  effected  by  a  sudden  change  of  temperature  than  the 
castiron  parts.  The  constant  strain  upon  the  wrought-iion 
tends  to  produce  a  permanent  elongation,  and  hence  tension- 
rods  may  require  to  be  occasionally  screwed  up.  We  have 
sought  for  opinions  and  information  upon  all  these  questions, 
and  these  show  that  the  greatest  skill  and  caution  is  necessary 
to  insure  the  safe  employment  of  such  combinations.  It  is 
not  admitted  that  the  vibration  of  railway  trains  would  loosen 
or  injure  the  bolts  or  rivets  of  compound  girders.  Neverlhe- 
less,  wood,  felt,  or  other  similar  substances,  have  occasionally 
been  inti'oduced  between  surfaces,  to  diminish  the  communi- 
c;ition  of  vibration. 

The  general  opinion  of  engineers  appears  to  be,  that  the 
cast-iron  arch  is  the  best  form  for  an  iron  bridge,  when  it  can 
be  selected  without  regard  to  expense,  or  to  the  height  above 
the  river  or  load  which  is  to  be  crossed.  For  low  bridijes 
the  bowstring  girder  is  al-o  strongly  recommended.  Lattice 
bridges  appear  to  be  of  doubtful  merit. 

We  come  now  to  ihe  description  of  that  new  mode  of  con- 
struction introduced  by  Mr.  Stephenson  and  his  able  coad- 
jutors, and  perfected  in  the  magnificent  structui'es  to  which 
the  pulilie  attention  has  l)een  so  long  directed,  the  Conway 

and  Hiitannia  tubular  bridg.  s  : 

ihe  applicatinn  of  iron  in  this  form  of  bridge  consists  in 
the  riveting  together  Ix.iler-plates  as  in  iron  ship-building, 
combined  in  various  ways  with  cast-iron.     Hollow  girders  are 


thus  formed,  which  are  cither  made  so  large  as  to  admit  of  the 
road  and  carriages  passing  through  them,  as  in  the  bridges 
above  described,  or  else  these  lube  girders  are  made  on  a 
smallerscale,  and  employed  in  the  same  manner  as  the  ordinary 
cast-iron  girders,  to  sustain  transverse  joists  which  carry  the 
road.  The  first  kind  is  applicable  to  enormous  spans,  those 
of  the  two  bridges  above-mentioned  being  400  and  462  feet 
respectively.  The  second  kind  are  said  to  be  cheaper  and 
more  elastic  than  other  forms,  for  spans  that  exceed  40  feet. 
These  methods  appear  to  possess  and  to  promise  many  advan- 
tages, but  they  are  of  such  recent  introduction,  that  little 
experience  has  yet  been  acquired  of  their  powers  to  resist  the 
various  actions  of  sudden  changes  of  temperature,  vibrations, 
and  other  causes  of  deterioration.  The  cjninent  engineers 
examined  before  the  commissioners,  however,  very  generally- 
expressed  opinions  favouial)le  to  the  tubular  form  of  bridge. 

Before  proceeding  to  describe  the  Britannia  and  Conway 
Bridges,  it  may  be  desirable  to  give  a  slight  sketch  of  the 
circumstances  which  led  to  their  erection  : — 

In  the  session  of  1844,  a  Joint  Stock  Company  proposed  to 
parliament  to  undertake  the  construction  of  a  railway  from 
Cliester  to  Holyhead,  in  continuation  of  lines  already  made. 
The  bill  introduced  for  this  purpose  contemplated  the  use  of 
Telford's  celebrated  suspension  bridge  over  the  Menai  straits, 
as  the  means  of  conveying  across  the  railway',  carriages  and 
waggons,  divested  of  the  ponderous  locomotive  engine.  The 
Commissioners  of  Woods  and  Forests,  however,  who  had  the 
jurisdiction  of  the  bridge,  would  at  first  only  consent  to  this 
proposal  as  a  temporary  measure,  and  afterwards  objected  to 
its  being  made  use  of  at  all.  The  coiopany  not  being  pre- 
pared with  any  plan  for  a  permanent  bridge,  were  obliged 
to  content  themselves  with  an  act  of  parliament  which  gave 
them  power  to  construct  a  railway  from  Chester  to  Bangor, 
and  through  the  Isle  of  Anglosea  to  Holyhead,  leaving  an 
hiatus  of  five  miles  at  the  Menai  straits.  The  means  of 
filling  up  this  break  was  reserved  for  future  consideration, 
and  for  a  permanent  bridge  to  be  sanctioned  by  the  act  of  a 
subsequent  session.  In  the  following  autumn,  Mr.  Robert 
Stephenson,  the  engineer  of  the  company,  prepared  plans  for 
a  cast-iron  bridge  of  two  arches,  each  having  a  span  or  clear 
width  of  350  feet.  The  height  of  each  arch  was  to  have  been 
100  feet  at  the  crown,  and  the  total  cost  of  the  bridge  would 
have  been  £250,000.  The  Britannia  rock,  about  a  mile  to 
the  west  of  the  suspension  bridge,  w-as  selected  as  the  most 
eligible  point  for  crossing  the  straits  ;  but  in  consequence  of 
the  rapid  current,  and  other  circumstances  of  difficulty  which 
exhibited  themselves  at  this  point,  added  to  the  necessity  of 
interfering  as  little  as  possible  with  the  navigation  of  the 
straits,  Mr.  Stephenson  jiroposed  to  build  the  arches  of  this 
bridge,  not  upon  supports  from  beneath,  as  is  usually  done, 
but  by  stringing  on,  as  it  were,  a  series  of  iron  blocks  or 
vertebrrefrom  each  pier,  until  they  should  meet  in  the  middle, 
in  a  way  somewhat  similar  to  those  which  had  been  proposed 
in  former  yeais  by  Mr.  Telford  and  Sir  J.  Brunei.  The  rail- 
way company  made  'their  application  to  parliament  in  the 
session  of  1845,  in  order  to  obtain  power  to  construct  this 
biidge.  The  company,  however,  found  themselves  strongly 
opposed,  not  only  by  jiarties  interested  in  the  navigation  of 
the  straits,  but  by  others  whose  interest  lay  in  driving  them 
to  Port  Dynllaen.  An  appeal  was  then  made  to  the  Lords 
Commissiiiners  of  the  Admiralty,  as  conservators  of  the  navi- 
gation, and  after  a  lengthened  inquiry,  the  bridge  proposed  by 
Mr.  Robert  Stephenson  received  their  lordships'  veto,  and  a 
form  of  structure  was  prescribed,  which  should  leave  a  clear 
opening  of  not  less  than  450  feet  over  each  of  the  two  navi- 
gable channels  on  each  side  of  the  Britannia  rock,  with  a 
heijrht  of  105  feet  above  hiiih-water  over  370  feet  of  that 
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opening,  the  remaining  80  feet  being  allowed  to  have  less 
height,  so  as  to  admit  of  the  construction  of  an  arch  of  that 
foini,  should  it  be  desiiod  by  the  company. 

It  was  this  that  led  to  the  grand  and  untried  design  of  the 
present  rigid  wronght-ijon  tubular  bridge,  which  Mr.  Robert 
Stephenson,  after  great  thought  and  laliour,  assisted  by  Mr. 
Fairbairn,  Mr.  Ilodgkinson,  of  the  Royal  Society,  Mr.  Edwin 
Claike,  the  engineer  of  tiie  works — gentlemen  well  known 
for  their  mathematical  and  scienlilic  attainments — matured. 
The  entire  length  of  the  stupendous  structure  is  1,841  feet 
from  cml  to  end,  consisting  of  four  large  sections,  the  two 
side-tubes  being  each  of  them  2-30  feet  long,  and  the  two 
middle  ones  4C0  tV'et  each.  When  originally  proposed  before 
the  committee  of  the  House  of  Commons,  the  plan  was 
received  with  general  incredulity.  The  word  "  tube,"  it 
may  here  be  observed,  is  not  one  of  the  best  epithets  that 
could  be  used  to  describe  the  structure,  seeing  that  the  bridge, 
instead  of  being  round,  is  a  perfect  square.  Though  almost 
a  misnomer,  the  name  arises  from  the  circumstance  of  the 
experiments  that  were  to  decide  the  form  of  the  bridge, 
having  been  made  with  cylindrical,  elliptical,  and  rectangular 
lubes  ;  but  in  reality,  the  structure,  as  it  now  rests  on  the 
banks  of  the  Menai,  the  site  of  its  construction,  is  one 
immense  closed-in  iron  corridor,  forming  a  horizontal  iron 
gallery  or  passage,  within  which  the  rails  for  the  trains  are 
to  be  placed,  and  450  feet  in  length.  It  is  hollow  from  end 
to  end,  and  would,  if  fdled  with  shops,  and  lighted  by  sky- 
lights, lAiake  a  Burlington  Arcade. 

A  structure  of  this  kind,  though  on  a  rude  and  miniature 
scale,  appe.-irs  to  have  existed  for  years  on  the  Cambridge 
line  of  the  Eastern  Counties  Railway  ;  and  jMr.  Stephenson, 
the  originator  of  it,  amjilifying  upon  this,  designed  the  pre- 
sent tube.  A  long  series  of  experiments,  by  engineers  and 
mechanics  fully  conversant  with  such  researches,  were  made, 
directed  to  the  ascertaining — divested  of  all  preconceived 
ideas — the  strongest  form  for  a  sheet-iron  tubular  bridge  ; 
and  the  inquiry,  in  addition  to  the  more  immediate  object  it 
had  in  view,  has  been  of  immense  public  service  in  deter- 
mining the  strength  of  the  materials  used  in  the  formation  of 
railways.  These  experiments  have  been  extremely  laborious, 
and  very  costly.  In  the  course  of  them,  the  remarkable  fact 
has  been  disclosed,  that  the  power  of  wrought-iron  to  resist 
compression  is  much  less  than  its  power  to  resist  tension,  or 
exactly  the  reverse  of  that  which  holds  with  cast-iron;  and 
the  important  fact  has  also  been  arrived  at,  that  rigidity  and 
strength  are  best  obtained  by  throwing  the  greatest  thickness 
of  material  on  the  uj)per  side.  While  the  cylindrical  tube, 
with  a  given  weight,  was  ruptured  by  tearing  asunder  at 
tile  bottom,  the  elliptical  showed  weakness  at  the  top  :  both 
were  consequently  discarded  ;  and  tlie  rectangular  tube, 
wliirh  indiacted  strengtii  of  a  higher  order,  and  greater 
rigidity,  was  adopted.  The  result  of  every  recent  experiment 
on  this  species  of  structure,  on  a  small  scale,  over  the  Conway, 
are  very  interesting,  as  confirming  the  accuracy  of  the  origi- 
nul  calculations.  Measured  by  a  cord-line  iii  the  inside  of 
the  tube,  formed  by  the  axis  of  a  powerful  telescope  fixed  to 
its  side,  the  deflections  have  been  made  with  a  weisht  of 
i>2  tons,  0-48  inch ;  1 12  tons,  0-98  ;  173  tons,  1-30  ;  235  tons, 
I  •47;  and  on  the  removal  of  these  loads,  the  tube  has  reco- 
vered its  rigidity  in  ten  minutes.  The  tube  is  constructed 
to  bear,  in  addition  to  its  own  weight,  2,000  tons,  a  load  ten 
times  greater  than  it  will  ever  be  called  upon  to  sustain. 
The  deflection  caused  by  trains  and  locomotives  passing  at 
full  speed  is  very  slight.  A  weight  of  300  tons  has  produced 
a  deflection  of  3  inches.  A  very  reinarkalile  phenomenon  is 
connected  with  this  huge  mass  of  iron  of  LtiOO  tons,  caused 
by  changes  of  temperature  in  the  weather,  which  afleet  it 


like  a  thermometer.  A  little  sunshine  raises  the  centre  an 
inch,  and  produces  a  horizontal  deflection  of  an  inch  and  a 
half 

Its  great  length,  and  the  nature  of  its  material,  so  sensitive 
to  temperature  in  the  peculiar  form  that  it  takes,  causing  it  i<^ 
expand  .0001  of  its  length,  or  ^  an  inch  for  each  increase 
of  50"  of  Fahrenheit,  and  contracting  in  the  same  ratio,  is  the 
assigned  cause  of  its  being  such  a  delicate  thermometer. 
Alternate  suushiiie  and  showers  of  rain  cause  these  tubes  |c) 
expand  and  contract ;  and  one  of  them,  if  placed  on  end  in 
St.  Paul's  churchyard,  would  be  107  feet  higher  than  the 
top  of  the  cross.  It  is  calculated  that  the  wind,  at  a  velocity 
of  80  miles  an  hour — the  rate  of  a  hurricane — -would  only 
give  a  total  pressure  of  128  tons,  distritiuted  over  the  whole 
side  of  these  tubes. 

We  have  now  to  describe  the  means  by  which  this  gigantic 
structure  was  raised  to  its  present  lofty  height,  and  the  enor- 
mous towers  by  which  it  is  supported  there. 

The  spot  selected  by  Mr.  Stephenson  for  the  site  of  the 
bridge,  was  at  that  part  of  the  Menai  straits  where  the  Bri- 
tannia rock  rises  from  the  bed  of  the  stream  nearly  in  its  cen- 
tre. On  this  rock  is  erected  a  tower  of  masonry  ;  at  the 
limit  of  the  water-way  on  either  side  of  it,  similar  towers  ; 
and  on  the  land,  on  each  shore  of  the  strait,  beyond  the 
towers,  continuous  abutments  of  masonry.  The  bridge  is 
therefore  supported  by  the  Britannia  rock  in  the  centre  ;  at 
460  feet  from  it,  on  each  side,  by  a  tower  built  in  the  same 
manner  as  that  on  the  rock  ;  and  at  230  feet  from  each  of 
these  towers,  by  the  laud  abutinents. 

The  following  description  of  these  masses  of  masonry  is 
taken  from  a  very  interesting  little  work  published  by  Mr. 
Weale,  "  Treatise  on  Tubular  and  other  Iron  Girder  Bridges" 
by  Mr.  Dempsey,  C.  E. 

Britannia  Tower. — 62  feet  by  52  feet  5  inches  at  the 
base,  and  reduced  by  the  batter  to  55  feet  by  45  feet  5 
inches  at  the  height  of  102  feet  above  high-water  line,  at  which 
level  the  tubes  pass  through  it.  A  plinth  extends  round 
the  base  of  this  and  the  other  towers  ;  and  the  height  of  this 
tower  above  high-water  level  is  200  feet,  or  nearly  230  feet 
from  the  bottom  of  the  foundation  on  the  rock.  The  stone 
used  for  the  external  parts  of  this,  and  the  other  towers  and 
abutments,  is  a  limestone  of  hard  and  durable  Quality,  known 
as  '  Anglesea  marble.'  It  is  quarried  at  Penmaen,  on  the 
shore,  and  near  the  north-eastern  extremity  of  the  island, 
and  is  '  got'  in  stones  of  great  size,  some  f>f  them  weighing 
10  to  14  tons.  The  interior  of  this,  and  the  other  masonry, 
is  constructed  of  red  sandstone,  which  is  a  soft  stone,  and 
therefore  easily  worked.  It  is  quarried  at  Runcorn,  in 
Cheijhire,  and  is  durable  for  inside  work.  The  solid  contents 
of  this  tower,  if  solid,  would  exceed  57.5,000  cubic  feet,  but 
it  is  constructed  with  hollow  spaces  or  chambers  within  it, 
and  the  quantity  of  stone  said  to  be  actually  used  in  it  is 
148,625  cubic  feet  of  the  limestone,  and  144,625  cubic  feet 
of  the  sandstone.  The  total  weight  of  the  masonry  in  this 
tower  is  about  20,000  tons,  and  about  387  tons  of  east  iron 
in  beams  and  girders  are  built  in  it. 

"The  foundations  were  laid,  and  the  work  up  to  the  level 
of  high-water  was  constructed,  during  the  intervals  of  tide, 
no  cotU'r-dam  being  employed,  and  thus  some  months  were 
occupied  in  laying  the  first  course,  which  was  commenced  in 
May,  1810.  The  scaflblding  used  for  this  and  the  other  parts 
of  the  work,  was  of  whole  timbers  or  balks,  put  together 
with  iron  straps  and  bolts  where  required,  and  braced  with 
diagonal  halfbalks  connecting  the  upright  posts.  Parallel 
timbers  were  laid  horizontally  on  the  tops  of  the  posts,  ;ind 
rails  fixed  upon  them,  and  upon  these  rails  travelling  crabs 
or  'jennies,'  were  enabled  to  pass  in  both  directions,  to  pick 
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up  the  stones  from  tho  ships,  raise  them  to  the  required 
heiglit,  and  deposit  thejii  exactly  in  their  intended  places. 
The  stones  in  the  whole  of  the  masonry  are  lefl'with  the 
quarry  or  roii,f;h  tiicr,  e\oe|)t  at  the  angles,  where  they  are 
dressed  to  a  square  arris,  and  in  the  recesses  and  top  entab- 
lature, where  they  are  dressed  to  a  fair  face  all  over.'' 

'■Aiifflesea  and  Carnarvon  Towers. — The  same  dimensions 
at  the  base  as  the  Biitainiia  tower,  viz.,  02  feet  by  5"2  feet 
5  inches,  reduced  by  the  batter  to  55  feet  by  oi  feet  at  the 
level  of  the  bottom  of  the  tubes  ;  height  from  level  of  high- 
water  190  feet,  or  10  leet  less  than  the  Britannia  tower. 
In  architectural  design  and  general  appearance  these  towers 
exactly  resemble  the  Britannia  tower,  and  they  are  said  to 
contain  210  tons  of  cast-iron  in  beairis  and  girders." 

^•Aufilesea  and  Carnarvon  Abutments. — These  are  also 
battered  similar  to  the  towers,  and  are  17G  feet  in  length, 
and  of  width  corresponding  to  the  towei's,  viz.,  55  feet  at  the 
level  of  the  bottoni  of  the  tubes.  The  raised  part  of  the 
abutments,  in  which  the  ends  of  the  tubes  are  supported,  are 
continuous  across  the  railway,  forming  in  fact  complete 
towers,  of  smaller  height  than,  but  otherwise  similar  to,  the 
towers  already  described.  The  remaindei'  of  the  abutments 
are  built  of  stone-work  externally,  but  built  up  internally 
with  longitudinal  and  cross  walls,  and  intermediate  arches 
of  bricli-work.  Over  the  two  parallel  spaces  formed  between 
the  longitudinal  walls,  corresponding  with  the  two  lines  of 
railway,  cast-iron  girders  are  fixed,  to  support  the  roadway. 
The  continuations  of  the  abutments  are  surmounted  with 
parapet-walls  of  solid  masonry  and  considerable  height,  each 
of  which  terminates  at  the  extremity  of  the  bridge  with  a 
projecting  pedestal,  on  which  a  couchant  lion,  in  the  Egyp- 
tian style,  and  of  colossal  dimensions,  faces  the  approaching 
visitor,  and  seems  to  guard  the  entrance  to  the  iron  wonder 
behind.  Each  of  these  lions  is  composed  of  eleven  pieces 
of  limestone,  and  measures  25  feet  in  length  and  12  in 
height,  weighing  about  30  tons.  'Repose  and  dignity' are 
skilfully  blended  in  the  expression,  and  these  lions  are  pro- 
bably, in  more  than  one  respect,  among  the  greatest  of  the 
works  which  the  talented  chisel  of  Mr.  Thomas  is  destined 
to  produce. 

"The  four  spaces  between  the  Britannia  tower  and  the 
towers,  and  between  these  towers  and  the  abutments,  are,  as 
already  described,  of  two  dimensions,  viz.,  two  of  400  feet, 
and  two  of  230  feet.  These  four  spaces  have  therefore  to 
be  spanned  by  the  iron  tubes;  and  as  each  tube  serves  for 
one  line  of  rails  only,  8  tubes  are  required,  4  of  400  feet  net 
length,  and  4  of  230  feet  net  length  ;  the  4  longer  ones  being 
across  the  water,  the  4  shorter  ones  over  the  land." 

In  the  completion  of  the  work,  however,  these  several 
tubes  are  united  together,  and  (with  the  short  lengths  also 
constructed  within  the  towers,,  and  joined  to  the  other 
lengths,)  forming  two  lines  of  tube  parallel  to  each  other, 
each  of  the  length  of  1,513  feet,  and  each  line  carrying  its 
respective  line  of  rails.  The  process  of  building  and  jilacing 
these  tubes  was  conducted  as  follows  :  — 

The  land  tubes  were  constructed  in  their  proper  positions, 
on  scatfolding  of  enormous  strength  erected  for  that  purpose. 
The  portions  of  tube  intended  to  occupy  the  Anglesea  and 
Carnarvon  towers,  after  being  completed  on  the  scaffolding 
at  either  end,  were  launched  forward  to  meet  the  main 
tubes;  while  these  again  were  built  on  the  land,  floated  to 
the  proper  place,  and  then  raised  by  hydraulic  presses  of 
immense  power,  to  their  destined  situation.  The  method 
of  floating  these  tubes  from  the  building-stages  to  the  base 
of  the  towers,  was  thus  accomplished.  Several  large  pon- 
toons having  been  provided,  they  were  placed  at  low-water 
under  the  tube  to  be  floated,  in  such  a  manner  that  each  end 
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of  the  tube  rested  on  four  of  these  pontoons.  As  the  tide 
rose  lifting  tho  pontoons,  the  tube  borne  by  thetn  was  also 
lifted,  and  safely  floated  to  its  proper  position,  ready  to  be 
raised  by  the  hydraulic  presses. 

The  following  graphic  description,  by  an  eye-witness,  of 
the  floating  of  the  first  tubes,  is  too  interesting  to  be  omitted. 
The  operations  were  conducted  by  Captain  Claxton,  who, 
with  I\Ir.  Stephenson,  and  other  gentlemen,  was  on  the  tube 
directing  the  proceedings.  "Captain  Claxton  was  easily  dis- 
tinguished by  his  speaking  trumpet,  and  there  were  also  men 
to  hold  the  letters  which  indicated  the  diflerent  capstans,  so 
that  no  mistake  could  occur  as  to  which  capstan  should  be 
worked  ;  and  flags  red,  blue,  or  white,  signalled  what  par- 
ticular movement  should  be  made  with  each.  About  half- 
past  seven  o'clock  in  the  evening,  the  first  perceptible  motion, 
which  indicated  that  the  tide  was  lifting  the  mass,  was  ob- 
served, and,  at  Mr.  Stephenson's  desire,  the  depth  of  water 
was  ascertained,  and  the  exact  time  noted.  In  a  few  minutes 
the  motion  was  plainly  visible,  the  tube  being  fairly  moved 
forward  some  inches.  This  moment  was  one  of  intense 
•interest;  the  huge  bulk  gliding  gently  and  easily  forwards 
as  if  she  had  been  but  a  small  boat.  The  spectators  seemed 
spell-bound  ;  for  no  shouts  or  exclamations  were  heard,  as  all 
watched  silently  the  silent  course  of  the  heavily-freighted 
pontoons.  The  only  sounds  heard  were  the  shouts  from 
Captain  Claxton  ;  as  he  gave  directions  to  '  let  go  ropes,'  to 
'  haul  in  faster,'  &c.,  and  '  broadside  on,'  the  tube  floated 
majestically  into  the  centre  of  the  stream.  I  then  left  my 
station,  and  ran  to  the  entrance  of  the  works,  where  I  got 
into  a  boat,  and  bade  the  men  pull  out  as  far  as  they  could 
into  the  middle  of  the  straits.  This  was  no  easy  task,  the 
tide  running  strong;  but  it  afforded  me  several  splendid 
views  of  the  floating  mass,  and  one  was  especially  fine.  The 
tube  coming  direct  on  down  the  stream, — the  distant  hills 
covered  with  trees, — two  or  three  small  vessels  and  a  steamer, 
its  smoke  blending  well  with  the  scene,  forming  a  capital 
back-ground  ;  whilst  on  one  side,  in  long  stretching  per- 
spective, stood  the  three  unfinished  tubes,  destined  ere  long 
to  form,  with  the  one  then  speeding  on  its  journey,  one  grand 
and  unique  roadway.  It  was  impossible  to  see  this  imposing 
sight,  and  not  feel  its  singleness,  so  to  speak.  Anything  so 
mighty  of  its  kind  had  never  been  before;  again  it  would 
assuredly  be;  but  it  was  like  the  first  voyage  made  by  the 
first  steam-vessel,  something  till  then  unique.  At  twenty- 
five  minutes  to  nine  o'clock,  the  tube  was  Hearing  the  Angle- 
sea  pier,  and  at  this  moment  the  expectation  of  the  spectators 
was  greatly  increased,  as  the  tube  was  so  near  its  destination  ; 
and  soon  all  fears  were  dispelled,  as  the  Anglesea  end  of  tho 
tube  passed  beyond  the  pier,  and  then  the  Britannia  pier  end 
neared  its  appointed  spot,  and  was  instantly  drawn  back  close 
to  the  pier,  so  as  to  rest  on  the  bearing  intended  for  it.  There 
was  then  a  pause  of  a  few  minutes  while  waiting  for  the  tide 
to  turn,  and  when  that  took  place  the  huge  bulk  floated  gently 
into  its  place  on  the  Anglesea  pier,  rested  on  the  bearing 
there,  and  was  instantly  made  fast,  so  that  it  could  not  move 
again.  The  cheering,  till  now  subdued,  was  loud  and  hearty, 
and  some  pieces  of  cannon  on  the  shore  gave  token,  by  their 
loud  booming,  that  the  great  task  of  the  day  was  done." 

The  preparations  for  performing  so  important  and  perilous 
an  undertaking  as  that  of  hoisting  the  enormous  fabric,  to 
place  it  in  its  permanent  position  over  the  straits,  weje  on 
a  scale  of  immense  magnitude.  This  will  be  the  more  readily 
understood,  when  it  is  stated  that  the  total  dead  weight  lifted 
100  feet  high  fom  high-water  mark,  was  upwards  of  2,000 
tons,  or  equivalent  t(j  the  elevation  to  that  height  of  upwards 
of  30,000  men.  During  the  progress  of  this  great  work,  a 
general  impi'ession  appeared  to  prevail  with  the  public,  that 
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when  the  tubular  bridge  was  floated,  the  whole  operation 
would  be  completed  ;  but  that,  if  it  niny  be  so  termed,  was 
a  vulgar  error.  The  floating  was  notliing  more  than  the 
launch  of  the  great  iron  ferry  to  the  precise  site,  where  it 
was  to  be  raised  by  mechanical  power,  specially  constructed 
for  the  purpose,  to  a  height  nearly  equal  to  tliat  of  the  dome 
of  St.  Paul's.  The  strolic  of  the  liydraulic  presses  employed 
for  the  purpose,  was  G  feet,  that  is  to  say,  they  were  only 
capable  of  raising  6  feet  at  one  lift.  The  tube  of  2,000  tons 
weight  was  conserjuently  to  be  sustained  wliile  the  presses 
were  lowered,  and  a  fresh  hold  obtained.  This  sustentation, 
owing  to  the  immense  magnitude  of  the  labour,  was  effected 
by  building  up  successive  layers  of  masonry  at  every  6foot 
lift,  vuider  the  tube,  to  support  it  securely  in  its  upright 
ascent,  during  which  arrangements  were  made  for  another 
C-foot  hoist,  until  the  whole  100  feet  were  finished.  Had  it 
not  been  for  this  process  of  building  up,  the  operation  would 
have  only  occupied  about  a  day,  but  as  it  was,  it  took  a 
fortnight.  The  precaution  was  adopted  by  Mr.  Stephenson 
and  Mr.  Clark,  to  guard  against  the  probability  of  casualtv, 
seeing  that,  shouM  any  accident  occur,  the  labour  of  years, 
and  the  outlay  of  half  a  million  of  money,  would  have  been 
inevitably  sunk.  To  insure  security,  however,  some  con- 
trivances were  adopted,  by  which  the  supporting  chains,  as 
they  rose,  were  continually  followed  up  by  wedges  of  wood, 
so  that  in  the  event  of  any  accident  having  arisen  to  the 
lifting  machinery,  no  injury,  it  was  expected,  would  happen 
to  the  tube.  The  mechanical  contrivances  for  the  purpose 
were  the  largest  in  the  world,  and  the  most  powerful  ever 
constructed. 

We  are  enabled,  from  a  close  inspection,  to  give  a  descrip- 
tion of  the  vast  apparatus  for  hoisting  the  huge  burden.  The 
machine  used  to  eflect  this,  was  an  enormous  hydraulic  press, 
a  contrivance  invented  by  Biamah,  and  used  in  operations 
where  intense  pressure  is  required.  Its  construction  was  of 
the  most  simple  character,  and  consisted  only  of  an  e.xceed- 
ingly  tiiick  and  very  heavy  iron  cylinder,  like  a  mortar. 
A  strong  piston,  or  plunger,  also  of  iron,  called  the  ram,  and 
fitted  with  a  leather  collar  at  the  shoulder,  so  as  to  render  it 
water-tight,  worked  up  and  down  inside  this  cylinder.  Water 
was  forced  into  the  cylinder  by  a  force-pump,  through  a 
small  orifice  which  might  be  compared  to  the  touch-hole  of 
a  gun.  The  whole  secret  of  the  immense  power  of  this 
machine,  consisted  simply  in  the  prodigious  force  with  which 
the  water  was  driven  into  it,  and  which  in  the  present 
instance  was  so  great,  that  it  threw  the  water  to  the  lieight 
of  nearly  20,000  feet,  which  is  more  than  five  times  as  high 
as  the  neighbouring  noble  pinnacle  of  Snowdon,  and  5,000 
feet  higher  than  the  monarch  of  mountains,  ]\Iont  Bisnc. 
It  in  fact  resembled  the  piston  of  a  steam-engine,  but  instead 
of  using  steam  at  30  or  401b.  pressure  to  the  inch,  water  was 
used  at  a  pressure  of  800  or  90011i.  The  cylinder  of  course 
was  of  almost  adamantine  strength,  to  enable  it  to  sustain 
and  withstand  that  [iressure.  The  sides  of  the  largest  of 
these  presses  used  in  raising  the  bjidge,  were  1 1  inches  thick. 
The  weight  of  the  cylinder,  which  was  of  cast-iron,  in  one 
piece,  was  10  tons  alone  ;  but  the  whole  machine  complete 
was  40  tons.  The  ram  or  piston  within  it,  was  20  inches  in 
diameter,  and  when  worked  to  its  utmost  power,  would  alone 
be  quite  capable  of  raising  one  of  the  tubes.  The  marvellous 
thing  above  all  was  this,  that  in  spite  of  its  immense  propor- 
tions, its  stupendous  action  was  guided  and  controlled  with 
the  most  perfect  ease  and  precision  by  one  man.  This 
hydraulic  giant  was  constructed  by  Messrs.  Eastou  and 
Amos,  engineers  of  Southwark.  It  stood  on  two  beams  on 
a  lofty  sort  of  eyrie,  at  the  top  of  one  of  the  towers,  whence 
a  grand  and  open  view  is  obtained  of  the  straits  seaward, 


while  its  elevation  above  the  ravine  was  upwards  of  200  feet. 
The  press  was  composed  of  wrought-iron  plates,  riveted 
together  at  the  top  of  the  side  towers,  where,  with  its 
assistant  machinci-y,  it  occupied  a  large  chamber  to  itself, 
about  29  feet  above  the  level  to  which  the  bridge  had  to  be 
raised. 

The  sensations  e.xperienced  on  looking  down  from  this 
lofty  elevation  over  the  rushing  stream  of  the  straits,  and 
the  great  tubes  and  machineries  strewn  round  about  below, 
were  of  a  peculiarly  impressive  character.  In  addition  to 
this  large  press,  there  were  two  smaller  presses,  with  lams 
IS  inches  in  diameter,  placed  side  by  side  at  a  similar  level 
on  the  Britannia  tower,  and  which  acted  in  conjimction  with 
the  large  press.  The  chains  by  which  the  power  exerted  by 
these  presses  in  their  lofty  position  was  conimnnieated  to  'h% 
tubes  lying  at  the  base  of  the  towttr,  resembled  the  chains  o*" 
an  ordinary  suspension-bridge,  and  were  similar  to  those  of 
the  bridge  at  Ilungerford.  They  were  manufactured  by  the 
patent  process  of  Messrs.  Howard  and  Ravenhill,  of  London, 
and  consisted  of  flat  links  seven  inches  long,  one  inch  thick, 
and  six  feet  in  length,  with  an  eye  at  each  end,  and  were 
bolted  together  in  sets  of  eight  and  nine  links  alternately. 
The  weight  of  the  chains  employed  in  lifting  the  2.000  tons, 
was  about  100  tons,  far  exceeding  that  of  the  well-known 
equestrian  statue  of  the  Duke  of  Wellington  at  Hyde  Park, 
which  has  hitherto  been  regarded  as  one  of  the  greatest 
"lifts"  of  the  age.  These  chains  were  attached  to  the  tube 
at  two  feet  from  the  end,  and  in  order  to  get  sufficient  pur- 
chase at  the  part,  three  strong  frames  of  cast  iron  were  built 
into  each  end  of  the  tube.  The  innermost  frame  only 
stiffens  and  supports  the  sides,  while  the  tube  was  resting  on 
its  ends.  The  two  outer  frames  were  the  lifting  frames. 
The  chains  were  attached  to  them  by  three  sets  of  massive 
cast-iron  beams,  placed  across  the  inside  of  the  tube,  one 
above  another,  their  ends  fitting  under  deep  shoulders  or 
notches  in  the  lifting  frames,  where  they  were  secured  by 
screw-bolts.  As  an  additional  precaution,  two  very  strong 
wrought-iron  straps  passed  over  the  upper  pair  of  beams, 
and  descended  into  the  bottom  cells  beneath  the  frames, 
where  they  wore  strongly  keyed.  The  weight  of  these 
lifting  frames  and  cast-iron  beams  w-as  200  tons,  and 
it  was  even  a  matter  of  wonder  among  the  engineers 
themselves,  how  niachiner}-  could  be  made  strong  enough  to 
raise  the  ponderous  load.  The  way  in  which  the  chains 
were  connected  with  the  press,  was  by  an  exceedingly  thick 
and  heavy  beam  of  cast-iron,  strengthened  by  wrought-iron 
ties  across  the  top.  It  rested  like  a  yoke  on  the  shoulder  of 
the  ran),  and  was  called  the  cross  head  of  the  press.  The 
two  chains  passed  through  square  holes  at  either  end  of  the 
cross  head,  and  were  securely  gripped  at  the  top  of  it  by  an 
apparatus  called  the  ehnna^  consisting  of  two  strong  cheeks 
of  wj-ought-iion,  drawn  together  by  screws  like  a  black- 
smith's vice.  The  beams  on  which  the  presses  stood,  the 
cross  heads,  and  all  the  parts  that  were  subjected  to  a  very 
heavy  strain,  were  either  constructed  of,  or  strengthened  liy 
wrought-iron,  which  was  found  to  be  less  brittle  and  more 
trustworthy  than  cast-iron.  As  the  tube  was  12  feet  longer, 
allowing  6  feet  at  each  end,  than  the  distance  between  the 
towers  in  which  the  presses  Wf)rked  ;  recesses  or  grooves 
were  left  in  the  face  of  each,  of  6  feet  deep,  in  order  to 
receive  the  additional  length,  and  of  sufficient  width  to  allow 
the  end  of  the  tul)e  to  slide  up  easily  within  them.  The 
recesses  extended  from  the  Ijottom  of  the  towers  to  nearly 
the  height  of  the  hydraulic  machines.  It  was  in  ttie  low  end 
of  these  recesses,  on  a  soil  bed  of  timber  placed  to  receive 
it,  that  each  great  tube  rested,  aftei-  being  floated  there,  \mtil 
the  vast  mechanical  equipments  f.'r  ballooning  it  to  its  per- 


iiiancnt  level,  102  feet  above  high  watcj-  mark,  were  eom- 
jileted. 

The  entire  completion  of  this  celeljrated  structure,  the 
■wonder  and  admiration  not  of  a  kingdom  only,  but  of  the 
world,  perfects  the  communication  between  England  and  the 
sister  country.  The  interchange  of  transit,  and  conveyance 
of  correspondence  between  their  respective  capitals,  may  bo 
daily  within  the  compass  of  ten  or  twelve  hours.  This 
rapidity  of  locomotion  in  the  present  day  may  be  well  con- 
trasted with  the  slow  doings  of  former  times.  In  1685  it 
took  the  then  Lord  Clarendon,  at  that  time  Lord- Lieutenant 
of  Ireland,  from  si.x  o'clock  in  the  morning  to  three  in  the 
afternoon,  nine  hours  to  get  from  Conway  to  Bangor,  a 
distance  of  14  miles,  while  a  short  time  since  the  distance 
was  accomplished  by  the  present  Lord  Clarendon,  Lord- 
Lieutenant  of  Ireland,  in  exactly  twenty  minutes.  At  the 
same  period  it  took  a  king's  messenger,  ''by  express,"  six 
days  to  get  over  the  ground  now  ti'aversed  between  London 
and  Chester,  188  miles,  in  five  hours;  and  it  is  but  twenty 
years  since,  that  the  same  di--tanco  by  coach  took  more  than 
twenty-four  hours. 

These  are  the  immediate  advantages;  the  prospective  ones 
consist  in  the  completion  of  the  gjcat  harbour  of  Holyhead, 
now  being  constructed  for  tiie  Admiralty  by  Mr.  Rendel  the 
engineer,  the  pier  at  which  is  coi  iplcted,  and  the  breakwater 
for  commencing  the  vast  operations  fixed.  Should  the 
Admiralty,  as  has  been  long  expected,  on  the  completion  of 
this  harbour,  remove  to  it  the  West  India  packets,  now  start- 
ing from  Southampton,  and  the  Galway  line  of  railway  be 
finished,  the  voyage  to  the  United  States  by  this  route  would 
be  shortened  four  or  five  days. 

We  cannot  close  this  article,  and  necessarily  imperfect 
account,  of  the  Britannia  bridge,  without  a  passing  allusion  to 
the  unfortunate  difference  that  occui-red  during  its  progress, 
between  Messrs.  Stephenson  and  Fairbairn.  It  is  greatly  to 
be  lamented,  that  men  so  eminent  for  talent  should  difler  as 
to  their  respective  claims  to  the  conception  and  execution  of 
so  grand  a  work.  It  is  not  for  us  to  presume  to  settle  such 
claims,  but  surely  each  possesses  in  himself  meritsosiirpassing 
ordinary  minds,  that  he  may  well  aBbrd  to  yield  a  portion 
of  honour  to  the  many  competitors  who  may  join  with  him 
in  the  race  for  fame.  A  work  like  this  might  aftbrd  distinc- 
tion for  many  minds,  and  varied  talents;  to  all  give  honour, 
where  honour  is  due.  Let  us  then  award  to  a  Stephenson 
the  merit  justly  due  to  him  for  his  original  conception;  to  a 
Fairbairn,  the  unwearied  perseverance  and  the  vast  practical 
ability,  by  which  that  conception  was  realized  and  biought  to 
perfection;  to  all  associated  in  the  undertaking,  each  in  his 
peculiar  walk,  the  merit  of  talent,  zeal,  and  untiring  industry. 

Irok  Chain,  pieces  of  iron  linked  together.  Iron  chains 
are  very  serviceable  under  the  roofs  of  circular  buildings, 
where  there  is  no  intermediate  tie,  particularly  at  the  bottom 
of  stone  domes,  in  order  to  prevent  them  from  spreading  or 
pushing  out  the  walls,  which,  without  this  precaution,  might 
be  subject  to  separation,  especially  when  the  dome  has  to 
suppoit  an  immense  tujret  or  lantern  of  stone.  The  dome  of 
St.  Paul's  Cathedral,  London,  has  two  chains  let  into  a  bond- 
ago  of  Portland  stone  laid  for  the  purpose. 

Iron  Girders.  Girdejs  of  wrought  and  cast  iron  have 
now  been  used  for  some  years  in  the  construction  of  build- 
ings, but  more  especially  in  the  formation  of  railway 
bridges,  stations,  &c.  The  article  on  iron  bridges  will 
show  how  extensively  thoy  have  been  applied  in  that  way. 
Various  forms  of  girders  have  been  recommended,  and  vari- 
ous methods  suggested  of  combining  wrought  with  cast 
iron,  but  these  improvements  have  been  more  directed  to 
the   use   of    girders    in    the    construction    of    railway    and 


Cast-iron    beams    for 


I'ge   buildings,  have  been  used  with 


other   bridges,    than    in    buildings 

warehouses,  and  other 

success. 

Iron  King-Posts  and  Queen-Posts,  are  in  many  in- 
stances preferable  to  those  constructed  of  wood,  and  are  not 
more  expensive  where  both  bolts  and  straps  are  used. 

Iron  Stone,  an  ore  of  iron  cotnposed  of  iron  combined 
with  oxygen,  silex,  carbonic  acid,  and  water.  When  of  a 
superior  (jiiality,  it  yields  near  40  per  cent,  of  iron.  In 
Missouri,  United  States,  iron  stone  has  been  found  yielding 
75  per  cent,  of  metal. 

luoN  Wood,  the  popular  name  of  some  species  of  a  genus 
of  trees  distinguished  for  their  hardness.  The  diospyrns 
ebenii.i,  or  ebony,  is  sometimes  called  ironwood. 

IIIREGUL,\R,  in  the  art  of  building,  a  term  applied  not 
only  to  the  parts  of  an  edifice  which  deviate  from  the  pro- 
portions established  by  antique  monuments  ;  as  when  the 
Grecian-Doric  is  made  more  than  six  diameters  in  height, 
ttie  Ionic  more  than  nine,  and  the  Corinthian  moie  than  ten  ; 
but  also  to  places  where  the  angles  are  unequal,  and  to 
edifices  whose  counterparts  do  not  correspond  in  the  several 
elevations. 

A  column  is  said  to  be  irregular,  not  only  when  it  deviates 
from  the  proportions  of  any  of  the  three  regular  orders;  but 
when  its  ornaments,  whether  in  the  shaft  or  capital,  deviate 
from  the  established  forms  peculiar  to  the  order. 

Irregular  Bodies,  solids  not  terminated  by  equal  and 
similar  surfaces. 

Irregular  Figure,  a  figure  whose  sides  and  angles  ai'c 
not  equal. 

Irrigation,  in  agriculture,  the  art  of  causing  water,  by 
artificial  means,  to  be  distributed  over  the  surface  of  the  land, 
to  atli>rd  moisture  to  the  plants,  &c.,  where  insufficiently 
supplied  with  it  by  nature.  Of  late  years  a  practice  has 
been  adopted,  and  with  great  success,  of  irrigating  lands 
situated  near  large  towns  with  the  sewage-water  diverted 
from  the  sewers,  and  conveyed  by  means  of  pipes  to  the 
required  spot.  The  distribution  is  then  effected  in  various 
ways,  according  to  the  nature  of  the  ground  to  be  irrigated, 
and  other  circumstances. 

IS.\GON,  (fiom  the  Greek,  laog,  equal,  and  ycovia,  an 
a/if/le,)  in  geometry,  a  figure  consisting  of  equal  angles. 

ISIAC  TABLE,  one  of  the  most  considerable  monuments 
of  antiquity,  being  a  plate  of  copper  or  brass,  discovered  at 
Rome,  in  1525,  and  supposed,  by  the  various  figures  in  bas 
relief  upon  it,  to  I'epresent  the  feasts  of  Isis,  and  other  Egyj  - 
tian  deities. 

With  regard  to  the  history  of  this  monument,  we  may 
observe,  that  the  copper  or  brass  ground  was  overlaid  with 
a  black  enamel,  artificially  intermixed  with  small  plates  of 
silver.  When,  in  the  year  1525,  the  constable  of  Bourbon 
took  the  city  of  Rome,  a  locksmith  bought  it  of  a  soldier, 
and  then  sold  it  to  Cardinal  Bembo,  after  whose  death  it  came 
into  the  hands  of  the  Duke  of  Mantua,  and  was  kept  in  th.-it 
fainily  till  it  was  lost  at  the  taking  of  that  city  by  the 
Imperialists,  in  the  year  1630,  nor  has  it  been  ever  heard  of 
since.  Bv  good  fortune  it  had  been  engraved  in  its  full 
proportion,  and  with  all  possible  exactness,  by  jEneas  Vico 
of  Parma.  This  tablet  was  divided  into  three  horizontal 
compartments,  in  each  of  which  were  diflfeient  scenes,  con- 
taiuing  different  actions.  These  compartments  are,  as  it 
were,  diflerent  cartouches,  distinguished  sometimes  by  single 
strokes  only,  but  oftcner  by  a  very  large  fascia,  which  is  full 
of  hierogh  phics,  that  is,  of  that  mysterious  writing,  conse- 
crated by  the  ancient  Egyptians  to  the  mysteries  of  religion. 
The  four  sides  of  the  table  were  enclosed  with  a  border 
filled  up,  like  the  ground,  with  several  figures  of  the  Egyp. 
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tian  gods,  and  with  a  great  number  of  the  hieroglyphics. 
There  have  been  various  opinions  as  to  the  antiquity  of  this 
monument:  some  have  supposed  that  it  was  engraved  long 
before  the  time  when  the  Egyptians  worshipped  the  figures 
of  men  and  women.  Chanipollion  judged  it  to  be  the  work 
of  an  uuitiitiated  artist,  little  acquainted  with  the  true  wor- 
ship of  the  goddess  Isis,  and  pnjliably  of  the  agf?  of  Hadrian. 
Otiiers,  among  whom  is  Ijislmp  Warburton,  appiehend,  that 
it  was  made  at  Rome,  by  ])ersons  attached  to  the  worship  of 
Isis.  Dr.  Wai  burton  considers  it  as  one  of  the  most  modern 
of  the  Egyptian  monuments,  (in  account  of  the  great  mixture 
of  hieroglyphic  characters  which  it  Ijears. 
ISLE.     See  Aisle. 

ISODOMUM,  a  species  of  walling  used  by  the  Greeks. 
See  Wall. 

ISOSCELES  TRIANGLE,  a  triangle  with  two  of  its 
sides  equal. 

ISOTIIERM.VL  LINES,  curves  supposed  to  be  traced  on 
the  surface  of  the  earth,  so  that  each  may  pass  through  a  series 
of  points,  at  which  the  mean  annual  temperature  is  the  same. 
ISTII.MIAN  GAMES:  these  were  one  of  the  four  great 
national  festivals  of  Greece;  the  others  being  the  Olympian, 
Pythian,  and  Neinean.  They  were  celebrated  under  the 
presidency  of  the  Corinthians,  near  Corinth,  on  the  isthmus 
connecting  Peloponnesus  with  the  continent — hence  their 
name, — and  were  performed  at  intervals  of  four  j'ears,  cor- 
responding with  the  recurrence  of  the  other  festivals  above 
nienti(ined,  so  that  each  year  had  its  solemnity.  The  Isth- 
mian g.ames  were  first  established  in  honour  of  Mel  icertes,  the 
son  of  luo  (Pans.  i.  44) ;  but  were  reorganized  by  Theseus 
in  honour  of  Neptune,  the  presiding  deity  of  the  Isthmus. 
The  crowns  bestowed  on  victoi's  were  of  pine  leaves.  See 
Oly.vipian  Games,  and  Circus. 

ISIS,  one  of  the  chief  deities  of  the  Egyptians,  the  sister 
of  Osiris,  was  represented  as  the  goddess  of  fecundity,  and 
the  cow  was  therefore  sacred  to  her.  She  was  said  to  have 
first  taught  men  the  art  of  cultivating  corn.  Heads  of  Isis 
are  a  frequent  ornament  of  Egyptian  capitals  on  the  pillars  of 
the  temples.     See  Egyptian  Arohitectlre. 

ITALIAN  ARCHITECTURE.— A  style  of  architecture 
prevalent  iu  Italy  during  the  fourteenth  and  two  following 
centuries,  but  more  espL'cially  during  the  fifteenth,  from 
which  circumstance  it  obtained  anotlier  designation,  being 
kn(jwn  likewise  under  tlie  name  of  the  ('inque-cenlo  style.  The 
term  "  Italian  "  does  not  include  every  style  and  class  of  build- 
ing to  be  found  in  Italy,  but  is  restricted  to  that  style  which 
was  deduced  from  the  ancient  Roman  or  classical  manner  of 
building.  To  attempt  to  allix  to  this  style  anything  like  a 
precise  or  definite  character  would  be  perha|>s  impossible 
owing  to  the  many  varieties  of  design  and  difi'erent  modes  of 
treatment  which  it  exhibits;  all  we  can  do  is,  to  give  some 
general  notion  of  the  prevailing  character  of  the  style. 

After  the  fall  of  the  Roman  empire,  its  architecture  declined 
into  a  state  of  semi-barbarisni,  and  degenerated  into  what  is 
commonly  termed  the  Romanesque  style;  the  cities  of  Italy 
were  adorned  with  edifices  iu  either  the  Byzantine  or  Lom- 
bardic  manner,  as  their  intercourse  preponderated  with 
Byzantium  or  Rome.  Gothic  architecture  did  not  make  its 
appearance  in  Italy  until  a  comparatively  late  period,  nor 
even  then  did  it  possess  any  decided  or  lasting  influence;  it 
was,  however,  in  vogue  to  some  extent  during  the  thirteenth 
century,  and,  although  of  a  mixed  character,  may  be  said  to 
have  been  the  prevading  style  of  that  date.  Of  the  build- 
ings of  the  Pointed  style  in  existence  previous  to  the  revival 
of  the  Roman  methoil,  the  palace  of  the  doge  at  Venice  will 
form  a  fair  example. 

This    edifice    consists   of    three    stories,    the    lower   two 


of  which  are  coinprised  in  the  lower  half  of  the  building. 
The  first  or  lowermost  story  contains  eighteen  simple  pointed 
arches  springing  from  low  stunted  eolunnis,  above  which,  and 
forming  the  second  story,  is  an  open  gallery  of  thirty-six 
small  pointed  ogee  arches  having  the  intrados  formed  in  the 
shape  of  a  trefoil.  In  the  centre  of  the  upper  arcade  is  a 
large  balcony  with  tabernacle-work  above,  to  the  right  and 
lel'tof  which  the  wall  is  formed  of  masonry  jointed  diagonally, 
and  containing  six  large  pointed  windows.  In  the  centre  of 
the  building  is  an  attic  crowned  by  statues,  and  tlie  horizontal 
cornice  is  terminated  with  a  pierced  battlement. 

This  style  of  building  was  not,  however,  destined  to  prevail 
much  longer.  At  ihe  close  of  the  tlnrteenth  century,  a  new 
cathedral  was  to  be  built  at  Fhu-ence,  and  was  commenced  on 
a  grand  scale  in  a.d.  12i>8.  by  Arnulfo  di  Cambio  da  Colle,  or, 
as  stated  by  other  authorities,  by  Arnulfo  di  Lapo.  The  design 
of  this  architect  was,  at  the  outset,  of  an  original  character, 
and  difiered  materially  from  the  style  tlu'ii  in  use  ;  this  dift'e- 
rence,  however,  was  much  increased  by  the  alterations  of  suc- 
ceedint;  architects  who  where  engaged  upon  the  work,  amongst 
whom  may  be  enumerated  the  names  of  Giotto,  Taddeo  Gaddi, 
Andrea  Orgagna,  and  Felippo  di  Lorenzo.  Iu  140S,  a  meet- 
ing of  architects  was  called  by  the  citizens,  to  discuss  the  best 
means  for  completing  the  cathedral,  and  it  was  at  this  time 
that  Brunelle^clii  made  his  bold  proposal  to  raise  the  dome, 
and  it  was  he  who  completely  efl'ected  the  alteration  of  style. 
This  building,  which  was  of  unusual  size  and  nu\guiricence, 
had  great  inlluence  in  etlecting  a  change  of  style  tliroughout 
Ital_Y,  and  led  ultimately  to  what  is  called  the  ix'vival  of 
Roman  art.  This,  iiowever,  is  not  a  fair  designation  of  the 
mode  of  building  prevalent  in -Italy  in  the  fifteenth  century; 
it  was  not  a  re-introduction  of  the  old  classic  styles,  Ijut 
rather  an  adaptation  of  classical  details  to  buildings  of  entirely 
different  character,  disposition,  and  arrangement.  It  is  true 
that  the  artists  who  introduced  this  style  adopted  the  classic 
orders,  reduced  them  to  a  system,  and  determined  their  form 
and  proportions  most  minutely,  yet,  nevertheless,  applied 
them  in  a  very  different  manner  to  the  ancients,  and  to  build- 
ings of  entirely  difierent  composition.  Even  in  their  delinea- 
tion of  the  orders,  they  were  guided  rather  by  the  writings 
of  Vitruvius,  than  by  existing  Roman  examples,  and  endea- 
voured rather  to  make  the  latter  agree  with  the  farmer,  than 
the  descriptions  of  the  writer  with  actual  examples. 

It  would  be  diflicult,  as  we  before  observed,  to  give  a 
definite  description  of  Italian  architecture;  we  can,  however, 
attempt  to  give  some  general  notion  of  a  few  of  its  leading 
characteristics.  One  of  the  main  points  in  which  it  dillers 
from  purely  classical  art,  is  its  partiality  for  fenestration  or  the 
introduction  of  windows,  so  as  to  form  a  marked  feature  iu 
the  design.  The  employment  of  lighting  apertures  had 
become  indispensable,aud  in  sojne  Italian  buildings  was  carried 
to  creat  excess,  so  that,  what  with  the  windows  and  the 
external  ornamentation,  little  space  was  left  of  naked  walling. 
Now,  the  employment  of  windows,  especially  to  such  an 
extent,  at  once  furnishes  us  with  a  feature  of  very  great 
importance,  and  it  is  questionable  whether  it  is  not  of  greater 
importance  than  that  of  eolumniation  :  it  is  at  least  eipially 
if  not  more  strongly  marked.  The  two  systems  of  fenes- 
tration and  eolumniation  form  two  grand  distinctions  in  archi- 
tectural design,  and  are  in  a  certain  sense  antagonistic  in 
principle,  nor  can  they  readily  be  made  to  harmonize  together : 
for  fenestration  cither  interferes  with  the  effect  aimed  at  by 
eolumniation,  as  in  the  case  of  a  colonnade,  where  the  simple 
and  chaste  elfect  produced  by  the  repetition  of  a  range  of 
columns  receding  one  behind  the  other,  is  marred  and  broken, 
and  the  unitv  of  the  composition  destroyed  ;  or  otherwise  is 
reduces  eolumniation  to  an  inferior  and  secondary  position  as 
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a  men:  means  of  decoration,  to,  in  short,  a  mere  accessory,  as 
is  evidenced  in  tiie  iiseof  engaged  columns,  and  pilasters,  and 
in  tlie  adoption  of  small  colninns,  &c.,  for  the  adornment  of 
only  pcn-tions  of  an  edifice.  The  latter  is  the  method  resorted 
to  iiy  tiie  Italians,  and  though  it  may  be  said  with  some  rea- 
son, that  the  eoluinnar-fonestr.ited  is  an  anonymous  style,  and 
tliat  the  terms  astylar  and  fenestrated  ought  in  practice  to  be 
synonymous,  yet  when  we  behold  some  of  the  beautiful  struc- 
tures raised  ill  this  style,  we  cannot  yield  ourselves  entirely 
to  this  opinion.  In  our  idea  they  may  lawfully  be  combined 
when  one  is  made  clearly  and  distinctly  an  accessory  to  the 
other,  and  when  the  pro-eminence  of  the  one  is  at  once  palpa- 
ble and  evident  to  the  senses :  but  they  may  not  be  so 
employed  where  they  hold  eiiually  important  positions  in  the 
same  edilico,  one  or  the  other  must  be  ostensibly  predomi- 
nant. The  Italians  have  employed  the  orders  as  ornamental 
accessories,  and  have  been  in  many  instances  eminently  suc- 
cessful, as  far  at  least  as  regards  the  production  of  elegance 
and  taste  in  the  design  ;  if  we  were  to  criticise  too  severely, 
and  enter  into  the  question  of  the  unity  of  design  and  con- 
struction, we  might  not  be  so  well  able  to  vindicate  the  claims 
of  this  style  ;  it  will  not  bear  such  rough- hand  ling  as  the 
Pointed. 

In  some  instances,  which  are  indeed  the  least  removed 
from  the  classic  in  this  respect,  the  entire  edifice,  or  at  least 
the  principal  portion  of  it,  is  comprised  in  one  order,  which 
is  thus  made  to  embrace  two  or  more  stories  of  the  building, 
and  the  same  number  of  ranges  of  apertures  ;  and  sometimes 
the  main  body  of  the  building  is  crowned  by  a  single  pedi- 
ment. This  is  what  some  would  have  us  call  classical,  or  at 
least  very  nearly  classical  ;  but  we  must  confess  we  do  not 
recognize  the  resemblance,  and  if  there  be  a  likeness,  it  is  by 
no  means  a  flattering  one.  This  method  would  appear  to  us 
to  be  the  first  bungling  attempt  at  adapting  the  ancient  orders 
to  the  altered  requirements  of  that  age;  such  a  system  can 
be  termed  neither  the  cohmmiated,  nor  the  fenestrated,  nor 
even  a  combination  of  the  two,  for  there  is  no  agreement  or 
unity  between  the  two  principles  so  applied ;  you  have  them 
both  together,  it  is  true,  but  not  in  combination  or  unity : 
they  are  in  open  war,  and,  destroying  each  other's  beauties, 
they  are  both  spoiled — self-destroyed.  The  two  systems  are 
individually  too  prominent,  they  jar,  ami  cannot  blend  together. 
Besides  all  this,  it  seems  unnatural  and  ridiculous  to  comprise 
several  distinct  stories  under  one  order;  and  if  it  seems  so  in 
theory,  it  has  certaiidy  no  less  the  appearance  in  practice. 

This  system,  howevei',  was  foitunately  by  no  means 
univeisal ;  it  was  a  more  usual  practice  to  give  to  each  story 
its  separate  order,  and  this  employment  of  different  orders,  or 
repetitions  of  the  same  order  one  above  the  other,  in  the 
several  stories  of  a  building,  affords  us  another  important 
feature  of  the  style.  This  practice  led  to  some  other  pecu- 
liarities worthy  of  especial  notice,  amongst  which  may  be 
noticed,  that  of  abandoning  all  proportion  of  intercolumnia- 
tion,-  and  spacing  the  columns  according  to  the  breadth  of  the 
piers,  and  the  apertures  between  them.  This  again  led  to 
the  abandonment  of  insulated  columns,  and  the  substitution 
of  engaged  columns  of  half  or  three-quarter  projection  ;  the 
reason  for  which  is  evident,  for  if  insulated  columns  had  been 
adopted,  when  placed  at  so  gie:>t  a  distance  from  each  other, 
they  would  have  had  an  exceedingly  tame  and  meagre  effect, 
especially  when  rnised  tier  above  tier.  But  another  altera- 
tion was  still  requisite,  for  with  half  or  three-quarter  columns, 
the  entablature  was  made  to  project  so  far  from  the  face  of 
the  wall  as  to  proouee  the  appearance  at  once  of  heaviness 
and  weakness,  the  overhanging  entablature  seeming  to  have 
no  snppoi  t  between  the  widely  separated  columns.  To  obviate 
this  inconsistency,   the  Italians  fell  into  a  still  greater,  by 


breaking  the  entablature  over  each  column,  and  recessing 
it  in  the  intercolumn.  We  say  a  greater  inconsistency,  for 
the  nature  and  fimctions  of  the  entablature  are  tlius  entirely 
disregarded,  but,  as  before  observed,  the  designs  of  the  Italians 
will  not  bear  comparison  with  the  requirements  of  construc- 
tive science.  This  objection,  however,  was  somewhat  lessened 
by  the  introduction  of  pilasters  in  the  place  of  colnnms,  which, 
from  their  slight  projection,  allowed  the  entablature  to  be 
continued  without  break  or  interruption.  This  was  so  far 
an  improvement,  but  it  will  be  noticed,  that  all  this  while,  the 
columns  and  other  divisions  of  the  order  were  losing  their 
natural  character  and  office,  and  had  at  last  dwindled  down 
to  nothing  better  than  aids  to  decoration.  Thus,  by  their 
diminution  in  size  and  projection,  and  by  their  loss  of  con- 
structive propriety,  columns  became  of  little  signiricanee  when 
compared  with  the  windows  and  other  apertures,  which  were 
often  highly  decorated  with  architraves  and  cornices,  .and 
sometimes  with  small  columns  in  the  jambs  supporting  an 
architrave  and  pedimental  head,  which  was  either  triangular 
or  segmental.  This  method  of  decorating  the  windows  was 
employed  where  each  story  of  the  edifice  was  arranged  as 
a  separate  order  ;  but  not  unfrequently  the  order  was  entirely 
omitted,  and  columns  employed  only  as  decorations  to  aper- 
tures, and  often  were  dismissed  altogether,  the  windows 
having  an  architrave  dressing  only,  with  cornice  supported 
by  ancones  on  either  side  of  the  architrave.  These  illustrate 
the  triumph  of  fenestration  over  the  combination  of  the  two 
systems;  and  if  the  former  do  not  excel  in  appearance, 
which  we  are  somewhat  inclined  to  think  it  does,  it  at  least 
surpasses  in  consistency.  We  have  fair  specimens  in  London 
in  the  Reform  Club  and  Bridgewater  House,  by  Mr.  Barry, 
as  also  of  the  other  system  in  the  Carlton,  Conservative,  and 
Army  and  Navy  Club  Houses,  all  of  which,  and  several  other 
excellent  examples,  are  in  close  proximity  to  each  other,  .",nd 
atibrd  ample  means  of  judging  of  their  comparative  merits. 

The  walls  of  Italian  buildings  are  frequently  formed  of 
rustic  masonry  of  various  descriptions,  and  this  is  more 
generally  the  case  with  basements,  and  the  lower  or  less 
i^nportant  stories,  and  in  such  a  situation  gives  an  appearance 
of  groat  strength  and  massiveness,  where  it  is  most  required  ; 
it  adds  also  to  the  apparent  strength  and  durability  of  the 
entire  edifice;  not,  however,  without  imparting  at  the  same 
time  a  degree  of  heaviness.  This  metb^d  of  decoration,  if  it 
m;iy  be  so  termed,  is  sometimes  applied  to  columns,  but  it  is 
rather  a  barbarous  ornamentation,  as  is  also  another  practice 
very  prevalent,  of  leaving  projecting  cubical  blocks  surround- 
ing the  shaft  of  the  column  at  regular  intervals  in  its  height. 
In  edifices  of  the  astylar  system,  the  angles  are  often  finished 
with  quoins. 

We  must  not  forget  to  allude  to  a  feature  which  is  common 
to  almost  all  Italianbuildings,  and  that  is,  the  boldly  projecting 
cornice,  or  cornicione,  as  it  is  termed,  at  the  summit.  It  is 
of  very  unusual  projection,  proportioned  to  the  entire  building, 
and  often  very  highly  enriched ;  it  forms  a  noble  finish  or 
crowning,  and  adds  considerably  to  the  importance  of  the 
flicade.  Sometimes  the  edifice  terminates  with  an  attic  or 
cornice  with  a  balustrade,  which  again  is  crowned  at  inter- 
vals by  statues  or  other  acroteria.  Columns  and  pilasters  in 
this  style  are  frequently  set  upon  pedestals,  which  is  an  inno- 
vation'upon  classic  art,  copied  from  the  Roman  triumphal 
arches,  in  which  the  practice  was  first  resorted  to.  Columns 
also  are  frequently  fluted  iu  a  spiral  direction  round  the  shaft, 
which  gives  them  an  appearance  of  weakness ;  they  are  also 
twisted  and  crooked,  which  produces  an  effect  no  less 
disagreeable,  than  the  construction  is  unscientific  and  bar- 
barous. Another  innovation  upon  ancient  precedent  con- 
sisted in  breaking  the  outline  of  the  pediment  by  cutting 
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it  in  the  middle  like  a  mitre  ;  this  practice  was  even  more 
unsightly  and  unscientific  than  the  preceding  ;  for  whereas 
the  ancient  pediment  was  foi'med  for  the  purpose  of  throw- 
ing otl"  the  rain ;  this,  on  the  contrary,  would  seem  to  be 
shaped  for  the  very  purpose  of  collecting  and  retaining  it. 
This  barbarism  is  frequently  accompanied  by  another  equally 
unautluirised  and  equally  ugly  :  we  allude  to  the  practice, 
when  the  upper  of  two  ecilonnades  is  narrower  than  the 
lower,  of  placing  on  each  side  of  the  upper  story,  a  huge 
reversed  console,  or  sort  of  volute,  which  has  an  e.xceedingly 
unsightly  apj)e;irance.  This  arrangement  is  of  common  oc- 
currence in  churches,  where  the  aisle-roofs  are  lower  than 
than  that  of  the  nave,  the  difference  of  level  being  made  up 
by  these  tasteless  masses.     These  few  last  mentioned  pecu- 


liarities form  some  of  the  worst  features  of  the  style;  many 
buildings,  however,  are  entirely  free  from  such  defects,  and 
arc  of  chaste  and  elegant  iesign. 

As  we  have  above  stated,  the  first  attempt  towards  the 
introduction  'if  tins  style  was  made  by  Arnulfo  di  Cambio, 
in  his  <lesign  for  the  dnomo  of  Florence  ;  but  very  little  pro- 
gress was  made  in  this  direction  till  the  time  of  Brunelleschi, 
who  may  be  said  to  be  the  'Uther  of  the  Italian  style.  From 
his  time  the  style  rapidly  extended  its  influence  throughout 
Italy,  and  was  considerably  varied,  and  in  some  instances 
improved  upon,  by  his  successors  ;  of  the  life  and  works  of 
the  principal  of  them,  a  short  account  will  be  found  in  the 
succeeding  table  : — 


Name  of  Architect 

Bom. 

Died. 

Native  of 

Practised  at 

I'h'Gcted  buildings. 

Wrote  works. 

Bninellesclii. 

A.  D.    ISlo 

A.  D.   1444 

Florence. 

Florence,    Rome, 
and  Mantua. 

Dome  of  Catluidral,  and  Clinrcli  of  San   l^orenzo,  and  com- 
menced tile  Palace  Pitti,  Florence. 

Alliorti. 

1400 

Florence. 

Rome,    Floreucc-, 
Mantua,      and 
Rimini. 

Palazzo  Rucellai,  part  of  the  church  of  tlie  Annunciation, 
Florence;   Church  of  St.  Francis,  Kiniini ;  and  St.  An- 
drew, Mantua. 

De  re  ..Edifica- 
tori.a. 

Bramante 

1444 

1514 

Castel    Du- 

Rome. 

Cloister  of  Convent  della  Pace,  Caucell.iri.a,  Palazzo  Giraud 

bino. 

rante,   or 

part  of  the  Vatican,  commencement  of  St.  PeterV,  and  tlinl 

Fermig- 
nano. 

Verona. 

oratory  of  the  cloister  of  San  Pietro  Moutorio,  Konie. 

Micheli. 

1484 

Verona. 

Palazzi  Pompeii,  Berilacqua,  Canossa,  Verona  ;_  and  Piilaz^i' 

Grimani.  Venice. 

MIcliaol       Angelo, 

1474 

15G3 

Florence. 

Rome 

St.  Peter's  Cathedral,  finished  the  Farnese  palace,  Rome  • 

Buonarotti. 

and  portions  of  Church  of  San  Lorenzo,  I'lorence. 

Ransorino. 

1479 

1578 

Florence. 

Venice. 

Libreria  Veccliia.  Palazzi  Cornaro  and  Deltiuo,  La  Zecca, 
the   Public  Libiary,  and  the  Cliurch  of  San  Francesco 
della  Vigna,  Venice. 

Serlio. 

1475 

1552 

Bologna. 

Vicenza  and  Fon- 
tainebleau. 

Theatre,  Vicenza ;  Palace  Fontainebleau. 

Opere   di  Ai- 

chitettura. 

Viguola 

1507 

1573 

VignoUa, 

Bologna,    Assisi, 

Palazzo  Isolani.  near   Bologna ;   Cluu'ch   at   Massano  ;   the 

Treatise  on  the 

Modena. 

I'erugia, 
Rome,  Ac. 

Madonna  degh  Angeli,  Assisi;  St.  Francesco,  Perugia  ; 
Villa  Giulia,  Church  of  St.  Andrea,  Rome ;   Palace  at 
Ca|irarola. 

Five  Orders. 

Palladio. 

1519 

1580 

Vicenza. 

Vicenza,  Venice. 

Palazzi  della  Ragione,  Tiene,  Valmarana.  Chieracati,  Porti, 
Barberino,  and  Villa  Capra,  and  'I'eatro  Olimpico,  Vi- 
cenza ;  Chui'clies  of  St.  Giorgio  Maggiore,  and  11  Redem- 
tore.  Venice. 

Scamozzi. 

1652 

1616 

Vicenza. 

Finished  Public  Library,  Venice ;  and  the  Teatro  Olimpico, 

Vicenza;    Cathedral  of  Salzburg,   the  Churches  of  St. 
Nieholo  di  Tnlentinn,  ancl  SS.  Siiiione  e  Giuda,  and  the 
Procuratie  Nuove,  Venice;  Palazzi  Roberto  Strozzi,  Flo- 
rence ;  and  Pretorio  and  'J'i'issimo,  Vicenza. 

Treatise  on 
Pei'spective. 

Architettui-a 
Universale 

Borromiui. 

1599 

1667 

Como. 

Rome 

Churches  of  La  Sapienza,  St.  Agnes,  and  th''  College  di  Pro- 
paganda, Oratory  Chiega  Nuuva,  and  the  Doria  Palace, 
Home. 

Palace  Barbcrini,  Fac^ade  of   the  College  di    Propaganda, 

BemiDi. 

1598 

1680 

Naples. 

Rome. 

Colonnade  in  front  of  St.  Peter's,  and  Colonnade  joining 

the  Vatican,  the  Church  of  St.  Andrea  a  Monte  Cavallo, 

the  Palace  Bracciauo,  &c. 

Italian  architecture  is  usually  divided  into  three  kinds, 
which,  with  a  very  decided  similarity  in  general  treatment, 
have  poeuliarities  sufficient  to  distinguisli  them  from  each 
other.  The  three  classes  are  named  after  the  cities  in  which 
they  each  prevailed,  not  that  any  one  of  the  styles  were  in 
use  at  any  phicc  to  the  e.xcltision  of  the  others,  but  that  each 
style  was  predominant  in  its  own  locality.  The  cities  are 
thi'se  of  Florence,  Rome,  and  Venice,  ;md  the  classes  are 
styled  after  their  names — Florentine,  Roman,  and  Venetian. 

The  architecture  of  Florence,  and  more  especially  of  its 
palaces,  is  very  peculiar;  strong,  massive,  severe,  and  from 
these  very  qualities,  grand  ;  but  at  the  same  time  gloomy 
and  heavy,  presenting  the  appearance  of  fcu'tresses  rather 
th.in  the  residences  of  merchants.  Nor  v.'as  this  appcar;uiee 
a  false  or  deceitful  one,  for  the  strenglh  of  these  mansions 
was  required  for  purposes  of  defence.  The  rival  parties  of 
the  Guelphs  and  Ghibellines,  and,  at  a  later  period,  of  the  Neri 


and  Bianchi,  were  the  cause  of  ceaseless  civil  discord,  and 
their  quarrels  kept  the  city  in  a  stite  of  continual  commo- 
tion, fiom  an  early  period  of  its  history,  to  the  time  of  the 
Medicis.  It  was  this  state  of  circunistances  which  originated 
the  peculiar  appearance  of  the  buildings  to  be  found  in  this 
city.  Large  blocks  of  stone  were  readily  procurable  from  the 
quarries  of  Tuscany  ;  and  solidity  and  strength  were,  to  some 
extent,  demanded  in  residences  which  were  not  uiifreqnently 
required  to  answer  the  pm'pose  of  a  stronghold.  Florentine 
buildings  excel  in  dignity  and  gr;indeur  those  of  Rome  and 
Venice,  but  fall  far  short  of  them  in  lightness  and  elegance  ; 
they  are  infijrior  in  the  refineinent  of  detail,  but  surjiass  all 
others  in  bold  and  imposing  masses. 

Although  the  revival  of  the  classic  orders  first  took  place 
at  Florence,  in  the  cathedral  of  the  above  city,  yet  tlie  pre- 
vious style,  or  rather  many  of  its  details,  lingered  there  for 
a  considerable  time,  and  even  as   late  as  the  middle  of  the 
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fifteenth  century,  as  is  evident  in  many  of  tiie  windows, 
some  of  wliich  have  the  intnidos  of  their  archivolts  semicir- 
ciilar,  while  the  extrados  is  carried  up  in  a  pointed  arch; 
otiicrs  again  arc  composed  of  two  lights  with  semicircular 
heads,  bolii  enclosed  within  a  larger  semicircular  arch,  and 
the  lighls  divided  by  a  central  column.  The  apertures  on 
the  ground  floor  are  usually  square  and  unimporUnit,  and  the 
naked  of  the  wall  of  this  and  the  other  stories  most  fre- 
quently rusticated,  a  mode  of  decoration  very  much  in  vogue. 
The  fayades  are  usually  continued  in  an  unbroken  line,  and 
there  is  little  diversity  in  plan.  A  bold  cornice  runs  round 
the  summit  of  the  edifice,  which  is  proportioned  to  the  en- 
tire building,  although  smaller  cornices  frequently  intervene 
between  every  two  stories.  A  very  important  distinction 
between  this  and  the  other  two  classes  of  Italian  arehitec- 
lure,  is  evidenced  in  the  absence  of  columns  from  the  exter- 
nal fafades. 

The  court  in  the  interior  presents  often  a  very  different 
aspect  from  that  of  the  exterior ;  indeed,  the  external  distri- 
bution scarcely  ever  indicates  that  of  the  interior,  which  ge- 
nerally consists  of  a  colonnaded  or  arcaded  quadrangle. 

'■The  buildings  of  Florence,"  says  a  French  author,  "  ap 
pear  to  be  not  the  work  of  ordinary  men  ;  we  enter  them 
with  respect,  expecting  to  find  them  inhabited  by  beings  of 
a  nature  superior  to  ours.  Whether  the  eye  is  arrested  by 
monu[nents  of  the  age  of  Cosmo  de  Medici,  or  of  the  times 
which  preceded  or  t'jilowed  it,  all  in  this  imposing  city  car- 
ries the  imprint  of  grandeur  and  majesty.  Frequent  revo- 
lutions obliged  the  chief  parlies  to  consider  their  personal 
safety  along  with  the  magnificence  of  their  dwellings.  E.x- 
terually,  they  arc  examples  of  the  skilfid  union  of  grace  with 
simplicity  and  massiveness,  internally  models  of  exquisite 
taste.  Afti-r  Home,  Florence  is  the  most  interesting  city  to 
every  artist." 

l]ruiieiles>.hi  may  be  said  to  have  been  the  founder  of  this 
style,  and  he  was  succeeded  by  Alberti,  Raffaelle,  Sanzio, 
Ammanati,  and  others  ;  the  style  dating  from  a.  d.  1400  to 
ItiOO.  Some  of  the  finest  examples  are  the  cathedral,  the 
palaces  Strozzi,  Pitti,  Medici,  Kiccardi,  Vccchio,  Podesta, 
and  the  chin-ches  of  SS.  Michele,  Maddelina,  Panorazio, 
Lurenzo,  and  Spirito. 

Descriptions  of  a  few  of  the  above  edifices  may  not  be 
out  of  place. 

The  Cathedral  of  S.  Maria  del  Fiore,  or  the  Duomo,  as 
it  is  termed,  was  the  first  building  in  which  the  Italian  fea- 
tures were  introduced  ;  several  of  the  peculiarities  of  the  old 
style  still  remaining,  so  as  to  give  to  tlie  edifice  a  kind  of  tran- 
sition-character between  the  Gothic  and  Italian,  of  which  it 
is  a  mixture.  The  edifice  was  commenced,  a.  d.  1298,  by 
Arnolfo,  and  not  entirely  completed  by  Brunelleschi,  wlio 
constructed  the  dome.  The  plan  is  that  of  a  Latin  cross, 
the  length  measuring  530  feet,  and  the  width  across  the 
transept  313  feet.  The  uav'e  is  divided  into  three  aisles 
by  arcades  resting  on  piers,  decorated  with  Ccu-iuthian  pilas- 
ters, the  height  of  the  central  avenue  being  153  feet,  and 
that  of  the  aisles,  properly  so  termed,  9l3J  feet.  The  space 
at  the  intersection  of  the  arms  of  the  cross  is  octagonal, 
l^eiiig  140  feet  in  width,  and  the  terminations  of  the  choir 
and  transepts  are  semi-octagonal,  covered  with  senfi-cupolas. 
Above  the  top  of  these  cupolas,  at  the  intersection  of  the  nave 
and  transepts,  rises  an  octagonal  drum,  with  a  circular  win- 
dow on  each  side,  and  terminated  at  the  top  by  a  horizontal 
cornice  from  which  springs  the  octagonal  dome.  Above  this 
again  is  a  lantern,  on  which  rests  au  octangular  pyramid,  sur- 
mounted by  a  ball  and  cross.  The  druin  rests  on  four  mas- 
sive piers,  its  height  is  43  feet,  and  the  thickness  of  its  wall  16 
feet.     The  dome  is  double,  consisting  of  two  shells  one  within 


the  other,  with  an  interval  of  5  feet  between  ;  the  thickness  of 
the  lower  shell  being  4  feet  3  inches  at  the  lower  extremity, 
and  1.0  foot  at  the  vertex  ;  and  of  the  inner  one,  5  feet  6 
inches  at  bottcnn,  and  2  fi-et  1  inch  at  vertex.  The  span  of  the 
dome  is  140  feet,  the  radius  of  internal  curvature,  120  feet; 
height  from  drum  to  lantern,  116  feet ;  from  ground  to  cupo- 
la, 280  feet ;  height  of  lantern,  45  feet ;  diameter,  24  feet. 

The  arcade  in  the  nave  consists  of  pointed  arches,  each 
segment  being  described  with  a  radius  equal  to  two-thirds 
of  the  span.  From  the  top  of  the  piers,  or  rather  of  the  pil- 
asters winch  adorn  them,  rises  a  second  order,  to  support  the 
ribs  of  a  pointed  vault.  The  aisle-w  indows  are  of  two  lights, 
divided  by  a  central  column,  and  having  trefoil  heads  to  each 
light,  both  of  which  are  included  under  a  larger  pointed  arch  ; 
on  the  extei'ior  they  are  crowned  by  a  rectilinear  pediment, 
with  a  pinnacle  at  either  end.  The  upper  windows  are  cir- 
cular. The  external  wall  is  almost  entirely  encased  in 
coloured  marbles,  and  is  ornamented  with  pilasters,  which 
at  the  eastern  extremity  are  connected  by  semicircular 
arches. 

Attached  to  the  cathedral  is  a  separate  campanile,  erected 
by  (iiotto  and  Taddeo  Gaddi,  a.d.,  1334,  which  consists  of 
five  stories,  ornamented  on  the  exterior  with  pilasters,  like 
the  cathedral.  The  three  lowermost  stories  have  narrow 
rectangular  windows,  the  fourth  two  tiers  of  pointed  win- 
dows, of  two  lights  each,  divided  by  a  twisted  pillar,  and  hav- 
ing trefoil  heads,  and  the  uppermost  one  wide  pointed  win- 
dow of  three  lights.  At  the  summit  is  a  gallery  supported 
on  brackets. 

The  Pitti  palace  was  designed  and  partially  erected  by 
Brunelleschi,  at  the  close  of  the  fourteenth  century.  The 
main  body  or  central  portion  of  the  building,  is  iii  plan  a 
parallelogram,  with  a  wing  projecting  at  right  angles  at  each 
extremity  ;  behind  the  centre  is  a  small  cortile.  In  eleva- 
tion, the  edifice  consists  of  three  stories  of  equal  height,  each 
story  being  somewhat  less  in  frontage  than  the  one  below 
it,  so  as  to  give  to  the  whole  the  appearance  of  a  pyramid, 
which  appearance  would  have  been  increased,  had  the  origi- 
nal design  been  carried  out,  in  which  a  fourth  story  was  con- 
templated. Each  of  the  stories  is  of  rustic  masonry,  and 
crowned  by  a  cornice  supporting  a  gallery  with  balustrade 
in  front.  The  witidows  are  placed  one  above  another,  and 
number  alike,  except  in  the  lower  story,  where  there  is  only 
one  window  under  each  alternate  one  above.  They  are  se- 
micircular-headed apertures,  and  have  the  voussoirs  grooved 
at  the  joints.  The  elevations  of  the  cortile  consist  of  three 
orders,  one  to  each  story  ;  the  lowermost  of  which  is  Tuscan, 
w  ith  shafts  fluted  horizontally.  The  second  order  is  Ionic, 
with  square  blocks  ranged  at  intervals  up  the  shaft,  and 
between  the  C(dumns  are  semicircular-headed  recesses,  con- 
taining windcnvs,  which  have  architraves  and  pilasters  on  the 
jambs,  and  are  crowned  by  pediments;  underneath  each 
window  is  a  projecting  table,  supported  by  two  corbids 
placed  under  the  architrave.  The  uppermost  order  is  Corin- 
thian, also  with  square  blocks  on  the  shafts,  and  between  the 
columns  are  recesses  with  horizontal  lintels,  formed  liy 
voussoirs ;  within  which  again  is  another  semicircular- 
headed  recess,  and  windows  crowned  by  a  curvilinear 
pediment. 

The  Palazzo  Strozzi  is  of  rusticated  masonry  through- 
out the  entire  fifade,  in  horizontal  and  vertical  channels. 
The  building  consists  of  three  stories  ;  in  the  centre  of 
the  lowest  is  a  doorway,  with  semicircular  head  flanked 
on  each  side  by  three  windows  having  square  heads.  The 
windows  in  the  upper  story  consist  of  two  lights  sepa- 
rated by  a  column,  and  having  half-columns  in  the 
jambs.     Both  the  lights  have  semicircular  heads,    and  are 
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included  under  a  coinmon  semicircular  arch,  the  spnndrils 
of  which  are  fiiled  up  with  pateiie.  Each  story  is  seijarated 
from  the  adjoining  one  by  a  frieze  i)f  dentils,  the  entire 
building  being  crowned  with  a  plain  frieze  and  boldly  pro- 
jecting cornice,  in  which  both  dentils  and  modilions  are 
employed. 

The  Richardi  palace  consists  of  three  stories,  as  does  the 
Strozzi  palace,  which  it  resembles  also  in  many  other  fea- 
tures. The  lowest  story,  however,  is  somewhat  peculiar, 
being  formed  of  uncoursed  masonry,  with  some  blocks  pro- 
jecting forward  beyond  the  others;  as  in  the  previous  exam- 
ple, the  doorway  is  semicircular  in  the  head.  The  second 
story  is  rusticated,  and  contains  seventeen  windows  in  close 
pro.ximity  to  each  other ;  they  are  of  two  lights,  with  a 
cohinni  in  the  centre,  and  have  semicii'cular  heads,  which 
enclose  the  heads  of  the  two  lights,  also  semicircular.  Above 
these  windows  is  a  larg(!  surface  of  naked  wall,  above  which 
is  a  dentil  band,  separating  this  story  from  that  above.  The 
third  story  is  of  plain  ashlar,  and  contains  wiu'lows  the  same 
in  number  and  description  as  those  of  the  second  story  ;  the 
whole  is  crowned  by  a  bold  cornice. 

The  church  of  San  Lorenzo,  by  Brunelleschi,  is  in  plan  a 
Latin  cross,  the  length  of  which  is  considerable  when  com- 
pared with  the  width  ;  the  height  of  the  building  follows  the 
same  proportions.  The  body  of  the  church  is  divided  into  a 
central  nave  with  two  aisles,  by  means  of  an  arcade  ;  the 
arches  of  which  rest  upon  Corinthian  columns,  carrying 
isolated  entablatures,  fioin  which  the  aiches  spring.  At  the 
intersection  of  the  nave  and  transept,  the  building  is  covered 
by  a  spherical  dome,  which  stops  short  ere  it  meets  at  the 
summit,  the  void  so  formed  being  covered  by  a  hemisphere 
of  smaller  diameter  ;  this  answers  to  the  lantern  more  usually 
applied  in  such  positions. 

'•  The  church  of  Santo  Spirito  is  a  beautiful  example  by 
Brunelleschi.  All  the  fronts  are  complete  except  the  prin- 
cipal one,  and  it  is  certainly  the  finest  of  Brunellesohi's 
designs  ;  though  subsequent  to  tlie  architect's  death,  as  the 
works  were  then  unfinished,  they  were  carried  on  with  some 
departure  from  the  original  design.  These  alterations,  though 
not  affecting  the  general  conception,  have  justly  excited  the 
anger  of  Vasari  against  those  who  fancy  themselves  better 
qualified  than  artists.  Oh  that  Vasari  were  alive  now  1 
The  plan  is  a  Latin  cross,  with  aisles  carried  round  the 
transepts  of  the  choir.  The  intersection  is  surmounted  by 
a  dome  ornamented  with  leaf-work,  and  rising  from  a  low 
tholobate,  pierced  with  circular  openings.  The  clere-story 
and  aisles  have  circular-headed  window's.  The  wall  being  of 
great  thickness,  there  is  sufficient  space  for  large  niches, 
which  occupy  each  intercoluinn,  and  the  wall  of  the  lower  clere- 
story, or  that  to  the  aisle  is  above  the  inside  to  the  lower 
wall,  and  has  circular  windows  similar  to  those  of  the  tholo- 
bate. Thus  there  were  three  distinct  levels  of  roof  besides 
the  dome.  The  interior  has  Corinthian  colunm^,  each  sup- 
porting an  entablature,  from  which  spring  semicircular  arehes. 
At  the  extremities  of  the  choir  and  transepts  there  are  four 
windows,  instead  of  an  odd  nnmlier.  The  high  altar  beneath 
the  dome  is  surmounted  by  a  magnificent  canopy.  There  is 
an  internal  dome  with  a  lantern  beneath  those  of  the  exterior. 
It  is  panelled,  and  perforated  by  the  windows  of  the  tholo- 
bate. In  this  church  we  remark  the  most  perfect  harmony 
of  lines.  Character  is  given  to  the  building  by  the  constant 
use.  of  circular  forms,  whilst  too  great  sameness  is  prevented 
by  the  occasional  use  of  horizontals.  The  sacristy  attached 
to  this  church,  and  the  second  cloister,  are  both  fine  works." 
The  edifices  of  Rome  are  of  a  very  difl'erent  character  to 
those  of  Florence  ;  they  have  lost  the  massive  appearance  of 
Uie  latter,   and   assumed   an  air  of  lightness  and  elegance. 


This  style  forms  the  connecting  link  between  the  Florentine 
and  the  Venetian  ;  for  while,  on  the  one  hand,  it  is  much  less 
heavy  and  severe  than  the  former,  it  is  not  so  gay  and  light- 
some as  the  latter.  Columns  are  of  frequent  introduction  in 
the  fiiyades,  in  which,  also,  the  entrance  becomes  an  impor- 
tant feature.  The  interior  courts  are  mostly  surrounded  by 
arcades,  and  from  them  a  grand  staircaseof  imposing  dimen- 
sions leads  to  the  principal  apartments.  The  churches  con- 
sist of  nave  and  aisles,  separated  by  arcades,  the  latter  being 
flanked  by  chapels.  The  transepts  are  not  extended  far 
beyond  the  nave,  and  the  intersection  is  covered  mostly  by 
a  dome.  Apsides  are  common.  The  facades  are  generally 
of  an  inferior  description,  often  plain  ;  and  when  decorated, 
it  is  without  taste  ;  they  are  often  only  masks,  having  no  rela- 
tion to  the  internal  distribution  of  the  edifice.  Bramante  was 
the  founder  of  this  style  ;  and  the  prineipal  examples  are  St. 
Peter's  cathedral  and  the  Farncse  palace,  which  we  proceed 
to  describe.  Of  the  former,  which  is  a  subject  of  general 
interest,  we  shall  take  this  opportunity  of  giving  a  full 
description. 

The  plan  of  St.  Peter's  is  that  of  a  Latin  cross,  with  a 
narthex,  or  porch,  at  the  west  end,  extending  in  width  beyond 
the  general  line  of  the  building.  Internally,  the  breadth  of 
the  church  is  divided  into  three  portions,  central  nave  and 
aisles  on  either  side,  by  means  of  an  arcade,  sujiportcd  on 
massive  piers,  four  of  which,  at  the  angles  formed  by  the 
intersection  of  the  nave  and  transept,  are  more  massive  than 
the  rest,  and  serve  to  support  the  central  dome.  There  are 
four  arehes  on  each  side  of  the  nave,  and  one  in  the  choir,  all 
springing  from  piers  which  are  ornamented  with  pilasters. 
A  chapel  is  formed  at  the  extremity  of  each  aisle,  where 
they  meet  the  transe])t,  which  is  rectangular  in  plan,  project- 
ing beyond  the  general  line  of  building  on  the  exterior,  and 
covered  with  a  spheroidal  dome.  At  the  western  extremity 
of  the  nave  is  a  porch,  asabove  noticed,  extending  in  f'ronta;:e 
from  north  to  south  beyond  the  main  line  of  the  building,  and 
projecting -from  the  extremity  of  the  nave  as  much  as  50  feet; 
this  porch  is  separated  from  the  nave  by  a  wall  containing 
five  doorways,  to  agree  with  the  number  ofdoors  in  the  outer 
wall  of  the  porch  itself,  which  forms  the  grand  fafade  and 
entrance.  The  elevation  of  this  fafade  is  adorned  with  half- 
columns  and  pilasters,  ten  in  mimber;  leaving  nine  inter- 
columnar  spaces  in  the  whole  fafade  ;  the  cohnnns  are  sur- 
mounted by  an  entablature,  the  height  to  the  lop  of  which  is 
125  feet,  and  the  four  central  columns  are  included  luider  a 
pediment  rising  above  the  entablature,  which  in  consequence 
is  broken  above  these  columns  as  it  is  also  above  every 
column  beyond  the  pediment.  This  order  contains  two  stories 
in  height,  the  lower  one  being  occupied  by  the  entrances,  and 
the  upper  by  windows.  In  the  central  comj.artment  of  the 
lower  story  is  the  principal  doorway,  with  horizontal  head, 
and  in  the  nearest  compartments  on  either  side  a  smaller  door- 
way with  semicircular  head,  on  either  side  of  which  again  is 
one  more  similar  to  the  first.  In  each  of  the  extreme  inter- 
columns  which  project  beyond  the  main  building  is  a  magni- 
ficent doorway  with  semicircular  hea<I,  and  similar  ones  on 
the  two  other  sides  of  each  of  those  projections  which  are  not 
contiguous  to  the  church.  In  the  upper  story  of  each  of  the 
intercol limns  is  a  window,  with  a  segmental  or  triangular 
pediment,  the  two  forms  alternating  with  each  other.  Above 
the  entablature  is  another  story  or  attic,  and  above  this  again 
a  lialustrade. 

From  the  four  great  |iicrs  at  the  intersection  of  the  nave 
and  transept,  spring  four  large  semicircular  arches  which 
support  a  drum  or  cylindrical  wall  70  feet  hijih,  and  perfo- 
rated at  intervals  by  windows.  The  windows  are  rectangular, 
surmounleil  alternately  by  triangular  and  segmental   pedi- 
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ments;  and  between  every  two  arc  a  pair  of  coupled  Corin- 
thian columns,  supporting  an  entablature  projecting  over  each 
cohimn.  Above  the  entalilature  the  wall  rises  20  feet,  and 
upon  the  top  of  this,  springs  the  magnificent  dome :  it  is  a 
double  dome  consisting  of  an  external  and  internal  shell  at  a 
short  distance  from  each  other,  the  extreme  diameter  of  the 
outer  one  measuring  189  feet,  and  that  of  the  other  on  the 
inside,  138  feet.  Both  domes  are  of  the  spheroidal  shape, 
but  the  inner  is  flatter  than  the  outer  one,  the  height  of  the 
former  being  77  feet,  while  that  of  the  latter  is  100  feet; 
they  arc  connected  together  by  sixteen  vertical  ribs  of 
masonry.  Above  the  cupola  is  a  lantern  40  feet  in  height, 
and  above  that  a  small  spire  supporting  a  ball  and  cross. 
There  are  three  tiers  of  windows  in  the  dome. 

Fiom  the  front  of  the  church,  and  commencing  at  the 
extremities  of  the  porch,  project  two  corridors,  one  on  each 
side,  in  such  a  manner  as  to  approach  nearer  and  nearer  to 
each  other  as  they  recede  from  the  fiyade  of  the  building,  and 
enclosing  a  space  of  ground  or  area  in  the  form  of  a  trape- 
zoid, the  length  of  which  fnjm  east  to  west  measures  400 
feet.  From  the  western  extremity  of  each  of  these  corridors, 
is  carried  a  semicircular  colonnade,  which  is  surmounted  by 
an  entablature  and  balustrade,  crowned  at  regular  intervals 
by  statues.  The  a  'ea  thus  enclosed  is  650  feet  long  from 
north  to  south,  and  500  feet  from  east  to  west;  in  its 
centre  is  a  large  Egyptian  obelisk  of  black  marble,  and  on 
each  side  of  it  a  large  fountain.  The  trapezoidal  area  con- 
tains the  steps  to  the  cathedral. 

The  original  design  for  this  cathedral  was  furnished  by 
Bramante,  but  was  altered  by  almost  every  architect  employed 
upon  the  building,  so  that  he  cannot  lay  claim  to  the  design 
of  it  as  executed.  Bramante  commenced  the  erection,  but 
did  not  proceed  for  with  the  work,  the  body  of  the  church 
being  erected  by  Pei'uzzi  and  San  Gallo ;  the  dome  by 
Michael  Angelo  and  Fontana  ;  the  nave  and  west  facade  by 
Girlo  Maderno  ;  and  the  colonnades  by  Bernini.  '1  he  plan 
was  originally  designed  as  a  Latin  cross,  which  was  changed 
into  a  Greek  cross  by  jSIichael  Angelo,  and  again  into  the 
Latin  form  by  Carlo  jradorno. 

The  following  dimensions  of  the  cathedral  and  its  several 
parts  may  be  found  useful,  especially  in  the  comparison  of 
this  and  our  cathedral  of  St.  Paul,  the  dimensions  of  which 
are  given  in  a  parallel  column. 

The  Plan. — Length  and  Breadth. 

St.  Peter's.     St.  Paul's. 

The  whole   length  of  the  church   and  Ft.  Ft. 

porch 7-29       .  .  500 

Tlie    breadth  \vithin    the  doors  of  the 

porticos 510       .   .  2.50 

The  breadth  of  the  front  with  the  turrets  364       .  .   180 
The  breadth  of  the  front  without  the 

turrets 318        .  .   110 

The  breadth  of  the  church  and    three 

divisions  of  the  nave 255       .  .   130 

The  breadth  of  the  church  and  widest 

chapels 364       .  .  180 

The  length  of  the  porch  within    ...  218       .  .     50 

The  breadth  of  the  porch  within  .     .     .  40       .  .     20 
The  length  of  the  plateau  at  the  upper 

steps 291       .  .  100 

The  breadth  of  the  nave  at  the  door     .  67       ..40 
The  breadth  of  the  nave  at  the  third 

pillar  and  tribune 73       .  .     40 

The  breadth  of  the  side  aisles      ...  29       .  .     17 
The  distance  between  the  pillars  of  the 

nave 44       .        25 
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65.7+ . 

.  25.35 

72   . 

.  40 

189   . 

.  145 

138   . 

.  100 

43   . 

— 

328   . 

— 

313   . 

.  190 

167   . 

170 

77   . 

.  35 

36   . 

.  18 

The  breadth  of  the  same  double  pillars 

at  St.  Peter's 29 

The  breadth  of  the  same  single  pillars 

at  St.  Paul's     ....'....        —       .  .     10 

The  two  right  sides  of  the  groat  pilas- 
ters of  the  cupola       65.7^. 

The  distance  between  the  same  pilasters 

ITie  outward  diameter  of  the  cupola     . 

The  inward  diameter  of  the  same    . 

The  breadth  of  the  square  by  the  cupola 

The  length  to  the  same 

From  the  door  within  to  the  cupola 

From  the  cupola  to  the  end  of  the  tribune 

The  breadth  of  each  of  the  turrets    .     . 

The  outward  diameter  of  the  lantern     . 

The  whole  space  upon  which  one  pillar 

stands 5,906       .  .  875 

The  whole  space   upon  which   all   the 

pillars  stand 23,625       .  .7000 

The  Height. 

From  the  ground  without  to  the  top  of 

the  cross 437^  .  .  370 

The  turrets  as  thev  were  at  St.  Peter's 

and  are  at  St.  P'aul's 289^  .  .  222 

To  the  top  of  the  highest  statuer,  on  the 

front 175  .  .  135 

The  first  pillars  of  the  Corinthian  order  74  .  .     33 

The  breadth  of  the  same 9  .  .       4 

Their  bases  and  pedestals 19  .  .     13 

Their  capitals 10  ..       5 

The  architrave,  frieze,  and  cornice    .     .  19  .  .     10 
The  Composite  pillars  at  St.  Paul's,  and 

Tuscan  at  St.  Peter's 25|  .  .     25 

The  ornaments  of  the  same  pillars  above 

and  below 14-^  .  .     16 

The  triangle  of  the  mezzo  relievo  with 

its  cornice 22+  .  .     18 

Wide 92"  .  .     74 

The  bases  of  the  cupola  to  the  pedestals 

of  the  pillars 36i  .  .     38 

The  pillars  of  the  cupola 32  .  .     28 

Their  bases  and  their  pedestals   ...  4  .  .       5 
Their  capitals,   architrave,    frieze,   and 

cornice 12  .  .     12 

From  the  cornice  to  the  outward  slope 

of  the  cupola 25+  .  .     40 

The  lantern  from  the  cupola  to  the  ball  63  .  .     50 

The  ball,  in  diameter 9  .  .       6 

The  cross,  with  its  ornaments  below     .  14  .  .       6 
The  statues  upon  the  front,  with  their 

pedestals 25|-  .  .     15 

The  outward  slope  of  the  cupola      .     .  89  .  .     50 
Cu]}ola  and  lantern,  fi-om  the  cornice  of 

the  front  to  the  top  of  the  cross  .     .  280  .  .  240 

The  height  of  the  niches  in  front      .     .  20  ..14 

Wide 9  .  .       5 

The  first  windows  in  front      ....  20  .  .     13 

Wide 10  .  .       7 

Mr.  Gwilt  has  prepared  a  table  of  areas  of  the  two  edifices, 
as  also  of  that  of  the  Duomo,  Florence ;  and  as  this  table 
contains    likewise    the    area    occupied    by  piers   and    other 

means  of  support,  it  will  give  an  idea  of  the  comparative 
merits  of  the  buildings  as  regards  construction,  and  when 
taken  in  connection  with  the  comparative  sectional   areas, 
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will  give  a  just  ratio  between  the  size  or  capacity  of  the 
LuiiiJiiig,  an  j  the  quantity  of  material  employed  in  its  con- 
struction. 

St.  Peter's.  St.  Paul's.     St.  Mary,  Florence. 
Ft.  Ft.  Ft. 
Area  on  plan  ....  227,069            .  .  84,(125             .  .  84,802 
Do.  of  points  of  supiKirt    5'J,:j08             ..   14,311             ..   17,030 
Ratio  of. ircos       .     .     .               1.02G1    ..             1:0170..  1:0201 
Sectional  area  at  tran- 
septs     8,325:10000  .  .  6,8G5;10O0O  .  .  8,855:10000 

We  shall  have  to  speak  more  particularly  about  St.  Paul's 
presently,  but  must  now  return  to  e.vaniples  to  be  found  at 
Jlome. 

The  great  Farnese  palace  is  ])iobably  one  of  the  finest 
specimens  of  Italian  palatial  architecture  in  existence,  and 
covers  an  area  of  250  feet,  by  185  feet,  the  height  of  the 
building  measuring  177  feet.  The  material  of  the  walls  is 
brick,  with  the  e-xception  of  the  dressings,  which  are  of 
Travertine  stone.  The  edifice  is  three  stories  in  height,  each 
of  which  contains  a  range  of  thirteen  windows,  with  the 
exception  of  the  first,  where  the  place  of  one  is  occupied  by 
a  doorway  ;  those  on  the  first  story  are  of  a  rectangular  form, 
with  architrave,  and  horizontal  cornice,  supported  by  ancones, 
or  corbels  on  either  side  of  the  window.  The  doorway  is 
semicircular-headed,  with  prominent  voussoirs.  The  windows 
in  the  next  story  are  of  a  more  (n-namental  character,  being 
still  of  the  rectangular  form,  but  having  pediments  alternately 
triangtdar  and  segmental  ;  the  jambs,  also,  are  decorated  with 
columns.  In  the  uppermost  story,  the  windows  have  semi- 
circular heads,  with  columns  and  triangular  pediments.  The 
stories  are  separated  by  impost  cornices,  and  the  entire  build- 
ing crowned  by  a  boldly  projecting  cornice.  In  the  interior 
quadrangle,  the  building  surrounds  a  court  88  feet  square, 
and  presents  a  very  difli^rent  appearance  to  the  extei-ior,  being 
divided  vertically  into  arcades.  The  lower  arcade  is  of  the 
Doric  order,  and  is  supported  on  piers  whose  sides  are 
adorned  with  Doric  columns,  and  which  sustains  an  entabla- 
ture enriched  with  triglyphs,  &c.  The  upper  arcade  is  of  the 
Ionic  order. 

The  Palazzo  Giraud  at  Rome  is  by  Bramante,  and  consists 
of  a  range  of  building  enclosing  a  quadrangle  89  feet  square, 
the  external  measurements  being  249  feet  by  190  feet.  The 
front  elevation  contains  three  stories,  all  of  which  are  rusti- 
cated, the  lowermost  by  both  horizontal  and  vertical  grooves, 
but  the  upper  by  horizontal  grooves  only.  In  the  centre  is 
a  semicircular-headed  door,  with  horizontal  cornice,  and  on 
each  side  of  it  three  square  windows.  In  the  .second  story, 
the  piers  between  the  windows  are  ornamented  with  coupled 
pilasters,  similar  to  those  of  tile  Corinthian  order,  standing 
on  high  (ilinths,  which  again  rest  on  a  podium  extending  all 
along  the  building,  but  broken  under  tiie  pilasters.  The 
pilasters  su]iport  a  simple  entablature,  and  between  them  are 
seven  semicirculardicaded  windows,  with  horizontal  cornices, 
the  archivolts  resting  on  pilaster.s,  and  the  spandrels  filled 
with  sculpture.  Above  the  piers  of  the  second  story,  the 
third  story  have  coupled  Corinthian  pilasters,  arranged  in  a 
similar  manner  on  plinths  and  podiuu).  Between  these  are 
two  tiers  of  windows,  the  lower  having  rectangular,  and  the 
upper  semicircular  heads.  Above  this  order  is  the  entabla- 
ture proportioned  to  the  building,  the  frieze  of  which  is 
occupied  by  blocks  to  support  the  cornice.  The  roof  has 
sloping  sides,  and  is  covered  by  hollow  tiles. 

In  one  of  the  shorter  sides  of  the  building  is  the  vestibule, 
which  is  47  feet  long,  by  34  feet  wide,  and  is  divided  longi- 
tudinally into  three  portions  by  two  rows  of  columns.  This 
gives  entrance  to  the  principal  court,  which  is  surrounded 
by  an  arcade  resting  on  piers,  ornamented  with  half 
coUinms,  and  roofed  with  a  groined  ceiling.     Opposite  the 


entrance  is  a  passage,  the  sides  of  which  are  ornamented  with 
pilasters  and  niches,  and  which  leads  to  a  smaller  court  in 
the  rear. 

The  N'enetian  style  is  characterized  by  its  jireeminent 
lightness  and  elegance,  and  more  csjiecially  by  the  frc(pient. 
and  almost  universal  enqdoyincnt  of  pilasters  and  arcades; 
it  bears  altogether  a  more  lively  and  decorative  character 
than  either  of  the  preceding.  Another  fe;iturc  having  a 
similar  tendi^ncy  is  shown  in  the  close  j)roximity  of  the 
windows,  and  the  large  proportion  of  the  elevation  occupied 
by  apertures.  San  Micliaeli,  or  Sansovino,  may  be  said  toh;ive 
been  the  founder  of  this  school,  and  they  were  followed  by 
Palladio,  Scamozzi,  &c.  Good  examples  are,  the  liiirary  of 
St.  Mark,  Venice,  the  Pompeii  palace,  N'crona,  and  the  chapel 
of  St.  Bernardino. 

The  library  of  St.  iMaik,  \'cnice,  is  by  Sansovino,  and 
consists  of  two  stories,  each  composed  of  one  order,  the  lower 
one  Doric,  and  the  upper  Ionic.  The  lower  story  is  raised 
three  steps  above  the  piazza,  and  consists  of  a  portico  of 
twenty-one  arches,  at  the  back  of  which  is  a  range  of  simi- 
lar arches  used  as  shops,  and  opposite  the  central  arch  is  a 
magnificent  staircase  leading  to  the  library.  The  piers  of  this 
story  are  ornamented  in  front  by  pilasters  of  the  Doric  order 
extending  to  the  top  of  the  arches,  and  carrying  a  noble 
entablature  enriched  with  triglyphs,  and  above  them  with 
a  fine  cornice,  with  dentil-band  underneath.  The  archivolts 
rest  on  a  moulded  cap  or  impost,  and  have  carved  key- 
stones which  finish  under  the  entalilature.  Above  this  is  an 
Ionic  order  carried  upon  pedestals,  ranging  with  which,  and 
underneath  the  windows,  is  a  balustrade,  flanked  by  other 
smaller  pedestals,  upon  which  stand  small  Ionic  columns 
placed  in  the  jambs  to  support  the  archivolt,  the  win- 
dows having  sendcircular  heads.  As  below,  the  order 
extends  to  the  top  of  the  arciies,  which  have  ornamented 
key-stones,  and  rest  on  impost  mouldings;  the  spandrels  be- 
tween the  archivolt  and  the  pilasters  being  filled  up  with 
sculpture.  The  entablatuj-e  to  this  order  is  very  lofty,  and 
the  frieze  highly  decorated  with  sculpttire  ;  the  cornice  is 
bold,  and  highly  enriched,  being  supported  by  modillions, 
and  having  a  dentil-band  underneath.  The  cornice  is  crowned 
by  a  balustrade,  on  every  alternate  pier  of  which  is  placed 
a  statue,  and  at  the  angles  of  the  building  a  pyramidivl 
acrotcral  ornament. 

In  the  same  piazza  is  the  Procuratie  Vecchic,  also  by  Sanso- 
vino. This  building  consists  of  three  stories,  the  lowermost 
of  which  has  an  arcade  supported  on  |)iers,  and  the  u|iper 
ones  a  similar  arrangement  on  columns,  the  arches  of  these 
stories,  however,  being  so  much  smaller  than  those  below,  as 
to  be  admitted  in  pairs  above  the  single  ones  on  the  ground- 
floor.  The  stories  arc  divided  by  [ilain  podia,  and  the  whole 
crowned  by  an  entablature,  with  a  li-iize  ]ierforated  at  inter- 
vals with  circular  apei  tares. 

The  Pompeii  palace,  by  Wichaeli,  consists  of  two  stories, 
the  lower  one  of  which  is  rusticated  throughout,  the  aper- 
tures, with  door  and  window,  having  semicircular  heads, 
without  architrave  or  other  decoration;  the  doorway  is  in 
the  centre,  having  three  windows  on  either  side.  Above 
each  of  the  apertures  is  a  balustrade,  and  above  these  are  the 
upper  windows,  which  arc  of  similar  shape,  but  the  piers 
between  them  arc  decorated  with  single  three-quarter  columns 
of  the  Doric  order,  which  support  an  unbroken  entablature 
over  the  windows. 

Amongst  the  buildings  of  this  class,  we  have  to  notice 
those  of  an  architect,  whose  works  may  be  said  to  comprise 
a  new  style,  and  which,  for  this  reason,  h;ive  been  desiginitcd 
the  Palladian  style.  lilany  oi'inions  have  existed,  and  do  still 
exist,  lespecting    the    meiit  of  Palladio's    works,   and   the 
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school  wliieh  they  gave  rise  to,  some  writers  extolling  them 
above  nil  others  of  the  Italian  stvlo,  and  others  dei-rying 
them  with  eijiial  zeal ;  for  ourselves  wo  must  confess  that  we 
are  nn  great  admirers  of  his  school. 

In  Palladio's  designs,  the  ground  stories  are  generally  com- 
posed  of  arcades  of  not  very  ornamental  design,  serving  as 
basements  to  the  principal  stories  above,  which  arc  decorated 
with  an  engaged  order,  and  most  frequently  with  a  pediment 
in  the  centre  of  the  building  above  the  cornice,  though  some- 
times, when  a  pediment  is  introduced,  the  cornice  is  discon- 
tinued beneath  it.  His  buildings  frequently  have  vestibules 
consisting  of  three  arches  or  rectangular  openings  in  front. 
The  arches  of  his  arcades  are  nsually  of  the  semicircular 
form,  but  sometimes  the  space  between  the  piers  is  sub- 
divided into  three  portions  by  two  lesser  piers,  the  central 
coni])artment  only  being  arched  over.  This  form  is  some- 
times cniried  out  in  his  windows,  which,  however,  are  usually 
reet.uiL'ular ;  soriietimes  also  a  semicircular  shape  is  adopted, 
diviiK'd  into  three  parts  by  vertical  mullions. 

In  his  churches  he  follows  tlie  Basiliean  form  faced  with 
a  piirtico  consisting  of  an  order  with  entablature  reaching  to 
the  hi'ight  of  the  building,  and  covered  by  a  pediment  rising 
with  the  nave-roof,  those  of  the  aisles  haviug  each  a  kind  of 
half-peiliment  to  agree  with  the  slope;  so  that  the  central 
pediment  has  the  appearance  of  having  been  placed  in  the 
centre  of  another  so  as  to  divide  it  equally  into  two  parts. 
Ariiong->t  Palladio's  other  works,  those  of  the  church  of 
the  Redeemer,  and  the  Olympic  Theatre  at  Vicenza,  stand 
conspicuous. 

The  form  of  this  latter  building  is  semi-elliptical,  round 
which  tlio  seats  are  extended  in  front  of  the  proscenium. 
The  entire  width  of  the  building  is  109  feet,  that  of  the 
proscenium  80  feet,  and  its  depth  21-|-  feet.  The  front  of 
the  scena  is  composed  of  two  tiers  of  Corinthian  columns  on 
pcdeslTds,  the  lower  tier  of  which  is  detached  with  pilasters 
behind,  and  the  latter  are  halfcolumns  attached  to  the  walls. 
Between  the  columns  stand  niches  with  rectangular  and  cir- 
cular pediments  resting  on  fluted  Corinthian  pilasters,  and 
above  the  upper  tier  is  an  attic  broken  by  piers,  the  spaces 
between  which  are  filled  with  sculpture.  Three  doors  in  the 
scena  give  admission  to  five  passages,  the  sides  of  which  are 
adorm^d  with  representations  in  relief  on  w'ood  of  a  variety 
of  buildings  seen  in  perspective.  The  upper  tier  of  seats  is 
surrounded  by  a  row  of  Corinthian  column.s,  supporting  an 
entablature,  and  this  again  surmounted  by  a  balustrade  with 
statues. 

The  church  of  the  Redeemer  at  Venice  was  built  by  this 
architect.  The  form  would  bo  that  of  a  Latin  cross,  were  it 
not  that  the  nave  is  flanked  on  either  side  by  three  chapels 
open  to  the  body  of  the  church,  ranging  the  entire  length  of 
the  nave,  and  receding  from  it  to  the  same  depth  as  the 
transepts.  The  division  between  them  and  the  nave  is  effected 
by  an  arcade  of  semicircular  arches  springing  from  entabla- 
tures over  Corinthian  pil.istei's,  wliic-h  flank  the  ])iers  of  the 
nave.  Tliese  piers  are  faced  towards  the  nave  by  half- 
columns  coupled,  and  extending  to  such  a  height  as  to  carry 
an  entablature  over  the  arcade;  above  which  on  each  side  is 
aclere-story  pierced  with  three  semieircidar  windows,  divided 
into  three  by  vertical  mullions.  The  choir  is  surrounded 
by  isolated  colmnns,  and  its  extremity,  as  also  those  of  the 
transept,  is  apsidal.  At  the  intersection  a  cylindrical  drum 
is  supported  on  four  large  arches,  and  is  surmounted  by  a 
cupola  or  dome. 

The  church  is  considerably  elevated  above  the  ground,  aud 
is  approached  on  the  exterior  by  a  (light  of  steps  extending 
the  breadth  of  the  nave,  and  fronting  th,>  portico,  which  con- 
sists of  two  three-quarter  columns  and  two  pilasters,  covered 


b\'  a  pediment.  On  each  siile  of  this,  a  wing  prqiects  in  the 
line  of  facade,  adorned  w'ilh  Corinlhiau  pilasters  of  less  height 
than  those  of  the  portico,  and  contimied  round  the  sides  of 
the  building.  The  door  under  the  portico  is  semicircular- 
headed,  ornamented  with  halfcohmms,  entablature,  and 
pediment.  The  roofs  of  the  aisles  lean  to,  and  in  the  fafude 
present  the  appearance  of  a  second  pediment  broken  in  the 
middle  for  the  insertion  of  the  portico. 

After  the  death  of  Palladio,  Italian  architecture  began  to 
decline,  under  the  auspices  of  Borromini.  This  architect 
introduced  many  innovations,  and  in  his  desire  to  produce 
novelties,  had  little  care  for  elegance  or  simplicity  ;  striving 
to  surpass  his  livals  and  predecessors  in  variety  and  origi- 
nality, he  laid  aside  all  the  common  rules  and  restrictions, 
and  gave  form  and  substance  to  all  the  extravagant  vagaries 
of  his  imagination.  In  his  designs,  straight  lines  are  the 
exception,  cui-vature  aud  irregularity  their  ruling  features. 
Curves,  both  convex  and  concave,  appear  in  plan  and  eleva- 
tion, wherever  it  was  possible  to  introduce  them,  and  that 
without  any  regard  to  construction  ;  his  designs  are  the  result 
of  an  iuvontive  and  pregnant,  but  also  a  reckless  and  unculti- 
vated, fancy. 

The  church  della  Sapienza,  by  this  architect,  is  of  a 
polygonal  plan,  of  which  the  sides  are  alternately  concave 
and  convex;  the  exterior  of  the  cupola,  which  is  surrounded 
above  by  a  balustrade,  is  of  a  similar  plan,  the  convex  parts 
being  formed  into  steps,  interrupted  by  buttresses.  But  the 
lantern  is  still  more  whimsical,  having  its  vase  in  a  zig-zag 
form,  on  which  is  erected  a  spiral  staircase,  sustaining  a  crown 
of  metal,  with  a  ball  and  cross  at  the  top.  Ilis  most  extra- 
ordiuarv  work  is  the  church  of  San  Carlino  alle  Quatro  Fon- 
taine, which  abounds  in  his  eccentricities,  as  do.es  also  the 
oratory  of  the  Fathers  della  Cliiesa  Nuova.  Here  we  have 
disorderly  mixtures  of  all  kinds  of  lines,  straight  and  circular, 
convex,  concave,  and  twisted ;  undulating  coronas  which 
retain  the  rain,  delicate  mouldings  under  great  weights,  and 
strong  supports  without  anything  ti)  sustain;  breaks  only  in 
the  architrave  of  the  entablature;  prominences,  contortions, 
and  every  kind  of  absurdity.  Of  all  liis  buildings,  the  church 
of  St.  Agnes  in  the  Piazza  Navona,  is  most  free  from  his 
usual  abuses;  the  fa9ade  of  this,  however,  is  in  plan  a  curve 
of  contrary  flexure. 

Bernini's  buildings,  though  not  of  so  bizarre  a  character  as 
Borromini's,  are  not  equal  to  those  of  his  predecessors ;  his 
principal  works  arc  the  colonnade  in  front  of  St.  Peter's,  the 
principal  fliyade  and  staircase  of  the  palace  Berberini,  the 
Curia  Innoeenziana,  and  some  few  others.  Of  the  first  of 
these  works,  a  description  has  already  been  given,  we  pass 
on  therefore  to  the  second. 

The  palace  Berberini  consists  of  a  central  portion  and  two 
wing-:,  which  project  at  right  angles  to  the  front.  In  the 
lowest  stiu-y  of  the  central  compartments,  are  two  parallel 
rows  of  arches  resting  on  piers,  forming  a  vestibide,  which 
has  a  groined  roof.  The  building  consists  of  three  stories, 
the  lower  one  being  ornamented  with  a  Doric  order,  and  the 
upper  with  Corinthian  colimin*,  between  whieh  are  semi- 
circular arches  springing  from  imposts.  Each  of  the  wings 
has  three  tiers  of  rectangular  windows  placed  in  recosses, 
which  are  formed  by  narrow  projections  of  the  wall  after  the 
manner  of  pilasters.  Attached  to  this  building  is  a  Belvedere 
turret,  with  windows  in  each  side,  and  having  pilasters  on 
the  exterior. 

The  best  period  of  Italian  architecture  was  now  over,  and 
there  are  scarcely  any  buildings  erected  after  this  time  which 
require  comment;  we  shall  therefore  pass  on  to  a  considera- 
tion of  this  style  as  practised  in  England. 

During;  the  time  of  Palladio.  Italian  architecture  began  to 
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be  copied  successfully  in  various  parts  of  the  Continent;  and 
Palladio's  method  had  become  very  generally  popular.  A 
mixture  of  Italian  and  Gothic  architecture  had  been  in  vogue 
since  the  time  of  Elizabeth,  after  whose  name  the  style 
procured  the  title  of  Elizabethan  ;  the  pure  Italian,  however, 
did  not  make  its  appearance  here  till  the  reign  of  James  I., 
and  luigo  Jones  was  the  lirst  architect  to  introduce  it.  In 
the  early  part  of  his  practice,  this  architect  had  followed  the 
mixed  style,  but  on  his  return  from  a  journey  to  Italv,  he 
brouglit  bacK  with  him  the  manner  of  the  Palladian  school, 
in  which  his  principal  works  were,  the  portico  of  Old  St. 
Paul's,  Whitehall  Palace,  York-stairs,  and  the  church  of  St. 
Paul,  Covent  Garden. 

The  first  building  of  uniiiixe<l  Italian  architecture  erected 
in  England,  was  that  of  Whitehall,  by  Inigo  Jones.  This 
edifice  was  commenced  during  the  reign  of  James  I.,  a.d.  1(519, 
but  was  never  completed  according  to  the  original  design, 
which  contemplated  the  erection  of  an  immense  range  of 
building  containing  seven  courts,  extending  in  one,  direction 
from  the  park  to  the  river,  the  fifade  towards  which  would 
have  measured  720  feet,  and  that  towards  Charing  Cross,  no 
less  than  1 152  feet.  Only  a  small  portion  of  this  magnificent 
design  was  carried  into  execution,  and  this  was  the  banquet- 
ing hall,  which  was  completed  in  two  years.  This  portion 
is  115  feet  in  length,  and  from  its  appearance  we  may  form 
some  idea  of  what  the  entire  building  would  have  been.  The 
hall  consists  of  three  stories,  of  which  the  lower  one  is  a  plain 
rusticated  basement,  with  simple  rectangular  apertures,  with- 
out architrave  or  other  decoration  ;  the  upper  ones  consisting 
of  two  complete  orders,  the  lower  of  which  is  Ionic,  and  the 
upper  Corinthian.  Each  story  contains  seven  windows,  with 
a  column  or  pilaster  between  every  two,  and  coupled  pilasters 
at  the  angles  of  the  building,  thus  making  up  ten  columns  in 
each  story.  The  windows  ai-e  all  rectangular,  and  surrounded 
with  architraves,  above  which  are  cornices  supported  on 
ancones ;  the  lower  tier,  however,  diireivs  from  the  upper  in 
having  pediments  above  the  cornice  ahornately  triangular 
and  segmental ;  this  tier  is  also  furnished  with  a  balustrade 
which  is  wanting  in  the  up()er  story.  Both  orders  are 
surmounted  by  a  complete  entablature,  which  is  broken  over 
each  column;  the  walls  throughout  are  rusticated,  and  the 
building  finished  at  the  summit  by  a  balustrade. 

Jones's  ne.xt  work  was  the  new  portico  to  the  then  St.  Paul's, 
but  of  this  of  course  no  remains  are  left.  St.  Paul's,  Covent 
Garden,  was  another  work  which  exhibits  a  chaste  example 
of  the  Tuscan  order;  it  was  partially  destroyed  by  fire  in 
1795,  but  has  been  restored  in  its  original  character.  A 
beautiful,  thoifgh  small  example  of  Jones's  taste  is  exhibited 
in  York-stairs,  leading  down  to  the  river  fntm  the  west  end 
of  the  Strand.  It  consists  of  three  arches,  of  which  the  cen- 
tral one  is  the  largest,  and  the  spaces  between  them  are 
decorated  with  four  half  eolunms,  suppoi'ting  an  entablature 
which  is  broken  over  the  cajiitals ;  this  again  is  surmounted 
by  a  segmental  pediment,  the  tympainim  of  which  is  some- 
what decorated  with  sculpture.  The  Strand  fiont  diffei's 
from  that  towards  the  river,  in  sulistituting  pilasters  in  the 
place  of  half  columns. 

The  great  fire  of  IGC>C>  gave  an  opportunity  to  the  newly 
adopted  style  of  architecture,  which  in  all  probability  it  would 
not  otherwise  have  obtained  ;  nor  was  it  a  light  advantage  in 
its  favour,  that  it  secured  the  services  of  Sir  Christopher 
Wren;  who,  however  we  may  find  fault  with  some  of  his 
works,  was  undoubtedly  a  man  of  unusual  attainments  in 
his  profession,  and  of  unwonted  energy  and  perseverance. 
As  a  proof  of  this  assertion,  we  need  do  no  more  than  point 
to  the  mtdtitude  of  buildings  erected  under  his  superintend- 
ence.    Of  his  twenty-five  London  churches,  his  palaces,  and 


other  public  and  private  buildings,  we  can  here  say  but  little  ; 
but  will  endeavour  to  give  a  full  account  of  his  chef  d'oeuvre. 
the  Cathedral  of  St.  Paul,  forasmuch  as  it  furnishes  us  at 
once  with  a  specimen  of  Wren's  skill,  and  with  our  most 
magnificent  example  of  Italian  architecture,  as  applied  to 
sacred  purposes.  We  shall  commence  by  giving  a  cursory 
glance  at  the  history  of  the  structures  which  anciently 
occupied  the  same  site. 

It  has  been  thought  that,  during  the  residence  of  the 
Romans  in  Britain,  a  temple,  dedicated  to  Diana,  had  occupied 
the  situation  on  which  the  picsent  edifice  is  erected  ;  and  this 
o[)inion  is  said  to  have  been  confirmed  by  the  digging  up,  at 
different  times,  horns  and  skulls  of  animals  supposed  to  have 
been  sacrificed  ;  but  Sir  Christopher  Wren,  who  found  no 
such  indications  in  all  his  researches,  in  the  extensive  exca- 
vations which  he  made  for  the  foundations,  gives  very  little 
credit  to  the  common  tradition.  However  this  may  be,  it 
appears  that  one  of  the  earliest  Christian  churches  in  Eng- 
land was  erected  upon  this  site,  about  the  year  010,  by  king 
Ethelbert,  who  had  been  converted  to  Christianity  by 
St.  Augustine. 

Erkenwald,  the  fourth  bishop  of  London,  who  died  in  085, 
expended  large  sums  upon  this  church;  but  whether  for 
additions,  or  to  complete  Ethelbert's  plan,  is  not  asc.'rtaincd.' 
The  church  was  accidentally  consumed  by  fire  in  the  year 
901,  but  w-as  rebuilt  immediately.  In  1087,  it  was  again 
destroyed  by  a  conflagration,  which  also  laid  -waste  the  greater 
part  of  the  metropolis.  At  this  time  Maurice,  or  Mauritius, 
bishop  of  London,  conceived  the  vast  design  of  erecting  the 
magnificent  edifice  which  preceded  the  present  cathedral; 
but  the  undertaking  was  so  extensive,  that  neither  Maurice 
nor  his  successor,  De  Belmeis,  lived  to  complete  it.  The 
succeeding  bishops,  Gilbertus  Universalis,  and  Robertus  de 
Sigillo,  are  not  known  to  have  done  anything  towards  the 
finishing  of  the  building  till  the  second  Ue  Belmeis,  wdio, 
following  his  \niele's  examjde,  contributed  largely  towards 
the  work.  In  11.35,  the  edifice  was  again  exposed  to  the 
injuries  of  fire,  wdiich  consumed  all  that  was  combustil)le. 
The  enterprise  of  that  age,  however,  was  not  to  be  repressed 
even  by  such  repeated  disasters;  for,  in  1221,  the  central 
tower  was  finished  ;  and,  in  1229,  bishi>p  Niger  undertook  to 
rebuild  the  choir  in  a  new  style  of  architecture,  and  enlarged 
dimensions:  this  was  completed  in  1240. 

The  cathedral  was  farther  enlarged  by  the  addition  of  the 
Lady  Chapiel,  eastward  of  the  choir :  these  new  w  orks,  as 
they  are  called  in  the  records  of  the  church,  were  begun  in 
1250,  and  finished  about  1.312;  in  which  year  we  find  a 
contract  for  paving  this  additional  building  with  marble,  at 
fivcpence  per  foot. 

In  1315.  a  great  part  of  the  limber  spire  being  decayed,  it 
was  rebuilt,  and  a  new  cross  erected  at  the  top.  In  the  same 
year,  an  exact  measurement  of  the  building  was  taken,  by 
which  the  length  was  found  to  be  090  feet,  the  breadth  130 
feet;  the  height  of  the  nave,  from  the  floor  to  the  topof  tlie 
vaultingf  103  feet,  and  the  height  of  the  choir  88  feet.  The 
altitude  of  the  tower,  from  the  level  of  the  gnumd,  was  2()0 
feet,  and  of  the  spire  274  feet;  and  yet,  according  to  Dug- 
dale,  who  gives  these  dimensions,  the  total  height  did  not 
exceed  .520  feet;  this  diflerence  may  be  accounted  for,  by 
supposing  the  height  of  the  tower  to  have  been  taken  to  the 
top  of  the  battlements,  or  pinnacles,  and  that  of  the  spire,  to 
have  been  reckoned  from  its  base. 

This  lofty  spire  was  fired  by  lightning  in  1444;  and  in 
1501  the  steeple  suflered  by  a  Sijmilar  catastrophe;  but  a 
subscription  was  set  on  foot  by  Queen  Elizabeth,  and  the 
damages  w-ere  repaired.  In  the  reign  of  James  I.  the  church 
had  become  very  ruinous  throughout,  owing,  perhaps,  to  some 
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defect  ill  the  original  construction  ;  and  tlioiigh  large  sums 
of  money  were  collected,  and  materials  provided  for  tlic 
reparation,  it  i-cmaincd  in  the  same  state  till  the  preferment 
of  the  celebrated  Laud  to  the  see  of  London.  This  prelate 
exerted  himself  zealously  and  sneoessfully  in  favour  of  the 
neglected  building,  and  a  general  subscription,  supported  in 
a  munificent  manner  by  king  Charles  L  was  soon  collected, 
to  the  amount  of  £101,330  4s.  Sd.  Having  thus  provided 
the  necessary  means  for  an  entire  restoration  of  the  church, 
Inigo  Jones  was  appointed  to  superintend  the  undertaking. 
The  repairs  were  begun  in  1G33,  and.  in  the  course  of  nine 
years,  a  magnificent  portico  was  erected  at  the  west  end; 
the  whole  e.\terior  of  the  body  of  the  church  was  new  cased 
wilii  stone,  the  roof  and  leaden  covering  were  completed,  and 
the  vaulting,  which  was  much  dilapidated,  and  stood  in  need 
of  repair,  was  well  centred,  and  supported  with  some 
hundreds  of  tall  masts. 

During  the  time  of  the  commonwealth,  the  building  became 
exceedingly  rniuous,  and  great  part  of  the  church  was  con- 
verted into  stables  and  barracks ;  the  choir,  however,  was 
still  used  fi-ir  public  worship. 

Under  the  reign  of  Chailes  II.  the  regular  government  of 
the  church  being  re-estaldished,  the  dean  and  chapter  pro- 
ceeded immediately  to  remove  the  encroachments,  and  to 
restore  the  stalls  and  other  appendages  of  cathedral  worship; 
but  their  revenues  not  atlbrding  the  means  for  a  general 
reparation,  another  subscription  was  opened,  and  the  repairs 
were  commenced  in  1663.  Sir  John  Denham,  the  surveyor- 
general,  had  the  superintendence  of  the  works. 

Dr.  Wren,  afterwards  Sir  Christopher,  (as  appears  from 
the  Parcntaliu)  was  employed  to  make  a  survey  of  the  build- 
ing, the  result  of  which  is  given  in  an  elaborate  report,  con- 
tained in  that  work.  In  this  paper,  the  architect,  after 
remarking  on  the  general  bad  construction  of  the  body  of  the 
church,  and  recoraniending  a  new  and  massy  casing  of  stone, 
pronounces  a  final  condemnation  upon  the  tower,  which, 
together  with  adjacent  parts,  he  represents  as  "  such  a  heap  of 
detbrmitics,  that  no  judicious  architect  would  think  it  cor- 
rigible bv  any  expense  that  could  be  laid  out  upon  new  dress- 
ing it ;  but  that  it  would  still  remain  unworthy  of  the  work, 
infirm  and  tottering."  He  therefore  proposed  a  bold  altera- 
tion of  the  primitive  form,  by  cutting  off  the  inner  corners 
of  the  cross  to  reduce  the  middle  part  to  a  spacious  cupola, 
or  hemispherical  roof,  and  upon  this  cupola,  for  the  outward 
ornament,  a  lantern  with  a  spring  top,  to  rise  propoitionally  ; 
but  not  to  the  unnecessary  height  of  the  former  spire.  This 
proposal  does  not  appear  to  have  been  much  approved  of  liy 
his  employers,  and  the  public  opinion  was  expressed  strongly 
for  retaining  the  tower  in  its  ancient  form.  The  great  lire 
of  London,  in  IGOG,  at  length  decided  the  question,  and  this 
unfortunate  building  again  became  a  prey  to  the  flames,  which 
Consumed  the  roof;  and  by  precipitating  the  vaulting,  weak- 
ened, cracked,  and  ruined  the  walls  and  piers  in  such  a 
manner,  that  they  were  judged  incapable  of  rf^pair.  Still 
some  years  of  irresolution  elapsed  before  it  was  finallydeter- 
mined  to  erect  a  new  cathedral. 

Such  was  the  fiite  of  this  venerable  edifice;  and,  like  many 
other  monuments,  it  might  have  passed  into  oblivion,  had  not 
the  meritorious  antiquary,  Dugdale,  with  the  assistance  of 
Hollar,  preserved,  in  his  History  of  St.  Paul's,  some  con- 
siderable memorials  of-its  form  and  decorations. 

The  ancient  cathedral  of  St.  Paul's  must  always  be 
regarded  as  one  of  the  gi'eat  works  of  the  architecture  of  the 
middle  ages:  in  m.agnitnde  of  dimension  it  far  surpassed 
every  other  religious  edifice  of  this  country  ;  and  it  is  repre- 
sented by  historians  as  equally  prc-eininent  in  magnificence 
and  spl'Midour  of  ornament. 


The  general  form  of  the  plan  was  a  simple  cross,  with  a 
verv  long  choir,  and  a  transept  rather  short  in  proporticjii  to 
the'e-xtreme  length  of  the  building.  The  body  of  the  church 
was  in  the  Norman  style  of  architecture  ;  huge  clustered 
pillais  on  each  side  divided  the  nave  from  the  aisles,  and 
supported  large  semicircular  arches :  immediately  above  these 
extended  an  open  gallery,  with  arcades  of  the  same  form  and 
width  as  those  below,  but  of  a  much  shorter  proportion. 
From  this  level  a  different  style  of  building  prevailed,  for 
the  windows  above  the  gallery  were  pointed.  The  vaulting, 
which  covered  the  nave,  was  also  of  the  pointed  form,  of  the 
simplest  groined  construction,  with  sofiits  and  diagonal  ribs 
only,  similar  to  Salisbury  cathedral  and  the  transept  of 
Westminster  abbey.-  Slender  circular  shafts,  placed  against 
the  centre  of  each  pier,  rose  from  the  pavement  without  any 
interruption  of  mouldings,  and  received  the  springing  of  the 
arches :  the  transept  was  in  the  style  of  the  nave.  Hence, 
we  may  conjecture  that  the  original  work  of  Maurice  and  De 
Belmeis  comprehended  the  body  of  the  church  as  high  as  the 
n-allery  ;  the  vaulting  being,  undoubtedly,  part  of  these  works, 
which",  in  the  preceding  historical  sketch,  are  mentioned  as 
completed  in  1221  ;  and  it  thus  became  one  of  the  earliest 
examples  of  the  use  of  pointed  arches  in  this  country. 

Sir  Christopher  Wren  was  of  opinion,  that  this  Norman 
buildino-  had  been  erected  upon  the  remaining  foundations 
of  the  more  ancient  Saxon  church,  for  these  he  found  to  be 
composed  of  Kentish  rubble-stone,  cemented  with  mortar  of 
extreme  hardness,  and  both  much  superior  to  the  materials 
used  in  the  superstructure. 

At  the   intersection  of  the  nave  with  the  transept,  four 
massy  pillars  supported  the  tower;  and,  from  this  part,  a 
broad  flight  of  steps  led  to  the  choir,  which  was  cnclo.sed  by 
a  magnificent  screen,  elaborately  adorned  with  niches  and 
statutes.     The  choir,  which  was  a  grand   specimen  of  the 
architecture  of  Henry  VIII.'s  time,  was  completely  in  the 
pointed  style,  with  a  vault  of  a  more  complicated  structure 
than  that  of  the  nave,  each  severy  being  composed  of  five 
ribs.     The  Lady  Chapel,  at  the  end  of  the  choir,  was  a  con- 
tinuation of  the  building  in  the  same  form  and  style,  and 
terminated,  at  the  eastern  extremity,  by  a  rose  window  of 
extraordinary  size  and  magnificence.    A  spacious,  lofty  crypt, 
extending  beneath  the  eastern  part  of  the   cathedral,   was 
appropriated  to  religious  rites,  under  the  designation  of  the 
church  of  St.  raith,"and  the  chapel  of  Jesus._    Three  ranges 
of   massy  .piers,   enveloped    by   slender   cylindrical    shafts, 
divided  the  area  into  four  equal  aisles,  and  supported  a  high- 
pitched  vault  of   the  simplest  groined  construction.      The 
exterior  of  the  building  presented  a  curious  medley  of  the 
stvlcs  of  different  ages.     At  the  western  front,  Inigo  Jones 
had  erected  a  portico  of  the  Corinthian  order,  thus  display- 
ing a  signal  example  of  that  bigotry  in  taste,  which,  only 
admitting  of  one  mode  of  beauty,  is  insensible  to  the  superior 
claims  of  order  and  congruity.     This  portico  was,  however, 
singly  considered,  a  grand  and  beautifiil  composition,  and 
not"  inferior  to  anything  of  the  kind   produced  in  niodern 
times.     Fourteen  colunins,  each  rising  to  the  lofty  height  of 
4(5  feet,  were  so  disposed,  that  eight,  with  two  pilasters  placed 
in  front  and  three  in  each  flank,  formed  a  square  peristyle, 
and  supported  an  entablature  and   balustrade,  crowned  with 
statues    of  the   kings,   the  predecessor*  of  Charles  I.  who 
claimed  the  honour  of  this  fabric.     Had  the  whole  front  been 
accommodated  to  Roman  .architecture,  it  might  have  deserved 
praise  as  a  detached  composition;  but,  though  cased  with 
rustic  work,  and  decorated  with  regular  cornices,  the  pedi- 
ment retained  the  oiiginal  Gothic  character  in  its  equilateral 
proportions,  and  it  was  flanked  by  barbarous  obelisks  and  ill- 
desioned  turrets.     A  representation  of  this  curious  elevation 
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is  given  ill  the  works  of  liiigo  Jones,  edited  by  Kent.  The 
great  restorer  of  IJoinan  architecture  in  this  country,  was, 
doubtless,  pleased  with  having  an  opportunity  of  triumphing 
over  the  Gothic  style  of  building,  in  one  of  its  strong  holds  ; 
and  it  must  be  allowed,  that  he  only  followed  the  example 
of  the  architects  of  the  middle  ages  themselves,  who  have 
generally  shown  as  little  moderation  and  respect  for  the 
woi'ks  of  their  predecessors ;  since  we  everywhere  find  the 
styles  of  ditlerent  eras  engrafted  upon  each  other,  in  the 
most  crude  and  undisguised  contrast. 

Jt  appears  that  the  whole  body  of  the  church  had  been 
cased  and  reformed  in  the  same  manner,  which  had  obli- 
terated every  detail  of  antiquity,  leaving  only  the  general 
forms  and  proportions.  The  butti-osses  were  converted  into 
regidar  piers,  and  a  complete  coi-nice  crowned  the  whole. 
Some  of  the  windows  were  without  ornament,  while  others 
were  decorated  in  a  heavy  Italian  manner,  with  architrave 
d)-essings,  brackets,  and  clierubic  heads.  The  transepts  pre- 
sented fronts  of  the  same  incongruous  style  as  the  western 
elevation,  and  without  any  of  its  beauties.  At  the  centre  of 
the  cross,  the  great  tower  rose  aloft  in  pre-eminent  grandeur : 
this  was  in  the  simple  style  of  the  early  Pointed  architecture. 
In  each  side  three  remarkably  pointed  windows,  and  the 
same  number  above,  but  of  a  shorter  proportion,  gave  an 
original  character  to  the  tower,  with  an  air  of  great  lightness 
and  beauty.  This  was  the  foundation  of  an  immense  spire, 
of  which,  however,  there  are  no  accurate  representations  ; 
for  though  Dugdale  gives  a  view  of  the  church  in  its  entire 
state,  yet  this  could  not  have  been  taken  by  him  from  per- 
sonal inspection,  neither  does  he  mention  any  authority;  and 
we  may  observe,  that  the  style  of  the  spire  there  exhibited  is 
evidently  not  autlientic.  At  each  angle  enormous  arched 
buttresses,  the  irregular  additions  of  various  repairs,  had 
been  erected  to  secure  tiie  declining  tower.  The  rest  of  the 
building,  eastward  of  the  transept,  remained  in  its  original 
form,  a  fobric  of  pointed  arches  and  Hying  buttresses.  In 
the  east  front,  the  most  remarkable  object  was  the  ro«e 
window,  which  constituted  the  principal  ornament  of  the 
Lady  Chapel. 

Like  otliet  ancient  religious  edifices,  this  cathedral  had 
numerous  dependencies ;  some  of  which  were,  the  chapter- 
house, an  octagonal  building,  of  a  rich  and  elegant  pointed 
style,  and  surrounded  by  a  cloister,  two  stories  in  height,  of 
great  beauty;  tha .  cloc/ier,  or  bell-towcE',  standing  at  the 
east  end  of  the  church-yard,  a  very  ancient  building,  to 
which  had  been  added,  aliout  the  time  of  Ilenrv  111.,  a  spire 
of  timber  and  lead  ;  it  contained  four  large  bells,  which, 
with  the  spire  and  an  image  of  St.  Paul,  having  been  staked 
at  hazard  by  Henry  Vlli.,  were  won  and  taken  down  by  Sir 
Miles  Partridge. 

It  being  at  length  determined  to  erect  a  new  cathedral.  Sir 
Christopher  Wren  was  nouiinated  to  the  superintendence. 
To  form  a  just  estimate  of  the  talents  of  the  architect  em- 
ployed in  conducting  a  work  of  such  magnitude  and  national 
importance,  it  is  necessary  to  consider  those  jireliminary  steps 
and  contemporary  opinions  wiiich  must  ever  influence  or 
control  the  proceedings  of  an  architect.  We  shall,  therefore, 
condense  from  his  posthumous  collection,  the  Purentalia,  an 
account  of  the  formation  of  the  design  of  the  present 
church. 

Before  the  great  tax  >ipon  seacoal,  which  did  not  com- 
mence till  May,  1670,  it  was  expected  that  the  expenses  of 
the  building  would  be  defrayed  by  voluntary  contributions 
alone,  and  therefore  it  seemed  expedient  to  restrict  the  plans 
to  an  edifice  of  moderate  bulk.  Upon  these  considerations, 
the  architect  prepared  a  design  and  model  of  a  structure, 
with  a  choir,  vestibule,  porticos,  and  a  lofty  dome.     This 


was  applauded  by  some  persons  as  containing  all  that  was 
necessary  for  the  church  of  a  metropolis,  being  of  a  beauliful 
figure,  and  capable  of  erection  at  an  exfjcnse  that  mi<:lit 
reasonably  have  been  compassed  ;  but  being  designed  in  the 
Kfuiian  style,  it  was  not  so  well  understood  and  relished  bv 
others,  who  thought  it  deviated  too  much  from  the  old  cathe- 
dral form  ;  while  some  wished  for  more  magnificence,  and 
were  iniwiUing  that  the  principal  church  in  London  should 
be  inferior  to  any  similar  structure  on  the  continent.  The 
architect,  enlarging  his  ideas,  endeavoured  to  gratify  the 
connoisseurs  and  critics  with  a  grand  colossal  design,  affcr 
the  best  style  of  the  Greek  and  Roman  architecture.  This 
being  much  admired  by  some  persons  of  distinction,  a  highlv- 
finished  model  in  wood,  with  all  its  proper  ornaments,  was 
made,  which  was  carefully  preserved,  and  at  length  deposited 
in  a  room  over  the  morning-prayer  chapel  of  the  present 
edifice.  Sir  Christopher  always  appeared  to  set  a  highrr 
value  on  this  design  than  on  any  other  he  had  made;  but 
the  prevailing  prejudices  .still  interfered,  and  the  architect 
finally  turned  his  thoughts  to  what  was  called  a  catheilral- 
form,  but  so  modified  as  to  reconcile,  as  nearly  as  possible, 
the  Gothic  to  the  new  mode  of  architecture.  Thus  the 
design  of  the  present  edifice  was  formed  ;  and,  being  ap- 
proved of  by  king  Charles  II.,  a  warrant  was  issued  under 
the  privy  seal  for  beginning  the  work.  May  1,  1075.  The 
first  stone  was  laid  on  the  21st  of  June  following;  and  ihe 
works  were  prosecuted  wirii  so  much  vigour,  that,  within  ten 
yc'ars  from  the  commencement,  the  walls  of  the  choir  anil 
side  aisles  were  finished,  with  the  circular  porticos  at  ti;e 
north  and  south  sides,  and  the  great  pillars  of  the  dome,  were 
conducted  to  the  same  height.  Some  diflicnities  now 
occurred  in  procuring  funds  for  the  prosecution  of  this  great 
work,  but,  through  the  operation  of  the  coal  duties,  tliev  all 
vanished;  and,  in  the  year  1710,  the  last,  or  highest  stone, 
at  the  top  of  the  lantern,  was  laid  by  Mr.  Christopher  Wren, 
son  of  the  architect.  Tims,  by  a  fortune  unusual  to  edifices 
of  such  magnitude  and  labour,  this  church  was  completed  in 
thirty-five  years,  under  the  direction  of  one  architect;  and, 
as  it  has  been  commonly  remarked  as  a  singular  coincidence, 
by  one  master-mason.  Mr.  Strong;  and  under  one  bishop  of 
London,  Dr.  Henry  Compton. 

On  investigating  the  exterior  of  St.  Paul's  cathedral,  we 
find  the  general  form  to  be  that  of  a  Latin  cross,  with  an 
additional  arm.  or  transept,  at  the  west  end,  to  give  length 
to  the  principal  jioiut,  and  a  semicircular  projection  at  the 
east  end,  for  the  altar;  there  are  also  at  the  north-east, 
south-east,  north-west,  and  south-west  angles  of  the  cross, 
square  projections,  which,  besides  containing  staircases  and 
vestries,  serve  as  immense  buttresses  to  the  dome.  This  is 
extremely  difl^erent,  both  in  proportion  and  general  effl'ct,  to 
the  pl.an  of  St.  Peter's  at  Rome,  where  the  cross-shape  is 
scarcely  marked  externally.  The  first  object  of  attention 
is  the  western  front,  which  is  distinguished  by  a  portico  of 
two  orders,  the  Girinthian  supporting  the  Composite  of  grand 
dimensions  and  rich  arrangement.  A  noble  flight  of  steps,  of 
black  marble,  forms  a  basement  to  this  portico,  which  is  ter- 
minated at  the  summit  by  a  pediment.  On  each  side  of  the 
front  is  a  steeple;  one  serving  as  a  belfry,  and  the  other  as 
the  clock-tower:  singly  considered,  these  may  be  said  to 
want  repose,  but  yet  they  are  picturesque  ;  and  their  spring- 
ing forms  not  only  harmonize  with  the  cupola  in  the  distant 
view,  but  also  give  effect  and  elevation  to  the  western  front, 
to  which  they  particularly  belong.  Nor  are  they  without 
parts  of  considerable  beauty. 

The  entablature  of  the  upper  order  is  remarkable,  froni  the 
consoles  of  the  cornice  occupying  the  whole  of  the  frieze.  In 
this,  as    in    many  other  instances,  we  see  Sir  Christopher 
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sacTifieing  a  particular,  to  a  gcnoral,  effect;  for  this  cornice, 
considered  as  tlic  grand  termination  to  the  body  of  tiie 
building,  required  to  be  treated  in  a  bold  and  striliing  style, 
rather  tliau  with  that  delicacy  ajipropriate  to  the  order.  Tiie 
idea  of  this  may  probaldy  have  been  taken  from  the  upper 
entablature  of  the  Culiseuni  at  Konie,  where  the  same  motives 
of  general  elfect  have  prevailed. 

The  ornaments  of  the  front  are  well  executed  ;  and  though 
not  remarkable  for  elegance,  arc  phiced  with  judicious  fru- 
gality, so  as  to  enrich  without  overloading  or  confusing  the 
as|x;et.  A  very  large  composition  in  basso-relievo,  repre- 
senting the  conversion  of  St.  Paul,  occupies  the  tympan  of 
the  pediment.  This  is  said  to  be  the  best  work  of  the  artist, 
Francis  Bird.  At  the  apex  of  the  pediment  is  placed  a 
gigantic  statue  of  the  patron  saint,  while  St.  Peter,  St.  James, 
and  the  four  Evangelists,  occupy  situations  at  his  right  and 
left  hand. 

The  rest  of  the  building  is  a  vast  fabric  of  a  wall  decorated 
with  coupled  pilasters,  arranged  at  regular  distances  ;  the 
intervals  below  being  occupied  with  large  windows,  serving 
to  light  the  side  aisles,  and  those  above  with  niches  ;  in  the 
pedestals  of  which  are  singularly  inserted  windows,  belong- 
ing to  galleries  and  rooms  over  the  side  aisles. 

In  the  whole  surface  of  the  walling,  the  joints  of  the 
stones  are  marked  by  horizontal  and  perpendicular  channels; 
a  simple  decoration,  which,  while  it  gives  a  vigorous  expres- 
sion of  strength  and  stability,  has  the  advantage  of  defi- 
ning and  rendering  conspicuous  the  pilasters  and  entab- 
latures. 

The  entrance  doors  of  the  transepts  are  adoiiied  by  semi- 
circular porticos  ;  objects  equally  beautiful,  whether  consi- 
dered separately  or  in  connection  with  the  total  mass  of  the 
building,  which  they  adorn  and  diversify,  by  the  contrast  of 
curves  and  straight  lines,  and  of  insulated  columns,  with 
engaged  pilasters. 

At  the  centre,  formed  by  the  crossing  of  the  nave  and 
transept,  rises  an  ample  cupola,  which  is  the  most  magnifi- 
cent feature  of  the  building.  The  basement  of  this  part  of 
the  fabric  is  an  octagonal  wall,  pierced  through  each  side  by 
an  arcade;  the  two,  which  are  in  the  direction  of  the  nave, 
are  open  to  the  top,  as  aie  also  the  two  in  the  direction  of 
the  transept :  the  other  four  have  an  intermediate  arch, 
which  supports  the  continuation  of  the  dado  or  panelling 
aljuve  the  entablature.  The  spandrels  of  the  arches  are  sphe- 
rical, and  form  a  complete  circle  at  the  level  of  the  summit 
of  the  arches.  Upon  the  archivolt  of  the  arches  is  placed  a 
coibelled  coinice  of  considerable  projection,  the  upper  side 
forming  the  floor  of  the  whispering-gallery  ;  from  the  floor 
of  the  whispering-gallery  rises  a  cylindrical  wall,  called  by 
the  French,  tour  da  dome,  for  which  we  have  no  technical 
expression.  This  is  surrounded  by  a  Corinthian  peristyle, 
so  placed  as  to  conceal  the  projecting  buttresses  of  the  cupola ; 
and  thus,  by  a  happy  combination  of  profound  skill  and  ex- 
quisite taste,  a  construction  adapted  to  oppose,  with  insuper- 
able solidity,  the  enorinous  pressure  of  the  dome,  the  cone, 
and  the  lantern,  is  converted  into  a  decoration  of  the  most 
grand  and  beautiful  character.  The  idea  of  this  arrange- 
ment was,  doubtless,  taken  from  the  interior  of  the  Pantheon 
at  Rome,  to  which  it  bears  a  striking  resemblance. 

On  the  exterior  side  of  the  building,  the  general  disposi- 
tion is  divided  into  eight  parts  by  piers,  containing  staircases, 
with  two  columns  attached  to  the  angles  of  each.  The  spaces 
between  the  piers  form  eight  recesses,  having  in  each  two 
columns,  which,  at  a  distance,  to  a  hasty  observer,  appear 
to  be  insulated  ;  but  they  are  in  fact  joined  to  the  dome-tower, 
by  w.alls,  serving  as  counterforts.  Ail  these  buttresses  are, 
however,  pierced  with  arcades,  so  as  to  leave  a  free  commu- 


nication round  this  part  of  the  cupola.  The  columns  being 
of  a  large  in-opcution,  and  i)laced  at  regular  intervals,  are 
crowned  with  a  complete  entablature,  which,  continuing 
w  ithout  a  single  break,  forms  an  entire  circle,  and  thus  con- 
nects all  the  parts  into  one  grand  and  harmonious  whole. 
Above  the  colonnade,  but  not  resting  upon  it,  rises  an  attic 
story,  with  pilasters  and  windows,  from  which  springs  the 
e.xterior  doine.  of  a  bold  contom-,  well  adapted  to  the  rising 
form  of  the  lofiy  and  elegant  lantern  by  which  it  is  crowned. 
It  has  been  said,  with  some  justice,  that  the  columns  of  the 
cupola  are  too  high  in  proportion  to  the  body  of  the  building, 
as  they  are  indeed  little  less  than  those  of  the  lower  order, 
but  higher  than  the  columns  of  the  upper  order.  This  incon- 
gruity would  not  have  existed,  had  circumstances  allowed  the 
architect  to  construct  the  main  edifice  of  a  single  order,  e.x- 
tcnding  the  whole  height  of  the  building;  but  being  baffled 
in  this  his  oiiginal  intention,  it  would  have  been  too  great  a 
sacrifice  to  relinquish  the  peristyle,  the  noblest  feature  of  the 
building,  or  to  materially  diminish  the  cupola. 

Comparing  the  cupolas  of  St.  Peter's  and  St.  Paul's,  we 
shall  find  that,  though  the  latter  has,  in  a  great  degree,  been 
the  model  of  the  filmier,  there  is  a  material  difference  in  the 
decorative  part,  though  the  general  idea  of  the  construction 
is  the  same.  In  St.  Peter's  the  buttresses  of  the  dome- 
tower,  though  decorated  each  with  two  engaged  columns  and 
pilasters  projecting  from  the  eylindric  wall,  destroy  the  con- 
tinuity, and  render  the  effect  disagreeable.  The  dome  is  like- 
wise pierced  with  three  ranges  of  little  dormer-windows, 
which  are  suflTcrcd  to  spot  and  break  the  surface  for  the  pal- 
try consideration  of  lighting  the  interior  staircases.  The  idea, 
originated  in  St.  Paul's,  has  been  prosecuted  in  the  church  of 
St.  Genevieve  at  Paris,  where  the  appearance  of  a  peripteral 
temple  is  completely  obtained,  as  the  columns  surrounding 
the  tambour  are  all  insulated  ;  but,  it  is  to  be  lamented,  that 
the  dome  itself  should  be  so  deficient  in  grandeur  of  dimen- 
sions, and  grace  of  proportions,  as  to  destroy  the  effect  of  this 
beautiful  decoration. 

Beginning  the  examination  of  the  interior  of  St.  Paul's  at 
the  west  end,  we  find  the  body  of  the  building,  as  to  the 
general  form,  entirely  upon  the  plan  of  the  ancient  cathe- 
drals; an  edifice  of  three  aisles,  divided  by  piers  and  arches, 
and  covered  with  vaulting. 

Sir  Christopher  Wren  has  not  only  adopted  the  form  of 
building  practised  by  the  architects  of  the  middle  ages,  but 
he  has  imitated  their  mode  of  construction;  for  the  lofty 
vault  of  the  middle  aisle  is  supported  by  flying  buttresses 
concealed  by  an  enormous  screen  wall.  The  architectural 
detail  is  in  the  Roman  style,  simple  and  regular. 

"  The  Romans,"  says  Sir  Christopher,  '•  though  they  some- 
times used  a  hemisphere,  as  in  the  exhedrffi  of  the  baths,  of 
the  tribunes,  of  the  temples,  and  basilicse,  yet,  generally,  they 
used  a  plain  ryliiidriccil  vaultln;/  where  the  walls  were 
)iarallel,  or  cross-vaulting  where  the  two  cylinders  intersected 
in  diagonals,  as  in  the  Temple  of  Peace,  and  in  all  the  thea- 
tres, in  the  passages  under  the  steps.  The  moderns,  whose 
arches  are  not  circular,  use  commonly  another  sort,  where 
the  spandrels,  resting  upon  the  pillars,  spring  every  way 
round  as  their  arch  rises  in  sections  of  circles,  parallel  to  the 
horizon  ;  that  is,  in  four  quadrants  described  from  the  angles 
of  a  square,  and  terminated  by  its  sides ;  and,  at  the  summit, 
these  quadrants  come  in  contact  in  the  middle  of  the  sides, 
the  four  curves  forming  a  quadrilateral,  each  side  being  con- 
vex towards  the  centre;  and  the  space  thus  included  is  filled 
with  tracery  work,  which  gives  them  great  opportunity  of 
divers  variations,  which  1  need  not  insist  on.  Another  way, 
(which  I  cannot  find  used  by  the  .ancients,  but  in  the  latter 
Iiastern  empire,  as  appears  at  St.  Sojihia,  and  by  the  exam- 
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pics  of  all  the  mosques  a)id  cloisters  of  the  Dervises,  and 
every  wlKieal  present  in  the  East,  and  of  all  others  the  most 
geometrieal,)  is  ctmiposed  of  hemispheres  and  their  sections 
only;  where,  as  a  sphere  may  he  cut  in  all  manner  of  ways, 
and  tliat  still  into  circles,  it  may  be  accommodated  to  lie 
in  all  positions  of  the  piliarn.  Let  a  b  c  d  be  a  cupola, 
or  hemisphere,  resting  upon  four  pillars,  from  whence  arise 
the  fw\r  V('!-/ic(i/  arches;  to  which  the  sections,  being  semi- 
circles, must  join  on  all  sides,  whether  ab  be  equal,  to  b  c  or 
not:  cut  the  homisphere  again  horizontally,  the  section  will 
be  an  entire  circle,  touching  in  the  keys  of  the  arches, 
and  G,  II,  K,  L  will  be  tlio  spandrels,  resting  upon  the 
jiillars,  yet  still  are  parts  of  the  heniisphere;  and  if  the  hori- 
zontal circle  be  taken  away,  you  nuiy  build  ujioii  that  circle 
an  upright  wall,  which  may  bear  a  cupola  again  above,  as  is 
done  in  St.  Sophia  and  St.  Peter's,  and  in  all  the  churches  in 
Eorne.  I  question  not  but  those  at  Constantinople  had  it  from 
the  Greeks  before  them.  It  is  so  natural,  and  is  yet  found 
in  the  present  seraglio,  which  was  the  episcopal  palace  of  old  ; 
the  imperial  palace,  whose  ruins  still  appear,  being  farther 
eastward.  Now,  because  I  have,  for  just  reasons,  followed 
this  way  of  vaulting  of  the  church  of  St.  Paul's,  I  think  it 
proper  to  show  that  it  is  the  lightest  manner,  and  requires 
less  butinent  than  the  cross-vaulting,  as  well  as  it  is  of  an 
agreeable  view." 

We  shall  now  proceed  with  the  description  of  the  other 
parts  of  this  edifice. 

It  appears  that  these  domes  are  of  considerable  antiquity, 
and,  from  the  reasons  here  given  from  the  Parentalia,  that 
Sir  Christopher  Wren  was  justified  in  his  choice  in  their 
adoption  ;  their  form  is  beautiful  ;  and,  when  investigated, 
it  is  tiuly  geometrical.  E;ich  wing  forms  a  flat  dome,  sup- 
ported by  four  spandrels  ;  a  rich  wreath  of  foliage  encircles 
the  base,  while  the  centre  and  the  spandrels  afibrd  spaces 
well  adapited,  and  probably  intended,  to  receive  ornamental 
paintings.  The  western  transept  is  a  beautiful  part  of  the 
buikliug;  here  insulated  columns  and  screens  of  iron-railing 
separate  from  the  aisles,  on  either  side,  the  morning-prayer 
chapel,  and  the  consistory. 

In  the  progress  of  examination,  we  come  to  the  intersection 
of  the  nave  and  the  transe[)t;  and  here,  instead  of  four  open- 
ings, eight  arc  produced,  whieli  afford  striking  and  picturesque 
views  in  various  direcUons  ;  and,  in  this  respect,  St.  Paul's 
difl'ers  from  every  church  with  which  we  are  acquainted,  the 
cathedi-al  of  Ely  only  excepted.  On  the  other  hand,  the 
junction  of  the  aisles  witli  the  central  area  pi'cscnted  difficul- 
ties, which  have  caused  various  defects  and  mutilations  in  the 
a.rchitecturc.  The  central  area,  as  before  observed,  is  an  octa- 
gon, supported  by  eight  piers,  with  as  many  apertures;  four 
of  whicli,  ternnnating  the  middle  aisles,  are  forty  feet  wide, 
while  the  others  are  only  twenty-eight  feet ;  but  tliis  dispa- 
rity only  exists  as  high  as  the  first  order  of  pilasters;  at 
which  height  the  smaller  openings  are  ex])ande<l  so  as  to  make 
the  main  arches  all  eijua!.  Spandrels  between  the  arches 
ibrm  the  area  into  a  circle,  which  is  crowned  by  a  large  can- 
tiliver  cornice,  partly  supporting,  by  its  projection,  the  whis- 
pering-gallery. At  this  level  commences  the  interior  tam- 
bour of  the  dome,  consisting  of  a  high  pedestal  and  an  order 
of  pilasters,  the  intervals  of  which  arc  occupied  by  twenty- 
four  windows  and  eight  niches,  corresponding  with  the  inter- 
columniations  and  piers  of  the  e.xtcrior.  All  this  part  is 
inclined  forward,  so  as  to  form  the  frustum  of  a  cone.  From 
a  douldc  plinth  above  the  cornice  of  the  pilasters,  springs  the 
interior  dome. 

Tile  choir  is  of  the  same  form  and  architectural  style  as 
the  body  of  the  church,  and  is  terminated  by  a  semicircular 
apsis.     The  stalls,  an  enclosure,  though  not  remarkable  for 


elegance  of  design,  are  valualde  for  their  ornamental  carving, 
which  is  by  the  masterly  hand  of  Gilibons. 

In  surveying  the  decorative  parts  of  the  interior  of  St. 
Paul's,  it  must  be  acknowledged  that  the  general  impression 
is  that  of  sinqilicity  bordering  upon  meanness  and  nudity,  a 
defect  which  implies  no  censure  on  the  great  architect,  who 
has  left  his  work  in  that  slate  to  receive  the  ornament  of 
painting  and  sculpture,  which  the  frugality  of  following 
times  have  withheld. 

The  few  ornaments  which  exist  are,  in  general,  well  exe- 
cuted, and  disposed  with  judgment:  The  soflits  of  the 
grand  arches,  under  the  cupola,  are  in  the  best  style  of 
sinqile  and  appropriate  decoration.  The  dome  is  painted  bv 
Sir  James  Thornhill,  who  has  deformed  this  beautiful  vault 
with  an  alisurd,  heavy,  and  fictitious  architecture,  serving  as 
a  frame  to  eight  pictures,  representing  so  many  actions  of 
the  patron  saint.  It  is  to  be  lamented,  that  instead  of 
placing  historical  paintings  in  a  situation  where  the  spec- 
tator can  distinguish  notliing  but  the  most  obvious  and 
general  effect,  some  other  system  of  decoration  had  not  been 
adopted. 

The  design  of  the  cathedral  of  St.  Paul  has  been  charged 
with  various  defects,  the  chief  of  which  are  the  following : 
A  want  of  proportion  between  the  cupola  and  the  body  of 
the  building;  the  divison  of  the  exterior  into  two  stories, 
of  orders  of  columns  and  pilasters  nearly  equal;  and  the 
coupling  of  the  columns  in  the  western  front : 

In  the  interior,  the  omission  of  the  architrave  and  frieze 
of  the  order,  in  the  spaces  between  the  great  pilasti.Ts  of  the 
nave,  for  the  purpose  of  raising  the  summits  of  the  arches 
above  the  level  of  the  architrave;  the  circumstance  of  the 
tambour  of  the  dome  being  inclined  fiirward  out  of  the  per- 
pendicular; and,  lastly,  the  awkward  junction  of  the  side 
aisles  and  mutilated  arches. 

With  respect  to  the  general  division  of  the  body  of  the 
building  into  two  orders  of  architecture,  we  have  the  autho- 
rity of  the  architect  himself,  as  expressed  in  the  Parentalia 
and  exhibited  in  his  favourite  model,  in  favour  of  the  single 
order;  but,  with  regard  to  this,  he  was  obliged  to  yield  to 
circumstances,  as  the  Portland  q\iarries  could  not  aflbrd 
stones  of  the  required  dimensions  ;  this  necessity  led  to 
another,  viz.,  the  coupling  of  the  order. 

On  an  ins|iection  of  the  ground  plan  of  the  building,  it  will  be 
seen,  that  the  exterior  pilasters  are  placed  at  intervals  corres- 
ponding to  t  he  interior  piers,  an  arrangcmentwhich  could  not  be 
deviated  from.  As  to  the  oniissionofthe  architrave  of  the  order, 
above  the  arches  of  the  interior,  we  are  infi)rmed  in  the  Pareula- 
lia,  that,  in  this  respect,  Sir  Christopher  Wren  "always  insisted 
that  he  had  the  ancients  on  his  side  ;  and  that,  in  the  Temple 
of  Peace,  in  the  great  halls  of  the  Baths,  and  in  all  the  great 
structures  of  three  aisles,  this  is  done,  and  for  this  reason,  that 
in  these  wide  intercolumniatious,  the  architrave  is  not  supposed 
to  lie  from  one  column  to  anolheri  but,  from  the  column  to  the 
wall  of  the  aisle,  so  that  the  end  of  it  only  will  appear  upon  the 
pillar  of  the  inside  of  the  great  navis."  This  is  a  siifFioient 
answer  to  those  rigorous  critics,  who  would  subject  the  com- 
position of  a  cathedral  to  the  strict  rules  which  limited  the 
Grecian  temples;  and  it  shows  that  the  architect  had  studied 
those  antique  models,  which,  if  not  ill  the  purest  taste  in 
point  of  ornament,  were  yet  the  most  analogous,  in  general 
form,  to  the  edifice  he  had  to  construct.  But,  though  this 
was  the  ostensible  excuse,  it  was  not  the  real  reason;  for, 
upon  referring  to  the  section  of  St.  Paul's,  it  will  be  seen, 
that  Sir  Christopher  has  made  the  pilasters  of  the  interior  a 
little  higher  than  ihe  exterior  columns,  wliich  could  not  be 
much  without  incongruity  ;  and.  wishing  to  give  the  arches, 
opening  to  the  aisles,  as  much  elevation,  and  consequently 
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lightness,  as  the  design  .idmitfed,  he  chose  to  encroach  on 
the  cntabhUurc  of  the  order  ;  and  thus,  by  a  single  alteration 
from  general  rules,  he  improved  the  effect  of  his  building. 

According  to  the  large  plan,  published  by  (.^wyn,  the 
external  length  of  the  building,  from  east  to  west,  exclusive 
of  the  i>rojection  of  the  portico,  appears  to  be  503  feet;  from 
north  to  south,  excluding  the  two  circular  porticos,  244  feet; 
the  breadth  of  the  western  front,  1T7  ;  the  diameter  of  the 
octagiinal  area,  at  the  crossing  of  the  nave  and  transept,  107  ; 
the  diameter  of  the  tambour  of  the  dome,  112  ;  and  the 
diameter  of  the  dome  itself,  102.  The  total  height,  from 
the  ])avement  of  the  ehurch-yard,  to  the  top  of  the  cross,  is 
370  feet.  The  total  expense  of  the  building  amounted  to 
£747.954.  3s.  which  was  defrayed  by  a  duty  on  coals 
imported  into  London  ;  but  not  less  than  £120,604.  6s.  5d. 
was  furnished  by  voluntary  contriliutions,  chiefly  from  the 
clergy.  See  The  Fine  Arls  of  the  Eiifjlish  School,  edited  by 
John  IJritton,  F.  S.  A. 

Sir  Christopher  was  architect  of  no  less  than  fifty-one 
parish-churches  in  the  metropolis,  besides  the  cathedral  and 
other  public  buildings,  but  of  these  we  cannot  speak  parti- 
cularly, we  can  only  mention  such  as  arc  more  deserving 
of  notice. 

St.  Stephen's,  Walbrook,  is  looked  upon  by  some  as  Wren's 
master-piece,  not  even  excepting  St.  Paul's,  and  the  interior 
certainl)-  is  worthy  of  much  praise  both  for  taste  and  pro- 
portion, although  by  no  means  faultless.  The  exterior  of  the 
church,  like  those  of  the  greater  number  of  his  churches, 
has  no  pretensions  to  beauty,  being  plain  even  to  ugliness,  if 
we  except  the  steeple. 

The  interior,  which  approaches  a  parallelogram  in  plan,  is 
divided  into  three  aisles,  and  a  cross  aisle  by  four  rows  of 
Corinthian  columns  raised  on  pedestals  ;  these  support  the 
root"  which  is  divided  into  compartments.  The  central  por- 
tion of  the  church  is  covered  by  a  dome,  which  is  finely  pro- 
jxirtioncd  and  divided  into  small  compartments,  decorated 
with  great  elegance,  and  crowned  with  a  lantern.  On  the 
sides,  under  the  lower  roots,  are  circidar  windows,  but  those 
which  light  the  upper  roof  are  small  arched  ones;  and  at 
the  east  end  are  three  larger  arched  windows.  The  dimen- 
sions of  the  building  are  : — length  75  feet,  breadth  36  feet, 
height  to  roof  34  feet,  and  to  lantern  58  feet. 

Of  the  remaining  churches,  those  most  worthy  of  notice 
are  St.  Bride's  and  St.  Mary-le-Bow,  and  these  are  remark- 
aide  more  especially  for  their  steeples,  a  feature  introduced 
by  Wren  into  his  churches,  and  one  on  which  he  bestowed 
his  principal  care,  many  of  his  churches  being,  in  other 
respects  little  worthy  of  the  praise  that  has  been  bestowed 
upon  tliem. 

The  steeple  of  St.  Bride's  is  certainly  a  very  excellent 
com|iosilion.  The  spire  is  placed  on  a  lofty  tower,  is  octagon 
in  plan,  and  consists  of  four  similar  octagonal  stories  placed 
one  above  another,  and  decreasing  in  dimension  as  they 
rise,  so  as  to  present  a  pyramidal  appearance.  Each  tier  com- 
prises a  single  order,  having  a  semicircular-headed  aperture 
on  each  side  of  the  octagon,  and  a  pilaster  at  each  of  its 
angles,  the  two  lower  stories  being  of  the  Tuscan  order,  the 
third  Ionic,  and  the  fourth  Composite.  Above  these  is  a 
smaller  story,  which  is  surmounted  by  a  small  spire.  The 
pre-ent  height  of  this  steeple  is  220  feet,  but  it  was  origi- 
nally eight  feet  higher,  the  difference  having  been  deducted 
after  an  accident  by  lightning  in  1764. 

The  spire  of  St.  Mary-le-Bow  rises  in  a  similar  manner 
from  a  lofty  square  tower  ;  from  a  stylobate,  on  the  top  of 
which  rises  a  circular  peristyle  surmounted  by  entablature 
and  balustrade.  Upon  this  rises  above  each  column  a  kind 
of  butf.i-ess  assuming  in  profile  a  curve  of  double  curvature. 


and  falling  inwards  towards  the  summit,  so  as  to  diminish 
the  horizontal  area.  Above  this  is  another  peristyle  with 
entablature  and  buttresses  of  a  similar  form  above,  support- 
ing a  small  spire  which  carries  the  vane.  This  steeple  is 
deservedly  admired. 

We  must  pass  by  Wren's  other  churches,  and  content  our- 
selves with  enumerating  some  few  of  his  other  works, 
amongst  which  the  most  conspicuous  in  this  style  are — 
Greenwich  Hospital,  Theatre  at  Oxford,  College  of  Physi- 
cians, and  Temple  Bar. 

Of  all  Wren's  pupils,  only  one  attained  to  any  great  emi- 
nence, and  this  was  Nicholas  Ilawksmore,  one  of  whose 
churches,  that  of  St.  Mary,  Woolnoth,  is  of  considerable 
merit ;  this  church  is  thus  described  by  Mr.  Godwin.  Speaking 
of  the  interior,  he  says — "  It  is  nearly  square,  and  on  the 
model  of  a  TJoman  atrium.  Twelve  well-proportioned  Cor- 
inthian Columns,  placed  three  in  each  angle,  at  a  distance 
from  the  outer  walls,  equal  to  about  one-si.xth  of  the  whole 
width  of  the  church,  support  an  entablature  and  a  clere-story 
above  it,  which  latter  presents  a  large  semicircular  window- 
on  each  of  the  four  sides.  The  ceiling  of  the  square  area 
enclosed  by  the  clere-story  walls,  as  well  as  the  soffit  of  the 
aisles  formed  by  the  columns,  is  profusely  decorated  with 
panels  and  carved  mouldings.  A  ponderous  but  elegantly 
ornamented  gallery,  is  introduced  on  three  sides  of  the 
church  with  so  much  skill,  that  it  does  not  mar  the  general 
effect,  as  is  often,  nay,  with  some  few  exceptions,  always 
the  ca«e. 

"The  general  effect  of  the  interior  is  rich  and  beantifid, 
and  the  proportions  of  the  plan  and  section  good  ;  the  columns 
are  admirably  an-anged,  and  every  part  displays  talent  ;  the 
whole  design  is  nevertheless  somewhat  crowded  in  detail,  and 
overlaid  with  ornament,  and,  according  to  our  view  of  the 
case,  wanting  fitness  fi>r  its  purpose,  is  less  deserving  of 
applause  than  it  would  be,  were  the  building  otherwise 
appropriated  than  it  is."  St.  George's,  Bloomsbury,  is 
another  church  by  the  same  architect. 

The  next  architect  of  any  note  practising  this  style,  was 
James  Gibbs,  the  architect  of  St.  Martin's-in-the-Fields,  and 
St.  Mary-le-Strand,  both  which  churches  present  many  good 
features  ;  the  portico  to  the  former  is  much  admired.  Gibbs 
introduced  a  practice  of  placing  the  spire  over  the  body  of 
the  church,  so  that  it  appears  as  if  rising  out  of  the  roof; 
this  is  decidedly  objectionable. 

Passing  by  many  architects  of  less  note,  we  arrive  at  Sir 
William  Chambers,  who  greatly  excelled  his  cotemporaries 
and  many  of  his  predecessors  in  this  style  of  building  ;  his 
greatest  work  is  Somerset  House,  which  we  must  not  pass  by 
w  ithout  a  short  description.  "  This  building,"  says  Mr.  Bury, 
"  stands  on  an  area  of  800  feet  in  width,  by  500  feet  in  depth, 
and  is  disposed  on  tlie  four  sides  of  a  rectangular  court,  the 
interior  length  of  which  is  319  feet  from  north  to  south,  and 
224  feet  in  breadth  :  the  fapade  towards  the  Strand  is  133 
feet  long,  and  consists  of  three  stories :  nine  arches  are  assigned 
to  the  basement,  whereof  the  three  in  the  centre  are  open, 
and  lead  to  the  great  court,  besides  having  entrances  to  the 
apartments  of  this  wing  ;  the  other  rusticated  arches  are 
occupied  by  windows,  decorated  with  fiilasters,  entablatures 
and  pediments.  Above  this  story  are  two  tiers  of  windows 
of  which  those  in  the  lower  tier  have  entablatures  supported 
by  Ionic  columns  ;  the  upper  windows  are  square,  and  are 
surrounded  by  square  architraves.  Between  these  windows, 
the  walls  are  ornamented  with  three-quarter  columns  of  the 
Corinthian  order,  standing  on  pedestals,  and  extending  the 
height  of  the  two  stories  ;  the  height  of  the  order  without 
the  pedestals  is  23  feet,  and  that  of  the  entablature  is  a  feet. 
Over  the  three  central  compartments  of  this  facade,  is  an 
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attic-story,  witli  oval  windows  and  statues  in  front  :  the 
entire  hi-irrht  from  thu  "round  is  (5'2  foot." 

The  vestibule  contains  a  carringc-way  and  two  foot-ways, 
separated  by  two  ranges  of  coupled  Doric  columns,  which 
with  their  entablature  support  the  vaults. 

The  inner  front  of  tliis  division  of  the  building,  ficing 
the  court-yard,  is  similar  to  that  in  the  Strand,  with  the 
exception  that  pilasters  are  employed  in  the  place  of 
columns. 

The  east  and  west  sides  of  this  quadrangle  are  similar  to 
those  already  described,  with  the  exception  of  those  portions 
between  the  extremities  and  the  -central  division,  in  which 
the  windows  are  of  a  less  ornamented  description,  being 
rectangular,  and  without  architraves.  The  central  divisions 
are  crowned  by  urns  surmounting  the  entablatures,  and  have 
each  a  small  clock-tower  above  the  roof  The  south  fa9ade 
is  similar  to  the  east  and  west  sides,  but  its  central  compart- 
ment is  more  highly  enriched,  the  entalilature  being  supported 
by  four  columns  and  four  pilasters,  both  of  the  Corinthian 
order,  and  the  windows  between  the  columns  being  recessed. 
Above  the  roof  is  a  lofty  cupola,  partially  screened  by  an 
angular  pedituent. 

■'  The  front  towards  the  river  Thames,  is  350  feet  long, 
and  presents  a  magnificent  apipearance.  Its  arrangement 
corresponds  with  that  of  the  quadrangle,  but  a  superior  bold- 
ness of  character  has  been  adopted  in  its  centre  wings,  vphere 
disengaged  columns  with  pilasters  are  introduced.  The  centre 
part  of  this  building  is  crowned  by  a  cupola,  as  above  stated. 
Before  this  fofade  is  a  terrace  50  feet  wide,  supported  by  a 
lofty  arcade,  and  protected  by  a  balustrade.  In  the  centre  is 
one  great  semicircular  arch,  and  near  each  extremity  is  a 
water-gate  of  similar  form,  the  piers  of  which  are  ornamented 
with  rusticated  columns." 

We  must  now  turn  to  a  class  of  structures  which  have 
risen  up  of  late,  and  to  which  this  style  of  building  is  pecu- 
liarly applicable, — we  allude  to  Club-houses.  Some  of  these 
edifices  are  of  very  elegant  design,  and  of  magnificent  appear- 
ance, their  genei'al  treatment  being  borrowed  from  the  palatial 
edifices  of  Italy  :  they  are  in  our  opinion  the  most  favourable 
examples  of  Italian  architecture  in  England,  and  are  far 
preferable  to  the  ecclesiastical  edifices  built  in  this  style  ;  a 
fact  which  arises,  as  we  imagine,  not  so  much  from  the  merit 
of  the  architects  employed,  as  from  the  circumstance  that  the 
style  is  adapted  to  the  one  class  of  edifice,  and  not  to 
the  other. 

Of  the  clubs,  all  of  which  are  of  considerable  merit,  a  full 
account  has  been  given  under  the  article  Club-House,  to  which 
we  beg  to  refer.  We  can  here  onh  call  especial  attention  to 
the  Reform,  the  Traveller's,  the  Carlton,  the  Army  and  Navy, 
and  the  Conservative.  The  dignified  repose  of  the  first,  the 
simple  and  unpretending  elegance  of  the  second,  and  the 
lightness  and  magnificence  of  the  rest,  are  subjects  all  equally 
worthy  of  the  young  architect's  attentive  study. 

The  same  style  has  been  applied  on  a  somewhat  less  mag- 
nificent scale,  yet  with  equal  success,  to  many  other  buildings, 
amongst  which  fire  and  life  insurance-offices  stand  pre- 
eminent. We  can  here  only  allude,  in  passing,  to  those  of 
the  Sun,  Imperial,  and  Globe  Societies.  This  style  has  also 
recently  been  adopted  for  private  mansions,  an  example  of 


which  is  afforded  us  in  Bridgewater  House,  the  mansion  of 
the  Lord  EUesmerc,  now  erecting  under  the  able  superin- 
tendence of  Mr.  Barry,  to  whom  we  are  indebted  for  some  of 
the  most  beautiful  and  recent  erections  in  this  style,  amongst 
which  stand  pre-eminent  the  Reform  and  Travellei''s  club- 
houses. We  conclude  this  article  with  a  description  of  this 
last,  and  not  least,  beautiful  example  of  Mr.  Barry's  taste,  and 
trust  that  this  may  be  only  a  commencement  of  a  new  class 
of  town  residences  for  the  nobility  of  this  country. 

The  plan  of  this  mansion  is  nearly  square,  the  north  front 
being  142  feet  6  inches  from  east  to  west,  and  the  west  front, 
shown  in  our  engraving,  122  feet  from  north  to  south.  The 
west  elevation  consists  of  three  stories,  separated  from  each 
other  by  ornamental  flat-bands  and  cornices,  and  is  divided 
into  a  centre  and  two  wings,  which,  however,  project  but 
slightly.  The  lower  story  is  rusticated  with  vertical  and 
horizontal  channels,  and  comprises  seven  windows,  of  which 
five,  belonging  to  the  central  portion  of  the  building,  are 
plain  rectangular  apertures,  with  projecting  key-stone,  but 
without  architrave.  The  two  outer  ones  are  of  a  similar 
character,  but  are  of  three  lights,  the  central  one  being  of  the 
same  description  as  the  others,  and  the  side  ones  a  little 
narrower.  Above  the  cornice  of  this  story  is  a  podium, 
pierced  with  balusters  opposite  each  window,  and  having 
projecting  plinths  under  the  architraves.  The  same  number 
and  arrangement  of  windows  occur  in  this  story,  but  they 
are  of  a  much  more  elaborate  description,  having  a  hiulily 
enriched  architrave,  and  being  surmounted  by  a  segmental 
pediment,  supported  on  projecting  corbels,  and  having  the 
tympanum  enriched  with  sculpture.  The  triplets  in  the 
wings  are  similarly  ornamented,  but  have  a  segmental  pedi- 
ment over  the  central  light  only,  the  upper  mouldings  being 
continued  horizontally,  with  the  cornice  over  the  side  lights. 
The  upper  story  has  the  same  number  of  square  lights  with 
moulded  architraves,  the  spaces  between  them  being  panelled  : 
the  triple  arrangement  in  the  wings  is  preserved  in  this 
story.  The  entire  building  is  surmounted  by  a  bold  cornice 
supported  on  consoles,  the  spaces  between  which  are  orna- 
mented with  roses,  and  the  corona  with  dolphins'  heads,  one 
over  each  console.  Above  the  cornicione  is  a  balustrade, 
the  dies  of  which  are  surmounted  by  roses.  The  angles  of 
the  building  are  finished  with  coins,  which  are  enriched  with 
reticulated  rustication,  and,  being  of  considerable  width, 
impart  a  very  rich  effect  to  the  fafade  ;  the  chimneys  are 
brought  up  at  the  angles,  and  are  made  to  form  architectural 
features.  A  balustrade  runs  along  in  front  of  the  lowermost 
story. 

The  south  elevation  is  very  similar  to  the  west,  having  a 
series  of  nine  windows,  exactly  the  same  as  those  in  the 
central  portion  of  the  western  fiipade,  but  having  no  project- 
ing wings,  the  extrenu?  angles  only  being  rusticated.  The 
entrance  porch  is  in  the  centre,  and  is  surmounted  by  vases 
similar  to  those  above  the  balustrade. 

IVORY,  the  name  given  to  the  substance  composing  the 
tusks  (pf  the  elephant  and  the  walrus,  and  to  the  horn  of  the 
narwhal,  or  sea  unicorn.  Ivory  is  extensively  used  in  the 
arts,  for  making  aikd  embellishing  numberless  small  articles  of 
ornament  and  use.  Tables,  cabinets,  &c.,  are  frequently 
inlaid  with  ivorv. 
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JACIv,  Lifting  Jack,  in  mechanics,  a  portable  machine 
for  raising  great  weights  through  a  small  space.  It  consists 
of  a  rack  and  pinion  inclosed  within  a  strong  wooden  case, 
and  the  power  is  applied  by  means  of  a  winch  or  handle 
fixed  upon  the  axis  of  the  pinion  ;  the  upper  end  of  the  rack 
is  formed  into  two  horns,  to  take  the  better  hold  of  the 
article  to  be  elevated  ;  and  from  the  end  two  prongs  project 
laterally  through  a  longitudinal  groove  i-n  the  case,  which 
are  used  upon  occasions  when  there  is  not  room  to  introduce 
the  jack  beneath  the  load.  To  prevent  the  labourers  being 
overpowered,  there  is  a  racket  wheel  and  pall  on  the  axis  of 
the  pinion. 

Jack  Arch,  an  arch  of  only  one  brick  in  thickness. 

Jack  in  the  Box,  a  large  wooden  solid  screw,  turning  in 
a  hollow  one,  which  forms  the  upper  part  of  a  wooden  box, 
shaped  like  the  frustum  of  a  pyramid  ;  it  is  used  by  means 
of  levers,  passing  through  holes  in  it,  as  a  press  in  packing, 
and  for  other  purposes. 

Jack  Plane,  a  plane  about  18  inches  in  length,  used  for 
taking  off  the  rough  of  the  saw,  or  the  irregularities  of  the 
axe,  and  planing  off  any  inequalities,  to  prepare  the  stuff  for 
the  trying  plane. 

Jack  Rafter,  a  short  rafter,  such  as  those  which  are 
fixed  to  the  hips. 

Jack  Kibs,  in  a  groin,  or  in  a  polygonal  domic  ceiling,  are 
the  ril)s  that  are  fixed  upon  the  hips. 

Jack  Timber,  any  timber  that  is  interrupted  in  its  whole 
length,  or  cut  short. 

Jak  Wood,  a  coarse-grained  wood  brought  from  India, 
sometimes  used  in  cabinet-work  and  turnery. 

JAMBS  (Prench)  th«  sides  of  an  aperture,  which  connect 
the  two  sides  of  the  wall. 

Jamb  Lining,  the  two  vertical  linings  of  a  door-way  or 
aperture,  which  connect  the  two  walls. 

Jamb  Posts,  such  as  are  sometimes  introduced  on  the  side 
of  a  door,  in  order  to  fix  the  jamb  linings.  They  are  par- 
ticularly used  w  hen  the  partition  is  of  wood. 

It  having  been  noticed  by  Mr.  T.  N.  Parker  how  rapidly 
the  lower  ends  of  doorposts  decayed  where  they  were  exposed 
to  wet,  he  contrived  a  cast-iron  socket  for  them,  which 
is  much  used  in  Shropshire,  and  might  be  generally 
introduced  with  advantage.  These  sockets  are  cast  by  the 
Colebrook-dale  company  ;  they  weigh  only  71bs.  the  pair,  and 
cost  about  2id  per  pound. 

Jamd  Stones,  in  stone  walls,  such  as  are  emploj^ed  in 
building  the  sides  of  an  aperture,  in  doing  which,  every  alter- 
nate stone  ought  to  be  inseited  the  whole  thickness  of  the 
walls. 

JANTU,  a  machine  used  in  Ilindostan  for  raising  water 
for  the  fiurpose  of  irrigating  lands. 

JAPANNING,  the  art  of  painting  and  varnishing,  after 
the  manner  practised  by  the  natives  of  Japan,  in  the  East 
Indies.  It  is  employed  for  the  purpose  of  preserving  and 
beautifying  various  articles,  usually  of  wood  and  metal,  as 
well  as  paper,  leather,  and  cloth,  when  they  are  properly 
prepared  for  the  purpose.  Those  articles  we  most  commonly 
find  japanned,  are  pieces  of  household  furniture,  cabinet-work, 
boxes  of  all  kinds,  trays,  screens,  &c.,  and,  very  generally, 
those  articles  made  of  any  of  the  above-mentioned  or  similar 
materials,  which  it  may  be  desired  to  preserve  from  moisture. 


This  it  is  admirably  adapted  to  effect,  from  its  drying 
very  hard,  and  being  imjiervious  to  water  at  all  moderate 
temperatures,  even  to  boiling  in  some  cases  ;  but  it  may  be 
employed  on  any  dry  substance  that  is  sufficiently  inflexible 
to  prevent  the  japan  from  being  cracked  or  forced  off. 

JERKIN  HEAD,  the  end  of  a  roof  that  is  not  hipped 
down  to  the  level  of  the  opposite  adjoining  walls;  the  gable 
beinjr  carried  higher  than  the  level  of  the  said  walls. 

JET  D'EAU,  (French)  a  fountain,  or  ornamented  jet, 
throwing  up  a  stream  of  water  to  some  height  in  the  air. 
See  Fountain. 

JETTEE,  Jetty,  or  Jutty,  (French)  the  border  made 
around  the  stilts  under  a  pier,  consisting  of  piles  and  planks, 
stones  filling  up  the  interstices,  to  secure  the  whole  foun- 
dation. 

Also  the  projecting  portion  of  a  building,  such  as  the  over- 
hanging st,orv  of  ancient  timber  houses. 

JIB-DOOR,  a  door  so  constructed  as  to  have  the  same 
continuity  of  surface  with  that  of  the  partition  in  which  it 
stands.  The  use  of  a  jib-door  is  to  preserve  the  symmetry 
of  an  apartment,  where  only  one  door  is  wanted,  nearer  to 
one  end  of  the  partition  than  the  other.  Instead  of  a  jib- 
door,  a  real  door  and  a  false  one  may  be  used.  Where  jib- 
doors  are  used,  it  is  obvious  that  they  must  be  concealed  as 
much  as  possible. 

JOGGLE,  the  joint  of  two  bodies,  so  constructed  as  to 
prevent  them  from  sliding  past  each  other,  by  the  application 
of  a  force  in  a  direction  perpendicular  to  the  two  pressures 
by  which  they  are  held  together.  The  struts  of  a  roof  are 
joggled  into  the  truss  posts  and  into  the  rafters ;  when  con- 
fined by  mortise  and  tenon,  the  pressure  which  keeps  them 
together  is  that  of  the  rafter  and  the  re-action  of  the  truss- 
post.  The  same  is  also  applied  to  the  step  and  platform 
stones  of  a  geometrical  stair. 

Joggle  Piece,  the  truss-post  in  a  roof,  when  formed  to 
receive  a  brace  or  strut,  with  a  joggle. 

JOINER,  the  workman  who  joins  wood  for  the  finishing 
of  buildings. 

JOINERY,  in  civil  architecture,  the  art  of  framing  or 
joining  wood  together,  for  internal  and  external  finishings 
of  houses;  thus  the  coverings  and  linings  of  rough  walls,  or 
the  coverings  of  rough  timbers,  and  the  construction  of 
doors,  windows,  and  stairs,  are  joiners'  work. 

Joinery  I'equires  much  more  accurate  and  nice  workman- 
ship than  carpentry ;  the  latter  consists  only  of  rough 
timbers,  used  in  sujiporting  the  various  parts  of  an  edifice: 
joinery  is  therefore  used  by  way  of  decoration,  and  being 
always  near  to  the  eye,  and  consequently  liable  to  inspection, 
requires  that  the  joints  should  be  fitted  together  with  the 
utmost  care,  and  the  surfaces  made  smooth. 

The  wood  used  is  called  stuff,  and  is  previously  formed  by 
the  pit-saw  into  rectangular  jirisms,  which  are  denominated 
baltens,  hoards,  or  plaids,  according  to  their  breadths. 
Battens  run  from  two  to  seven  inches  wide ;  boards  from 
seven  to  nine  inches  wide  ;  and  planks  from  nine  inches  to 
any  greater  breadth  that  can  be  cut  out  of  a  piece  of  wood. 

The  operations  of  joinery  consist  of  forming  surfaces  ol 
various  kinds,  also  of  grooving,  rebating,  and  moulding,  and 
of  mortising  and  tenoning;  and  lastly,  of  joining  two  or 
several  pieces  together,  so  as  to  form  a  frame  or  solid  mass. 
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Surfaces,  in  joinery,  are  cither  plane  or  curved,  but  most 
frequently  plane.  All  kinds  uf  surfaces  are  first  formed  in 
the  rough,  and  fuially  brought  to  a  finish  by  means  of  appro- 
priate tools. 

Grooving  consists  in  taking  away  a  part  of  a  lectangidar 
section  from  a  piece  of  wood,  so  as  to  form  a  channel  of 
e(iual  breadth  throughout,  wilh  three  surfices,  one  parallel, 
and  the  otlier  two  perpendicular,  to  that  of  the  wood  ;  which 
channel  is  called  a  (jroove ;  and  thus  the  piece  that  would 
fill  the  cavity,  or  which  would  restore  it  to  its  original  form, 
is  a  square  prism. 

Kebating  consists  in  taking  away  a  part  from  a  piece  of 
■wood  of  a  rectangular  section,  so  as  to  leave  only  two  sides, 
one  perpendicular,  and  the  other  parallel,  to  the  surface  of 
the  wood;  the  cavity  thus  formed  is  called  a  rebate.  From 
this  definition  it  is  manifest,  that  a  rebate  can  only  be  formed 
by  reducing  the  piece  of  wood  to  be  rebated  at  the  angle 
itself,  and  may  therefore  be  considered  as  a  semi-groove ; 
and  thus  the  piece  which  would  restore  the  whole  to  its 
original  form  is  a  square  prism,  as  in  grooving. 

A  mortise  is  a  cavity  recessed  within  the  surface  of  a  piece 
of  wood,  with  four  siiles  perpendicular  to  the  suitace,  and  to 
each  other.  The  act  of  making  a  mortise  is  called  mortising. 

A  tenon  is  a  projection  formed  on  the  end  of  a  piece  of 
wood  with  four  jilane  sides,  at  right  angles  to  each  other, 
and  to  a  plane,  from  wliicii  it  jirojects,  called  tlic  sliouldcr  uf 
tlie  tenon. 

In  the  folhnving,  all  jiieces  of  wood  whatever  are  supposed 
to  be  rectangular  prisms,  and  the  length  in  the  direction  of 
the  fibres;  two  of  the  sides  of  every  mortise  perpendicular, 
and  the  other  two  parallel,  to  the  fibres;  and  the  four  sides 
of  every  tenon  in  the  direction  of  the  fibres,  unless  otherwise 
described  :  likewise,  if  two  of  the  surfaces  of  a  piece  of  wood 
be  of  greater  breadth  than  the  other  two,  the  latter  are  called 
the  eJyes,  and  the  foinier  the  sides ;  while  each  line  of  con- 
course, formed  by  two  adjacent  sides,  is  called  an  arris. 

Moulding  consists  in  forming  the  surface  of  a  piece  by 
plane  or  curve  surfaces,  or  by  both,  in  such  a  manner  that 
all  parallel  sections  may  be  similar  and  equal  figures. 

The  first  thing  to  be  done  in  joinery  is  to  select  the  stufl' 
or  boards,  which  ought  to  be  well  seasoned  for  every  purpose 
in  joinery,  and  then  line  it  out;  and  if  the  stuff  be  not 
already  at  the  size,  as  is  most  frequently  the  case,  it  must  be 
ripped  out  with  the  ripping-saw,  or  cross  cut  with  the  iiaud- 
saw,  or  both,  as  may  be  wanted.  The  ne.xt  thing  is  the 
planing  of  the  stufl',  first  upon  a  side,  then  the  edge  squared, 
and  afterwards  gaged  to  a  breadth  and  thickness,  should 
either  or  both  be  found  necessary. 

Two  or  more  pieces  of  stuff'  may  be  fastened  together,  in 
various  ways,  by  pins  of  wood,  or  by  nails  ;  but  in  work  pre- 
pared by  the  joiner  fi)r  building,  the  pieces  are  more  fre- 
quently joined  together  by  making  their  surfaces  planes,  and 
plastering  them  over  with  a  hot  tenacious  liquid,  called  f/liic, 
then  rubbing  the  surfaces  until  the  glue  has  been  almost 
rubbed  out,  and  one  piece  brought  to  its  situation  with  respect 
to  the  other.  The  best  woi  k  is  always  joined  by  this  method. 

When  boards  are  required  of  a  greater  breadth  than 
common,  several  primitive  boards  must  be  fastened  together 
edge  to  edge,  cither  by  nailing  them  to  pieces  extending 
across  the  breadth,  or  by  ghnng  them  edge  to  edge,  or  by- 
joining  pieces  tra.rsverscly  together  with  small  boards,  tougucd 
into  grooves  e.\cavated  in  the  edges. 

Two  pieces  of  stuff  are  joined  together  at  right  or  oblique 
angles  by  a  mortise  and  tenon  adajited  to  each  other,  and 
fastened  together  with  glue. 

When  a  frame,  consisting  of  several  pieces,  is  required,  the 
mortises  and  tenons  are  fitted  together,  and  the  joints  glued  all 


at  one  time,  then  entered  to  their  places,  and  forced  together 
by  means  of  an  instrument  called  a  crnmp. 

A  frame  of  wood  in  order  to  contain  a  panel,  and  surround 
it  completely,  cainiot  be  made  of  less  than  three  pieces, 
unless  one  or  more  of  theu\  be  curved,  because  less  than 
three  straight  lines  cannot  contain  a  space. 

The  operation  of  forming  a  given  surface,  by  taking  away 
the  superfluous  wood,  is  called  planiny,  and  the  tools  them- 
selves ^j /((««. 

The  first  tools  used  by  joiners  are  licnch  planes,  which 
generally  consist  of  a,  jack  plane,  fiir  taking  away  the  rough 
of  the  saw  and  the  superfluous  wood,  only  leaving  so  much  as 
is  sufficient  to  smooth  the  surface;  the  iri/inc/  plane,  to 
smooth  or  reduce  the  ridges  left  by  the  jack-plane,  and  to 
straighten  or  regulate  the  surface,  whether  it  be  plane  or 
convex  ;  the  long  plane,  when  the  surface  is  required  to  be 
very  straight ;  and  the  smoothing  plane,  in  smoothing,  as  its 
name  implies,  and  giving  the  last  finish  to  the 'work. 

Besides  the  bench  planes,  there  are  others  for  forming  any 
kind  of  prismatic  surfaces  whatever,  as  rebating  planes,  groov- 
ing planes,  and  moulding  planes  :  but  for  a  more  particular 
description  of  these  and  the  bench  planes,  we  shall  refer  to 
the  article  Plane. 

The  tools  employed  in  boring  cylindric  holes  are  a  stocL- 
with  bits,  of  various  deseri|)tions  and  sizes,  gimlets,  and 
bradau'ls  of  several  diameters. 

The  tools  used  in  paring  the  wood  obliquely,  or  across  the 
fibres,  and  for  cutting  rectangular  prismatic  cavities,  are  in 
general  denominated  chisels ;  those  for  paring  the  wood  across 
the  fibres  are  called  fir^ners,  ov  paring  chisels,  and  those  for 
cutting  mortises  are  called  mortise  chisels.  The  sides  of  all 
chisels,  in  a  direction  of  their  length,  are  straight,  and  the 
side  of  a  chisel  which  contains  the  cutting  edge  at  the  end  4s 
of  steel.  The  best  paring  chisels  are  made  entirely  of  cast 
steel.  Chisels  for  paring  concave  surfaces  are  denominated 
goages. 

Dividing  wood,  by  cutting  away  a  very  thin  portion  of  the 
material  of  equal  thickness  throughout,  to  any  required 
extent,  by  means  of  a  thin  plate  of  steel  with  n  toothed  edge, 
is  called  sawing,  and  the  instrnnients  themselves  are  called 
saws,  which  are  of  several  kinds;  as  the  ripping  saw,  fur 
dividing  boards  into  separate  pieces  in  the  direction  of  the 
fibres;  the  hand  saio,  for  cross  cutting,  or  for  sawing  thin 
pieces  in  the  direction  of  the  grain;  the  panel  san',  either  for 
erojs  cutting,  or  cutting  very  thin  boards  longitudinally  ;  the 
tenon  saw,  with  a  thick  iron  back,  for  making  an  incision  of 
any  depth  below  tl>e  surface  of  the  wood,  and  for  cutting 
pieces  entirely  through,  not  exceeding  the  breadth  of  that 
part  of  the  plate  without  the  iron  back  ;  likewise  a  sash  saw, 
and  a  dovetail  saw,  used  mirch  in  the  same  way  as  the  tenon 
saw.  From  the  thinness  of  the  plates  of  these  three  last 
saws,  it  is  necessary  to  stiffen  them  by  a  strong  piece  of  metal, 
called  the  bacli;  which  is  grooved  to  receive  the  upper  edge 
of  the  plate  that  is  fixed  to  the  back,  and  which  is  thereby 
secured  and  j)reveiited  from  c'lippling.  When  it  is  required 
to  divide  boards  into  curved  pieces,  a  very  narrow  saw  with- 
out a  back,  called  a  compass  saw,  is  used  ;  and  in  cutting  a 
very  small  hole,  a  saw  of  a  similar  description,  called  a  /c//- 
hole  saw,  is  employed.  All  these  saws  have  tlu'ir  plates 
longer  and  thinner,  and  their  teeth  finer,  as  they  succeed  each 
other  in  the  order  here  mentioned,  excepting  the  two  last, 
which  have  thicker  plates,  and  coarser  teeth  than  either  the 
sash  or  dovetail  saws.  The  external  and  internal  angles  of 
the  teeth  of  all  saws  are  generally  formed  at  an  angle  of  CO 
degrees,  and  the  front  edge  teeth  slope  backward  in  a  small 
degree,  but  incline  or  recline  from  the  straight  line  drawn 
from  the  interiorangleperpendicular  to  the  edge  in  the  plane 
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of  the  plate,  as  the  saw  may  be  emplo^ved  in  lipping  or  in 
cross  cutting,  or  cutting  perpendicular"  to  the  fibres.  The 
teeth  of  all  saws,  except  turning  and  key-hole  saws,  are  alter- 
nately bent  on  contrary  sides  of  the  plate,  so  that  all  the 
teeth  on  the  same  side  are  alike  bent  throughout  the  length  of 
the  plate,  for  the  purpose  of  clearing  the  sides  of  the  cut  made 
by  it  ill  the  wood. 

Of  all  cutting  tools  whatever,  the  saw  is  the  most  useful  to 
the  joiner,  as  the  timber  or  wood  which  he  employs  can  be 
divided  into  slips  or  bars  of  any  size,  with  no  more  waste  of 
stutr  than  a  slice,  the  breadth  of  which  is  equal  to  the  depth 
of  the  piece  to  be  cut  through,  and  the  thickness  equal  to  the 
distance  of  the  teeth  between  their  e.\treme  points  on  the 
alternate  sides  of  the  saw,  measuied  on  a  line  perpendicular 
to  them  :  whereas,  without  the  use  of  the  saw,  cylindrical 
trees  could  only  be  reduced  to  the  intended  size  by 'means  of 
the  axe  ;  in  the  use  of  which  there  would  not  only  be  an 
immense  consumption  of  stufi",  but  also  much  greater  labour 
would  be  required  to  reduce  it  to  a  straight  suifliee. 

Joiners  use  a  small  axe,  called  a  hatchet,  for  cutting  off  the 
superfluous  wood  from  the  edge  of  a  board,  when  the  waste 
is  not  of  sufficient  consequence  to  be  sawed. 

The  above  are  what  are  commonly  denominated  edge  tools, 
but  there  are  others  required  to  regulate  the  forms.  All 
angles  whatever  are  formed  by  other  reversed  angles  of  the 
same  number  of  degrees  ;  as  an  exterior  angle  by  an  interior 
one,  and  the  contrary.  The  instrument  for  trying  right  angles 
is  called  a.  sqvare,  and  those  for  trying  oblique  angles  "are 
called  bevels.  The  two  sides  which  form  the  edge  of  a  square 
are  always  stationary,  but  those  of  bevels  are  generally  move- 
able, one  leg  upon  the  other,  round  a  joint.  In  some  cases, 
where  a  great  number  of  pieces  are  required  to  be  wrought  to 
the  same  angle,  a  stationary  bevel,  called  a  joint-hook,  is  used. 
When  it  is  required  to  reduce  a  piece  of  stufl"  to  a  parallel 
breadth,  ar.  instrument  called  a  gauge  is  used,  which  consists 
generally  of  a  square  piece,  with  a  mortise  in  it.  through 
which  runs  a  sliding  bar,  at  right  angles,  called  the  stein, 
furnished  with  a  sharp  point,  or  tooth,  at  one  extremity,  pro- 
jecting a  little  from  the  surface,  so  that  when  the  side  of  the 
gauge,  next  to  the  end  which  has  the  point,  is  applied  upon 
the  vertical  surlace  of  the  wood,  with  t.he  toothed  side  of  the 
stem  upon  the  horizontal  surface,  and  pushed  and  drawn 
alternately  by  the  workman  from  and  towards  him,  the  tooth 
will  make  an  incision  from  the  surface  into  the  wood,  at  a 
parallel  distance  from  the  upper  edge  of  the  vertical  side  on 
the  right  hand.  This  line  marks  precisely  the  intersection  of 
the  plane  which  divides  the  superfluous  stutl'from  that  which 
is  to  be  used. 

When  a  mortise  is  required  to  be  cut  in  a  piece  of  wood,  a 
gauge  with  two  teeth  is  used.  The  construction  of  this 
instrument  is  tlie  same  as  the  common  gauge,  except  that  the 
stem  has  a  longitudinal  slider  with  a  tooth  projecting  from 
its  end,  s^o  that  both  teeth  may  be  brought  nearer,  or  removed 
farther  from  each  other,  at  pleasure;  and  also  to  any  distance, 
from  the  face  of  the  head  or  guide,  within  the  reach  of  the 
stem. 

If,  when  a  piece  of  wood  has  been  planed, .it  is  required  to 
be  sawed  across  the  fibres;  to  keep  it  stationary  duiino-  the 
operation,  and  to  prevent  the  sides  or  edges  from  being 
bruised,  a  flat  piece  of  wood  with  two  projectintr  knobs  on 
opposite  sides,  one  at  each  end,  called  a  side-hook,  is  used 
ihe  vertical  side  of  the  interior  angle  of  one  of  the  knobs  is 
placed  close  to  the  vertical  side,  and  the  under  side  upon  the 
top  ot  the  bench  ;  then  the  wood  is  pressed  against  the  knob 
which  projects  from  the  upper  surface  while  it  is  cutting 
But  the  use  of  two  side-hooks  is  better,  as  they  keep  the  piece 
more  steady.  J        v        r      ^ 


When  it  is  required  to  cut  a  piece  of  wood  to  a  mitre  with 
one  side — that  is,  to  half  a  right  angle — ^joiners  use  a  trunk 
of  wood  with  three  sides,  like  a  box  without  ends  or  a  top, 
the  sides  and  bottom  being  parallel  pieces,  and  the  sides  of 
equal^  heights  ;  through  each  of  the  opposite  sides  is  cut  a 
kerf,  in  a  plane  perpendicular  to  the  bottom,  at  oblique  angles 
of  45"  and  135°  with  the  planes  of  the  sides;  and  another 
kerf  is  made  with  its  plane  at  right  angles  to  the  two  former : 
this  trunk  is  called  a  mitre-hox.  When  the  wood  is  to  be  cut, 
the  mitre-box  is  fixed  steady  against  two  side-hooks,  and  the 
piece,  which  must  always  be  less  than  the  interior  breadth  of 
the  mitre-box,  is  laid  in  it,  and  pressed  against  its  farther 
interior  angle,  with  the  side  downwards,  to  which  the  saw- 
kerf  is  intended  to  be  perpendicular,  and  in  this  position  it  is 
to  be  cut.  The  two  kerfs  in  the  sides  of  the  mitre-box  are 
requisite,  in  order  to  form  the  acute  angle  on  the  right  or  left- 
hand  side  of  the  piece,  as  may  be  required. 

When  a  piece  of  wood  is  required  to  be  made  straight  in 
one  direction,  joiners  use  a  slip  of  wood  straightened  on  one 
edge,  and  thence  called  a  straight  edge.  Its  use  is  obvious  ; 
as  by  its  application  it  will  be  seen  whether  there  is  a  coin- 
cidence between  the  straight  edge  and  the  surface. 

When  it  is  required  to  know  whether  the  surdice  of  a  piece 
of  wood  is  in  the  same  plane,  joiners  use  two  slips,  each 
straightened  on  one  edge,  with  the  opposite  edge  parallel,  and 
both  pieces  of  the  same  breadth  between  the  parallel  edges  : 
each  piece  has  therefore  two  straight  edges,  or  two  parallel 
planes.  Therefore,  to  find  whether  a  board  is  twisted,  or  its 
surface  plane,  the  workman  lays  one  of  the  slips  across  the 
one  end,  and  the  other  across  the  other  end  of  the  board,  with 
one  of  the  straight  edges  of  each  upon  the  surfiice  ;  then  he 
looks  in  the  longitudinal  direction  of  the  board,  over  the 
upper  edges  of  the  two  slips,  until  his  eye  and  the  said  two 
edges  are  in  one  plane;  or  otherwise,  the  intersection  of  the 
plane  passing  through  the  eye  and  the  upper  edge  of  the 
nearest  slip,  will  intersect  the  upper  edge  of  the  farther  slip. 
If  it  happen  as  in  the  former  case,  the  ends  of  the  wood  under 
the  slips  are  in  the  same  plane  ;  but  should  it  happen  as  in 
the  latter,  they  are  not.  In  this  last  case,  the  surface  is  said 
to  wind;  and  when  the  surfiice  is  so  reduced  as  for  every  two 
lines  to  be  in  one  plane,  it  is  said  to  be  out  of  winding,  which 
imjjlies  its  being  an  entire  plane  ;  from  the  "use  of  these  slips 
they  are  denominated  winding-sticks. 

Before  we  proceed  to  the  method  of  bringing  a  rough 
surface  to  a  plane,  it  is  necessary  to  show  how  to  make'a 
straight  edge.  And  here  the  joiner  must  not  lose  sight  of  the 
properties  of  a  straight-line,  viz.,  that  which  wiH  always 
coincide  with  another  straight  line,  however  they  m.ay  be 
applied  together. 

The  operation  of  making  the  edge  of  a  board  straight  is 
called  by  joiners,  shooting,  and  the  edge  so  made  is  said  to 
be  shot. 

Straight  edges  may  be  formed  by  planing  the  edges  of  two 
boards,  and  applying  them  together,  with  their  superficies  or 
faces  in  the  same  plane ;  if  there  be  no  cavity  in  the  joint,  the 
edges  will  l)e  straight ;  if  not,  the  faces  must  be  applied  to 
each  other,  the  edges  brought  togethiT,  and  planed  and  tried 
as  before,  until  they  coincide. 

Another  mode  is  by  having  a  plane  surfiice  given  Plane  : — 
the  dges  of  a  board  as  straight  as  ihe  eye  will  admit  of,  apply 
the  face  of  it  to  that  of  the  plane,  and  draw  a  line  b}- the  edge 
of  the  board  ;  turn  the  board  over  with  the  other  side  upon 
the  plane,  bring  the  planed  edge  to  the  line  drawn  before,  and 
the  extremities  of  the  edge  to  their  former  places,  and  draw 
another  line;  then,  if  all  the  parts  of  this  line  coincide  with 
the  former,  the  edge  is  already  straight,  but  if  not,  repeat 
the  operation  as  often  as  may  be  necessary. 
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Another  mode  is  to  plane  the  edge  of  a  board  as  straight 
as  can  be  done  by  the  eye,  then  plane  the  edge  of  another 
board  until  it  coincides  with  the  former  ;  plane  the  edge  of  a 
third  board  in  like  manner,  to  coincide  with  the  edge  of  the 
first,  and  apply  their  edges  together;  then,  if  they  coincide, 
the  operation  is  at  an  end,  but  if  not  repeat  till  they  do. 

By  any  of  these  methods,  the  superficiesof  the  boards  to  be 
shot  are  supposed  to  be  parallel  planes,  not  very  distant  from 
each  other;  for  if  the  faces  be  not  parallel,  or  if  the  thickness 
be  considerable,  the  operation  will  be  more  liable  to  error. 

To  reduce  the  rotiijli  surface  of  a  boclij  to  a  plane. — This 
will  not  be  very  difficult,  when  it  is  Umiuu  that  a  plane  will 
everywhere  coincide  with  a  straight  line. 

The  most  practical  methods  are  the  following: — Provide 
two  winding-sticks,  and  apply  them  as  before  directed,  making 
the  ends  out  of  winding,  if  they  are  not  found  to  be  so  ;  then, 
if  all  the  parts  of  the  surface  on  which  the  edges  of  the 
winding-sticks  were  placed  are  straight,  it  is  evident  that  the 
whole  surfoce  must  be  plane.  If  the  surfoce  is  hollow 
between  the  said  liues,  one  of  the  ends,  or  both,  must  be 
planed  lower,  until  the  surflice  acquires  a  small  convexity  in 
the  length;  and  then,  if  straightened  between  the  straight 
lines  at  the  euds,  it  will  be  a  perfect  plane. 

Another  mode  of  forming  a  plane,  supposing  the  surface  to 
be  of  a  quadrilateral  form.  Apply  a  ruler  along  the  diago- 
nals, then,  if  they  are  straight,  they  are  in  a  plane ;  but  if 
they  are  bolh  hollow,  or  both  round,  the  surface  to  be  reduced 
is  either  concave  or  convex,  and  must  be  straightened  in  these 
dijections  accordingly. 

Lastly,  if,  by  trying  across  the  diagonals  with  the  straight 
edge,  it  be  found  that  the  one  is  hollow  and  the  other  round, 
the  surface  of  the  board  winds.  In  this  case,  bring  down 
the  protuberant  part  of  the  convex  diagonal,  so  as  to  be 
straight  with  the  two  extremities;  then  straighten  the  con- 
cave diagonal,  by  planing  either  of  the  two  ends,  or  both  of 
them,  according  as  the  thickness  of  the  board  may  require. 
Both  diagonals  being  now  straight,  traverse  the  wood — that 
is,  plane  it  across  the  fibres,  until  all  the  protuberant  parts 
between  the  diagonals  are  removed ;  then  smooth  it  by 
working  in  the  direction  of  the  fibres. 

To  join  any  number  of  planks  to[/ether,  so  as  to  form  a  board 
of  a  determinate  breadtli,  the  fibres  of  each  running  longitudinal 
to  those  of  any  other. — Shoot  the  two  edges  that  are  to  bfe 
joined  ;  turn  the  sides  of  the  boards  towards  each  other,  so 
that  the  edges  that  are  shot  may  be  both  uppermost ;  spread 
these  edges  over  with  strong  glue  of  a  proper  consistence, 
made  very  hot ;  one  of  the  boards  being  (ixed,  turn  the  other 
upon  it,  so  that  the  two  edges  may  coincide,  and  that  the  faces 
may  be  both  in  the  same  plane  :  rub  the  upper  one  to  and  fro 
in  the  direction  of  the  fibres,  till  the  glue  is  almost  out  of  the 
joint;  let  these  dry  for  a  few  hours:  then  proceed  to  make 
another  joint;  continue  to  join  as  many  boards  or  planks  in 
the  same  manner,  till  the  whole  intended  breadth  be  made 
out.  If  the  boards,  or  planks  of  which  the  board  is  to  be 
composed,  be  very  long,  the  edges  that  are  to  l)e  united  will 
I'cquire  to  be  warmed  before  a  fire  ;  and,  fiir  rnlihing  and 
keeping  the  joints  fair  to  each  other,  three  men  will  be  found 
necessary,  one  at  each  extremity,  and  one  at  the  middle. 
Boards  glued  together  with  this  kind  of  cement  will  stand  as 
long  as  the  substance  of  the  deals  or  planks  composing  them, 
if  not  exposed  to  rain  or  intense  heat,  provided  the  wood  has 
been  well  seasoned  beforehand,  and  the  grain  be  free  and 
straight,  and  interrupted  with  few  or  no  knots.  When  a 
biiard  which  is  to  be  exposed  to  the  weather  is  to  be  made  of 
several  pieces,  the  cement  to  be  used  fur  uniting  them  should 
not  be  of  skin  glue,  but  of  white-lead  ground  up  with  linseed- 
oil,  so  thin  that  the  colour  may  be  sensibly  changed  into  a 


whitish  cast;  this  kind  of  glue  will  require  a  much  greater 
time  to  dry  than  skin  glue.  Boards  to  be  exposed  to  the 
weather,  when  their  thickness  will  admit,  are  frequently 
tongued  together :  that  is,  the  edges  of  both  boards  are 
grooved  to  an  equal  distance  from  the  faces,  and  to  an  equal 
depth;  and  a  slip  of  wood  is  made  to  fit  the  cavity  made  in 
both  :  this  slip  should  be  made  to  fill  the  grooves,  but  not 
so  tight  as  to  prevent  the  joint  from  being  rubbed  with  proper 
cement. 

To  glue  any  two  hoards  together  frrmjug  a  given  angle. — 
This  may  be  accomplished,  either  by  shooting  the  edge  of  one 
board  to  the  whole  of  the  given  angle,  keeping  the  face  of  the 
other  straight;  and  then,  by  applying  the  two  surfices 
together,  and  rubbing  as  before,  they  will  form  the  angle 
required;  or,  if  the  two  edges,  being  shot  to  half  the  given 
angle,  be  apjilied  together,  and  ruiibed  .and  set  as  belbrc.  their 
faces  will  foj-m  the  aiujle  required.  In  both  these  methods, 
when  only  one  side  of  the  board  is  to  be  exposed  to  sight, 
which  is  most  commonly  the  case,  pieces  of  wood,  called 
blocks,  are  fitted  to  the  inside  of  the  angle,  and  the  sides  glued 
across  the  joint  or  legs  of  the  angle,  being  previou>ly  planed 
for  that  purpose. 

To  form  wooden  architraves  for  apertures,  by  giving  longi- 
tudinal pieces  together. — Architraves  are  sometimes  formed 
of  solid  pieces,  but  a  better  and  more  economical  mode  is  that 
of  gluing  longitudinal  pieces  together.  See  Arcuitrave. 
Architraves  of  the  Grecian  form,  fjr  doors  and  windows, 
generally  consist  of  one  or  two  faces  in  parallel  planes,  one  of 
which  recedes  only  in  a  small  degree  from  the  other,  while 
the  outer  edge  is  terminated  with  one  or  several  mouldings, 
which  have  a  very  prominent  projection.  In  this  case,  make 
a  board  of  sufficient  thickness,  and  in  breadth  equal  to  the 
breadth  of  the  architrave:  prepare  a  slip  of  wood  of  a  suffi- 
cient thickness  and  In'eadth  for  the  mouldings  on  the  outer 
termination  of  the  architrave,  and  glue  it  upon  the. face,  close 
to  the  edge  of  the  board,  with  the  outer  edge  flushed  therewith. 
In  this  operation,  two  men,  at  least,  will  bo  required  to  rnb 
the  slip  to  a  joint  with  the  board;  and  as  it  often  happens 
that  the  side  of  the  slip,  which  is  to  comply  with  the  surf  ice 
of  the  board,  is  considerably  bent,  it  must  be  nailed  down  to 
the  board;  previously  to  this,  small  square  pieces  of  wood, 
called  buttons,  must  be  bored  with  holes,  one  in  each,  and  a 
nail  put  through  the  hole  to  the  head  ;  then  the  slip  is  also 
to  be  bored  with  a  bradawl,  and  the  nails,  with  the  pieces 
thus  described,  are  entered  and  driven  home  as  far  as  the 
buttons  will  permit.  These  buttons  may  be  about  three- 
quarters  of  an  inch  thick,  and  the  other  two  dimensions  each 
equal  to,  or  something  more  than  the  breadth  of  the  slip. 
Sometimes  the  slip  is  grooved  ;  and  the  edge  of  the  board 
tongued,  glued,  and  inserted  into  the  groove,  instead  of  the 
above  method.  Or,  the  two  faces  may  be  made  of  ditlerent 
boards,  tongued  together  at  their  joining,  and  the  whole 
afterwards  stuck  into  mouldings. 

To  form  the  suiface  of  a  cylinder  with  wood,  vho.-ie  fibres 
are  in  planes  perpendicular  to  the  axis  of  the  cylinder,  such 
as  mtiy  be  used  in  a  circular  dado,  or  the  soffits  of  wisdom. 

Method  I. — When  the  dimension  of  the  cylindrie  surface, 
parallel  to  the  axis,  is  not  bro.ader  than  a  plaidc  or  board. 
This  may  be  done  by  bending  and  gluing  several  veneers 
together ;  the  first  upon  a  mould,  or  upon  brackets,  with  thrir 
edges  in  the  surfice  of  the  proposed  cylinder,  parallel  to  its 
axis. 

This  may  be  accomplished  by  means  of  two  sets  of  brackets, 
fixed  upon  a  board,  with  a  hollow  cylindrie  space  between 
them,  of  sufficient  thickness  for  taking  in  the  veneers,  with 
double  wedges  for  confining  them.  If  this  operation  be  care- 
fully done,  and  the  glue  properly  dried,  the  wedges  may  be 
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slackened,  and  the  work  will  stand  well ;  but  it  must  be 
observed,  that,  as  the  wood  has  a  natural  tendency  to  unbend 
itself,  the  curved  surface,  upon  which  it  is  ghwd,  should  be 
suniowhat  sharper  than  tliat  intended  to  be  made,  to  allow 
for  this  tendency. 

Some  workmen  form  a  hollow  cradle,  and  bending  the 
veneers  into  it,  confine  their  ends  with  wedges,  which  com- 
press them  together;  and  by  a  very  small  degree  of  rubbing, 
with  a  hammer  made  for  the  purpose,  the  glue  will  be  forced 
out  of  the  joint. 

Method  11. — Form  a  cradle,  or  templet,  to  the  intended 
surtiice,  and  lay  a  veneer  upon  it;  then  glue  blocks  of  wood 
u)ion  its  back,  closely  fitted  to  its  surface,  and  the  other  joints 
to  each  other,  the  fibres  of  the  blocks  corresponding  to  those 
of  the  veneer. 

JIethod  111. — ^lake  a  cradle,  and  place  the  veneers  upon 
it,  confining  one  end  of  them  ;  spread  the  glue  between  the 
veneers  with  a  brush,  and  fix  a  bridle  across,  confining  its 
ends  either  by  nails  or  by  screws;  open  the  veneers  again, 
put  glue  a  second  time  between  each  two,  and  fix  another 
bridle  across  them ;  and  in  this  manner  proceed  to  the  other 
extremity. 

Method  IV. — Run  a  number  of  equidistant  grooves  across 
the  back  of  the  board,  at  right  angles  to  its  edges,  leaving 
only  a  small  thickness  towards  the  face;  bend  this  round  a 
cradle,  with  the  grooves  outwardly,  and  fill  the  grooves  with 
slips  of  wood,  which,  after  the  glue  is  quite  dry,  arc  to  be 
planed  down  to  the  surface  of  the  cylindric  board,  which  may 
be  stiilened  by  gluing  canvass  across  the  back. 

Instead  of  using  a  grooving-pjane,  workmen  frequently 
make  kerfs  with  the  saw  ;  but  this  mode  is  not  so  strong 
when  finished,  as  the  uncertainly  of  the  depths  of  the  kerfs, 
and  the  difficulty  of  inserting  the  slips,  will  occasion  a  very 
unequal  curvature. 

To  bend  a  board,  so  as  to  form,  the  frustum  of  a  cone,  or 
any  sci/mental  portion  of  the  frustum  of  a  cone,  as  the  soffit 
of  the  head  of  an  aperture. — Find  the  arch-form  of  the 
covering,  as  shown  under  the  article  Envelope  ;  cut  out  a 
board  to  this  form,  and  lun  a  number  of  equidistant  grooves 
across  it,  tending  to  the  centre :  this  being  fixed  to  a  templet 
made  to  the  surface  of  a  cone,  finish  it  in  the  manner  shown 
in  the  last  method  for  a  cylinder. 

To  bend  boards  so  as  to  form  a  spheric  surface. — Make 
a  mould  to  the  covering  of  a  given  portion  of  the  sphere  in 
piano,  as  shown  under  the  article  Dome  ;  complete  the  num- 
ber of  staves  by  this  mould;  make  a  templet  or  mould  to  a 
great  circle  of  the  sphere  ;  groove  each  of  the  staves  across, 
at  right  angles  to  a  line  passing  through  the  middle,  and 
bend  it  round  the  templet ;  put  slips  in  the  grooves  ;  shoot 
the  edges  of  the  staves,  so  as  to  be  in  planes  tending  to  the 
centre  of  the  sphere  ;  and  these  staves,  being  glued  together, 
will  form  a  spheric  surface. 

To  glue  up  tlie  shaft  of  a  column,  supposing  it  to  be  the 
frustum  of  a  coHC— Prepare  eight  or  more  staves,  as  the 
circumference  may  require,  in  such  a  manner  that  if  the  co- 
lunni  be  fluted,  the  joints  may  flill  in  the  middle  of  the  fillets, 
which  disposition  will  be  stronger  than  if  they  were  to  fall  in 
the  middle  of  the  flutes. 

Now,  suppose  eight  pieces  to  be  suflicient  to  constitute  the 
shaft  of  a  column  :  describe  a  circle  to  the  diameter  of  each 
end  ;  about  each  circle  circumscribe  an  octagon ;  from  the 
concourse  of  each  angle  draw  a  line  to  the  centre ;  then  draw 
an  interior  concentric  octagon,  with  its  sides  parallel  to  those 
of  the  cireumscribing  one,  the  distance  between  any  two 
parallel  sides,  on  the  same  side  of  the  centre,  being  equal  to 
the  thickness  of  stutT  intended  :  and  thus  the  sections  of  the 
t-taves  will  be  formed  at  each  end,  and  consequently  the  bevels 


will  be  obtained  throughout  the  w  hole  length ;  any  two  pieces 
W'hen  joined  together  having  the  same  angle,  though  the  staves 
are  narrower  at  one  end  than  at  the  other. 

In  order  to  join  the  column,  glue  two  pieces  together,  and 
when  quite  dry,  glue  in  blockings  to  strengthen  them  :  join  a 
third  piece  to  the  former  two,  and  secure  it  also  by  blockings. 
In  this  manner  proceed  to  the  last  piece  but  one. 

In  fixing  the  last,  the  blockings  must  be  glued  to  the  two 
adjacent  staves,  and  their  suH'aces,  on  which  the  last  stave  is 
intended  to  rest,  must  be  all  in  the  same  plane,  that  its  back 
may  rest  firmly  upon  them.  In  closing  up  the  remaining 
space,  the  part  of  [he  coluum  that  is  glued  together  should  be 
kept  from  spreading,  by  fixing  it  in  a  kind  of  a  cramp,  or 
cradle,  while  driving  the  i-cmaining  stave  to  close  the  joints. 

Instead  of  this  mode,  some  glue  up  the  column  in  halves, 
and  then  glue  them  together. 

When  it  is  necessary  to  have  an  iron  core,  to  support  the 
roof  or  floor,  the  column  must  be  glued  up  in  halves  ;  in  this 
case,  the  tw'o  halves  are  to  be  dowelled  together,  and  the 
joints  filled  with  white-lead.  Instead  of  a  cramp,  a  rope  is 
used,  twisted  b}'  means  of  a  lever.  In  the  act  of  bringing 
the  two  halves  together,  the  percussive  fiu'ce  of  the  mallet 
must  be  applied  upon  the  middle  of  the  surface  of  one  half, 
while  an  assistant  holds  something  steady  against  the  middle 
of  the  other,  that  the  opposition  may  be  equal ;  and  by  this 
means,  the  surfaces  will  be  brought  into  contact,  and  form 
the  joint  as  desired.  In  this  operation  pieces  of  wood  ought 
to  be  inserted  between  the  rope  and  column. 

To  glue  up  tlie  Ionic  and  Corinthian  capitals  for  earring. 
— The  abacus  must  be  glued  in  parts,  so  that  their  joints  may 
be  in  vertical  planes.  The  leaves  and  caulicoles  of  the  Cor- 
inthian capital  may  be  first  made  of  rectangular  blocks,  and 
fixed  to  the  vase. 

To  ma/ce  a  cornice  round  a  cijlindric  hodij  of  the  least 
guantitg  of  wood,  when  the  body  is  greater  than  a  half  cylin- 
der, and  when  the  members  will  nearly  touch  a  right  line 
applied  transversely. — Draw  a  section  of  the  cylinder  through 
its  axis,  and  let  the  section  of  the  cornice  be  represented 
upon  the  cylindric  section.  Draw  a  transverse  line,  touching 
the  two  extreme  members  of  the  cornice ;  and  parallel  to  it 
draw  another  line  within,  at  such  a  distance  from  the  former, 
as  may  be  necessary  for  thickness  of  stuff;  produce  the  latter 
Irne,  till  it  meet  the  line  representing  the  axis  of  the  cylin- 
der, and  the  junction  will  either  be  above  or  below,  according 
as  the  cornice  is  applied  to  the  convex  or  concave  sides  of 
the  cylinder.  This  meeting  is  the  centre  of  two  concentric 
circles,  whose  radii  are  the  distances  between  the  nearest  and 
fiirthest  extremes  of  the  section  of  the  cornice.  This  is  evi- 
dently an  application  of  the  method  of  finding  the  covering 
of  a  cone.  When  mouldings  are  got  out  in  this  manner,  viz., 
by  a  piece  which  does  not  occupy  the  space,  when  set  to  the 
place  represented  liy  the  height  and  breadth,  they  are  said  to 
be  sprung. 

When  a  cornice  is  to  have  much  projection,  the  corona,  or 
middle  part,  is  got  out  of  a  solid  piece,  and  the  parts  above 
and  below,  or  one  of  them,  as  may  be  found  necessary,  only 
set  to  the  spring,  and  supported  by  brackets. 

Another  method  is  to  bend  veneers  round  the  cylindric 
surface  or  surfiices;  then  work  them  to  their  form  with 
moulding  planes. 

Raking  mouldings  depend  principally  upon  the  nature  of 
a  solid  angle,  properiy  called  a  trihedral.  In  a  trihedral 
angle,  with  two  of  its  planes  at  right  angles  to  the  third,  let 
these  two  former  make  an  obtuse  angle  ;  then  suppose  a 
moulding  placed  in  the  concourse  of  the  two  planes  which 
form  the  obtuse  angle  of  the  solid,  and  another  in  the  con- 
course of  the  two  planes  which  form  one  of  its  right  angles ; 
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and  supposing  the  section  of  the  moulding  whieh  stands  in 
the  line  of  concourse  of  the  obtuse  angle  to  be  given,  it  is 
required  to  find  the  section  of  the  other,  so  as  to  mitre  in  a 
phuie  bisecting  the  remaining  right  angle  of  the  solid.  The 
trihedral  will  thus  consist  of  throe  plane  angles,  two  of  which 
are  right  angles,  and  the  other  obtuse. 

Make  an  angle  equal  to  that  formed  by  the  sides  of  the 
obtuse-angled  plane  of  the  solid  ;  let  one  of  the  legs  be  called 
the  mitre-line,  and  the  other  the  rakiny-line  ;  draw  the  posi- 
tion of  the  moulding  at  the  point  of  concourse  in  respect  of 
the  mitre-line  without  the  angle  ;  take  any  number  of  points 
in  the  curve  of  the  moulding;  through  these  points  draw 
lines  parallel  to  the  mili-e-line  :  also  draw  lines  through 
the  same  points  parallel  to  the  rakingline  :  draw  a  line  per- 
pendicular to  the  mitre-line,  cutting  the  other  parallels  ut 
right  angles;  take  the  perpendicular,  thus  cut  into  several 
portions  b_v  the  parallels  of  the  mitre,  and  transfer  it  upon 
any  part  of  the  raking-line,  marking  all  the  points  of  sec- 
tion :  through  the  points  of  section,  draw  lines  at  right 
angles  to  the  raking-line,  to  cut  its  respective  parallels  ; 
through  the  points  of  section  of  the  parallels  and  perpen- 
diculars of  the  raking-line,  draw  a  curve  which  will  be  the 
section  of  the  moulding. 

The  rakiiig-mouldings  in  pediments  depend  upon  this.  The 
raking-line  is  (he  top  of  the  tympanum  ;  the  mitre-line,  the 
angle  of  the  building;  and  the  lino  of  concourse  of  the  ob- 
tuse angle  of  the  soli<l,  the  level  returning  cornice,  at  right 
angles  to  the  tympanum,  or  plane  of  the  front  of  the 
building. 

The  same  is  also  applicable  to  a  hollow  trihedral,  such  as 
the  inside  of  a  room,  nf  which  the  two  vertical  planes  are  at 
right  angles  to  each  other,  the  legs  of  the  one  plane  forming 
a  riglit  angle,  and  tho-se  of  the  other  an  obtuse  angle  ;  and 
consequently  the  ceiling,  which  is  the  third  side  of  the  trihe- 
dial,  will  be  inclined  to  the  horizon,  like  the  exterior  side  of 
a  pediment,  or  triangular  roof,  with  this  difTercnoe,  that  the 
surface  of  the  former  is  opposed  to  the  floor,  and  the  latter 
to  the  sky.  Open  pediments  are  not  now  in  use,  otherwise  it 
might  be  shown  how  the  return  mouldings  were  to  be  formed: 
if,  however,  the  above  general  description  is  well  understood, 
the  reader  cannot  be  at  a  loss  to  apply  the  principle  to  find- 
ing the  section  of  such  return  moulding  in  an  open  pediment 
also.  This,  however,  will  be  noticed  under  the  article 
Moulding. 

In  a  trihedral  solid,  with  two  of  its  planes  at  right  angles 
to  the  third,  as  in  the  preceding  case,  let  the  two  planes  make 
an  acute  angle  instead  of  an  obtuse  one;  then  the  other  two 
angles  of  the  solid  will  be  both  right  angled,  as  also  each  of 
the  pianos  forming  the  acute  angle  :  now  supposing  one 
moulding  to  be  placed  in  the  lino  of  concourse  of  the  acute 
angle  of  the  solid,  and  another  in  the  lino  of  concourse  of 
one  of  the  right  angles;  then  if  those  mitre  together  upon  a 
plane,  passing  along  the  line  of  concourse  of  the  planes  which 
form  the  remaining  right  angle  of  the  solid,  they  will  show 
the  principle  <if  the  formation  of  the  angle-bars  of  a  bow- 
window,  consisting  of  three  or  more  vertical  planes.  As 
the  angle-bar  stands  in  the  concourse  of  two  of  the  vertical 
planes,  suppose  those  tw'o  planes  to  be  cut  by  a  third  plane 
at  right  angles  to  their  line  of  concourse,  and  the  solid  thus 
formed  again  divi'led  in  halves  by  a  plane  passing  along  the 
concourse  of  the  two  vertical  planes,  bisecting  the  angle-bar, 
or  the  angle  of  their  inclination,  two  equal  trihedrals  will  be 
formed,  each  having  one  acute  angle  and  two  riglit  angles  : 
and  the  mouldings  formed  on  the  two  legs  of  the  front  plane 
will  be  those  required  to  mitre  together.  One  of  these 
mouldings  will  be  half  of  the  angle-bar,  and  the  other  hjilf 
of  the  horizontal-bar. 
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The  section  of  the  horizonlal-bar  heinij  given,  to  find  that 
of  the  angle-bar. — Lay  down  the  hurionzta!  side  of  the  tri- 
hedral, viz.,  that  side  which  is  contained  by  the  acute  angle; 
then  calling  one  of  the  legs  the  mitre-line,  and  the  other  the 
sash-line  ;  draw  half  the  section  of  the  horizontal  bar  per- 
pendicular to  the  sash  line,  with  the  surface  of  the  moulding 
opposed  to  the  mitre  line;  take  any  number  of  points  in  the 
curve  of  the  moulding,  and  draw  lines  through  them  perpen- 
dicular to  the  sash-line,  cutting  it  in  as  manyj)oints;  take 
the  length  of  the  intercepted  line  between  the  e.xtreme  points, 
and  transfer  it  upon  a  line  perpendicular  to  the  mitre-line, 
with  the  several  points  of  division  from  the  mitre-line  towards 
the  section  of  the  horizontal-bar;  through  the  several  points 
of  division  in  the  said  perpendicular,  draw  lines  parallel  to 
the  mitre-line  ;  again,  through  the  several  points  of  division 
in  the  curve  of  the  section  of  the  horizontal-bar,  draw  linos 
parallel  to  the  sash-line,  cutting  the  respective  lines  parallel 
to  the  mitre-line,  and  the  points  of  intersection  will  give  the 
section  of  half  the  angle-bar,  by  drawing  a  curve  through 
them.  The  counter  part  being  drawn  on  the  other  side  of 
the  mitre-line,  the  whole  section  of  the  angle-bar  will  be 
complete. 

The  reader  will  perceive  that  this  principle  is  similar  to 
the  former,  both  depending  upon  the  trihedral,  or  solid  angle, 
consisting  of  throe  plane  angles.  The  mitre  passes  through 
one  of  the  lines  of  concourse,  and  a  moulding  along  each  of 
the  two  others.  In  both  cases,  that  which  is  perpendicular 
to  the  other  two  is  laid  down. 

A   circular   sash-fraine  in   a  circular  wall,  is  a  solid  of 
double  curvature  ;  its  formation,  therefore,  depends  upon  the     . 
section  of  a  cylinder,  and  the  coveiing  of  any  jiortion  of 
the  cylinder. 

The  gluing  up  of  the  arecular  bars  depends  upon  the 
development  of  any  portion  of  a  cylindric  surface. 

The  radial  bars  are  portions  of  different  elipses,  which 
intersect  each  other  in  one  common  line  of  concourse,  or 
conjugate  axis,  being  the  sections  of  a  cylinder  at  difleront 
inclinations,  all  passing  through  a  line  at  right  angles  to 
the  a.xis. 

Two  of  the  sides  of  these  bars  are  plane  surfaces,  and  the 
other  two  curved  surflices  are  cylindrical ;  consequently  they 
terminate  the  plane  surfaces  in  curved  lines,  which  are  por- 
tions of  elliptical  figures. 

The  head  of  the  sash  is  generally  got  out  of  the  solid  in 
halves,  or  in  four  pieces,  according  to  the  size  of  the  window  ; 
and  w'hen  put  together,  ought  to  be  so  formed,  that  one  con- 
cave surface  may  saddle  u])on  a  cylinder  of  a  radius  equal  to 
that  of  the  inner  circle,  which  forms  the  plan,  while  the  ontcx 
surface  is  everywhere  equidistant  from  the  cylindric  surface; 
and  that  the  other  concave  surface  may  coincide  with  the 
convex  surface  of  another  cylinder,  whose  radius  is  equal  to 
that  required  to  descrilie  the  interior  curve  of  the  sash-head, 
while  the  outer  snrliice  is  everywhere  equally  distant  from 
the  cylindric  surface. 

An  enlarged  or  diminished  cornice  has  its  parts,  in  height 
and  in  projection,  of  the  same  proportions  as  those  of  another, 
already  given.  Here  it  is  only  necessary  to  suppose  the 
height  or  projection  given  ;  thus,  take  one  of  them  as  the 
height  to  be  given,  and  find  a  fourth  proportional  to  the  fol- 
lowing three  measures,  placed  in  order,  viz.,  the  height  of 
the  given  cornice,  the  height  of  the  required  cornice,  and  the 
projection  of  the  given  cornice  ;  then  divide  the  heiglit  of 
the  required  cornice  in  the  same  proportion  as  tho  height 
of  the  given  one,  and  the  projection  of  the  one  required,  in 
the  same  proportion  as  the  projection  of  that  given. 

The  drawing  of  the  flutes  of  a  diminished  pilaster,  with 
curved  sides,  depends  also  n[ion  the  division  of  a  line  in  the 
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same  proportion  as  one  already  divided  :  thus,  a  line  equal  to, 
or  longer  or  shorter  than  the  breadth  of  the  pilaster,  may 
contain  the  assrregate  breadths  of"  the  number  of  (lutes  and 
fillets,  in  just  proportion;  then  drawing  several  equidistant 
lines  parallel  to  the  base  on  the  surface  of  the  pilaster  to  be 
fluted,  divide  each  of  these  equidistant  lines  in  the  same  pro- 
portion; then  a  curve  being  drawn  through  each  set  of 
corresponding  points  will  be  the  terminations  of  the  flutes  and 
fillets.  For  this  purpose,  an  equilateral  triangle,  with  one  of 
its  sides  divided  into  the  number  of  flutes  and  fillets,  is  some- 
times used  ;  for  if  lines  bo  drawn  to  the  point  of  concourse 
of  the  other  two  sides,  any  line  parallel  to  the  base  will  be 
divided  in  the  same  proportion  as  the  base,  which  must  be 
eipial  to,  or  greater  than,  the  breadth  of  the  pilaster  at  the 
bottom.  The  same  may  also  be  conveniently  done  in  the 
I'olKiwing  manner :  divide  a  straight  line,  equal  to,  or  shorter, 
than  the  breadth  of  the  pilaster  at  top  ;  through  the  points  of 
division  draw  lines  parallel  to  each  other,  making  any  angle 
with  the  divided  line  :  then  if  this  series  of  parallels  be  inter- 
sected by  a  line  drawn  in  any  direction,  such  line  w'ill  be 
divided  in  the  same  proportion  as  the  given  line.  Suppose, 
therefore,  the  parallels  to  be  at  right  angles  to  the  given  line : 
to  divide  any  line  on  the  surface  of  the  pilaster,  take  the 
extension  of  the  line,  and  apply  one  end  of  it  from  any  point 
in  one  of  the  extreme  parallel  lines  as  a  centre,  and  describe 
an  arc  cutting  the  most  remote  of  the  parallel  lines;  then  a 
line  drawn  from  the  centre  to  the  intersection  of  the  arc  and 
the  remote  parallel,  will  be  divided  in  the  same  proportion, 
equal  to  the  breadth  of  the  pilaster  at  the  place  required  ; 
then  transfer  the  line  so  divided,  upon  the  line  on  the  surface 
of  the  pilaster.  In  like  manner,  may  every  other  line  on  the  sur- 
face of  the  pilaster  be  divided,  and  the  curve  drawn  as  before. 

The  method  of  diminishing  and  giving  a  graceful  swell  to 
the  shaft  of  a  column,  depends  upcju  the  parabolic  or  sinical 
curve;  both  of  which  are  easily  described.  The  concoid  of 
Jvicomedes  is  also  sometimes  employed  for  this  purpose;  but 
the  instrument  required  to  describe  it  is  very  cumbersome, 
and  the  curve  produced  is  not  of  a  better  form  than  that  of 
the  parabola,  or  figure  of  the  sines. 

Of  joining-  boards. — A  simple  board,  in  its  orJginal  state 
from  the  saw,  is  in  one  piece.  A  compound  board  is  formed 
of  several  boards. 

Boards  may  be  joined  together  at  a  given  angle,  in  various 
ways;  by  nails  or  pins,  or  by  mortise  and  tenon,  or  by 
indenting  them  together ;  the  latter  mode  is  called  dove- 
tailing, from  the  sections  of  the  projecting  parts,  and  those 
of  the  hollows,  being  formed  to  that  of  a  dovetail. 

Dovetailing  is  of  three  kinds,  viz.,  common,  lap,  and  mitre : 
common  dovetailing  shows  the  form  of  the  pins  or  projecting 
parts,  as  well  as  of  the  excavations  nuide  to  receive  them. 
Lap  dovetailing  conceals  the  dovetails,  but  shows  the  thick- 
ness of  the  lap  in  the  return  side,  which  appears  like  the 
edge  of  a  thin  board.  Mitre  dovetailing  conceals  the  dove- 
tails, and  shows  only  a  mitre  on  the  edges  of  the  planes  at 
their  surface  of  concourse  ;  that  is,  the  edges  in  the  same 
plane,  the  seam  or  joint  being  in  the  concourse  of  the  two 
faces,  making  the  given  angle  with  each  other.  Dovetailing 
is  used  in  fixing  very  wide  boards  together,  where  the  seam 
or  line  of  junction  is  in  the  concourse  of  the  two  faces,  and 
the  fibres  of  the  wood  of  each  board  are  perpendicular  to  a 
plane  passing  through  such  line. 

Concealed  dovetailing  is  particularly  useful  where  the  faces 
of  the  boards  are  intended  to  form  a  saliant  angle  ;  but  where 
the  faces  form  a  re-entrant  angle,  common  dovetailing  will 
•  best  answer  the  purpose,  as  it  is  not  only  stronger  and 
cheaper,  but  is  entirely  concealed,  the  dovetails  only  showing 
upon  the  saliant  angle. 
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Indeed,  where  the  faces  form  a  re-entrant  angle,  and  each 
board  is  to  be  fastened  to  a  wall,  the  two  boards  may  be  fi.xe.i 
together  by  means  of  a  groove  in  the  one  and  a  tongue  in 
the  other  ;  and  if  well  nailed  previous  to  their  being  brought 
to  their  situation,  so  that  the  nails  may  not  be  seen  in  the 
faces,  this  will  answer  as  good  a  purpose  as  dovetailing. 

When  several  simple  boards  are  glued  together,  to  form  a 
broad  face,  they  arc  sometimes  strengthened  by  fixing  another 
simple  board  across  the  end,  or  across  each  end,  as  may  be 
required,  by  means  of  a  groove  and  tongue,  or  by  mortise 
and  tenon,  and  reducing  the  face  of  the  whole  compound 
board  to  a  plane ;  the  transverse  pieces  are  called  clamps, 
and  the  compound  board  is  said  to  be  clamped. 

In  simple  and  comf)ound  boards,  where  the  faces  are 
reciuired  to  form  an  angle,  and  where  the  fibres  of  the  wood 
are  required  to  be  parallel  to  the  line  of  concourse  of  the  two 
planes  or  faces  which  form  the  angle,  the  two  boards  are 
fastened  together  by  tonguing  the  edge  of  one  of  them  the 
whole  of  its  length,  and  running  a  groove  in  the  face  of 
the  other  next  to  the  edge  to  receive  it,  so  that  when  the  two 
boards  are  joined  together,  the  re-entrant  angle  shows  only  a 
line  at  the  concourse  of  the  two  surfaces,  but  the  saliant 
angle  shows  a  line  parallel  to  the  line  of  concourse,  which  is 
the  intersection  of  the  inner  surface  of  one  board  produced 
to  meet  the  external  .Surface  of  the  other ;  so  that  to  form  the 
saliant  angle,  the  thickness  of  one  board  must  be  added  to  the 
breadth  of  the  other,  and  thus  the  face  of  the  one  is  lapped 
upon  the  edge  of  the  other  the  whole  of  its  thickness. 

The  most  common  way  of  joining  boards  with  the  fibres 
thus  dispo-sed,  in  respect  of  the  line  of  concourse  of  their 
inclination,  is  by  lapping  the  fiice  of  one  upon  the  edge  of  the 
other,  and  fastening  them  together  with  nails,  driven  through 
the  lap  into  the  substance  of  the  other. 

Besides  what  has  now  been  treated  of,  as  principles  on 
which  the  practice  of  joinery  depends,  many  particulars 
relating  to  the  art,  the  definitions  of  the  terms,  and  several 
articles  which  require  long  description,  and  a  reference  to 
plates,  will  be  found  under  the  following  alphabetical  order 
viz.  : 


Blockings 

Boarded  Floors 

Bolt 

Boxing  of  a  Window 

Brackets  for  Shelves 

Brackets  for  Stairs 

Brads,  in  Joinery 

Butt-Hinges 

Butt-Joint,  in  Hand-Railing 

Cap,  in  Joinery 

Cased  Sash-Frames 

Casements 

Casting,  in  Joinery 

Centre  of  a  Door 

Chamfering 

Cheeks  of  a  Mortise 

Circular 

Circular  Work 

Clamp 

Clamping 

Cloak-Pins  and  Rail 

Communicating  Doors 

Curtail  Step 

Cut  Brackets 

Cut  Standards 

Cvlindrical  Work 

Deal 

Description 


Diminished  Bar 

Diminishing  Rule 

Dog-legged  Stairs 

Doors,  framed 

Double-hung  Sashes 

Dovetail 

Dovetailing 

Draw-bore 

Draw-bore  Pins 

Dressings 

Elbows  of  a  Window 

Face-Mould 

Falling  Mould 

Feather-edged  Boards 

Fence 

Fillet 

Flaps 

Floor 

Folding  Doors 

Folding  Joint 

Folds 

Fox-tail  Wedging 

Frame,  in  Joinery 

Franking 

French  Casements 

Frieze  Panel 

Frieze  Rail 

Furniture 
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Ga<;e 
Grounds 
Ilarid-Rail 
Iland-llailing 
Hanging  of  Doors 
Ilanjjing  Stile 
Heading  Joint 
Hinges 
Hinging 
Housing,  and 
lin]iagrs. 

Gluing  up  of  a  Base  refers 
to  Base;  Bridge- Board  re- 


fers to  Notch-Board  ;  Curtail 
Step  refers  to  the  article 
Stair;  Dog-legged  Stairs 
refers  to  Staircasing ;  and 
Inlaying  refers  to  Marquetry 
and  Veneering.  Among  the 
foregoing  articles,  Boarded 
Floor,  Floor,  Boxing  of  a 
Window,  and  Description, 
are  of  considerable  length  ; 
Hand-Railing  and  Hinging 
are  complete  articles,  accom- 
panied with  plates. 


Anything  omitted  in  the  foreg(Kng  catalogue  will  be 
explained  in  the  subsequent  part  of  this  article. 

Mouldings. — The  names  of  moulding  in  joinery,  according 
to  their  situation  and  combination,  in  various  pieces  of  joiners' 
work. 

Figure  1,  edge,  said  to  be  rounded. 

Figure  2,  quirked  bead,  or  bead  and  quirk. 

Figure  3,  bead  and  double  quirk,  or  return  bead. 

Figure  4,  double  bead,  or  double  bead  and  quirk. 

Figure  5,  single  torus. 

Figure  6,  double  torus.  Here,  it  is  to  be  observed,  that 
the  distinction  between  torus  mouldings  and  beads,  in  joinery, 
is,  that  the  outer  edge  of  the  former  always  terminates  with 
a  fillet,  whether  the  torus  be  double  or  single,  whereas  in 
beads  there  is  no  lillet  on  the  outer  edge. 

Figure  7,  8,  9,  single,  double,  and  triple  reeded  mouldings  ; 
semi-cylindric  mouldings  are  denominated  reeds,  either  when 
they  are  terminated  by  a  straight  surface  equally  protuberant 
on  both  sides,  as  in  these  figures,  or  disposed  longitudinally 
round  the  circuniferance  of  a  shaft;  but  if  only  terminated 
on  one  side  with  a  flush  surface,  they  are  then  either  beads 
or  torus  mouldings. 

Figure  10,  reeds  disposed  round  the  convex  surface  of  a 
cylinder. 

Figure  11,  12,  13,  fluted  work.  When  the  flutes  are 
semicircular,  as  in  Figure  1 1,  it  is  necessary  that  there  should 
be  some  distance  between  them,  as  it  would  be  impossible  to 
bring  their  junction  to  an  arris;  but  in  flutes,  whose  sections 
are  flat  segments,  they  generally  meet  each  other  without 
any  intermediate  straight  surface  between  them.  The  i-eason 
of  this  is,  that  the  light  and  shade  of  the  adjoining  hollows 
are  more  contrasted,  the  angle  of  their  meeting  being  more 
acute  than  if  a  flat  space  were  formed  between  them.  See 
Figures  12  and  13. 

Figure  14,  simple  astragal,  or  half  round  bar,  for  sashes. 

Figure  15,  quirked  astragal  bar. 

Figure  16,  quirked  Gothic  bar. 

Figure  17,  another  form  of  a  Gothic  bar. 

Figure  18,  double  ogee  bar.  This  and  the  preceding  forms 
are  easily  kept  clean. 

Figure  19,  quirked  astragal    and    hollow.     Bars  of  this 
structure  have  been  long  in  use. 
Figure  20,  double  reeded  bar. 
Figure  21,  triple  reeded  bar. 

Figure  22,  base  moulding  of  a  room,  with  part  of  the 
skirting.  VVhen  the  base  mouldings  are  very  large,  they 
ought  to  be  spnmg,  as  in  this  diagram. 

A.  The  base  moulding. 

B.  Part  of  the  plinth. 

In  order  to  know  of  what  thickness  a  board  would  be 
required  to  get  out  a  moulding  upon  the  spring,  the  best 
method  is  to  draw  the  moulding  out  to  the  full  size,  then 
draw  a  line  parallel  to  the  general  line  of  the  moulding,  so  as 


to  make  it  equally  strong  throughout  its  breadth,  and  also  of 
suflicient  strength  for  its  intended  purpose. 

Figure  23,  a  cornice.  The  part  a  forming  the  corona,  is 
got  out  of  a  plank. 

B.   A  braciiet. 

c.  The  moulding  on  the  front  spring. 

D.  A  cover  board  forming  the  upper  fillet. 

E.  A  moulding,  sprung  below  the  corona. 

F.  A  bracket. 

Shutteis  to  be  cut  must  first  be  hung  the  whole  length, 
and  taken  down  and  cut :  but  observe  that  you  do  not  cut 
the  joint  by  the  range  of  the  middle  Itar,  but  at  right  angles 
to  the  sides  of  the  sash-frame;  for  unless  this  be  done,  the 
ends  will  not  all  coincide  when  folded  together.  In  order  to 
hang  shutters  at  the  first  trial,  set  off"  the  margin  from  the 
bead  on  both  sides,  then  take  half  the  thickness  of  the 
knuckle  of  the  hinge,  and  prick  it  on  each  side,  from  the  mar- 
gin so  drawn  towards  the  middle  of  the  window,  at  the 
places  of  the  hinges,  put  in  brads  at  these  pricks,  then  putting 
the  shutter  to  its  place,  screw  it  fast,  and  when  opened,  it 
will  turn  to  the  place  intended. 

Mouldings  are  mitred  by  means  of  a  templet,  which  is  a 
small  piece  of  wood,  moulded  in  a  reverse  form  to  the  mould- 
ings that  are  to  be  mitred,  so  that  the  surface  of  the  templet 
may  coincide  with  that  of  the  surface  of  the  moulding,  and  to 
a  portion  of  the  plane  surface  of  the  framing,  both  on  the 
face  and  on  the  edge  adjoining :  the  ends  of  the  templet  are 
cut  to  an  angle  of  45  degrees  in  a  plain  perpendicular  to  the 
fiice,  the  one  end  forming  a  right  angle  with  the  other. 

To  scribe  one  piece  of  board  or  stuff  to  another. — When 
the  edge  end,  or  side,  of  one  piece  of  stufl!"  is  fitted  close  to 
the  superficies  of  another,  it  is  said  to  be  scribed  to  it.  Thus 
the  skirting  lioards  of  a  room  should  be  scribed  to  the  floor. 
In  moulded  framing,  the  moulding  upon  the  rails,  if  not 
quirked,  are  scribed  to  the  styles,  and  mnntins  upon  rails. 

To  scribe  the  edge  of  a  hoard  against  any  uneven  surface. 
— Lay  the  edge  of  the  board  over  its  place,  with  the  face  in 
the  position  in  which  it  is  to  stand,  with  a  pair  of  stiff  com- 
passes opened  to  the  widest  part,  keeping  one  leg  close  to  the 
uneven  surface,  move  or  draw  the  compasses  forward,  so  that 
the  point  of  the  other  leg  may  mark  a  line  on  the  board,  and 
that  the  two  points  may  always  be  in  a  straight  line,  parallel 
to  the  straight  line  in  which  the  two  points  were  at  the  com- 
mencement of  the  motion :  then  cut  away  the  wood  between 
this  line  and  the  bottom  edge,  and  they  will  coincide  with 
each  other. 

To  rebate  a  piece  of  stvff. — When  the  Rebate  is  to  be  made 
on  the  arris  next  to  you,  the  stuff  must  be  first  tried-up  on 
two  sides  :  if  the  rebate  be  not  very  large,  set  the  guide  of 
the  fence  of  the  moving  fillister  to  be  within  the  distance  of 
the  horizontal  breadth  of  the  intended  rebate;  and  screw  the 
stop  so  that  the  guide  may  be  something  less  than  the  vertical 
depth  of  the  rebate  from  the  sole  of  the  plane  ;  set  the  iron 
so  as  to  be  sufiicicntly  rank,  and  to  project  equally  below  the 
sole  of  the  plane;  make  the  left-hand  point  of  the  cutting- 
edge  flush  with  the  left-hand  side  of  the  plane  :  the  tooth 
should  be  a  sinall  matter  without  the  right-hand  side.  Pro- 
ceed now  to  gauge  the  horizontal  and  vertic^il  dimensions  of 
the  rebate  :  begin  your  work  at  the  fore  end  of  the  stufl";  the 
plane  being  placed  before  you,  lay  your  right  hand  partly  on 
the  top  hind  end  of  the  plane,  your  four  fingers  upon  the  Icfl 
side,  ;uid  your  thumb  upon  the  right,  the  middle  part  of  the 
palm  of  the  hand  resting  upon  the  round  of  the  plane  between 
the  top  and  the  end ;  lay  the  thumb  of  your  left  hand  over 
the  top  of  the  fore  end  of  the  plane,  bending  the  thumb 
downwards  upon  the  right-hand  side  of  the  plane,  while  the 
upper  division  of  the  fore-finger,  and  the  one  next  to  it,  goes 
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obliquely  on  the  left  side  of  the  plane,  and  then  bends  with 
the  same  obliciuity  to  comply  with  the  fore  end  of  the  plane ; 
the  two  remaining  fingers  are  turned  inwards;  push  the 
plane  forward,  without  moving  your  feet,  and  a  shaving  will 
be  disiharged  equal  to  the  breadth  of  the  rebate;  draw  the 
plane  towards  you  again  to  the  place  you  pushed  it  from,  and 
repeat  the  opejation  :  pjoeeed  in  this  manner  until  you  have 
gone  very  near  the  depth  of  the  rebate,  move  a  step  back- 
ward, and  proceed  as  before,  go  on  by  several  successive  steps, 
operating  at  each  one  as  at  first,  until  you  get  to  the  end  ; 
then  you  may  take  a  shaving  or  two  the  whole  length,  or  take 
(lo\ni  any  protul)eiant  parts. 

In  holding  the  fillister,  care  must  be  taken  to  keep  the 
sides  vertical,  and  consequently  the  sole  level  :  then  clean 
out  the  bottom  and  side  of  the  rebate  with  the  skew-faced 
rebate  plane,  that  is,  plane  the  bottom  and  side  smooth,  until 
you  come  close  to  the  gauge-lines:  for  this  purpose  the  iron 
nuist  be  set  very  fine,  and  equally  prominent  throughout  the 
breadth  of  the  sole. 

If  your  rebate  exceed  in  breadth  the  distance  which  the 
guide  of  the  fence  can  be  set  from  the  right  side  of  the  plane, 
you  may  make  a  narrow  rebate  on  the  side  next  to  you,  and 
set  the  plough  to  the  full  breadth,  and  the  stop  of  the  plough  to 
the  depth:  make  a  groove  next  to  the  gauge-line:  then  with 
the  firmer  chisel  cut  off  the  wood  between  the  groove  and 
the  rebate  level  with  the  bottom  ;  or  should  the  rebate  be 
very  wide,  you  may  make  several  intermediate  grooves, 
leaving  the  wood  between  every  two  adjacent  grooves  of  less 
breadth  than  the  firmer  chisel,  so  as  to  be  easily  cut  out ; 
having  the  rebate  roughed  out,  you  may  make  the  bottom  a 
little  smoother  with  the  paring  chisel ;  then  with  a  commori 
rebate  plane,  about  an  inch  broad  in  the  sole,  plane  the  side 
of  the  bottom  next  to  the  vertical  side,  and  with  the  jack 
plane  take  off  the  irregularities  of  the  wood  left  by  the  chisel : 
smooth  the  faither  side  of  the  bottom  of  the  rebate  with  the 
skew  rebate  plane,  as  also  the  vertical  side  :  with  the  trying 
plane  smooth  the  remaining  part  next  to  you,  until  the  rebate 
is  at  its  full  depth.  If  anything  remain  in  the  internal 
angle,  it  may  be  cut  away  with  a  fine-set  paring  chisel  ;  but 
this  will  hardly  be  necessary  when  the  tools  are  in  good 
order. 

When  the  breadth  and  depth  of  the  rebate  is  not  greater 
than  the  depth  which  the  plough  can  be  set  to  work,  the  most 
expeditious  method  of  making  a  rebate,  is  by  grooving  it 
within  the  gauge-line  on  each  side  of  the  arris,  and  so  taking 
the  piece  out  without  the  use  of  the  chisel :  then  proceed  to 
work  the  bottom  and  side  of  the  groove,  as  before.  By  these 
means  you  have  the  several  methods  of  rebating  when  the 
rebate  is  made  on  the  left  edge  of  the  stuff:  but  if  the  rebate 
be  formed  from  the  right-hand  arris,  it  must  be  planed  on 
two  sides,  or  on  one  side  and  an  edge,  as  before ;  place  the 
stuH'so  that  the  arris  of  the  two  planed  sides  may  be  next  to 
you.  Set  the  sash-fillister  to  the  whole  breadth  of  the  stuff 
that  is  to  be  left  standing,  and  the  stop  to  the  depth,  then 
you  may  proceed  to  rebate  as  before. 

To  rebate  across  the  grnin. — Nail  a  straight  slip  across  the 
piece  to  be  rebated,  so  that  the  straight  edge  may  fall  upon 
the  line  which  the  vertical  side  of  the  rebate  makes  with  the 
top  of  the  stuff,  keeping  the  breadth  of  the  slip  entirely  to  one 
side  of  the  rebate;  then  having  set  the  stop  of  the  dado 
grooving  plane  to  the  depth  of  the  rebate,  holding  the  plane 
vertically,  run  a  groove  across  the  wood  ;  repeat  the  same 
Operation  in  one  or  more  places  in  the  breadth  of  the  rebate, 
leaving  each  interstice  or  standing-up  part  something  less 
than  the  breadth  of  the  firmer  chisel  :  then  with  that  chisel 
cut  away  these  parts  between  every  tw  o  grooves,  but  be  care- 
ful, in  doing  this,  that  you  do  not  tear  the  wood  up  ;  pare  the 


bottom  pretty  smooth,  or  after  having  cut  the  rough  away 
with  the  chisel,  take  a  rebating  plane  with  the  iron  set  rather 
rank,  and  work  the  prominent  parts  down  to  the  aforesaid 
grooves  nearly.  Lastly,  with  a  fine-set  screwed  rebating 
jilane,  smooth  the  bottom  next  to  the  vertical  side  of  the 
rebate.  The  other  j>arts  of  the  bottom  may  be  taken  com- 
pletely down  with  a  fine-set  smoothing  plane  :  in  this  manner 
you  may  make  a  tenon  of  any  breadth. 

Stairs. — Are  one  of  the  most  important  things  to  be  con- 
sidered in  a  building,  not  only  with  regard  to  the  situation, 
but  as  to  the  design  and  execution  :  the  convenience  of  the 
building  depends  on  the  situation,  and  the  elegance  on  the 
design  and  execution  of  the  workmanship.  A  staircase  ought 
to  be  sufficiently  lighted,  and  the  head-way  uninterrupted. 
The  -half  paces  and  quarter  paces  ought  to  be  judiciously 
distributed.  The  breadth  of  the  steps  ought  never  to  be 
more  than  15  inches,  nor  less  than  10,  the  height  not  more 
than  7,  nor  less  than  5 ;  there  are  cases,  however,  which  are 
exceptions  to  all  rule.  When  you  have  the  height  of  the 
story  given  in  feet,  and  the  height  of  the  step  in  inches,  you 
may  throw  the  feet  into  inches,  and  divide  the  height  of  the 
story  in  inches  bj-  the  height  of  the  step ;  if  there  be  no 
remainder,  or  if  the  remainder  be  less  than  the  half  of  the 
divisor,  the  quotient  will  show  the  number  of  steps:  but  if 
the  remainder  be  greater  than  the  half  of  the  divisor,  you 
must  take  one  step  more  than  the  number  shown  by  the  quo- 
tient ;  in  the  two  latter  cases,  you  must  divide  the  height  of 
the  story  by  the  number  of  steps,  and  the  quotient  will  give 
the  exact  height  of  a  step :  in  the  first  case  you  have  the 
height  of  the  steps  at  once,  and  this  is  th^  case  whatever 
description  the  stairs  are  of.  In  order  that  people  may  pass 
freely,  the  length  of  the  step  ought  never  to  be  less  than 
4  feet,  though  in  town-houses,  for  want  of  room,  the  going 
of  the  stair  is  frequently  reduced  to  2-J  feet. 

Stairs  have  several  varieties  of  structure,  which  depend 
principally  on  the  situation  and  destination  of  the  building. 

Geometrknl  stairs  are  those  which  are  supported  by  one 
end  being  fixed  in  the  wall,  and  every  step  in  the  ascent 
having  an  auxiliary  support  from  that  immediately  below  it, 
and  the  lowest  step,  consequently,  from  the  floor. 

Dog-legged  stairs  are  those  which  have  no  opening  or  well- 
hole,  the  rail  and  balusters  of  both  the  progressive  and  return- 
ing flights  fall  in  the  same  vertical  planes,  the  steps  being 
fixed  to  strings,  newels,  and  carriages,  and  the  ends  of  the 
steps  of  the  inferior  kind  terminating  only  upon  the  side  of 
the  string,  without  any  housing.  For  farther  particulars,  see 
Dog-Legged  Stairs. 

Bracket  stairs  are  those  that  have  an  opening  or  well,  with 
strings  and  newels,  and  are  supported  by  landings  and 
carriages,  the  brackets  mitering  to  the  ends  of  each  riser, 
and  fixed  to  the  string-board,  which  is  moulded  below  like 
an  architrave. 

The  same  methods  must  be  observed  as  to  taking  the 
dimensions  of  bracket  stairs,  and  laying  down  the  plan  and 
section,  as  in  dog-legged  stairs.  In  all  stairs  whatever,  after 
having  ascertained  the  number  of  steps,  take  a  rod,  the  height 
of  the  stor}-  from  the  surtace  of  the  lower  floor  to  the  surface 
of  the  upper  floor :  divide  the  rod  into  as  many  equal  parts 
as  there  are  to  be  risers,  then  if  you  have  a  level  surface  to 
work  upon  below  the  stair,  try  each  one  of  the  risers  as  you 
go  on,  this  will  prevent  any  excess  or  defect,  which  even  the 
smallest  ditl'erence  will  occasion ;  for  any  error,  however 
small,  when  multiplied,  becomes  of  consideralde  magnitude, 
and  even  the  diflerence  of  an  inch  in  the  last  riser  being  too 
high  or  too  low,  will  not  only  have  a  bad  effect  to  the  eye, 
but  will  be  apt  to  confound  persons  not  thinking  of  any  such 
irregularity.    In  order  to  try  the  steps  properly  by  the  story- 
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rod,  if  you  have  not  a  level  surfiwe  to  work  from,  the  better 
wav  wfll  be  to  lav  two  njds  or  boards,  and  level  their  top 
surface  to  tliat  of  the  floor,  one  of  these  rods  being  placed  a 
little  within  the  string,  and  the  other  near  or  close  to  the 
wall,  so  as  to  be  at  right  aiigk'S  to  the  starling  line  of  the  first 
riser,  or,  which  is  the  same  thing,  parallel  to  the  plan  of  the 
string;  set  off  the  l)readth  of  the  steps  upon  these  rods,  and 
number  the  risers;  you  may  set  not  only  the  breadth  of  the 
flyers,  but  that  of  the  winders  also.  In  order  to  try  the 
storv-rod  exactly  to  its  vertical  situation,  mark  the  same 
distances  on  the  backs  of  the  risers  upon  the  top  edges,  as 
the  distances  of  the  plan  of  the  string-board  and  the  rods 
are  from  each  other. 

[The  methods  of  describing  the  scroll  and  all  ramps  and 
knees,  are  described  geometrically  in  the  articles  ILunu- 
Kailing  and  Staikcasing.J 

As  the  inteinal  angle  of  the  steps  is  open  to  the  end,  .and 
not  closed  by  the  string,  as  in  common  dog-legged  stairs, 
and  the  neatness  of  workmanship  is  as  much  regarded  as  in 
geometrical  stairs;  the  balusters  must  be  neatly  dovetailed 
into  the  ends  of  the  steps,  two  in  every  step  ;  the  face  of  each 
front  baluster  must  be  in  a  straight  surface  with  the  face  of 
the  riser;  and  as  all  the  balusters  must  be  equally  divided, 
the  face  of  the  middle  baluster  must  of  course  stand  in  the 
middle  of  the  face  of  the  riser  of  the  preceding  step  .and 
the  face  of  the  riser  of  the  succeeding  one.  The  risers 
and  treads  are  all  glued  .and  blocked  previously  together;  and 
when  put  up,  the  under  side  of  the  step  nailed  or  screwed 
into  the  under  edge  of  the  riser,  and  then  rough-bracketed  to 
the  rough-strings,  as  in  dog-legged  stairs,  the  pitching-pieces 
and  rough-strings  being  similar  to  those.  In  gluing  up  the 
steps,  the  best  method  is  to  make  a  templet,  so  as  to  fit  the 
external  angle  of  the  steps  with  the  nosing. 

Oeoutetrical  stairs. — The  steps  of  Geometrical  stairs  ought 
to  be  constructed  .so  as  to  have  a  very  light  and  clean  ap[)ear- 
ance  when  put  up  :  for  this  puipose  and  to  aid  the  principle 
of  strength,  the  risers  and  treads,  when  planed  up,  ought  not 
to  be  less  than  1|  inch,  supposing  the  going  of  the  stair,  or 
length  of  the  step,  to  be  4  feet ;  and  for  every  G  inches  in 
length  you  may  .add  -^  part  more ;  the  risers  ought  to  be 
dovetailed  into  the  cover,  and  when  the  steps  are  put  u|).  the 
treads  are  screwed  up  from  below  to  the  under  edges  of  the 
risers :  the  holes  for  sinking  the  heads  of  the  screws  ought 
to  be  bored  with  a  centre-bit,  and  then  fitted  closely  in  with 
wood,  well  matched,  so  as  to  conceal  the  screws  entirely,  .and 
to  appear  as  one  uniform  surface  without  blemish.  Brackets 
are  mitered  to  the  riser,  and  the  nosings  are  continued  round  : 
in  this  mode,  however,  there  is  an  apparent  defect,  for  the 
brackets,  instead  of  giving  support,  are  themselves  unsup- 
ported, depending  on  the  steps,  and  are  of  no  other  use,  in 
point  of  strength,  than  merely  tying  the  risers  and  treads  of 
the  internal  angUis  of  the  steps  together ;  and  from  the  inter- 
nal angles  bi'ing  hollow,  or  a  re-entrant  right  angle,  except  at 
the  ends,  whicli  terminate  by  the  wall  at  one  extremity,  and 
by  the  brackets  at  the  other,  there  is  a  want  of  regular  finish. 
The  caretto  or  hollow  is  carried  all  round  the  front  of  the 
slip,  returned  at  the  end,  returned  again  at  the  end  of  the 
bnteket,  thence  along  the  insiile  of  the  same,  and  then  along 
the  internal  angle  of  the  back  of  the  riser. 

This  is  a  slight  imitation  of  the  ancient  mode,  which  was 
to  make  the  steps  siilid  all  the  way,  so  as  to  have  everywhere 
throughout  its  length  a  bracket-formed  section.  This,  though 
more  natural  in  appearance,  and  much  stronger,  would  be 
expensive  and  troublesome  to  execute,  particularly  when 
winders  are  used. 

The  best  mode  of  constructing  geometrical  stairs,  is  to 
put  up  the  strings,  to  mitre  the  brackets  to  the  risers  as 


usual,  and  finish  the  soflit  with  lath  and  plaster,  which  will 
form  an  inclined  plane  under  each  flight,  and  a  winding  sur- 
face under  the  winders.  In  elegant  buildings,  the  soflit  may 
be  divided  into  panels.  If  the  risers  are  got  out  of  two-inch 
stuir,  it  will  greatly  add  to  the  solidity. 

In  order  to  get  a  true  idea  of  the  twist  of  the  hand-rail,  the 
section  of  the  rail,  by  a  plane  passing  through  the  axis  of  the 
well-hole  or  cylinder,  is  everywhere  a  rectangle;  that  is,  the 
plum  or  vertical  section  tending  to  the  centre  of  the  stair. 
This  rectangle  is  everywhere  of  an  equal  breadth,  but  not  of 
an  equal  vertical  dimension  in  every  part  of  the  rail,  unless 
that  the  risers  and  tri^ads  are  everywhere  the  same  from 
the  top  to  the  bottom  :  the  height  is  greatest  above  the 
winders,  because  the  tread  is  of  less  breadth,  and  less  above 
the  flyers ;  the  tread  being  there  the  greatest.  If  you  Cut 
the  rail,  after  squaring  it,  perpendicular  to  any  of  its  curved 
sides,  the  section  will  not  then  be  a  rectangle,  three  of  the 
sides  will  at  least  be  curved.  Hence  two  falling-moulds  Laid 
down  in  the  usual  way,  will  not  square  the  rail,  though  in 
wide  openings  they  m.ay  do  it  sufficiently  near.  Nor  in 
squaring  the  rail  can  the  square  ever  be  .applied  at  right 
angles  to  any  one  of  the  four  arrises,  for  the  edge  of  the  stock 
will  not  coincide  with  the  side  of  the  rail,  being  curved  ;  this 
would  be  easily  made  to  appear  by  making  a  wreathed  part 
of  a  rail  of  unusual  dimensions,  and  cutting  it  in  both  direc- 
tions. Therefore,  to  apply  the  square  right,  keep  the  stock 
to  the  plumb  of  the  stair;  and  to  guide  the  blade  properly, 
the  stock  ought  to  be  very  thick,  and  made  concave  to  the 
plan,  so  as  to  prevent  the  possibility  of  its  shaking  or  turning 
from  side  to  side;  as  a  little  matter  up,  or  a  little  down,  in 
the  direction  of  the  blade,  would  make  a  great  difference  in 
the  squaring  of  the  rail. 

All  this  might  easily  be  conceived  from  the  cylinder  itself, 
for  there  is  no  direction  in  which  a  straight  line  can  be  drawn 
on  the  surfoce  of  a  cylinder  but  one,  and  this  line  is  in  a  plane 
passing  through  the  axis  of  the  cylinder,  and  ,as  the  two 
vertical  surfaces  of  the  rail  are  portions  of  cylinders,  there 
can  be  no  straight  line  upon  such  surface  but  what  must  be 
vertical :  all  others,  from  this  principle,  .are  curves,  or  the 
sections  of  the  rail  are  bounded  by  curves,  or  by  a  curve  on 
that  side. 

In  gluing  up  a  rail  in  thicknesses,  it  will  be  sufficiently 
near  to  get  out  a  piece  of  wood  to  the  twisted  form  by  two 
falling-moulds,  provided  the  well-hole  be  not  less  than  ona 
foot  diameter.  The  thickness  of  this  piece,  as  is  there  stated, 
must  be  equal  to  the  thickness,  or  rather  the  horizontal 
breadth  of  the  rail,  together  with  the  thickness  which  the 
number  of  saw-kerfs  will  amount  to,  .and  also  the  amount  of 
the  substance  taken  away  by  pLaning  the  veneers.  We  are 
now  supposing  the  plan  of  the  rail  to  be  semicircular,  with 
two  straight  parts,  one  above  and  one  below,  a  plan  more 
frequently  ado])tcd  from  motives  of  economy,  than  from  any 
pro|ierty  of  elegance. 

The  lirst  thing  to  be  done  is  to  make  a  cylinder  of  plank 
to  the  size  of  the  well-hole.  Draw  two  level  lines  round  the 
surface  of  this  cylinder  at  the  top  and  bottom  ;  upon  each  of 
these  lines  set  off"  the  treads  of  the  steps  at  the  end  next  the 
well-hole.  Draw  lines  between  every  two  corresponding 
points  at  the  head  and  foot,  .and  these  lines  will  be  all  parallel 
to  the  axis  of  the  cylinder.  Upon  each  of  the  springing  lines, 
and  also  upon  a  middle  line  between  these  two  lines,  set  the 
heights  of  the  winders,  and  the  height  of  one  of  the  flyers 
above  and  below,  or  as  much  as  is  intended  to  be  taken  off' 
the  straight  of  the  rail.  Take  a  pliable  slip  of  wood,  straight 
on  one  edge,  and  bend  it  round  ;  keep  the  straight  edge  of 
it  upon  the  three  corresponding  points,  at  the  height  of  the 
last   riser   of  the  flyer;    then  draw  the  tread  of  the  first 
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wimling  step  by  the  straight  edge,  from  the  line  whore  the 
,  cylindric  part  coinineiices,  to  the  first  perpeiidiiular  line  on 
the  curved  surllice ;  take  the  next  three  points  higher,  and 
draw  a  line  between  the  secoml  and  third  perpendicular  linos, 
proceed  in  like  maimer  with  the  next  ihiee  higher  points, 
and  draw  a  line  between  the  next  two  adjoining  cylindric 
lines,  and  the  lines  so  drawn  between  each  three  points  will 
be  the  section  of  the  treads  of  the  succeeding  winding- 
steps. 

llaving  thus  gone  through  the  cyPindrio  part,  draw  a  step 
at  the  top,  and  another  at  the  bottom,  and  thus  the  sections 
of  the  steps  will  be  completed;  draw  the  hypolhenusal  or 
pitch  lines  of  the  flyer  on  th»  lower  part,  and  that  of  the 
upper  part,  and  whatever  diflerence  you  make  in  the  height 
of  the  rail  between  the  flyers  and  the  winders,  you  must  set 
it  up  from  the  nosings  of  the  steps  of  the  winders  upon  two 
of  the  perpendicular  lines:  draw  a  line  through  the  two 
points  by  bending  a  straight-edged  slip  round  the  cylinder, 
the  stiaight  edge  of  the  slip  coinciding  with  these  points; 
this  line  will  represent  the  top  of  the  rail  over  the  winders, 
and  the  hypothenusal  lines  at  the  bottom  and  top,  that  of  the 
flyei-s ;  then  curve  oiflhe  angles  at  the  top  and  bottom  w^here 
the  rail  of  the  winding  parts  meets  that  of  the  flyers  above 
and  below,  and  a  line  being  drawn  parallel  to  this,  will  firm 
the  falling-moidd.  The  reason  of  making  the  vertical 
elevation  of  the  rail  more  upon  the  winders  than  the  flyers, 
is,  that  the  sudden  elevation  of  the  winders  diminishes  the 
height  of  the  rail  in  a  direction  perpendicular  to  the  raking 
line,  and  by  this  means  persons  would  be  lialde  to  tail 
over  it. 

To  lay  the  veneers  upon  the  cylinder,  if  bed-screws  or 
wedges  are  used,  you  may  try  the  veneers  first  upon  the 
cylinder,  screwing  them  down  without  glue  ;  prepare  several 
pieces  of  wood,  to  lie  from  G  to  12  inches  apart,  according  to 
the  diameter  of  the  well-hole,  with  two  holes  in  each,  distant 
in  the  clear  something  more  than  the  breadth  of  the  rail. 
Then  having  marked  the  positions  of  the  places  of  these 
pieces  on  the  cylinder,  pierce  the  cylinder  with  corresponding 
holes  on  each  side,  of  the  depth  of  the  rail.  If  the  cylinder 
be  made  of  plank  2  inches  thick,  it  will  be  sufficientYor  the 
screws:  but  if  of  thinner  stuft^  it  will  be  convenient  to  set  it 
on  end  upon  stools,  to  get  underneath,  confining  the  top  with 
nuts.  Unscrew  one  half,  three  men  being  at  work,  one 
holding  up  all  the  Veneers,  another  gluing,  and  the  third 
laying  them  down  successively  one  after  the  other,  until  all 
are  glued  :  screw  them  down  immediately.  Unscrew  the 
other  half  and  proceed  in  like  manner,  and  the  rail  will  be 
glued  up.  The  glue  that  is  used  for  this  purpose  ought  to 
be  clear,  and  as  hot  as  possible  ;  the  rail  ought  likewise  to  be 
made  hot,  as  otherwise  the  glue  will  be  liable  to  set  before 
all  the  veneers  are  put  down,  and  ready  for  the  screws :  this 
operation  should  therefore  be  done  before  a  large  fire,  and 
the  veneers  thoroughly  heated  previous  to  the  commence, 
ment,  in  order  that  the  heat  may  be  sis  uniformly  jetained  as 
possible  throughout  the  process.  The  glue  in  the  joints  of 
the  rail  will  take  about  three  weeks  to  harden  in  dry  weather. 

Boors. — When  a  board  is  made  to  fit  an  aperture  in  a  wall, 
for  the  purpose  of  preventing  ingress  or  egress  at  pleasure, 
It  is  called  a  door,  or  closure. 

Doors  are  seldom  constructed  of  one  entire  board,  from 
the  difficulty  of  procuring  a  simple  board  of  sufficient  size  ; 
neither  are  they  often  constructed  of  simple  boards  joined 
edge  to  edge,  to  form  a  compound  board,  without  having 
ti-ansverse  pieces  fastened  to  one  side,  or  being  clamped  at 
the  ends ;  as,  without  such  ap|iendages,  the  door  of  this  con- 
struction would  be  liable  to  break"  in  the  direction  of  the 
fibres,  or  be  subject  to  crack  or  split,  if  not  entirely  seasoned, 


or  when  the  texture  is  unequal  in  consequence  of  knots,  or 
the  resin  not  being  uniformly  disposed. 

The  most  common  Rind  of  doors  arc  constructed  of  several 
simple  board.s,  not  fixed  with  glue,  or  any  tenacious  substance, 
but  by  nailing  trnnsvei'se  pieces  upon  the  back  of  the  boards, 
laid  edge  to  edge.  The  transverse  jiieces,  thus  nailed,  are 
called  leihjes,  or  liurs,  whence  the  door  is  said  to  be  ted'/ed, 
or  harred.  In  this  case,  one  ol'  the  edges,  at  every  joint,  is 
beaded  on  both  sides,  or  at  least  on  the  face  which  is  the 
outside,  the  ledges  being  placed  to  the  inside. 

Doors  of  this  descriinion  are  generally  employed  in  the 
cottages  of  the  poor,  or  in  the  out-houses  of  superior 
buildings. 

Where  doors  are  required  to  combine  strength,  beauty,  and 
durability,  a  frame,  joined  by  mortise  and  tenon,  must  be 
constructed,  with  one  or  more  intermediate  openings,  each 
of  which  must  be  entirely  suiroundcd  by  three  or  more  parts 
of  the  frame,  which  have  grooves  ploughed  in  the  edges,  for 
the  reception  of.  boards  to  close  the  openings.  When  any 
parts  of  the  framing  are  intended  to  lie  in  an  horizontal  posi- 
tion, after  the  door  is  hung,  or  fixed  upon  its  hinges,  they  are 
called  rails  ;  if  there  arc  more  than  two  rails,  the  extreme 
rail  next  to  the  floor  is  called  the  hotlom  rail,  and  that  next 
to  the  ceiling,  Ihe  lop  rail.  Doors  are  seldom  framed  with 
less  than  three  rails;  in  which  case  the  middle  one  is  called 
Ihe  lock  rail  j  but  most  doors  have  two  intermediate  rails,  of 
which  the  one  next  to  the  top  rail  is  called  the  frieze  rail. 
AVhen  there  are  more  than  two  intermediate  rails,  those 
betw'een  the  lock  and  frieze  rails  have  no  particular  name. 
The  extreme  parts  of  the  fame  to  which  the  rails  are  fixed, 
are  called  siileii,  and  the  intermediale  parts,  moiinlin'is,  from 
their  vertical  position.  The  boards  by  which  tlje  interstices 
aie  closed,  are  called  panels.  The  stiles  are  first  defined,  on 
account  of  some  doors  being  made  narrower  at  the  top  than 
at  bottom,  in  the  manner  of  ancii'nt  doors. 

Figure,  24. — A  four  equal-panelled  door ;  this  form  is  only 
used  in  common  W'ork,  and  frequently  without  mouldings. 

Figure  25. — A  nine-pai;elled  door,  with  square  panels  at 
the  top. 

Figure  20.— A  six  equal-panel  pair  of  folding  doors,  two 
panels  in  breadth  and  three  in  height. 

Figure  27. — A  double  maigin  or  folding-door,  with  three 
panels  in  height,  and  two  in  breadth;  being  all  equal. 

Figure  28. — A  double  margin,  or  pair  of  folding-doors, 
with  four  panels  in  height  and  two  in  breadth,  and  with  tw'o 
lying  panels  below  the  top  rail,  and  two  above  the  lock 
rail. 

Figure  29. — A  ten-panelled  pair  of  folding-doors,  five  in 
height  and  two  in  breadth,  with  two  lying  panels  under  the 
top  rail,  two  above  the  bottom  rail,  and  two  in  the  middle: 
of  this  form  is  the  ancient  door  of  the  Pantheon  at  Home. 

Figure  30. — An  ancient  door,  narrower  at  the  top  than  at 
the  bottom  :  of  this  form  is  the  door  of  the  temple  of  Vesta, 
at  liome.  and  that  of  Erechtheus,  at  Athens.  This  construc- 
tion may  be  \iseful  for  causing  the  door  to  rise  as  it  opens,  in 
order  to  clear  a  carpet,  or  to  make  it  shut  of  itself 

Figures  31  and  32. — Doors  of  communication,  or  such  as 
shut  out  of  the  way  of  the  floor.  Figure  31,  folds  round  up(jn 
the  partition,  by  means  of  hanging  styles:  Figure  32,  is 
made  to  shut  occasionally  in  the  partition,  so  as  to  be  entirely 
concealed.  The  two  middle  parts  open,  like  ordinary  folding 
doors,  upon  hinges  fastened  to  the  extreme  parts. 

Figure  33. — A  jib-door,  which  when  shut  may  be  as  much 
concealed  as  possible.  Jib-doois  are  used  to  preserve  the 
uniformity  of  a  room,  or  to  save  the  expense  of  a  correspond- 
ing door. 

Doors  ought  to  be  made  of  clean  good  stuff,  "firmlj  put 
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together,  the  mitres  or  scribings  brought  together  with  the 
greatest  exactness,  and  the  whole  of  tlieir  surfaces  perfectly 
smooth,  particularly  those  made  for  the  best  apartments  of 
good  houses;  in  order  to  etlbet  this,  the  whole  of  the  woric 
ought  to  be  set  out  and  tried  up  with  particular  care;  saws 
and  all  other  tools  must  be  in  good  order;  the  mortis;ing, 
tenoning,  ploughing,  and  sticking  of  the  mouldings,  ought  to 
be  correcti}'  to  the  gauge  lines ;  these  being  strictly  attended 
to,  the  work  will  of  necessity,  when  put  together,  close  with 
certainty ;  but  if  otherwise,  the  workman  must  expect  a  great 
deal  of  trouble  in  paring  the  different  parts  before  the  work 
can  be  made  to  appear  in  any  degree  passable  :  this  will  also 
occasion  a  want  of  firmness  in  the  work,  particularly  if  the 
tenons  and  mortises  are  obliged  to  be  pared. 

In  bead-and-flush  doors,  the  best  way  is  to  mitre  the  w^ork 
square,  afterwards  put  in  the  panels,  and  smooth  the  whole 
olf  together,  then  marking  the  panels  at  the  parts  of  the 
framing  they  agree  to,  take  the  door  to  pieces,  and  work  the 
beads  on  the  styles,  rails,  and  mountings. 

If  the  doors  are  double-margin,  that  is,  representing  a  pair 
of  folding-doors,  the  staff'  stile,  which  imitates  the  meeting 
stiles,  must  be  entered  to  the  top  and  bottom  rails  of  the 
door,  by  forking  the  ends  into  notches  cut  in  the  top  and 
bottom  rails. 

Of  hanging  doors. — Having  treated  fully  on  the  various 
kinds  of  hinges  under  the  article  Hinging,  we  shall  here 
make  a  few  observations  upon,  and  give  some  rules  for, 
hanging  of  doors,  so  as  to  clear  the  ground  or  carpet. 

First,  Raise  the  floor  under  the  door  as  much  as  may  be 
necessary,  according  to  the  thickness  of  the  carpet,  &c. 

Second/g,  ]Make  the  knuckle  of  the  bottom  hinge  to  project 
beyond  the  perpendicular  of  the  top  hinge  about  one-eighth 
of  an  inch:  this  will  throw  the  door  oft"  the  floor. 

J\'ote. — The  centre  of  the  top  hinge  must  project  a  little 
beyond  the  surface  of  the  door,  if  the  hinge  is  let  equally  into 
the  door  and  into  the  jamb;  otherwise,  if  the  centre  lie  in 
the  surface  of  the  door,  it  ought  to  be  placed  at  the  very  top, 
which  is  seldom  done,  except  when  hung  with  centres. 

Thirdly,  Fix  the  jamb,  on  which  the  door  hangs,  out  of 
the  plumb  line,  so  that  the  top  of  the  jamb  may  incline  to 
the  opposite  jamb  about  one-eighth  part  of  an  inch  :  this  will 
contribute  to  the  effect  of  clearing  the  door  from  the  floor. 

Fourthlg,  Make  the  door,  when  .shut,  to. project  at  the 
bottom  towards  the  inside  of  the  room,  about  one-eighth  of 
all  inch,  which  may  be  effected  by  giving  the  rebate  the 
quantity  of  inclination  requisite. 

Ifiile. — Although  any  of  the  above  methods,  properly 
applied,  will  make  a  door  swing  sufficiently  clear  of  the  floor, 
yet  as  each  one  separately  will  require  to  be  done  in  so  great 
a  ilegree  as  to  offend  the  eye,  I  do  not  recommend  it  in  nice 
work,  but  would  rather  advise  a  comliiuation  of  iheni  all  to 
be  used,  thus : 

liaise  the  floor  about  one-eighth  of  an  inch  under  the  door ; 
make  the  jamb  on  which  the  door  hangs  incline  to  the  oppo- 
site jamb  about  one-quarter  of  an  inch ;  make  each  rebate 
that  slups  the  door  project  at  the  bottom  one-eighth  part  of 
an  inch  to  that  side  of  the  room  on  which  the  door  opens. 
Now  these  several  methods  practised  in  the  above  small 
degrees,  which  will  not  be  perceptible,  will  throw  the  door 
sufficiently  out  of  the  level  w  hen  opened  to  a  square  ;  that  is, 
it  will  be  at  least  half  an  inch  when  the  height  of  the  door 
is  double  its  width. 

Fifthly,  Eisi/vj  hinges,  which  are  made  with  a  spiral  groove 
winding  round  the  knuckle,  answer  a  similar  end;  this  con- 
struction of  hinge  requires  that  the  door  should  be  beveled 
at  the  tog  next  to  the  ledge  or  door-catch,  as  much  as  the 
hinge  rises  in  one  quarter  of  its  revolution. 


Six/hlg,  This  may  also  be  effected  by  adopting  a  door  in 
the  form  of  the  anti<jue  doors  ;  that  is,  the  bottom  to  be  wider  • 
than  the  top,  the  jambs  having  the  same  inclination. 

Mouldings  of  Doors. — The  difl^erent  denominations  of 
framed  doors,  according  to  their  mouldings  and  panels,  and 
framed  work  in  general.  The  figures  in  the  Plates,  to  which 
these  descriptions  refer,  are  sections  of  doors,  through  one  of 
the  stiles,  taking  in  a  small  part  of  the  panel ;  or  they  may 
be  considered  as  a  vertical  section  through  the  top  rail,  show- 
ing part  of  the  panel. 

Figure  34,  the  framing  is  without  mouldings,  and  the  panel 
a  straight  surface  on  both  sides  :  this  is  denominated  doors 
square  and  flat  panel  on  both  sides. 

Figure  35,  the  framing  has  a  quirked  ovolo,  and  a  fillet  on 
one  side,  but  without  mouldings  on  the  other,  and  the  panel 
flat  on  both  sides  :  this  is  denominated  doors  quirked  ovolo, 
fillet  and  fat  panel,  with  square  back. 

Figure  30,  differs  only  from  the  last  in  having  a  bead 
instead  of  a  fillet,  and  is  therefore  denominated  quirked  ovolo, 
bead  and  fat  panel,  with  .•square  back. 

Figure  37,  has  an  additional  fillet  on  the  framing  to  what 
there  is  in  Figure  36,  and  is  therefore  denominated  quirked 
ovolo,  bead,  fillet,  and  fat  panel,  with  square  back. 

Note. — When  the  back  is  said  to  be  square,  as  in  Figure 
35,  36,  37,  the  meaning  is,  that  there  are  no  mouldings  on 
the  framing,  and  the  panel  is  a  straight  surface  on  one  side 
of  the  door. 

Figure  38,  the  framing  struck  with  quirk  ogee  and  quirked 
bead  on  one  side,  and  square  on  the  other;  the  surface  of 
the  panel  straight  on  both  sides;  this  is  called  quirked  ogee, 
quirk  bead  and  fat  panel,  with  square  back. 

Figure  39,  differs  from  the  last,  only  in  having  the  bead 
raised  above  the  lower  part  of  the  ogee,  and  a  fillet.  This 
is  therefore  denominated  quirked  ogee,  raised  bead,  and  fat 
panel,  with  square  back. 

Figure  40,  is  denominated  cove,  raised  bead,  and  fat  panel, 
with  square  back. 

Figure  41,  is  denominated  quirked  ovolo,  bead,  fillet,  and 
raised  panel  on  front,  with  square  back.  The  rising  of  the 
panel  gives  strength  to  the  door,  and  on  this  account  they  are 
often  employed  in  street  doors,  though  the  fashion  at  present 
is  discontinued  in  the  inside  of  buildings. 

Figure  42,  the  framing  is  the  same  as  the  last,  but  the 
panel  is  raised  in  front,  and  has  an'  ovolo  on  the  rising. 
This  is  therefore  denominated  quirked  ovolo,  bead,  and 
raised  'panel,  with  ovolo  on  the  rising  on  front  of  door,  tvitk 
square  back. 

Figure  43,  is  denominated  quirked  ogee,  raised  panel,  ovolo 
and  filet  on  the  rising,  and  astragal  raised  on  the  fat  of 
panel  and  square  back. 

Note. — The  raised  side  of  the  panel  is  always  turned 
towards  the  street. 

Figure  44,  is  denominated  quirked  ovolo,  bead,  fillet,  and 
fat  jianel,  on  both  sides.  Doors  of  this  description  are  used 
between  rooms,  or  between  passages  and  rooms,  where  the 
door  is  equally  exposed  on  both  sides.  When  the  panels  arc 
flat  on  both  sides,  or  simply  chamfered  on  one  side  and  flat 
on  the  other,  and  the  framing  of  the  door  moulded  on  the 
side  which  has  the  flat  panels:  such  doois  are  employed  in 
rooms  where  one  side  only  is  exposed,  and  the  other  never 
but  when  opened,  being  turned  towards  a  cupboard  or  dark 
closet. 

Figure  45,  is  denominated  bead,  but,  and  square,  or  more 
fully,  bead  and  but  front,  and  square  back.  In  bead  and  but 
work,  the  beail  is  always  struck  on  the  outer  arris  of  the 
panel,  in  the  direction  of  the  grain. 

Figure   46,    is   denominated    bead   and  fush  front  and 
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quirked  ogee,  raised  panel,  inilh  ovolo  on  the  rising,  grooved 
on  fat  of  panel,  on  back.  Bead  and  flush,  and  bead  and  but 
work,  are  always  used  where  strength  is  required.  The 
mouldings  on  the  inside  are  made  to  correspond  with  the 
ofJier  passage  or  hall  doors. 

Figure  47,  is  a  collection  or  series  of  mouldings,  the  same 
on  both  sides,  and  project  in  part  without  the  framing  on 
each  side.  The  mouldings  are  laid  in  after  the  door  is 
framed  square  and  put  together.  If  bi-added  through  the 
sides  of  the  quirks,  the  heads  will  be  entirely  concealed;  but 
observe,  that  the  position  of  the  brads  must  not  be  directed 
towards  the  panels,  but  into  the  solid  of  the  framing.  The 
mouldings  of  doors  which  thus  project  are  termed  beleclion 
mouldings  ;  belection-moulded  work  is  chiefly  employed  iu 
superior  buildings. 

Geometrical  Descriptions  in  Joinery. 
To  find  the  true  bevel  for  hanging  any  door. 
Figure  48. — Let  a  be  the  centre  of  the  hinge;  on  a  6  the 
width  of  the  door,  describe  a  semicircle,  b  ce  da,  cutting  the 
other  side  of  the  door  at  c  and  d.  Join  a  d  and  b  c,  which 
will  be  the  proper  edges  of  the  door,  iu  order  to  make  it  open 
freely. 

Note. — The  bevelling  on  the  side  a  c?  is  of  no  other  conse- 
quence than  to  make  the  sides  uniform. 

To  find  the  joint  for  a  pair  offoMing  doors. 
Figure  49. — Let  A  and  g  be  the  centre  of  each  hinge ; 
bisect  h  g  hy  a,  perpendicular,  a  b,  cutting  the  thickness  of 
the  door  at  a  and  b  ;  bisect  a  b  hy  the  perpendicular  c  daXe  ; 
make  e  c  and  e  d  each  equal  to  half  the  thickness  that  you 
intend  the  rebate  to  be.  Suppose  you  intended  the  flap, 
g  a  c  df  to  open,  draw  a  line  from  d  to  the  centre  of  the 
hinge  aX  g  ;  on  dg  describe  a  semicircle  dfig,  cutting  the 
other  side  of  the  door  at/;  join/rf,  and  through  c  draw  c  k 
parallel  to  df ;  then  k  c  rf/will  be  the  proper  joint. 

Note. — If  you  put  a  bead  at  the  joint,  it  ought  to  be  equally 
on  each  side  of  the  points  a  and  b. 

To  find  the  bevel  on  the  edge  of  a  door,  when  it  is  executed 
on  a  circular  plan,  and  the  door  to  turn  towards  the  space 
on  the  convex  side  of  the  circle. 

Figure  50. — With  regard  to  the  circular  door,  all  that  is 
required  is  to  make  the  angle  a  b  c  either  a  right  angle  or 
greater  than  a  right  angle  (for  a  right  angle  is  the  least  that 
any  door  will  admit  of)  formed  by  the  edge  of  the  door,  and 
a  line  drawn  from  the  centre  of  the  hinge  to  the  opposite 
angle.  * 

For  the  folding-doors. 
Figure  51. — Let  a  and  b  be  the  centres  of  the  hinges ;  join 
a  b,  and  bisect  it  by  the  perpendicular  cfe,  cutting  the  door 
in  c  and  e  ;  bisect  c  e  by  the  perpendicular,  g  f  h  ;  make /A 
and  f  g  each  equal  to  half  the  thickness  of  the  rebate :  join 
h  b  ;  on  it  describe  the  semicircle  h  i  k  b,  cutting  the  concave 
side  of  the  door,  i ;  join  i  h  ;  through  g  draw  g  I  parallel  to 
it ;  then  will  I  g  h  i  he  the  joint  required. 

To  find  the  meeting  joint  oj' folding  doors  when  the  hinges 
are  placed  on  the  concave  side  of  the  doors. 

Figure  52. — Let  a  and  b  be  the  centre  of  the  hinges;  join 
a  b,  and  bisect  it  by  a  perpendicular,  c  d  e,  at  c,  cutting  the 
thickness  of  the  door  at  d  and  e  ;  bisect  d  e  hy  a.  perpen- 
dicular, g  fh,  cutting  de  at/;  make/A  and/y  each  equal  to 
half  the  thickness  of  the  rebate;  join  b  h;  on  it  describe  a 
semicircle,  h  i  k  b,  cutting  the  other  side  of  the  door  contrary 
to  the  hinge  at  i ;  join  i  h,  and  through  g  drawer  /  parallel  to 
i  h,  cutting  the  concave  side  of  the  door  at  I ;  then  will  ihg  I 
be  the  joint  sought. 

Demonstration. — Let  the  door  alg  h  i  remain  in  its  place; 
now  the  angle  b  i  h  being  a  right  angle,  consequently  the 
perpendicular  b  i  will  be  the  shortest  line  that  can  be  drawn 


from  the  point  b  to  the  line  i  h  ;  then  suppose  tne  half  door 
to  be  turned  round  the  hinge  at  b ;  the  point  i  will  then 
describe  a  circle,  whose  centre  is  the  hinge  at  b  ;  then  will  i  h 
be  a  tangent  to  that  circle  at  i;  therefore  the  angle  at  i 
will  touch  no  other  part  of  the  edge  of  the  other  door,  but 
at  i.  ' 

If  round  the  centre  of  the  door  which  opens  as  Figure  53, 
you  describe  circles  on  each  side  of  the  rebate,  and  the  edges 
of  each  door  be  made  circular,  it  is  plain  it  will  also  open  in 
this  case. 

The  plan  of  the  doors  here  shown,  are  two  or  three  times 
thicker  than  those  used  in  practice,  in  order  to  show  the 
principle  clearly. 

Figure  54,  a  section  of  the  jamb-post,  jamb-linings, 
grounds,  and  architraves,  with  part  of  the  plan  of  a  door. 

B  b.  Sections  of  the  grounds,  flush,  or  in  the  same  plane 
with  the  plaster. 

E  e.  Outside  and  inside  architraves. 

g  g  g  g.  Line  of  the  plinth. 

c.  Jamb-lining. 

n.  Hanging  style. 

I.  Door  style  hung  to  the  hanging  style  h,  by  means  of  the 
hinge  7n. 

Figure  55,  half  of  the  plan :  showing  the  door  folded 
back  ;  the  parts  in  this  having  the  same  references  as  those 
in  Figure  54. 

Figure  56,  meeting  styles. 

Figure  57,  the  moulding  of  the  door,  shown  to  a  larger 
size. 

This  method  is  advisable  where  you  have  no  opportunity 
of  making  the  doors  slide  into  the  partition,  as  is  shown  in 
Figure  32 ;  but  whenever  that  opportunity  offers,  it  should 
be  preferred,  as  no  door  can  be  seen  when  shut  into  the  par- 
tition, which  not  only  keeps  them  entirely  out  of  the  way,  but 
makes  the  most  complete  appearance. 

Elevation  of  a  pair  of  folding-doors,  to  be  shut  quite  out  of 
the  way,  in  order  to  open  a  communication  belioeen  two  rooms, 
or  to  throw  both  into  one  on  any  occasion. 

Figure  58,  plan  of  half  the  door  to  a  small  size. 

A.  Plan  of  the  outside  style. 

B,  c.  Plans  of  the  hanging  styles. 
D.  One  of  the  meeting  styles. 

G  o  G,  g  g  g.  Framed  partitions,  distant  from  each  other, 
in  the  clear,  the  thickness  of  the  door. 

F  F  r.  The  s]mce  or  cavity  for  the  door  to  work  in,  which 
must  be  made  sufficiently  wide  to  receive  one  half  of  the  door 
entirely  within,  or  nearly  so :  doors  of  communication  for 
general  uses  may  be  constructed  in  this  larger  door,  in  which 
case  the  middle  doors  may  be  hung  to  the  flaps,  on  the  flanks, 
so  that  they  will  open  like  any  oth«?r  common  folding-door; 
this  method,  therefore,  combines  utility  and  convenience,  and 
is  a  complete  deception.  The  first  leaf  of  the  door  must  run 
in  a  groove  at  the  top,  to  make  it  steady. 

Figure  59,  a  section  of  the  style  next  to  the  partition,  to  a 
large  size,  with  part  of  the  plan  of  the  bottom  rail,  showing 
a  small  part  of  each  partition. 

Note.  In  setting  out  work  of  this  kind  for  practice,  one 
half  of  the  plan  ought  to  be  completely  drawn  f)ut. 

To  find  the  joint  of  a  jib-door,  so  that  it  shall  open  freely 
at  the  hanging  side,  and  the  joint  to  be  a  plane  surface. 

Figure  60. — Let  c,  the  centre  of  the  hinge,  be  in  the 
same  plane  with  the  dado,  and  placed  within  the  substance 
of  the  lining,  in  order  to  give  strength  to  the  jamb. 

c  E.  The  thickness  of  the  door  at  the  joint,  which  produce 
till  it  cut  the  opposite  side  of  the  base  moulding  at  a  ;  make 
A  B  equal  to  a  c  ;  join  b  c,  and  from  b  draw  b  d  perpendi- 
cular to  B  c ;  then  will  b  d  be  the  true  line  through  which 


the  surbase-moulding  must  be  cut  in  a  plane  perpendicular 
to  the  floor.  The  shadowed  part  shows  a  part  of  the 
janib-liiiing  cut  out  sufficient  to  let  the  surbase-moulding 
move  in  it. 

Xote. — If  the  centre  of  the  hinge  had  been  placed  in  the 
plane  of  tlic  side  of  the  rebate,  parallel  to  the  janib-linin;;,  a 
deep  cavity  through  the  jamb  would  have  been  bronglit  into 
view  in  the  opening  of  the  door,  the  exposure  of  which  would 
have  been  very  un-ightly. 

If  the  upper  part  of  the  door  be  hinged,  the  axis  of  the 
hinge  should  be  in  a  straight  line  with  the  axis  of  the  centre 
below,  and  both  the  axis  of  the  hinge  and  the  axis  of  the 
centre  should  bo  in  the  plane  of  the  face  of  the  door,  so  that 
the  joint  upon  the  hanging  side  will  always  be  clo-se. 

Fiijure  61,  the  elevation  of  the  surbasc  at  the  joint. 
The  construction  of  a  sash-frame,  and  the  manner  of  2>utting 
the  several  parts  of  it  tor/ether. 

Figure  62.  the  elevation  of  the  sash-frame. 

A  D  c  D.  The  outer  edge  of  it. 

The  dark  perpendicular  lines  e  f,  g  h,  are  grooves  whose 
distances  from  the  edges  l  m  and  k  i  of  the  sash-fiame,  are 
equal  to  the  depth  of  the  boxing,  together  with  three-eighths 
of  an  inch  allowed  for  the  margin  between  the  shutters  and 
the  bead. 

Figure  68,  horizontal  section  of  the  sides,  showing  also 
the  plan  of  the  sill. 

Figure  64,  a  vertical  section  of  the  sill  and  top,  showing 
the  elevation  of  the  pulley-style  m  and  n,  the  pulleys  let  into 
the  pulley-piece. 

Figure  65,  the  horizontal  section  of  the  sides,  showing  also 
a  phin  of  the  head  of  the  sash-frame. 

Tigure  06,  the  elevation  of  the  outer  side  of  the  sash-frame : 
the  outside  lining  being  taken  away  in  order  to  show  the 
work  within  the  sash-frame. 

f  g,  the  parting  strip  fastened  by  a  pin  :  e  d,  one  of  the 
weights  connected  with  the  sash  by  means  of  a  line  going  over 
the  pulley  c;  the  other  end  fixed  to  the  edge  of  the  sash. 

Note. — The  weight  d  e  is  equal  to  half  the  weight  of  the 
sash. 

Figure  67,  part  of  the  head  of  the  sash-frame  before  put 
together. 

Figure  68,  the  edge  of  Figure  67. 

Figure  69,  tlie  edge  of  the  bottom,  showing  the  manner  of 
fixing  the  styles. 

Figure  70,  the  plan  of  Figure  69. 

Figure  71  and  7'2,  sections  of  window-sills,  with  sections 
of  the  under-rail  of  the  sash,  showing  the  best  modes  of  con- 
structing them  in  order  to  prevent  the  weather  from  driving 
under  the  sash-rail. 

A.  Seetion  of  the  bottom-rail  of  the  sash. 

B.  Section  of  the  bead  tongued  into  the  sill. 
c.  Section  of  the  sill. 

Figure  73,  sections  of  the  meeting-rails,  with  the  side  ele- 
vations of  the  upright  bars. 

C.  Rebate  for  the  glass. 

D.  A  square. 

E.  F.  An  astragal  and  hollow  moulding. 
G.  Fillet. 

Note. — The  small  letters  denote  the  same  parts  of  the 
under-sash. 

Figure  74,  section  of  an  upright  bar,  with  the  plans  of  two 
horizontal  bars,  sliowing  the  franking  or  manner  in  which 
they  are  put  together,  so  as  to  keep  the  upright  bars  as  strong 
as  possible.  The  ihicknc'^s  of  the  tenon  in  general  comes 
about  one  sixteenth  of  an  inch  to  the  edge  of  the  hol- 
low of  the  astragal,  and  close  to  the  rebate  on  the  other 
side. 


//  h.  A  dowel  to  keep  the  horizontal  bars  still  firmer 
together. 

JVote. — The  same  parts  in  this  have  the  letters  of  refer- 
ence the  same  as  Figure  73. 

Note  also.  There  is  no  rebate  made  for  the  glass  on  the 
inside  of  the  meeting-bar;  a  groove  being  made  to  answer 
that  purpose. 

Figure  75. — Section  of  common  shutters  and  sash-frame. 

A.  Section  of  the  architrave. 

B.  Ground  for  the  architrave. 

F.  Rack  lining  of  the  boxing,  tongued  into  the  ground  b, 
and  into  the  inside  lining  g.  of  the  sash-frame. 

G.  The  inside  lining  of  the  sash-frame. 
H.  The  inside  bead. 

I.  The  pulley-style. 

K.  The  parting  bead. 

L.  Outside  lining. 

M.  Back  lining. 

c  c  c.  The  front-shutter  hung  to  the  inside  lining  of  the 
sash-frame,  o,  by  means  of  the  hiiige  a. 

D  D  D.  Back  flap  or  shutter  hung  to  the  front  shutter  by 
means  of  the  hinge  b. 

E  E  E.  Another  back  flap  hung  to  d  d  d,  by  means  of  the 
hinge  c. 

As  in  a  window,  the  whole  of  the  light  should  be  shut  out, 
the  principle  of  setting  out  the  shutters  is,  that  each  boxing 
should  contain  as  many  shutters  as  will  cover  one  half;  the 
horizontal  breadth  of  which  is  from  the  axis  of  the  hinges  to 
the  central  vertical  line  of  the  windows. 

o  p  Q  R.  Plan  of  the  lower  sash. 

0.  Rebate  of  the  glass, 
p.  A  square. 

Q.  An  astragal  moulding 

R.  A  small  square  or  fillet. 

Figure  76,  the  method  of  hinging  two  back  flaps  together, 
showing  the  manner  of  placing  the  hinge,  when  room  is 
scanty  in  the  boxings. 

Elevation  and  plan  of  half  a  window,  adapted,  when  the 
wall  of  the  building  is  not  sufficiently  thick  to  admit  of  room 
for  boxing. 

Figure  77,  elevation  of  half  the  window. 

Figure  78,  plan  of  the  window  to  double  the  size  of  the 
elevation,  in  order  that  the  parts  may  be  more  distinctly 
seen.  ^ 

E  L.  The  breadth  of  the  shutter,  which  is  hung  to  a  hang- 
ing style  o,  and  the  hanging  style  o  is  hung  to  the  sash-frame 
by  the  hinge  at  h. 

The  wliole  breadth  of  the  shutter  e  l,  together  with  the 
breadth  of  the  hanging  style  at  6,  that  is,  i  h.  ought  to  cover 
exactly  half  the  breadth  of  the  window;  viz.,  I'mm  the  axis 
of  the  hinge  at  h,  to  the  central  vertical  line  of  the  window. 

H.  Arehitiave. 

1.  Back-ground. 
K.   Back  lining. 

The  (lanel  A  B  c  D,  Figure  77,  represents  the  shutter,  of 
which  E  K,  Figure  78,  is  the  breadth.  The  hanging  style  and 
shutter  are  hung  together  by  means  of  a  rule-joint,  as  before 
described,  under  the  article  Hinging. 

Under  the  shutter  a  b  c  d,  is  a  bead  r,  which  is  continued 
across  the  sash-frame  to  serve  for  a  capping;  p  is  a  vertical 
bead  continued  in  a  line  with  the  edge,  at  n,  of  the  rule- 
joint. 

o  and  N.  Sub-plinth  of  window,  flush  with  the  bead  p. 

M.   Plinth,  or  skirting-board. 

Figure  79. — a.  Architrave-moulding. 

B.  Ground. 

c  c  c.  Back  lining. 
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D.  The  liniiift,  or  return  of  the  window. 

E  E  E.  Tlie  shutter  hung  to  the  hanging  style,  f,  which  is 
hung  to  the  sash-frame  by  the  hinge  at  a. 

G.  The  inside  lining  of  the  sash-frame. 

H.  Inside  bead. 

I.  Parting  bead. 

K.  Outside  bead. 

L.   Baclv  lining. 

M.  Tlie  parting  slip  for  the  weights  sr  and  o. 

N  and  o.  Weights. 

p.  Ground  fixed  upon  the  plug,  q. 

Q.  The  plug  for  securing  the  finishings. 

R.   Pulley-style. 

The  plan,  front,  side  elevation,  and  section  of  a  window 
proper  for  a  building  where  the  xoalls  are  not  thick  enough  to 
admit  of  room  for  boxings,  which  will  show  the  same  finish 
as  if  the  shutters  folded  into  boxings. 

Figure  80,  front  elevation  of  the  window. 

The  dotted  lines  a  b  d  c,  represent  a  piece  of  framing. 

The  other  side,  a  b  c  d,  represents  a  sliding  shutter  in  the 
wall. 

The  framing  is  supposed  to  be  removed,  in  order  to  show 
the  shutter. 

Figure  81,  the  side  elevation  and  section,  supposing  the 
shutter  removed. 

a.  An  architrave-moulding. 

b.  Soffit. 

c.  Top  of  the  sash-frame. 

d.  Capping,  tongued  into  the  sash-frame  sill. 

Figure  82,  horizontal  section  and  plan  of  the  window, 
twice  the  size  of  the  elevation. 

y  g.  Section  of  the  framing,  as  shown  'bj  abed,  Figure  80, 
by  dotted  lines. 

h  h.  Plastering  on  the  wall. 

i  i.  A  shutter  hung  to  the  sash-frame. 

ff.  Section  of  the  sliding  shutter,  which  runs  on  rollers. 

k  k.  A.  flap,  which  is  let  into  a  rebate  and  hinged  at  the 
edge  p  p,  so  that  when  the  flap  is  turned  round,  the  hinges 
out  of  the  rebate,  and  the  shutter  i  i  turnod  to  the  face  of  the 
window,  there  will  be  a  clear  passage  for  the  shutter  //to 
run  out. 

Note. — Although  there  is  only  a  stop  for  the  back  of  the 
shutter  at  the  bottom,  yet  it  is  quite  sufl^cient,  as  it  is  stopped 
on  both  sides  at  the  top,  and  as  the  edge  of  the  shutter  should 
never  be  entirely  out  of  the  boxing. 

This  is  more  clearly  shown  by  the  parts  drawn  larger  in 
the  next  plate. 

Different  sections  of  Ihe  foregoing  Plate. 

Figure  83,  horizontal  section  through  the  side  of  the 
window. 

A.  Architrave  moulding. 

B.  Part  of  a  piece  of  framing, 
c.  Part  of  the  shutter. 

D.  Plaster  or  rendering  upon  the  wall. 

E.  The  front  shutter  hung  to  the  sash-frame  at  y. 

F.  Back  lining. 

G.  Inside  lining  of  the  sash-frame. 
H.  Inside  bead  of  the  sash-frame. 
I.  Pulley-piece. 

K.  Parting  bead. 
L.  Back  lining  of  the  sash-frame. 
M.  Parting  stripe. 
N.  Outside  lining. 

Figure  84,  vertical  section  through  the  top  of  the  window. 
a.   Architrave  moulding. 
T.   Ground  over  the  window. 
c.  Section  of  part  of  the  shutter. 
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o.  Soffit. 

p.  Top  of  the  sash-frame. 

N.   Horizontal  outside  bead. 

h,  h.  Inside  horizontal  bead. 

Figure  85,  vertical  section  through  the  sill  of  the  window. 

B.  Edge  of  the  framing. 

c.  Edge  of  the  shutter. 

Q.  Capping,  rebated  out  at  s.  and  tongued  into  the  sash- 
frame  sill. 

8.  A  flap  hung  to  q,  by  means  of  the  hinge  at  n  ;  then  by 
turning  the  front  shutter  upon  the  window,  and  by  turning  up 
the  small  flap,  s,  there  will  be  a  clear  passage  for  the  shutter, 
c,  to  run  in. 

Plan,  elevation,  and  section,  of  a  leindoto  with  shutters, 
which  will  skojv  uniform  and  complete,  whether  the  shutters 
are  in  the  boxings,  or  closing  the  aperture  of  the  window. 

Figure  86,  plan  or  horizontal  section  at  a  b. 

Figure  87.  elevation  or  front  of  the  window. 

Figure  88,  vertical  section  at  c,  d.  Figure  87,  and  side  of 
the  window. 

E.  Thickness  of  the  pilaster  or  architrave. 

F.  A  bead  stuck  on  its  edge,  parting  the  edge  of  the 
pilaster  from  the  shutter. 

G.  The  breadth  of  the  shutter. 

H,  I.  A  bead  and  square  to  correspond  to  the  thickness  of 
the  architrave  and  bead,  so  as  to  show  the  same  finish  on 
each  edge  of  the  shutter  :  one  edge  of  this  finishes  against 
the  sash-frame  above,  and  the  same  edge  below  finishes 
against  the  back  of  the  window  down  to  the  plinth. 

K.  Another  square,  equal  to  the  projection  of  the  capping. 

L.   Bead  of  the  sash-frame. 

M.  Thickness  for  the  under  sash  to  run  in. 

N.   Parting  bead. 

o.  The  thickness  for  the  upper  sash  to  run  in. 

p.   Outside  lining  and  bead. 

Q.  The  breadth  of  the  reveal  or  outer  brick-work.  This 
is  farther  explained  in  another  figure,  where  the  principal 
sections  are  shown  to  a  larger  scale,  a  a.  Lintels,  made  of 
strong  yellow  deal  or  oak. 

b.  The  top  of  the  ground. 

c.  The  architrave  fixed  upon  the  gromid  b. 

d  d.  The  soffit  tongued  into  the  top  of  the  sash-frame  e, 
and  on  the  other  edge  into  the  head  architrave  c. 

//.  A  hollow  space  between  the  soffit  d  d,  and  the  lintels 
a  a  ;  the  under  edges  of  the  lintels  a  a,  are  .generally  about 
fc)ur  inches  and  a  half  above  the  camber  of  the  outside  of  the 
window ;  but  it  may  be  less  when  there  is  any  necessity  for 
it,  as,  for  example,  when  very  narrow  grounds  are  used,  it  m*y 
come  down  within  a  quarter  of  an  inch  of  the  soffit. 

The  face  of  the  pulley -style  of  every  sash-frame  ought  to 
project  beyond  the  edge  of  the  brick-work  about  three-eighths 
of  an  inch  ;  that  is,  the  distance  between  the  face  of  each 
pulley -sty  le  ought  to  be  less  by  three-quarters  of  an  inch  than 
the  width  of  the  window  on  the  outside,  so  that  the  face  of 
the  shutters  ought  to  be  in  the  same  plane  with  the  brick- 
work on  the  outside. 

Paris  of  the  foregoing  at  large. 

Figure  89.  Plan  of  the  shutters. 

A.  The  outside  lining. 

B.  The  pulley-style. 
c.  Inside  lining. 

D.  Back  lining. 

E,  F.   Weights. 

G.  Parting  slip  of  weights. 

H.   Parting  bead  of  sashes. 

I.   Inside  bead. 

K  L  M  N.  Plan  of  the  sash-frame. 
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K  L.  Sill  of  the  sash-frame. 

M.   Plan  of  the  inside  bead. 

N.  Plan  of  the  eapping. 

B  B.  Hanging  style,  hung  to  the  sash  frame  at  a. 

s  s.  A  .shutter,  hung  to  the  hanging  style  at  e. 

T  T.  Another  shutter,  hung  to  s  s  at  n,  if  necessary. 

p  p.  A  door,  hung  to  the  architrave  at  m,  falling  upon  the 
hanging  style  r  r  by  means  of  a  rebate. 

Nute.  The  door  must  fall  in  a  rebate  at  top  and  bottom. 

u.  A  ground  to  fix  the  architrave  upon. 

V.  The  architrave  fi.xed  upon  the  ground. 

w.  Back  lining. 

When  the  aperture  is  shut,  the  door  p  p  must  be  turned 
round  the  hinge  m,  parallel  to  the  face  of  the  sash-frame  : 
then  the  shutters  r  r,  s  s,  t  t,  being  drawn  out  and  turned 
on  the  hinge  a,  and  on  the  hinges  e  and  n,  will  cover  that  part 
of  the  window  for  which  they  were  intended.  The  door  p 
may  then  be  closed,  and  the  whole  will  have  a  uniform  and 
neat  apfiearance. 

To  finl  the  splay  of  the  ground  h  c. — Draw  a  line  fnm 
the  centre  of  the  hinge  at  a  to  the  edge  of  the  ground  at  A; 
on  a  i,  as  a  diameter,  describe  a  circle  cutting  the  back  lining 
of  the  boxing  at  o;  join  c  b,  and  it  will  be  the  bevel 
required. 

Front  and  two  side  elevations  of  a  window,  the  sash  frame 
being  out  of  the  square,  or  an  oblique-angled  parallelogram  : 
showing  how  to  construct  the  sides  of  the  window,  so  that  the 
shutters  shall  make  an  equal  margin  round  the  edge  if  the 
sank  frame,  when  the  window  is  shut :  and  also  to  Jit  their 
boxings. 

Figure  90.  Elevation  of  the  window.  A  b  c  d  being  the 
edge  of  the  sash-frame  next  to  the  bead,  and  e  f  o  ii  the 
margin  between  the  shutters  and  the  inside  beads. 

The  diniculty  of  fitting  up  a  window  of  this  kind  may  be 
surmounted  if  the  following  observations  are  attended  to  :  the 
points  K  and  i,  Figure  91,  being  taken  at  the  distance  e  f. 
Figure  90,  and  the  point  r,  Figure  91,  being  made  to  corres- 
pond to  K,  Figure  00,  the  middle  of  the  meeting  rails  ;  then 
make  the  angle  r  k  l.  Figure  91,  equal  to  the  angle  K  E  H, 
Figure  JtO  ;  through  r  and  i  draw  r  s  and  i  m  parallel  to  k  l  ; 
then  K  I  M  L  will  be  the  front  shutter,  and  r  s  the  parting 
bead,  in  case  the  shutters  are  to  be  cut. 

Figure  92,  is  constructed  in  the  same  manner  as  Figure  91  ; 
that  is,  by  making  the  angle  t  o  p  equal  to  the  angle  l  u  e, 
Figure  90 ;  the  points  o,  T,  N,  being  previously  made  to  cor- 
respond to  tlie  ])oints  ii,  L,  o,  as  on  the  other  side. 

In  Figures  91  and  92,  a  and  b  are  lintels. 

c.  The  top  of  the  sash  frame.  , 

D.  Th>-  sciUit. 

G.  Sasli-frame  sill. 

F.  Stone  sill. 

Plan  and  elevation  of  the  shutters  to  the  foregoing  example  ; 
showing  the  manner  of  hanging  and  cutting  the  shutter  when 
the  saah-frume  is  an  oblique-angled  parallelogram,  or  out  of 
the  square,  as  worhnen  call  it. 

Let  Figure  9.'5,  be  the  plan  of  the  window,  and  let  a  b  and 
D  c.  Figure  94,  be  the  bottom  and  top  ends  of  the  shutters 
parallel  to  each  other;  now,  in  order  that  the  shutters  may 
fit  close  into  their  boxing,  and  also  close  into  the  window- 
frame,  the  centres  of  the  hinges  to  each  flap  must  be  set  in 
lines  perpendicnlnr  to  d  o  or  a  b. 

To  set  out  the  shutters. — Make  A  e  and  d /,  Figure  94,  equal 
to  the  breadth  of  the  front  shutter,  and  draw  "the  line  /  e  ; 
then  will  a  r>  f  e  represent  the  front  shutter,  and/e  the  edge 
on  wiiich  the  flap  will  j.iin  to  if,  then  if  the  angle  n  /«  be 
not  a  right  angle  but  obtuse,  from/draw/<7  perpendicular  to 
D  c  ;  then  will  fg  be  the  line  of  the  hiiii^'es.     In  the  same 


manner,  b  ':  q  r  will  represent  the  shutter  on  the  other  side  ; 
13  r  q  being  the  obtuse  angle,  and  r  s  a  perpendicular  to  a  b 
for  the  line  of  the  hinges  :  the  two  extreme  joints  being 
made,  all  the  other  joints,  h  i,  k  I,  m  n,  and  op,  ought  to  be 
all  perpendicular  to  the  ends  d  c  and  a  b  of  the  shutters  : 
then  will  the  centres  of  the  hinges  be  parallel  to,  or  in  the 
same  line  with,  the  joint. 

To  find  the  breadth  of  the  flaps  which  hang  to  the  front 
shutters,  so  that  they  may  be  as  wide  as  possible. — From  the 
points  a  and  c,  the  obtuse  angles,  draw  A.V  c  u  perpendicular 
to  a  b  and  d  c,  the  ends  of  the  shutters ;  make  v  a  and  a  b 
equal  to  the  breadth  of  the  rebate ;  and  from  the  point /j  and 
in  the  line  of  hinges,  make  fc,fh,  and  g  d,g  i,  respectively, 
equal  to  fa,  f  v,  and  g  b,  g  &.;  then  will  e  f  h  t,  be  the  flap 
required  ;  and  it  is  plain,  from  the  nature  of  this  window, 
that  the  other  flap,  o  q  r  p,  must  be  the  same  figure  as  the 
flap  c  f  h  i,  but  inverted. 

The  other  flaps  may  be  filled  in  as  the  width  of  the  window 
will  admit. 

Note. — We  have  given  this  example  because  the  method  is 
general,  and  will  ajiply  to  all  cases;  the  workman  ought 
never  to  trust  to  the  sash-frame  being  absolutely  square,  tor 
they  seldom  are  ;  and  if  the  variation  be  ever  so  small,  there 
will  be  a  very  considerable  error  in  the  ends  of  the  shutters 
when  enclosed  in  the  boxings.  Such  distorted  examples  as 
the  above  generally  occur  in  old  buildings;  in  such  this 
method  mu^t  be  adopted  :  but  also,  for  the  above  reason,  it 
ought  not  oidy  to  be  employed  in  old  work,  but  even  in  new, 
where  the  shutters  are  cut,  so  that  the  ends  of  the  shutters  may 
not  only  coincide  when  folded,  but  also  with  the  sill  and  top 
of  the  sash  frame,  and  also  with  the  meeting  rail. 

Customary  Measures  in  Joiners'  Work,  for  labour  only. 

Preparalion  of  boarding  by  the  foot  super. — The 
different  distinctions  are — edges  shot;  edges  shot,  plouglied 
and  tongued  ;  wrought  on  one  side  and  edges  shot ;  wrought 
on  both  sides  and  edges  shot ;  wrought  on  both  sides,  ploughed 
and  tongued  ;  boards  keyed  and  clamped  ;  mortise  clamped ; 
mortise  and  mitre  clamped.  The  price  per  foot  is  also 
increased  according  to  the  thickness  of  the  stuff'.  If  the 
longitudinal  joints  are  glued,  so  much  more  is  added  to  the 
foot  :  and  if  feather-tongued  still  more. 

Floors. — Are  measured  by  the  square,  the  price  depending 
upon  the  surface,  whether  wrought  or  plain,  and  the  manner 
of  the  longitudiiuil  and  heading  joints,  as  well  as  upon  the 
thickness  of  stuff;  or  whether  the  boards  are  laid  one  after 
the  other,  or  folded  ;  or  whether  the  floor  be  laid  with  boards, 
battens,  or  wainscot. 

Skirtings  are  also  measured  by  the  foot  super ;  the  price 
depending  upon  the  position,  whether  level,  raking,  or  ramp- 
ing; or  upon  tiie  manner  of  finishing,  whether  plain,  torus, 
rebated,  scribed  to  floor,  or  to  steps;  or  upon  the  plan,  whe- 
ther straight  or  circular. 

The  pirlce  of  every  kind  of  framing  depends  upon  the 
thickness,  or  whether  the  framing  be  plain  or  moulded  ;  and 
if  moulded,  what  kind  of  mouldings,  and  whether  stuck  on 
the  solid,  or  laid  in;  whether  mitred  or  scribed  ;  and  upon 
the  number  of  panels  in  a  height  and  breadth  ;  also  upon  the 
nature  of  the  plan. 

The  various  descriptions  of  wainscoting,  window-linings,  as 
backs  and  elbows,  door-linings,  jambs  and  soffits,  back-lining 
partitions,  doors,  shutters,  are  all  measured  by  the  foot  super. 

Sashes  arc  measured  by  the  foot  super,  as  well  as  the  sash- 
frames.  The  sash  and  frame  are  either  measured  together 
or  separately. 

Sky-lights  are  measured  by  the  foot  super,  tlieir  price 
depending  upon  the  plan  and  elevation. 
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Framed  grounds,  at  per  foot  run. 

Lidged-doors  by  the  foot  super. 

Dadii  is  measured  by  the  foot  super;  the  price  depends 
upon  the  plan  being  straight  or  circular,  or  upon  the  elevation 
being  level  or  inclined  as  in  staircases. 

In  staircasing,  the  risers,  treads,  carriages,  and  brackets, 
are  generally  classed  together,  and  measured  by  the  foot 
super;  sometimes  the  string-board  is  also  included.  The 
price  must  be  diiferent,  as  the  steps  are  flyers  or  winders, 
or  as  the  risers  are  mitred  into  the  string-board,  the  treads 
dovetailed  for  balusters,  and  the  nosings  returned,  or  whether 
the  bottom  edges  of  the  risers  are  tongued  into  the  step. 
The  curtail-step  is  generally  valued  as  a  whole.  Returned 
nosings  are  sometimes  valued  at  so  much  each,  and  if  circular 
are  doiiMe  the  price  of  straight  ones. 

The  hand-rail  is  measured  by  the  foot  run  ;  the  price 
depending  upon  the  materials  and  diameter  of  the  well-hole, 
or  whether  ramped,  swan-necked,  level  circular,  or  wreathed; 
or  whether  made  out  of  the  solid,  or  in  thicknesses.  The 
scroll  is  paid  at  per  piece  ;  as  is  the  niaking  and  fixing  of 
each  joint  screw  ;  three  inches  of  the  straight  part  at  each 
end  of  the  wreath  are  included  in  the  measurement. 

Deal  balusters  are  prepared  and  fixed  at  so  much  each;  as 
likewise,  iron  balusters,  iron  colapin  to  curtail,  housings  to 
step  and  riser,  common  cut  brackets,  and  brackets  circular 
upon  tjie  plan,  preparing  and  fi.xing. 

E.xtra  sinking  in  rail  for  iron  balusters  is  charged  by  the 
foot  run,  the  price  depending  on  the  rail  being  straight, 
circular,  wreathed,  or  ramped. 

The  price  of  the  string-board  is  regulated  by  the  foot 
super,  according  to  the  manner  in  which  it  is  moulded,  or 
whether  straight  or  wreathed,  or  the  manner  in  which  the 
wreath  string  is  constructed,  if  properly  backed  upon  a 
cylinder. 

The  shafts  of  columns  are  measured  by  the  foot  super,  the 
price  depending  upon  the  diameter,  or  whether  it  be  straight 
or  curved  on  the  side,  and  upon  its  being  properly  glued  and 
blocked.  If  the  column  be  fluted  or  reeded,  the  flutes  or 
reeds  are  measured  by  the  foot  run,  and  their  price  depends 
upon  the  size  of  the  flute  or  reed.  The  headings  of  flutes 
and  reeds  are  so  much  each.  Pilasters,  straight  or  curved  in 
the  height,  are  measured  in  the  same  way,  and  the  price 
taken  per  foot  super.  Jn  the  caps  and  bases  of  pilasters, 
besides  the  mouldings,  the  mitres  must  be  so  much  each, 
according  to  the  size. 

Mouldings,  such  as  double-faced  architraves,  base  and 
surbase,  or  straight  mouldings  stuck  by  hand,  are  valued  at 
per  foot  super.  Base  and  surbase,  and  straight  mouldings 
wrought  by  hand,  are  generally  fixed  at  the  same  rate  per 
foot,  being  something  more  than  double-faced  architraves. 
The  head  of  an  architrave  in  a  circular  wall  is  four  times  the 
price  of  the  perpendicular  parts,  not  only  on  account  of  the 
time  required  to  form  the  mouldings  to  the  circular  plan,  but 
on  account  of  the  greater  difficulty  of  forming  the  mitres. 
All  horizontal  mouldings,  circular  upon  the  plan,  are  tliree  or 
four  times  the  price  of  those  on  a  straight  plan  ;  being 
charged  more  as  the  radius  of  the  circle  is  less.  Housings  to 
mouldings  are  valued  at  so  much  each,  according  to  the  size. 

The  price  per  foot  super  of  mouldings  is  regulated  by  the 
number  of  quirks,  for  each  of  which  an  addition  is  made  to 
the  foot. 

The  price  of  mouldings  depends  also  upon  the  materials  of 
which  they  are  made,  or  upon  their  running  figure,  whether 
raking  or  curved. 

The  following  articles  are  measured  by  the  foot  run. 
Beads,  fillets,  bead  or  ogee  capping,  square  angle  stafli" 
rebated,  beaded  angle  staft",  inch  ogee,  inch  quirk  ogee,  ovolo 


and  bead,  astragals  or  reeds  on  doors,  or  on  shutters  ;  small 
reeds,  each  in  reeded  mouldings  stuck  by  hand  up  to  half  an 
inch,  single  cornice  or  architrave,  grooved  space  to  let  in  reeds, 
and  grooves. 

Note.- — In  grooving,  the  stops  are  paid  over  and  above, 
and  so  much  more  must  be  allowed  for  all  grooves  wrought 
by  hand,  particularly  in  the  parts  adjoining  the  concourse  of 
an  angle;  and  circular  grooving  must  be  paid  .still  more. 
The  other  running  articles  are,  narrow  grounds  to  skirting, 
the  same  rebated,  or  framed  to  chimneys;  and  rule-jnjnts, 
cantalivers,  trusses,  and  cut  brackets  for  shelves,  arc  rated  at 
per  piece. 

Water-trunks  are'  measured  by  the  foot  r\ni,  the  rate 
depending  upon  the  side  of  their  square.  These  ought 
always  to  be  properly  pitched,  and  put  together  with  white- 
lead,  and  the  joints  ploughed  and  tongued  ;  the  hopper-heads 
and  shoes  are  valued  at  so  much  each  ;  moulded  weather- 
caps  at  so  much  each ;  the  joints  at  so  much  each.  Scaflbld- 
ing,  &c.  used  in  fixing,  to  be  paid  fiu-  extra. 

Flooring  boards  are  prepared,  that  is,  planed,  gauged,  and 
rebated  to  a  thickness,  at  so  much  each,  the  price  depending 
upon  the  length  of  each  board  :  if  more  than  9  inches  broad, 
the  rate  to  be  increased  according  to  the  additional  width  ; 
each  board  listing  at  so  much  per  list.  Battens  in  the  same 
way,  but  at  a  difl^erent  rate. 

Hates  of  Labour  in  Joinei's'  Worh  from  the  Bench,  accord- 
ing to  the  universal  Method  described  in  pages  79  and  80  of 
the  First  Volume  of  this  Dictionary. 

The  column  on  the  left  hand  of  the  table  denotes  the 
number  of  panels,  the  middle  column  the  species  of  work, 
and  the  right-hand  column  the  rate  in  decimals,  being  the 
rate  of  the  part  or  parts  of  a  day  required  to  the  quantity 
signified  at  the  head  of  the  column  ;  therefore,  this  rate  being 
multiplied  by  the  wages  per  day,  gives  the  real  rate  of  the 
work  per  foot,  in  shillings  or  pence,  according  as  multiplied 
by  shillings  or  pence. 

Description  of  ONE-AND-A-QnARTER  Inch  Doors. 

No.  of  Rate  per 

Panels.  ft.  super. 

2.  Both  sides  square 06 

4.  Both  sides  square 07 

6.  Both  sides  square 08 

2.  Quirk,  ovolo,  and  bead  front,  and  square  back  ...  .1 

4.  Quirk,  ovolo,  and  bead  front,  and  square  back  .    .     .   .11 

6.  Quirk,  ovolo,  and  bead  front,  and  square  back  .     .     .   .12 

2.  Bead  and  flush  front,  and  square  back 1 

4.  Bead  and  flush  front,  and  square  back 11 

G.  Bead  and  flush  front,  and  square  back 12 

2.  Bead  and  but  front,  and  square  back 09 

4.  Bead  and  but  front,  and  square  back 10 

6.  Bead  and  but  front,  and  square  back 11 

2.  Quirk,  ovolo,  and  bead,  on  both  sides 14 

4.  Quirk,  ovolo,  and  bead,  on  both  sides 15 

6.  Quirk,  ovolo,  and  bead  on  both  sides 16 

2.  Bead  and  but  on  both  sides 12 

4.  Bead  at>d  but  on  both  sides 1.3 

6.  Bead  and  but  on  both  sides 14 

2.  Bead  and  flush  on  b(jth  sides 14 

4.  Bead  and  flush  on  both  sides 15 

6.  Bead  and  flush  on  both  sides 16 

For  every  additional  quarter  of  an  inch  in  thickness,  add 
.005  to  the  rate  per  foot  super. 

If  the  panels  are  raised  on  one  side,  add  .002  ;  and  if  on 
both  sides  .004  ;  and  if  an  astragal  or  ovolo  on  the  rising  on 
one  side,  add  .003  ;  and  if  on  both  sides  .006 — to  the  rate 
per  foot  super. 


If  the  price  of  a  foot  of  a  square  door,  and  the  number  of 
pannels,  are  given,  and  the  price  of  a  foot  of  a  door  square  on 
one  side,  with  the  same  number  of  panels,  and  with  extra 
worli  on  the  other  side  ;  tiien,  the  price  of  a  door  with  the 
same  number  of  panels,  and  the  same  extra  work  on  both 
sides,  will  be  found  by  sul)tractiiig  the  rate  of  the  first  from 
that  of  the  second  ;  and  adding  the  diflercnce  to  the  second, 
will  give  the  rate  per  foot  extra  on  both  sides. 

Thus  the  rate  per  foot  super  for  I^-inch  two  panel  door, 
square  on  both  sides,  is  .00  ;  and  the  rate  for  1^  inch  two 
panel  door,  square  upon  one  side,  with  quirk,  ovolo,  and  bead 
upon  the  other,  is  .1,  their  ditlerence  is. .04,  which  added  to 
.1,  gives  .14,  for  the  rate  per  foot  of  l^-inch  two  panel,  with 
ovolo  and  bead  on  both  sides  of  the  framing. 

The  difference  of  workmanship  between  square-framed 
door-linings,  backs,  elbows,  soffits,  or  wainscoting  and  doors 
that  are  square  on  both  sides,  supposing  the  panels  and  thick- 
ness to  be  alike  in  both  cases,  can  only  arise  from  planing 
the  panels  and  the  framing  on  the  other  side  of  the  door  : 
therefore  if  the  diHerenee  of  the  rate  per  foot  of  a  door  square 
on  both  sides,  and  one  square  on  one  side,  with  any  extra 
■work  on  the  other,  be  added  to  the  rate  per  foot  of  door- 
linings,  backs,  elbows,  sollits,  or  wainscoting,  framed  square, 

■will  give  the  rate  per  foot  for  door-linings,  window-liuiuas, 

■••II  »  ^  ^ 

or  wainscoting  with  the  same  extra  work. 

In  these  rates  the  styles  or  rails  are  supposed  without  reba- 
ting. Framed  linings  for  walls  or  apertures,  may  be  made  of 
stutl'^  of  an  inch  thinner  than  doors.  In  common  cases,  the 
thickness  of  linings  may  be  about  an  inch,  as  they  are  ren- 
dered sufficiently  stiff  by  being  fixed  to  the  wall ;  this,  how- 
ever, must  depend  upon  the  distance  that  the  pane]  recedes 
from  the  face  of  the  framing,  or  upon  the  depth  which  the 
mouldings  are  run  in  the  thickness  of  the  said  framing. 

m'Jmif  Framed  Inch  Linings.  Kate-per 

P""<"s-                                                                                              ft.  super. 
1.  Square,  as  in  backs 051 

3.  Square,  as  in  backs  and  elbows,  measured  together  .071 

4.  Square,  as  in  backs,  elbows,  and  soffits 061 

3.  M<iulded,  as  in  backs  and  elbows,  together    .     .     .  .087 

4.  Moulded,  as  in  backs,  elbo^ws,  and  soffits,  measured 

together 077 

3.  Quirk  moulded,  as  in  backs  and  elbows,  measured 

together , 095 

4.  Quirk  moulded,  as  in  backs,  elbows,  and  soffits,  mea^ 

sured  together 085 

Semicircular  moulded  soffits  in  two   panels,  seven 

times  the  straight. 
For  every  additional  quarter  of  an  inch,  add  .005  to 

the  foot  sujier. 
In  the  column  of  panels,  the  backs,  elbows,  and  sof- 
fits, are  numbered  3  and  4  panels,  as  being  classed 
together  ;  though  this  is  the  case,  they  are  intended 
to  bo  framed  in  single  panels. 

One-and-qu-arter  Inch  Door  Linings, 
Having  only  one  panel  in  height. 

Rebated 051 

Rebated  and  beaded 058 

Double  rebated,  not  exceeding  seven  inches  wide    .     .  .007 

Double  rebated,  and  one  edge  beaded 071 

Double  rebated,  and  both  edges  beaded 075 

If  the  plan  be  circular,  the  price  will  vary  as  the  dia- 
meter is  less. 
Semicircular  heads,  straight  on  the  plan,  live  times  the 
straight. 


„  Rata  per 

kSHUTTERS.  ft.  super. 

Inch  framed,  uncut,  shutters  or  ftups,  two  panels  in 
height.  Mouldings,  when  described  are  understood 
to  be  laid  in,  but  if  stuck  on  the  framing  to  add  .012 
to  the  rate  ;  for  every  extra  jMnel,  to  add  .016  to  the 
rate  ;  for  any  extra  height,  to  add  .012  to  the  rate  ; 
if  quirked  moulded,  add  .008  to  the  rate  of  moulded. 

Square 071 

Bead,  but,  and  square 1 

Bead,  flush,  and  square Ill 

Bead,  flush,  and  bead  but 131 

Inch-and-quarter  uncut  shutters,  two  panels  in  height, 
to  add  for  extras,  as  above. 

Moulded  and  square 1 

Moulded  bead  and  but Ill 

Moulded  bead  and  flush 135 

Moulded  on  both  sides Ill 

Ovolo  and  bead,  or  quirk  ogee  front,  and  square  back  .103 
Ovolo  and  bead,  or  quirk  ogee  front,  with  bead  and  but 

back ^ 123 

One-and-quarter  Inch  Wainscoting, 

Two  panels  high,  including  square  facia,  framed  up  to 

ceiling. 

Square 039 

Moulded 055 

Quirked  moulded 003 

Bead  and  but 051 

Bead  and  flush 059 

Bead  and  flush,  with  3  reeds 075 

If  any  of  them  are  framed  with  raised  mouldings, 
add  .008  to  the  rate  ;  or,  if  framed  with  more 
panels  in  the  height,  add  .006  for  every  addi- 
tional panel. 

One-and-quarter  Inch  Dwarf  Wainscoting, 

With  one  panel,  including  square  skirling. 

Square 047 

Moulded 063 

Quirk  moulded 071 

Bead  and  but 059 

Bead  and  flush 067 

Bead  and  flush  with  3  reeds 083 

If  any  of  the  above  descriptions  of  dwarf  wainscoting 

are  framed  with  two  panels  in  height,  add  .016  to 

the  rate,  as  in  full  wainscoting. 

If  made  raking  to  stairs,  to  be  paid  for  extra  .023,  and 
if  with  raised  mouldings  .007. 

All  Clippings  to  be  measured,  and  paid  for  as  in  running 
articles. 

All  skirting  to  stairs,  to  be  paid  for  separate  from  wain- 
scoting. 

Three-quarter  Inch  Deal, 

From  the  bench,  called  Slit  Deal. 

Eilges  shot 004 

Wrought  on  one  side 016 

Wrought  on  one  side,  grooved,  tongued,  and  beaded  .  .028 
Wrought  on  two  sides,  and  edges  shot       .     .     ...     .  .028 

Wrought  on  two  sides,  grooved,  tongued,  and  beaded.  .04 
If  glued  joints,  add  per  foot 004 


InCH-AND-QCARTKB  Dbal.  Ra'e  per 

ft.-auper. 

Wrought  on  one  side,  and  edges  shot 03 

Wrought  on  two  sides,  and  edges  shot 032 

Wrought  on  one  side  ploughed  and  tongued     .     .     .     .OW 

Wrought  on  two  sides,  ploughed,  tongued  and  beaded     .052 

If  glued  joints,  add  .004  to  the  rate. 

Inch-and-half  Deal. 

Edges  shot 008 

Ploughed  and  tongued 024 

Wrought  on  one  side,  with  edges  shot 02 

Wrought  on  both  sides,  with  edges  shot 030 

Wrought  on  both  sides,  ploughed  and  tongued     .     .     .052 
If  glued  joints,  add  .012  to  the  rate. 

Two- INCH  Deal, 
From  the  bench. 

Edges  shot 02 

Ploughed  and  tongued 036 

Wrought  on  one  side 028 

Wrought  on  both  sides 044 

Wrought  on  both  sides,  ploughed  and  tongued     .     .     .050 
If  glued  joints,  add  .010  to  the  rate. 

Two-and-a-half-inch  Deal, 

From  the  bench. 

Edges  shot 028 

Phiughed  and  tongued 048 

Wrought  on  one  side 048 

Wrought  on  both  sides 063 

Wrought  on  both  sides,  ploughed  and  tongued     .     .     .083 
If  glued  joints,  add  .016  to  the  rate. 

Three-inch  Deal. 
Edges  shot 032 

Ploughed  and  tongued 056 

Wrought  on  one  side 056 

Wrought  on  two  sides 08 

Wrought  on  both  sides,  ploughed  and  tongued     .     .     .103 
If  glued  joints,  add  .016  to  the  rate. 

Inch  Boarding,  One  Side  planed. 

Ploughed  and  tongued 024 

Glued  joint 03 

Clamped 056 

Mortise-clamped 063 

Laid  with  straight  joint  in  floors 02 

Dado-keyed 044 

Keyed  in  backs  and  elbows 056 

Inch  Boarding,  wrought  on  Both  Sides. 

Ploughed  and  tongued 036 

(Jlued  joints 04 

Gi'oove-claniped  flaps  to  shutters,  in  one  height     .     .     .0.53 

Clamped  flaps  to  shutters,  in  two  heights 071 

Inch  mortise-clamped  outside  shutters 063 

Lodged  doors  with  plain  joint 044 

Ledged  doors,  ploughed,  tongued,  and  beaded  .     ,     .     .056 

Preparing  Flooring  Boards. 

To  be  gauged  to  a  width,  and  rebated  to  a  thickness  not  more 

than  nine  inches  wide. 

Rate  for 
Inch  Deal  each  board. 

Ten  feet  long 063 

Twelve  feet  long 075 

Fourteen  feet  long 087 


RntP  for 
IJ  Inch.  each  board. 

Ten  feet 071 

Twelve  feet 083 

Fourteen  feet 1 

,  Battens  1}  inch. 

Ten  feet 044 

Twelve  feet 056 

Fourteen  feet 075 

Rate  per  ft. 

Mocldings.  super,  from 

the  beiicti. 

Double-fiiced  architraves Ill 

Base  or  surbase 127 

Above  four  inches  girt,  stuck  by  hand 127 

If  a  collection  of  mouldings  have  luorethan  two  quirks, 
add  .016  for  each. 

Running  Articles.  Per  foot 

lineal 

Beads  and  fillets .004 

Bead  or  ogee  capping 016 

Inch  ogee 016 

Inch  quirked  ogee  or  ovolo  and  bead 023 

Square  angle-staft'  rebated 028 

Angle-staff  rebated  and  beaded 048 

Single  cornice  or  architrave 048 

Small  reeds,  in  reeded  mouldings  stuck  by  hand,  to 

half  an  inch 004 

Reeds  above  half  an  inch,  stuck  by  hand,  including 

grooved  space 008 

Grooves  in  ornamental  work 004 

Narrow  ground  to  skirting Oil 

Narrow  ground  to  skirting,  rebated  or  grooved     .     .     .010 

Narrow  grounds  framed  to  chimneys 032 

Double-beaded  chair-rail 023 

Plugging  included  in  the  above  rates. 

Such  of  the  above  running  articles  as  are  circular  on 

the  plan,  must  be  rated  at  double  the  straight. 

Legs,  rails,  and  nmners  to  dressers 055 

Rule-joints  to  shutters 063  ' 

Inch  and  Inch-and-quarter  Framed  Grounds  to  Doors. 

Rate  per  run 
from  the  bench. 

Both  edges  square 028 

One  edge  square,  and  the  other  rebated  and  beaded  .     .032 
Rebated  on  one  edge,  and  both  edges  beaded   .     .     .     .036 
If  framed  to  a  circular  plan  with  a  flat  sweep,  the  head 
to  be  three  times  the  straight,  but  the  less  the  radius 
the  greater  the  price. 

Stairs. 

1:1^  inch  nailed  Steps  with  Carriages.       Rate  per  ft. 

super  fixed. 

Fivers 08 

winders Ill 

Flyers  moulded  and  glued  with  close  string-board     .     .103 
Winders  moulded  and  glued  with  close  string-board  .     .135 

Moulded  planceer  under  steps 04 

Housings  to  flyers,  .127  each. 

Housings  to  winders,  .2  e.^eh. 

Common  cut  brackets  to  flyers,  .143  each. 

Common  cut  brackets  to  windoj's,  .286  each. 

All  fancy  brackets  to  be  paid  for  at  per  value. 


Hand-Rail. 
2  inches  deep  by  2J-  inches  broad 


Rate  per  ft. 
run  fixed. 


Deal  moulded Ill 

Deal  moulded  and  ramped .495 

Deal  moulded,  level  circular 413 

Deal  moulded  wreathed '  .     .   1.2 

Mahogany  moulded  straight 263 

ilahogarjy  moulded  ramped 831 

Mahogany  moulded  swan-neck 927 

Mahogany  moulded,  level  circular 1.08 

Mahogany  moulded  wrcatli,  from  12  inches  and  above  1.6 
Mahogany  moulded  wreath,  under  12  inches  .  .  .1.8 
Mahogany  moulded  wreath,  not  less  than  12  inches 

opening 2.8 

Mahogany  moulded  wreath,  under  12  inches  opening  .  3.4 
Mahogany  moulded  cap,  wrought  by  hand,  .495  each. 
Mahogany  moulded  cap,  turned  and  mitred,  .4  each. 
Mahogany  scroll,  1.8  each. 

Making  and  fixing  each  joint  with  joint  screw,     .231. 
Making  model,  and  fixing  iron  balusters,  each,  2.095. 
^Making  model,  and  fixing  iron  columns  to  cuitail,  each,  2.142. 
Preparing  and  fixing  deal  bar  balusters,  each,       .04. 
Preparing  and  fixing  deal  bar  l)alusters  dovetailed  to  steps,  .056. 
p]xtra  sinking  to  rail,  for  iron  rail  or  balusters  .     .     .     .032 

Extra  sinking  in  ramp  or  wreath 1 

Every  half  rail  to  be  measured  two-thirds  of  a  whole. 
All  rails  to  be  measured  three  inches  beyond  the  spring- 
ing of  every  wreath  or  circular  part. 
All  cylinders  used  in  rails  glued  up  in  thicknesses,  to  be 
paid  for  extra. 

Articles  rated  at  so  much  each. 

tails  of  stairs  and  preparing 
mould. 
Fixing    iron    balusters,    and 


Clamp  mitres. 

Cuttings  to  standards. 

Housings  in  general. 

Housings  to  steps. 

Housings  to  mouldings. 

Each  scribe  of  skirtings  to 
nosings  of  steps. 

Elbow  cappings. 

Curtail  step. 

Returned  moulded  nosings  to 
steps. 

Caps  to  hand-rails. 

Scroll  of  hand-rails. 

Making  and  fixing  joints 
of  hand-rails  with  joint- 
screws. 

Fixing   iron  columns  in   cur- 


deal 


n-on 

preparing  mould. 
Preparing    and     fixing 

balusters. 
Bi'ackets  to  stairs. 
Mitres  of  pilasters  according 

to  their  size. 
Headings  of  flutes  and  reeds. 
Hopper-heads  to  water-trunks. 
Shoe  to  water-trunks. 
Mouliled    weather     caps     to 

water-trunks. 
.Joints  to  water-trunks. 
Preparing  flooring-boards. 
Preparing  battens  for  floors. 
Listing  boards. 


Articles  rated  at  per  foot  lineal. 


Sinking  to  shelves. 

All  raised  panels  on  the  ex- 
tremity of  the  raising  to  be 
charged  extra. 

^[oulded  raisings  of  panels. 

Coping  to  wainscoting. 

Level  circular  string  boards 
to  stairs. 

Hand-rails. 

Newels  to  stairs. 

^[u\ilded  planceer  in  stairs. 

Sulking  to  rail  for  iron  rail  or 
l)alusters. 

Pila-sters  under  4  inches  wide. 


Boxings  to  windows. 
Water-trunks. 
Skeleton  grounds. 
Fluiings  to  columns. 
Beads  or  fillets. 
Bead  or  ogee  capping. 
Square  anglc-statf  rebated. 
Beaded  angle-stalf  rebated. 
Inch  common  ogee. 
Inch  quirk  ogee. 
Ovolo  and  bead. 
Astiagals  on  doors. 
Reeds  on  doors. 
Reeds  on  shutters. 


Articles  rated  at  per  foot  lineal. 


Single  cornice. 
Single-faced  architrave. 
Ornamental  grooving. 
Narrow  ground  for  skirting. 
Narrow  grounds  for  chimney  s. 


Legs,  rails,  and    runners   of 

dressers. 
Rule-joints. 
Framed  grounds. 
Skeleton  grounds. 


Articles  rated  at  j^er  foot  super. 


Planing,  ploughing,  tonguing, 

beading,  gluing,  and  clamp- 
ing deals. 

Skirtings. 

Sash-frames. 

Sashes. 

Sashes  and  sash-fi'ames. 

Sky-lights. 

Framed  back  linings. 

Back  elbows  and  soffits. 

Shutters. 


Door  linings. 
Doors. 
Wainscoting. 
Partitions. 
Dado. 

Steps  to  stairs,  including  car- 
riages. 
Cradling. 

Double-faced  architraves. 
Mouldings  wrought  by  hand. 
Shafts  of  columns. 


Articles  done  by  the  square. 
Laying  floors.  | 

Articles  at  per  value. 
Belection  mouldings.  |  All  fancy-works. 

The  English  writers  who  have  treated  upon  joinery,  are, 
Moxon,  in  his  Mechanical  Exercises,  second  edition,  printed 
1693;  Halfpenny,  in  his  Art  of  Sound  Buildin//,  small 
folio,  1725  ;  Oakley,  in  his  Magazine  of  Architecture,  folio, 
1730  ;  Price,  in  his  British  Carpenter,  quarto,  1735 ;  Hopjius, 
in  his  Builders'  Bepository,  quarto,  1738  ;  Batty  Langlcy,  in 
his  Builders'  Complete  Assistant,  royal  octavo,  1738;  Salmon, 
in  his  London  Art  of  Buildinr/,  third  edition,  small  quarto, 
1748;  Mr.  Abraham  Swan,  in  his  Architect,  folio,  1750; 
Pain,  in  almost  every  one  of  his  works,  particularly  in  The 
Carpenters'  and  Joiners'  Repository,  The  British  Patadio, 
The  Practical  Builder,  and  in  Tlte  Practical  House  Car-. 
2>ei>ter;  and  the  author  of  the  Architectural  Dictionary,  in 
The  New  Carpenters'  Guide,  published  in  quarto,  1792; 
in  The  Carpenters'  and  Joiners'  Assistant,  quarto,  1792;  in 
Rees's  Cyclopaedia ;  and  in  the  Mechanical  Ejccrcises, 
octavo,  1812. 

From  these  authors  we  shall  here  collect  such  extracts  as 
relate  to  mechanical  principles,  or  to  geometrical  construc- 
tion, in  the  order  of  the  above  list. 

Moxon  treats  the  subject  merely  as  a  manual  art.  The 
following  is  extracted  from  Halfpenny's  Art  of  Sound  Build- 
ing :  he  Kcoms  to  have  been  the  first  writer  who  considered 
joinery  in  a  geometrical  point  of  view ;  his  knowledge,  how- 
ever, is  entirely  confined  to  hand-railing. 

"  To  find  the  rakint)  arch,  or  mould,  for  the  hand-rail  to 
a  circular  pair  of  stairs,  in  such  a  manner  that  it  shall  stand 
perpendicularly  over  its  base,  or  arch  of  the  well-hole. 

Figure  05. — "First  describe  a  circle  equal  to  the  breadth 
of  the  well-hole,  whose  diameter  is  u  w ;  as  also  another 
from  the  same  centre,  whose  diameter  is  a  o,  to  represent  the 
plan  of  the  rail ;  and  divide  the  circumference  of  the  great.ir 
circle  into  the  same  number  of  equal  parts  as  you  would 
have  steps  once  round  the  circle. 

"  This  being  done,  take  the  back,  or  rake,  of  the  bracket, 
equal  to  c  f,  in  your  compasses,  and  setting  one  foot  in  a,  with 
the  other  strike  the  arch  h :  also  take  the  height  of  one  step, 
as  a  c.  Figure  96,  and  setting  one  foot  in  b,  with  the  other 
strike  the  arch  i ;  and  when  this  is  done,  take  the  distance 
from  a  to  h  m  your  compasses,  and  setting  one  foot  in  A,  with 
the  other  strike  the  arch  k,  and  take  the  height  of  two  steps, 
and  with  one  foot  in  c,  draw  the  arch  I,  to  intersect  the  arch  k, 
and  so  on. 
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"The  intersecting  points  of  the  arches  h  i,  and  k  I,  and  n  o, 
and  r  s,  and  t  »,  are  all  at  tlie  same  distance  from  one  another, 
and  the  lines  b  h,  c  k;  d  n,  e  p,  f  r,  and  o  t,  being  the  risings 
or  heights  of  the  steps,  in  Figure  9G,  b  h  being  the  height  of 
one  step,  c  k  of  two,  D  n  of  three,  E  p  oi  four,  F  r  of  five,  and 
G  t  of  six.  Now,  if  these  lines  are  raised  up  perpendicular 
on  the  circle  a  d  g,  it  is  evident  that  the  point  of  intersection 
of  the  arches  h  and  i,  will  stand  perpendicularly  over  the 
point  B  ;  of  the  arches  k,  I,  over  c  ;  of  the  arches  h  and  o, 
over  D  ;  of  the  arches  p,  g,  over  e  ;  of  the  arches  r  and  s,  over 
F ;  and  of  the  arches  t  and  «,  over  g.  Now,  if  nails  be  struck 
into  the  intersecting  points  of  the  s:iid  arches,  and  a  thin 
rule  be  bent  round  them,  you  may  describe  the  arch, 
A  h  k  n  p  r  t,  by  the  edge  thereof,  being  the  mould  to  strike 
the  arch  of  the  rail  with. 

"  The  arch  or  mould  of  the  rail  being  found,  as  above,  how 
to  prepare  the  stuff  of  which  the  rail  is  to  be  made,  and  work 
the  twist  thereof  without  setting  it  up  in  its  due  position." 

Figure  97.  "First  strike  two  circles,  whose  diameters  are 
equal  to  u  w  and  a  g,  in  Figure  95,  and  next  consider  into 
how  many  pieces  you  glue  the  rail,  which  in  the  semicircle 
let  be  six,  as  in  the  example. 

"Now  divide  the  semicircle  into  six  equal  parts,  as  e  f, 
F  M,  M  s,  s  L,  L  D,  and  D  K  ;  from  each  of  these  points  of  divi- 
sion, draw  lines  to  the  centre  a,  as  a  e,  a  f,  a  m,  a  s,  a  l,  a  d, 
and  a  k.  Then  fiom  f  raise  f  g  perpendicular  to  a  f,  and 
equal  to  the  height  of  one  step.  Also,  at  the  point  m,  raise 
M  N  perpendicular  to  a  m,  equal  to  the  height  of  two  steps; 
and  in  like  manner  at  the  points  s,  l,  d,  and  r,  raise  the  per- 
pendiculars s  t,  L  T,  D  E,  and  r  l,  respectively  equal  in  length 
to  the  height  of  three,  four,  five,  and  six  steps.  Then  draw 
i  line  from  g  to  r,  parallel  and  equal  to  a  f;  as  also  another 
from  N  to  ;/,  parallel  and  equal  to  a  ii ;  another  fiom  t  to  w, 
parallel  and  equal  to  s  a  ;  another  from  y  to  n,  parallel  and 
equ:d  to  I,  a;  another  from  e  to  h,  parallel  and  equal  to  d  a; 
and  another  from  l  to  p,  parallel  and  equal  to  k  a.  From 
the  point  a  draw  the  line  a  b,  perpendicular  to  a  e,  and  equal 
to  the  height  of  one  step ;  also  at  the  points  r  y,  w,  b,  h,  p, 
draw  the  lines  r  l,  v  z,  w  x,  b  c,  h  i,  p  o,  all  equal  to  the 
height  of  one  step,  and  respectively  perpendicular  to  r  g,  y  n, 
T  w,  Y  B,  E  H,  I,  p,  and  draw  the  hypothenuse  e  b,  l  g,  z  n, 

T  X,  Y  C,  E  I,  L  O. 

"  This  being  done,  set  off  the  width  of  the  rail  from  e  to  d, 
o  to  i,  N  to  o,  T  to  !/,  Y  to  a,  E  to  F,  and  L  to  m  ;  and  set  the 
stem  of  a  square  on  the  line  e  b,  till  the  blade  touches  the 
point  d,  and  draw  the  line  c  d.  Moreover,  set  a  square  on 
the  line  G  L,  and  where  it  cuts  the  line  r  g,  as  in  the  point  i, 
draw  the  line  h  i;  and  in  like  manner  draw  the  lines  p  o, 
V  m,  za,  g  F,  and  n  m.  Then  the  angles  e  c?  c,  g  i  A,  n  jo  o,  &c. 
and  the  rest  of  the  little  black  spaces,  as  you  see  in  the  Figure, 
do  represent  the  twisting  of  each  piece,  and  what  must  be 
taken  off  from  the  back  at  the  lower  end,  to  make  the  twist 
of  the  rails.  The  lines  being  drawn,  you  are  next  to  con- 
sider after  what  manner  they  are  to  be  applied  in  the  working 
of  the  rail. 

"  Take  the  piece  of  timber,  of  which  you  design  to  make  the 
first  length,  which  is  represented  in  Figure  98,  and  plane  one 
side  thereof  straight,  and  cut  it  to  its  bevels  a  c,  b  d,  answer- 
ing to  D  R  A  and  R  D  A,  Figure  97,  and  both  ends  thereof 
being  also  cut  to  the  raking-joint  of  the  rail,  proceed  thus: 
Take  that  part  of  the  raking-arch  in  Figure  95,  which  an- 
swers to  the  first  length  of  the  rail,  as  a  h  in  the  arch  a  u, 
and  lay  it  on  the  upper  side  of  Figure  98,  from  /  to  /(,  and 
strike  the  arch  I  h,  then  take  e  c,  equal  to  g  h,  or  up,  in 
Figure  97,  and  set  it  on  the  line  b  d  from  h  to  m,  Figure  98, 
and  strike  a  square  stroke  at  pleasure  from  m  to  17  ;  also  take 
d  equal  to  h  i,  or  p  0,  &c..  Figure  97,  and  set  it  on  the  line 


from  m  to  g,  and  draw  the  line  h  g,  which  represents  the 
back  of  the  rail  when  it  is  worked,  and  is  equal  to  e  rf,  or  g  i 
or  N  o,  &c..  Figure  97.  This  being  done,  represent  the  lower 
end  of  the  rail  h  g  k  i  at  right  angles  to  h  g  ;  as  also  the  upper 
end  Icon  at  right  angles  to  I  c,  and  baste  out  the  inward  aich 
c  m  square  from  the  upper  side  abed,  as  m  g  ;  and  take  a 
thin  lath,  and  bend  it  close  to  the  side  thereof,  from  e  to  g, 
whereon  strike  a  line  along  the  edge  of  the  lath,  and  so  the 
lines  /  h  and  c  g  are  your  guides  in  backing  the  rail  ;  which, 
when  done,  turn  the  piece  upside-down,  and  with  the  mould 
strike  an  arch  equal  to  Ih,  from  a  to  k,  and  baste  out  the  side 
to  the  lines  I  h  and  o  k ;  then  you  have  one  side  and  the  back 
squared,  which  is  the  greatest  difficulty  in  the  formation  of  a 
twisted  rail,  because  the  two  other  sides  are  found  by  gauging 
from  them. 

"  Note. — If  the  triangles  in  Figure  97,  and  lines  whereon 
they  stand,  be  supposed  to  be  raised  up  perpendicularly,  then 
will  the  lines  a  b,  r  l,  y  z,  w  x,  b  c,  h  i,  and  p  o,  join  to 
each  other,  and  produce  one  line  perpendicularly  over  a, 
equal  to  seven  risings  or  heights  of  the  steps.  But  in  work- 
ing a  rail  of  this  kind,  you  have  need  of  but  one  triangle, 
A  B  c  E  rf,  because  they  are  all  equal,  and  of  but  one  elTcct  in 
working,  they  being  drawn  only  to  satisfy  the  curious  in  the 
nature  of  the  thing." 

He  finds  the  moulds  for  elliptical  staircases  in  a  similar 
maimer,  viz.,  by  finding  an  arch  line  divided  into  equal  parts, 
so  that  each  of  diem  may  be  equal  to  the  hypothenuse  of  the 
pitch-board,  and  the  di.stauce  of  the  points  of  division  in  suc- 
cession respectively  equal  to  the  heights  of  the  steps :  this 
principle  is  to  be  undeistood  in  all  staircases  where  the  steps 
are  equally  divided  at  the  «  ell-hole,  whatever  be  the  form  of 
the  plan:  but  in  elliptic  staircases  the  degree  of  twist  is 
diflerent,  and  therefore  requires  a  pitch-board  to  be  made  for 
every  portion. 

It  is  hardly  possible  to  conceive  any  method  so  distant 
from  principle  as  what  is  here  shown  :  the  squaring  of  the 
wreath  is  altogether  guessed  at,  not  to  mention  the  great 
disadvantage  in  making  the  rail  in  so  many  pieces.  If  the 
rail  were  really  executed,  the  above  method  would  then  be  a 
property ;  but  the  moulds  never  can  be  obtained  from  any 
construction  in  piano  upon  the  same  consideration.  It  is 
rather  astonishing  that  any  attempt  should  be  made  at  demon 
stration,  for  the  support  of  a  method  so  entirely  destitute  of 
principle  as  the  above. 

"  How  to  form  the  arch  or  mould  to  the  hand-rail  of  a  pair 
of  stairs  tliat  sweeps  two  steps,  so  as  to  stand  perpendicularly 
over  its  ground,  and  the  manner  of  squaring  the  same,  with- 
out setting  it  up  in  its  position. 

"First:  draw  Figure  99,  to  represent  the  ground-work  of 
the  rail,  whose  arch,  g  c,  consists  of  two  diflerent  arches,  one 
whereof  is  a  quarter  of  a  circle,  the  other  a  quarter  of  an 
oval.  A  B  (equal  to  A  o,  equal  to  c  d,  equal  to  b  d)  is  equal 
to  one-third  of  a  step :  and  n  is  the  centre  to  the  arch  c  b  ; 
also,  B  F  is  equal  to  two-thirds  of  a  step,  and  f  g  is  equal  to 
one  step  and  two-thirds ;  by  means  of  which,  and  b  f,  is  the 
arch  G  B  described,  g  e  represents  the  straight  part  of  the 
rail  to  one  step,  and  the  arch  h  d  is  drawn  by  gauging  from 
the  arch  gc;  that  is,  it  is  drawn  parallel  to  it,  and  the 
straight  part  i  h  is  found  by  gauging  from  k  g,  or  is  drawn 
parallel  to  it. 

Figure  100,  "shows  the  manner  of  drawing  the  rake  or 
arch  of  the  rail,  which  is  done  thus :  draw  i  l  equal  to  g  k 
of  Figure  99,  and  represent  the  tread  of  the  steps  as  before, 
by  pricked  lines.  Then  divide  that  part  of  the  ground-work 
of  the  rail  which  belongs  to  each  step  into  any  number  of 
equal  parts,  as  a  f  into  five,  and  f  k  into  four.  This  being 
done,  draw  a  b,  bo,  c  d,  in  Figure  101,  to  represent  tha 


rising  and  tread  of  the  steps,  and  continue  out  the  line  c  b  at 
pUvasure,  towards  t,  in  which  set  the  five  divisions  on  the 
ground  of  the  rail  to  the  first  step  p  E,  of  Fiijure  100,  being 
equal  to  c  i  of  Figure  101 ;  also,  e  d  equal  to  ik,oc  to  k  I, 
c  B  to  ^  «,  and  B  A  to  M  T.  Then  will  the  line  c  t,  in  Figure 
101,  be  equal  to  the  arch  a  f,  o(  Figure  100;  draw  the  line 
D  t;  then  is  the  triangle  c  d  t  the  bracket  to  the  first  step, 
accordiui;  to  the  sweep  of  the  rail :  and  as  t  o  is  the  length 
of  the  ground  to  the  first  step,  so  is  t  d  the  length  of  the  rail 
answering  to  it.  Then  from  the  points  i,  k,  /,  u,  raise  the 
perpendiculars  i  p,  A-  q,  /  z,  and  %i  s,  to  o  t;  and  take  the  four 
divisions  on  the  second  step,  and  set  them  in  the  line  c  t, 
from  c  to  n,  and  draw  the  line  b  d  ;  and  then  is  b  c  the  length 
of  the  ground  to  the  second  step,  and  b  d  the  length  of  the 
rail  answering  to  it.  Draw  lines  through  these  divisions,  as 
from  F  to  m,  o  to  n,  and  h  to  o,  perpendicular  to  c  b  ;  and 
so  your  perpendiculars  are  found  according  to  the  compass 
brackets  of  each  step,  and  may  be  pieced  thus : — 

"  In  Figure  101,  take  t  s  in  your  compasses,  and  with  that 
distance,  setting  one  foot  in  a,  in  Figure  100,  strike  the  arch 
VI ;  and  take  s  u  between  your  compasses,  and  with  one  foot 
in  b  strike  another  arch  to  intersect  the  arch  7n.  Again : 
take  s  z  or  s  T  in  your  compasses,  and  with  one  foot  in  the 
intersection  of  the  arch  m  and  this  latter  arch,  describe  the 
arch  n  ;  and  take  /  z  in  your  compasses,  and  with  one  foot  in 
c  describe  an  arch  to  intersect  the  arch  n  ;  and  thus  proceed 
on,  so  that  z  q  be  equal  to  »  o,  q  p  to  o  ;;,  p  v  lo  p  g,  q  z  to 
B  o,  z  s  to  o  ti,  s  t  to  n  m,  and  t  u  to  m  d  ;  as  also  A'  q  to  d  o, 

t  P  to  E  />,  C  D  to  9  F,  H  O  to  O  ?,  G  ?t  to  H  S,  P  TO  to  I  <,  E  D  to 

K  II,  L  w  to  three  times  a  b.  The  points  »,  o,  p,  q,  r,  s,  t,  u, 
V,  IV,  being  found  by  the  intersection  of  arches,  as  above, 
stick  a  nail  into  each  point,  and  bend  a  thin  rule  about  the 
nails,  till  it  touches  them  all,  then  with  a  pencil  describe  an 
art'h  round  the  edge  thereof,  which  will  be  the  arch  a  w, 
being  that  of  the  rail  to  woik  by. 

"  Figure  102  shows  the  manner  of  squaring  the  rail,  which 
is  thus :  first,  describe  a  f,  the  square,  or  ground  of  the  rail, 
being  the  same  as  that  of  Figure  99,  and  find  the  centres  to 
answer  to  the  different  arches  of  the  ground;  from  whence 
draw  pricked  lines  to  the  places  where  you  design  to  join  the 
rail,  as  from  o  to  b,  from  a  to  c,  from  n  to  e,  and  from  ii  to  d. 
Because  the  first  step  is  to  be  joined  in  three  equal  pieces, 
you  must  take  one-third  of  the  rising  or  height  of  the  step, 
and  set  it  from  b  to  i,  perpendicular  to  b  g,  and  draw  the 
line  M  I,  parallel  and  equal  to  o  b.  Now,  from  m  to  ii  draw 
a  perpendicular  to  m  i,  to  rise  so  much  as  the  rail  rakes  over, 
which  is  one-third  of  the  rising  or  height  of  the  step,  because 
that  part  of  the  rail  is  one-third  of  the  length  on  the  first 
step;  and  draw  the  line  I  n,  by  which  means  we  shall  have 
the  fn-st  triangle  i  M  n.  Then  from  the  point  o,  draw  c  q 
perpendicular  to  g  c,  and  equal  to  two-thirds  of  the  height 
of  one  step  ;  and  draw  the  line  q  z  equal  and  parallel  to  c  o ; 
and  ficjm  z  raise  a  perpendicular,  z  s,  to  z  q,  equal  to  one- 
tliird  of  the  height  of  one  step,  and  draw  the  line  q  s,  and 
you  will  have  a  second  triangle.  Again,  from  (/draw  </ t 
perpendicular  to  H  d,  and  equal  to  the  height  of  one  step,  and 
draw  the  line  t  w  equal  and  parallel  to  h  d;  and  from  w 
erect  the  line  w  x  perpendicular  to  w  t,  and  equal  to  the 
height  of  one  step,  because  that  part  of  the  rail  over  the 
second  step  will  be  one  piece,  therefore  the  triangle  must 
rise  one  height  of  the  step;  and  draw  the  line  t  x,  and  so 
you  will  have  a  third  triangle,  w  x  t.  'lliis  being  done, 
from  I  in  the  line  i  m,  set  oil"  i  k,  equal  to  the  width  of  the 
rail ;  also  set  oft"  the  same  from  q  to  o,  and  t  to  u,  and  setting 
the  stem  of  a  square  on  the  hy|)othenusal  line,  so  that  the 
blade  thereof  touches  the  point  k,  draw  the  line  k  I ;  and  in 
like  manner  draw  the  lines  p  o,  u  v;  and  then  the  little 


triangles  i  k  I,  q  o  p,  t  u  v,  do  represent  w  hat  must  be  taken 
ofi"  from  the  lower  end  of  each  piece,  to  bring  the  rail  to  its 
true  twist." 

The  form  of  the  scroll  is  only  a  subject  of  fancy,  but  what 
has  been  quoted  from  this  author,  will  show  the  difference  of 
taste  between  the  time  when  such  were  in  use,  and  those 
of  the  present  day.  No  elegant  geometrical  forms  seem 
then  to  have  been  employed.  As  to  the  construction  of  the 
raking-mould  for  the  scroll,  it  is  done  in  a  similar  manner 
to  the  twist  of  the  rail,  before  shovm,  and  therefore  equally 
destitute  of  principle. 

Mr.  Edward  Oakley,  in  his  Magazine  of  Architecture,  has 
copied  Halfpenny's  descriptions  and  diagrams;  to  which  we 
refer  the  reader. 

.  The  next  work  under  review  is  The  British  Carpenter, 
by  Francis  Price.  The  article  Joinery  is  almost  confined  to 
hand-railing,  as  in  the  preceding  authors.  Mr.  Price  pro- 
ceeds as  follows : 

"  To  find  the  proper  kneeling  and  ramp  of  raih. — In 
Figure  103  is  represented  a  short  flight  of  four  steps,  and 
part  of  a  half  pace,  on  which  are  shown  two  balusters  on  a 
step ;  a  5  is  the  rise  or  height  of  one  step,  and  6  c  is  the 
newel,  generally  two  feet  four  inches  and  a  half  high,  and 
sometimes  two  feet  six  inches  high,  &c.,  and  c  d  is  the  thick- 
ness of  the  rail;  the  kneeling,  o,  is  in  the  middle  of  the  first 
baluster ;  from  e  to  /  is  also  the  height  of  the  first  step  on 
the  half-pace;  and  fg  the  height  of  the  newel,  agreeable  to 
that  ofi  c  ;  and  g  h\s  the  thickness  of  the  rail ;  from  A  to  t 
is  generally  the  same  as  from  o  to  c,  which  line,  A  j,  continue 
at  pleasure;  for  on  it  is  the  centre  for  the  ramp.  With 
your  compasses  find  the  centre,  k,  which  touches  the  back  of 
the  rail,  n,  and  the  point  of  the  ramp,  i ;  find  the  point 
of  touch,  n  ;  draw  the  line  k  n  ;  describe  the  ramp,  and  also 
the  turned  part  of  the  balusters,  as  may  be  seen  by  the 
pricked  line. 

"  Over  this  is  represented  the  alteration  that  ought  to  be 
made,  if  you  place  three  balusters  on  a  step  ;  that  is,  that  the 
kneeling  ought  to  come  to  the  back-side  of  the  first  and  last 
balusters,  as  at  p  and  q.  If  it  be  said,  the  method  in 
Figure  103  is  not  fully  expressed ;  to  find  the  height  of  the 
ramp  agreaible  to  the  kneeling,  let  Figure  104  be  the  rail, 
the  bottom  is  continued  as  by  the  pricked  line  appears  at  u 
and  w  ;  take  the  distance,  •«  /,  and  set  fi'oin  w  to  x;  from  x 
set  one  rise,  or  the  height  of  one  step,  as  at  y,  and  that  gives 
the  height  of  the  ramp,  and  is  the  same  as  the  method  in 
Figure  103,  notwithstanding  they  differ  in  appearance. 

"In  Figure  105  is  shown  the  manner  of  fluting  newels  for 
stairs,  and  balusters;  the  newel  having  twelve  flutes,  and 
the  balusters  eight.  If  the  stuff"  be  large,  the  flutes  may 
vary  ;  thus  the  newels  to  have  sixteen  flutes,  the  balusters 
twelve." 

We  cannot  comment  any  farther  on  the  above,  than  that 
it  shows  the  method  of  describing  the  ramp  of  a  rail,  and  the 
difference  of  taste  in  the  age  of  Price,  from  that  now  in  use. 
The  design,  the  quantity  of  work,  and  the  massy  parts,  which 
characterized  that  time,  when  contrasted  with  the  slightness 
and  plainness  of  work  executed  in  the  present  day,  are  really 
astonishing.  Our  hand-rails  are  very  light,  but  very  neat; 
w'hen  ornamental  work  is  used,  it  is  chiefly  confined  to  iron, 
being  rarely  constructed  in  wood. 

"  Whatever  may  appear  difficult  in  this  method  of  forming 
scrolls  proper  for  the  plans  of  twisted  rails,  due  application 
will  make  easy  and  expeditious. 

'•  First,  form  a  scroll  with  chalk,  or  a  pencil,  agreeable  to 
the  bigness  of  the  place  in  which  it  is  to  stand;  next  resolve 
on  the  bigness  of  your  stuff  to  be  used  for  your  rails,  and 
also  your  mouldings  on  the  side  thereof,  as  in  Figure  106 
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Let  d  be  the  centre  of  your  chalked  scroll  in  Figxtre  107  ; 
on  which  descrilje  with  the  projection  of  your  mouldings 
from  Fif/iire  100,  the  small  circle  d ;  take  from  Figure  106, 
half  the  bigness  of  the  stulf,  as  eg,  or  ef,  wiiich  add  to  the 
small  circle,  and  form  the  circle  h  it,  which  is  the  bigness  of 
the  eye  of  the  scroll :  this  done,  take  the  distance  from  ?',  to 
the  inside  of  the  rail,  as  the  su|)posed  chalked  scroll,  which 
suppose  k  ;  with  it,  make  a  dimijiisliing  scale,  by  setting  that 
distance  up,  from  t  to  I ;  draw  the  line  k  I ;  place  one  foot  of 
your  compasses  in  X.-,  describe  the  part  of  a  circle  t  8,  which 
divide  into  eight  equal  parts,  because  here  your  supposed 
clialked  scroll  was  to  come  into  its  eye,  or  block,  at  one 
revolution  of  a  circle.  (Scrolls  may  be  made  to  any  number 
of  revolutions  desired,  by  the  same  rule,  witness  that  above, 
in  Figure  108.) 

'■  Place  one  foot  of  your  compasses  in  d,  describe  the  large 
circle  wllu,  which  always  divide  into  eight  parts,  because 
you  strike  one  eighth  part  of  a  circle  every  time,  till  you  come 
iulo  the  eye,  or  bloL-k,  itii;  from  the  said  divisions  on  the 
large  circle,  draw  lines  through,  for  on  them  your  sections 
meet,  which  form  the  scroll.  It  is  observable  in  drawing 
your  sections,  that  they  do  not  end  in  the  line  drawn  thnnigh 
the  great  circle,  only  the  outside  scroll ;  for  those  of  the 
inside  scroll  end  on  a  line  drawn  to  each  respective  centre. 
I  suppose  A  and  b  to  be  two  steps ;  the  rest,  1  think  cannot 
fail  of  Licing  understood,  by  observing  the  letters  and  figures, 
whicli  show  each  part  distinctly." 

Mr.  Price's  advice,  to  make  a  scroll  first  of  chalk,  is  alto- 
gether ungeomelrical,  and  thercfijre  unworthy  of  notice. 
'ihe  method  of  forming  it  is  of  Italian  invention.  A  similar 
construction  is  used  in  describing  the  Ionic  volute  in  Daviler's 
Ciiurs  d'Arc/iiteclure,  dated  Paris,  1720.  He  ascribes  the 
invention  to  Vignola.  But,  in  our  opinion,  it  is  far  from 
producing  that  agreeable  variation  of  curvature  required. 
The  opening  next  to  the  eye  expands  too  rapidly  towards  the 
extremes.  A  much  more  perfect  method,  and  not  very 
dissimilar  in  construction,  is  that  published  in  the  Joiner's 
Ansinlant,  by  Nicholson.  See  the  Articles  Spiral  and 
Scroll. 

"  In  order  to  make  the  squaring  of  a  twisted-rail  easy,  see 
tlie  plan.  Figure  109,  which  is  the  same  as  that  in  the  fore- 
going Figure  107,  and  find  the  point  of  touch,  b.  From  these 
curves  a  mould  must  be  traced  out,  in  order  to  form  a  sweep, 
which  when  applied  on  the  rake,  is  agreeable  to  this  of 
ab,  cJ,  as  that  of  Figure  110.  (It  is  first  to  be  observed, 
that  you  will  want  wood  extraordinary,  both  on  the  top  of 
the  rail,  as  in  Figure  111,  at  e,  a;  and  also  under  the  same, 
as  g,  li.)  To  find  which,  observe  where  your  sweep  begins, 
in  the  plan  Figure  109,  as  at  o  c  ;  also  observe  that  o  and  n 
is  the  end  of  the  twisted  part.  Therefore,  from  a  to  n,  divide 
into  a  number  of  equal  parts,  so  as  to  transfer  them  on  some 
line,  as  in  112,  from  a  to  n  ;  also  divide  the  inside  of  109, 
as  from  c  to  o,  into  equal  parts,  so  as  to  transfer  them  on 
some  line,  as  in  113,  fom  c  to  o;  take  the  distance  e  a, 
in  109  ;  apply  it  to  the  pitch-board,  as  from  g  to  e  ;  take  the 
pitch-boaid,  114,  with  its  place  e  to  c,  in  113;  draw  the  line 
dg,  and  make  the  point  s  ;  divide  from  d  to  s  into  eight  equal 
parts,  also  from  dtoo  into  the  same  number ;  draw  the  lines, 
which  form  a  sweep,  whose  use  shall  be  hereafter  shown. 

"Likewise  take  the  pitch-board  114,  and  apply  e  to  a, 
in  112;  draw  the  line  ep,  and  make  the  point  r;  from  e  to  r 
divide  into  eight  equal  parts;  also  from  e  to  n  do  likewise; 
draw  straight  lines  from  each  division;  that  curve  shows 
how  much  wood  is  wanting  on  the  Ijack  of  the  rail,  as  b  I, 
which  describe  in  111,  from  e  to  a  ;  and  there  describe  the 
bigness  of  the  rail;  which  shows  how  much  wood  is  want- 
ing, as  may  be  observed  by  what  was  said  above.  The  other 
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part  of  the  twist  is  cut  out  of  a  parallel  piece,  as  115  ;  which 
thickness  e.xtraordinary  is  shown  in  111,  at  e  a. 

"To  square  the  twisted  part  of  the  rail,  having  so  much 
wood  extraordinary  on  the  lop  and  bottom,  observe  in  109, 
from  a  to  e,  and  from  c  to  f,  must  be  traced  as  was  above 
mentioned.  Take  a  e  in  109,  apply  it  to  the  pitch-board  114.  it 
shows  g  i,  which  length  place  in  110,  from  /•  to  i ;  also,  take 
from  109  the  distance  b  d,  apply  it  to  the  pitch-board  114,  it 
shows  g  m,  which  length  place  in  110,  from  I  to  m.  Tins 
done,  trace  out  the  raking-mould  110,  agreeable  to  the  plan 
109,  which,  by  inspection  and  a  little  practice,  will  become 
easy,  and  without  which  nothing  is  known  truly.  I  say,  the 
wood  extraordinary  being  accounted  for  in  111  both  on  the 
top  and  the  bottom  of  the  rail,  observe  to  place  your  stroke/ 
in  its  true  place,  that  is,  at  the  beginning  of  the  twisted  part ; 
take  the  raking-mould  110,  set  i  to/  in  111 ;  there  strike  it 
by  ;  with  the  angle  of  your  pitch-board  describe  the  pricked 
line  /,  by  the  side  of  the  rail ;  then  apply  the  mould  110  to 
the  bottom  ;  set  i  to  this  pricked  line,  and  there  describe  by 
it,  with  your  pencil.  Lastly,  cut  that  wood  away;  also,  cut 
the  remaining  part  of  the  scroll  out  of  the  block;  as  115; 
then  glue  these  together,  and  bend  both  moulds,  112  and 
113,  round  the  rail  ;  strike  them  by  that,  and  cut  the  wood 
away  ;  so  will  the  back  of  your  rail  be  exactly  square,  and 
fit  to  work." 

This  method  of  squaring  the  twist  of  the  scroll  is  correct; 
the  principle  is  that  of  the  section  of  a  curved  prism  at  right 
angles  to  a  given  plane,  and  amounts  to  no  more  than  tracing 
a  common  angle-bracket.  The  construction,  however,  re- 
quires a  very  considerable  addition  to  the  thickness  of  stuff; 
and  even  this  thickness  will  be  vaiiable,  according  to  the 
place  of  the  pitch-board.  This  method,  though  much 
superior  to  that  of  Halfpenny,  is  not  to  be  compared  with 
that  of  springing  the  plank,  introduced  by  Mr.  Nicholson. 

Mr.  Price  says,  that  his  method  will  apply  to  any  twist 
or  wreath  whatever:  we  grant  that  it  will;  but  then  the 
stuff  would  require  to  be  from  4  to  8  inches  in  thickness,  and 
sometimes  more.  In  drawing  the  section  upon  the  plank,  in 
order  to  be  cut  out,  the  shank  of  the  mould  is  always  applied 
parallel  to  the  arrises  ;  this  application  occasions  also  a  great 
waste  in  the  breadth  as  well  as  in  the  thickness.  In  the 
construction  of  the  face-mould  of  the  scroll,  he  employs  the 
pitch-board  of  the  flyers.  He  gives  no  example  of  forming 
a  wreath  over  winders;  but  if  the  same  principle  is  to  be 
applied,  recourse  must  be  had  to  a  development  of  the  steps. 
It  is  unnecessary  to  make  any  farther  observations,  as  the 
author  of  the  Architectural  Dictionary,  Mr.  Nicholson,  has 
placed  these  and  his  own  before  his  readers,  in  order  to  com- 
pare and  point  out  the  specific  differences  of  each,  by  proper 
diagrams,  at  the  end  of  this  article. 

"  You  are  always  to  observe  this  general  rule,  viz.,  to 
conceive  each  respective  paragraph,  as  it  occurs,  before  you 
begin  another ;  the  neglect  of  which  appears  by  some  w  ho 
cannot  conceive  the  particulars  of  the  foregoing  Figure, 
although  I  had  put  it  in  so  clear  a  light. 

"I  have  here  described  three  distinct  methods  of  squaring 
the  twisted  part  of  a  rail,  which  may  be  known,  and  the  rail 
squared,  with  more  ease  than  in  the  foregoing  Figure.  But 
when  done,  they  will  not  have  that  agreeable  turn  in  their 
twisted  part  as  they  woidd  have,  if  done  by  the  foregoing 
unerring  rule,  as  may  more  clearly  appear  by  the  following 
explanation  : — 

"That  of  Figure  116,  is  the  raking-mould,  taken  from 
Figure  110  (whose  use  and  application  was  therein  clearly 
shown);  that  of  117,  is  the  pitch-board,  taken  from  114; 
which  gives  the  rake  or  declivity  of  the  rail. 

"In  Figure  118  is  shown  how   to  square  a  rail,  without 
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beiidinn;  a  tenijilet  round  the  twrstcd  part  thereof ;  and  which 
is  by  being  guided  by  the  back  ;  first,  describe  the  bigness 
of  the  stull'  to  l)e  used,  as  a  b  h  i,  whicii  shows  how  niueh 
wood  will  be  wanted  at  bottom,  supposing  s  to  be  the  side  of 
the  rail.  And  because  the  grain  of  the  wood  should  be 
agreeable  to  the  falling  of  the  twist,  therefore  consider  how 
many  thicknesses  of  stuff  will  make  the  wood  required  to  cut 
the  twist  out  of;  as  here  three.  Therefore,  as  in  s,  con- 
tinue the  line  a  6;  place  one  foot  of  your  compasses  in  a, 
make  the  section,  or  part  of  a  circle,  c  d  ;  divide  it  into  four 
parts,  as  1.  2,  3,  4,  Ijecause  the  lail  s  must  be  always  reckoned 
as  one  ;  this,  by  inspection,  shows  how  the  grain  of  the  wood 
is  to  be  managed,  as  appears  by  the  shape  of  the  several 
pieces,  1 19,  120,  121,  whicli  are  better,  if  cut  so  by  the  pitch- 
board,  before  glued  together. 

"  In  122  is  siiown  how  to  square  the  twisted  part,  making 
the  bottom  your  guide  ;  the  section  shows  how  much  wood 
is  wanted  on  the  back. 

"In  123  is  shown  how  to  square  the  twisted  part,  making 
a  middle  line  on  the  back  your  guide;  the  section  shows  the 
wood  wanting  on  the  back  and  at  the  bottom. 

"That  of  121  may  be  cut  out  of  a  parallel  piece,  of  the 
thickness  of  (he  intended  rail,  which,  when  it  is  glued  to  the 
twisted  part,  will  want  little  or  no  humouring. 

"  li.B. — There  is  a  nicety  in  working  the  mitre  thereof, 
as  k  I  ni." 

The  above  method  of  forming  the  wreath  by  gluing  dif- 
ferent thicknesses  together  in  parallel  blocks,  perhaps  origi- 
nated with  Pi'ice,  or  might  be  in  use  among  workmen  in  his 
time.  The  process  is  quite  mechanical,  and  what  might 
occur  to  any  well-informed  workman.  And  though  the 
■wreath  might  be  got  out  of  much  less  stuff  than  by  the 
former  principle,  it  is  tedious,  and  much  more  uncertain. 
To  apply  these  properly  would  require  the  workman  to 
understand  the  method  of  orthographical  elevations  ;  and 
though  Mr.  Price  seems  to  have  had  a  notion  of  this,  his 
representations  of  the  wreaths  are  all  drawn  by  guess,  and 
are  therefore  not  to  be  depended  upon.  Another  method  by 
which  this  might  have  been  ascertained,  is  by  a  plan  and 
development  of  the  twist,  where  the  risings  of  the  blocks 
might  have  been  ascertained  according  to  their  several  thick- 
nesses ;  we  shall  show  this  improvement  at  the  end  of  this 
article,  accompanied  with  a  diagram, 

■'  You  are  to  observe,  the  foregoing  Figures  must  be 
well  imderstood  ;  and  then,  in  these  Figures  the  lengths  of 
the  newel  and  balusters  that  stand  under  the  twist  or  scroll 
are  truly  described ;  that  is,  their  lengths  and  bevels  maybe 
known  before  the  rail  be  put  up  in  its  ]ilace  ;  and,  that  it 
may  prove  easy,  observe  the  plan.  Figure  125,  of  the  twist  or 
scroll  is  the  same  as  before,  and  so  are  the  two  steps  p  and  q, 
and  the  pitch. board,  120. 

"  First,  resolve  on  the  bigness  of  your  b.alusters,  as  a,  J,  c, 
d,  e,  f,  and  also  the  newel.  Divide  the  said  balusters  truly  on 
a  line  drawn  in  the  middle  of  the  rail ;  for  then  what  is  wide 
on  one  side  is  narrow  on  the  other.  It  is  for  that  reason  I 
choose  to  divide  them  on  a  middle  line.  Describe  the  plan 
of  the  balusters,  as  p  q,  r  s,  t  u,  n  tv,  x  y,  and  z,  for  there 
your  twisteil  part  ends  ;  from  thence  to  the  eye  is  level. 

"  Observe  where  your  scroll  begins,  as  at  /,  and  on  some 
line,  as  above  in  127,  first  make  a  point  at  /;  then  from 
your  plan  take  the  distances  p  q,  r  s,  (  v,  u  w,  x  y,  and  z, 
which  transfer  as  above,  observing  to  have  regard  to  place 
truly  each  distance  from  /  both  ways,  as  pq.  r  s,  t  v,  u  w,  xy, 
and  r.  Observe  also  to  take  from  the  plan  the  distance  from 
/  to  ?n,  which  apply  to  the  pitch-board  ii,  as  from  h  to  n, 
which  gives  the  length  ho  ;  take  this  pitch  board  and  apply 
it  on  the  line  above,  which,  by  inspection,  the  letters  will 


show  ;  this  gives  the  slope  of  the  rail,  as  A  o  t&.  From  o  to 
/(,  and  froin  h  to  y,  form  the  curve  by  equal  divisions,  and 
drawing  straight  lines,  as  was  before  shown, 

"  Lastly,  having  the  lengths  of  your  fixed  balusters,  asn  i, 
Fiffure  127,  describe  the  steps  s  and  t  with  the  |)itch-board  : 
so  that  by  continuing  perpendicular  lines,  from  the  points  on 
the  line  first  terminated  to  the  said  curve  and  to  the  steps, 
you  have  the  aocinate  lengths  of  the  balusters,  as  a,  b,  c,  d,  e, 
f ;  the  newel  g  being  the  same  length  as  /,  because  at  /  or 
z  the  twisted  part  ends. 

"The  curve  of  the  first,  or  curtail-step,  Figure  125, 
is  formed  by  the  same  rule  as  delivered  for  the  plan  of  the 
rail. 

"  It  may  not  be  amiss  to  observe  particularly  the  point  of 
the  sweep  or  curve's  beginning,  and  being  particular  also  in 
its  application,  by  which  this  and  the  foregoing,  though 
represented  with  but  two  steps,  is  the  same,  in  fact,  as 
though  I  had  described  a  whole  flight  to  show  its  use." 

To  ascertain  the  height  of  the  balusters  is  not  of  very 
great  importance  to  workmen  of  the  present  day.  The 
method  is,  however,  correct  ;  and  though  it  might  be  laid 
down  and  expressed  more  clearly;  it  is  as  eligible  as  any  that 
can  be  applied  to  the  purpose.  Price's  remark  for  taking 
the  middle  line  for  the  division  of  the  balusters  is  judicious, 

"  Zealous  to  promote,"  says  he,  "  what  may  be  useful,  I 
have  made  easy  the  difficulty  of  squaring  a  rail  that  ramps  on 
a  circular  base, 

"  Observe,  Figure  128  is  the  plan  of  a  staircase  ;  and  at 
the  laniling  is  a  quarter-circle  :  to  make  this  easy,  in  129,  is 
three  steps,  described  by  a  larger  scale,  and  the  same  method 
as  shown  in  103,  104.  Likewise,  109  is  the  plan  of  the  rail. 
It  was  shown  in  110,  &c,,  how  to  trace  out  a  mould  on  the 
rake,  agreeable  to  this  plan,  or  indeed  any  other.  A  con- 
siderable thickness  of  wood  more  than  usual  is  required  on 
the  back  of  this  rail,  which  will  appear  more  plainly  by 
inspecting  1 17,  &c.,  as  also  the  method  to  trace  your  moulds 
that  shall  bend  round  the  said  rail.  Let  the  sides  be  squared, 
as  was  shown  in  109,  1 10,  111,  112,  113,  114,  115.  Observe 
here,  in  Figure  129,  the  line  k p  o  ;  take  the  distance  k p,  and 
place  it  on  some  line  at  pleasure,  as  in  130 :  then  divide  the 
outer  circle  in  130  into  a  number  of  equal  parts,  as  into  six, 
as  from  g  to  /',  which  transfer  to  131,  as  g,  1,  2,  3,  4  5,  0,  li. 
The  point  of  the  ramp  may  be  observed  to  fall  within  the 
fifth  division,;  at  «  ;  so  that  bj'  the  intersection  of  straight 
lines  and  equal  divisions,  you  describe  the  sweep  for  the 
ramp  g  b,  which  makes  131,  the  mould,  to  bend  round  the 
outside  of  the  said  rail, 

"  Observe  also  in  130,  from  e  to  /,  divide  it  into  six  equal 
parts,  which  transfer  to  132,  as  from  e  to  /;  and  (observe 
again)  the  ramp  falls  within  the  fifth  division,  as  at  r.  So 
divide  the  distance  from  e  to  g,  and  from  ;;  to  b,  into  equal 
parts,  and  by  drawing  straight  lines,  you  have  the  sweep  A  e. 
From  the  point  b,  to  p,  is  the  thickness  you  want  to  be  added 
extraoidinary  on  the  back  of  the  rail  132,  and  which  is  the 
inner  mould;  so  that  by. bending  both  these  moulds  round 
the  rail,  and  by  drawing  them  with  a  pencil,  and  cutting 
away  the  superfluous  wood,  you  have  an  exact  square  back. 
"  There  seems  no  difliculty  now  left  uninentioned,  to  square 
twisted  rails  in  any  form  whatever. 

"Because  I  have  all  along  strove  to  give  variety,  observe 
133,  in  which  is  shown  a  method  to  have  your  newel  under 
the  twist,  the  same  length  as  the  rest  ;  by  which  means  also 
the  rail  twists  no  farther  than  the  first  quarter,  and  conse- 
quently the  remaining  part  may  be  cut  out  of  a  plank,  of  the 
thickness  of  your  rail,  without  twisting  at  all.  There  seems 
no  explanation  wanting  to  clear  this  point,  but  inspection, 
and  a  good  conception  of  Figures  109,  110,  111,  112,  113, 
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114,  115  :  in  this  of  133,  //is  tlie  thickness  of  wood  extra- 
ordinary wanting  on  tiie  bacK  of  the  rail." 

The  tiK'thcid  which  Mr.  Piice  employs  at  132,  for  ascer 
taining  the  thiclvness  of  stutTby  a  falling-mould,  or  develop 
mcnt  of  the  side  of  the  rail,  is  incorrect;  nor  can  it  be  found 
in  a  determinate  maimer  without  an  orthographical  elevation 
of  the  part  of  the  wreath  to  be  formed.  This  concludes  the 
whole  substance  advanced  by  Price  in  the  article  Joinery, 
anil  siiows  improvement  only  in  its  infancy. 

Mr.  Price  has  also  shown  the  method  of  forming  raking- 
moulilings  for  pediments,  as  follows  : 

"  And  in  consideration  that  no  pediment  can  be  performed 
without  two  kinds  of  cornice,  (except  it  be  knee'd  at  its 
bottom  or  springing,  which  is  reckoned  a  kind  of  defect,) 
therefore  to  give  each  of  the  cymas  such  a  shape,  or  curve, 
as  shall  strictly  agree  in  their  mitre,  do  thus:  Describe  the 
curve  of  the  level  cornice  f,  Fiijure  134,  as  a  J  c,  by  two 
such  portions  of  circles,  as  that  the  centres  for  forming  each 
may  be  on  a  horizontal  or  level  line,  drawn  through  the 
middle  of  the  said  cyma  ;  as  *  *,  c  d  ;  being  the  projecture 
thereof.  Draw  lines  from  the  points  of  the  said  cjMiia,  agree- 
able to  the  slope  of  the  pediment,  which  gives  or  terminates 
the  bigness  of  the  raking  cornice  or  cyma  o  ;  so  that  by 
diawing  a  line  through  the  middle  of  the  said  member,  on  it 
are  the  centres  *  *,  b3-  which  the  curves  e  f  g  are  described  ; 
the  projecture,  h  g,  being  as  before.  In  case  a  break  or 
return  be  made  in  the  pediment,  then  another  kind  of  cyma 
must  be  formed,  which  shall  agree  with  the  two  former,  as  h  ; 
tlie  centres  for  forming  each  curve  being  on  an  horizontal 
line  drawn  through  the  middle  of  the  cvma,  as  before  ;  i  k  I 
is  the  curve,  whose  projecture,  as  before,  is  I  m.  These  three 
kinds  of  cornice  being  thus  formed,  will  agree  with  each 
other,  without  the  trouble  of  tracing.  But  if  the  given  curve 
be  not  described  as  before,  then  observe  the  method  proposed 
in  135  ;  by  which  the  curve  of  any  raking-mould  whatever 
ma)-  be  tj-uly  described.  Admit  the  cornice  given  were  k; 
n  op  being  its  curve,  and/j  q  its  projecture  ;  by  making  points 
on  the  said  curve,  draw  lines  from  them,  agreeable  to  the 
slope  of  the  pediment,, on  which  place  each  respective  pro- 
jecture from  K  to  L,  so  ]s  r  s  I  its  curve,  the  projecture  being 
t  II,  as  before.  And  if  a  break  or  return  be  made,  as  m,  then 
transfer  the  several  projectures  from  k,  observing  that  the 
points  be  on  the  lines  drawn  agreeable  to  the  rake  of  the 
pediment,  so  will  iv  x  g  he  the  curve,  and  y  z  the  projecture, 
as  before  :  which  no  doubt  but  inspection  explains."' 

The  scheme  for  raking-mouldings,  shown  at  134,  is  not  to 
be  depended  upon.  It  is  evident  that  since  the  figure  is  a 
prism,  and  since  the  given  curve  is  composed  of  circles,  the 
curves  required  must  be  composed  of  elliptic  segments, 
unless  the  sections  are  parallel  to  each  other,  which  is  not 
the  case. 

The  second  method,  shown  at  135,  is  perfect,  and  is  the 
first  thing  of  the  kind  that  is  to  be  found  in  any  English 
publication. 

We  come  now  to  the  London  Art  of  Building,  by  William 
Salmon  ;  and  as  it  is  our  province  to  repeat  only  the  inven- 
tions and  improvements  in  joinery,  we  shall  therefore  omit 
what  Mr.  Salmon  has  said  on  the  formation  of  the  scroll  ; 
being,  in  method  and  substance,  the  same  as  that  which  we 
have  detailed  from  Mr.  Price,  who  certainly  gave  the  first 
rational  method  of  squaring  the  twist  fi;r  the  scroll  part  of 
the  rail,  either  from  his  own  invention,  or  from  a  practice 
known  among  workmen.  And  as  Mr.  Price  has  only  shown 
the  formation  of  the  twist  of  a  scroll,  and  of  a  rail  upon  a 
quadrantal  plan  in  a  level  landing,  we  shall  here  detail  the 
application  made  of  the  same  principle  by  Salmon  to  a  wind- 
ing stair,  where  the  treads  of  the  steps  are  all  equally  divided 


around  the  circumference ;  but  first  it  would  be  necessary  to 
notice  the  candid  acknowledgement  which  Mr.  Salmon  has 
made  in  respect  to  the  principle. 

"  1  must  confess,  for  this  method  of  forming  twist  rails, 
I  have  had  my  eye  upon,  and  am  obliged  to,  my  ingenious 
friend,  Mr.  Francis  I'rice,  in  his  Treatise  on  C'arpentrg, 
lately  published  ;  though,  on  comparing  them,  you  will  not 
find  them  alike.  This  method  of  forming  the  raking-mould 
will  serve  for  all  twist  rails  whatsoever,  with  due  application, 
as  shall  be  shown  in  another  example  of  a  staircase,  having 
a  circular  well-hole. 

"  Figure  13G,  is  the  plan  of  a  circular  rail  having  sixteen 
steps  in  the  whole  circumference  ;  but  here  it  is  proposed  to 
find  the  raking-mould  to  a  foutth  part  thereof,  or  four  steps, 
it  being  to  a  sn>all  scale.  The  plan  being  laid  down,  as  acde. 
Figure  130,  divide  the  outer  circle  into  a  number  of  equal 
parts,  so  as  to  transfer  them  on  some  line,  as  a  c,  Figure  137  ; 
and  setting  up  the  rise  of  four  steps,  as  a  b,  gives  the  pitch- 
board,  due  to  them  all.  Then  taking  b  c,  in  Figure  136, 
applied  to  the  pitch-board.  Figure  137,  from  c  to  rf,  it  gives 
e  e,  which  transfer  to  Figure  138,  from  b  to  c.  Also,  from 
Figure  130,  take  a  d,  placed  in  Figure  137,  from  c  to  g, 
gives  cf,  which  transfer  to  Figure  138,  from  a  to  rf  ;  and 
there  tracing,  as  before  taught,  you  will  form  the  raking- 
mould   required." 

In  such  a  staircase  as  the  above,  the  waste  of  stuff  is  great  ; 
but  when  does  it  ever  come  into  practice,  that  the  steps  are 
equally  divided  1  In  every  stair  there  must  be  a  landing  and 
this  would  require  much  thicker  stuff:  Again,  if  the  stair  is 
mixed  with  flyers  and  winders,  the  waste  stuff  would  in  many 
cases  be  enormous,  and  still  more  so,  if  the  joint  were  brought 
over  the  flyers,  in  order  to  secure  the  wreath  and  straight 
parts  more  firmly  by  a  screw,  as  is  the  ease  in  modern  prac- 
tice. The  greater  number  of  stairs  now  in  use,  are  constructed 
upon  this  plan. 

"  Some  able  workmen  have  another  method  of  forming 
this  rail. 

"First,  they  make  a  cylinder,  equal  to  the  whole  well- 
hole,/,  e,  in  Figure  130,  or  part  thereof,  either  solid  (if  the 
well-hole  be  small)  or  (if  large)  by  fastening  boards  together 
upright,  in  the  exact  form  of  the  plan. 

"  Then  they  proceed  to  set  on  the  said  cylinder,  as 
Figure  139,  the  height  and  breadth  of  each  step,  as  a,  b, 
c,  d,  e,  /,  &c.,  and  to  the  extreme  points,  b,  d,  /,  they  bend 
round  several  thin  pieces  of  the  breadth  of  c,  _/j  in  Figure  137, 
and  being  glued,  or  otherwise  fastened  together,  till  they 
make  the  thickness  of  the  rail,  I  say  these  when  taken  oflT 
from  the  cylinder,  will  be  the  rail,  and  exactly  squared  to 
the  right  twist. 

"This  is  a  very  safe  and  sure  method,  though  not  very 
frequently  made  use  of. 

"  Either  of  these  ways  will  serve,  should  the  well-hole  be 
an  ellipsis,  or  any  other  figure  for  its  plan." 

The  first  idea  of  gluing  a  rail  in  thicknesses  is  here  shown, 
but  the  description,  and  the  figures  accompanying  it,  are  very 
imperfect ;  nor  will  the  rail  come  oft' squared,  as  Mr.  Salmon 
asserts,  without  the  veneers  are  all  diflerent  in  proportion  to 
the  radius  of  their  plan,  except,  indeed,  upon  the  plan  which 
he  has  shown,  where  the  rail  is  supposed  to  be  continued, 
and  therefore  requires  much  amendment  to  be  brought  into 
general  use. 

Langley's  improvements  are  as  follow 

"  To  describe  a  twisted  rail. — Let  the  lines  b  d  e,  Figure 

140,  represent  the  edges  of  the  two  lo\ver  stairs  of  a  staircase. 

"  Divide  b  9,  the  tread  of  the  second  stair,  into  nine  equal 

parts,    continue   the    line  D  towards    the    left    at    pleasure. 

Draw  N  F,  parallel  to  9  b,  at  the  distance  of  seven  parts,  also 
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draw  the  line  14  d  at  the  distance  of  three  parts,  then  d  6  is 
the  breadth  of  the  hand-rail.  Draw  a  n  parallel  to  9  b,  at 
the  distance  of  6  9,  thcMi  the  point  ;i  is  the  centre  of  the  eye 
of  the  siioll.  On  the  point  a  describe  the  quadrants  b  c 
and  d  e,  which  is  the  length  of  the  twisted  part  of  the  rail, 
the  remaining  part,  to  «.  tlie  eye,  being  level.  On  «  describe 
the  circle  z  x  p,  whoso  diameter,  w  p,  must  be  equal  to  d  b, 
the  breadth  of  the  hand-rail.  Divide  the  radius,  n  p,  into 
four  ecpuil  j>;irts,  and  through  the  first  part,  at  o,  draw  the 
line  r  I,  cutting  the  line  N  f  in  a: :  on  .r  describe  the  quadrants 
cy"and  e.ff,  make  o  i  equal  unto  two  parts  of  n  p,  and  draw 
the  line  ;  s  parallel  to  a  n.  On  the  point  I  describe  the 
quadrants  /'/i  and  17  z,  make  n  w  equal  to  three  parts  of  n  p, 
and  through  the  point  w  dra\f  the  line  s  k,  parallel  to  >•  x  ; 
on  z  describe  tlie  quadrant  h  v,  and  on  to  the  quadrant  v  p, 
and  then  is  the  plan  completed." 

This  is  a  very  anomalous  attempt  at  the  description  of  the 
scroll  of  a  hand-iail  with  compasses,  the  first  centre  being  at 
a,  the  second  at  x  ;  the  third  centre  is  said  to  be  at  z,  but  it 
pro\es  to  be  at  o  ;  neither  t  nor  w  answer  to  the  remaining 
centres. 

"  To  describe  the  mould  for  the  iwi<it. — Continue  b  9 
towards  m,  and  f  n  towards  b  in  Figure  141  ;  also  draw  l  i 
parallel  to  6  n  ;  at  the  distance  of  n  k,  in  any  part  of  n  i,  as 
at  c,  draw  the  line  a  f  at  right  angles  to  b  n  ;  and  on  c 
describe  the  semicircle  a  b  f:  loake  a  d  and/<  e.ach  equal  to 
the  rise  of  one  stair,  and  draw  the  line  del.  Make  c  n  equal 
to  c  < ;  divide  b  c  into  any  number  of  equal  parts  and  draw 
the  ordinates  15,  1  ;  Hi,  2;  h  3,  &c.  ;  divide  c  N  into  the 
same  number  of  equal  parts  as  in  b  c,  and  make  the  ordinates 
thereon  equal  to  the  ordinates  on  b  c,  and  through  their 
extremes  trace  the  curve  n/,  which  is  the  curve  of  the  out- 
side of  the  mould.  Make  b  k  equal  to  the  breadth  of  the 
hand-rail  ;  and  on  c,  with  the  radius  c  k,  describe  the  inner 
semicircle.  Make  c  h  equal  to  r  I.  On  k  t,  the  semi-diameter 
of  the  inner  semicircle,  make  ordinates,  which  transfer  on 
c  h,  as  before;  and  through  their  extremes  trace  the  curve 
of  the  mould,  which  will  complete  the  whole  as  required  ; 
for  as  the  outlines  of  the  plan  of  the  twisted  part  of  the  rail, 
b  c and  d  e,  are  quadrants,  therefoie  the  outer  and  inner  curves 
of  the  mould  will  be  both  a  quarter  part  of  two  ellipses  ; 
because  the  twisted  rail,  strictly  considered,  is  no  other  than 
the  section  of  a  cylinder,  as  l  m  i  k,  whose  diameter,  a  f,  is 
equal  to  twice  a  b,  in  Figure  140,  and  its  transverse  diameter 
equal  to  d  t,  and  conjugate  diameter  to  a  f. 

"The  twist  of  a  rail  over  a  circular  base  at  a  half  pace,  as 
a  b,  figure  142,  is  the  very  same  thing  as  the  preceding,  as 
being  the  fourth  part  of  an  ellipsis,  made  by  the  section  of  a 
cylinder,  whose  diameter  is  equal  to  twice  a  c." 

This  method  of  forming  the  section  is  the  same  in  effect  as 
that  already  sliown  by  Price.  The  only  dillircnco  between 
Price  and  Langley  is,  that  Price  forms  the  fice-mouldof  the 
rail  from  the  intersection  of  straight  lines  drawn  from  two 
lines  of  sines  placed  at  right  angles  to  each  other,  and  tracing 
a  curve  through  the  diagonals  of  the  rectangles,  beginning 
at  the  extremity  of  one  of  the  perpendiculars,  and  ending  at 
the  extremity  of  the  other.  Whereas  I.aiiglcy  divides  the 
breadth  of  the  plan  and  the  length  of  the  face-mould  of  each 
into  the  same  number  of  parts,  and  draws  lines  at  right 
angles  through  the  points  of  division,  and  makes  the  respec- 
tive perpendicular  of  the  face-mould  equal  to  those  of  the 
plan,  and  then  traces  curves  through  the  extremities  for  the 
concave  and  convex  sides  ;  and  thus  completes  the  face- 
siould  of  the  twist.        * 

Figures  143,  144.—"  To  find  the  mould  of  a  twisted  rail 
to  a  circular  or  elliptical  staircase. — Figure  143.  Let  A  B  c  D 
be  the  plan  of  a  cylindrical  staircase,  whose  base  is  a  circle,  and 


whose  stairs  wind  about  the  cylinder  a  b  d,  &c.  The  plan 
of  the  stjiirs  being  divided,  continue  out  the  diameter  d  a, 
towards  the  right  hand,  as  to/,  of  length  at  pleasure.  Make 
a/equal  to  the  girt  of  the  semicircle  a  A  d,  which  divide  into 
the  same  number  of  equal  parts  as  there  are  stairs  in  the 
plan  of  the  semicircle  a  b  d,  as  at  the  points  1,  2,  3,  4,  inc. 
from  which  erect  perpendiculars,  as  1  a,  2  a,  3  o,  &c.  of 
length  at  pleasure.  Consider  the  rise  of  a  stair,  and  make 
the  perpendicular,  /  g,  equal  to  the  rise  of  all  the  twelve 
stairs  that  go  round  the  semicircle  a  b  d,  and  divide  the  per- 
pendicular/ g  into  twelve  equal  parts,  as  at  the  points  1,  2, 
3,  4,  &c.  from  which  draw  lines  parallel  to/rf,  continued  out 
towards  the  right  hand  at  pleasure,  which  will  intersect  the 
perpendiculars  on  the  line/a  d,  in  the  points  ac,  ac,  ac,  izo. 
and  which  are  the  breadths  and  heights  of  the  treads  and 
risers  of  the  twelve  stairs  at  the  side  of  the  semi-cylinder 
a  b  d  ;  for  were  the  whole  of  Figure  g  f  a  applied  about  the 
semi-cylinder,  then  the  parts  a  c.  a  c,  &c.  would  be  in  the 
respective  place  of  eat'h  sUiir.  Let  a  c  represent  the  breadth 
of  the  hand-rail,  and  the  semicircle  e  10  c  its  base,  over  which 
its  inside  is  to  stand.  Divide  its  diameter,  e  c,  into  any 
number  of  equal  parts,  as  at  1,  2,  3,  4,  &c.  and  draw  the  ordi- 
nates 1,  6  ;  2,  7 ;  3,  8  ;  4,  9,  &e.  which  continue  upwards,  so 
as  to  meet  the  horizontal  lines  drawn  from  the  perpendicular 
g  f,  in  the  points  28,  27,  2(>,  25,  c^c.  through  which  trace  the 
ogee  curve  28,  14,  a,  which  is  the  sectional  line  of  the 
cylinder  over  which  it  stands.  Make  the  distances,  15,  21  ; 
10,  14;  18,  13;  17,  12;  and  16,  11,  equal  to  the  ordinates 
10,  5  ;  9,  4 ;  8,  3  ;  7,  2  ;  and  fi,  1  ;  and  through  the  points 
20,  19,  18,  17,  16,  to  a  on  the  line  f  d,  trace  the  curve,  20, 
10,  a,  which  is  the  inside  curve  of  the  mould,  and  whose 
out-curve,  21  o,  being  made  concentric  thereto,  will  be  the 
mould  required,  whose  end,  21,  20,  when  set  up  in  its  place, 
will  stand  perpendicular  over  its  base  b  10. 

"  JVote.  This  mould,  though  made  but  for  one-fourth  part 
of  the  cylinder,  will  serve  for  the  whole,  by  repe;iting  the 
same,  or  adding  three  or  more  others  of  the  same  kind  to  the 
ends  of  each  other  as  often  as  there  are  revolutions  in  the 
cylinder." 

It  is  not  possible  to  conceive  anything  so  void  of  truth  as 
the  method  here  shown.  Over  and  above  the  absence  of 
principle,  the  description  is  contradictory  to  the  diagram. 
We  are  told  to  "  divide  its  diameter,  e  c  (into  any  number  of 
ecpial  parts)  as  at  12  3  4,  &.C.  and  draw  the  ordinates  1  0, 
2  7,  3  8,  4  9,  &c.  which  continue  upwards  so  as  to  meet  the 
horizontal  lines  drawn  from  ■  the  perpendicular  g  f ;"  but 
instead  of  being  drawn  tlirough  the  diameter,  they  pass 
through  the  divisions  which  divide  the  concave  circumference 
of  the  plan  into  equal  parts. 

Langley  has  presumed  to  differ  in  method  from  Price  in 
finding  the  curvature  of  raking-mouldings  ;  but  in  this  he 
has  licen  much  mistaken,  as  may  be  observed  in  the 
following :  — 

"  To  find  the  curvature  or  mould  of  the  raking  ovolo  that 
shall  mitre  with  the  level  ovolo. — Let  n  p,  Figure  14.5,  be  a 
part  of  the  level  cornice,  and  a  n  the  points  from  which  the 
raking-cornice  takes  its  rise,  also,  let  fa  and  g  n  represent 
a  part  of  the  raking-cornice.  On  n  erect  the  perpen<licular 
n  h,  and  continue  I  a  to  b  ;  divide  b  n  into  any  number  of 
equal  parts  at  the  points  1,  2,  3,  &c.  and  from  them  draw 
the  ordinates,  1  2.  3  4.  5  6,  &e.  In  any  part  of  the  raking 
ovolo,  as  at  <•,  draw  the  perpendicular  c  to,  and  make  c  rf 
equal  to  b  a,  the  projection  of  the  level  ovolo.  Divide  c  m 
into  the  same  number  of  equal  parts  as  arc  in  b  n,  as  at  the 
points  1,  3,  5,  7,  <.Vc.  from  which  draw  ordinates  equal  to  the 
ordinates  in  b  n,  and  through  the  points  2,  4,  6,  &c.  trace  the 
curve  required.     In  the  same  manner  the  curvature  or  mould 
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may  be  found  when  the  upper  member  is  a  cavetto,  cyma- 
recta,  or  cyma-ievorsa,  as  is  exhibited  in  Figures  146,  14T, 
148.' 

"  To  find  the  curvature  or  motdd  of  the  returned  moulding 
in  an  open  or  broken  pediment. — Lot  the  point  _/^  Figure  145, 
be  tlie  given  point,  at  which  the  rakiiig-nioulding  is  to  return. 
Continue  n  p  towards  h  at  pleasure,  and  from  the  point/ let 
fall  the  perpendicular/ A;  draw/e  parallel  to  h  p,  and  make 
fe  equal  to  i  a.  the  projection  of  the  level  cornice.  Draw 
e  i  parallel  to  f  h,  and  divide  e  g  into  the  same  number  of 
equal  parts  as  are  contained  in  b  n,  as  at  the  points  1,  3,  5,  7, 
&c.  from  which  draw  the  ordinates  2  1,  4  8,  G5,  &c.  equal  to 
the  ordinates  in  b  n.  Through  the  points  2.  4,  6,  8,  &c. 
trace  the  curve  required.  In  the  same  manner  the  curvature 
or  mould  may  be  tbund  when  the  upper  member  is  a  cavetto, 
cyma-recta,  or  cyma-reversa,  as  is  exhibited  in  Figures  146, 
147,  148." 

In  the  treating  of  a  subject  in  order  to  make  it  as  perfect 
as  possible,  it  ought  to  embrace  every  article  hitherto  known 
that  is  intimately  connected  with  it;  and  no  author  ought  to 
be  ashamed  to  copy  an  article  from  another  when  it  comes 
within  his  j)lan  ;  but  then  he  ought  to  acknowledge  his 
authority,  provided  that  it.  has  not  become  common  propert}-; 
in  this  case  he  may  either  use  it  with  or  without  such 
acknowledgment,  as  he  pleases.  There  are  some  authors, 
however,  who,  rather  than  follow  the  principle  of  another, 
will  show  a  ditierent  method  in  order  to  have  the  appearance 
of  originality  ;  but  as  this  has  every  chance  of  being  detected 
and  exposed  in  future,  it  must  reflect  a  double  disgrace  upon 
their  memory.  This  circumstance  is  appTicable  to  Langley  : 
it  would  have  redounded  to  his  credit  to  have  copied  Price's 
second  method,  and  to  have  made  honourable  mention  of  his 
name. 

Mr.  Abraham  Swan  has  also  contributed  something  to  the 
practical  improvement  of  jtiinery  :  his  method  of  describing 
the  scroll  is  that  invented  by  Vignola;  we  shall  therefore 
refer  the  reader  to  our  review  upon  Price  for  the  detail  ;  but 
though  his  face-mould  and  its  application  are  the  same  as 
given  by  Price,  the  manner  in  which  he  constructs  his 
diagram  in  order  to  obtain  it  is  more  obvious  to  the  practical 
joiner,  as  the  corresponding  parts  of  the  section  may  be 
turned  into  the  same  position  with  regard  to  the  plan,  that 
the  section  of  the  solid  itself  has  with  regard  to  its  base. 
The  manner  of  squaring  twist-rails. 

Figure  149,  "  exhibits  the  pitch-board,  to  show  w  hat  part 
of  the  step  the  twisted  part  of  the  rail  contains ;  the  three 
dotted  Ihies  drawn  from  the  rail  to  the  pitch-board  represent 
the  width  of  the  rail,  that  from  the  middle  shows  the  ridge, 
or  middle  of  the  rail,  which  is  to  be  kept  level.  The  dotted 
lines  a  and  b,  show  how  much  half  the  width  of  the  rail  turns 
up  from  its  fnst  beginning  to  3. 

Figure  150,  "shows  the  same  pitch-board,  with  the  man- 
ner of  the  rails  turning  up.  If  the  sides  of  the  twisted  part 
of  the  rail  be  shaped  by  the  rail-mould,  so  that  they  direct 
down  to  its  ground-plan ;  that  is,  the  upper  side  of  the  rail 
being  first  struck  by  the  mould,  then  apply  the  mould  to  the 
under  side,  as  much  back  as  the  bevel  of  the  pitch-board 
shows,  by  being  stiuck  on  the  side  of  the  rail,  and  then 
Figure  150,  being  applied  to  the  outside  of  the  rail,  from  its 
first  twisting  part  to  3,  will  show  how  much  wood  is  to  be 
taken  otf." 

In  this  part  Mr.  Swan  is  so  unintelligible,  that  his  reader 
can  only  guess  at  his  meaning ;  by  the  term  rail-mould  he 
may  either  mean  the  face-mould  or  the  falling-mould  ;  but 
from  the  application  which  he  makes  of  the  said  rail-mould, 
a  practical  workman  only  can  discover  his  meaning  to  be  that 
of  the  face-mould. 


Figure  151,  "exhibits  the  square  of  the  rail,  with  the 
raking-line  of  the  pitch-board  drawn  through  the  midille  on 
the  upper  sidi^  ;  then  draw  the  depth  of  the  side  of  the  rail 
parallel  to  this,  and  the  dotted  lines  from  the  diagonal  of  the 
rail ;  these  lines  show  what  quantity  of  wood  will  be  want- 
ing on  the  upper  and  lower  sides  of  the  rail.  Set  your  com- 
passes at  c,  and  draw  the  circular  stroke  from  the  raking 
part  of  the  pitch-board  to  b  ;  lake  the  distance  a  b,  and 
transfer  it  from  a  to  b,  in  Figure  152.  The  several  distances 
thus  f  lund,  may  be  .set  at  any  number  of  |daces,  ranging  with 
the  straight  part  of  the  rail ;  and  it  then  forms  the  width  of 
the  mould,  for  the  twisting  part  of  the  rail. 

Figure  152.  "shows  the  sweep  of  the  rail.  The  rail  can- 
not be  fi.xed  less  than  one-fourlh  part  from  the  nosing,  or 
fi'ont  of  the  step. 

"The  remaining  part  of  the  pitch-board  may  be  divided 
into  any  number  of  parts,  as  here  into  four;  from  these  divi- 
sions draw  lines  across  the  pitch-board  to  the  raking-line, 
then  take  the  distances  from  the  ground-line  of  the  pitch- 
board  to  the  plan  of  the  rail,  and  set  them  perpendicular  from 
the  raking-line  of  the  pitch-board  ;  so  shall  these  divisions, 
when  the  rail  is  in  its  proper  position,  lie  directly  over  the 
divisions  on  the  groimd-plan. 

"  Jn  this  Fi^me,  /,  )»,  and  n,  rise  as  much  aliove  o,  as  the 
dotted  line  in  Figure  151,  does  above  the  width  of  the  rail ; 
and  they  sink  as  much  below  o,  as  the  other  dotted  Hue  in 
Figure  151,  falls  below  the  width  of  the  rail ;  the  same  thick- 
nesses must  be  glued  upon  o,  though  the  greatest  part  will 
come  oft'  in  squaring.  The  reason  of  placing  the  letters  I,  m,  n, 
where  you  see  them,  is,  that  they  might  not  obstruct  the 
small  divisions  of  the  rail-mould." 

This  is  hardly  intelligible  to  any  but  Mr.  Abraham  Swan 
himself 

Figure  153,  "  shows  how  to  find  the  rail,  when  it  takes 
more  than  one  step.  The  remaining  part  of  the  pitch-board 
is  divided  into  four  parts,  as  befoje  in  Figure  1.52,  and  it 
takes  in  two  such  parts  of  the  ne.\t  step.  Draw  lines  fom 
these  divisions  to  the  diagonal  of  the  pitch-board,-  as  in 
Figure  152,  then  take  the  distance,  a  4,  and  set  it  from 
c  to  rf,  and  so  proceed  with  the  other  divisions. 

"Here  is  also  shown  another  way  to  find  the  outside  of 
the  rail-mould.  Draw  all  the  divisions  across  the  plan  of  the 
rail ;  then  take  the  distance  from  the  ground-line  of  the  pitch- 
board  to  4,  transfer  tt  from  the  diagonal  of  the  pitch-board 
to  4  on  the  rail ;  and  so  proceed  with  the  other  distances. 
Then,  when  the  rail  is  put  in  its  proper  position,  c  will  be 
perpendicular  to  b,  and  all  the  divisions,  as  1,  2,  3,  4,  &c.  in 
the  rail,  will  be  perpendicularly  over  1,  2,  3,  4,  &c.,  in  the 
groinid-plan." 

This  method  of  laying  down  the  face  mould  is  simple,  and 
easily  comprehended  by  every  one  w  ho  understands  anything 
of  the  nature  of  a  prismatic  section. 

Figure  154,  "  shows  the  plan  of  a  rail  of  five  steps. 

'•  To  Jind  the  rail. — Set  five  divisions,  as  from  e  to  h, 
which  is  the  height  of  the  five  steps ;  draw  the  diagonal 
from  A,  to  the  plan  of  the  rail;  then  take  the  distance  e /, 
and  transfer  it  from  g  to  /;,  and  proceed  in  the  same  manner 
with  the  other  seven  distances." 

"  To  find  the  u'idth  of  the  rail-mould. — Draw  the  lines 
across  the  plan  of  the  rail,  as  at  k,  set  that  distance  from  the 
diagonal  to  i ;  and  so  proceed  with  the  rest,  as  was  shown 
in  Figure  153. 

"  Having  formed  the  sides  of  the  rail,  perpendicular  to  its 
ground-plan,  and  having  squared  the  lower  end  of  the  rail, 
then  take  a  thin  lath,  and  bend  it  within  the  rail,  as  is 
represented  by  m,  in  Figure  155.'' 

The  general  practice  of  forming  the  pitching-triangle  is  by 


JOI 


82 


JOI 


the  number  of  treads,  and  the  rise  in  the  same  number  of 
steps.  This  is  not,  however,  to  be  understood  of  a  winding- 
stair,  but  of  a  flight  of  steps. 

"  This  is  the  readiest  method  for  squaring  a  solid  rail  ;  but 
if  the  rail  be  bent  in  the  thickness,  the  nosing  of  the  steps 
must  be  drawn  upon  a  cylinder,  or  snnie  other  solid  body  of 
a  sulficient  width  to  contain  the  width  of  the  rail,  or  string- 
board. 

'■  r  represents  the  depth  of  the  rail,  touching  the  nose  of 
each  step.  You  are  to  take  a  sufficient  number  of  thicknesses 
of  this  width,  to  make  the  thickness  of  your  rail  ;  glue 
them  altogether  upon  your  cylinder,  or  templet,  confine 
them  till  they  are  dry,  then  the  rail  taken  oft'  is  .ready 
sqiiaied.  Proceed  in  the  same  manner  with  the  architrave 
marked  a." 

His  method  for  gluing  a  rail  in  thicknesses  is  the  same  as 
Salmon's,  but  his  diagram  is  better  constructed. 

Mr.  Abridiam  Swan  has  also  applied  the  development  of 
a  conic  frustum  to  the  formation  of  mouldings  upon  the 
spring,  round  a  cylinder,  as  tbllows  : 

Fii/urc  156,  '■  shows  the  method  of  bending  a  cornice  round 
any  circular  body.  When  you  have  found  tlie  spring  of  your 
cornice,  which  is  shown  at  the  right  hand,  let  the  dotted  lines 
be  drawn  parallel  to  the  spring,  and  where  they  intersect 
the  centre,  or  middle  of  this  body,  as  in  c,  you  will  have  the 
ladiiis  to  strike  the  curve  of  your  cornice.  This  principle  is 
as  correct  as  the  nature  of  wood  will  admit  of,  and  the 
thinner  the  wood  is,  the  more  e.xactly  will  it  apply.  Besides 
tills,  there  is  another  method  of  forming  an  annular  moulding 
on  a  cylinder  by  thicknesses. 

Mr.  William  Pain  has  also  contributed  to  the  practice  of 
joinery :  and  though  he  has  not  invented  any  new  methods, 
the  plates  of  his  books  exhibit  the  various  elevations  of  stairs, 
or  sections,  as  they  are  called,  in  greater  perfection  than  is 
to  be  found  in  any  prior  publication  :  by  this  means  he 
ascertains  the  lengths  of  the  rough  strings,  and  the  fi-aming 
of  the  carriages.  He  has  also  shown  the  stretch-out  or 
development  of  the  rail,  and  its  connection  with  the  string- 
board,  in  a  more  obvious  maimer  to  the  student,  than  any  of 
his  predecessors.  In  his  Builder's  Pocket  Treasury  and 
Practical  Builder,  he  describes  the  scroll  in  the  same  manner 
as  is  to  be  found  in  the  British  ('arpenter,  by  Price ;  his 
to.\t  is,  however,  very  unintelligible.  In  Plate  93,  of  his 
Golden  liule,  third  edition,  is  the  following  description, 
engraved  on  the  plate,  for  finding  the  face-mould  of  a  hand- 
rail upon  a  circular  or  elliptic  plan  : — "  The  method  for 
tracing  the  raking-moulds  for  stairs,  or  any  kind  of  moulding 
on  a  cylinder,  (see  Fiyure  157). — The  mould  a  on  an  ellipsis, 
and  the  niuuld  b  on  a  circle.  Stretch  the  rise  and  tread  of 
one  quarter,  as  a  b,  or  c  d,  and  trace  the  moulds  a  and  b, 
from  the  plan,  as  1,  2,  3,  4,  5,  6,  7,  8,  &c.  which  is  plain  to 
inspection."  It  is  not  so  very  plain,  nor  is  there  any  connec- 
tion by  which  its  evidence  ai>pears.  He  does  not  even  show 
how  the  outer  edge  of  the  face-mould  is  to  be  obtained  :  in 
the  diagram  it  is  cjuite  erroneous,  its  breadth  being  equal 
throughout  the  length  of  the  curve.  He  tells  us  to  stretch 
out  the  rise  and  tread  of  one  quarter,  as  a  b,  or  c  d ;  but  on 
inspecting  the  diagram,  we  find  that  "a  b,  or  c  rf,"  is  the 
liy  pothenuse  of  a  right-angled  triangle,  whose  base  is  the  tread, 
and  its  height  the  rise  of  the  steps  in  one  quarter  :  this  method 
is  not  regulated  by  principle,  but  by  whim  or  trial,  and  is 
therefore  erroneous.  In  I'lale  07,  of  his  Practical  House 
Carpenter,  sixth  edition,  is  a  semicircular  stair,  with  winders 
ill  the  semicircle,  and  flyers  adjoining  to  the  winders,  where 
they  begin  and  end,  (see  Figure  158.)  As  is  usual  with 
Mr.  Pain,  there  is  no  description  of  letter-press,  and  the 
explanation  is  contained  on  the  plate,  as  follows  : 


"  \  staircase  on  a  circular  plan,  drawn  half  an  inch  to  a 
foot,  with  falling  moulds  and  face-mould  stretched  out,  with 
all  the  parts  figured  for  practice,  the  ramps  may  be  traced 
by  the  intersection  of  lines. 

"  A.  Depth  of  the  block  for  the  circular  part. 

"  B.  The  thickness  of  ditto." 

Figure  159,  shows  the  rail  stretched  out  for  the  outside 
falling-moulds,  showing  the  thickness  of  stuli". 

Figure  100,  the  rail  stretched  out  for  the  inside  falling- 
mould  ;  and  Figure  161,  the  method  of  getting  out  the  face- 
mould.  In  the  construction  of  the  face-mould,  instead  of  the 
rise  and  tread  of  the  steps,  as  he  writes,  on  the  lines  of  the 
figure,  wc  find,  by  the  said  diagram,  that  the  diameter  and 
rise  of  the  steps  in  the  semi-circumference  are  used.  Such 
contradictions  entirely  confound  his  readers;  and  though 
the  latter  is  nearer  to  the  truth  than  the  rise  and  treads  of 
the  steps,  as  he  writes,  the  face-mould  is  far  from  the  pitch, 
except  the  wreath  were  formed  for  a  whole  semicircle,  as  we 
shall  hereafter  show  ;  nor  can  the  thickness  of  stuff"  be  ob- 
tained from  the  stretch-out  of  the  outside  falling-mould,  as 
exhibited  in  Figure  159.  In  the  said  figure,  the  reader  may 
also  notice  the  inconsistency  of  showing  the  scroll  in  per- 
spective, while  the  rail  itself  is  stretched  out. 

In  Plate  68,  of  the  said  Practical  House  Carpenter,  is 
shown  the  plan  of  the  rail  of  a  semicircular  stair,  upon  a 
level  landing.  See  Figure  162.  He  writes  thus  upon  the 
Plate  :  "  Face-mould  for  a  continued  rail  on  a  landing,  with- 
out winders."  In  this  diagram  he  uses  the  diameter  and 
height  of  one  step,  which  is  quite  analogous  to  the  njcthi'd 
used  in  the  preceding  example. 

In  Plate  70,  of  the  said  "  Practical  House  Carpenter,''  he 
shows  another  stair,  upon  the  same  f>lan  as  in  the  first  exam- 
ple, (see  Figure  163  ;)  above  is  shown  an  elevaticm  of  the  rail 
at  e,  in  order  to  get  the  thickness  of  stuff!  This  diagram 
certainly  shows  some  idea  of  the  principle,  but  he  has  tailed 
in  not  giving  the  true  delineation  with  regard  to  the  thick- 
ness and  depth,  and  in  drawing  the  two  lines  which  ought  to 
contain  the  thickness  of  stuff",  to  touch  the  sections  at  each 
end,  without  cutting  into  them  ;  but  to  be  correct,  they 
should  touch  the  extreme  parts.  The  method  of  tracing  the 
face-mould  is  shown  in  Figure  164.  It  is  quite  analogous 
to  the  two  precedijig  examples.  He  shows  the  face-mould 
in  all  these  examples  for  the  wreath  of  a  whole  seini-circum- 
fercnee,  which  is  twice  the  extent  that  it  ought  to  be:  for 
though  it  is  not  impossible  to  execute  the  whole  wreath  lor 
a  semicircle,  yet  such  execution  is  attended  with  a  prodigious 
waste  of  stuff  and  time  ;  besides  the  impossibility  of  matcliuig 
the  grain  of  the  wood.     He  writes  thus  upon  the  plate : 

"  B.  The  string-board  stretched  out  for  the  circular  part, 
{Figure  165.) 

"ti/.  The  hand-rail  stretched  out. 

"  e.  The  section  of  the  circular  rail,  showing  the  thickness 
of  stuff". 

"c.  The  face-mould  traced  from  the  plan  a,  for  a  solid 
rail. 

"  If  the  rail  is  bent  iu  thicknesses,  d  and  f.  Figures  1()5, 
160,  represent  the  mould  drawn  a  quarter  of  an  inch  to  a 
foot." 

In  Figure  107,  is  his  erroneous  method  of  drawing  the 
circular  cap  with  compasses,  which  has  no  relation  to  any 
principle. 

In  Plate  70,  of  the  said  Practical  House  CarpenWr,  see 
Figure  168,  is  also  shown  a  stair  upon  the  same  plan  as  in 
the  first  example:  the  method  of  finding  the  face-mould  is 
analogous  to  the  first,  viz.,  the  diameter  of  the  plan  of  the 
rail,  and  the  rise  of  the  steps  round  the  semi-circum- 
ference, he  forms  a    mould    for  the  whcde  semi-circumfer- 
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ence  as  before.  The«levation  of  the  rail  is  shown  above. 
See  Figure  ICO. 

Ill  Figure  170,  also  in  the  said  Plate  76,  is  sho>vn  a  stair 
with  winders  in  the  qiiaJrantal  turnings,  and  flyers  joining 
the  winders.  In  finding  the  face-mould,  Figure  171,  the 
radius  of  the  rail,  and  the  hoight  of  the  steps  in  the  quad- 
rantai  are  used,  and  the  face-mould  is  traced,  as  in  the  for- 
mer e.xaniples,  and  is  exactly  one-half.  Besides  the  wa-<te 
of  sturt"  attending  this  method,  it  is  impossible  to  match  the 
grain  ;  fur  if  the  fibres  match  the  straight  rail  at  one  end, 
they  will  stand  at  right  angles  to  those  of  the  straight  rail 
at  the  other  end,  in  such  a  stair  as  the  present ;  and  in  semi- 
circular turnings  the  fibres  of  the  wreathed  jiiece  would  be 
at  right  angles  to  both  of  the  straight  parts  of  the  rail. 
These  are  not  the  only  disadvantages  which  accompany  this 
method  :  as  it  is  evident,  that  a  rail  thus  got  out  must  be 
much  weaker  than  one  where  the  fibres  run  parallel  with  the 
chord  of  the  face-mould,  neither  can  it  be  well  secured  by 
bolts  at  the  joints.  In  Mr.  Pain's  works,  he  does  not  show 
the  application  of  the  face  to  the  plank.  However,  upon  the 
whole,  though  he  has  little  or  no  invention  in  lespect  of 
hand-railing,  lie  has  as  much  originality  to  claim  as  any 
of  his  predecessors.  Price  excepted.  His  orthographical  ele- 
vations of  stairs,  though  very  useful,  are  very  ill  projected. 
In  his  display  of  dug-legged  staircases,  his  elevations  are 
tolerably  well  drawn,  see  Figure  172.  He  has  also  been  use- 
ful in  showing  the  constructions  of  carriages  for  geometrical 
stairs,  as  they  were  produced  in  his  time.  Though  his  plates 
abo\nid  in  contradictions  and  false  schemes,  they  show  his 
intention  more  clearly  than  some  o(  the  preceding  authors. 

Although  the  principles  of  cylindric  soffits  in  an  obliijue 
straight  wall,  w'here  the  axis  of  the  cylinder  is  parallel  to 
the  horizon,  may  be  gathered  from  Price  ;  Pain  has  exhibited 
the  first  example:  but  the  constructions  which  he  gives  in 
his  British  Palladia,  and  in  his  Practical  House  Carpenter, 
are  wrong,  as  we  shall  show  under  the  article  Soffit  ;  and 
yet,  in  the  British  Palladio,  in  a  similar  case,  in  the  cover- 
ing of  polyg<jnal  domes,  Plate  39,  Figures  a,  b,  c,  d,  he  is 
right.  It  is  something  singular,  that  the  construction  which 
he  gives  for  a  circular  wall  is  correct,  as  shown  in  his  Golden 
Rule,  in  his  Practical  Builder,  in  his  British  Palladio,  and 
in  his  Practical  House  Carpenter. 

The  method  of  constructing  and  gluing  up  columns  is 
shown  in  Plate  18,  of  the  Practical  House  Carpenter.  He 
shows  the  methods  for  gluing  on  the  blocks  for  carving  the 
leaves  in  the  Ionic  and  Corinthian  capitals,  Plates  34  and  35, 
Practical  House  Carpenter. 

In  Plate  63,  of  the  same  work,  he  attempts  the  construc- 
tion of  raking-niouldiiigs,  but  fails,  as  Langley  had  done 
before.  He  also  shows,  in  the  same  work,  how  the  propor- 
tions of  the  heights  of  the  members  of  cornices  upon  a  dimin- 
ished scale  are  obtained,  but  neglects  to  show  the  projections 
m  the  same  ratio. 

In  summing  up  the  whole,  we  shall  omit  the  several 
schemes  which  have  failed;  and  the  various  authors,  with 
their  inventions  and  improvements,  will  stand  as  follow; 
Price  first  showed  a  method  for  constructing  hand-rails,  and 
applied  the  same  to  the  wreath  part  of  a  scroll  and  to  the 
quadrantal  rail  on  a  landing  :  he  also  spoke  of  its  application 
to  continued  winding  stairs,  but  gave  no  example.  We  shall 
afterwards  notice  the  disadvantages  attending  his  method. 
This  author  also  gave  the  first  construction  of  raking-mould- 
ings,  in  the  Art  of  Hand-railing,  and  Salmon,  following 
Price's  principle,  gave  an  example  of  a  contiimed  winding- 
stair.  Langley,  in  his  first  example,  varied  this  construc- 
tion, by  applying  ordiiiates  dividing  the  plan  and  the  section 
into  a  like  number  of  equal  parts,  and  making  the  ordiuates 


of  the  section  equal  to  the  corresponding  ordinates  of  the 
plan ;  and  in  this  Langley  gave  the  first  introduction  to 
ordinates  in  hand-railing,  though  ordinates  were  used  by 
t  nee  ni  other  jjrismatic  constructions. 

Swan  connected  the  (ace-mould  with  the  plan,  by  placing 
the  pitch-board  between  them,  and  so  drew  ordinates  per- 
pendicvdar  to  the  base  of  the  pitch-board,  which  he  carried 
up  to  the  hypothenusal  line,  used  as  a  base  to  the  prismatic 
section,  and  then  drawing  ordinates  to  such  base,  made  the 
corresponding  ordinates  of  the  section  equal  to  tho.se  of  the 
plan,  and  thus  completed  the  face-mould.  This  was  certainly 
an  improvement  upon  Langley's  first  method,  as  by  this 
means  it  became  more  evident  to  the  reader.  The  methods, 
however,  shown  by  Langley  and  Swan,  were  in  effect  the 
same  as  Price's ;  that  is,  they  would  give  the  same  moulds, 
under  the  same  data  or  circumstances,  and  consequently 
would  paitake  of  the  same  advantages  or  disadvantages,  as 
we  shall  exemplify  at  the  end  of  this  article. 

The  application  of  the  surface  of  the  frustum  of  a  cone 
was  first  applied  by  Swan,  to  mouldings  bent  to  the  spring 
round  a  cylindric  body.  Pain  followed  the  scheme  of  ordi- 
nates laid  down  by  Swan,  and  constructed  his  flilling-moulds 
in  a  more  eligible  manner  than  any  of  the  preceding  authors ; 
but  he  is  very  inconsistent  in  a  disagreement  between  his 
text  and  his  diagrams,  as  well  as  in  show-ing  his  moulds  for 
the  formation  of  rails,  answering  to  a  complete  semicircular 
plan. 

There  are  several  particulars  with  respect  to  hand-railing 
to  be  observed  on  the  whole ;  in  all  the  wreaths  hithei'to 
constructed,  the  joints  are  always  made  at  the  spring,  viz., 
at  the  dividing  surface,  between  the  straight  and  circular 
parts,  and  the  fibres  of  the  wood  will  always  run  perpen- 
dicular to  those  of  the  straight  rail,  at  one  end  at  least ;  by 
this  means  the  fibres,  or  grain,  as  they  are  called,  are  ill- 
matched,  and  the  wreath  becomes  extremely  weak  at  the 
joint.  In  none  of  these  methods  shown  by  Langley  and 
Swan,  which  in  effect  are  Price's,  will  the  section  coincide 
in  any  more  than  any  one  point  on  the  top  of  the  lower 
extremity  of  the  wreath,  and  this  circumstance,  therefore, 
occasions  a  vast  waste  of  stuff,  as  we  shall  presently  prove. 
Pain  also  showed  the  method  of  constructing  columns; 
forming  and  gluing  up  capitals,  in  order  to  be  carved  ;  with 
the  formation  of  a  cylindro-cylindric  soflit,  when  the  axis  of 
the  cylindric  opening  was  in  a  plane  perpendicular  to  the  axis 
of  the  cylindric  wall.  The  construction  of  a  pediment  in  a 
circular  wall  was  also  tried  by  this  author,  and  so  far  as  he 
proceeded  he  was  correct,  but  was  deficient  in  not  giving  the 
whole  of  the  requisite  moulds  and  instructions,  which  ren- 
dered what  he  had  done  of  no  value. 

We  have  now  noticed  all  the  methods  that  may  be  con- 
sidered either  as  inventions  or  improvements  in  the  art  of 
joinery,  and  we  trust  that  the  account  is  impartial,  and  what 
every  one  inclined  to  do  justice  will  find  to  be  the  case;  and 
if  anything  has  been  mistaken,  it  is  occasioned  by  the  dis- 
agreement between  their  text  and  diagrams,  and  not  from 
any  intention  to  lessen  their  merit,  or  the  value  of  their 
works. 

Mr.  Nicholson  has  invented  the  method  for  the  develop- 
ment of  a  conic  soffit  in  a  circular  wall,  or  of  a  conic  surface 
terminated  by  a  plane,  or  by  a  cylindric  surface.  And 
though  the  cuneoidal  surface  is  not  capable  of  development, 
he  has  shown  how  it  may  be  unfolded,  so  as  to  terminate  upon 
a  plane  or  cylindric  surface,  by  a  method  which  comes  very 
near  to  the  truth. 

He  has  discovered  an  entire  new  principle  of  squaring  the 
wreath  of  a  hand-raU,  by  which  the  face-mould  may  touch 
the  tops  of  two  vertical  sections  at  each  end,  either  in  one  of 
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its  angular  points  or  in  its  whole  breadth,  supposing  both 
tlie  wreath  and  the  mould  to  be  set  up  in  the  true  pitch. 

He  has  invented  a  method  of  tiacing  the  niitre-cap  for  the 
hand-rail,  as  used  in  dog-legged  staircases,  from  a  given 
section  of  the  rail. 

He  has  invented  a  method  of  gradating  the  steps,  so  as  to 
form  a  regular  surface  upon  the  soffit  at  the  junction  of  the 
flyers  and  winders;  this  not  only  gives  an  easy  turn  to  the 
skirting,  but  pcrniits  the  rail  to  be  kept  at  a  unirorui  dis- 
tance from  the  nosings  of  the  steps. 

He  was  the  first  that  showed  a  development  of  the  plank, 
in  order  to  apply  the  face-mould,  and  to  range  the  two  sides 
in  the  cylindric  or  prismatic  surfaces  according  to  the  plan 
of  the  rail. 

In  the  article  HAXD-IiAiLiNG,  he  has  shown  a  more  regular 
method  of  lescribing  the  spiral  lines  of  the  scroll,  by  finding 
the  centres  in  a  fret  or  right-angled  guilloche;  so  that  the 
ditieronce  of  any  two  adjoining  sides  of  the  fret  will  be 
always  the  same.  In  order  to  describe  the  scroll  with  com- 
passes, he  also  invented  the  method  of  regulating  the  differ- 
ence of  radii  of  a  scroll  by  a  line  of  sines ;  as  had  formerly 
been  done  by  a  line  of  tangents,  in  oider  to  trace  the  scroll 
by  hand. 

He  was  the  inventor,  and  the  first  that  showed  the 
method  of  getting  the  scroll  out  of  the  solid,  without  gluing 
any  part. 

The  method  of  apping  an  iron  rail  was  never  practised 
with  certainty  until  his  invenliou  appeared  in  the  Carpenter's 
Guide. 

He  was  the  inventor  of  the  method  of  springing  the 
plank,  by  making  its  plane  of  inclination  to  rest  upon  three 
vertical  sections  of  the  wreath,  viz.,  one  at  each  end  and  one 
in  the  middle,  being  obtained  by  three  heights  taken  fiom 
the  falling-mould.  By  this  means  the  thickness  of  the  rail 
is  ascertained  with  certainty,  and  will  never  exceed  2-5-  inches 
where  the  rail  is  intended  to  be  3  inches  deep,  and  2|  inches 
broad  ;  whereas,  by  former  methods,  the  plank  would  require 
to  be  6  or  8,  or  even  10  inches  thick. 

No  author  befoie  him  ever  regulated  the  pitch  of  the 
plank  by  the  falling  mould,  but  by  the  height  of  the  steps 
onlv  ;   by  this  he  obtained  an  immense  saving  of  stuff. 

He  also  invented  the  method  of  cutting  the  veneers  in 
thickness,  so  that  the  rail  may  come  ofl'  squared  from  the 
cylinder. 

He  was  the  first  author  that  showed  the  method  of  scribin" 
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down  the  skirting  upon  i^airs,  however  irregular  the  stejis 
misiht  be  in  respect  of  each  other. 

He  also  invented  a  method  for  squaring  the  bars  for  the 
head  of  a  sash  in  a  circular  wall  ;  no  method  had  been  ever 
shown  before  by  which  such  work  might  be  executed. 

He  invented,  and  was  the  first  to  show,  a  method  for  the 
formation  of  a  circular  architrave  in  a  circular  wall. 

Besides  Price's  method  of  raking  mouldings,  he  added  th.at 
for  the  angle-bars  of  a  polygonal  window,  such  as  are  used 
in  shop  fronts. 

He  improved  the  method  of  proportioning  mouldings,  by 
showing  hiiw  the  projections  were  to  be  foinul  in  the  same 
ratio  with  the  heights,  which  had  been  neglected  by  other 
writers. 

He  was  the  first  that  treated  upon  hinging,  and  the 
hanging  of  doors  and  shutters,  and  the  various  kinds  of 
folding  joints. 

In  Figure  176,  No.  l,ABCDEFOHiis  half  the  ground- 
plan  of  a  continued  rail,  viz.,  where  the  risers  are  equal  to 
each  other,  aw  are  likewise  the  heads. 

Figure  177  shows  the  falling-mould,  and  the  development 
below  it,  to  the  quadrant  e  f  a  11  i;  and  because  the  risers 


and  treads  a?e  all  equal,  the  edges  o£>the  falling-mould  will 
be  straight  lines  parallel  to  each  other  :  e /  //  h  i,  No.  2,  is  an 
orthographic  projection  of  the  quarter  of  the  rail,  corre- 
sponding to  E  F  o  H  I,  No.  1  ;  in  No.  2,  draw  l  v  parallel  to 
A  I,  No.  1  ;  make  the  angle  v  l  m,  No.  2,  equal  to  the  angle 
which  the  edge  of  the  falling-mould  makes  with  the  base  of 
the  development  in  Figure  177;  through  i  draw  k  n  parallel 
to  L  m;  through  x  draw  n  m  perpendicular  to  l  m;  through 
L  draw  L  K  parallel  to  11  N  ;  then  m  n  or  l  k  will  be  the  thick- 
ness of  stuff  necessary,  according  to  the  method  given  by 
Price  and  Swan. 

a  b  c  (1  e  f  g  h  i.  No.  3,  is  a  projection  of  the  rail  to  the 
whole  semi-circumference.  We  shall  now  show  the  thickness 
of  stuff  according  to  Pain.  It  will  be  lecollected  that  he 
finds  the  pitch  of  the  rail  by  the  diameter  or  semi-diameter, 
and  the  rise  of  the  steps  in  the  semi-circumference  or  quarter 
accordingly  :  suppose,  then,  there  are  eight  steps  in  the  semi- 
circle, now  w  y  \s,  the  diameter,  and  y  x  the  rise  of  eight 
steps;  therefore  join  ?w  x  and  you  have  the  line  of  section 
of  the  cutting-plane:  through  a  draw  r  s  parallel  to  w  x,  and 
through  i  draw  q  t,  also  parallel  to  w  x:  draw  t  s  and  q  r 
perpendicular  lo  w  x  ;  then  the  breadth  q  r  or  t  s,  and  the 
length  Q  T  or  R  s  of  the  rectangle  q  r  s  t,  will  be  respectively 
the  thickness  and  length  of  the  stuff. 

The  projection  of  the  upper  half  of  No.  3  is  equal  and 
similar,  and  similarly  situated  to  No.  2;  the  lower  half  of 
No.  3  is  equal  and  similar  to  the  upper  part  when  reversed, 
the  lower  part  at  a  b  c  d  showing  the  soffit,  and  the  upper, 
fg  h  i,  the  back  or  top  of  the  rail. 

Figure  178  shows  the  projection  for  a  quarter  of  the  rail, 
upon  a  plane  parallel  to  one  of  the  radii:  this  shows  an 
equal  thickness  to  that  shown  at  No.  3,  Figure  176,  the  )>itch 
being  obtained  from  the  radius,  and  the  height  of  the  steps 
in  a  quarter  of  the  circumference. 

Figure  179  shows  the  method  of  finding  the  face-mould, 
according  to  the  first  invention  of  Nicholson,  shown  in  the 
Carpenter  s  Neu)  Guide,  where  the  cutting  plane  of  the 
cylinder  is  perpendicular  to  the  plane  of  the  chord  of  the  riiil, 
and  passes  through  the  upper  comers  of  the  sections  at  each 
end.  Figure  180  shows  the  projection  upon  a  plane  parallel 
to  the  chord  of  the  plan,  agreeable  to  the  face-mould, 
Figure  179.  All  these  projections  are  made  agreeable  to 
one  pitch- board.  Figure  177. 

We  shall  now  show  the  quantity  of  stuff  according  to  each 
method.  Figure  181  is  a  development  of  the  plank,  showing 
the  application  of  the  face-moidd  according  to  Pi  ice,  together 
with  the  thickness,  the  length,  and  breadth  of  the  plank. 
The  particular  measures  are  to  be  taken  from  the  subjoined 
scale. 

Ft.    In. 

Tlie  length      )     1      r    j  which  reduced  to 
measures      j  (  inches,  gives  17. 

The  breadth         0     8i 
The  thickness       0     6 
By    these  measures  we  obtain   867   solid    inches  in   the 
quantity  of  stuff  required  by  Price's  method. 

Figure  182  is  a  development  of  ilie  plank  according  to  the 
pitch  and  face-mould  required  by  Pain's  method,  for  a  w  hole 
semi-circumference. 

Ft.    In. 


The  length      \  o  ia     (  ^^'^ich  reduced  to 

measures      f  ~  \   inches,  gives  34. 

The  breadth  0  8-J     as  in  Price's. 

The  thickness  0  4^ 

By  these  measures  we  obtain  1,300^  solid  inches  in  the 
quantity  of  stuff  for  a  whole  semi-circumference,  as  required 
by  Pain's  method. 
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Figure  183  is  a  development  of  the  plank  for  a  quarter  of 
the  circumference,  as  required  by  Pain's  method. 
Ft    In. 
The  length  i    i     s    -f   ^^'"''^^  reduced  to 

measures         j  (    inches,  gives  20. 

llie  breadth  0     8^  \ 

The  thickness  0    4^  J 

By  these  measures  we  obtain  765  solid  inches  required  by 
Pain  f.ir  one  quarter  of  the  circumference. 

Flriure  184  is  a  development  of  the  plank,  showing  the 
quantity  of  stuff  according  to  the  method  used  by  Nicholson. 
Ft.    In. 
The  length  )     ,      g,   (.  which  reduced  to 

measures         j  '-  {   inches,  gives  20;V. 

The  breadth  0     4 

The  tliickness  0     3 

By  these  measures  we  obtain  246  solid  inches  for  the  quan- 
tity of  stuff,  by  the  method  invented  by  Nicholson. 

From  these  calculations,  it  appears  that  if  the  quantity  of 
stuff  which  Nicholson's  method  requires,  be  called  unitij,  or 
one,  Pain's  method  will  require  three  times  as  much,  and  that 
invented,  or  first  presented  by  Price,  three  and  a  half  times 
as  much.  In  these  we  have  only  compared  the  numbers 
answering  to  the  solidity  of  one  quarter  of  the  circumference, 
as  the  formation  of  a  rail  for  the  whole  semi-circumference 
would  be  ridiculous,  not  only  on  account  of  the  quantity  of 
stuff,  but  the  impossibility  of  being  able  to  match  the  fibres 
at  the  joint,  as  has  been  before  observed. 

It  may,  however,  be  observed,  in  Pain's  method,  that 
though  the  quantity  of  stuff  required  for  one  quarter  of  the 
circumference  be  much  greater  than  the  necessary  quantity, 
yet  the  thickness  and  breadth  for  a  whole  semi-circumference 
does  not  appear  extra   for  such  a  large  portion  of  the  rail. 

It  may  also  be  observed,  that  none  of  the  preceding  authors 
ever  followed  a  falling-mould,  nor  has  only  one  of  them 
broni;ht  the  solid  of  the  wreath  into  the  straight  of  the  rail. 
If  these  had  been  done,  the  thickness  of  stuff  required  would 
have  been  much  greater  than  that  required  for  the  quadrantal 
part  of  the  circumference  only. 

It  is  remarkable  that  they  should  have  made  the  sections 
of  the  prism  for  the  face-mould  upon  a  plane  perpendicular 
to  one  of  the  radii,  and  consequently  parallel  to  the  other 
radius  of  the  quadrantal  plan,  as  the  rail  requires  much 
thicker  stuff  in  this  position  than  any  other  they  could  have 
chosen 

Figure  185  shows  the  several  inclinations  according  to  the 
plane  of  section  :  a  b  c  is  the  inclination  according  to  Price 
and  his  followers ;  a  b  e  is  that  according  to  Pain  ;  and  a  b  d 
th.at  practised  by  Nicholson  ;  which  indeed  is  the  only  incli- 
nation founded  up<jn  principle,  and  is  nearly  an  arithmetical 
mean  between  the  other  two ;  that  used  by  Pain  being  too 
high,  and  that  by  Price  too  low. 

It  has  already  been  observed  that  the  method  of  preparing 
the  scroll,  by  gluing  blocks  side  by  side,  was  very  incorrect, 
being  fiunded  only  in  whim:  and  thou^jh  gluing  up  scrolls 
in  parallel  blocks  is  not  an  approved  method,  nor  ought  to  be 
so,  yet  it  may  not  be  amiss  to  show  the  true  principle.  Let 
Figure  185  be  the  plan  of  the  scroll,  the  shank  being  formed 
by  the  parallel  blocks  k  b,  e  c,  f  d,  glued  to  the  block  or 
central  part,  which  forms  the  eye.  Figure  186,  tiie  falling- 
mould,  the  heights  k  i,  a  m,  b  n,  c  o,  d  p,  i  q,  are  those  upon 
the  points  a,  b,  c,  d,  on  the  plan,  and  the  height  h  r  that 
upon  F  or  H.  Figure  187  is  an  elevation  or  projection  of  the 
bloeks,  showing  the  method  of  gluing  them  together;  the 
heights  k  I,  a  tii,  b  n,  c  o,  d  p,  are  respectively  eq\ial  to 
the  corresponding  heights  in  Figure  186.  This  Figure. 
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viz.,  187,  shows  how  the  blocks  are  to  be  formed  before  they 
are  put  together. 

In  addition  to  the  copious  treatise  given  on  this  article,  the 
following  general  description  will  be  found  very  useful. 

Plate  XVI. — Figures  1,  2,  3,  4.  The  method  of  hinging 
folding-doors. — Suppose  the  bead  to  be  drawn  on  both  sides 
of  the  door ;  so  that  a  plane  parallel  to,  and  equidistant  from, 
either  jamb,  may  bisect  each  of  the  beads,  and  the  joint  to  be 
formed  alike  on  both  sides  of  this  plane :  Let  c  be  the  centre 
of  the  hinge,  and  n  the  arris  on  the  plane  side  of  the  quirk 
next  to  the  bead  ;  join  c  b  ;  draw  b  d  at  light  angles,  cutting 
the  concentric  circle,  o  e,  which  bisects  the  thickness  of  the 
door  in  g  ;  also  let  f  be  the  arris  on  the  plane  side  of  the 
quirk  of  the  opposite  bead  on  the  alternate  side  :  draw  f  e 
parallel  to  b  d  ;  then  b  o  e  f  will  be  the  joint  required. 

Figure  5. —  To  make  a  door  swing  either  wag,  suiyposing 
the  jamb  formed  alike  on  both  sides.  Let  a  and  b  be  the 
points  where  the  faces  of  the  door  intersect  the  jambs ; 
join  A  B,  and  bisect  it  in  c  ;  draw  c  d  perpendicular  to  a  b, 
and  make  c  d  equal  to  a  c  or  c  b  ;  on  d,  as  a  centre,  with  the 
radius  da  or  d  b,  describe  the  arc  a  b  ;  and  a  b  will  be 
the  joint  required. 

Figure  6. — To  make  the  joints  correspond  to  a  rebate  on 
the  opposite  jamb  or  lintel. — Let  a  and  c  be  the  points  where 
the  faces  of  the  door  intersect  the  jamb  ;  produce  n  c,  the 
face  of  the  door,  to  b,  and  draw  a  b  perpendicular  to  b  d  ; 
make  b  d  equal  to  a  b  ;  join  a  d  and  a  c  ;  bisect  a  c  in  e  ; 
draw  E  F  perpendicular  to  a  c,  cutting  a  d  at  p  ;  from  f,  as 
a  centre,  with  the  dist.ance  f  a,  or  f  c,  describe  the  arc  a  c, 
which  will  be  the  joint  required. 

Figure  7. —  The  method  of  concealing  the  revolving  joint  of 
doors  or  shutters. — Make  the  angle  p  a  e  half  a  right  angle  ; 
place  the  centre  of  the  hinge  at  b,  in  the  line  a  e,  and  let  the 
hinge  be  so  constructed  that  the  two  sides  of  the  cavity,  or 
hollow,  may  form  a  right  angle. 

JOINT,  the  surfiice  of  separation  of  two  bodies  brought 
into  contact,  and  held  firmly  together  either  by  a  glutinous 
liquid,  or  by  opposite  pressures,  or  by  the  weight  of  one  body 
lying  upon  the  other.  A  joint  is,  however,  not  the  mere 
contact  of  surfaces,  but  the  nearer  they  approach  the  more 
perfect  is  the  joint.  Perhaps  tvvo  pieces  of  wood  adhering 
together  by  means  of  glue,  or  other  such  tenacious  liquid, 
between  two  plane  surfaces,  is  the  most  perfect.  In  masonry, 
the  distances  of  the  planes  intended  to  form  a  joint  are  very 
considerable,  owing  to  the  coarseness  of  the  particles  which 
enter  the  composition  of  the  cement. 

JOINTER,  in  joinery,  the  largest  plane  u.sed  by  the 
joiner  to  straighten  the  face  or  edge  of  the  stuff  which  he  is 
preparing. 

Jointer,  in  bricklaying,  a  crooked  piece  of  iron,  forming 
two  curves  of  contrary  flexure  by  its  edges  on  each  side,  used 
for  drawing  the  coursing  and  vertical  joints  by  the  edge  of 
the  jointinsj-rule. 

JOINTING  RULE,  a  straight  edge  used  by  brieklayers 
for  regulating  the  direction  or  course  of  the  jointer,  in  the 
hoirzontal  and  vertical  joints  of  the  brickwork. 

JOISTS,  one  or  more  horizontal  rows  of  parallel  equi- 
distant timbers  in  a  floor,  on  which  the  flooring  is  laid.  There 
are  three  kinds  of  joists,  viz.,  binding-joists,  bridging-joists, 
and  ceiling-joists. 

JONES,  INIGO,  a  celebrated  architect,  born  in  London 
about  1-572.  He  was  bred  a  joiner,  but  his  skill  in  drawing 
recommended  him  to  the  notice  of  the  earl  of  Pembroke ;  who 
sent  him  to  Italy,  where  he  acquired  a  complete  knowledge 
of  architecture.  James  I.  made  him  surveyor-general  of  his 
works,  which  office  he  discharged  with  great  fidelity.  He 
continued   in  the  same  post  under  Charles  I.,  and  had  the 
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superintendetiee  of  the  biiililing  of  S  Paul's,  Covent-garden  ; 
with  the  maii:igeinent  of  tho  inasnues  and  iiitei'ludcs  for  the 
entei'tainment  of  tho  court.  This  brought  him  intoas(juabble 
with  Ben  Joiison,  his  coadjutor,  who  ridiculed  him  in  his 
comedy  of  Barlholomew-fair,  under  the  name  of  Luntern 
Leallierhead.  lie  sullered  considerably  during  the  time  of 
Cromwell,  so  that  grief,  misfortunes,  and  age,  brought  him 
to  his  grave  in  July,  1651.  in  I ()55,  appeared  his  Z'(ACoi/rse 
on  Slonehe/iye.  in  which  he  attempts  to  prove  it  to  have  been 
a  Roman  temjile.  As  an  architect,  Inigo  generall3',  but  not 
always,  shines  to  great  advantage.  He  designed  the  palace  of 
Whitehall  and  the  Banquet ing-house,  the  church  and  piazza 
of  Covent-garden,    ColesliiU   in   Berkshire,  Cobham-liall    iu 


Kent,  and  various  other  buildings,  public  and  private.  The 
principal  of  his  designs  were  published  in  folio,  iu  1727,  aud 
some  in  1744. 

JUFb  EIW,  stuff  about  four  or  five  inches  square,  of  any 
length.  This  term  is  not  now  in  use,  though  frequently 
found  in  old  books. 

JUAIP,  in  masonry,  one  among  the  very  numerous  appel- 
lations given  to  the  dislocations  of  the  strata,  by  practical 
miners  of  different  districts. 

JUMPEIi,  a  long  iron  tool,  with  a  steel  chisel-like  point, 
used  in  quiirries  and  mines  for  drilling  or  boring  shot-holes 
in  rocks  which  require  to  be  blasted  with  gunpowder.  Drill, 
neyer,  and  <jad,  are  other  terms  by  which  this  tool  is  called. 
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K.\ABA.  5f«  Caaba. 

KALEIDOSCOPE,  an  optical  instrument,  the  invention 
of  Sir  David  Brewster.  It  creates  aud  exhibits,  by  reflec- 
tions, a  variety  of  beautiful  colours  and  symmetrical  fcjrms ; 
.so  that  such  as  may  be  deemed  appropriate,  may  be  made 
use  of  foi'  patterns,  as  in  carpets,  and  tor  other  purposes  of 
ornamental   design. 

KAOLIN,  a  species  of  clay,  one  of  the  two  ingredients  in 
Chinese  porcelain. 

KEEP  TOWER,  the  middle,  or  principal  tower  in  a 
castle.   See  Castle. 

KEEPING,  to  be  in  keeping  with,  or  harmonize  with, — a 
tecluiical  term  used  in  painting,  and  signifying  the  peculiar 
management  of  those  parts  of  the  art,  colouring  and  chiaro- 
scuro, which  produces  the  proper  degree  of  relievo  in  objects 
admitted  into  a  composition;  according  to  their  relative 
positions  in  the  imagined  scene,  and  the  degree  of  importance 
the  artist  attaches  to  them. 

KEN'ILWOItTII  CASTLE,  is  famed  in  the  annals  of 
Warw  ickshire  for  its  antiquity.  "  This  ancient  castle,"  says 
Dugdale,  "was  the  glory  of  all  these  parts,  and  for  many 
respects  may  be  ranked,  in  a  tliird  place  at  the  least,  with 
the  most  stately  castles  of  England."  This  fortress  was  built 
by  Geotfry  de  Clinton,  in  the  time  of  Henry  L  He  was 
chamberlain  and  treasurer  to  that  monarch.  By  subsequent 
kings  and  occupiers  it  was  greatly  enlarged  and  strengthened 
at  dilferent  limes:  and  in  the  various  civil  and  domestic  wars 
of  England,  it  was  frequently  the  object  of  contention  with 
different  mnnarchs  and  nobles.  Edward  II.  was  confined  for 
a  time  in  Kenilvvorth  Castle,  shortly  before  his  murder  in 
Berkley  Castle,  (a.d.  1327).  In  the  following  reign,  Jcihn 
of  Gaunt  became  owner  of  the  castle,  which  he  much 
augmented  by  new  and  magnificent  buildings.  Henry  IV., 
son  of  John  of  Gaunt,  united  the  castle,  which  he  inherited, 
to  the  domains  of  the  crown,  of  which  it  formed  part  till  the 
time  of  Elizabeth,  who  granted  it  to  Robert  Dudley,  Earl  of 
Leicester.  The  magnificent  entertainment  given  here  by 
Leicester  to  Elizabeth,  has  been  made  familiar  to  the  general 
reader  by  Sir  Walter  Scott's  historical  romance  of  "  Kenil- 
worih."  After  the  civil  war  of  Charles  I.,  the  castle  was 
dismantled,  but  extensive  and  picturesque  ruins  remain. 
What  remains  of  the  buildings  shows  that  the  whole  was  an 
immense  and  spacious  pile;  consisting  of  an  outer  wall  with 
bastion  towers,  a  tilt-yard,  with  towers  at  each  end  ;  and 
several  buildings  within  the  ballium,  or  base-court.  The  area 
within  the   walls  consists  of  seven  acres.     There  were  four 


gatehouses,  and  the  walls  were  from  ten  to  fifteen  feet  in 
thickness.  At  a  short  distance  from  the  castle  was  a  priory 
for  I'llaek  Canons  ;  of  which  buildings,  parts  of  the  gateway 
aud  chapel  remain.  Near  these  is  the  parish  church,  the 
western  door-way  of  which  is  a  curious  specimen  of  ancient 
architecture. 

KERF,  the  way  made  by  a  saw  through  a  piece  of  timber, 
by  displacing  the  wood  with  the  teeth  of  the  saw. 

KEY,  in  a  general  sense,  a  fastener  ;  that  which  fastens,  as 
a  piece  of  wood  in  the  frame  of  a  building,  &c. 

KEY  or  COTTAR,  in  engineering,  a  wedge-shaped  or 
tapering  piece  of  iron  or  wood  ;  which  is  driven  firmly  into 
a  mortise  prepared  to  receive  tho  same,  to  tighten  and  secure 
the  several  parts  of  any  fjaming  or  contrivance  together,  as 
a  rail  to  a  cli.iir,  &c.,  forming  a  fastening.  When  a  key  is 
passed  through  a  timber-beam,  or  two  or  more  thicknesses 
of  metal  or  other  material,  placed  side  by  side,  it  is  customary 
to  clasp  them  together  by  gibbs,  previous  to  inserting 
the  key. 

Kbv,  now  more  commonly  spelt  Quay,  a  long  wharf 
by  the  side  of  a  harbour,  river,  or  canal,  furnished  with  posts, 
and  rings,  whereby  ships  and  boats  may  be  secured  ;  also 
with  cranes,  capstans,  and  other  convenient  mechanism  for 
loading  and  unloading. 

Key,  an  instrument  for  locking  and  unlocking  doors, 
See  Lock. 

Kev.  of  a  door,  the  last  board  that  is  laid. 

KEYED  DADO,  that  which  is  secured  from  warping  by 
bars  grooved  into  the  back  ;  see  the  following  article. 

KEY-HOLE,  a  hole  or  aperture  in  a  door  or  lock,  for 
receiving  a  key. 

KEY-PILE,  the  centre  pile  plank  of  one  of  the  divisions 
of  sheeting-piles  contained  between  two  gauge  piles  of  a 
coffer-dam  or  similar  work.  It  is  made  of  a  wedge-form, 
narrowest  at  the  bottom,  and,  when  driven,  keys  or  wedges 
the  whole  together.  ' 

KEYS,  in  naked  flooring,  pieces  of  timber  framed  in 
between  every  two  joists,  by  mortise  and  tenon  ;  and  when 
driven  fast  between  each  pair,  with  their  ends  butting  against 
the  grain  of  the  joists,  are  called  strutting  pieces. 

Keys,  in  joinery,  pieces  of  timber  let  into  the  back  of  a 
board,  transverse  to  the  fibres,  and  made  of  one  or  several 
breadths  of  timber,  either  by  a  dovetailing,  or  by  first  making 
a  groove  equal  to  the  width  of  the  keys,  and  then  cutting 
narrow  grooves  in  the  sides  of  the  first-made  groove  close  to  the 
bottom,  preserving  a  sufficient  substance  at  the  top  of  each. 


Kf\  s  are  used  for  the  purpose  of  preventing  boards  from 
warping. 

Dado,  when  made  of  broad  boards,  glued  together,  should 
alw;ivs  be  kc-yed.     See  Dado. 

KkV-STOiNE,  of  an  arch  or  vault,  the  last  stone  placed 
on  the  top  thereof;  which,  being  wider  and  fuller  at  the  top 
than  at  the  bottom,  wedges,  as  it  were,  and  binds  in  all 
the  rest. 

M.  Belidor  makes  the  thickness  of  the  arch-stones  of  a 
bridge,  one  twenty-fourth  part  of  the  width  of  the  arch  ;  but 
Mr.  Gautier,  another  experienced  engineer,  makes  their 
length,  in  an  arch  24  feet  wide,  2  feet;  in  arches,  45,  60, 
75,  90  wiile,  3,  4,  5,  6  feet  respectively  ;  and  it  is  observed 
by  ilr.  Muller,  that  the  thickness  allowed  by  Belidor  is  not 
sufficient  to  prevent  the  weight  of  the  arches  from  crushing 
the  key-stones  to  pieces  by  their  pressure  agaiust  one 
auothcr. 

The  name  key-stones,  or  arch-xlones,  is  sometimes  also 
given  to  all  the  stones  which  form  the  sweep  of  an  arch,  or 
vault,  answeriug  to  what  llie  French  more  distinctly  call 
voti.'isoirs. 

Kll^DERKIN,  a  liquid  measure,  which  contains  two 
firkins,  or  eiglueen  gallons.  Two  kilderkins  make  a  barrel, 
aud  four  a  hogshead. 

KILN,  a  kind  of  oven,  or  stove,  for  admitting  heat,  in 
order  to  dry  substances  of  various  kinds,  as  corn,  malt,  hops, 
«S;c.  It  also  signifies  a  fabric  or  building  constructed  for  the 
purpose  of  burning  limestone,  chalk,  and  other  calcareous 
stones,  into  lime.  Kilns  are  of  diti'ereut  kinds,  and  formed 
in  dirt'erent  ways,  according  to  the  purposes  for  which  they 
are  designed. 

Kiln,  Brick.     See  Brick. 
,    KiL.v,  JIuj>,  a  stove  or  kiln  for  the  purpose  of  drying  or 
stoving  hups. 

Kiln,  Lime,  a  sort  of  kiln  constructed  for  the  purpose  of 
burning  lime.  Tiie  operation  called  burning  lime,  consists  in 
e.xposing  marble,  limestone,  chalk,  oyster-shells,  or  any 
other  carbonate  of  lime,  for  some  time  to  a  white  heat,  by 
which  means  the  carbonic  acid  and  water  contained  in  these 
substances  are  expelled  ;  and  the  earth,  which  has  the  pecu- 
liar characters  assigned  to  lime,  is  left  behind  in  a  mass  whic-h 
has  little  coherence,  and  is  therefore  easily  reduced  to  pow- 
der. It  is  usually  called  quitk-lime  after  calcination.  Newly 
prepared,  it  absorbs  water  with  great  avidity ;  it  will  absorb 
one-fourth  of  its  weight  of  that  fluid,  and  still  remain  per- 
fectly dry.  If  a  sufficient  quantity  of  water  be  poured  upon 
it,  the  lime  falls  into  powder ;  some  of  the  water  is  converted 
into  vapour  by  the  disengaged  caloric  of  that  part  which 
unites  with  the  lime  ;  this  is  called  the  slacking  of  lime  ;  if 
the  quantity-  slacked  be  considerable,  and  performed  in  a  dark 
place,  light  will  be  observed  as  well  as  heat.  Kilns  are  built 
of  different  forms  or  shapes,  accoiding  to  the  manner  in 
which  they  are  to  be  wrought,  and  the  kinds  of  fuel  to  be 
employed.  It  may  be  remarked,  that,  in  places  where  mate- 
rials are  dear,  from  their  being  fetched  from  a  distance,  and 
where  the  fuel  is  coals,  and  also  expensive,  the  form  of  a  kiln 
is  mostly  that  of  an  inveited  cone,  a  form  which  has  its  in- 
conveniences; but  in  districts  where  the  art  of  burning  lime 
is  practised  with  superior  attention  and  correctness,  the  form 
has  of  late  years  been  gradually  changing  from  conical  to 
elliptical.  Some  writers  are  of  opinion,  that  the  best  form 
of  a  lime-furnace,  in  the  establislied  practice  of  the  present 
day,  is  that  of  an  egg  placed  upon  its  narrower  end,  having 
part  of  its  broader  end  struck  oil"  and  its  sides  somewhat 
compressed,  especially  towards  the  lower  extremity  ;  the 
ground-plot  or  bottom  of  the  kiln  being  nearly  an  oval,  with 
an  eye,  or  draft-hole,  toward  each  er.d  of  it.     Jt  is  supposed 


that  two  advantages  are  gained  by  this  form,  over  that  of  the 
cone.  By  the  upper  part  of  the  kiln  being  contracted,  the 
heat  does  not  fly  off"  so  freely  as  it  does  out  of  a  spreading 
cone.  On  the  contrary,  it  thereby  receives  a  degree  of  rever- 
beration, which  adds  to  its  intensity.  But  the  other,  and  still 
more  valuable  eflect,  is  this:  when  the  cooled  lime  is  drawn 
out  at  the  bottom  of  the  furnace,  the  ignited  mass,  in  the 
upper  parts  of  it,  settles  down,  freely  and  evenly,  into  the 
central  parts  of  the  kiln  ;  whereas,  in  a  conical  surface, 
the  regular  contraction  of  its  width,  in  the  upper  as  well  as 
the  lower  parts  of  it,  prevents  the  burning  materials  from 
settling  utiiformly  and  levelling  downward.  They  lianff  upon 
the  sides  of  the  kiln,  and  either  form  a  dome  at  the  bottom 
of  the  burning  mass,  with  a  void  space  beneath  it,  therel)y 
endangering  the  structure,  if  not  the  workmen,  employed  ; 
or,  breaking  down  in  the  centre,  form  a  funnel,  down  which 
the  underburnt  stones  find  their  way  to  the  draft-holes. 
And  the  contraction  of  the  lower  part  of  the  kiln  has  not  the 
same  etVect ;  for,  after  the  fuel  is  exhausted,  the  adhesion 
ceases,  the  mass  loosens,  and,  as  the  lime  cools,  the  less  room 
it  requires.  It  therefore  runs  down  freely  to  the  draft-holes, 
notwithstanding  the  quick  contraction  of  the  bottom  of  the 
kiln  or  surfiice. 

Lastly,  with  respect  to  the  lime-furnace,  the  fire  requires 
to  be  furnished  with  a  regular  supply  of  air.  When  a  kiln 
is  first  lighted,  the  draft-holes  afford  the  required  supply. 
But  after  the  fire  becomes  stationary  in  the  middle,  or  to- 
wards the  upper  part  of  the  kiln,  (especially  of  a  tall  kiln.) 
while  the  space  below  is  occupied  by  burnt  lime,  the  supply 
from  ordinary  draft-holes  becomes  insufficient.  If  the  walls 
of  the  kiln  have  been  carried  up  dry  or  without  mortar,  the 
air  finds  its  way  through  them  to  the  fire.  In  large  deep 
kilns  that  are  built  with  air-tight  walls,  it  is  common  to  form 
air-holes  in  their  sides,  especially  in  front,  over  the  drafts 
holes.  But  these  convey  the  air,  in  partial  currents,  to  one 
side  of  the  kiln  only,  w-hereas  that  which  is  admitted  at  the 
draft-holes  passes  regularly  upward  to  the  centre,  as  well  as 
to  every  side  of  the  burning  mass  ;  and,  moreover,  tends  to 
cool  the  burnt  lime  in  its  passage  downward,  thereby  contri- 
buting to  the  ease  and  health  of  the  w  orkmen.  Hence,  it  is 
to  be  observed,  the  size  of  the  draft-holes  ought  to  be  pro- 
portionate to  that  of  the  kiln  and  the  size  of  the  stones  taken 
jointly,  (air  passing  more  freely  among  large  than  among 
small  stones,)  and  the  required  supply  of  air  should  be  wholly 
admitted  at  the  draft-holes.  By  a  sliding  or  a  shifting  valve, 
the  supply  may  be  regulated,  and  the  degree  of  heat  be  in- 
creased or  diminished,  according  to  circumstances. 

The  most  ancient  kind  of  lime-kiln  is  probably  that  which 
is  made  by  excavating  the  earth  in  the  form  of  a  cone,  of 
such  a  size  as  may  be  necessary  ;  and  af'terwards  building  up 
the  sides,  or  not,  according  to  the  circumstances  of  the  case  ; 
the  materials  being  then  laid  in,  in  alternate  layers  of  fuel 
and  stone,  properly  broken,  until  the  whole  is  filled  up.  The 
top  is  then  covered  with  sods,  in  order  that  the  heat  may  be 
prevented  from  escaping  :  and  the  fire  lighted  at  the  bottom, 
and  the  whole  of  the  contents  burnt,  in  a  greater  or  less 
space  of  time,  in  proportion  to  the  nature  of  the  stone,  and 
the  quantity  that  is  contained  in  the  kiln.  From  the  circum- 
stance, of  the  top  parts  of  these  kilns,  in  some  districts, 
being  covered  over  and  the  sides  sometimes  built  up  with 
sods,  they  are  termed  sod-kilns,  in  order  to  distinguish  them 
from  theother  sorts.  When  the  whole  of  the  contents  of 
such  kilns  are  grown  cold,  they  are  drawn  or  taken  out  from 
the  bottom  ;  and  the  kiln  again  filled,  if  necessary.  These 
kilns  are  obviously  intended  for  burning  only  ene  kiln-full 
at  a  time.  But  as  the  burning  of  lime  in  this  way  is  tedious 
and  uneconomical,  other  methods  and  forms  of  kilns  have 
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been  had  i-ecourse  to.  Where  lime  is  much  wanted,  either 
for  building  or  other  purposes,  they  use  perpetual  kilns,  or 
what  are  more  gi-nerally  known  by  the  name  of  drato-kilns. 
These,  as  all  lirue-kilns  ought  to  be,  are  situated  by  the  side 
of  a  rising  bank,  or  sheltered  by  an  artificial  mound  of  earth. 
They  are  generally  built  either  of  stone  or  brick;  but  the 
latter,  as  being  better  adapted  to  stand  excessive  degrees  of 
heat,  is  considered  as  prefeiable.  The  outside  form  of  such 
kilns  is  sometimes  cylindrical,  but  more  generally  square. 
The  inside  should  be  formed  in  the  shape  of  a  hogshead,  or 
an  egg,  opened  a  little  at  both  ends,  and  set  on  the  smallest; 
being  small  in  circumference  at  the  bottom,  gradually  wider 
towards  the  middle,  and  then  contracting  again  towards  the 
top.  In  kilns  constructed  in  this  way,  it  is  observed,  fewer 
coals  are  necessary,  in  consequence  of  the  great  degree  of 
reverberation  which  is  created,  above  that  which  takes  place 
in  kilns  formed  in  the  shape  of  a  sugar-loaf  reversed.  Near 
the  bottom,  in  large  kilns,  two  or  more  apertures  are  made  : 
these  are  small  at  the  inside  of  the  kiln,  but  are  sloped  wider, 
both  at  the  sides  and  the  top,  as  they  e.xtend  towards  the 
outside  of  the  building.  The  uses  of  these  apertures  are  for 
admitting  the  air  necessary  for  supplying  the  fire,  and  also 
for  permitting  the  labourers  to  approach  with  a  drag  and 
shovel,  to  draw  out  the  calcined  lime.  From  the  bottom  of 
the  kiln. within,  in  some  cases,  a  small  building,  called  a  horse, 
is  raised  in  the  form  of  a  wedge,  and  so  constructed  as  to 
accelerate  the  operation  of  drawing  out  the  burned  limestone, 
by  forcing  it  to  fall  into  the  apertures  which  have  been  men- 
tioned above.  In  other  kilns  of  this  kind,  in  place  of  this 
building,  there  is  an  iron  grate  near  the  bottom,  which  comes 
close  to  the  inside  wall,  e.vcept  at  the  apertures,  where  the 
lime  is  drawn  out.  When  the  kiln  is  to  be  filled,  a  parcel  of 
furze  or  faggots  is  laid  at  the  bottom  ;  over  this  a  layer 
of  coals  ;  then  a  layer  of  limestone,  which  is  previously  bro- 
ken into  pieces,  about  the  size  of  a  man's  fist ;  and  so  on 
alternately  ;  ending  with  a  layer  of  coals,  which  is  sometimes, 
though  seldom,  covered  with  sods  or  turf,  in  order  to  keep 
the  heat  as  intense  as  possible.  The  fire  is  then  lighted  in 
the  apertures  ;  and  when  the  limestone  towards  the  bottom 
is  completely  calcined,  the  fuel  being  considerably  exhausted, 
the  limestone  at  the  top  subsides.  The  labourers  then  put 
in  an  addition  of  limestone  and  coal  at  top,  and  draw  out  at 
bottom  as  much  as  they  find  thoroughly  burned  ;  and  thus 
go  on,  till  any  quantity  required  be  calcined.  When  lime- 
stone is  burned  wilh  coals,  from  two-and-a-half  to  three-and- 
a-half  bushels,  on  a  medium,  three  bushels  of  calcined  lime- 
stone are  produced  for  cvei-y  bushel  of  coals  used  in  the 
process. 

A  lime-kiln  of  this  sort  is  described  in  Count  Rumford's 
Ussdi/s,  in  the  possession  of  the  Dublin  Society,  as  well  as 
the  principal  objects  that  ought  to  be  had  in  view  in  con- 
structing the  kiln  pointed  out :  the  first  of  which  is,  to 
cause  the  fuel  to  burn  in  such  a  manner  as  to  consume  the 
smoke,  which  has  here  been  done  by  obliging  the  smoke  to 
descend  and  pass  through  the  fire,  in  order  that  as  much  heat 
as  possible  might  be  generated.  Secondly,  to  cause  the  Hame 
and  hot  vapour  which  rise  from  the  fire  to  come  in  contact 
wilh  the  lime-stone  by  a  very  large  surface,  in  order  to 
economize  the  heat,  and  prevent  its  going  olf  into  the  atmos- 
phere ;  which  was  done  by  making  the  body  of  the  kiln  in 
the  form  of  a  hollow  truncated  cone,  and  veiy  high  in  pro- 
portion to  its  diameter  ;  and  by  filling  it  quite  up  to  the  top 
with  lime-stone,  the  fire  being  made  to  enter  near  the  bottom 
of  the  cone. 

"Thirdly,  to  make  the  process  of  burning  lime  perpetual, 
in  order  to  prevent  the  waste  of  heat  which  unavoidably 
attends  the  cooling  of  the  kiln,  in  emptying  and  filling  it, 


when,  to  perform  that  operation,  it  is  necessary  to  put  out 
the  fire. 

"  And  f  jurthly,  to  contrive  matters  so  that  the  lime  in 
which  the  process  of  burning  is  just  finished,  and  which,  of 
course,  is  still  intensely  hot,  may,  in  cooling,  be  made  to  give 
off  its  heat  in  such  a  manner  as  to  assist  in  heating  the  fresh 
quantity  of  cold  limestone  with  which  the  kiln  is  replenished, 
as  often  as  a  portion  of  lime  is  taken  out  of  it. 

"  To  effectuate  these  purposes,  the  fuel  is  not  mixed  with 
the  limestone,  but  is  burned  in  a  close  fire-place,  which  opens 
into  one  side  of  the  kiln,  some  distance  above  the  bottom  of 
it.  For  large  lime-kilns  on  these  principles,  there  may  be 
several  fire-places  all  opening  into  the  same  cone,  and  situ- 
ated on  different  sides  of  it:  which  fire-places  may  be 
constructed  and  regulated  like  the  fii'c-places  of  the  furnaces 
used  for  burning  porcelain. 

"  At  the  bottom  of  the  kiln  there  is  a  door,  which  is  occa- 
sionally opened  to  take  out  the  lime. 

"  When,  in  consequence  of  a  portion  of  lime  being  drawn 
out  of  the  kiln,  its  contents  settle  down  or  subside,  the  empty 
space  in  the  upper  part  of  the  kiln,  which  is  occasioned  by 
this  subtraction  of  the  burned  lime,  is  immediately  filled  up 
wilh  fresh  limestone. 

"  As  soon  as  a  portion  of  the  lime  is  taken  away,  the 
door  b}'  which  it  is  removed  must  be  immediately  shut, 
and  the  joinings  well  closed  with  moist  clay,  to  prevent 
a  draught  of  cold  air  through  the  kiln.  A  small  opening, 
however,  must  be  left,  for  reasons  which  are  explained 
below. 

"As  the  fire  enters  the  kiln  at  some  distance  from  the 
bottom  of  it,  and  as  the  flame  rises  as  soon  as  it  comes  into 
this  cavity,  the  lower  part  of  the  kiln  (that  below  the  level 
of  the  bottom  of  the  fire-place)  is  occupied  by  lime  already 
burned  ;  and  as  this  lime  is  intensely  hot,  when,  on  a  portion 
of  lime  from  below  being  removed,  it  descends  into  this  part 
of  the  kiln ;  and  as  the  air  in  the  kiln,  to  which  it  communi- 
cates its  heat,  must  arise  upwards  in  consequence  of  its  being 
heated,  and  pass  off  through  the  top  of  the  kiln,  this  lime,  in 
cooling,  is  by  this  contrivance  made  to  assist  in  heating  the 
fresli  portion  of  cold  limestone  with  which  the  kiln  is  charged. 
To  facilitate  this  communication  of  heat  from  the  red-hot 
lime  just  burned,  to  the  limestone  above  in  the  upper  part  of 
the  kiln,  a  gentle  draft  of  air  through  the  kiln,  from  the 
bottom  to  the  top  of  it,  must  be  established,  by  leaving  an 
opening  in  the  door  below,  by  which  the  cold  air  from  without 
may  be  suffered  to  enter  the  kiln.  This  opening  (which 
should  be  furnished  with  some  kind  of  a  register)  must  be 
very  small,  otherwise  it  will  occasion  too  strong  a  draft  of 
cold  air  into  the  kiln,  and  do  more  harm  than  good  ;  and  it 
will  probably  be  found  best  to  close  it  entirely,  after  the  fime 
in  the  lower  part  of  the  kiln  has  parted  with  a  certain  pro- 
portion of  its  heat." 

It  is  a  common  pr.actice  in  some  places  to  burn  limestone 
with  furze.  The  kilns  which  are  made  use  of  in  these  cases 
are  commonly  known  by  the  denomination  ofjlume-kiliis,  and 
are  built  of  brick  ;  the  walls  from  4  to  5  feet  thick,  when  they 
are  not  supported  by  a  bank  or  mound  of  earth.  The  inside 
is  nearly  square,  being  12  feet  by  13,  and  11  or  1.5  feet  high. 
In  the  front  wall  there  are  three  arches,  each  al)out  1  foot  10 
inches  wide,  by  3  feet  9  inches  in  height.  When  the  kiln  is 
to  be  filled,  three  arches  ai'e  formed  of  the  largest  pie<.'es  of 
limestone,  the  whole  breadth  of  the  kiln,  and  ojiposite  to  the 
aiches  in  the  front  wall.  When  these  arches  are  formed,  the 
limestone  is  thrown  promiscuously  into  the  kiln  to  the  height 
of  7  or  8  feet,  over  which  are  frequently  laid  fifteen  or  twenty 
thousand  bricks,  which  are  burned  at  the  same  time  with  the 
limestone.     When  the  filling  of  the  kiln  is  completed,  the 


thiee  arches  in  the  front  wall  are  filled  up  with  bricks  almost 
to  the  top,  loom  being  left  in  each  sufficient  only  for  putting 
in  tlic  furze,  which  is  done  in  small  quantities,  the  object 
being  to  keep  up  a.  constant  and  regular  Haiae.  In  the  space 
of  thirty -six  or  forty  hours,  the  whule  limestone,  about  li20 
or  ISO'quarters,  together  with  15,000  or  20,000  bricks,  are 
thoroughly  calcined.  Kilns  constructed  in  this  way  may  be 
seen  noar  Wellingljorough,  in  Northamptonshire,  and  other 
places  in  the  northern  parts  of  the  kingdom.  In  many  of 
the  norlhern  counties  of  Scotland,  which  are  situated  at  a 
great  distance  fiom  coal,  it  is  also  a  common  practice  to  burn 
limestone  with  peat;  and,  considering  the  rude  ill-constructed 
kilns  which  are  used  for  the  purpose,  it  is  a-^tonishing  with 
what  success  the  operations  are  performed.  In  some  of  these 
districts,  it  is  stated  that  limestone  is  sufficiently  calcined  with 
peats,  laid  stratum  super  stratum,  in  kilns  formed  of  turf ;  but 
owing  to  the  quantity  of  ashes  which  fall  from  the  peat,  the 
quality  of  the  lime  is  considerably  injured  ;  and,  from  the 
open  and  exposed  situation  of  many  of  these  kilns,  the  waste 
oflhel  is  immense.  But  the  most  common  method  of  burning 
limestone  with  peat,  is  in  kilns  constructed  somewhat  similar 
to  those  in  the  districts  where  furze  i:;  used  as  the  only  fuel. 
In  kilns  of  this  description  there  are,  in  general,  only  two 
arches,  or  fire-places,  and  the  peats  are  thrown  into  the  bottom 
of  these  arches,  the  fronts  of  which  are  seldom  closed  up,  by 
which  means  the  wind  has  often  great  influence  in  retarding 
the  operation,  and  frequently  prevents  the  complete  calcina- 
tion of  the  limestone.  An  improvement  might,  it  is  supposed, 
be  made  on  these  kilns  at  a  very  trifling  expense  :  if  an  iron 
grate  were  laid  across  the  bottom  of  the  arch,  with  a  place 
below  for  the  ashes  to  fall  down,  and  the  fn jnt  of  the  arch 
closed  up  by  a  door  made  of  cast-metal,  one-third  of  the  fuel 
might  be  saved,  and  the  operation  performed  in  a  shorter  time, 
and  with  a  much  greater  cerUiinty,  than  by  the  method  now 
practised  in  such  kilns. 

In  a  communication  to  the  Board  of  Agriculture,  Mr. 
Eawson  described  a  method  of  constructing  a  lime-kiln,  by 
which  a  considerable  saving  of  fuel  was  effected. 

This  kiln  was  made  20  feet  in  height ;  at  the  bottom  was 
placed  a  metal  plate,  one  foot  in  height,  intended  to  give  air 
to  the  fire  ;  the  sloped  sides  were  G  feet  in  height,  the  breadth 
at  the  top  of  the  slope  8  feet ;  the  sides  carried  up  perpendi- 
cular 14  feet ;  so  that  every  part  of  the  inside,  trom  14  feet 
to  the  mouth,  was  exactly  of  the  same  dimensions.  On  the 
mouth  of  the  kiln  was  placed  a  cap,  built  of  long  stones,  and 
rather  sharply  contracted,  about  7  or  8  feet  high.  In  the 
building  of  this  cap,  on  one  side  of  the  slope,  the  mason  be- 
ing over  the  centre  of  the  kiln,  anything  dropping  down 
would  fall  perpendicularly  to  the  eye  beneath.  Here  was 
placed  an  iron  door  18  inches  square,  and  then  the  remainder 
of  the  building  of  the  cap  was  carried  up  until  the  whole  of 
the  top  was  conti-acted  to  14  inches.  The  kiln  was  fed 
through  the  iron  door,  and,  when  filled,  the  door  was  close 
shut.  The  outside  wall  was  3  feet  at  the  bottom  battering 
up  to  2  feet  at  top,  and  built  at  such  a  distance  from  the 
inside  wall  of  the  kiln,  that  2  feet  of  yellow  clay  might  be 
well  packed  in  between  the  walls ;  without  this  precaution 
kilns  are  almost  certain  to  split.  At  8  feet  high  from  the  eye 
of  the  kiln,  two  flues  were  carried  through  the  front  wall, 
through  the  packed  clay  to  the  opposite  side  of  the  kiln,  to 
give  power  to  the  fire.  It  Is  asserted,  that,  with  this  kiln, 
one-third  more  lime  has  been  produced  from  a  given  quan- 
tity of  fuel,  and  also  that  stones  of  bad  quality  niight  be  put 
hito  the  kiln  without  the  necessity  of  being  broken  so  small 
as  usual.  As  many  situations  will  not  admit  of  building  a 
kiln  20  feet  high,  while  other  situations  may  allow  of  its 
being  built   30,  or  even  40  feet,  (for  it  cannot  be  made  too 


high,)  the  diameter  of  the  kiln  should  be  proportioned  to 
the  height  to  which  it  is  carried  up. 

In  the  same  communication,  Mr.  Rawson  also  described 
another  and  rather  curious  application  of  this  sort  of  contri- 
vance. He  states  that,  "  for  several  years,  he  has  made  use 
of  a  small  kiln  in  an  outside  kitchen,  the  height  9  feet,  the 
diameter  'i^  feet.  In  the  side  of  the  kiln  next  the  fire,  he 
had  3  square  boilers  placed,  one  of  them  large,  containing 
half  a  barrel,  with  a  cock,  which  supplied  the  fiimily  with 
constant  boiling  water;  for  the  two  others,  he  had  tin  ves- 
sels made  to  fit  the  inside  with  close  covers,  in  which  meat 
and  vegetables  with  water  were  placed,  and  put  into  the  two 
snuiUer  boilers,  which  never  had  any  water,  but  had  close 
covers.  The  tin  boilers  were  heated  sooner  than  on  the 
strongest  fire,  and  when  the  meat,  &c.,  were  sufficiently 
dressed,  the  whole  was  taken  out  of  the  metal  boilers.  At 
one  side  he  had  an  oven  placed  for  roasting  and  boiling  meat ; 
the  bottom  was  metal  of  26  inches  diameter,  and  H  inch 
thick,  a  flue  from  the  fire  went  underneath.  Even  with  the 
bottom  of  the  oven,  a  grating  9  inches  square  was  placed, 
which  opened  a  communication  between  the  oven  and  the  hot 
fire  of  the  kiln.  The  height  of  the  oven  was  14  inches, 
shut  close  b}'  a  metal  door  of  18  inches  square,  and  the  top, 
level  with  the  mouth  of  the  kiln,  was  covered  by  another 
metal  plate  of  half  an  inch  thick,  on  which  was  placed  a 
second  oven  ;  the  heat  which  escaped  through  the  half-inch 
plate,  though  not  near  the  fire,  was  sufficient  to  do  all  small 
puddings,  jiies,  breakfast-cakes,  &c.  &c.  The  meat  in  the 
large  oven  was  placed  on  an  iron  frame,  which  tuined  on  a 
pivot,  and  stood  on  a  drip]iing-pan,  and  was  turned  by  the 
cook  every  half  hour.  And  over  the  kiln  he  had  a  tiled  stage 
for  drying  corn,  and  a  chimney  at  one  side,  with  a  caul  on 
the  top,  which  carried  oft' all  steam  and  sulphur:  a  large 
granary  was  attached  to  the  building."  It  is  added,  that  the 
lime,  if  sold,  would  more  than  pay  for  fuel  and  attendance; 
and  he  has  frequently  had  dinner  dressed  for  fifty  men,  with- 
out interfering  with  his  family  Ijusiness  in  any  great  degree. 

An  admirable  combination  of  a  lime-kiln,  with  a  coke-oven, 
was  the  subject  of  a  patent  granted  to  Mr.  Charles  Ileathorn 
some  years  ago,  since  which  time  it  has  been  in  successful 
operation  at  Maidstone  and  other  places.  The  object  of  this 
invention,  as  expressed  in  the  specification  of  the  patent,  is 
the  preparation  of  quick-lime  and  coke  in  the  same  kiln  at 
one  operation.  The  economy  of  this  process  must  be  evi- 
dent from  the  circumstance,  that  the  inflammable  part  of  the 
coal,  which  is  separated  to  form  it  into  coke,  is  the  only  fuel 
employed  to  burn  the  lime ;  and  as  the  coke  is  in  many 
places  as  valuable  as  the  coal  from  which  it  is  prepared,  the 
cost,  if  any,  of  making  lime,  must  be  reduced  to  the  most 
trifling  amount. 

In  burning  I'me,  some  burners  prefer  peat  to  coal  for  the 
fuel ;  but  that  preference  has  proliably  arisen  fiom  an  inju- 
dicious management  of  coal.  ISIr.  Dobson  asserts  peat  to  be 
more  economical  than  coal  ;  that  coal,  by  its  excessive  heat, 
causes  the  limestone  to  run  into  solid  lumps,  which  it  never 
does  with  peat,  as  it  keeps  them  in  an  open  state,  and  admits 
the  air  freely  ;  that  the  process  of  burning  goes  on  more 
slowly  with  coal,  and  does  not  produce  half  the  quantity 
of  lime. 

This  inconsistency  requires  no  comment ;  nevertheless, 
peat  is  a  very  useful  fuel  for  the  purpose,  and  an  excellent 
substitute  for  coal,  where  the  latter  is  scarcer  or  dearer. 
All  kinds  of  lime  expo.sed  to  the  air  recover  nearly  their 
original  weight,  except  chalk-lime,  which,  although  long 
exposed,  never  recovers  more  than  seven-eighths  of  its 
oriijinal  weiaht.  Some  limestones,  as  Portland-stone,  yield  a 
very  white  lime  ;  others,  as  chalk  and  roe-stone,  a  lime  with 
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a  yellowish  cast;  the  latter  is  best  adapted  for  mixing  with 
tanas,  puzzolaua,  or  Parker's  cement,  for  buildings  under 
water.  It  has  long  been  said  by  lime-burners,  that  if  lime- 
stone be  imperfectly  burned  in  the  first  instance,  no  further 
exposure  of  it  to  the  fire  will  produce  quick-lime.  This 
assertion,  which  it  was  supposed  was  the  ofl'spring  of  igno- 
rance, has  been  confirmed  by  M.  Vicat,  in  a  valuable  treatise 
lately  published  by  him  on  mortar  and  cements.  Such  lime, 
which  is  technically  termed  dead  lime,  does  not  slake  with 
water,  but  upon  being  ground  and  made  into  a  paste  with 
water,  differs  from  common  mortar  by  setting  under  water. 

KILOMETRE,  a  thousand  metres.  In  the  French  system 
of  measures,  the  metre  is  the  unit,  and  is  equivalent  to 
3.-.2S08i>92  English  feet.  The  kilometre  is  about  five-eighths 
of  our  statute  mile. 

KING-POST,  or  Crown-Post.     See  Crown-Post. 

KIOSK,  a  word  applied  in  Turkey  to  a  kind  of  open  pavi- 
lion, or  summer-house,  supported  by  pillars. 

KIUB-PLATE.     See  Curb-Plate. 

KIRB-ROOF.     See  Curb-Roof. 

KITCHEN  (Welsh,  ker/in)  the  cooking-room,  an  apart- 
ment used  for  the  preparation  of  food,  and  furnished  with 
suitable  accommodations  and  utensils  for  that  purpose,  of 
which  the  following  are  some  of  the  principal. 

A  range  of  grating  ;  a  smoke-jack  in  the  chimney,  to  turn 
the  spits  for  roasting ;  a  large  screen  to  stand  before  the  fire. 
U)  keep  off  the  cold  air  from  the  articles  roasting,  by  which 
means  the  operation  is  considerably  accelerated.  An  oven, 
and  also  a  copper  boiler,  should  be  constructed  on  one  side  of 
the  fire-place,  and  on  the  other  side,  a  large  cast-iron  plate, 
fixed  horizontally,  on.  which  to  keep  sauce  and  stew-pans 
continually  boiling  with  a  uniform  degree  of  heat.  Several 
preserving  stoves  should  be  fitted  up,  according  to  the  num- 
ber of  the  fimily  ;  and  a  table  as  large  as  the  kitchen  will 
admit  of  It  would  be  impossible  to  enumerate  the  whole  of 
the  articles  for  culinary  purposes ;  but,  besides  the  above,  the 
kitchen  should  also  be  furnished  with  dressers,  having  drawers 
or  cupboards  under  them,  put  up  in  every  vacant  part ;  it 
should  also  have  shelves  fitted  up  round  the  sides,  in  order 
to  set  stew-pans,  sauce-pans,  &c.  out  of  the  way.  Adjoining 
to  the  kitchen,  ought  to  be  a  large  coal-cellar,  &>r  the  con- 
venient supply  of  the  fire.  The  water  ought  to  be  conducted 
to  the  kitchen  by  means  of  pipes,  to  be  drawn  off  by  one  or 
more  cocks,  as  may  be  wanted.  The  screen  should  be  made 
of  wood,  and  lined  with  tin,  and  fitted  up  with  shelves,  so 
as  to  hold  the  dishes  and  plates  to  be  made  hot  for  dinner. 
The  copper-boiler  is  sometimes  made  double,  or  divided,  and 
both  parts  heated  by  the  same  fire;  each  part  should  be 
fiirnished  with  a  water-cock.  The  kitchen  table  should  not 
be  less  than  three  inches  thick.  If  the  windows  do  not  afford 
a  very  good  light,  a  sky-light  should  be  placed  over  the 
table,  with  a  moveable  cap,  so  as  to  admit  any  quantity  of 
air  at  pleasure. 

Modern  science  has  introduced  so  many  improvements  in 


this  part  of  a  large  establishment,  that  it  would  be  impossible 
to  describe  them.  For  the  perfection  of  the  department  com- 
prehended under  the  simple  word  A-itcheii,  we  would  recom- 
mend our  readers  to  inspect  that  of  the  Reform  Club,  or  any 
similar  cuisine.  It  is  to  be  regretted  that  similar  improve- 
ments, as  far  as  may  be  deemed  advisable,  are  not  more 
generally  introduced  into  establishments  of  a  humbler 
description. 

KNEE,  a  piece  of  timber  cut  at  an  angle,  or  having  grooves 
to  an  angle. 

Knee,  in  hand-railing,  a  part  of  the  back  with  a  convex 
curvature ;  it  is  the  reverse  of  a  ramp,  which  is  hollow  on 
the  back. 

KNIFE.  Draioing.     See  Drawing  Knife. 

KNO'iTlNG,  a  process  in  painting,  for  preventing  the 
knots  from  appearing  in  the  finish. 

Knotting  is  a  composition  of  strong  size,  mi.xed  with  red 
lead,  for  the  first  knotting,  which  prevents  the  gum  from 
coming  through.  The  second  knotting  is  a  composition  of 
white-lead,  red-lead,  and  oil ;  but  in  principal  rooms,  where 
the  knots  happen  to  be  very  bad,  they  are  often  silvered  : 
which  is  done  by  laying  on  a  coat  of  gold  size,  and,  when 
properly  dry,  a  silver  leaf  is  placed  on  them,  which  is  sure 
to  prevent  the  knots  appearing. 

The  operation  of  knotting  is  the  first  process  in  painting. 

KNLCKLE,  of  a  hinge,  the  cylindrical  part,  where  the 
one  strap  is  indented  into  the  other,  and  revolves  upon  a  pin 
fixed  as  an  axis,  in  that  of  the  cylinder.     See  Hinging. 

KYANIZING,  the  term. -ipplied  to  the  process  of  preserv- 
ing timber  and  other  substances  from  dry  rot,  invented  by- 
Mr.  Kyan.  Processes  of  a  similar  description,  and  for 
similar  purposes,  but  differing  in  the  chemical  agents 
employed,  have  also  been  patented  by  Sir  William  Burnett 
and  others,  and  called  from  the  respective  inventors,  Bur- 
nettizing,  Payanizing,  Bethellizing,  &c. 

Kyan'sj)reparation  consists  in  immersing  the  substance  to 
be  preserved  in  a  solution  of  corrosive  sublimate,  which  is 
said  to  neutralize  the  primary  element  of  fermentation,  and 
render  the  fibre  of  the  wood  indestructible.  The  principal 
advantage,  however,  claimed  for  the  process,  is,  that  it  seasons 
the  timber  in  so  short  a  time  ;  what,  in  ordinary  circumstances, 
occupies  two  or  three  years,  being,  by  means  of  Kyanizing, 
effected  in  as  many  months.  It  is  also  said  to  protect  the 
wood  from  the  ravages  of  insects.  We  desire  to  ofler  no 
opinion  on  the  comparative  merits  of  these  several  methods 
of  effecting  the  same  objects.  All  have  been  in  turn  lauded 
and  decried,  as  all  have  been  in  turn  used  and  condemned. 
They  are  used  extensively  in  railway  sleepers  and  other 
engineering  works,  which,  from  their  exposure,  are  very  liable 
to  premature  decay. 

It  is  generally  understood,  however,  among  practical  men, 
that  timber,  though  prepared  by  an}-  of  these  processes, 
cannot  be  depended  upon  for  a  certainty  to  resist  the  com- 
bined effects  of  moisture  and  great  heat. 


LAB 

LABEL,  an  ornament  placed  over  an  aperture,  in  the 
castellated  style  of  building,  consisting  of  a  horizontal  part 
over  the  head,  with  two  parts  returning  downwards  at  a  right 
angle,  one  on  each  side  of  the  aperture:  sometimes  these  are 
terminated  at  the  bottom  with  a  bead,  but  most  frequently 


LAB 

return  again  at  a  right  angJe  outwards,  and,  consequently, 
parallel  to  the  part  over  the  head. 

LABOUR,  in  measuring,  the  value  put  on  a  piece 
of  work,  in  consideration  only  of  the  time  requii-ed  to 
perform  it. 


LABRUM,  a  vase  or  basin  placed  in  the  caldarium  of  the 
ancient  baths,  to  contain  hot  water  for  persons  who  had  used 
the  vapour  bath. 

LABI  HNL^r,  a  well-lvnown  tree;  the  wood  of  the  tree- 
laburnum  is  much  prizud  by  cabinet-maiiers  and  turners. 

LABYKINTII,  (Greek,  Xafivpn'Oog)  among  the  ancients, 
a  large  and  intricate  edifice  cut  into  various  isles  and  meanders 
rumiing  into  each  other,  so  as  to  render  it  difiicult  to  get  out. 

Four  celebrated  labyrinths  were  noted  by  the  ancients,  and 
by  Pliny  ranked  amongst  the  wonders  of  the  world  :  viz..  the 
Cretan,  the  Egyptian,  the  Lenniiau,  and  the  Italian.  That 
of  Crete  is  the  most  famed  ;  it  was  built,  as  Diodorus  Siculus 
conjectures,  and  Pliny  positively  asserts,  by  Diedalus,  by 
coiumand  of  king  Minos,  who  kejjt  the  Minotaur  shut  up  in 
it,  on  the  model  of  that  of  Egypt,  but  on  a  less  scale  ;  but 
both  affirm,  that  in  their  time  it  no  longer  existed,  having 
been  cither  destroyed  by  time,  or  purposely  demolished.  It 
wa.s  from  this  labyrinth  that  Tlieseus  is  said  to  have  made  his 
escape  by  means  of  Ariadne's  clue. 

Diodorus  Siculus  and  Pliny  represent  this  labyrinth  as 
having  been  a  large  edifice ;  while  others  have  considered  it 
as  merely  a  cavern  hollowed  in  the  rock,  and  full  of  winding 
passages.  "  If  the  labyrinth  of  Crete,"  says  the  Abbe  Bar- 
thelemi,  '•  had  been  constructed  by  Daidalus  under  the  order 
of  Minos,  whence  is  it  that  we  find  no  mention  of  it  either 
by  Homer,  who  more  than  once  speaks  of  that  prince,  and  of 
Crete,  or  by  Herodotus,  who  describes  that  of  Egypt,  after 
having  said  that  the  monuments  of  the  Egyptians  are  much 
superior  to  those  of  the  Greeks  ;  or  by  the  more  ancient 
geographers  ;  or  by  any  of  the  writers  of  the  ages  in  which 
Greece  flourished  1  This  work  was  attributed  to  Daidalus, 
whiise  name,"  says  our  author,  "  is  sufficient  to  discredit  a 
tradition.  His  name,  like  that  of  Hercules,  had  become  the 
resource  of  ignorance,  whenever  it  turned  its  eyes  on  the 
early  ages.  All  great  labours,  all  works  which  required  more 
strength  than  ingenuity,  were  attributed  to  Hercules  ;  and  all 
those  which  had  relation  to  the  arts,  and  required  a  certain 
degree  of  intelligence  in  the  execution,  were  ascribed  to 
Dicdalus."  According  to  Diodorus  and  Pliny,  no  traces  of 
the  labyrinth  of  Crete  existed  in  their  time,  and  the  date 
of  its  destruction  had  been  forgotten.  Yet  it  is  said  to  have 
been  visited  by  the  disciples  of  Apollonius  of  Tyana,  who 
was  contemporary  with  those  two  authors.  The  Cretans, 
thercf)re,  believed  that  they  possessed  the  labyrinth.  "At 
Nauplia,  near  the  ancient  Argos,"  says  Strabo,  "  are  still  to 
be  seen  vast  caverns,  in  which  are  constructed  labyrinths, 
that  are  believed  to  be  the  work  of  the  Cyclops;"  the  mean- 
ing of  which,  as  Barthelemi  understands  him,  is,  that  the 
laliours  of  men  had  opened  in  the  rock  passages  which  crossed 
and  returned  upon  themselves,  as  in  quarries.  Such,  he  says, 
is  the  idea  we  ought  to  form  of  the  labyrinth  of  Crete.  He 
then  suggests  an  inquiry,  whether  there  were  several  laby- 
rinths in  that  island  ?  Ancient  authors  speak  only  of  one, 
which  most  of  them  ]>lace  at  Cnossus,  and  some  few  at  Gor- 
tyna.  Bel  on  and  Tournefort  describe  a  cavern  situated  at 
the  foot  of  mount  Ida,  on  the  south  side  of  the  mountain, 
at  a  small  distance  from  Gortyna  :  which,  according  to  the 
former,  was  a  quarry,  and,  according  to  the  latter,  the  ancient 
labyrinth.  Besides  this,  another  is  supposed  to  have  been 
situated  at  Cnossus,  and,  in  proof  of  the  fact,  it  is  alleged, 
that  the  coins  of  that  city  represent  the  plan  of  it.  The  place 
where  the  labyrinth  of  Crete  was  situated,  according  to 
Tournefort,  was,  as  Barthelemi  supposes,  one  league  distant 
from  Gortyna;  and,  according  to  Strabo,  it  was  distant  from 
Cnossus  six  or  seven  leagues;  with  respect  to  which  our 
author  concludes,  that  the  territory  of  the  latter  city  extended 
to  the  vicinity  of  the  former.     In  reply  to  the  inquiry,  what 


was  the  use  of  the  caverns,  denominated  labyrinths,  Barthe- 
lemi imagines,  that  they  were  first  excavated  in  part  by 
nature  ;  tliat  in  some  places  stones  were  extracted  from  them 
for  building  cities,  and  that,  in  more  ancient  times,  they 
served  for  an  habitation  or  asylum  to  the  inhabitants  of  a 
district  exposed  to  frequent  incursions.  According  to  Dio- 
dorus Siculus,  the  most  ancient  Cretans  dwelt  in  the  caves  of 
mount  Ida.  The  people,  when  inquiries  were  made  on  the 
spot,  said,  that  their  labyrinth  was  originally  a  prison.  It 
might  indeed  have  been  applied  to  this  use ;  but  it  is  scarcely 
credible  that,  for  preventing  the  escape  of  a  few  unhappy 
wretches,  such  immense  labours  would  have  been  under- 
taken. 

In  Walpole's  iiollection  of  Travels  in  various  Countries  of 
the  East,  there  is  an  account  by  Mr.  Cockerell  of  an  excur- 
sion from  the  town  of  Candia  to  a  curious  excavation  in  a 
mountain  about  three  miles  from  Agio  Deka,  a  village  near 
the  site  of  Gortys,  and  20  miles  inland  from  Candia,  which 
the  inhabitants  call  by  the  name  of  the  labyrinth.  It  is  a  very 
intricate  maze,  cut  through  a  freestone  rock  ;  many  of  the 
passages  are  very  low  and  narrow,  but  the  principal  way  is 
about  8  feet  wide,  and  as  many  in  height.  There  are  several 
square  chambers  at  the  ends  of  some  of  the  passages,  and 
piers  have  been  left  in  the  middle  to  support  the  superincum- 
bent rock.  Mr.  Cockerell  has  explored  all  the  excavation 
that  was  accessible,  of  which  he  gives  a  plan  ;  it  is  in  its 
whole  length,  including  the  windings,  about  three-quarters 
of  a  mile,  but  this  is  evidently  only  part  of  the  whole,  as 
many  of  the  passages  are  stopped  up  in  consequence  of  the 
falling  in  of  the  rock.  Some  have  supposed  this  to  have  been 
the  labyrinth  of  Minos. 

The  labyrinth  of  Egypt,  according  to  Pliny,  was  the  oldest 
of  all  ;  and  was  subsisting  in  his  time,  after  having  stood, 
according  to  tradition,  as  he  says,  4,000  years.  He  says  it 
was  built  by  king  Petesucus,  or  Tithoes;  but  Herodotus  makes 
it  the  work  of  several  kings  :  it  stocxl  on  the  southern  bank 
of  the  lake  Mceris,  near  the  town  of  Crocodiles,  or  Arsinoe, 
and  consisted  of  twelve  large  contiguous  palaces,  in  which 
the  twelve  kings  of  Egypt  assembled  to  transact  affiiirs  of 
state  and  religion,  containing  3,000  apartments,  1,500  of 
which  were  under  ground. 

This  structure  seems  to  have  been  designed  as  a  pantheon, 
or  universal  temple  of  all  the  Egyptian  deities,  which  were 
separately  worshipped  in  the  provinces.  It  was  also  the  place 
of  the  general  assemhly  of  the  magistracy  of  the  whole 
nation  ;  for  those  of  all  the  provinces  or  nomes  met  here  to 
feast  and  sacrifice,  and  to  judge  causes  of  great  consequence. 
For  this  reason,  every  nome  had  a  hall  or  palace  appropriated 
to  it;  the  whole  edifice  containing,  according  to  Herotlotus, 
12;  Egypt  being  then  divided  into  so  many  kingdoms. 
Pliny  makes  the  number  of  these  palaces  16,  and  Strabo 
makes  them  27.  All  the  halls  were  vaulted,  and  had  an 
equal  number  of  doors  opposite  to  one  another,  six  opening 
to  the  north,  and  six  to  the  south,  all  encompa-^sed  by  the 
same  wall.  The  exits,  by  various  passages  and  i;inumerable 
returns,  afforded  to  Herodotus  a  thousand  occasions  of  won- 
der. The  roofs  and  walls  within  were  encrusted  with  marble, 
and  adorned  with  sculptured  figures.  The  halls  were  sur- 
rounded with  pillars  of  white  stone  finely  polished  ;  ai>d  at 
the  anule,.  where  the  labyrinth  ended,  stood  the  pyramid, 
which  Strabo  asserts  to  be  the  sepulchre  of  the  prince  who 
built  the  labyrinth.  According  to  the  description  of  Pliny 
and  Strabo,  "this  edifice  stood  in  the  midst  of  an  immense 
square,  surrounded  with  buildings  at  a  great  distance.  The 
porch  was  of  Parian  marble,  and  all  the  other  pillars  of 
marble  of  Syene  ;  within  were  the  temples  of  their  several 
deities,  and  galleries,  to  which  was  an  ascent  of  90  steps, 


adorned  witli  maiiv  columns  of  porphyry,  images  of  their 
pods,  and  statues  of  their  kings,  of  a  colossal  size:  the  whole 
edifice  was  constructed  of  stone,  the  floors  being  laid  with 
vast  fla^s,  and  the  roof  appearing  like  a  amopy  of  stone  : 
the  passages  met,  and  crossed  each  other  with  such  inti  icacy, 
that  it  was  impossihle  for  a  stranger  to  find  his  way,  either 
in  or  out,  without  a  guide;  and  several  of  the  apartments 
were  so  contrived,  that  on  opening  of  the  doors,  there  was 
heard  within  a  terrible  noise  of  thunder.  Although  the 
Arabs,  since  the  days  of  Pliny,  helped  to  ruin  this  structure, 
yet  a  considerable  part  of  it  is  still  standing.  The  people 
of  the  country  call  it  the  palace  of  Chamn, 

Strabo,  Diodorus  Siculus,  Pliny,  and  Mela,  speak  of  this 
monument  with  the  same  admiration  as  Ileroilotus  ;  but  not 
one  of  them  says  it  was  constructed  to  bewilder  those  who 
attempted  to  pass  through  it;  though  it  is  manifest,  that, 
without  a  guide,  they  would  have  been  in  danger  of  losing 
their  way.  The  Abbe  Barthelemi  suggests,  that  this  danger 
int'oduced  a  new  term  into  the  Greek  language.  The  word 
labyrinth,  taken  in  the  literal  sense,  signifies  a  circumscribed 
space,  intersected  by  a  number  of  passages,  .some  of  which 
cross  each  other  in  every  direction,  like  those  in  quarries  and 
mines,  and  others  make  larger  or  smaller  circuits  round  the 
place  from  which  they  depart,  like  the  spiral  lines  that  are 
visible  on  certain  shells.  Hence  it  has  been  applied,  in  a 
figurative  sense,  to  obscure  and  captious  questions,  to  indi- 
rect and  ambiguous  answers,  and  to  those  discussions,  which, 
after  long  digressions,  briug  us  back  to  the  point  from  which 
we  set  out. 

The  labyrinth  of  Lemnos  is  mentioned  by  Plinv  as  having 
existed  on  the  island,  like  those  of  Egypt  and  Crete.  It 
was  said  to  have  been  supported  by  ir)0  columns  of  wonder- 
ful beauty,  and  to  have  gates  so  well  poised,  that  a  child 
could  throw  them  open,  Pliny  adds,  that  it  was  constructed 
by  three  native  architects,  and  that  some  remains  of  it  were 
still  in  existence. 

The  labyrinth  of  Italy  was  built,  it  is  aid,  by  Porsenna, 
king  of  Etruria,  for  his  tomb,  but  the  accounts  of  it  partake 
so  much  of  the  fabulous,  that  it  has  been  doubted  by  many 
authors  whether  it  ever  existed  at  all. 

L.\ByRiNTH  Fret,  a  fret  with  many  turnings,  in  the  form 
of  a  labyrinth ;  one  of  the  most  ancient  ornaments  in  the 
world. 

LACHRYMATORY,  the  name  of  a  small  glass  or  bottle, 
like  a  phial,  sometimes  found  in  the  sepulchres  of  the 
aniients,  in  which  it  was  svipposed  the  tears  of  the  deceased 
person's  friends  were  collected  and  preserved. 

LACONICUM,  a  recess  in  the  caldarium,  in  which  the 
labrum  for  the  ablutions  of  those  using  the  vapour-bath  was 
placed.  Some  writers  apply  the  terin  merely  to  the  cupola 
in  the  floor  of  the  hot-bath,  in  which  the  flame  from  the 
hypooaust  [ilayed,  to  heat  the  apartment. 

LACUNARIS,  Lacunar:.^  or  Lacunars,  in  architecture, 
the  panels  of  coffers  formed  on  the  ceilings  of  apartments, 
and  sometimes  on  the  soffits  of  the  corona  of  the  Ionic, 
Corinthian,  and  Composite    orders. 

In  the  temple  of  Minerva  at  Athens,  the  lacunars  are 
placed  immediately  above  the  frieze  within  the  portico,  and 
formed  with  a  single  recess,  having  an  ovolo  at  the  top, 
which  moulding  terminates  the  vertical  plane  sides,  and  the 
horizontal  heads  of  the  lacunars.  The  lacunai-s  are  not 
square,  but  lotiger  in  the  longitudinal  than  in  the  transverse 
direction  of  the  building. 

In  this  they  are  formed  in  one  recess,  with  an  ovolo  at  the 
top  of  the  recess,  or  the  farthest  extremity  of  the  sides.  The 
lacunars  are  lunger  from  f  ont  to  rear  of  the  portico,  than  in 
the  transverse  direction  of  the  building. 


In  the  temple  of  Theseus  at  Athens,  the  lacunars  are 
formed  above  the  frieze,  in  two  rows,  between  large  beams 
which  reach  from  the  rear  to  the  front  of  the  pronaos  :  their 
figures  are  of  a  square  horizontal  section,  and  have  only  a 
single  recess  up\vard.s,  w  ith  an  ovolo  above  it.  The  side  of 
the  square  of  each  coffer  is  about  one-fifth  part  of  the 
diameter  of  the  column,  and  their  recess  upwards  of  half  the 
side  of  their  square.  The  distance  betw-een  the  beams  is 
equal  to  the  breadth  of  the  autre  at  the  bottom,  or  nearly 
equal  to  the  diameter  of  the  columns.  The  beams  are  not 
regulated  by  the  columns,  but  placed  at  equidistant  intervals, 
to  receive  the  two  rows  of  lacunars,  or  coffers.  Within  the 
temple  or  cella,  the  beams  reach  transversely,  from  side  to 
side  ;  but  without,  and  under  the  soffit  of  the  pronaos,  they 
extend  longitudinally  fioni  the  front  to  the  rear  of  the  pro- 
naos, and  the  lacunars  in  the  same  direction. 

In  the  soffit  of  the  temple  of  Pandrosus  at  Athens,  the 
lacunars  are  formed  immediately  above  the  architrave,  each 
into  three  recesses,  with  an  ovolo  at  the  bottom  of  each,  nearly 
as  broad  as  the  perpendicular  surface.  The  whole  depth  of 
the  recess  is  nearly  half  the  side  of  the  square  of  its  lower 
part.  Each  part  diminishes  gradually  in  breadth  in  a 
sloping  straight  line,  till  the  side  of  the  square  of  the  upper 
part  is  so  contracted  as  to  be  only  half  that  of  the  lower. 
Each  succeeding  third  part  diminishes  regularly  in  altitude, 
so  that,  accounting  the  bottom  the  first,  the  altitude  of  the 
second,  or  the  one  next  above,  is  something  less,  and  the 
third  about  the  same  quantity  less  than  the  second.  Each 
ovolo  is  something  less  in  height  than  the  vertical  surface 
below  it,  and  has  the  same  ratio  to  its  respective  surface. 

Tlie  cella  of  the  temple  of  Vesta  at  Rome  is  surrounded 
with  a  circular  colonnade.  The  ceiling  of  the  portico  has  a 
double  row  of  lacunars,  being  two  in  the  breadth  of  the  por- 
tico. The  lacunars  approach  as  nearly  to  a  -square  as  is  con- 
sistent with  their  diminution,  formed  by  radiations  towards 
the  centre  of  the  building,  and  are  constructed  in  two 
recesses.  The  greatest  breadth  of  the  out-ide  lacunar  is 
about  nine-thirteenths  of  the  diameter  of  the  columns.  The 
whole  depth  of  the  recess  upwards  is  about  one-seventh  of  a 
diameter.  The  radiating  sides  are  in  vertical  planes,  and 
the  other  two  sides  of  each  are  vertical  cylindric  concentric 
surfaces.  The  greatest  breadth  of  the  upper  recess  is  about 
two-thirds  of  the  lower.  The  hollow  of  this  recess  is  occu- 
pied bv  a  rose  of  a  circular  form.  The  recess  or  cradle 
vaults  of  the  temple  of  Peace  at  Rome  are  arched,  and 
enriched  with  octagonal  lacimars,  each  formed  in  three 
recesses,  which  diminish  in  their  margins  as  they  recede 
upwards.  Between  the  octagonal  lacunars  are  others  of  a 
square  form  in  a  diagonal  position.  The  ceiling  of  the 
middle  of  the  chapel  of  the  said  temple,  is  comparted  with 
hexagonal  and  rhoniboidal  lacunars. 

The  lacunars  of  the  arch  of  Titus  at  Rome  are  square,  the 
side  of  each  being  about  three-quarters  of  the  diameter  of 
the  column, 

LADDER,  a  well-known  contrivance  used  in  building 
operations  &c.,  it  is  formed  of  two  long  side  pieces  of  wood, 
connected  by  rounds  or  treads,  forming  the  steps  by  which 
the  workmen  ascend, 

LADY-CIL\PEL.  a  name  invented  by  modern  architects 
and  virtuosi,  to  signify  the  chapel  which  is  generally  f  .und 
in  our  ancient  cathedrals  behind  the  screen  of  the  high  altar. 
It  is  denominated  from  its  being  generally  dedicated  to  the 
Virgin  Marv,  called  Our  Ladi/. 

LANCET  ARCH,  the  same  as  pointed  arch. 

Lancet  Winuow,  that  of  wh  eh  the  head  is  a  lancet  arch  ; 
but  the  term  is  more  generally  applied  to  those  windows 
which  are  long  and  narrow,  with  lancet  arches. 


LANDING,  the  first  part  of  a  floor  at  the  head  of  a  stair, 
also  !i  resting  place  in  a  series  of  flights  of  steps. 

LANTERN,  in  architecture,  a  turret  raised  above  the 
roof  with  windows  round  the  sides,  in  order  to  light  the 
apartment  below.  Lanterns  are  much  more  convenient  than 
skylights  ;  for  as  the  surface  of  the  glass  stands  vertical, 
they  are  not  so  liable  to  be  broken,  nor  so  subject  to  the 
rallling  noise  of  heavy  rains  and  hail.  The  word  lantern  is 
also  applied  to  light  erections  at  the  tup  of  towers  or  domes, 
as  at  Hoston  church,  Lincolnshire,  and  St.  Paul's.  London. 

L.vNTKUN,  is  also  used  for  a  square  cage  of  timber,  with 
glass  in  il,  placed  over  the  ridge  of  a  corridor,  or  a  gallery 
between  two  rows  of  shops,  to  illuminate  them. 

LAP,  the  junction  of  two  bodies  where  they  mutually 
cover  each  other. 

LARDER,  or  Safe,  a  place  in  whicii  undressed  meat  is 
kept  for  the  use  of  a  family. 

it  ought  to  be  so  large,  as  to  hold  a  quantity  proportioned 
to  the  number  of  the  family,  and  should  be  well  ventilated 
through  the  roof,  so  as  to  keep  a  continued  circulation  of  air; 
the  light  must  be  from  windows  in  the  wall,  which  ought  to 
have  a  northern  aspect.  The  roof  ought  to  be  double,  so  as 
to  contain  a  cavity  for  air,  in  order  to  preclude  the  heat  of 
the  sun,  and  the  whole  building  constructed  of  wood.  The 
windows  should  be  wired,  or  of  perforated  zinc,  rather  than 
glazed,  and  the  interstices  so  small  as  not  to  admit  of  any 
flies.  In  order  to  prevent  the  sun  from  getting  in,  the 
exterior  roof  should  over-hang  the  safe,  so  as  to  keep  oft' 
the  sun's  rays,  which  will  only  be  in  the  morning  and  after- 
noon of  the  day.  if  a  northern  aspect  cannot  be  obtained 
for  light,  other  means  must  be  employed  to  preclude  the 
sun's  rays.  The  floor  should  be  elevated  above  the  groumi, 
to  prevent  dampness,  say  two  or  three  feet,  as  may  be  found 
convenient ;  and  the  safe  here  spoken  of  should  not  adjoin 
any  other  building,  since  its  use  is  to  keep  the  meat  cool. 
The  safe  should  be  fitted  up  with  a  row  of  shelves  and 
several  rows  of  hooks,  in  the  manner  that  butchers  hang  up 
joints  of  meat,  &c.  The  shelves  are  necessary  to  lay  the 
meat  on  when  wanted.  The  hooks  must  be  fastened  to 
beams,  and  not  to  the  sides  of  the  safe ;  and  the  beams 
should  be  placed  so  high  as  to  keep  the  meat  above  the  head 
of  any  persun. 

LAliiMlER  (from  the  French)  signifying  tears  ;  the  word 
is  of  the  same  import  as  Corona,  which  see. 

LA  rCil,  the  catch  for  holding  a  door  fast. 

LATH,  a  slip  of  wood  used  in  plastering,  tiling,  and 
slating.  These  are  what  Festus  calls  ambrices  ;  in  other 
Latin  writers  they  are  denominated  lempla  ;  and  by  Gregory 
of  Tours,  (ir/utinie. 

In  plastering,  the  narrower  the  laths  are,  the  better  they 
are  for  the  purpose,  so  that  they  be  of  sufficient  breadth  to 
hold  the  nails,  as  the  more  the  number  of  interstices  is 
increased,  the  more  readily  will  the  lime  or  stuff  hang;  and 
the  thicker  they  are,  the  better  will  they  be  adapted  to 
resist  violence;  but  then  they  would  be  much  more  expen- 
sive. The  laths  are  generally  made  of  fir,  in  three,  four, 
and  five  feet  lengths,  but  may  be  reduced  to  the  standard  of 
five  feet.  Laths  are  single  or  double  ;  the  latter  are'  gene- 
rally about  three-eighths  of  an  inch  thick,  and  the  former 
barely  one  quarter,  and  about  an  inch  broad.  Latlis  are  sold 
in  bundles;  the  three-feet  are  eight  score  to  the  bundle, 
four-feet,  six  score,  and  the  five-feet,  five  score. 

The  lath  for  plain  tiling  is  the  same  as  that  used  in  plas- 
tering. Laths  are  also  distinguished  into  /leart  and  sap 
laths  ;  the  former  should  always  be  used  in  plain  tiling,  and 
the  latter,  of  an  inferiijr  quality,  are  most  frequently  used  by 
the  plasterer.  Heart-of-oak  laths,  by  the  statute  Edvv.  111". 
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should  be  one  inch  in  breadth,  and  half  an  inch  in  thickness; 
but  now,  though  their  breadth  be  an  inch,  their  thickness  is 
seldom  more  than  one  quarter  of  an  inch  ;  so  that  two,  as 
they  are  now  made,  are  but  equal  to  one.  According  to  the 
same  statute,  pantile  laths  are  nine  or  ten  feet  long,  three- 
quarters  of  an  inch  thick,  and  one  and  a  half  inch  broad,  and 
should  be  made  of  the  best  yellow  deal :  the  bundle  consists 
of  twelve  such  laths.  A  square  of  plain  tiling  will  require  a 
bundle  of  laths,  more  or  less,  according  to  the  pitch.  The 
distance  of  laying  laths  one  from  another  is  various,  differing 
more  in  some  places  than  in  others;  but  three  and  a  half,  or 
four  inches,  are  usual  distances,  with  a  counter-lath  between 
rafter  and  rafter ;  but  if  the  raflers  stand  at  wide  intervals, 
two  counter-laths  will  be  necessary.  Laths  are  employed 
for  vaiious  other  purposes  besides  plastering  and  tiling,  as  in 
filleting  for  sustaining  the  ends  of  boards ;  in  naked  flooring 
and  roofing,  for  furring  up  the  surfaces ;  and  in  every  kind 
of  small  work,  where  the  dimensions  of  the  parts  do  not 
exceed  the  scantling  of  laths. 

In  lathing  for  plastering,  it  is  too  frequent  a  custom  to  lap 
the  ends  of  the  laths  upon  each  other,  where  they  terminate 
upon  a  quarter  or  batten,  to  save  the  trouble  of  cutting  them  ; 
but  though  this  practice  saves  a  row  of  nails,  it  leaves  only  a 
quarter  of  an  inch  for  plaster,  and  if  the  laths  are  very 
crooked,  as  they  frequently  are,  there  will  be  no  space  what- 
ever left  to  straighten  the  plaster ;  the  finished  surface  must, 
therefore,  be  rounded,  contrary  to  the  intention  and  to  the 
good  eflect  of  the  work  ;  but  if  the  ends  are  to  be  laid  upon 
each  other,  they  should  be  thinned  at  the  lapping  out  to 
nothing  at  the  extremity,  or  otherwise  they  should  be  cut  to 
exact  lengths. 

Laths  should  be  as  evenly  split  as  possible  ;  those  that 
are  very  crooked  should  not  be  used,  or  the  crooked 
part  should  be  cut  out ;  and  such  as  have  a  short  con- 
cavity on  the  one  side,  and  a  convexity  on  the  other,  not 
very  prominent,  should  be  placed  with  the  concave  side 
outwards.  The  following  is  the  method  of  splitting  laths: 
the  lath-cleavers  having  cut  their  timber  into  lengths,  they 
cleave  each  piece  with  wedges  into  eight,  twelve  or  sixteen 
pieces,  according  to  the  scantling  of  the  timber :  the  pieces  thus 
cloven  are  called  bolts  ;  then  in  the  direction  of  the  felt-gi'ain, 
with  their  dowl-axe,  into  sizes  for  the  breadth  of  the  laths  : 
this  operation  they  call  felting  ;  and,  lastly  with  their  chit, 
they  cleave  them  into  thicknesses  by  the  quarter-grain. 

In  the  United  States  of  America,  machinery  has  been 
employed  for  rending  as  well  as  for  sawing  out  laths :  there 
is  nothing  original  in  the  latter  operation,  but  there  is  appa- 
rently something  worthy  of  notice  by  our  countrymen  in  the 
annexed  report  of  American  patents,  which  we  extract  from 
the  Franklin  Jouriial  of  Philadelphia. 

In  Rice's  machine,  "  a  stock  is  fixed  in  a  fi'ame,  in  which 
it  slides  freely  backward  and  forward  ;  it  is  moved  by  a  cog- 
wheel, which  works  in  cogs  on  one  side  of  the  stock,  in  the 
manner  of  a  rack  and  pinion.  A  kinfe,  is  fixed  upon  the 
stock,  and  the  timber  to  be  cut  into  laths,  &c.,  is  fixed  in  « 
frame,  and  is  made  to  bear  against  the  stock  and  the  lath  is 
cut  by  the  traversing  motion  of  the  stock.  The  knife,  it  is 
said,  many  have  a  double  edge,  so  as  to  cut  a  lath  by  the 
forward  and  backward  motion." 

Lynch's  machine  "  consists  of  a  long  plank,  which  operates 
as  a  plane  stock  ;  this  plank  is  made  to  slide  upon  its  edge 
between  upright  standards  upon  a  firm  platform  ;  a  wide  iron 
like  a  plane-iron,  is  fixed  so  as  to  cut  on  one  face  of  this 
plank  much  in  the  manner  of  the  cutters  of  some  single 
machines ;  the  throat  of  the  plane,  if  we  may  so  call  it,  has 
other  cutters  standing  at  right  angles  with  the  first  cutter, 
and  at  such  distances  apart  as  to  reduce  the  laths  to  a  proper 
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width.     The  cutter  plank  is  nuule  to  traverse  by  means  of  a 
pilinan  at  one  end,  operated  upon  by  any  suitable  pjwer. 

Lath-Bricks  are  bricks  made  much  longer  than  the 
ordinary  surt,  and  u>ed  instead  of  laths  for  drying  malt  upon, 
for  which  purpose  they  are  extremely  convenient,  as  not 
being  liable  to  catch  fire,  and  retaining  the  heat  much  longer 
Ihiui  those  made  of  wood,  so  that  a  very  small  ifire  is  suffi- 
cient after  they  are  once  heated. 

LATHE,  a  very  useful  engine  for  the  t\n-ning  of  wood, 
ivory,  metals,  and  other  nuiterials.  The  invention  of  the 
lathe  is  very  ancient.  Diodnrus  Siculns  says,  the  first  who 
used  it  was  a  grandson  of  J_);edaliis,  named  Takis.  Pliny 
ascribes  it  to  Theodore  of  Samos,  and  mentions  one  Thericles 
who  rendered  himself  very  famous  by  his  dexterity  in  manag- 
ing the  lathe.  With  this  instrument  the  ancients  turned  all 
kinds  of  vases,  many  whereof  they  enriched  with  figures 
and  ornaments  in  basso  relievo.  The  lathe  is  composed  of 
two  wooden  cheeks  or  sides,  parallel  to  the  horizon,  having  a 
groove  or  opening  between;  perpendicular  to  these  are  two 
other  pieces  called  puppets,  made  to  slide  between  the  cheeks, 
and  to  be  fixed  down  to  any  pf)int  at  pleasure.  These  have 
two  points,  between  which  the  piece  to  be  turned  is  sustained  ; 
the  piece  is  turned  round,  backwards  and  forwards,  b}-  means 
of  a  string  put  round  it,  and  fastened  clo-^e  to  the  end  of  a 
pliable  pole,  and  underneath  to  a  treadle  or  board,  moved  with 
the  foot.  There  is  also  a  rest  which  bears  up  the  tool,  and 
keeps  it  steady. 

LATTICE,  from  lath  ;  wood  oi-  iron  woik  marie  by  cross- 
ing bars,  rods,  or  laths,  in  such  a  maimer  as  to  form  open 
checpiered  or  reticulated  work. 

LA'ITICE-WINDOWS  are  those  made  of  bars  or  strips 
of  iron  which  cross  one  another  like  net- work  :  windows  of 
lattice  or  lath  were  once  general  in  England. 

LAUNDRY,  a  large  room,  wherein  linen  after  washing  is 
mangled  and  ironed  (and  sometimes  dried,  if  there  is  not  a 
drying-room  fir  the  purpose.)  The  chief  and  most  important 
utensil  in  a  laundry,  is  a  good  stove  to  heat  the  irons,  like- 
wise dry  the  linen,  besides  which  there  should  also  be  a  large 
range  of  grating,  to  air  the  linen  after  being  ironed  or 
mangled.  The  stove  ought  to  stand  nearly  in  the  middle  of 
the  room,  and  have  a  long  iron  pipe  for  the  smoke  to  ascend, 
wWch  should  be  carried  several  times  backward  and  forward, 
and  at  length  terminate  in  the  flue  of  the  chimney  near 
the  ceiling,  by  which  means  it  will  throw  a  considerable  heat 
into  the  room.  As  it  is  a  known  property  of  heat  to  ascend, 
large  racks  or  horses  are  made  so  as  to  be  drawn  up  by 
pulleys  horizontally  to  the  ceiling,  where  the  linen  will  dry 
very  soon.  There  should  be  a  mangle,  a  mangling  table,  and 
a  large  board  or  dresser  fixed  to  the  window  side  of  the 
room,  which  ought  to  be  fitted  up  underneath  with  large 
drawers  and  cupboards  for  holding  liuen  in,  after  finished. 
There  should  be  an  adjoining  room  for  the  laundry-maids  to 
sleep  in.  There  ought  to  be  a  place  to  hold  a  sufficient 
quantity  of  coals  to  serve  for  a  day  or  two,  which  is  filled 
from  the  coal-house,  near  the  wash-house  ;  there  ought  also 
to  be  a  place  fitted  up  for  the  maids  to  wash  their  hands. 

LAVATORY,  a  cistern  or  conduit  attached  to  the  cloisters 
in  monastic  establishments,  and  used  by  the  monks  and  other 
members  of  the  communities  for  their  ablutions;  several  of 
these  lavatories" are  still  in  existence,  as  in  the  cloisters  of 
Norwich,  Wells,  Gloucester  and  other  cathedrals.  The  name 
lavatory,  or  lavadero,  is  also  given  to  certain  places  in  Peru 
and  Chili,  where  gold  is  obtained  from  the  ciirth  by  washing. 

LAYER.  The  basin  or  vessel,  placed  in  the  court  of  the 
Jewish  tabernacle,  where  the  officiating  priests  washed  their 
hands,  and  feet,  and  cleansed  the  entrails  of  victims. 

LAWN,;ui  open  space  of  s-hort-grass  ground,  in  the  front 


of  a  residence,  or  in  a  garden,  park,  or  other  pleasure- 
ground.  These,  when  extended  in  the  principal  fronts  of 
habitations,  add  considerably  to  the  neatness  and  grandeur  of 
their  appearance,  by  laying  them  open,  and  admitting  more 
extensive  prospects.  Where  there  is  a  sufficient  scope  of 
ground,  they  should  be  as  large  as  the  nature  of  the  situation 
will  admit,  alwiiys  being  planned  in  the  most  conspicuous 
parts  immediately  joining  the  houses,  and  extended  outward 
as  far  as  convenient,  allowing  width  in  proportion  ;  having 
each  side  or  verge  bounded  by  elegant  shrubbery  compart- 
ments ill  a  varied  order,  separated  in  some  parts  by  interven- 
ing spaces  of  grass-ground,  of  varied  dimensions,  and  ser- 
pentine gravel-walks,  gently  winding  between  and  through 
the  jilantations,  for  occasional  shady,  sheltered,  and  private 
walking:  or  similar  walks  carried  along  the  fronts  of  the 
boundary  plantations,  and  immediately  joining  the  lawns,  fi)r 
more  open  and  airy  walking  in ;  and  in  some  concave  sweeps 
of  the  plantations  there  may  be  recesses  and  open  spaces  both 
of  grass  and  gravel,  of  different  forms  and  dimensions,  made 
as  places  of  retirement,  shade,  &c. 

Though  the  usual  situations  of  lawns  are  those  just  men- 
tioned ;  yet  if  the  nature  of  the  ground  admit,  or  in  cases 
where  there  is  a  good  scope  of  ground,  they  may  be  continued 
more  or  less  each  way  ;  but  always  the  most  considerably  on 
the  principal  fronts,  which,  if  they  be  to  the  south,  or  any  of 
the  southerly  points,  are  the  most  desirable  for  the  purpose. 

With  respect  to  the  dimensions,  they  may  be  from  a 
quarter  of  an  acre,  or  less,  to  six  or  eight  acres,  or  more, 
according  to  the  extent  and  situation  of  the  ground.  Some- 
times lawns  are  entended  over  luv-has,  to  ten,  twenty,  or  even 
to  fifty  or  sixty  acres,  or  more.  But  in  these  cases  they  are 
not  kept  mown,  but  eaten  down  by  live  stock. 

The  form  must  be  directed  by  the  nature  of  the  situation  ; 
but  it  is  commonly  oblong,  square,  oval,  or  circular.  But  in 
whatever  figure  they  are  designed,  they  should  widen  gra- 
dually from  the  house  outward  to  the  farthest  extremity,  to 
have  the  greater  advantage  of  prospect ;  and  by  having  that 
part  of  them  within  the  limits  of  the  pleasure-ground,  bounded 
on  each  side  by  plantations  of  ornamental  trees  and  shrubs, 
they  may  be  continued  gradually  near  towards  each  wing  of 
the  habitation,  in  order  that  the  inhabitants  may  be  sooner  in 
the  walks  of  tiic  plantations,  under  shade,  shelter,  and 
retirement.  The  terminations  at  the  farther  ends  may  bo 
either  by  hn-has  to  extend  the  prospect,  or  by  a  shrubbery  or 
plantation  of  stately  trees,  arranged  in  sweeps  and  conwive 
curves.  But  where  they  extend  towards  any  great  road,  or 
distant  agreeable  prospect,  it  is  more  in  character  to  have  the 
utmost  verge  open,  so  as  to  admit  of  a  grand  view  from  and 
to  the  main  residence. 

The  side-boundary  verges  should  have  the  plan! a1  ions 
rurally  formed,  airy  and  elegant,  by  being  planted  with  dille- 
rent  sorts  of  the  most  ornamental  trees  and  shrubs,  not  in 
one  continued  close  plantation,  but  in  distinct  separated  com- 
partments and  clumps,  varied  larger  or  smaller,  and  dille- 
reiitly  formed,  in  a  somewhat  natural  imitation,  being  some- 
times separated  and  detached,  less  or  more,  by  intervening 
breaks,  and  open  spaces  of  short  grass,  communicating  both 
with  the  lawns  and  interior  districts;  and  generally  varied 
in  moderate  sweeps  and  curves,  especially  towards  the  lawns, 
to  avoid  stiff,  formal  appearances,  both  in  the  figure  of  the 
law^ns  and  plantations.  In  planting  the  trees  and  shrubs, 
which  should  be  both  of  the  deciduous  and  evergreen  kinds, 
where  intended  to  plant  in  distinct  clumps,  either  introduce 
the  deciduous  and  evergreens  alternately  in  separate  parts, 
or  have  some  of  both  interspersed  in  assemblage  ;  in  either 
method,  placing  the  lower  growth  of  shrubs  towards  the 
front,  and  the  taller  backwards,  in  proportion  to  their  several 
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statures,  so  as  to  exhibit  a  regular  gradation  of  height,  that 
the  dillerent  sorts  inny  appear  conspicuous  from  the  main 
hiwns.  They  may  lie  continued  backwards  to  a  considerable 
deptii.  being  backed  with  tiees  and  shrubs  of  more  lofty 
growth.  The  internal  parts  of  the  plantations  may  have 
gravel  or  sand  walks,  some  shady,  others  open  ;  with  here 
and  there  some  spacious  short-grass  openings,  of  dillerent 
dimensions  and  forms. 

it  is  seldom  that  extensive  lawns  in  parks  or  paddocks,  &o. 
have  any  boundary  plantations  close  to  what  may  be  con- 
sidered as  a  continuation  of  them  beyond  the  pleasure-ground, 
but  they  are  sometimes  dotted  with  nuble  trees,  dispersed  in 
various  parts,  at  great  distances,  so  as  not  to  obstruct  the  view, 
.  some  placed  singly ,  others  in  groups,  by  twos,  threes,  fives,  &c. 
and  some  placed  irregularly,  in  triangles,  sweeps,  straight 
lines,  and  other  diHijient  figures,  to  cause  the  greater  variety 
and  etiect,  each  group  being  diversified  with  difierent  sorts  of 
trees,  all  sufiered  to  take  their  natural  growth.  Where  small, 
these  kinds  of  openings  should  always  be  kept  perfectly  neat, 
by  being  often  poled,  rolled,  and  mown  ;  but  where  they  are 
of  larger  extent,  this  is  scarcely  ever  the  case. 
LAYER.     See  Cocbse. 

LAZ.\RETTO,  or,  Lazar-IIouse,  a  public  building,  in 
manner  of  an  hospital,  for  the  reception  of  poor  sick  :  or  in 
some  coinitries,  an  edifice,  or  sometimes  a  ship,  appointed  for 
persons  coming  from  places  suspected  of  the  plague,  to  per- 
form quarantine. 

The  name  "  Lazaretto,"  is  derived  from  St.  Lazarus,  who, 
in  the  Romish  calendar,  is  patron  of  lepers.  Leprosy  during 
the  middle  ages  was  a  common  disease  in  Italy  and  other 
parts  of  Europe,  and  the  lepers,  or  persons  afflicted  with  it, 
were  called  lazzari.  Hence  the  term  lazaretto  applied  to  the 
hospitals  where  such  persons  were  confined.  In  England 
similar  receptacles  were  often  called  lazar-houscs,  or  houses 
of  lepers. 

John  Howard,  the  distinguished  philanthropist,  whose 
services  in  the  cause  of  humanity  can  never  be  forgotten,  was 
the  first  who  drew  public  attention  to  the  state  of  the 
lazarettos  on  the  continent.  In  the  year  1785,  he  personally 
inspected  most  of  these  institutions,  and  in  his  work  entitled 
"  An  account  of  the  principal  Lazarettos  in  Europe,"  has 
given  a  complete  exposition  of  the  plans  of  the  buildings,  and 
their  chief  regulations.  The  result  of  this  inspection  was 
the  adoption  of  many  of  the  valuable  suggestions  m.ade  by 
Howard  :  and  many  a  weary  traveller,  suffering  under  the 
annoyances  of  the  quarantine  system,  has  had  reason  to  bless 
the  name  of  the  man  who  did  so  much  to  alleviate  them. 
Although  some  improvements  have  been  made  since  Howard's 
time,  the  main  features  of  these  buildings  remain  nearly  the 
same.  His  description  of  those  he  visited,  therefore,  may, 
even  at  the  present  day,  be  considered  a  faithful  one,  and 
interesting  to  those  who,  "living  at  home  at  ease,"  have  little 
idea  of  what  it  is  to  be  in  quarantine.  The  first  lazaretto  he 
inspected  was  that  at  Marseilles,  which  is  situated  on  an 
elevated  rock  near  the  city,  at  the  end  of  the  bay,  fronting 
the  south-west,  and  commanding  the  entrance  of  the  harbour. 
It  is  a  spacious  building,  and  its  situation  renders  it  very 
commodious  for  the  purposes  of  trade.  Within  the  lazaretto 
is  the  governor's  house,  a  chapel,  in  which  divine  service  is 
generally  performed,  and  a  tavern,  from  which  persons  under 
quarantine  may  he  supplied  with  necessaries.  In  order  to 
prevent  any  communication  not  allowed  by  the  regulations  of 
the  establishment,  there  is  a  double  wall  round  the  lazaretto ; 
and  at  the  gate  there  is  a  bell  for  calling  any  person  within 
this  enclosure  ;  and  by  the  number  and  other  modifications  of 
the  strokes,  every  individual  knows  when  he  is  called.  At 
Genoa  the  lazaretto  is  situated  on  the   sea-shore,  near  the 


city,  detached  from  other  buildings,  and  encompassed  by 
a  double  wall.  Another  lazaretto,  belonging  to  the  Genoese, 
stands  on  a  rising  ground  at  Varignano,  near  the  gulf  of 
Spezia.  At  Leghorn  there  are  three  lazarettos.  At  Naples, 
the  lazaretto  is  very  small,  and  is  situated  on  a  peninsula 
near  the  city.  Vessels  having  clean  bills  of  health,  lie  at  the 
entrance  of  the  port,  near  the  health-office,  but  those  with 
foul  bills,  are  required  to  perform  their  quarantine  at  the 
lazaretto.  At  Messina,  the  lazaretto  stands  on  an  island  near 
the  city.  The  heallh-oflice  at  Zante,  is  in  the  city,  at  the 
watei'-side.  The  old  lazaretto  is  distant  about  half  a  mile 
from  the  city,  and  situated  on  a  rising  ground  near  the  sea. 
There  is  another,  called  the  new  lazaretto,  which  is  appro- 
priated to  a  numerous  body  of  peasants,  who  pass  over  to  the 
Morea,  to  work  in  harvest  time  ;  on  their  return,  they  per- 
form here  a  seven  days'  quarantine  :  and  other  persons 
perform  fourteen  days  quarantine  in  the  old  lazaretto.  The 
lazaretto  at  Corfu  is  finely  situated  on  a  rock  surrounded  with 
water,  about  a  league  from  the  city.  The  lazaretto  of  Castel- 
Nuova,  in  Dalraatia,  is  on  the  shore  about  two  miles  from  the 
city  ;  at  the  back  of  it  there  is  a  delightful  hill,  which  belongs 
to  a  convent  of- friars.  Persons  in  quarantine,  after  a  few 
days,  are  allowed  to  walk  there,  and  divert  themselves  with 
shooting,  &c. 

In  order  to  obtain  the  most  complete  and  satisfactory 
information,  by  performing  the  strictest  quarantine,  Howard 
determined  to  go  to  Smyrna,  and  there  to  take  his  passage 
to  Venice  in  a  ship  with  a  foul  bill.  He  was  thus  enabled 
to  give  a  particular  account  of  his  reception  and  accommoda- 
tion in  the  new  lazaretto  of  this  city,  which  is  chiefly  assigned 
to  Turks  and  soldiers,  and  the  crews  of  those  ships  which 
have  the  plague  on  board  ;  and  this  he  thought  the  more 
necessary,  as  the  rules  and  tarifis  of  the  other  lazarettos  in 
Europe  have  been  evidently  formed  from  those  established 
at  Venice.  The  city  of  Venice  h.as  two  lazarettos,  appro- 
priated to  the  expurgation  of  merchandise  susceptible  of 
infection,  coming  from  suspected  parts  and  for  the  accommo- 
dation of  passengers  in  performing  quarantine,  as  also  for  the 
reception  of  persons  and  eflTects  infected  in  the  unhappy  times 
of  pestilence.  The  old  lazaretto  is  two  miles,  and  the  new 
about  five  miles,  distant  from  the  city,  both  on  little  islands, 
separated  from  all  communication,  not  only  by  broad  canals 
surrounding  them,  but  also  by  high  walls;  they  are  of  large 
extent,  being  about  400  geometrical  paces  in  circumference. 
Of  these  Mr.  Howard  has  given  a  particular  description; 
with  an  account  of  the  regulations  and  mode  of  government 
to  which  they  are  subject,  and  a  plan  of  the  old  lazaretto. 
At  Trieste  there  are  two  lazarettos  ;  one  new,  but  both 
clean,  and  a  contrast  to  those  which  he  had  seen  at  Venice. 
Of  the  new  one  he  has  given  a  plan.  It  is  surrounded,  at  the 
distance  of  about  twenty  yards,  by  a  double  wall,  within  which 
are  separate  burying  places  for  Roman  Catholics,  Greeks, 
and  Protestants.  Iloward  closes  his  account  of  the  principal 
lazarettos  in  Europe,  with  the  outlines  of  a  proper  lazaretto, 
and  an  engraved  sketch  of  a  plan  for  its  construction.  He 
has  likewise  subjoined,  in  minute  detail,  various  pertinent 
remarks  respecting  quarantine  and  lazarettos  in  general. 

Within  the  last  few  year.s,  however,  more  enlightened 
views  on  the  whole  subject  of  the  quarantine  system  have 
begim  to  prevail,  and  are  gradually  obtaining  support. 
Eminent  medical  authorities,  both  in  this  country  and  on  the 
Continent,  have  expressed  the  strongest  opinions,  as  to  its 
total  inefficacy  in  preventing  the  introduction  of  disease  ; 
while  on  the  other  h.and  the  injury  done  by  it  to  the  interests 
of  commerce,  injury  which  cannot  be  adequately  estimated,  is 
earnestly  and  justly  insisted  upon  by  the  merchants  of  all 
nations.     It  may  be  hoped,  then,  that  these  considerations 
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may  have  their  proper  effect  with  those  in  authority,  and 
tiiat  laws  so  oppressive  and  so  injurious  may  shortly  be 
abolished.  A  greater  attention  to  sanitary  regulations  will 
go  far  to  prevent  the  generation  of  disease  at  home  ;  and 
then,  even  without  quarantine  laws,  we  need  have  little 
apprehension  of  conta<;ion  from  abroad. 

LEAD,  (from  the  Saxon  to/.)  The  colour  of  lead  is  of 
a  bluish-white  ;  when  tarnished,  it  becomes  yellowish-white, 
then  bluish,  and  at  last  bluish-black.  Lustre  when  untar- 
nished, 3 ;  hardness,  5 ;  and  specific  gravity,  somewhere 
between  11  and  12.  According  to  Brisson,  it  was  ir3.52  : 
and  a  specimen  tried  by  Gellert,  which  was  found  at  Frey- 
burg,  was  estimated  at  11 '445.  Next  to  gold,  phitina,  and 
mercury,  it  is  the  heaviest  metal,  being  upwards  of  eleven 
times  heavier  than  an  equal  bulk  of  water.  The  heaviest  is 
reckoned  the  best.  It  stains  paper  and  the  fingers.  Next 
to  tin,  it  is  the  most  fusible  of  all  the  metals.  It  is  soluble 
in  most  of  the  acids,  though  more  readily  so  in  the  nitrous 
diluted  than  the  others.  By  exposure  to  the  moist  atmos- 
phere, it  rusts  or  oxides.  It  is  maHeable  and  unelastic,  and 
its  oxide  is  easily  fusible  into  a  transparent  yellow  glass 

Lead  is  most  used  in  buildilig,  particularly  for  coverings, 
gutters,  pipes,  and  in  glass  windows.  For  which  uses,  it  is 
either  cast  into  sheets  in  a  mould  or  milled  ;  which  last, 
some  have  pretended,  is  the  least  serviceable,  not  only  on 
account  of  its  thinness,  but  also  because  it  is  so  exceedingly 
stretched  in  milling  and  rendered  so  porous  and  spongy,  that 
when  it  .comes  to  lie  in  the  hot  sun,  it  is  apt  to  shrink  and 
crack,  and  consequently  will  not  keep  out  the  water.  Others 
have  preferred  the  milled  lead,  or  flatted  metal,  to  the  cast, 
because  it  is  more  equal,  smooth,  and  solid. 

The  lead  used  by  glaziers  is  first  cast  into  slender  rods, 
twelve  or  fourteen  inches  long,  called  canes  ;  and  these,  being 
afterwards  drawn  through  their  vice,  come  to  have  a  groove 
on  either  side  for  the  panes  of  glass;  and  this  they  call 
turned  lead. 

The  method  of  paling  or  soldering  lead  for  fitting  on  of 
embossed  figures,  &c.,  is  by  laying  the  part  whereon  the 
figure  is  to  be  paled,  horizontally,  and  strewing  on  it  some 
pulverized  rosin:  under  this  they  place  a  chafing-dish  of 
coals  till  such  time  as  the  rosin  becomes  reddish,  and  rises  in 
pimples  ;  then  the  figure  is  applied,  and  some  soft  solder 
rubbed  into  the  joinings  ;  when  this  is  done,  the  figure  will 
be  paled  on,  and  as  firm  as  if  it  had  been  cast  on.  For  other 
uses  in  building,  see  the  article  Sheet  Lead. 

LEAN-TO,  a  small  building  with  a  shed-roof  attached  to 
a  larger  one. 

LEAVER.   See  Lever. 

Leaves  Boards.    See  Lever  Boards. 

LEAVES,  a  representation  in  marble,  stone,  brass,  wood, 
or  other  material  of  natural  leaves.     See  Oknament. 

LEDGE,  a  surfice  on  which  to  support  a  body  in  motion 
or  to  support  a  body  at  rest. 

The  ledges  of  a  door  are  the  narrow  surfaces  wrought  upon 
the  jams  and  soflit  parallel  to  the  wall,  in  order  to  stop  the 
door,  so  that  when  the  door  is  shut,  the  ledges  coincide  with 
the  surfivee  of  the  door. 

The  ledges  of  a  door  are  therefore  one  of  the  sides  of  the 
rebate,  each  rebate  having  only  two  sides.  In  temporary 
works  the  ledges  of  doors  are  formed  by  fillets. 

LEDGEMENT,  the  development  of  a  surface,  or  the 
surface  of  a  body  stretched  out  on  a  plane,  so  that  the 
dimensions  of  the  difl'erent  sides  may  easily  be  ascertained. 

LEDGERS,  in  scaffolding  for  brick  buildings,  the  hori- 
zontal pieces  of  limber  parallel  to  the  wall,  fastened  to  the 
standards  by  chords,  in  order  to  support  the  put-logs,  on  which 
are  laij'  the  boards  for  working  upon. 


LEGAL  COLUMN.    See  Column. 

LEGS,  of  a  right-angled  triangle,  the  two  perpendicular 
sides. 

Legs  of  an  hyperbola,  the  two  parts  on  each  side  of  the 
vertex. 

LENGTH  (from  the  Saxon  leng,')  the  greatest  extension 
of  a  body.  In  a  right  prism,  the  length  is  the  distance 
between  the  ends  :  in  a  right  pyramid,  or  cone,  the  length  is 
the  distance  between  the  vertex  and  the  base. 

LENGTHENING,  of  timber,  is  the  method  of  joining 
several  beams,  so  as  to  form  a  long  beam  of  any  given 
length.     See  Scahf. 

LESBIUM  MARMOR,  a  name  given  by  the  ancients  to 
a  species  of  marble  of  a  bluish  white,  sometimes  used  for- 
vases,  and  other  ornamental  works,  but  principally  in  the 
walls  of  public  buildings. 

LEVEL,  a  mathematical  instrument,  used  for  drawing  a 
line  parallel  to  the  horizon  and  continuing  it  out  at  pleasure, 
and  by  this  means,  for  finding  the  true  level,  or  the  diflcrenee 
of  ascent  or  descent  between  any  two  places,  for  conveying 
water,  levelling  the  surface  of  floors,  and  for  various  other 
purposes  in  architecture,  hydraulics,  surveying,  &c. 

Level,  Carpenter^ s,  consists  of  a  long  rule,  straight  on  its 
lower  edge,  about  ten  or  twelve  feet  in  length,  with  an 
upright  piece  fixed  to  its  upper  edge,  perpendicular  to,  and 
in  the  middle  of  the  length,  having  its  sides  in  the  same  plane 
with  those  of  the  rule,  and  a  straight  line  drawn  on  one 
of  its  sides  perj)cndicular  to  the  straight  edge  of  the  rule. 
This  standing  piece  is  generally  mortised  into  the  other,  and 
firmly  braced  on  one  side,  in  order  to  secure  it  from  acci- 
dents, and  has  its  upper  end  kerfed  in  three  places,  viz., 
through  the  perpendicular  line,  and  on  each  side.  The 
straight  edge  of  the  transverse  piece  has  a  hole  or  notch  cut 
out  on  the  under  side,  equal  on  each  side  of  the  perpendi- 
cular line.  A  plummet  is  suspended  by  a  string  from  the 
middle  kerf  at  the  top  of  the  standing  piece,  so  that,  when 
hanging  at  full  length,  it  may  vibrate  fi'cely  in  the  hole 
or  notch.  When  the  straight  edge  of  the  level  is  applied 
to  two  distant  points,  with  its  two  sides  placed  vertically,  if 
the  plummet  hangs  freely,  and  coincides  with  the  straight 
line  on  the  standing  piece,  the  two  points  are  level  ;  but  if 
not,  suppose  one  of  the  points  to  be  at  the  given  height,  the 
other  point  must  be  lowered  or  heightened,  as  the  case  may 
requii'e,  until  the  third  is  brought  to  a  coincidence  with  the 
perpendicular  line.  By  two  points  is  meant  two  surfaces  of 
contact,  as  two  blocks  of  wood,  or  chips,  or  the  upper  edges 
of  two  distant  beams. 

The  use  of  the  level  in  carpentry,  is  to  lay  the  upper  edges 
of  joints  in  naked  flooring  horizontal,  by  first  levelling  two 
beams  as  remote  from  each  other  as  the  length  of  the  level 
will  allow  ;  the  plummet  may  then  be  taken  oil",  and  the  level 
be  used  as  a  straight  edge.  In  the  levelling  of  joints,  it  is 
best  to  make  two  remote  joints  first  level  in  themselves,  that 
is,  each  throughout  its  own  length,  then  the  two  level  with 
each  other  ;  after  this,  bring  one  end  of  the  intermediate 
joists  straight  with  the  two  which  have  been  levelled  ;  then 
the  other  end  in  the  same  manner ;  then  try  the  straight 
edge  longituilinally  on  each  intermediate  joist,  and  such  as 
are  found  to  be  hollow  must  be  furred  up  straight. 

To  udjiial  the  level. — Place  it  in  its  vertical  situation  upon 
two  pins  or  blocks  of  wood  ;  then,  if  the  plummet,  hanging 
freely,  settle  upon  the  line  on  the  standing  piece,  (or,  if  not, 
one  end  beitig  raised,  or  the  other  end  lowered,  to  make  it  do 
so,)  turn  the  level  end  for  end,  and  if  the  plummet  fall  u|ion 
the  line,  the  level  is  just ;  but  if  not,  the  bottom  edge  must 
be  shot  straight,  and  as  much  taken  ofl'  the  one  end  as  you 
may  think  necessary  ;  then  trying   the  level  first  one  way 


and  then  the  other,  as  before,  if  a  coincidence  takes  place 
between  the  tliioad  and  the  line,  the  level  is  adjusted  ;  but  if 
not,  the  operation  must  be  repeated  till  it  come  true. 

The  most  conveniiut  class  of  levels  is  the  spirit  level,  called 
also  the  air  leeel,  whicii  is  more  accurate  than  any  other  i<ind, 
and  is  most  extensively  used.  The  invention  of  this  instru- 
ment has  been  ascribed  to  M.  Tlievenot.  Others  have 
attributed  this  application  of  a  bubble  of  air  to  Dr.  Hooi<e. 
The  instrument  consists  of  a  cylindrical  glass  tube  filled  with 
spirits  of  wine,  except  leaving  in  it  a  small  bubble  of  air  ; 
its  ends  being  hermetically  sealed  to  keep  in  the  fluid.  This 
bubble,  being  the  lightest  of  the  contents  of  the  tube,  will, 
by  the  laws  of  hydrostatics,  always  run  towards  that  end  of 
the  tube  which  is  most  elevated  ;  but  when  the  tube  is  per- 
fectly horizontal,  the  bubble  will  have  no  tendency  towards 
either  end.  The  tube  is  not  strictly  cylindrical  withinside, 
though  it  bears  that  appearance,  but  is  slightly  curved,  the 
convex  side  being  upwards,  and  by  this  means  the  bubble  will 
rest  in  the  middle  of  the  tube  when  it  is  horizontal,  but 
approaches  either  end  if  elevated  above  the  other.  The 
simplest  form  of  a  spirit  level  for  fixing  any  plane  truly 
horiz<jntal,  consists  of  a  glass  tube  of  the  above  description, 
called  a  bubble  lube,  fixed  into  a  block  of  wood,  as  at  a  b, 
Figure  1.  The  lower  surface,  d  e,  of  the  block  is  made  flat ; 
and  when  the  bubble,  c,  stands  between  two  scratches 
marked  on  the  glass  at  a  b,  the  line  d  e  is  horizontal.  The 
method  of  making  it  correct  is  this  :  the  tube  is  first  fitted 
into  the  block,  the  lower  edge,  d  e,  of  which  is  placed  on  a 
bench  or  table  as  nearly  horizontal  as  can  be  determined,  so 
that  the  bubble  stands  between  the  scratches  a  b.  The  level 
is  now  reversed,  that  is,  the  end  d  is  put  where  e  was  at 
first.  In  this  position,  if  the  bubble  stands  in  the  middle,  it 
proves  the  level  to  be  correct,  and  the  table  horizontal ;  but 
if  it  runs  to  either  end  of  the  tube,  it  shows  that  end  to  be 
too  much  elevated  :  suppose  it  b,  for  instance  ;  this  end  of 
the  tube  must  therefore  be  let  deeper  into  the  wood,  or  the 
surface  d  e  rectified  to  produce  the  same  effect :  one-half  the 
error  must  be  compensated  by  this  means,  and  the  other  half 
by  rectifying  the  table  or  support ;  for  d  e,  the  level,  must 
now  be  reversed  again  to  verify  these  corrections ;  and  when 
they  are  so  made  that  the  bubble  stands  at  a  b,  either  way, 
the  level  is  correct.  To  illustrate  this  more  plainly,  see 
Figure  2,  which  represents  a  section  of  the  bubble  tube  ;  but, 
for  elucidation,  is  shown  as  if  curved  much  more  than  they 
are  ever  made.  Suppose  the  convex  or  upper  surface  of  the 
tube  to  be  a  segment  of  a  large  circle,  b  c  d  ;  from  the  laws 
of  hydrostatics,  it  is  plain  that  the  bubble  of  air,  being  the 
lightest  body  in  the  tube,  will  certainly  occupy  the  highest 
point  of  the  circle  at  c ;  and  the  two  points,  b,  d,  being 
equally  distant  therefrom,  will  be  in  the  same  horizontal  line 
BED.  The  larger  the  radins  of  the  circle  d  b,  so  will  the 
level  be  the  more  sensible  of  any  deviation  from  the  hori- 
zontal, because  the  bubble  will  have  to  traverse  a  greater 
distance  along  the  tube,  in  proportion  to  any  partial  elevation 
of  either  end. 

LEVELLING,  the  art  or  act  of  finding  a  line  parallel  to 
the  horizon,  at  one  or  more  stations,  in  order  to  determine 
the  height  of  one  place  with  respect  to  another ;  for  the 
laying  grounds  even,  regulating  descents,  draining  morasses, 
conducting  waters  for  the  irrigation  of  land,  «fcc. 

LEVER,  or  Leaver  (from  the  French  levier,  formed  of 
the  verb  lever,  derived  from  the  Latin,  levare,  "  to  raise  ")  in 
mechanics,  an  inflexible  straight  bar,  supported,  in  a  single 
pohit,  on  a  fulcrum,  or  prop,  and  used  for  the  raising  of 
W'eights. 

The  lever  is  the  first  of  those  called  mechanical  poieers,  or 
simple  machines,  as  being,  of  all  others,  the  most  simple  ; 


and  is  chiefly  applied  to  the  raising  of  weights  to  small 
heights. 

In  a  lever  three  things  are  to  be  considered  :  the  weight 
to  be  raised,  or  upheld  ;  the  power  by  which  it  is  to  be 
raised,  or  sustained  ;  and  the  fulcrum,  or  prop,  by  which  the 
lever  is  supported,  or  rather  on  which  it  moves  round,  the 
fulcrum  remaining  fixed. 

Levers  are  of  three  kinds :  sometimes  the  fulcrum,  or 
centre  of  motion,  is  placed  between  the  weight  and  the 
power.  This  is  called  a  lever  of  the  first  hind,  or  vectis 
he/erodromus  ;  to  which  may  be  reduced  scissors,  pincers, 
snuftcrs,  &c.  :  sometimes  the  weight  is  between  the  fulcrum 
and  the  power,  which  is  called  a  lever  of  the  second  litncl  ; 
such  are  the  oars  and  rudder  of  a  boat,  the  masts  of  ships, 
cutting  knives  fixed  at  one  end,  and  doors  whose  hinges  are 
as  the  fixed  point :  and  sometimes  the  power  acts  between 
the  weight  and  the  fulcrum,  which  is  the  lever  of  the  third 
kind;  such  is  a  ladder  lifted  by  the  middle  to  rear  it  up 
against  a  wall  :  these  two  are  called  vectes  homodromi. 

In  this  last,  the  power  must  exceed  the  weight  in  propor- 
tion as  its  distance  from  the  centre  of  motion  is  less  than  the 
distance  of  the  centre  from  the  weight.  And  as  the  first  two 
kinds  of  lever  serve  for  producing  a  slow  motion  by  a  swift 
one,  so  the  last  serves  for  producing  a  swift  motion  of  the 
weight  by  a  slow  motion  of  the  power.  It  is  by  this  kind  of 
lever  that  the  muscular  mot  ions  of  animals  are  performed,  the 
muscles  being  inserted  much  nearer  to  the  centre  of  motion 
than  the  point  where  the  centre  of  gravity  of  the  weight  to 
be  raised  is  applied  ;  so  that  the  power  of  the  muscle  is  many 
times  greater  than  the  weight  which  it  is  able  to  sustain. 
Though  this  may  appear  at  first  a  disadvantage  to  animals, 
because  it  makes  their  strength  less  ;  it  is,  however,  the  effect 
of  excellent  contrivance  ;  for  if  the  power  were,  in  this  case, 
ap[ilied  at  a  greater  distance  than  the  weight,  the  figure  of 
animals  would  be  not  only  awkward  and  ugly,  but  altogether 
unfit  for  motion ;  as  Borelli  has  shown  in  his  treatise  De 
Motu  Animalium. 

The  knowledge  of  the  properties  of  the  lever  is  of  the 
utmost  use  in  ascertaining  the  laws  of  the  resistance  of  tim- 
ber;  we  shall  therefore  begin  with  the  first  principles  of 
motion,  from  which  the  properties  of  the  lever  are  obtained  ; 
and  also  the  principles  of  the  centre  of  gravity  of  one,  or  of  a 
system  of  bodies. 

\.  Force  is  the  power  exerted  on  a  body  to  move  it. 

2.  Direction  of  motion  or  tendency  is  the  effort  which  one 
body  makes  to  move  another  towards  a  given  point. 

3.  Line  of  direction  is  the  straight  line  in  which  a  body 
moves,  or  has  a  tendency  to  move,  without  having  any  regard 
to  the  point  to  which  it  tends. 

4.  Angle  of  direction  is  the  angle  contained  between  two 
lines  of  direction. 

5.  When  two  or  more  bodies  act  against  each  other  with- 
out any  of  them  being  overcome  by  the  rest,  this  state  of 
quiescence  is  called  equilibrium. 

6.  Opposite  directions,  or  opposite  tendencies,  are  when 
each  of  two  bodies  move,  or  have  a  tendency  to  move,  to  a 
different  point  in  the  same  line  of  direction. 

7.  Opposite  forces  are  those  that  act  upon  each  other  in  the 
same  line  of  direction,  but  have  a  tendency  to  contrary  points 
in  the  line,  by  which  tendency  an  equilibrium  is  produced,  or 
otherw'ise  a  change  of  motion. 

8.  Contrary  directions  are  when  two  bodies  move,  or  have 
a  tendency  to  move,  in  lines  parallel  to  two  opposite  planes. 

Axiom  1. — Every  body  endeavours  to  preserve  its  present 
state,  whether  of  rest  or  of  moving  unifirmly  in  a  right  line, 
till  it  is  compelled  to  change  that  state  by  some  external 
force. 
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Aj-iom  2. — The  alteration  of  motion  either  generated  or 
d(.slio\cd  in  a  body,  is  proportional  to  the  force  applied,  and 
is  made  in  the  direction  of  tliat  right  line  in  which  the  force 
acts. 

Axium  3. — Action  and  reaction  are  equal  between  two 
bodies  in  opposite  directions. 

Axiom  4. — Two  equal  forces  acting  against  each  other,  or 
against  a  body,  in  opposite  directions,  destroy  each  other's 
etlect. 

Axiom  5. — If  a  body  is  acted  upon  by  two  forces  in  oppo- 
site directions,  it  is  the  same  thing  as  if  it  were  only  acted 
upon  l)y  one  force  equal  to  their  dillerunce,  in  the  direction  of 
the  greater  force. 

Axiom  C. — If  a  body  is  kept  in  cquillbrio  by  three  or 
more  tbrces,  the  sums  of  the  contrary  forces,  when  reduced  to 
parallel  directions,  are  equal. 

Axiom  7. — When  a  right  line  is  drawn  in  a  direction  of  its 
length  by  two  foi-ces  acting  at  its  extremities,  the  line  may 
either  be  llexible  or  inflexible. 

Axiom  8. — When  a  right  line  is  pressed  or  pushed  by  two 
forces  in  the  direction  of  its  length,  and  retains  its  straight- 
ness,  the  right  line  is  inflexible. 

Axiom  9. — When  a  right  line  is  stretched  by  two  forces, 
the  right  line  draws  each  of  the  forces  with  the  same  intensity 
that  the  forces  stretch  the  line  ;  because  action  and  reaction 
are  equal  and  contrary. 

Axiom  ]  0. — When  a  right  line  is  pressed  by  any  two  forces 
at  its  extremities  in  the  direction  of  the  line,  it  repels  the 
force  with  the  same  intensity  with  which  it  is  pressed  by  the 
forces. 

Axiom  11. — If  two  forces  act  upon  a  body  and  keep  it  in 
equilibrio,  their  lines  of  direction  are  in  the  same  right  line, 
and  the  two  forces  are  equal,  and  have  opposite  tendencies. 

Axiom  12. — A  furce  pulling  by  a  string  or  flexible  line 
upon  one  side  of  a  body,  has  the  same  cfleet  in  moving  or  in 
keeping  it  in  equilibrio,  as  an  e()ual  force  pushing  or  pressing 
on  the  same  line  of  direction  on  the  other  side. 

Axiom  13. — A  force  acting  upon  a  liody  has  the  same 
power  in  whatever  point  of  the  line  of  direction  it  is  applied. 

Axiom  14. — If  a  line  be  pressed  or  drawn  by  two  opposite 
forces  in  the  direction  of  the  line,  all  its  parts  will  be  equally 
stretched  or  compressed. 

Po.stiitttle. — Grant  that  the  intensities  of  forces  may  lie 
represented  by  right  lines,  as  well  as  their  directions. 

Proposition  I. — Plate  I.  Fixture  1. — If  any  body,  a,  be 
moved  by  any  impulse  which  would  cause  it  to  describe  the 
right  line  a  d,  uniformly  in  a  given  time;  and  if  the  same 
body,  A,  be  moved  by  another  impulse,  which  would  cause  it 
to  describe  the  right  line  a  d,  uniformly  in  an  equal  time  : 
these  two  impulses,  acting  at  the  same  instant,  would  carry 
tlie    body  through    the  diagonal,  a    c,  of  a   parallelogram 

A  B  c  D. 

For  the  impulse  which  is  given  in  the  direction  a  b,  will 
not  prevent  the  body  from  coming  to  D  c,  by  the  action  of  the 
im|)ulse  in  the  direction  a  d,  in  an  equal  time  to  that  in 
which  a  d  would  have  been  described  by  the  separate 
inqiulse  :  for  the  same  reason  the  impulse  which  is  given  in 
the  direction  a  d,  will  not  prevent  the  body  from  coming  to 
B  c,  l)y  the  action  of  the  impulse  in  the  direction  a  b,  in  an 
ci[uai  time  to  that  in  which  a  b  would  have  been  described  by 
the  separate  impulse  :  therefore,  as  the  Ijody  will  meet  the 
linos  u  c  and  b  c  at  the  same  time,  it  will  meet  in  the  inter- 
section c  ;  but  because  the  lines  a  n  and  A  D,  are  uniformly 
described  in  the  same  time,  any  two  parts,  a  e  and  a  f,  taken 
from  these  lities  in  the  ratio  of  the  lines  themselves,  will  also 
be  described  in  eq.ia!  times  ;  and  because  b  c  is  equal  to  a  d, 
and  E  o  equal  to  a  f  ;    a  b  :  b  c  :  :  a  b  :  e  o  ;  therefore  the 


body  moves  in  a  straight  line  which  is  the  diagonal  of  the 
parallelogram. 

Corolliirij  1. — Hence,  if  the  direction,  intensity,  and 
tendency,  of  any  two  forces  acting  upon  a  solid  are  given, 
a  single  force  may  be  found,  which  shall  be  equivalent  to 
tile  two. 

Corollary  2. — Any  single  force,  whose  quantity  and  line 
of  direction  are  given,  may  be  resolved  into  two  forces,  which 
shall  act  at  a  given  point  in  that  line,  in  two  given 
directions. 

Proposition  II. — Given,  the  tracts,  intensities,  and  ten- 
dencies of  two  forces  making  any  angle  with  each  other,  to 
find  a  single  force  equivalent  to  them. 

Cose  I.  Figure  2. — Wlien  each  of  the  two  given  forces 
have  a  tendency,  from  the  points  a  and  c  towards  b,  or  from 
B  towards  A  and  c.  Com|:)lcte  the  parallelogram  a  b  c  d,  and 
draw  the  diagonal  n  d,  and  it  will  represent  the  quantity  and 
direction  of  the  third  force,  that  will  be  equivalent  to  A  b 
and  c  B  ;  and  its  tendency  will  be  from  b  towards  d,  when  the 
extreme  forces  tend  towards  b  ;  but  towards  b  when  the 
extreme  forces  have  a  tendency  from  b. 

Case  II.  Figure  3. — When  the  two  given  forces  tend  to 
two  different  points.  Let  a  b  and  b  c  be  the  two  given  forces, 
let  the  tendency  of  a  b  be  from  b  towards  a,  and  that  of  b  c 
from  c  towards  b  ;  produce  either,  as  a  b,  to  e  :  make  b  e 
equal  to  a  b,  and  complete  the  parallelogram  b  c  d  e  ;  draw 
the  diagonal  b  d,  and  it  will  be  equivalent  to  b  c  and  b  e,  or 
because  B  E  is  equal  to  b  a,  and  both  in  the  same  straight 
line:  and  since  both  forces  tend  to  the  same  point,  a,  the 
force  B  D  is  equivalent  to  b  a  and  b  c. 

It  is  evident,  that  though  the  angles  and  directions  given 
were  the  same  in  both  cases,  yet  the  tendency  and  quantity 
would  be  diflt_M-ent  in  each. 

Proposition  111. — To  resolve  any  force  into  two  others,  in 
any  given  directions,  which  shall  act  against  any  point  of  the 
line  of  direction  of  the  given  force.     Figure  4. 

liCt  B  E  be  the  line  of  direction  of  the  given  force,  b  the 
given  point,  from  which  the  required  intensities  are  to  act, 
and  B  F,  B  o  their  directions.  Make  b  d  equal  to  the  intensity 
of  the  given  force  ;  complete  the  parallelogram  a  b  c  d  ;  then 
n  A  is  the  force  acting  in  the  line  n  f  ;  b  o  tiiat  in  the  line  b  g; 
and  their  tendencies  are  contrary  toHhe  middle  fijrce. 

Proposition  IV. — If  any  two  forces  keep  a  third  in  equi- 
librio, the  direction  of  the  third  has  the  same  point  of  con- 
course, and  is  in  the  same  plane  with  the  other  two,  and  all 
the  three  forces  are  to  each  other  as  the  sides  and  diagonal  of 
a  parallelogram  formed  on  their  lines  of  direction,  Figure  5. 

Let  A  n,  B  c,  be  the  two  forces ;  complete  the  parallelogram 
A  b  c  D  ;  then  the  force  d  b  is  equivalent  to  a  b  an<l  b  c  ;  but 
if  any  force  be  in  equilibrio  with  d  b,  it  must  be  equal  and 
opposite  ;  therefore,  make  n  e  equal  and  opposite,  and  the 
two  f  )rces  b  nand  b  e  are  in  equilibrio  :  take  away  the  force 
D  b,  and  let  its  equivalent  forces  a  b  and  b  c  counteract  b  e, 
then  the  three  forces  a  n,  c  n,  and  n  e,  are  also  in  equilibrio : 
because  b  d  and  b  e  are  in  a  straight  line,  the  direction  of  e  n 
passes  through  the  point  n,  and  is  in  the  same  plane  with  a  b 
and  B  c  ;  for  d  n  is  in  that  plane :  and  because  n  e  is  equal  to 
B  D,  the  three  forces  a  b,  c  b,  e  b,  are  expressed  by  the  two 
sides  A  B  and  b  c,  and  the  diagonal  n  n  of  the  parallelogram 
A  B  c  D.  formed  on  their  lines  of  direction. 

Corollury  1. — Hence,  if  any  three  tbrces  be  in  equilibrio 
with  each  other,  they  are  as  the  sides  of  a  triangle  drawn 
parallel  to  their  directions. 

Corollary  2. — If  the  directions  of  any  three  forces,  acting 
against  the  same  point,  keeping  it  in  equilibrio,  be  given,  and 
one  of  the  intensities ;  the  intensities  of  the  other  two  may 
be  found. 
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Proposition  V. — ^The  lines  of  direction  of  three  forces 
keeping  each  other  in  equililjrio,  or  a  solid,  and  the  inten- 
sity and  tendency  of  one  of  them  being  given ;  to  fuid  the 
intensity  and  tendency  of  tlie  other  two. 

Ciise  I.  Figure  4. — When  two  of  the  angles  formed  by  the 
three  lines  of  direction  are  less  than  two  right  angles.  Let 
the  three  directions  be  b  f,  b  e,  b  g,  and  let  the  given  intensity 
be  in  the  line  b  e,  and  let  its  tendency  be  from  e  towards  b. 
Make  b  d  equal  to  the  given  intensity,  and  complete  the 
parallelogram  a  b  c  d.  a  b  is  the  intensity  in  its  own  line  of 
direction  b  f,  its  tendency  being  from  b  towards  f;  and  b  c 
is  the  intensity  of  the  force  in  its  line  of  diiection  b  g,  its 
tendency  being  from  B  towards  g:  for  produce  e  b  to  n,  since 
the  force  acting  in  the  line  e  b  presses  the  point  b,  then,  by 
Axiom  12,  it  is  the  same  thing,  whether  the  force  in  the  line 
E  b  press  the  point  b,  or  an  equal  force  on  the  other  side  of  b  : 
in  E  H  draw  the  point  b,  and  instead  of  the  force  pressing 
the  point  b  by  a  force  at  E,  let  the  point  B  be  drawn  by  a  force 
at  H  ;  thus  the  point  b  will  be  drawn  by  three  forces,  which 
are  in  equilibrio  by  the  last  Proposition.  Or  if  the  point  b  had 
been  drawn  by  a  force  acting  at  e,  the  two  forces  acting  in  the 
lines  B  f  and  b  g  would  have  pressed  these  lines,  and  conse- 
quently three  forces  acting  at  r,  o,  n,  would  be  all  pressing 
the  point  b  ;  it  therefore  appears,  when  three  forces  keep  each 
other  in  equilibrio,  and  their  lines  of  direction  make  two  angles 
less  than  two  right  angles,  that  the  force  acting  in  the  inter- 
mediate line  will  be  contrary  to  those  in  the  two  extreme  lines. 

Though  this  example  only  shows  how  to  find  the  two 
e.xtreme  forces  when  the  intermediate  force  is  given  ;  yet  the 
intermediate  force  and  one  of  the  extreme  forces  may  as 
readily  be  found  by  having  the  other  extreme  force  given: 
becau-ie  when  one  of  the  angles  of  a  parallelogram  is  given, 
and  the  position  of  a  diagonal  passing  through  that  angle,  it 
may  be  described  as  readily  by  having  either  of  the  sides  as 
the  diagonal. 

Case  11.  Figure  5. — When  any  two  angles  of  direction  are 
greater  than  two  right  angles. 

Let  A  B,  E  B,  c  B,  be  the  three  directions,  whereof  any  two 
angles  made  by  these  lines  are  greater  than  two  right  angles, 
and  consequently  the  remaining  one  less  than  two  right 
angles.  Let  the  given  force  act  in  e  b  ;  produce  e  b  through 
the  opposite  angle  to  d,  so  as  to  divide  it  into  two  angles; 
make  b  d  to  represent  the  intensity  in  e  b,  then  by  complet- 
ing the  parallelogram  a  b  c  d,  as  before,  b  a  will  represent 
the  intensity  in  b  a,  and  b  c  in  b  c ;  and  as  the  forces  are 
supposed  to  act  at  the  points  a,  e,  c,  they  are  either  all 
drawing  the  point  b  or  all  pressing  it. 

Proposition  VI. — Given,  the  directions  of  four  forces  in 
the  same  plane,  keeping  a  solid  in  equilibrio,  and  one  of  the 
intensities,  to  find  the  intensities  of  the  other  three. 

Produce  any  two  directions  till  they  meet  each  other ;  also, 
produce  the  other  two  directions  till  they  meet  each  other; 
join  the  two  angular  points ;  then  by  means  of  the  given 
force,  find  the  other  two  at  the  same  point :  then,  because 
two  forces  acting  at  each  point  of  concourse  in  the  same 
right  line  must  be  equal,  and  have  opposite  tendencies,  the 
force  in  this  line  acting  at  the  other  point  of  concourse  will 
now  be  given  :  therefore,  find  the  two  remaining  intensities 
in  the  same  manner  as  at  the  first  point  of  concourse. 

Example  I.  Fiipire  6. — Let  e  a,  f  b,  g  c,  h  d,  be  the 
direction  of  the  forces  that  support  the  body  a  b  c  d,  and  let 
the  given  force  be  in  e  a.  Produce  e  a,  f  b,  till  they  meet 
in  I ;  also  produce  o  c,  H  d,  till  they  meet  in  q.  Join  i  q, 
and  produce  it  to  p ;  then  let  i  k  represent  the  given  force, 
and  complete  the  parallelogram  i  k  l  m.  Make  q  p  equal  to 
I  L,  and  complete  the  parallelogram  o  p  q  r;  then  will  i  m 
represent  the  intensity  in  f  b,  o  q  in  g  c,  and  r  q  in  u  d. 


Example  II.  Figure  7. — Let  a  b  d  be  a  lever  with  three 
arms,  a  c,  b  c,  d  c,  revolvable  about  c,  as  a  fulcrum,  sup- 
ported in  the  direction  c  o  ;  and  let  forces  act  at  the  extre- 
mities a,  b,  d,  in  given  directions,  a  k,  d  e,  e  b,  and  keep  it 
in  equilibrio  :  it  is  required  to  find  the  proportion  of  the 
forces.  Produce  two  of  the  directions  till  they  meet;  also 
produce  the  other  direction,  and  that  of  the  prop,  till  they 
meet;  join  the  tw(5  angular  points,  and  proceed  as  in  Exam- 
ple 1.,  and  find  the  parallelograms  n  e  f  o,  and  k  l  m  n  : 
then  L  K  is  the  force  acting  at  a,  and  m  k  that  in  the  direc- 
tion of  the  prop,  h  e,  the  force  acting  at  b,  and  f  e  that  at  d. 
The  tendencies  of  these  forces  are  thus  distinguished  :  let  the 
point  B  be  drawn  towards  e,  then  the  line  e  b  is  in  a  state 
of  tension ;  and  because  the  angles  ii  e  g  and  g  e  f  are  less 
than  two  right  angles,  the  force  in  the  direction  e  d  will  also 
be  in  a  state  of  tension,  and  the  middle  one,  e  k,  in  a  state 
of  compression.  Again,  because  the  angles  l  k  m  and  m  k  n 
are  less  than  two  right  angles,  and  because  e  k  is  in  a  state 
of  compression,  k  a  is  likewise  in  a  state  of  compression,  and 
the  middle  one  c  k,  is  in  a  state  of  tension  ;  or  the  post,  c  o, 
on  the  opposite  side,  is  in  a  state  of  compression,  acting  on 
the  other  side  of  g. 

It  must  be  observed,  when  any  force  acts  upon  any  point 
of  a  solid  body,  that  to  draw  on  one  side  of  the  point  is  the 
same  as  to  press  upon  the  other  side,  or  to  press  upon  one 
side  is  the  same  as  to  draw  upon  the  opposite;  therefore,  as 
the  point  c  is  drawn  by  the  force  m  k,  the  prop,  c  o,  is  com- 
pressed by  the  fulcrum  at  c.  The  arms  c  a,  c  b,  c  d,  are 
supposed  to  be  void  of  weight.  If  the  forces  acting  at  a,  b,  d, 
be  weights,  p,  q,  r,  going  over  the  pulleys  s,  t,  u,  all  the 
lines,  a  s,  B  T,  D  n,  will  be  in  a  state  of  tension. 

Proposition  VII. — Given,  the  direction  of  five  forces  in 
one  plane,  keeping  a  solid  in  equilibrio,  and  the  intensities 
and  tendencies  of  two  of  them,  to  find  the  intensitic*  and 
tendencies  of  the  rest. 

Find  a  force  equivalent  to  the  two  given  forces;  then 
unite  this  given  force  with  the  three  remaining  ones,  and  the 
directions  of  four  forces,  with  the  intensity  of  one  of  them, 
will  be  given  to  find  the  rest,  which  may  be  found  by  the 
last  problem. 

Let  a  B  c  D  F,  Figure  8,  be  a  lever,  with  four  arms,  f  a, 
F  B,  f  c,  F  D,  revolvable  about  e,  and  let  it  be  acted  upon  by 
five  forces,  four  of  which  act  upon  the  arms  at  the  points 
A,  B,  c,  D,  in  lines  of  direction  a  q,  b  s,  c  k,  d  i,  and  the  other 
upon  the  centre  at  f,  in  the  line  of  direction  p  p;  then  the 
intensities  and  tendencies  of  the  two  forces  acting  in  the 
directions  c  k,  and  d  i,  are  given;  the  one  from  c  to  k,  and 
the  other  from  i  to  d.  Produce  the  two  directions  c  k  and 
D  I  to  meet  each  other  at  6,  and  complete  the  parallelogram 
G  K  I  H,  as  in  Case  2,  Problem  II.,  and  g  h  will  be  the  direc- 
tion and  quantity  of  the  force  equivalent  to  g  i  and  g  k: 
then  proceed,  as  in  Problem  VI.,  with  the  given  force  o  h 
now  found,  and  the  three  remaining  directions,  a  q,  b  s,  p  f, 
and  complete  the  paralleldgrams  m  n  o  p  and  q  r  s  t:  then 
N  p  is  the  quantity  that  supports  the  point  or  axis  f  in 
the  direction  n  f,  and  s  r  that  which  supports  b  in  the 
direction  b  r. 

From  this  example  it  appears,  that  when  the  direction  of 
any  number  of  forces  is  given,  and  all  the  intensities  and 
tendencies  but  three,  the  intensities  and  directions  of  these 
three  may  be  found  by  compounding  any  two  of  the  given 
forces,  then  uniting  the  force  found  with  another  of  the  given 
forces,  and  again  compounding  these,  and  so  on  until  all  the 
given  forces  are  compounded  :  then  proceeding  with  the  last 
compounded  force  and  the  three  remaining  directions,  as  in 
Problem. 

Proposition  VIII. — If  there  be  two  straight  lines,  a  b,  b  c, 
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any  angle,  a  b  c,  with  each  other,  and  if 
and  opposite  in  the  directions  a  x,  o  y,  in 

line  he  applied,  and  three  others  in  the 
z,  c  J,  then  if  the  whole  be  in  equilibrio, 

A  w,  c  J,  will  have  the  same  point  of  con- 
se  they  will  be  parallel.  Join  a  c,  cutting 
;  Uike  any  distance,  a  d,  and  complete  the 
D  F ;  make  b  h  equal  to  a  f,  and  complete 

B  H  I  K :  make  c  l  equal  to  h  k,  and  c  e 
complete  the  parallelogram  c  M  E  l;  then 

c,  are  in  equilibrio  by  foices  proportional 


to,  and  in  the  directions  of  the  sides  and  diagonals  of  the 
respective  parallelograms  at  these  points;  now  there  can  be 
no  equilibrium  unless  c  j  coincide  with  c  m,  for  no  other 
force  but  c  m,  both  in  direction  and  quantity,  will  balance 
the  two  given  forces  c  l  and  c  e  ;  suppose  therefoi'e  that  c  j 
coincides  with  c  m,  produce  the  directions  a  w  and  c  j  to 
meet  z  b  produced  ;  then  if  a  w  and  c  j  do  not  meet  it  in  the 
same  point,  they  will  meet  it  in  two  ditl'erent  points,  u  and  v  ; 
for  draw  of,  r  l,  n  g,  s  m,  parallel  to  b  v,  cutting  a  c  ait 
o,  R,  N,  s ;  also  draw  h  p,  k  q,  parallel  to  a  c,  cutting  n  v  at  p 
and  Q ;  then  will  a  o=h  p=k  q=c  r,  and  therefore  a  n=s  c  ; 


now  the  triangles  a  n  t  and  a  f  o  are  similar, 
therefore 


T  A  :  T  B 


T  c  :  :  R  L  :  R  o 


likewise  in  the  triangles  o  t  b  and  c  r  l t  b 

therefore ta:tc::rl:of 

but  because  l  r  is  eq\ial  to  s  m,  and  of  to  no ta:tc::8m:  no 

then  again,  by  similar  triangles,  a  u  t,  and  aon     .     .     .     .tu:ta:  :no-na 

and  it  has  been  proved  that ta:tc:  :sm;no 

also  by  the  similar  triangles  t  c  v  and  scm tc:tv::sc:sm 

therefoie tu:tv::sc:na 


but  because  s  c  and  n  a  are  equal ;  t  u  is  equal  to  t  v,  there- 
lore  the  points  u  and  v  coincide ;  consequently  the  three 
directions  meet  in  the  same  point. 

Corollary  I. — p  o  +  L  R  is  equal  to  n  i ;  for  the  triangle 
A  F  o  is  equal  and  similar  to  the  triangle  h  n  p  equal  and 
similar  to  the  triangle  K  Q  i ;  and  the  triangle  c  l  r  is  equal 
and  similar  to  the  triangle  k  b  q. 

Corollary  2. — If  v  a  be  made  equal  to  a  g,  and  v  c  to  c  m, 
and  the  parallelogram  v  a  4  c,  be  completed,  the  forces  in  the 
directions  a  w,  z  b,  and  c  j,  are  as  v  a,  v  6,  and  v  c,  viz..  the 
three  parts  of  a  parallelogram  in  these  directions ;  for  draw 
a  e  and  c  d  parallel  to  a  c,  meeting  v  b  in  e  and  rf,  then  will 
ve=G  N=:o  F=n  p,  and  e  i=v  rf=:5t  s  =  r  l  =  b  q  =  p  i,  there- 
fore b  p  +  p  i=v  e  +  e  6;  but  b  p  +  i  p  is  the  force  in  the 
direction  z  b,  consequently  the  three  forces  v  a,  v  J,  v  c,  are 
equal  to  those  that  act  in  a  w,  z  b,  and  c  J. 

Corollary  3. — If  the  points  a  and  c  are  joined  by  an 
inlle.\ible  line,  a  c,  it  is  evident  that  the  equilibrium  will  still 
be  maintained,  for  this  line  (by  the  last  proposition)  acts  the 
same  as  the  two  opposite  forces  in  a  x  and  c  r. 

Corollary  4. — When  a  w,  b  z,  and  c  j,  are  parallel,  f  d 
will  coincide  with  f  o,  g  a  with  g  n,  l  e  with  l  r,  and  o  m 
with  s  M  :  now  lr:of::ta::tc  ;  it  will  therefore  be 
cm:ao::ta:tc;  consequently,  the  force  a  g= force  o 
M  =  force  B  I. 

Corollary  5. — Hence,  if  the  directions  of  three  forces 
acting  in  the  plane  of  a  triangle,  at  the  angles,  be  in  equili- 
brio, the  three  intensities  are  as  the  parts  of  a  parallelogi  am 
formed  on  their  lines  of  direction. 

Proposition  IX. — If  three  forces  acting  against  the  same 
point  be  in  equilibrio  with  each  oilier,  and  if  any  point  f. 
Figures  10  and  11,  taken  in  the  line  of  direction  of  any  one 
of  the  forces,  tlie  otiier  two  forces  are  to  each  other  recipro- 
cally as  the  distances  of  thwr  lines  of  direction  from  that 
point. 

Let  the  lines  of  direction  of  the  three  forces  be  a  d,  b  d, 
and  0  D. 

Case  I.  Figure  10. — When  the  point,  f,  is  taken  in  the 
line  of  direction  of  the  middle  force.  Complete  the  parallel- 
ogram D  E  F  o  ;  draw  f  h  perpendicular  to  a  d,  and  f  i  to  c  d. 
Then  because  the  opposite  angles  d  e  f  and  d  o  f  of  the 
parallelogram  are  equal,  the  angles  ii  e  f  and  i  o  f  are  equal ; 
and  because  e  h  k  and  o  i  f  are  right  angles,  the  triangles 
E  H  f  and  o  i  f  are  similar ;  therefore  f  o  :  f  e  :  :  f  i  :  f  h  ; 
but  E  D  is  equal  to  f  g,  and  g  d  is  equal  to  f  e,  therefore 


ed:od::fi:fh;  that  is,  the  force  acting  at  a  is  to  the 
force  acting  at  c,  as  f  i  to  f  h. 

Case  II.  Figure  11. — When  the  point  f,  is  taken  in  one 
of  the  extreme  lines  of  the  direction,  a  d.  On.n  f,  as  a 
diagonal,  complete  the  parallelogram  d  e  f  o ;  draw  f  h  per- 
pendicular to  1)  B,  and  Ft  to  D  c ;  then  because  o  f  n  and 
E  F  I  are  right  angles,  and  the  angle  i  f  h  is  common,  the 
remaining  angles  x  f  g  and  h  f  e  are  equal;  and  because 
the  angles  fig  and  the  arc  right  angles,  the  triangles  o  i  f 
and  E  u  F  are  similar ;  therefore  f  g  :  f  b  :  :  r  i  :  f  ii ;  that 
is,  the  forces  at  b  and  c  are  reciprocally  as  the  distances  of 
their  lines  of  direction  taken  from  any  point  in  the  lines 
of  direction  of  the  other  force.  Therefore,  universally,  If  any 
three  forces  be  in  equilibrio,  any  two  of  them  are  recipro- 
cally as  the  distances  of  their  lines  of  direction,  taken  from 
any  point  in  the  line  of  direction  of  the  other  force. 

Froposilion  X.  Figures  12  and  13. — If  a  solid,  a  b  c,  be 
supported  by  three  forces  in  the  lines  of  direction  z  b,  a  w, 
c  J,  these  three  lines  will  have  the  same  point  of  concourse, 
or  be  parallel  to  each  other. 

Join  a  b,  b  c,  c  a;  now  the  triangle  a  b  c  cannot  be  in 
equilibrio,  unless  the  directions  have  the  same  point  of  con- 
course, or  be  parallel,  and  also  in  the  plane  of  the  triangle  : 
otherwise  the  f  )rccs  at  the  two  points  in  each  of  the  sides  of 
the  triangle  would  not  be  e(iual  in  opposite  directions ;  there- 
fore the  equilibrium  of  the  triangle  would  be  destroyed,  as 
has  been  shown  by  Proposition  Vlll.,  and  consequently  that 
of  the  solid  would  also  be  destroyed. 

Corollary  1. — The  intensities  of  any  three  forces  keeping 
a  solid  in  cpnilibrio,  will  be  as  the  parts  of  a  parallelogranr 
formed  on  their  lines  of  direction. 

Corollary  2. — Likewise  the  intensities  of  any  two  forces 
arc  reciprocally  as  the  distances  of  their  lines  of  direction 
from  any  point  in  the  line  of  the  other  force,  whether  their 
directions  meet  or  are  parallel  to  each  other. 

Corollary  3. — Hence,  in  three  forces  acting  upon  a  pris- 
matic solid,  or  lever,  in  parallel  directions,  any  two  forces 
will  be  to  each  other  in  the  reciprocal  ratio  of  the  distances 
of  their  lines  of  direction,  on  the  opposite  side  of  the  solid, 
to  the  direction  of  the  other  force. 

Proposition  XI. — If  a  solid  be  in  equilibrio  by  three  forces, 
and  if  any  point  be  taken  in  the  line  of  direction  of  any  one 
of  them  :  the  products  of  each  of  the  other  two,  by  the  dis- 
tance of  their  respective  lines  of  direction  from  that  point, 
will  be  equal.  Fiyure  14. 
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Let  A,  B,  c,  represent  the  intensities  at  a,  b,  c,  in   the 

directions  e  a,  a  b,  f  c.  Taive  any  point,  d,  in  the  middle  line 
ot'  direction,  and  draw  d  e,  d  f  perpendicular  to  the  other 
two  lines  of  direction;  then  (^Corollary  2,  last  Problem) 
A  :  0  :  :  D  F  :  d  e  ;  therefore  a  d  e  ^  cXd  f.  Again,  from 
any  point,  f,  in  one  of  the  extreme  lines  of  direction,  draw 
F  0  and  F  H  perpendicular  to  the  other  two,  then  a:  b  :  : 
F  o  :  I  H  ;  therefore  aXfh  =  bXfo. 

Corollary  4. — Hence,  if  three  forces  act  perpendicular  to 
a  prismatic  rod,  or  beam,  the  products  of  any  two,  each  by 
its  distance  on  the  beam  from  the  tliird,  are  equal. 

Corollary  5. — Hence,  if  three  forces  act  perpendicular  to 
a  prismatic  rod,  or  beam,  the  products  of  any  two  of  their 
distances  liora  the  third,  in  the  direction  of  the  beam,  are 
e(pial ;  for  in  this  case  all  the  lines,  f  d,  d  b,  f  g,  f  h,  coin- 
cide in  one  straight  line,  and  become  parallel  to  the  beam, 
and  the  segments  intercepted  by  the  directions  are  equal  to 
those  on  the  beam. 

LEVER  BOARDS,  a  set  of  boards  so  fastened  together 
that  they  may  be  turned  at  any  angle  to  admit  of  more  or 
less  air  or  light,  or  to  lap  upon  each  other,  so  as  to  e.vclude 
all  air  or  light  through  apertures. 

LIBRARY,  an  edifice  or  apartment  destined  for  holding 
a  considerable  number  of  books  placed  regularly  on  shelves  ; 
or  the  books  themselves  lodged  in  it.  Some  authors  refer 
the  origin  of  libraries  to  the  Hebrews ;  and  observe,  that  the 
care  those  people  took  for  the  preservation  of  their  sacred 
books,  and  the  memory  of  what  concerned  the  action  of  their 
ancestors,  became  an  example  to  other  nations,  particularly 
to  the  E;;yptians.  Osiniandyaf,  king  of  Egypt,  is  said  to 
have  taken  the  hint  first ;  and,  according  to  Diodorus,  had 
a  library  built  in  his  palace,  with  this  inscription  over  the  door, 
4TXHS  lATPElON.  Nor  were  the  Ptolemys,  who  reigned 
in  the  same  country,  less  curious  and  magnificent  in  their  books. 

The  scripture  also  speaks  of  a  library  of  the  kings  of 
Persia,  Ezra  v.  17.  vi.  L,  which  some  imagine  to  have  con- 
sisted of  the  historians  of  that  nation,  and  of  memoirs  of  the 
atl'airs  of  state  ;  but,  in  elTect,  it  appears  rather  to  have  been 
a  repository  of  laws,  charters,  and  ordinances  of  the  kings. 
The  Hebrew  text  calls  it  the  house  of  treasures,  and  after- 
wards the  house  of  the  rolls,  where  the  treasures  were  laid 
up.  We  may,  with  more  justice,  call  that  a  library,  men- 
tioned in  the  second  of  Esdras  to  have  been  built  by  Nehe- 
niiah,  and  in  which  were  preserved  the  books  of  the  proi^hets, 
and  of  David,  and  the  letters  of  their  kings. 

The  first  who  erected  a  library  at  Atliens  was  the  tyrant 
Pisistratus :  and  yet  Strabo  refers  the  honour  of  it  to  Aris- 
totle. That  of  Pisistratus  was  tran-^ported  by  Xerxes  into 
I'ersia,  and  was  afterwards  brought  back  by  Seleucus  Nicanor 
to  Athens.  Long  after,  it  was  plundered  by  Sylla,  and  re- 
established by  Adrian.  Plutarch  says,  that  under  Eumenes 
there  was  a  library  at  Pergamus,  containing  200,000  books. 
Tyrainiion,  a  celebrated  grammarian,  contemporary  with 
Pompey,  had  a  library  of  30,000  volumes.  That  of  Ptolemy 
Philadelphus,  according  to  A.  Gallius,  contained  700,000 
rolls,  which  were  burnt  by  Caesar's  soldiers. 

Constautine,  and  his  successors,  erected  a  magnificent 
library  at  Constantinople  ;  which  in  the  eighth  century  con- 
tained 300.000  volumes,  all  burnt  by  order  of  Leo  Isaurus; 
and  among  the  rest,  a  copy  of  the  Iliad  and  Udyssey,  written 
in  letters  of  gold,  on  the  entrails  of  a  serpent. 

The  most  celebrated  libraries  of  ancient  Rome,  were  the 
Ulpian,  and  the  Palatine.  They  also  boast  much  of  the 
libraries  of  Paulus  jEmilius,  who  conquered  Perseus;  of 
Lucilius  Lucullus,  of  Assinius  Pollio,  Alticus,  Julius  Severus, 
Domitius  Sej-enus,  Pamphilius  Martyr,  and  the  emoerors 
Gordian  and  Trajan. 
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Anciently,  every  large  church  had  its  library  ;  as  appears 
by  the  writings  of  St,  Jerome,  Anastasius,  and  others.  Pope 
Nicholas  laid  the  first  foundation  of  that  of  the  Vatican,  in 
1450. 

Tlie  Bodleian  library  at  Oxford,  built  on  the  foundation 
of  that  of  duke  Humphrey,  exceeds  that  of  any  university  in 
Europe,  and  even  those  of  all  the  sovereigns  of  Europe,  except 
the  emperor's  and  the  royal  library  of  France,  which 
are  each  of  them  much  older.  It  was  first  opened  in  1602, 
and  has  since  found  a  great  number  of  benefactors  ;  particu- 
larly Sir  Robert  Cotton,  Sir  H.  Savil,  Archbishop  Laud, 
Sir  Kenelm  Digby,  Mr.  Allen,  Dr.  Pococke,  Mr.  Selden, 
and  others.  The  Vatican,  the  Medicean,  that  of  Bessarion 
at  Venice,  and  those  just  mentioned,  exceed  the  Bodleian  in 
Greek  manuscripts ;  w  hieh  yet  outdoes  them  all  in  Oriental 
manuscripts. 

As  to  printed  books,  the  Ambrosian  at  Milan,  and  that  of 
Wolfenbuttle,  are  two  of  the  most  remarkable,  and  yet  both 
inferior  to  the  Bodleian.  The  principal  public  libraries  in 
London,  beside  that  of  the  Museum,  are  those  of  the  College 
of  Heralds,  of  the  College  of  Physicians,  and  of  Doctors' 
Commons,  to  which  latter  every  bishop,  at  the  time  of  his 
consecration,  gives  at  least  £20,  sometimes  £50,  for  the  pur- 
chase of  books;  those  of  Gray's  Inn,  Lincoln's  Inn,  Inner 
Temple,  and  Middle  Temple ;  that  of  Lambeth,  founded  by 
archbishop  Bancroft,  in  1010,  for  the  use  of  succeeding  arch- 
bishops of  Canterbury,  and  increased  by  the  benefactions  of 
archbishops  Abbot,  Sheldon,  and  Tennison,  and  said  to  con- 
sist of  at  least  15,000  printed  books,  and  617  volumes  in 
manuscript;  that  of  Redcross-street,  founded  by  Dr.  Daniel 
Williams,  a  presbyterian  divine,  and  since  enriched  by  many 
private  benefactions ;  that  of  the  Royal  Society,  called  the 
Arundelian,  or  Norfolk  library,  because  the  principal  part  of 
the  collection  formerly  belonged  to  the  family  of  Arundel, 
and  was  given  to  the  society  by  Henry  Howard,  afterwards 
duke  of  Norfolk,  in  1606,  which  library  has  been  increased 
by  the  valuable  collection  of  Francis  Aston,  Esq.,  in  1715, 
and  is  continually  increasing  by  the  numerous  benefactions  of 
the  works  of  its  learned  members,  and  others  :  those  of 
St.  Paul's,  and  of  Sion  College  ;  the  Queen's  library,  erected 
by  Queen  Caroline  in  1737  ;  and  the  Sujgeons'  library,  kept 
in  their  hall  in  Lincoln's  Inn  Fields.  In  order  to  give  some 
idea  of  the  construction  of  a  library,  it  will  be  necessary 
to  know  the  difierent  sizes  of  paper,  and  for  this  purpose  the 
following  table  will  be  found  useful : 

Inches. 

1.  Foolscap 13|  by  16^ 

2.  Crown        15  20 

3.  Demy 17|        22 

4.  Medium 18  23 

5.  Royal 19^        24 

6.  Super-royal 19|        27 

7.  Elephant 23  28 

8.  Imperial 22  30 

9.  Columbier 23^       34 

10.  Atlas 26^       34^ 

11.  Double  Elephant,  or  Grand  Eagle     26^        40 
The  dimensions  of  the  shelves,  and  their  distances  from 

each  other,  will  therefore  be  determined  by  the  kind  of  books 
intended  to  be  deposited  on  them. 

Library,  the  King's,  at  St.  James's,  was  founded  by  Henry, 
eldest  son  of  James  I.  and  made  up  partly  of  books,  and  partly 
of  manuscripts,  with  many  other  curiosities,  for  the  advance- 
ment of  learning.  It  has  received  many  additions  from  the 
libraries  of  Isaac  Casaubon,  and  others. 

Library.  Coilouiaii,  originally  consisted  of  958  volumes  of 
original  charters,  grants,  instruments,  letters  of  sovereign 
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princes,  transaction  between  this  and  other  kingdoms  and 
states,  jicnealogies,  histories,  registers  of  monasteries,  remains 
of  Siixoii  hiws,  the  booii  of  Genesis,  thought  to  be  the  most 
ancient  Greek  copy  extant,  said  to  have  been  written  by 
Origeii  in  the  second  century,  and  the  curious  Alexandrian 
copy  iir  Buimisoript  in  Greek  capitals.  This  library  is  kept  in 
the  British  Museum,  with  the  large  valuable  lil)rary  of  Sir 
Hans  Sloane,  amounting  to  upwards  of  42,000  volumes,  &c. 
There  are  many  public  libraries  belonging  to  the  several 
colleges  at  Oxtbrd  and  Cambridge,  and  the  universities  of 
North  Britain. 

LIGHTHOUSE,  a  marine  building,  erected  for  the  pur- 
pose of  exhibiting  a  light,  to  warn  seamen  in  the  night  of 
their  approach  to  any  sand,  promontory,  or  insulated  rock: 
as  those  on  the  South  Foreland,  Flamborough  Head,  the 
Eddystonc,  &c. ;  or  a  building  erected  at  the  entrance  of  a 
harlionr,  to  direct  the  ingress  and  egjess  of  vessels  during 
the  night,  as  at  Kauisgate,  and  other  places.  The  latter 
kind  are  generally  smaller  than  the  fn'mer,  and  are  called 
hurl/ijiir-lii/lils. 

Lighthouses  are  generally  built  in  the  form  of  circular 
towers,  from  50  to  100  feet  in  height,  arched  over  at  the  top 
with  a  projerting  platfiirm  surrounded  by  an  iron  railing. 
On  this  platform  a  framing  of  stone  is  fixed  higher  than  the 
railing,  containing  an  excavation  for  the  reception  of  the 
bottom  of  the  lantern  ;  the  space  betw-een  this  frame  and 
the  railing,  is  called  the  yallenj.  into  which  the  light-keepers 
ascend  to  clean  the  outside  of  the  glass. 

When  lighthouses  arc  erected  on  the  main  land,  there 
is  nothing  peculiar  in  their  construction;  in  some  cases, 
however,  they  are  required  in  situations  difficult  of  access, 
and  exposed  to  the  accumulated  fury  of  winds  and  waves  ; 
and  to  erect  a  permanent  building  on  a  spot  of  this  descrip- 
tion, requires  uncommon  resources,  and  necessarily  brings 
every  energy  of  the  architect  into  action. 

The  most  celebrated  antique  building  of  this  description 
was  the  Pharos  of  Alexandria  in  Egypt,  the  work  of  Sostratus 
of  Cuidus,  under  the  patronage  of  Ptolemy  Lagns,  and  his 
successor  Philadelphns,  about  283  years  before  the  Christian 
xra ;  it  is  ascertained  to  have  existed  for  a  period  of  about 
1,(U)0  years,  and  is  supposed  to  have  been  thrown  down  by  an 
earthquake.  This  lighthouse  obtained  its  name  from  the 
Island  of  Pharos,  on  which  it  stood  ;  and  from  its  great 
celebrity,  other  structures  of  a  similar  kind  have  frequently 
obtained  the  same  name;  as  the  i^uro</«  J/essf/ia,  and  others; 
but  among  the  moderns,  the  most  remarkable  are  the  Tour 
de  Uordiian  olT  the  French  coast,  and  the  Eddystone  Light- 
house, near  the  coast  of  Cornwall.  The  former  of  these, 
begun  in  the  reign  of  Henry  II.,  and  finished  under  Henry  IV. 
in  1010,  stands  upon  a  small  island  near  the  mouth  of  the 
Garonne,  in  the  Bay  of  Biscay,  and  was  the  work  of  Luis  de 
Foix,  a  celebrated  French  architect.  The  latter,  wliich  has 
been  very  justly  considered  as  the  chef-d\KUvre  of  this  species 
of  architecture,  was  constructed  by  the  celebrated  Smeaton  ; 
and  still  stands  an  enduring  monument  of  his  genius.  A  full 
description  of  this  remarkable  structure  has  already  been 
given  under  the  article  Eddvstone  Lioiitiiodse. 

Among  other  remarkable  buildings  of  this  kind  may  be 
noted  the  Bell-rock  lighthouse,  off  Arbroath,  in  the  mouth 
of  the  Frith  of  Tay. 

The  reef  of  rocks  on  which  the  Bell-rock  lighthouse  is 
founded,  is  about  427  feet  long  and  230  feet  broad  ;  at  the 
ordinary  height  of  spring  tides  it  is  about  12  feet  under 
water;  and  from  tlie  il.iating  sea-weed,  the  ridge  can  be 
traced  1,000  feet  farther  in  a  south-westerly  direction,  when 
the  tides  are  very  low.  It  is  situated  on  the  eastern  coast  of 
Scotland,  about  IG  miles  south  by  east  from  the  Red-head  ; 


12  miles  south-east  from  Arbroath  ;  17  miles  north  by  east 
from  the  isle  of  May;  and  38  miles  north  by  west  from 
Abbs-head.  Its  geographical  position  is  in  56°  29'  of  north 
latitude,  and  2°  22'  of  west  longitude.  The  reef  presents  an 
exceedingly  rugged  and  uneven  surface.  The  rock  is  com- 
posed of  red  sand-stone,  similar  to  the  strata  of  the  contiguous 
promontory  of  Kcd-head  and  of  the  opposite  shores  of 
Dunglas  in  Berwickshire.  The  present  vegetation  of  the 
rock  consists  only  of  sea-plants ;  some  of  them  not  of  common 
occurrence  on  our  coast.  It  is  the  occasional  resting-place  of 
the  seal  and  the  cormorant ;  and  is  the  chosen  residence 
of  numerous  marine  vermes.  At  the  distance  of  100  yards, 
when  the  tide  is  low,  the  water  varies  from  two  to  three 
fathoms  in  depth.  The  greatest  depth  between  the  rock  and 
the  opposite  shores  of  Fife  is  23  fathoms.  Tiiis  rock,  though 
a  mere  spot  on  the  surface  of  the  ocean,  produces  all  the 
remarkable  phenomena  of  in-shore  and  off-shore  tides,  which 
exist  on  the  projecting  coasts  of  the  mainland,  or  among  the 
Scottish  islands. 

In  the  erection  of  the  Eddystone  lighthouse,  the  dangers 
and  difficulties  which  were  encountered  and  overcome,  owing 
to  the  smalluess  of  the  surface  of  the  rock,  were  great  and 
ninnerous  ;  and  although  the  surtace  of  the  Boll-rock  was 
considerably  larger,  still,  being  more  sunk,  and  only  discovered 
at  low  water,  the  dangers  to  be  encountered  were  equally 
great  and  overwhelming.  Ow'ing  to  the  enlarged  diameter 
of  the  rock,  the  engineer  was  enabled  to  make  the 
masonry  of  this  building  more  than  double  the  cubical 
contents  of  the  Eddystone.  The  following  short  table 
will  exhibit  to  our  readers  tjie  relative  dimensions,  &c.  of 
the  two  lighthouses : —  , 

Eddystone.  Bell-rock. 

„.,.,.,  ^     x,     I  )  Leyel  with  hifth  Level  witli  low 

Height  of  the  rock,  about J-  ,  ,°  .  , 

°  '  )      water  mark.  water  mark 

Height  of  masonry  above  the  rock  . .  70  feet  100  feef. 

Diameter  of  the  first  entire  course  . .  26  feet.  42  feet 

Cubic  contents  in  feet  about   13,147.  28.5S0 

Ascertained. 

Expenseunderstood  to  have  been  about  £21,000.  £61,331  9  2 

Very  early,  no  doubt,  attempts  were  made  to  obviate  the 
dangers  of  this  fatal  spot;,  and  accordingly,  tradition  reports 
that  the  monks  of  the  Abbey  of  Arbroath  erected  a  bell  on 
the  rock,  which  was  to  be  rung  by  machinery  affected  by  the 
flowing  and  ebbing  of  the  tides,  whence  the  present  name  of 
the  rock,  it  is  said,  look  its  rise. 

After  many  comjilaints  of  the  want  of  a  lighthouse,  and 
especially  after  the  violent  storm  in  1799,  during  which  many 
ships  were  driven  from  their  moorings  in  Yarmouth  Itoads, 
and  even  the  Downs,  and  so  many  of  them  destroyed  on  the 
Scotch  coast,  that,  when  the  storm  subsided  all  the  bays  were 
margined  by  broken  timber,  it  wasat  last  resolved  to  construct 
a  lighthouse.  A  bill  for  this  purpose  was  passed  in  180(5, 
which  enabled  the  commissioners  of  the  northern  lighthouses 
to  levy  three-halfpence  a  ton  upon  all  British  vessels  trading 
to  and  from  the  ports  between  Berwick  and  Peterhead,  and 
twice  as  much  upon  foreign  vessels.  The  bill  also  empowered 
the  commissioners  to  borrow  £25,000  from  government ;  and 
they  had  .£20.000  of  accumulated  surplus,  which  showed  that 
the  provision  of  lights  had  not  previously  been  kept  up  to  the 
amount  of  the  tax  upon  navigation.  Still,  however,  this 
enabled  the  commissioners  to  begin  the  work  with  a  fund  of 
£45,000.  While  the  proposal  was  in  agitation,  various  pro- 
jects for  lighthouses  were  advanced  by  different  individuals; 
but  it  was  ultimately  resolved  that  the  structure  should  be 
of  stone,  somewhat  similar  to  the  Eddystone  lighthouse,  and 
conducted  under  the  principal  superintendence  of  the  late 
Mr.  Renuie.     It  was  well  for  the  stability  of  the  structure, 


and  tlii^  lieiiefit  of  trailo,  that  this  einiiient  and  judicious 
engineer  was  a|ipointed,  for  there  were  other  parties  who 
occasionally  interfered  in  the  progress  of  the  worlt ;  and 
some  of  llie  courses  of  stone  intended  for,  and  actually 
prepared  in  the  workyard  at  Arbroath,  wore,  for  want  of 
central  dovetailing,  so  faulty,  that,  had  they  been  used,  the 
work  could  not  have  stood.  The<e  courses  of  stone  were 
condemned  by  Mr.  Rennie,  and  ordered  to  bo  broken  up 
for  nibble,  as  appeared  by  the  signature  of  Mr.  Rennie,  on 
the  plans.  By  the  necessary  condenniation  of  these  faulty- 
courses  of  stone,  a  considerable  sum  of  money  was  lost,  but 
the  stability  of  the  lighthouse  was  not  endangered,  which 
was  the  grand  matter ;  and  this  shows  how  very  careful 
eminent  en>iineers,  who  are  not  constantly  on  the  spot,  ought 
to  be,  in  examining  every  working  drawing  of  such  structures 
as  this,  and  allowing  no  drawing  to  be  used  which  is  not 
authenticated  by  their  signature.  \Vedo  not  now  recollect  all 
the  faults  of  these  condemned  courses ;  and  since  the  death 
of  Mr.  Logan,  who  was  in  possession  of  the  plans  with 
Mr.  Ronnie's  signatures,  we  know  not  where  these  drawings 
can  be  referred  to,  (and  reference  to  them  is  of  little  conse- 
quence, e.\cept  as  a  warning ;)  but  we  do  remember,  that  what 
struck  us  at  the  time  as  the  grand  imperfection,  was  the 
omission  of  the  square  central  stone  with  dovetails,  to  which 
the  four  stones  ne.\t  in  order  were  attached,  and  also  joggled 
by  stone  to  the  end  joints,  thus  making  the  five  one  mass  of 
stone,  to  which  the  whole  of  the  surroumling  stones  were 
attached.  In  place  of  this  central  stone,  wliich  was  of  course 
the  key  and  fastening  of  the  whole,  there  wsis  substituted  in 
the  drawings,  a  plain  he.xagon  or  octagon,  we  forget  which  ; 
by  means  whereof  the  whole  bonding  of  the  course  was 
loosened,  and,  had  water  percolated  into  it,  it  would  have  been 
destroyed  by  the  hydrostatical  pressure.  An  accident  of  this 
kind  happened  to  another  structure  which  the  engineer  to  the 
commissioners  of  the  northern  lighthouses  had  planned,  and 
was  in  the  course  of  erection  upon  the  Carr  rocks,  off  the 
east  point  of  File.  This  struotiu'e  was  to  be  furnished  with  a 
bell,  to  be  rung  by  a  float;  and  in  order  to  contain  the  float,  a 
hollow  column  was  erected,  having  a  lateral  opening  at  the 
bottom.  The  column  was,  we  believe,  pretty  well  secured 
against  the  external  action  of  the  water,  but  it  should  seem 
that  the  danger  of  hydrostatical  pressure  from  within  had  been 
overlooked,  for,  after  the  work  had  advanced  so  far  as  to  be 
distinctly  visible  from  the  land,  the  sea  beating  over  it  during 
a  violent  storm,  had  thrown  in  rubbish  which  blocked  up  the 
lower  aperture,  and  the  hollow  of  the  column  filled  with 
water,  which  burst  it  into  pieces,  so  that  it  vanished  before  it 
was  finished.  As  this  structure  is  gene,  and  has  left  no 
memorial,  it  would  be  of  little  consequence  to  inquii'e  into 
any  particulars  of  it;  but  the  fact  is  worthy  of  record,  as 
tending  to  show  how  very  carefid  engineers  should  be  in 
attending  to  every  principle  in  the  planning  and  executing 
marine  structures;  and  also  how  cari'ful  those  who  direct  the 
building  of  such  structures  ought  to  be  in  the  selection  of 
their  engineers.  To  suffer,  in  any  lighthouse  or  beacon- 
tower  for  the  warning  of  mariners  of  the  perils  of  the  sea, 
any  weak  portion  or  point  which  shall  endanger  the  stability 
of  the  structure,  may  be  attended  with  more  calamitous  effects, 
at  least  fnr  a  time,  than  having  no  lii;hthouse  or  beacon  at 
all  ;  for  the  lighthouse  or  beacon  gives  the  seaman  a  certain 
security,  which  prevents  him  from  avoiding  the  danger  so 
assiduously  as  he  would  do,  were  there  no  lighthouse  there; 
and,  tiicrefore,  he  is  tempted  toward  the  rocks  ;  and  wrecked 
upon  them,  if  the  lighthouse  falls  before  his  arrival.  The 
Bell-rock  lighthouse  is  as  secure  against  any  casualty  of  this 
kind  as  a  structure  of  human  erection  can  be;  and,  from 
■what  we  have  stated,  those  who  navigate  the  dangerous  coast 


on  which  it  stands  cannot  be  too  thankful  to  Rennie,  who  had 
the  superintendenceof  the  building,  or  hold  the  memory  of  that 
eminent  and  most  judicious  engineer  in  too  high  estimation. 

While,  however,  this  tribute  is  justly  due,  and  ought  to  be 
paid,  to  the  memory  of  Mr.  Rennie,  Mr.  Logan,  under  whose 
care  the  work  was  more  immediately  executed,  ought  not  to 
be  forgotten.  Perhaps  no  man  was  ever  more  capable  of 
executing  stone-work  to  bear  the  violence  of  the  sea  ;  and, 
let  the  plan  be  ever  so  good,  a  work  may  be  rendered  unstable 
by  ignorant  or  negligent  execution.  Logan  had  been  trained 
from  his  infancy  in  aquatic  architecture,  more  especially  in 
the  construction  of  bridges  which  had  to  resist  the  action  of 
violent  floods;  and,  therefore,  though  a  very  young  man 
when  employed  in  the  Bell-rock  Lighthouse,  he  well  knew 
the  nature  of  the  work,  and  was  most  faithfid  in  the  execu- 
tion of  it.  His  execution  of  the  Dundee  harboor,  under 
Telford,  and  of  the  packet  harbours  between  Ireland  and 
Scotland,  under  Rennie,  are  lasting  monuments  of  his  ability  ; 
and  had  he  not  been  prematurely  cut  oflT,  there  is  no  doubt  that 
his  operations  on  the  Clyde  would  have  been  of  the  greatest 
benefit  to  Glasgow,  and  to  all  who  are  any  way  connected 
with  it.  Indeed,  his  professional  zeal  may  be  considered  as 
the  real  cause  which  shortened  his  days;  for  when  laying 
the  foundations  of  the  Dundee  harbour,  some  of  which  was 
in  very  deep  water,  he  was  constantly  on  the  ground  when 
the  tide  permitted,  and  standing  in  the  water  for  hours, 
directing  and  encouraging  the  men,  whether  it  was  night  or 
day,  and  whatever  was  the  state  of  the  weather.  This  labour 
and  exposure,  which  would  very  soon  have  killed  most  men, 
brought  upon  him  a  severe  and  long-protracted  rheumatic 
fever;  and,  though  the  natural  strength  of  his  constitution 
enabled  him  to  survive  this  for  many  years,  he  nevel 
thoroughly  recovered  from  it. 

In  enumerating  those  who  were  chiefly  instrumental  in 
making  the  Bell-rock  Lighthouse  what  it  is,  there  is  another 
and  a  diflerent  character,  whom  it  would  be  injustice  to  pass 
over  in  silence :  this  was  Watt,  the  machinist,  or,  more  strictly 
speaking,  the  man  of  all  work,  or  rather  of  all  contrivance 
in  cases  of  emergency.  As  is  but  too  frequently  the  case 
with  workmen  of  great  inventive  talent.  Watt  was  somewhat 
dissipated,  and  passed  not  a  little  of  his  time  in  ale-houses. 
In  this  matter  he  was  allowed  to  have  his  way,  only  to  be 
always  ready  at  a  call  ;  and  when  the  course  of  the  work 
rendered  a  crane,  or  crab,  or  other  engine  of  peculiar  con- 
struction, necessary.  Watt  was  sent  for,  and  instantly  sketched 
out,  rudely  enough  in  some  instances,  the  very  machine 
which  answered  the  purpose ;  and  having  done  so,  he  returned 
to  his  potations.  Among  his  contrivances  we  may  mention 
two  cranes,  which  are  certainly  superior  to  any  other  for 
laying  heavy  stone  in  diflieult  situations.  One  of  those  was 
a  ''jib-crane,"  of  great  power  and  easy  management :  it  was 
supported  by  four  gye-ropes  in  the  usual  manner,  and 
traversed  freely  all  round.  The  jib  or  arm  was  jointed  to  the 
pillar,  so  that  it  could  be  brought  into  all  positions  from  hori- 
zontal to  vertical  ;  and,  to  prevent  it  from  lajiping  to  the 
pillar  when  raised,  or  beyond  a  certain  elevation,  the  jib-chain 
by  which  it  was  raised  or  lowered  passed  over  a  pully  in  the 
bight,  so  as  alwavs  to  give  a  downward  pressure  on  the  point 
of  the  jib,  where  the  pully  of  the  crane  chain  was  attached. 
It  was  worked  by  wheel  and  pinion,  and,  of  course,  required 
two  sets  of  "  geer  " — one  for  working  the  jib,  and  the  other 
for  working  the  crane.  By  means  of  these  contrivances,  the 
largest  stones — some  of  which  were  two  tons  in  weight — could 
be  brought  to  anv  point  within  the  range  of  the  jib,  with  great 
certainty,  and  very  little  manual  labour. 

W^hile  the  building  was  solid,  and  of  such  moderate  height 
as  that  the  gye-ropes  could  be  fastened,  this  crane  answered 


exceedingly  wel) ;  but  after  the  structure  had  advanced  some 
height,  and  especially  after  it  began  to  be  hollow,  a  crane  of 
this  dcscri|ition  could  not  be  so  fastened  as  to  command  the 
whole  surface  and  have  suflicient  security.  Ojnsi'quently, 
the  invention  of  Watt  had  to  be  called  in  ;  and  he  contrived 
his  counterpoise  crane.  This  crane  was  supported  on  a 
hollow  pillar  of  east-iron,  which  was  lengthened  by  adding 
addit  oiial  pieces  as  the  progress  of  the  work  required.  The 
crane,  which  was  a  platform  with  two  equal  arms,  traversed 
upon  this  pillar,  and  was  of  sufficient  length  to  command  the 
whole  work,  and  as  much  more  as  sufficed  for  raising  the 
stones.  To  the  one  arm  was  attached  the  chain  for  this  pur- 
pose, while  the  other  Ciirried  a  hook,  upon  which  weights  could 
be  placed,  to  counterbalance  that  of  the  stone ;  and  the  work- 
ing parts  were  so  arranged,  that  when  the  stone  required  to  be 
moved  outwards  or  inwards  to  bring  it  to  its  proper  bed,  the 
weights  were  also  moved  outwards  or  inwards,  and  thus  the 
leverage  of  both  ends  of  the  crane  was  always  equal,  as  well 
as  the  weight.  Thus  it  traversed  freely,  was  easily  worked, 
and  perfectly  stable.  One  of  the  barrels  also  raised  the  plat- 
form of  the  crane  by  means  of  a  pulley  and  chain  on  the  top 
of  the  pillar  ;  and  there  were  apertures  through  both  sides  of 
the  pillar,  for  supporting  the  platform  when  raised  to  the 
proper  height.  When  the  pillar  itself  required  to  be 
lengthened,  the  pulle}'  was  removed  from  the  top  of  the 
pillar,  a  new  piece  of  pillar  added,  the  pulley  replaced,  and 
the  chain  lengthened  and  passed  over  it  as  before.  In  this 
way,  by  adding  length  after  length,  the  laying  of  the  stones 
by  means  of  the  counterpoise  crane  was  carried  on  to  the 
required  height  with  ease,  expedition,  and  safety,  which  could 
not  have  been  maintained  without  such  an  apparatus. 

The  lighthouse  itself  is  a  splendid  structure,  of  which  the 
external  contour  is  good,  and  also  the  execution.  The  height 
of  the  masonry  is  100  feet,  and  the  light-room  or  lantern  is 
15  feet  more.  The  diameter  at  the  base  is  42  feet;  but  at 
the  parapet  of  the  lantern,  is  only  13  feet.  The  first  30  feet 
consist  of  solid  masonry,  the  lower  courses  let  in,  and 
treenailed  to  the  rock,  and  all  the  solid  courses  are  dovetailed, 
joagled,  and  treenailed ;  and  as  they  are  laid  in  strong 
mortar,  which  sets  readily  and  firmly,  the  whole  of  this  30 
feet  has  very  nearly  the  cohesion  of  one  solid  mass  of  stone. 

The  entrance  and  lowest  apartment  is  at  the  top  of  this  solid 
masonry,  and  there  is  an  external  stair  and  platform  for  landing 
when  the  tide  suits.  The  walls  of  this  apartment  are  7  feet 
thick  ;  it  is  occupied  by  the  water-tanks,  fuel,  and  other 
heavy  necessaries.  The  second,  which  is  much  more  ample, 
in  consequence  of  the  reduced  thickness  of  the  walls,  contains 
the  oil  and  other  stores  necessary  for  the  lights.  The  third 
floor  is  the  kitchen,  and  the  fourth  the  bedroom  for  the 
keepers  ;  and  the  fifth  room  is  the  library,  and  place  for 
the  reception  of  such  strangers  as  have  hardihood  to  visit  this 
sea-girt  pillar.  Over  all  these  is  the  light-room,  with  double 
glazed  windows,  and  wholly  fire-proof,  except  the  external 
dead-lights,  which  are  put  on  as  occasion  requires.  The 
balcony  around  the  light-room  is  well  secured  by  »  cast-iron 
railing,  supported  with  brass,  and  having  a  strong  top-rail  of 
that  metal.  The  parapet  of  the  light-room  is  six  feet  high, 
and  from  it  a  door  opitns  to  the  balcony.  The  sashes  of  the 
windows  are  of  cast-iron,  the  glazing  strong  plate  double,  as 
we  have  said,  and  the  dome  is  of  copper.  The  lights  are  revol- 
ving ones,  and  >how  alternately  a  white  and  red  light,  produced 
by  stained  glass.  They  are  very  j)OW<'rfiil,  and  can  readily  be 
seen  at  a  distance  of  20  miles  or  more,  unless  when  the 
atmosphere  is  foggy  ;  and  unfortunately,  no  light  has  yet  been 
discovered  which  can  so  far  penetrate  a  thick  fog  as  to  warn 
a  ship  of  danger  in  lime  for  even  a  chance  of  escaping. 

As  tiie  best  substitute  that  circumstances  admit  of,  twn 


bells  of  12  cwt.  each  are  tolled  constantly  day  and  night, 
when  the  atmosphere  is  foggy,  by  means  of  the  same 
machinery  which  moves  the  lights.  In  calm  weather,  during 
which  fogs  are  most  frequent,  the  sound  of  these  hells  can 
be  heard  all  over  the  surface  of  the  rock  which  is  absolutely 
dangerous;  and  thus  they  justify  the  appellation  of  Bell-rock 
lighthouse,  and  remind  one  of  the  Abbot  of  St.  Tliomas. 

The  rise  of  the  tide  over  the  foundations  of  the  lighthouse 
is  about  16  feet  at  ordinary  spring  floods  ;  and  when  the  sea 
is  perfectly  tranquil,  the  structure  seems  resting  on  the 
waters.  Altogether,  indeed,  the  Bell-rock  lighthouse  is  a 
structure  of  great  interest,  and  one  which  has  been  the 
means  of  saving  many  lives  and  much  property.  Consider- 
ing that  the  workmen  had  to  contend  with  the  violence  of 
the  sea,  upon  a  rock  12  miles  from  land,  and  with  its  highest 
point  12  feet  belcnv  the  surface  of  high  water;  it  will  be 
readily  understood  that  the  commencement  of  the  work,  and 
all  the  early  stages  of  it,  must  have  been  attended  with  great 
difficulty  and  no  small  danger.  A  faithful  history  of  its 
construction,  draw-n  up  with  even  the  tithe  of  the  talent 
which  Smeaton  displays  in  his  report  on  Eddystone,  would 
be  an  interesting  and  instructive  work  ;  unfortunately,  there 
was  no  Smeaton  conversant  with  all  the  details  of  the  Bell- 
rock  ;  and  the  result  is,  that  all  the  published  accounts  of  it 
are  meagre,  and  some  of  them  perhaps  not  true. 

Another  noble  erection  of  this  kind  is  that  on  the  Skerry- 
more  rock,  oft'  the  west  coast  of  Scotland.  This  building 
was  constructed  from  the  designs  of  Mr.  Alvan  Stevenson, 
the  talented  engineer  to  the  Scottish  Lighthouse  Board,  and 
cost  in  its  erection,  with  the  harbour  for  the  tender  and  other 
necessaries,  £87,000  ;  it  was  first  illuminated  in  1844.  The 
light  is  150  feet  above  the  sea,  and  the  structure  and  its 
appliances  exhibit  every  refinement  and  improvement  hitherto 
eft'eeted  by  modern  science  in  the  v.aried  particulars  of  the 
system. 

Although,  however,  the  talent  and  practical  ability  of 
such  men  «s  Smeaton  and  Rennie  enabled  them  to  overcome 
all  the  difficulties  of  constructing  such  buildings  as  we  h.ave 
described,  other  situations,  where  also  it  was  desirable  to 
erect  them,  presented  obstacles  of  another  character,  perhaps 
even  still  more  troublesome  to  deal  with  ;  we  allude  to  the 
erecting  lighthouses  on  such  shifting  and  dangerous  sands  as 
the  Goodwin,  &c.  Here  the  engineer  has  no  soliil  rock  to 
build  on  ;  instead  of  a  substantial  foundation  on  which  to  base 
his  work,  he  has  to  work  on  a  treacherous  ni.aterial,  which 
slides  from  under  him,  and  engulfs  all  that  is  placed  on  it. 

Of  the  means  for  meeting  such  difficulties,  the  first  to 
be  noticed  is  the  screw-pile  of  Mr.  Alexander  Mitchell,  C.  E. 
of  Belfiist.  This  principle  was  first  employed  in  the  con- 
struction of  the  foundation  of  the  Maplin  Lighthouse,  on 
the  north  eide  of  the  mouth  of  the  Thames,  on  which  is  now 
exhibited  a  red  light.  This  was  commenced  in  1838,  and  is 
as  firm  now  as  when  first  erected  ;  it  stands  on  the  outer 
edge  of  the  Maplin  Sand.  This  dangerous  shoal  is  composed 
of  sand  at  the  surface,  and  afterwards  of  sand  .and  mud  ;  it  is 
exceedingly  soft  and  penetrable,  and  therefore  the  erection 
of  a  lighthouse  upon  such  a  foundation  must  be  considered 
as  a  great  achievement. 

The  principle  of  this  screw-pile  lighthouse,  is  having  a 
series  of  piles  nine  in  number — eight  in  the  angles  of  an 
octagon,  and  one  in  the  centre.  These  piles  consist  of  a  shaft 
of  hammered  iron,  five  or  six  inches  in  diameter,  having  a 
single  turn  of  the  flange  of  a  screw  four  feet  in  diatneter. 
This  pile  is  screwed  with  great  facility  into  the  sand,  to  the 
depth  of  22  feet  ;  and  each,  it  was  calculated,  would  beiir 
a  weight  of  ()4  tons.  Nine  piles  were  fixed  in  nine  con- 
secutive days  in  the  summer  of  1838,  and  upon  this  foundation 
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of  Mr.  Mitchell's,  the  light-rov^m  was  erected  under  the 
direction  of  Mr.  Waliier,  the  engineer  to  the  Trinity 
Board. 

A  structure  similar  to  this  was  proposed  by  Mr.  Kobert 
Stevenson  in  1800,  for  the  Bell-ioek  lighthouse.  It  was 
intended  to  affix  the  foundation  to  the  roolcs,  and  that  the 
iron  siiafts  should  support  several  stories ;  whereas  the  Maplin 
and  Wyrc  lights  have  but  a  single  story.  A  similar  struc- 
ture is  also  now  building  on  the  rocl<s  of  Minot's  Ledge  off 
Boston,  in  the  United  States  ;  and  another  is  constructing  in 
London  for  the  Bishop  Roek  off"  Seilly,  designed  b}-  Mr. 
Walker.  Mr.  Mitchell  previously  completed  a  lighthouse 
upon  a  similar  foundation  at  the  mouth  of  the  Wyre  river, 
in  Morecanibe  bay,  about  30  miles  north  of  Liverpool.  It 
was  commenced  in  November,  1839,  and  lighted  in  June, 
1840.  The  foundation  is  formed  of  seven  screw-piles,  six  in 
a  circle,  and  one  in  the  centre,  each  pile  being  five  inches 
in  diameter,  with  a  screw  of  three  feet  diameter.  The 
screws  were  sunk  13  feet  into  the  bank,  which  is  composed 
of  exceedingly  hard  sand.  On  these  screws  is  supported  the 
lighthouse,  consisting  of  one  floor  only,  and  the  lantern 
above  it. 

Another  plan  has  been  carried  into  effect,  at  the  Point  of 
Air  lighthouse,  at  the  entrance  of  the  river  Dee,  near 
Chester.  This,  which  is  similar  in  superstructure  to  the 
Maplin  lighthouse,  is  by  Messrs.  Walker  and  Burgess,  and 
consists  of  nine  hollow  iron  cylinders,  3  feet  9  inches  in 
diameter,  sunk  12  feet  into  the  sand  by  aid  of  an  instrument 
kuown  to  well-sinkers  as  "the  Miser,"  which  extracts  the 
sand  contained  in  the  cylinder.  In  these  the  bases  of  the 
piles  are  inserted,  and  then  filled  with  concrete.  But  this,  it 
must  be  observed,  is  erected  above  low  water-mark. 

While  on  this  point  of  the  subject  we  may  notice  an 
admirable  plan  for  forming  a  foundation  for  a  bridge  or  pier 
of  similar  structure  described  by  Mr.  Charles  Fox,  of  the 
firm  of  Fox,  Henderson,  and  Company,  in  his  evidence 
before  the  Committee  on  the  Westminster  Temporary  Bridge 
bill  in  1850. 

This  plan  has  been  adopted  with  great  success  in  the 
several  bridges  on  different  lines  of  railway,  built  by  Messrs. 
Fox  and  Company,  under  the  direction  of  Mr.  Ciibitt  and 
other  engineers  ;  and  though  not  yet,  as  we  believe,  applied 
to  the  building  of  lighthouses,  seems  well  adapted  to  that 
purpose. 

We  cannot  better  describe  this  plan  than  in  Mr.  Fox's 
own  words,  in  the  following  extract  from  the  printed  evidence 
of  the  Committee  above  mentioned. 

"Will  you  describe  to  the  Committee  the  mode  of  con- 
struction ? — Perhaps  the  simplest  mode  of  describing  it  is  to 
say,  that  instead  of  using  the  old-fiishioned  wooden  coder- 
dam,  which  was  always  a  temporary  work,  we  make  use 
of  cylinders  of  iron,  which  are  in  themselves  coffer-dams, 
and  which  remain  permanently  as  a  portion  of  the  structure. 
We  adopt  various  modes  of  getting  them  down,  but  the 
more  general  one  is  this  :  we  have  a  large  receiver  of 
wrought-iron,  very  much  like  a  cylindrical  high-pressure 
boiler,  and  from  that  receiver  we  exhaust  the  atmosphere, 
and  when  we  get  the  cylinder  put  into  its  place,  just  care- 
fully lowered  down  on  to  the  bed  of  the  river,  surrounded 
by  temporary  frames  of  timber,  so  as  to  be  sure  that  it  shall 
be  kept  in  a  vertical  position,  we  put  a  cap  on  to  the  top, 
having  an  elastic  pipe  from  the  top  cap  to  the  exhausted 
receiver,  and  we,  at  the  proper  time,  open  the  communication 
between  the  two,  and  the  pressure  of  the  atmosphere  on  the 
surface  of  the  water  in  the  river  produces  such  a  rush  to  fill 
up  the  tube,  as  to  get  rid  of  any  vacuous  space,  that  it 
carries  on  a  constantstate  of  excavation  under  the  bottom  edge 


of  the  cylinder,  from  the  pressure  of  the  atmosphere  on  the 
top.  The  atmosphere  takes  care  to  push  dow  n  the  ]iile,  auled 
by  its  own  weight,  so  as  to  takeuj)  any  little  space  that  may 
have  been  excavated.  \\'hcn  this  mode  w-as  first  spoken  of, 
it  w-as  treated  with  a  great  deal  of  ridicule,  and  people  natu- 
rally said,  '  Why,  if  the  pressure  of  the  atmosphere  will  push 
the  pile  down,  when  the  pile  is  down  it  will  not  carry  more 
than  a  weight  equivalent  to  the  pressure  of  the  atmosphere;' 
and  a  very  practical  man  raised  that  objection  ;  not  a  tery 
scientific  man,  but  a  man  of  very  great  experience  ;  and  1 
said  to  him,  'Now  you  are  quite  wrong,  for  the  principle  is, 
that  it  acts  as  a  sort  of  excavating  process  ;  it  is  quite  true 
that  the  pressure  of  the  atmosphere  on  the  top  is  useful,  as 
it  gets  over  any  little  friction  on  the  sides  of  the  tube  so  as 
to  enable  it  to  follow  into  the  excavated  space,  and  without 
that  principle  we  could  not  push  the  cylinder  down  at  all.' 
To  prove  this,  we  took  a  six-feet  cylinder,  and  calculated 
what  the  pressure  of  the  atmosphere  upon  that  cylinder  would 
be,  and  taking  the  whole  pressure  of  the  atmosphere,  it 
amounted  to  about  30  tons.  I  had  30  tons  of  iron  rails  placed 
on  the  top  of  the  cylinder,  and  the  only  result  was,  that  it 
pushed  it  down  about  three-quarters  of  an  inch  into  the  gravel 
and  brought  it  to  a  bearing,  but  it  did  no  more. 

"  Was  that  upon  a  cylinder  of  six  feet  in  diameter  ? — Yes  ; 
we  then  took  ofi"  the  30  tons  of  iron-rails  and  put  on  the  cap 
and  opened  the  communication  with  the  exhausted  receiver, 
and  the  cylinder  immediately  descended  into  the  solid  gravel 
6  feet  6  inches  by  one  impulse. 

"  Having  descended  only  three-quarters  of  an  inch  before  1 
— Only  three-quarters  of  an  inch;  it  just  pressed  it  a  little 
into  the  ground  with  the  dead  pressure  of  30  tons.  We 
then  removed  the  cap,  and  put  on  the  top  of  the  pile  100 
tons  of  rails  ;  but  we  could  get  no  depression,  except  some 
three-quarters  of  an  inch,  which  was  done  by  the  little  com- 
pression that  you  woidd  have  fjom  the  weight  of  the  edge  of 
the  cylinder  on  the  gravel.  That  is  the  general  mode  of  sink- 
ing  these  cast-iron  cylinders.  But  as  it  will  be  obvious  to  the 
Committee,  in  the  event  of  our  meeting  with,  say,  the  trunk 
of  an  old  tree,  or  a  very  large  stone,  we  could  not  proceed 
any  further,  and  we  have  had  to  devise  many  means  of  get- 
ting over  any  diffictdty  of  that  kind.  In  the  case  of  the 
bridge  at  the  None,  we  have  had  to  go  through  not  only  a 
layer  or  two  of  gravel,  but  through  3  feet  6  inches  of  solid 
rock,  and  that  rock  not  lying  in  a  horizontal  position,  has 
otlored  difficulties  which,  under  other  circumstances,  would  be 
very  expensive  to  oveicome.  To  enable  us  to  get  through 
any  unforeseen  matter,  it  is  necessary  to  get  into  the  cylinder 
and  excavate  any  material  that  may  be  within  it,  and  cut 
through  the  obstruction ;  and,  to  do  that,  we  have  devised 
a  means  by  which  we  convert  the  cylinder  virtually  into  a 
diving-bell ;  that  is  to  say,  we  fix  a  Ciip  on  the  top  of  the 
cylinder,  and  the  air-pumps  are  constructed  so  that  they  are, 
when  required,  compressing-pumps,  and  we  can  pump  just 
enough  air  into  the  cylinder  to  make  it  counterbalance  the 
pressure  of  the  column  of  water  without,  by  which  means  we 
keep  the  work  perfectly  dry,  and  the  men  can  get  at  it  just 
as  well  as  if  they  were  working  in  this  room. 

"  What  is  the'  greatest  depth  to  which  you  have  driven 
a  single  cylinder  ? — I  think  the  greatest  depth  to  which  we 
have  driven  a  single  cylinder  is  about  19  feet  ;  but  one  has 
been  driven  in  the  Goodwin  Sands  65  feet  by  the  same 
process. 

"The  Committee  understand  that  the  cylinders  are  not 
single,  but  are  piled  one  upon  each  other  to  the  re(|uired 
depth? — E.vactly  so;  they  are  generally  used  in  nine-feet 
lengths  ;  the  piles  for  the  bridge  at  Uocliester  are  of  two 
diameters,  they  are  six  feet  and  seven  feet,  and  they  are  cast 
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in  lengths  of  nine  feet,  with  flanges  at  the  top  and  bottom, 
which  ui'e  accurately  turned  and  fitted  together,  so  that  they 
drop  on  to  one  another  ;  there  is  a  projection. 

"  The  external  water  will  be  found  to  be  effectnally 
excluded  by  such  a  mode  of  junction? — Perfectly  ;  we  never 
have  a  drop  through  them  ;  they  require  nothing  more  than 
a  single  coat  of  paint,  and  when  we  use  one  of  llie  castings 
we  clean  the  flange  carefully  and  give  it  one  coat  of  good  red 
lead  paint,  and  put  another  down  upon  it,  which  is  prepared 
in  the  same  way  ;  they  never  leak  a  drop. 

"  Do  you  recommend  as  a  general  principle  the  adoption 
of  a  cylinder  or  of  a  square  form  1 — Generally  a  cylinder,  for 
several  reasons. 

"  Will  you  state  the  reasons  1 — In  the  first  place,  because 
it  is  the  cheapest  form  to  construct  in  the  preparation  of  the 
casting  itself;  and,  in  the  second  place,  because  it  is  better 
capable  of  bearing  pressure,  and  therefore  can  be  cast  wilh 
a  much  less  quantity  of  material  in  it ;  the  object  in  a  founda- 
tion being  to  get  the  largest  bearing  surface  at  the  least 
possible  cost  ;  in  the  third  place,  because  we  have  found  in 
practice  that  it  is  diflicult  to  sink  square  caissons  close 
together,  because,  having  a  very  small  space  between  them, 
one  having  been  sunk,  it  is  very  apt  to  make  it  difficult  to 
sink  an  adjoining  one  ;  we  have  no  ground  between  them 
to  work  u|;)on. 

"The  Committee  understand,  likewise,  that  there  is  round 
each  cylinder  a  girdle  of  timber,  which  is  necessary  in  order 
to  keep  the  cylinder  in  its  perpendicular  position  ? — Yes  ;  I 
have  made  use  of  piles  upon  which  temporary  frames  are 
fixed,  and  put  two  rows  of  what  we  call  wallings,  forming  a 
square  space,  in  which  the  cylindrical  pile  is  placed  and 
driven  by  means  of  the  pressure  on  the  cap  of  tlie  cylinder. 

"  Are  the  Committee  to  understand  that  the  surface,  or  the 
bed  of  the  river,  is  in  the  first  in^lance  level,  in  order  to 
receive  the  cylinder  ? — Not  at  all  ;  we  deal  with  it  as  we 
find  it. 

"You  use  no  mechanical  means,  except  in  the  experiment 
to  which  you  have  adverted,  of  30  tons  and  100  tons  of 
actual  weight;  you  have  recourse  rather  to  physical  means 
of  exhausting  the  air,  and  of  admitting  the  pressure  of  the 
atmosphere  J — Yes,  because  it  is  so  much  cheaper.  It  is  a 
serious  job  to  put  30  tons  on  to  a  pile,  whereas  a  simple  cast- 
iron  cap,  as  1  have  before  described,  put  on  to  the  top  is  so 
exceedingly  easy.'' 

In  another  part  of  his  evidence,  Mr.  Fox  says,  "  There  is 
no  doubt  that  the  cheapest  foundation  you  can  put  in  is  to 
use  the  largest  size  cylinders,  so  as  to  have  them  within  the 
compass  of  ordinary  means  of  moving  about.  If  you  had  a 
pile  two  feet  in  diameter  it  woidd  bear  a  certain  load,  sup- 
jiosing  it  to  be  in  any  semifluid  foundation  ;  if  you  double 
tlie  diameter,  you  would  only  double  the  weight  of  the 
cylinder,  but  it  would  carry  four  times  the  load."  Again, 
— and  this  is  peculiarly  applicable  to  foundations  on  sands, 
&c.,  for  lighthouses — '"  If  you  give  me  a  piece  of  ground,  and 
first  there  is  a  layer  of  mud,  .and  then  a  layer  of  gravel,  and 
tliitn  a  layer  of  rock,  and  then  a  sheet  of  cast-iron,  and  then 
anything  else,  I  will  put  a  cylinder  through  it.  1  also  will 
bring  up  the  foundations  of  the  bridge  toMow-water  level, 
for  something  like  the  same  cost  as  would  have  been 
expended  under  the  old  plan,  in  the  mere  material  used  for 
that  purpose,  saving  coftiT-dams  altogether." 

Mr.  Hush's  "  Liglit  of  all  nations,"  though  it  failed  so  sig- 
nally, deserved  notice.  This  was  again  a  pmposal  to  con- 
struct a  lighthouse  on  the  Goodwin,  ever  a  locality  for  experi- 
ments <jt'  tliis  nature.  The  site  at  last  chosen  was,  for  any 
good  ellecl  to  be  derived  from  it,  as  bad  as  could  possibly  be, 
being  on  the  middle  of  the  sand,  and  consequently  calculated 


rather  to  lead  vessels  into  danger,  than  to  preserve  them 
from  it. 

"  The  Light  of  all  nations"  was  intended  to  he  an  iron 
tower  erected  by  means  of  an  iron  caisson,  which  was  to 
afford  the  means  of  forming  a  substantial  foundation.  This 
caisson,  the  frustum  of  a  cone  30  feet  in  diameter,  and  28 
feet  high,  weighing  about  150  tons,  was  towed  out  from  Deal 
by  one  of  Her  Majesty's  vessels  to  its  station,  about  the 
centre  of  the  Goodwin  Sands,  on  July  27,  1842.  The  caisson 
was  made  water-tight,  in  order  that,  as  it  settled  down,  the 
workmen  might  be  enabled  to  construct  the  foundation  on 
the  chalk  substratum  of  the  sand.  This  substratum,  however, 
was  never  reached  ;  the  caisson  did  settle  down,  but  not  per- 
pendicularly, and  after  it  had  been  knocked  about  by  several 
gales  of  wind,  it  was  found  impracticable  to  carry  out  the 
original  design,  and  it  was  therefore  necessarily  abandoned. 
On  the  wreck  of  the  caisson,  however,  Mr.  Bush  succeeded  in 
erecting  a  sirialler  shaft,  surmounted  by  a  small  light-room, 
and  in  this  room  he  and  his  wife  remained  during  a  niirht  in 
the  beginning  of  1845. 

The  lighthouse  was  never  completed.  And  the  Trinity 
House  was  at  last  obliged  to  interfere,  to  prevent,  from  its 
dangerous  situation,  its  being  used  as  a  light-beacon. 

Anothcradaptationof  iron  to  the  construction  of  lighthouses 
has  met  with  far  greater  stiocess,  and  promises  to  be  of  the 
greatest  utility,  whether  as  regards  economy,  or  facility  of 
construction.  This  is  the  iron  lighthouse  designed  by 
Mr.  Goi'don. 

It  is  rather  singular  that  iron  should  not  have  been 
employed  in  this  form  before,  w^hen  we  consider  the  multi- 
farious variety  of  purposes  to  which  it  is  now  applied.  In 
the  year  1805,  however,  a  cast-iron  lighthouse  was  suggested 
by  Mr.  Rennie,  for  the  Bell-rock,  and  also  by  Mr.  Kobert 
Stevenson  in  1800.  The  first  tower  of  this  construction, 
was  erected  on  the  eastern  end  of  the  island  of  Jamaica,  and 
another  of  a  similar  kind  for  Bermuda.  The  latter  is  105 
feet  9  inches  high,  formed  with  iron  plates,  the  entire  weight 
of  which  is  nearly  100  tons.  The  building  has  seven  stories, 
and  the  lower  portion  is  filled  in  with  concrete  to  the  height 
of  22  feet,  to  give  it  stability.  Nearly  every  portion  of  the 
edifice  is  of  iron,  and  the  erection  of  the  tower  was  completed 
in  ten  months,  finished  October  9,  1845.  These  lighthouses 
were  constructed  in  London,  put  together  and  erected,  and 
then  taken  to  pieces  again  and  fin-warded  to  their  destination. 

The  light  in  the  Bermuda  lightlmuse  is  from  a  beautiful 
dioptricfiistiu'der  apparatus,  constructed  by  Messrs.  VVilkins 
and  Son,  of  Long  Acre  ;  the  lenses  composing  it  were  made 
bv  M.  II.  Lepante  of  Paris,  and  is  one  of  the  most  efficient 
anil  powerful  lights  in  the  woild. 

Having  thus  slinwri  some  of  the  different  methods  employed 
in  the  erection  of  lighthonses,  and  the  improvements  which 
modern  art  has  introduced,  we  now  turn  to  another  iinjH)rtant 
part  of  our  subject,  that  of  the  illunilnation  of  lightliouses. 

The  first  lighthouses,  such  as  the  Cordonan,  and  the  North 
Foreland,  were  illuminated  by  open  fire-places,  or  chauffers, 
placed  on  the  summit  of  the  towers.  In  the  former,  they 
burnt  billets  of  oak-wood  ;  and  in  the  latter,  coal.  It  will  be 
readily  seen  how  incompletely  such  arrangements  must  have 
performed  their  office.  Of  course  the  ti  me  at  which  a  lighthouse 
becomes  most  serviceable  is,  during  tempestuous  weather,  and 
a  wind  blowing  towards  the  land,  causes  that  dread  of 
mariners — a  lee-shore;  yet  this  wind  would  drive  the  flamesof 
an  open  fire  away  from  the  very  direction  in  which  they  were 
most  required  to  be  seen  ;  thus  the  bars  of  the  grate  were 
often  nearly  melted  to  leeward,  while  towards  the  sea  the 
coals  remained  untouched  by  the  fire.  One  adv.antage,  how- 
ever, there  certainly  was  sometimes  in  the  open  fire,  viz.,  that, 


during  fog  or  rain,  the  glare  of  the  fire  was  visible  by 
reflection  in  the  atmosphere,  though  the  fire  itself  could  not 
be  seen. 

The  North  Foreland  lighthouse,  between  Ramsgate  and 
Margate  will  b*  more  familiar  to  many  of  our  readers  than 
any  other,  and  will  serve  as  an  excellent  example  uf  the  pro- 
gress of  illuniinalion.  This  lighthouse  was  erected  for  indi- 
cating the  proximity  of  the  Goodwin  Sands.  The  first  inti- 
mation we  have  of  its  existence  is  in  1G36,  in  Charles  the 
First's  ri'ign,  when  license  was  granted  to  Sir  John  Jleldrum 
to  renew  and  continue  this  and  the  South  Foreland  light- 
house for  the  same  purpose.  At  this  lime  it  was  merely  a 
large  glass  lantern  on  the  top  of  a  timber-and-plaister  house, 
which  was  burnt  in  1683.  Towards  the  end  of  the  same 
century,  the  present  tower  was  partially  erected  ;  a  strong 
octagonal  structure,  having  the  iron  grate,  or  chaufler,  for 
burning  coals.  From  the  difficulty  of  keeping  up  a  proper 
flame  in  windy  or  rainy  weather,  it  was  covered  about  the 
year  173"2,  with  a  sort  of  lantern,  with  large  sash  windows, 
and  the  coal  fire  was  kept  alight  by  means  of  large  bellows 
which  the  attendants  blew  thioughout  the  night.  This  was 
found  not  to  answer,  and  the  reflected  glare  above-mentioned 
was  thought  desirable.  Accordingly,  the  lantern  was  re- 
moved, and  the  fire  restored  to  its  original  condition.  Mat- 
ters went  on  thus  till  1790,  when  the  tower  was  raised  to 
the  height  of  70  feet,  and  further  improvements  made  in 
the  lantern,  by  the  introduction  of  lamps  and  other  appara- 
tus, hereafter  to  be  described. 

After  some  alterations  of  the  Cordouan  wood-fire,  the 
mariners  complained  that  they  could  not  see  the  light  at  a 
distance  of  two  leagues,  as  formerly.  But  Smeaton  informs 
us,  that  the  coal-fire  of  the  Spurn  Point  lighthouse,  at  the 
mouth  of  the  Ilumber,  which  was  constructed  on  a  good 
principle  for  burning,  had  been  seen  thirty  miles  off. 

The  oidy  exceptions  to  the  fires  were  the  noble  Eddystone 
lights,  which  then  exhibited  a  chandelier  of  twenty-four  wax 
candles,  five  of  which  weighed  21  bs.,  and  the  Liverpool  lights 
houses,  which  had  oil  lamps,  with  rude  reflectors. 

The  coal  lights  are  now  quite  abolished.  The  last  was  at 
one  station  belonging  to  Sweden,  on  the  little  island  of 
Nidingen,  on  the  east  side  of  the  Categat,  near  the  entrance 
to  the  Baltic  sea.  These  were  two  light  towers,  showing 
coal  fires,  but  surrounded  by  sides  of  glass,  to  shelter  them 
from  the  wind,  and  open  at  the  top.  They  were  altered  at 
the  beginning  of  the  year  1846. 

The  introduction  of  the  Argand  lamp  was  the  first  great 
advance  towards  the  perfection  of  lighthouses.  This  improve- 
Bient  in  artificial  light  was  the  greatest,  previous  to  the  intro- 
duction of  gas.  It  was  discovered  by  M.  Argand,  a  citizen 
of  Geneva,  about  1780  or  1785.  It  has  remained  as  he  left 
it,  and  in  principle  appears  as  perfect  as  can  be  looked  for. 
Its  perfection  as  an  experiment  was  almost  accidental.  The 
younger  brother  of  Argand  thus  describes  its  accidental  dis- 
covery. "  My  brother,"  he  says,  "had  long  been  trying  to 
bring  his  lamp  to  bear.  A  broken-oft'  neck  of  a  flask  was 
lying  on  the  chimney-piece;  I  happened  to  reach  it  over  the 
table,  and  to  place  it  over  the  circular  flame  of  the  lamp; 
immediately  it  rose  with  brilliancy.  My  brother  started  from 
his  seat  in  exstasy,  rushed  upon  me  with  a  transport  of  joy,  and 
embraced  me  with  rapture."  Thusoriginatedthe  Argand  lamp. 

On  the  introduction  of  a  more  eflicieiit  means  of  illuinin.i- 
tion,  and  the  consequent  abandonment  of  the  coal  fires,  light- 
houses assumed  a  more  important  position  in  maritime  affiiirs, 
and  they  were,  accordingly,  largely  increased  in  number. 
This  extension  rendered  necessary  another  improvement — 
the  means  of  readily  distinguishing  one  light  from  another. 
Although  many  suggestions  have  been  made  for  doing  tlris 


more  effectually — some  practicable,  others  not  so.  and  some 
are  in  actual  operation — this  part  of  the  science  is  far  from 
being  in  a  perfect  state.  Much  remains  to  be  done,  before 
the  mariner  can  be  certain  of  determining,  by  its  distinctive 
features,  each  light  when  seen. 

The  variety  of  lights  that  have  been  proposed  and  experi- 
mented on  for  lighthouse  purposes  is  very  great,  particularly, 
we  may  mention,  the  Drummond,  the  electric,  voltaic,  &c., 
but  few  have  stood  the  test  of  experience  ;  and  the  lamps 
now  in  universal  use  are  still  but  modifications  of  the  original 
Argand  burner. 

Amongst  the  means  for  increasing  the  intensity  of  light, 
the  use  of  reflectors  is  most' important.  In  the  year  1786, 
reflectors  and  oil  lamps  were  first  proposed  at  a  meeting  of 
the  Scottish  lighthouse  commissioners.  The  first  metallic 
reflectors  u^^ed  in  the  northern  lighthouses  were  constructed 
by  Mr.  Thomas  Smith,  of  Edinburgh.  The  figure  was  given 
to  them  by  a  plaster  mould,  and  the  cavity  was  afterwards 
filled  in,  by  means  of  cement,  with  small  facets  of  mirror- 
glass.  This  must  have  done  its  work  very  imperfectly, 
although  the  general  figure  was  capable  of  considerable 
accuracy.  In  1803,  the  first  polished  metal  reflectors  used 
in  Scotland,  were  j)laced  in  Inch-Keith  lighthouse ;  since 
then,  various  slight  alteratiiuis  and  improvements  have  been 
made,  but  substantially,  the  system  of  illuminating  light- 
houses remains  the  same. 

We  cannot  conclude  this  article  without  acknowledging 
our  obligations  in  its  preparation  to  the  valuable  pajier  on 
lighthouses,  &c.,  by  Mr.  Findlay. 

LIKE  ARCS,  in  the  projection  of  the  sphere,  the  parts 
of  lesser  circles  containing  an  equal  number  of  degrees  with 
the  corresponding  arcs  of  greater  circles. 

LIKE  FIGURES,  in  geometry,  such  as  have  their  angles 
equal,  and  the  sides  about  the  equal  angles  proportional. 

LIKE  SOLIDS,  such  as  are  contained  under  like 
planes. 

LIMESTONE,  a  calcareous  stone,  which  being  sufliciently 
burned  or  calcined,  falls  into  powder  on  the  application  of 
water  ;  and  being  then  mixed  with  water  and  sand  in  certain 
proportions,  forms  a  strong  cement. 

Limestone  is  either  pure  or  mixed.  The  best  for  the  use 
of  building  is  that  which  contains  a  certain  portion  of  cl-ay 
and  iron.     See  Ckment. 

Lime-Kiln,  a  kiln  for  the  purpose  of  burning  lime.  Kilns 
for  this  purpose  are  constructed  in  a  variety  of  ways,  to  save 
expense,  or  to  answer  to  the  particular  nature  of  the  fuel. 
See  Kiln. 

Lime,  quick,  a  term  applied  to  lime  in  its  most  powerful 
or  caustic  state,  before  it  has  been  rendered  mild  by  the 
absorption  of  carbonic  acid  gas,  or  fixed  air.  See  Cement- 
Kiln. 

LINE,  (from  the  Latin,  linea,)  a  quantity  extended  in 
length  only.  A  line  may  be  conceived  to  be  formed  by  the 
motion  of  a  point.  Lines  have  no  real  existence  except  at 
the  termination  or  terminations  of  the  surface  of  a  body  : 
thus,  a  line  is  the  junction  of  two  surfaces,  and  therefore  can 
have  no  thickness. 

Lines  are  of  two  kinds,  viz.,  straight  or  curved.  Straight 
lines  are  all  of  the  same  species ;  the  species  of  curves, 
which  are  infinite,  are  divided  into  geometrical  and  me- 
chanical. 

Line,  also  denotes  a  French  measure,  containing  the  12th 
part  of  an  inch,  or  the  144th  part  of  a  foot. 

Line,  Equinoctial,  the  common  intersection  of  the  equi- 
noctial and  the  dial'  planes. 

Line,  Geometrical,  in  perspective,  any  straight  line  in  fhe 
geometrical  or  primary  line. 
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Link,  Horary,  or  Hour  Lines,  in  dialing,  the  intersection 
of  tiie  hour-plaiics  wilii  the  dial  plane. 

Line,  Ilorizimtal,  a  lino  parallel  to  the  horizon.  In  per- 
spective, it  is  the  vanisliing  line  of  horizontal  planes. 

Line,  Vertical,  the  intersection  of  a  vertical  plane  with 
the  picture,  passing  along  the  station-line. 

Line,  Visual,  a  ray  of  light  reflected  from  the  object  to 
the  eye. 

Line  of  Direction,  in  mechanics,  the  line  in  which 
motion  is  communicated. 

Line  of  Light,  in  light  and  shade,  a  line  on  the  curved 
surface  of  a  body,  sueii  that  any  point  taken  in  it  will  bo 
lighter  than  an  adjacent  point  taken  out  of  it  indefinitely 
near. 

Line  of  Measures,  a  term  nsed  by  Oughtred  to  denote 
the  line  on  the  primitive  circle,  in  which  tlie  diameter  of  any 
circle  to  be  projected  falls. 

In  the  stereiigraphic  projection  of  the  sphere,  the  line  of 
measures  is  that  in  which  the  jilane  of  a  great  circle  perpen- 
dicular to  the  plane  of  projections,  and  the  oblique  circle 
which  is  to  be  [n-ojected,  intersect  the  plane  of  projection  ; 
or,  it  is  the  common  section  of  a  plane  passing  through  the 
eye  and  the  centre  of  the  primitive  at  right  angles  to  any 
oblique  circle  to  be  projected,  in  which  the  centre  and  pole 
of  such  eii'cle  are  to  be  found. 

Line  of  Shade,  in  light  and  shade,  a  line  on  the  curved 
surface  of  a  body,  formed  by  a  tangent  surface  of  rays  from 
the  luminary  to  that  of  the  body. 

Line  of  Station,  the  intersection  of  a  plane  pass- 
ing through  the  eye  perpendicular  to  the  picture  and  to 
the  geometrical  or  primary  plane,  with  the  primary  plane 
itself. 

Lines,  Division,  or  Gradation  of,  the  various  proportions 
into  which  lines  may  bo  divided  ;  as  arithmetical  proportion, 
geometrical  proportion,  the  squares  of  the  distances  from  the 
beginning,  and  liarnionical  proportion. 

Lines  of  the  Proportional  Compasses,  are  those  of 
lines,  of  circles,  of  polygons,  of  planes,  and  of  solids. 

Lines  on  the  Plain  Scale,  are  the  following,  viz.,  of 
chords,  of  sines,  of  tangents,  of  secants,  of  semi-tangents,  and 
of  equal  parts. 

Links  of  the  Sector,  are  the  following,  viz.,  of  equal 
parts,  of  lines,  of  chords,  of  sines,  of  tangents,  of  secants,  of 
polygons,  of  numljers,  of  hours,  of  latitudes,  of  meridians, 
of  planes,  and  of  solids. 

LINEAK  PERSPECTIVE,  the  title  given  by  Brook 
Taylor  to  his  two  celebrated  essays  on  perspective. 

LINING,  the  covei'ing  of  the  interior  surface  of  a  hollow 
body.  When  the  exterior  surface  is  covered  with  any  thin 
substance,  the  body  is  said  to  be  cased. 

Lining,  in  canal  making,  the  thickness  or  coat  of  puddle 
sometimes  applied  to  the  bottoms  and  sides  of  canals,  to  pre- 
vent them  from  leaking. 

Lining  of  a  Wall,  a  timber  boarding,  the  edges  of  which 
are  either  rebated  or  grooved  and  tongued.  Shops  are  gene- 
rally lined  ;  as  are  likewise  water-closets,  to  the  heii^ht  of  live 
or  six  feet. 

LiNiNG-ouT  Stuff,  the  drawing  of  lines  on  a  piece  of  tim- 
ber, board,  or  plank,  so  as  to  cut  it  into  boards,  planks,  scant- 
lings, or  laths. 

Linings  of  Boxings,  for  window-shutters,  the  wooden 
boards  or  wainscoted  framings  which  form  the  backs  of  the 
recesses  into  which  the  shutters  are  depressed.  In  good 
work,  the  linings  are  not  only  grooved  and  tongued  into  the 
inside  lining  of  the  sash-frame,  but  also  into  the  framed 
ground  around  the  margin  of  the  window,  and  inner  surface 
of  the  wall. 


Linings  of  a  Door,  the  internal  facings  of  joinery  sur- 
rounding the  aperture  of  a  door,  placed  jn  the  thickness,  and 
at  right  angles  to  the  face  of  the  wall,  through  which  the 
aperture  is  made.  The  linings  which  cover  the  sides  of 
the  door  are  called  jambs,  or  jamb-linlngs,  aud  that  which 
covers  the  head  is  called  the  soffit. 

Lining  op  a  Sash  Frame,  the  vertical  pieces  of  wood, 
parallel  to  the  suifiice  of  the  wall.  In  good  work,  the 
linings  are  always  grooved  to  receive  the  tongues  in  thepul- 
ley-jiieee. 

LINTEL,  (from  the  French,  linteau.)  a  beam  of  timber 
over  an  aperture,  for  sustaining  the  superincumbent  part 
above,  and  the  soffit,  whether  of  wood  or  plaster,  under- 
neath. 

The  number  of  timbers  required  to  lintel  an  aperture 
depends  on  the  thickness  of  the  wall :  their  depth,  or  alti- 
tudinal  dimension,  consists,  in  general,  of  as  many  inches  as 
there  are  feet  in  the  horizontal  dimension  of  the  aperture 
under  them.  If  the  wall  be  solid,  without  apertures  above, 
the  depth  should  be  still  greater.  Lintels  should  be  laid 
close  to  each  other. 

Lintels,  are  also  a  species  of  wall-timbers,  and  which, 
with  bond-timbers  and  wall-plates,  are  all  called  by  the 
general  name  of  Fir-in-Bond. 

Lintels,  in  some  old  books  on  carpentry,  are  also  called 
wall-plates ;  but  the  word  is  not  now  used  in  this  sense  un- 
less the  joisting  or  tie-beams  rest  upon  it ;  and  then  it  is 
both  a  lintel  and  a  wall-plate. 

LIST,  (from  the  Saxon,  lystan,)  or  Listelo,  (Italian.) 
See  Fillet. 

LISTING,  in  carpentry  and  joinery,  the  act  of  cutting 
away  the  sajvwood  from  one  or  both  edges  of  a  board. 

LOBBY,  (froni  the  German  laube.)  a  small  hall  or  wait- 
ing-room, or  the  entrance  into  a  principal  apartment,  where 
there  is  a  considerable  space  between  it  and  a  portico  or  ves- 
tibule, but  the  length  or  dimensions  will  not  allow  it  to  be 
considered  as  a  vestibule  or  ante-room. 

LOCK,  (from  the  Saxon,  loc)  a  well-known  instrument 
used  for  fastening  doors,  chests,  &c.,  generally  opened  by  a 
key.  The  lock  is  reckoned  the  master-piece  in  smithery  ; 
a  great  deal  of  art  and  delicacy  being  required  in  contriving 
and  varying  the  wards,  springs,  bolts,  &c.,  and  adjusting 
them  to  the  places  where  they  are  to  be  used,  and  to  the 
several  occasions  of  using  them.  From  the  various  structure 
of  locks,  accommodated  to  their  diflerent  intentions,  they 
acquire  various  names.  Those  placed  on  outer  doors  are 
called  stock-locks;  those  on  chamber-doors,  spriiiff-locks  ; 
those  on  trunks,  trunk-locks,  padlocks,  &c.  Of  these  the 
spring -lock  is  most  considerable,  both  for  its  frequency  and 
the  cuiiosity  of  its  structure.  Its  principal  parts  are  the 
main-plate,  the  cover-plate,  and  the  pin-hole  :  to  the  main- 
plate  belong  the  key-hole,  top-hook,  cross-wards,  bolt-toe, 
or  bolt-knab,  drawback-spring  tumbler,  pin  of  the  tumbler, 
and  the  staples  ;  to  the  cover-plate  belong  the  pin,  main- 
ward,  cross-ward,  step-ward,  or  daji-ward  ;  to  the  pin-hole 
I)elong  the  hook-ward,  main  cross-ward,  shank,  the  pot  or 
bread  bow-ward  and  bit. 

Thi'  [)rineiple  on  which  all  locks  depend  is  the  application 
of  a  lever  to  an  interior  bolt,  by  means  of  a  communication 
from  without ;  so  that  by  means  of  the  latter,  the  lever  acts 
upon  the  bolt,  and  in  such  a  manner  as  to  secure  the  lid 
or  door  from  being  opened  by  any  pull  or  push  from  without. 
The  security  of  locks  in  general  therefore  depends  on  the 
number  of  impediments  we  can  interpose  betwixt  the  lever 
(the  key)  and  the  bolt  which  secures  the  door;  and  these 
impediments  are  well  known  by  the  name  of  vjurds,  the 
number  and  intricacy  of  which  alone  are  supposed  to  distin- 


guish  a  good  lock  from  a  bad  one.  If  these  wards,  however, 
in  an  ert'octual  manner,  preclude  the  access  of  all  other 
instruments  beside  the  proper  key,  it  is  still  possible  for  a 
moclianic  of  equal  skill  witli  the  lookmaker,  to  open  it  with- 
out the  key,  and  thus  to  elude  the  labour  of  the  other.  The 
excellence  of  locks  consists  in  the  security  they  atllird  ;  and 
as  numherless  schemes  are  continually  brougiit  forward 
by  designing  men,  to  elude  every  contrivance  of  the  most 
ingenious  mechanics,  the  invention  of  a  durable  lock,  so 
constructed  as  to  render  it  impossible  for  any  person  to  open 
it  without  its  proper  key,  has  ever  been  an  object  of  con- 
siderable importance. 

Lock,  or  Weir,  in  inland  navigation,  all  those  works  of 
wood  or  stone,  or  of  both  combined,  for  the  purpose  of  con- 
lining  and  raising  the  water  of  a  river. 

The  term  lock,  or  pound-lock,  more  particularly  denotes  a 
contrivance,  consisting  of  two  gates,  or  two  pairs  of  gates, 
called  the  lock-gates,  and  a  chamber  between  them,  in  which 
the  surface  of  the  water  may  be  made  to  coincide  with  that 
of  the  upper  or  lower  canal,  according  as  the  upper  or  lower 
gates  are  opened ;  by  which  means  boats  are  raised  or 
lowered  from  one  level  to  another. 

Lock  Paddles,  the  small  sluices  used  in  filling  and  emp- 
tying locks. 

Lock  Sills,,  the  angular  pieces  of  timber  at  the  bottom  of 
the  lock,  against  which  the  gates  shut. 

Lock  Weirs,  or  Paddle  Weirs,  the  over-falls  behind 
the  upper  gates,  by  which  the  waste  water  of  the  upper  pond 
is  let  down  through  the  paddle-holes  into  the  chamber  of  the 
lock. 

LOCKER,  a  small  cupboard. 

LOCUS  (Latin),  in  geometry,  the  line  described  by  the 
intersection  of  two  lines  in  motion. 

LOFT,  a  raised  gallery,  or  room  in  roof. 

LOG  HOUSES,  the  huts  constructed  by  the  Americans 
of  the  trunks  of  trees. 

LOGARITHjNIS,  are  series  of  artificial  numbers,  so 
arranged  with  reference  to  a  set  of  natural  numbers,  that  the 
addition  of  the  logarithms  shall  correspond  with  the  multi- 
plication of  the  natural  numbers  belonging  to  them  ;  and 
subtraction  of  logarithms  answers  for  division ;  while  invo- 
lution, or  the  raising  of  powers,  is  performed  by  the  multi- 
plication of  logarithms ;  and  evolution,  or  the  extraction  of 
roots,  by  the  division  of  logarithms. 

LOG'EUM,  that  part  of  the  theatre  where  were  placed  the 
chorus,  and  others  who  were  not  to  take  an  active  part  in 
the  performance. 

LOGGIA,  a-  gallery  or  avenue,  with  open  colonnade  or 
arcade,  on  one  or  both  sides. 

LOGISTIC  SPIRAL,  or  Proportional  Spiral,  one 
whose  I'adii  are  in  continued  proportion  where  the  radii  are 
at  equal  angles;  or  it  may  be  defined,  a  spiral  whose  radii 
evei-ywhere  makes  equal  angles  with  the  tangents. 

LOJIBARDIC  ARCHITECTURE,  a  style  of  architec- 
ture prevalent  in  Italy  from  the  commencement  of  the  seventh 
to  the  thirteenth  century  ;  it  succeeded  the  debased  Roman, 
and  forms  the  intermediate  link  between  it  and  the  Gothic. 
It  derives  its  name  iVom  the  circumstance  of  its  pr-evalence 
during  the  supi-emacy  of  the  Lombai'ds  in  Italy,  and  not  from 
any  notion  of  its  invention  or  introduction  by  that  people, 
for  they  had  no  architecture  of  their  own,  as  is  evident 
from  the  fact  of  their  being  compelled  to  employ  native  artists 
in  the  construction  of  their  works.  The  style  is  indeed 
nothing  mor-e  than  a  natural  and  gradual  development  of 
Roman  architecture;  and  the  principles  involved  in  it  had 
ali-eady  begun  to  manifest  themselves  ere  the  fall  of  the 
empire.  This  mode  of  building,  as  well  as  those  which 
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preceded  and  followed  it,  owe  their  existence  to  the  invention 
and  adaptation  of  the  arch  to  constructive  purposes ;  and  as 
the  latest  exhibits  this  new  principle  perfected  and  fully 
developed,  so  does  the  second  manifest  an  improvement  to 
and  more  perfect  development  than  the  earliest. 

The  Lombards,  during  whose  dynasty  this  style  prevailed, 
established  themselves  in  Italy  at  the  close  of  the  sixth 
centur-y ,  and  r-emained  in  undislirrlied  possessioir  of  the  country 
for  two  hundred  years,  when  it  was  wrested  from  them  by 
('harlemagne,  who  in  774  pirt  an  end  to  that  dynasty,  and 
united  Italy  to  the  new  western  empire.  Italy  does  not 
seem  to  have  suftijied  much,  but  rather  the  reverse,  from  their 
government,  and  dur-ing  their  possession,  the  arts  flourished 
and  wei'e  cultivated  with  gr'eater  success  than  during  the 
periods  either  immediately  preceding  or  following.  It  is 
certain  that  they  gave  a  great  impetus  to  building,  for  during 
the  two  hmidr-ed  years  of  their  sw  ay,  the  northern  and  central 
portions  of  Italy  had  become  studded  with  churches  and 
baptisteries,  amongst  which  we  may  give  as  examples,  San 
Michele,  Pavia;  San  Thomaso  in  limine,  near  Ber'gamo,  and 
the  baptistery  at  Florence.  The  influence  of  the  style  does 
not  seem,  however,  to  have  been  much  felt  at  Rome,  for 
during  all  this  period,  we  know  of  only  one  Lombardio 
building  in  that  city,  the  chur-ch  of  San  Giovanni  e  Paolo. 

The  change  of  dynasty  in  a.  d.  774,  does  not  appear  to 
have  had  any  very  gr-cat  efliict  upon  the  arts,  during  the 
existence  of  the  Carlovingian  line,  but  when  that  line  became 
extinct,  a.  d.  875,  the  troubles  caused  by  the  disputed  claims 
of  rival  princes  in  the  north,  and  by  the  incursions  of  the 
Saracens  in  the  south,  greatly  impeded  the  pr-ogress  of  archi- 
tecture. Matters  were  not  greatly  improved  by  the  govern- 
ment of  the  German  emperors,  for  at  this  time  Italy  was 
distracted  with  discord  and  civil  commotions.  The  Carlo- 
vingian dynasty  ceased,  a.  d.  875,  and  the  German  emperors 
acquired  sovereignty  in  Italy  about  the  middle  of  the  tenth 
century,  during  all  which  time,  and  fur  half  a  century  longer, 
architecture  made  but  little  or  no  progress.  When  the  arts 
again  flourished  in  the  eleventh  century,  some  little  altera- 
tions had  been  intr-oduced  into  the  style  of  architecture,  which 
were  again  increased  and  multiplied  in  the  twelfth.  Many 
churches  were  built  in  the  Lombardic  style  during  these  two 
centuries,  but  in  the  next  the  Pointed  style  began  to  make 
appearance,  and  partially  superseded  its  predecessor ;  we  say 
partially,  for  the  Pointed  style  never  took  very  deep  root  in 
Italy,  nor  were  the  features  of  the  Round  style  ever  entirely 
effaced. 

The  Lombardic  style  may  be  classed  under  the  general 
title  of  Romanesque,  which  comprises  the  debased  Roman 
and  all  those  styles  which  emanated  from  it,  until  we  come 
to  the  Pointed  or  Gothic,  including  the  Byzantine  and  Lom- 
bardic, as  also  the  Norman  and  Saxon,  which  are  essentially 
Lombardic  in  character,  and  may  be  considered  as  forming 
a  subdivision  of  that  style.  The  last  two,  however,  will  not 
be  considered  in  the  f)resent  article,  but  will  be  treated  of 
sepai'ately. 

The  style  under  consideration,  was  employed  almost 
exclusively  in  ecclesiastical  structures ;  to  them  therefore 
we  must  look  for  its  characteristic  peculiarities.  It  was  the 
adaptation  of  the  ar-ch  to  purposes  of  construction,  as  we  have 
before  stated,  which  gave  rise  to  the  grand  revolution  in 
classical  architecture  ;  it  was  the  various  modifications  of 
the  same  featur-e  which  gave  origin  to  the  subdivisions  of 
the  new  system.  Of  these,  the  Lombardic  is  characterized 
by  the  constant  use  of  the  semicircular  arch  for  the  purposes 
of  eoirstruction  and  decoration,  and  more  especially  by  the 
excessive  employment  for  the  latter  purpose  in  the  exteriors 
of  buildings.     The  external  walls  were  frequently  almost 
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covered  bv  a  series  of  arcades  rising  in  stories  one  above  the 
oilier,  on  one  or  more  sides,  iuid  soinetiiiies  all  roinid  ihe 
building.  These  were  either  blank  arcades,  that  is,  attached 
to  the  surface  of  the  wall,  and  employed  .solely  for  ornament, 
or  else  they  were  detached  and  stood  out  from  the  wall,  form- 
ing a  sort  of  gallery  or  portico  ;  they  were  more  frequent  in 
the  facades  of  buildings  than  elsewhere,  in  which  situation 
may  sometimes  be  oliserved  five  or  more  tiers  one  above  the 
other,  as  at  Pisa  cathedral,  and  in  other  e.xamples,  in  which 
tlie  front  is  literally  covered  with  them.  There  is  another 
jieculiarity  observable  in  the  arrangement  of  these  arcades, 
where  they  run  uudcr  gables  or  raking  cornices;  for  in  such 
cases  the  arcades  follow  the  line  of  the  gabie,  the  arches 
rising  in  succession  one  above  another ;  and  this  is  effected 
either  by  raising  the  shafts  which  support  the  arches  on  steps 
rising  with  the  slope  of  the  roof,  or  else  by  elongating  the 
shafts  as  they  a])proach  the  apex,  their  bases  being  upon 
the  same  horizontal  line.  These  arches  are  supported  on 
shafts,  either  plain  or  ornamented,  with  capitals  and  bases, 
the  arches  likewise  being  with  or  without  arehivolts:  some- 
times the  arcade  itself  and  the  sp.andrels  are  elaborately 
enriched.  This  peculiar  arrangement  of  arcades  under  the 
gable,  forms  a  very  decided  characteristic  of  the  style,  such 
decoration  being  generally  found  in  this  part  of  the  building, 
if  nowhere  else  :  another  position  in  which  it  is  commonly 
seen,  is  round  the  angular  or  semicircular  apsides  which 
were  frequent  at  the  east  end  of  churches  in  this  style  ;  but 
we  not  unfrequently  find  the  same  decoration  employed  on 
tlie  sides  of  the  building,  covering  the  entire  surface  of  wall 
as  at  Pisa  cathedral.  Corbel-tables  at  the  top  of  the  walls 
immediately  under  the  roof,  are  also  very  common,  and  these 
again  follow  the  same  rule  as  arcades  when  canied  under  a 
gable  ;  they  are  generally  formed  of  a  series  of  very  small 
arches,  sometimes  interlaced,  so  as  to  present  a  scolloped 
appearance  underneath.  Each  story  of  a  building  is  generally 
marked  by  a  horizontal  string-course. 

The  face  of  the  wall,  whether  ornamented  with  .arcades  or 
left  plain,  but  more  especially  in  the  latter  case,  is  generally 
divided  into  panels  as  it  were  by  pilasters  or  buttresses,  if  we 
may  so  term  them,  being  carried  vertically  up  the  fice  of  the 
building  without  interruption,  and  projecting  slightly  in  front 
of  the  general  surface  of  the  wall.  Such  projecting  strips  of 
wall  are  generally  plain,  but  sometimes  very  much  ornament- 
ed, as  in  the  front  of  San  Michele  at  Pavia.  They  arc  very 
narrow  in  conqiarison  to  their  height,  except  at  the  angles  of 
buildings,  where  they  are  usually  wider;  they  reach  also 
from  the  top  to  the  bottom  of  the  building,  breaking  through 
horizontal  cornices,  arcades,  and  anything  which  comes  in 
their  way,  all  of  which  are  for  the  most  part  stopped  by  them, 
except  the  corbel  table  into  which  they  merge,  the  surfaces 
of  both  being  flush.  They  certainly  give  an  appearance  of 
strength,  especially  when  pl.aced  at  the  angles,  and  resemble 
buttresses  to  some  extent,  but  probal)ly  were  not  intended  to 
serve  their  purpose  ;  they  would  appear  to  be  added  rather 
for  ornament  than  for  any  other  end,  as  they  are  too  shallow 
to  aflbrd  much  real  strength  to  the  walls. 

Pinnacles  are  by  no  means  frequent,  and  when  present 
have  the  appearance  of  being  set  on  the  part  they  rise  above, 
from  which  they  are  divided  by  horizontal  string-courses; 
they  are  also  very  low,  and  look  more  like  pedestals  than 
pinnacles. 

Windows  in  this  style  are  generally  very  narrow,  and 
Bometimes  mere  slits.  They  consist  of  one,  two,  or  more 
lights  divided  by  shafts,  and  having  semicircular  heads. 
Where  there  are  more  than  two  lights,  the  centre  one  is  not 
unfrequently  higher  than  the  others,  and  the  whole  are  often 
included  under  one  larger  arch.    At  a  late  period  in  the  style 


we  find  wheel  or  circular  windows  common  in  the  west 
facades;  they  are  composed  of  spokes  radiating  from  a  centre, 
connected  at  the  fuithcr  extremities  by  small  arches,  and 
enclosed  within  a  moulded  circle.  These  windows  were  first 
introduced  in  this  style,  and  though  adopted  in  later  styles, 
may  be  said  to  be  characteristic  of  Lombardic  architecture. 

While  windows  were  sparingly  introduced,  and  of  small 
dimensions,  and  at  the  same  time  seldom  enriched,  so  as  to 
contribute  but  slightly  towards  the  embellishment  of  the 
buildings  ;  doorways,  on  the  other  hand,  became  important 
features,  and  were  much  decorated.  The  aperture  was 
mostly  plain  and  square-headed,  but  it  was  enclosed  in  a 
recess  formed  by  a  series  of  arches  standing  one  behind  and 
within  the  other,  and  supported  upon  columns.  The  span- 
drel also  above  the  openings,  was  sometimes  enriched  with 
sculpture.  The  dressing  to  the  doorway  was  occasionally  so 
deep  as  to  be  nearly  as  wide  at  the  opening.  The  fafade  had 
frequently  a  central  and  two  side  doors. 

The  stone  used  in  the  construction  of  the  w  alls,  consisted 
of  comparatively  small  blocks,  but  these  were  well  tooled  and 
put  together.  In  the  latter  part  of  the  eleventh  century,  the 
walls  were  composed  of  alternate  courses  of  materials  of 
diflerent  colours;  sometimes  stone  alternating  with  marble, 
and  sometimes  marbles  of  diflerent  hues  being  employed 
in  the  same  manner.  The  walls  were  often  white  and 
black,  and  sometimes  red  and  brown.  During  the  twelfth 
century,  brick  was  in  general  use,  but  still  preserved  the 
same  parti-coloured  appearance,  by  alternating  with  stone  or 
marble.  It  is  not  improbable  that  this  practice  was  borrowed 
fi'om  the  Saracens. 

In  the  eleventh  century,  another  feature  of  some  import- 
ance and  character  was  introduced,  which  was  a  projecting 
porch  of  imposing  appearance,  some  such  porches  consisting 
of  two  stories  in  height.  They  had  a  large  arched  aper- 
ture, and  were  usually  covered  with  a  vaulted  roof  supported 
on  pillars,  of  which  the  two  foremost  rested  on  the  back 
of  lions  or  other  animals,  a  feature  which  is  characteristic  of 
the  style.  Some  of  these  porches  are  of  the  most  elaborate 
description. 

In  the  interior  of  churches,  the  peculiarities  of  style  are 
not  so  readily  observed,  but  are  to  be  sought  ftir  rather  in 
matters  of  detail,  which  are  equally  observable  on  the 
exterior.  The  arrangement  is  much  the  same  as  in  the 
preceding  methods  of  building.  The  plan  is  usually  if  not 
universally  cruciform,  the  intersection  of  the  two  arms  of  the 
cross  being  covered  by  an  octagonal  or  circular  dome,  some- 
what similar  to  the  Byzantine  practice  ;  but  the  shape  of  the 
cross  generally  differs  from  the  Byzantine,  in_  having  one  of 
the  arms  longer  than  the  other,  whereas,  in  the  other  case, 
the  arms  are  all  of  equal  length.  Hence  one  form  is  termed 
the  Greek,  the  other  the  Latin  cross.  Here  we  observe 
a  mixture  of  tne  Byzantine  and  Koman  styles,  the  dome  of 
the  one  and  the  ground  plan  of  the  other  being  tfombincd, 
and  this  is  not  the  only  particular  in  which  the  combination 
of  the  two  styles  is  observable ;  the  triforia,  which  are  common 
in  Lombardic  churches,arc  an  emanation  from  the  B}  zantine, 
while  a  great  many  minor  features  are  essentially  Roman. 
The  east  end  is  for  the  most  part  terminated  in  an  apse, 
either  semicircular  or  octagonal,  as  are  also  occasionally  the 
aisles.  Crypts  are  seldom  omitted.  The  windows,  as  we 
bef)re  observed,  are  of  small  dimensions,  and  hence  tlie 
buildings  have  a  somewhat  gloomy  appearance  in  the 
interior. 

In  matters  of  detail  are  to  be  found  some  of  the  principal 
characteristics  of  the  style.  The  shape  of  the  arch  still 
remains  for  the  most  part  semicircular,  but  other  forms  are 
also  found  ;  such  are  the  horse-shoe,  the  trefoiled,  and  stilted 


arch,  the  last  being  bj'  no  means  uncommon,  especially  in  the 
external  arcades  which  run  beneath  the  gable.  In  some 
instances,  the  stilting  is  eftected  by  raising  the  arch  on  one 
or  more  blocks  or  abaci,  placed  upon  the  capitals  of  the 
columns,  and  upon  these  blocks  again  are  sometimes  added 
small  heads  or  masks,  so  as  to  fill  up  the  space  between 
the  aiches,  and  continue  the  vertical  line  of  the  columns. 
Such  abaci  are  not  ungraceful,  for  they  give  a  greater  appear- 
ance of  strength  to  the  construction,  than  if  the  aich  sprung 
immediately  from  the  capital ;  the  practice  of  stilting  also 
has  its  advantages,  in  adding  to  the  importance  of  small  arches, 
which  being  narrow,  would  appear  depressed  and  heavy  if 
mere  semicircles.  Large  arches  were  mostly  semicircular, 
and  diti'ered  from  those  of  the  preceding  period,  inasmuch  as 
they  sprang  directly  from  the  columns,  without  the  inter- 
vention of  entablature  or  architrave.  It  is  true  this  practice 
had  been  introduced  once  or  twice  in  the  Roman  examples, 
but  it  was  not  by  any  means  common,  and  even  in  cases 
where  the  entablature  was  omitted,  there  was  usually  a  square 
block  between  the  arch  and  the  capital.  Two  or  more  arches 
are  frequently  included  under  one  common  arch,  the  smaller 
ones  being  separated  by  small  shafts  :  the  same  arrangement 
is  not  uncommon  in  Byzantine  architecture.  Arches  were 
very  often  perfectly  plain,  without  archivolt  mouldings  of 
any  kind,  but  not  uiifrequently  finished  with  an  archivolt, 
which  consisted  either  of  a  simple  moulding  enclosing  a  plain 
band  round  the  arch,  or  else  divided  into  facioe,  and  other- 
wise enriched.  Arched  corbel-tables  were  very  frequently 
employed,  and  the  arch  used  for  every  purpose  of  decoration. 
Compound  arches,  consisting  of  a  series,  placed  in  recession 
one  behind  and  projecting  beyond  the  other,  are  frequent  in 
this  style. 

The  bases  of  pillars  were  sometimes  mere  blocks,  round 
at  the  summit,  and  square  at  the  sides,  but  frequently  moulded 
in  rude  imitation  of  the  Attic  base.  Sometimes,  as  we 
observed  in  speaking  of  projecting  porches,  the  pillars  were 
supported  on  figures  of  animals,  and  this  peculiarity  is  almost 
confined  to  this  situation,  but  we  have  examples  of  it  in  other 
positions  ;  at  Worms'  cathedral,  an  entire  colonnade  is  sup- 
ported in  this  manner.  It  has  been  suggested  that  the  use 
of  tills  kind  of  base  was  occasioned  by  the  employment  of 
materials  and  fragments  taken  from  the  ruins  of  more  ancient 
edilices.  where  columns  being  found  too  short  for  their 
intended  situation,  were  raised  or  stilted  up  by  being  set  on 
other  fragments,  for  which  purpose  remains  of  sculpture  may 
have  been  adopted,  either  because  they  chanced  to  be  at  hand, 
or  because  considered  more  ornamental,  and  as  adding  rich- 
ness to  the  column  itself,  and  it  is  supposed  that  this  irregu- 
larity, thus  occasioned  in  the  first  instance,  grew  by  degrees 
to  be  a  matter  of  taste,  and  was  adopted  out  of  choice.  This 
supposition  is  ingenious,  and  not  without  some  show  of  reason 
ou  its  side ;  but  if  such  were  indeed  the  case,  it  would  seem 
strange  that  this  practice  was  not  adopted  earlier,  for  it  is  a 
characteristic  of  late  work,  and  seems  to  be  almost  peculiar 
to  the  projecting  porches,  which  were  not  introduced  for  two 
centuries  after  the  commencement  of  Lombardic  architecture. 
The  fact  of  such  columns  being  almost  invariably  found  in 
this  situation,  and  seldom  in  any  other,  would  give  some 
weight  to  the  sujiposition  which  discovers  their  origin  and 
use  in  symbolism,  the  two  lions  being  placed  at  the  entrance 
as  the  guardians  of  the  church,  or  else  as  representing  the 
strcngtii  and  vigilance  of  the  church. 

The  shafts  were  of  various  shapes  and  proportions,  they 
are  by  far  the  most  frequently  cylindrical,  without  being 
tapered,  but  some  few  examples  of  tapered  sh;\fts  are  to  be 
found,  which  are  probably  of  an  early  date.  Instances  of 
fancifully-shaped  and  decorated  shafts  are  not- uncommon, 


especially  in  the  smaller  columns,  or  such  as  are  applied 
to  merely  ornamental  purposes.  Of  these,  some  are  poly- 
gonal in  plan,  some  fluted  or  reeded,  some  twisted  or  cut  into 
spiral  grooves  or  mouldings,  of  which  some  consists  of  more 
than  one  slender  shaft  rising  from  a  common  base,  and 
twisted  round  each  other  as  they  rise,  and  others  of  a  single 
shaft  twisted  like  a  spiral :  other  examples  again  are  zig- 
zagged horizontally,  and  sculptured  in  various  devices.  Tall 
slender  shafts  are  not  unfrcqueutly  banded  in  the  middle. 

Capitals  are  of  equal  diversity,  and  sometimes  there  are 
scarcely  to  be  found  two  capitals  of  the  same  design  in  one 
building.  They  were  frequently  formed  of  foliage;  and 
these,  as  regards  the  general  mass  and  outline,  and  also  the 
decoration,  bear  some  resemblance  to  the  Corinthian  :  the 
foliage,  however,  is  usually  of  a  mure  stiff'and  formal  character 
than  the. classic,  more  heavy,  and  not  so  graceful.  Scroll- 
work is  frequently  introduced,  as  a  means  of  ornamentation 
for  capitals ;  monsters,  too,  and  grotesque  and  other  images, 
are  so  commonly  used  for  this  purpose,  as  to  become  charac- 
teristic of  the  style.  Some  capitals,  however,  are  nearly 
plain,  and  these  are  often  in  the  shape  of  an  inverted  cone, 
cut  so  as  to  present  four  flat  faces,  which  are  occasionally 
more  or  less  ornamented.  Monstrous  imagery  was  very  pre- 
valent in  this  and  other  situations,  until  the  eleventh  century, 
when  a  more  classical  taste  prevailed,  and  figures  of  dragons 
and  demons  gave  way  to  sculpture  of  a  more  graceful  design  ; 
this  remark  applies,  however,  only  to  the  south  of  Italy. 

The  bulk  of  columns  had  no  reference  to  the  height,  as  we 
find  pillars  of  all  proportions,  from  the  low,  stunted  shaft  to 
the  long,  slender  moulding,  as  it  may  he  termed ;  the  pilasters 
on  the  external  walls  are  often  so  slender,  in  proportion  to 
their  height,  as  to  have  the  appearance  of  mere  strips ;  and 
half-columns  of  a  similar  proportion  are  not  unfrequently 
carried  up  the  internal  walls,  to  sup]iort  the  vaulting. 
Columns  are  often  single,  especially  when  massive,  but  they 
are  not  unfrequently  doubled  in  breadth  or  depth,  and  some- 
times quadrupled.  Compound  piers,  in  lieu  of  single 
columns,  are  of  very  common  occurrence,  and  serve  to  dis- 
tinguish this  from  preceding  styles  ;  such  arrangement  is 
very  usual  where  great  strength  is  required,  and  clustered 
columns  are  not  unfrequently  placed  against  walls.  Nook- 
shafts  are  common  in  doors,  windows,  and  other  apertures, 
as  are  also  edge-shafts. 

Buttresses  are  not  employed  in  this  style,  unless  indeed  we 
choose  to  apply  the  term  to  the  slightly  projecting  strips  or 
pilasters  which  appear  to  divide  the  walls  into  panels. 

There  is  one  feature  common  to  Lombardic  churches,  of 
which  we  have  not  taken  notice ;  it  is  the  campanile,  or 
bell-tower,  which  was  a  common  and  picturesque  addition. 
There  is  a  remarkable  difference  in  the  design  of  these 
towers  in  the  different  parts  of  Italy  ;  at  Ravenna  they  are 
cylindrical,  with  a  horizontal  string-course  at  each  floor,  some 
of  which  are  lighted  by  single  round  windows,  others  by 
clusters  of  two  or  three  :  they  have  low  roofs.  At  Venice 
liil  the  steeples  are  square,  and  without  string-courses,  each 
side  being  divided  into  two  or  three  panels  running  uninter- 
ruptedly from  base  to  top.  At  Rome  such  towers  are  square, 
but  have  horizontal  string-courses,  the  divisions  or  stories 
between  each  two  having  a  number  of  small  arches  with  or 
without  columns.     These  towers  have  low  roofs. 

Having  now  given  a  rapid  sketch  of  the  main  features  and 
peculiarities  of  the  style  under  consideration,  it  will  be  well 
to  give  a  short  description  of  a  few  of  the  more  remarkable 
examples  executed  in  that  style ;  and  in  this  division,  as  well 
as  in  the  preceding,  we  must  express  ourselves  greatly 
indebted  to  the  standard  works  of  Gaily  Knight  and  Hope, 
on    the  subject,  to  which  works  we  would    also  refer  the 
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reader  for  more  detailed  information  and  more  copious  illus- 
trations.    Tiie  former  woric  is  beautifully  got  up. 

The  church  of  San  Michcle,  at  Pavia,  is  of  the  basilioan 
plan,  and  is  provided  with  transepts  ;  it  measures  189  feet  in 
length  by  81  in  extreme  width,  the  nave  being  45  feet  wide. 
Tlie  chancel  has  a  semicircular  apse,  and  is  approached  by 
several  steps,  and  beneath  it  is  a  crypt,  a  very  common  addi- 
tion to  Lombardic  churches.  Above  the  intersection  of  nave 
and  transept  rises  a  Byzantine  cupola.  "  The  walls  of  the 
building  are  of  stone,  massive  and  thick,  and  on  the  exte- 
rior are  ornamented,  with  small  open  galleries,  which  follow 
the  shape  of  the  gable  in  front,  and  crown  the  semicircular 
apse.  The  portals  are  covered  with  imagery,  nor  are  the 
ornaments  confined  to  the  portals.  Bands  enriched  with 
imagery  are  carved  along  the  whole  of  the  front,  and  modil- 
lioiis  are  let  into  the  walls.  The  windows  arc  round-headed, 
and  are  divided  by  small  pillars.  The  drum  of  the  dome  is 
enriched  externally  with  two  tiers  of  arcades. 

In  the  interior,  the  arches  on  either  sitlc  of  the  nave  are 
supported  by  compound  piers,  all  the  capitals  of  which  are 
enriched  with  capitals  and  symbols.  Above  the  aisles,  on 
each  side  of  the  nave,  is  a  triforiuin,  and,  above  it,  the 
roof  is  vaulted  in  stone,  but  the  pilasters  which  run  up  to 
support  the  vault  are  of  later  character  than  the  older  por- 
tions of  the  building,  and  confirm  the  impression  suggested 
by  the  nature  of  the  roof  itself,  that  the  present  vaulted  roof 
mus-t  have  been  substituted  for  an  older  roof  of  wood. 

The  plan  of  San  Thomaso  in  limine  is  circular,  and  on 
the  exterior,  the  walls  are  divided  into  compartments  by 
pilasters,  and  have  an  arcaded  corbel-table  under  the  roof. 
A  rectangular  portion  projects  from  the  circle,  and  is  termi- 
nated by  a  semicircular  aj)se,  which  is  decorated  in  a  similar 
manner  to  the  other  part  of  the  church.  Above  the  circular 
part  rises  a  dome,  which  is  not  supported  by  pendentives, 
but  by  a  drum  or  circular  wall  rising  above  the  roof:  the 
whole  is  surmounted  by  a  cupola.  The  windows  throughout 
are  small  aitd  insignificant.  Internally,  the  drum  of  the  dome 
is  supported  on  eight  pillars,  which  are  simple,  round,  and 
stunted  with  capitals  grotesquely  carved  ;  the  arches  spring 
immediately  from  the  cajjitals.     The  walls  are  very  thick. 

The  church  of  San  Ambrogio,  Milan,  is  a  very  good 
example.  Tlie  plan  is  basilican,  the  arcade  of  the  nave 
being  supported  on  compound  piers,  above  which  runs  an 
arcaded  corbel-table,  and  above  this  again  a  triforium,  the 
arches  being  supported  on  very  stunted  compound  pillars. 
The  roof  is  vaulted  with  the  pointed  arch,  but  this  is  of  late 
date.  The  capitals  of  the  arches  arc  almost,  in  all  cases, 
foliated,  and  there  is  considerable  freedom  from  the  mon- 
strous imagery  usually  apparent.  This  is  one  of  the  few 
churches  which  retains  the  atrium,  which  consists  of  an 
arcade  resting  on  a  series  of  compound  pillars  with  capi- 
tals, and  covered  with  a  roof,  under  which  is  an  arcaded 
corbel-table. 

S.  Geron's  church  presents  a  somewhat  curious  plan,  con- 
sisting of  a  vast  circular  vestibule,  with  a  rectangular  nave 
behind  it,  terminating  in  a  semicircular  apse,  on  each  side, 
and  a  little  in  front  of  which  is  a,  campanile.  Above  the 
circle  rises  an  octagonal  cupola,  the  supporting  pillars  of 
whieh  are  prolonged  upwards  in  ribs,  whieli,  centering  at  the 
su[iimit,  meet  at  one  point.  Opposite  the  entrance,  in  the 
interior,  are  steps  leading  to  the  church,  at  the  further  end 
of  which  are  steps  leading  to  the  apse  or  altar.  In  the  bap- 
tistery and  vestry  are  steps  leading  to  the  area  between  the 
two  high  Square  towers,  and  to  the  roof  of  the  apse,  over 
the  semicircular  east  end,  which  is  belted  round,  as  well  as  the 
cupula,  by  galleries  with  small  arches,  and  pillars  on  a  panelled 
balustrade.     The  enti'ance-door  at  the  vestibule  has  a  square 


lintel,  low  pediment,  and  pointed  ar.^h,  which  are  elegant,  and 
the  crypts  show  stmie  remains  of  handsome  mosaics ;  but  the 
porphyry  columns  were  carried  away  by  the  French.  Several 
of  the  finishings  in  the  interior  are  pointed. 

The  Cathedral  of  Pisa  is  a  very  remarkable  building, 
erected  during  the  latter  half  of  the  eleventh  century;  and 
although  it  presents  to  us  features  of  the  Lombard  style  on 
the  exterior,  in  the  interior  the  details  approach  more  nearly 
to  the  Roman,  the  columns  being  all  simple,  and  finished  with 
Corinthian  caps  ;  the  style,  too,  is  throughout  the  interior 
more  simple  than  that  of  Lombardic-buildings  in  general. 
The  plan  is  that  of  a  Latin  cross,  having  two  aisles  on  each 
side  of  the  nave  transepts,  and  a  cupola  over  the  intersection. 
The  colonnade  on  each  side  of  the  nave  consists  of  12  columns 
of  a  single  block  of  marble,  and  of  24  feet  10  inches  in 
height,  and  2  feet  3  inches  in  diameter,  with  Corinthian 
capitals  skilfully  worked.  The  total  height,  including  capi- 
tals and  b.ase,  is  30  feet  10  inches.  An  architrave  is  carried 
all  along  the  nave  above  the  arches,  which  spring  from  the 
capitals,  and  above  this  is  a  triforium  consisting  of  a  series  of 
arcades,  each  arch  containing  two  arched  apertures  divided 
by  a  shaft  with  Corinthian  capital.  Above  the  triforium  is 
a  clere-story  of  semicircular-headed  windows.  The  four  aisles 
have  also  Corinthi.in  columns,  but  they  are  much  smaller,  and 
raised  on  plinths.  The  walls  are  com|iosed  of  alternate  courses 
of  red  and  white  marble.  The  width  of  nave  and  four  aisles 
is  106  feet,  of  the  nave  41  feet,  the  total  internal  length  311 
feet;  and  the  width  across  the  transepts  237  feet  4  inches ; 
the  width  of  the  transepts,  with  its  aisles,  58  feet,  height  of 
nave  91  feet,  of  transept  84,  of  aisles  35  feet.  In  the  centre 
of  the  nave  are  four  piers,  from  which  rise  four  largo  arches 
supporting  the  elliptical  cupola. 

On  the  exterior,  the  entire  church  is  raised  upon  a  scries 
of  steps  which  gives  increased  grandeur  to  its  magnificent 
elevation.  The  width  of  the  western  fafade  is  no  less  than 
110  feet,  and  its  height  112  feet.  It  comprises  five  stories, 
of  which  the  first  or  lowermost  consists  of  seven  arches 
supported  by  six  Corinthian  columns  and  two  pilasters,  the 
middle  arch  being  larger  than  the  others.  There  are  three 
entrances  or  doorways  in  the  central  and  alternate  arches. 
The  second  story  contains  twenty-one  arches  supported  by 
twenty  columns  and  two  pilasters.  At  the  third  story  the 
fa9ade  contracts  where,  the  two  aisles  finish,  and  form  two 
lateral  inclined  planes,  whence  towards  the  centre  are  cohmms 
with  arbhes  on  them  as  below,  but  the  columns  on  each  side 
under  the  inclined  planes  gradually  diminish  in  height.  The 
fourth  story  is  contracted,  and  contains  otdy  eight  arches 
similar  to  those  below.  The  fifth  forms  the  pediment,  and 
consists  likewise  of  eight  arches,  the  columns  which  support 
them  gradually  diminishing  in  height  as  they  recede  from 
the  centre.  The  sides  all  round  the  building  have  two  or''  -a 
of  pilasters  one  above  the  other.  The  roof  of  the  nave  is 
supported  externally  by  a  wall  decorated  with  columns  and 
arches  ;  and  the  drum  of  the  cupola  is  eniiched  with  eighty- 
eight  columns  and  arches,  each  of  which  is  surmounted  by 
a  pediment. 

The  Uuomo  Modena  is  a  good  specimen  of  the  Lombard 
style,  and  belongs  to  the  close  of  the  1 1th  century.  "  External 
arcades  ornament  both  the  west  end  and  the  great  semi- 
circular apse.  In  the  interior,  inonsters  and  grotesque 
images  are  still  retained  in  the  capitals  of  some  of  the  pillars. 
But  a  feature  which  is  not  found  in  old  Lombard  churches, 
may  be  remarked  here,  in  a  large  projecting  porch  two  stories 
in  height,  which  advances  before  the  principal  entrance;  and 
in  the  lions,  on  the  backs  of  which  the  pillars  of  the  porch 
repose.  Though  projecting  porches  were  an  essential  part 
of  the  primitive  churches,  they  seem  to  have  been  abandoned 
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uniler  the  Lombard  dynasty,  and  not  to  have  been  resumed 
till  the  11th  century,  when  they  became  universal.  The 
lions  are  symbolical.  They  were  intended  to  represent  the 
strength  and  vigilance  of  the  church.  At  a  later  period, 
the  animals  which  were  introduced  in  the  poixhes,  often 
represented  the  arms  of  the  state  to  which  the  building 
bel<jnged."  "  On  either  side  of  the  nave  of  this  cathedral 
are  galleries.  Under  the  chancel  there  is  a  lofty  crypt,  the 
chancel  being  approached  by  several  steps,  as  at  Sau  JSIiniato 
and  other  churches." 

The  campanile  is  315  feet  high,  and  is.  one  of  the  four 
towers  of  which  the  north  of  Italy  has  reason  to  be  proud. 
The  date  is  uncertain,  but  the  tower  must  have  been  com- 
plete in  the  early  part  of  the  13th  century.  The  upper 
poition  is  of  later  date. 

S.  Zenone,  Verona,  was  finished  in  the'latter  part  of  the 
.12th  century,  and  forms  a  fair  specimen  of  the  style.  The 
plan  is  that  of  a  Latin  basilica,  without  transepts.  The 
walls  are  constructed  of  alternate  courses  of  marble  and 
brick,  but  the  fafude  is  entirely  of  marble.  The  entire  face 
of  the  building  is  divided  vertically  into  bays  by  long  strips 
or  pilasters,  and  horizontally  by  arched  corbel-tables  and 
arcades.  The  facade  is  remarkable  for  containing  one  of  the 
earliest  specimens  of  wheel-windows,  as  also  for  a  very  rich 
pi-oji'Cting  jiorch,  profii^ely  decorated  with  sculpture.  There 
is  a  good  bas-relief  within  the  portal  over  the  door.  The 
pillars  as  usual  rest  on  the  backs  of  lions.  In  the  interior 
the  nave  is  divided  from  the  aisles  by  an  arcade,  each  baj' 
containing  two  arches  supported  by  a  central  single  shaft, 
and  by  compound  shafts  at  the  sides,  so  that  pillars  and  piers 
alternate  in  the  length  of  the  arcade ;  the  capitals  of  the 
single  shafts  still  retain  the  monstrous  imagery  of  an  earlier 
period.  There  is  no  triforium,  and  the  clere-story  is  lighted 
by  small  windows.  There  is  a  campanile,  of  somewhat 
later  date. 

San  !Michele,  Lucca,  is  a  very  rich  example  of  the  Lom- 
bard style,  but  although  the  building  itself  is  of  early  date, 
the  enrichments  are  much  later.  The  principal  feature  is 
the  enriched  facade  which  was  added  in  1188  by  Guidetto. 
It  is  somewhat  similar  to  the  facade  of  Pisa  cathedral,  but  of 
a  more  florid  description.  The  lower  story  is  ornamented 
with  attached  arcades,  and  above  this  are  four  tiers  of  galleries 
with  detached  arcades,  the  shafts,  capitals,  archivolts,  and 
spandrels  being  enriched  with  elaborate  carving.  In  the 
third  gallery  is  a  rose  window.  The  sides  of  the  building 
contain  two  tiers  of  arcades,  of  which  the  upper  one  was 
added  at  a  late  period,  and  is  of  very  good  design. 

For  further  particulars  on  this  subject,  we  must  refer 
.to  Saxon,  Norman,  and  Romanesque  Architecture. 

LONGlMETliY,  (from  the  Latin,  loiigus,  length,  and 
Greek,  fiETpib),  to  measure.)  the  art  of  measuring  lengths, 
accessible  and  inaccessible. 

LOOP  HOLES,  the  small  narrow  windows  in  castellated 
buildings,  from  which  to  discharge  missiles.  They  were 
usual  near  entiances,  and  sometimes  on  the  merlons  of  the 
Ijattlement.  They  are  sometimes  in  the  shape  of  a  cross,  and 
usually  have  a  circular  enlargement  at  top  and  bottom,  and 
sometimes  in  the  middle.  When  splayed,  they  w^ere  also 
used  to  give  light. 

LORME,  PIIILIBERT  DE,  an  eminent  French  architect, 
born  at  Lyons,  in  the  early  part  of  the  sixteenth  century.  He 
went  to  Italy  when  he  was  but  fourteen  years  of  age,  to 
study  the  art  for  which  he  seemed  to  have  a  natijral  taste, 
and  there  his  assiduity  attracted  the  notice  of  Cardinal  Cer- 


vino,  afterwards  Pope  Marcellus  II.,  who  took  him  into  his 
palace,  and  assisted  him  in  his  pursuits.  He  returned  to 
France  in  15o(5,  and  was  the  means  of  banishing  the  Gothic 
taste  in  buildings,  and  substituting  in  its  place  the  Grecian. 
He  was  employed  by  Henry  II.,  for  whom  he  planned  the 
Horseshoe  at  Fontaincbleau,  and  the  chateaus  of  Anet  and 
Meudon.  After  the  demise  of  that  king,  he  was  made 
inspector  of  the  royal  buildings  by  Catharine  de  Medicis  ; 
and,  under  her  direction,  he  repaired  and  augmented  several 
of  the  royal  residences,  and  began  the  building  of  the  Tuil- 
erics.  In  155.5  he  was  created  counsellor  and  almoner  in  * 
ordinary  to  the  king ;  and,  as  a  recompense  for  his  services, 
he  was  presented  with  two  abbacies.  These  honours,  it  is 
said,  made  him  arrogant,  which  occasioned  the  poet  Ronsard 
to  satirize  him  in  a  piece,  entitled  La  Tniclle  Ciossee, oi- "  The 
Crozicrod  Trowel."  De  Lorme  took  his  revenge,  and  slnit 
the  garden  of  the  Tuileries  against  him  ;  but  the  queen  took 
part  with  the  poet,  and  severely  reprimanded  the  reverend 
architect.  De  Lorme  died  in  1577.  He  published  Dix  Livres 
(T  Afchitecliire,  and  Nouvelles  InyeMions  poxir  bien  Biitir  et 
a  pelits  Fruis. 

LOUVRE,  a  turret  or  lantern  on  the  top  of  roofs,  open  to 
the  interior  of  the  building,  and  also  to  the  external  air  by 
means  of  apertures  in  the  sides.  They  were  formerly  used 
for  carrying  off  the  smoke,  when  the  hearth  was  in  the  centre 
of  the  hall  ;  probably  also  for  ventilation  in  general. 

LOZENGE,  (from  the  French.)  a  quadrilateral  figure  of 
four  equal  sides  with  oblique  angles. 

Lozenge  Moulding,  a  moulding  in  the  shape  of  a  lozenge, 
common  in  Norman  work. 

LUCULLEUM  MARMOR,  a  hard  stony  kind  of  marble, 
of  a  good  fine  black,  and  capable  of  an  elegant  polish,  but 
little  regarded  from  its  want  of  variegations.  When  fresh 
broken,  it  is  seen  to  be  full  of  small  but  very  bright  shining 
particles,  ap])earing  like  so  many  small  spangles  of  talc.  It 
had  its  name  from  the  Roman  consul  Lucullus,  who  first 
brought  it  into  use  in  that  city.  It  is  common  in  Italy,  Ger- 
many, and  France.  We  have  much  of  it  imfjoited,  and  our 
artificers  call  it  the  Numur  marble  ;  the  Spaniards  call  it 
marble  of  Bur/a. 

LUFFEU  BOARDING,  a  series  of  boards  placed  in  an 
aperture  so  as  to  admit  air  into  the  interior,  but  to  exclude 
rain.  It  is  frequently  used  in  lanterns.  A  very  celebrated 
one  is  that  upon  the  church  of  St.  Martin  t)utwich,  in  Bishops- 
gatestreet,  opposite  the  City  of  Loudon  Tavern.  The  plan 
is  circular,  and  the  apertures  four  in  number,  with  pilasters 
between  them. 

LUNE,  or  Lunula,  (ft'om  the  Latin,  luna,  the  moon,) 
the  space  between  two  unequal  arcs  of  a  circle. 

LUNETTE,  (French,)  apertures  in  a  cylindric,  cylindroi- 
dic,  or  spherical  ceiling,  the  head  of  the  aperture  being  also 
cylindric  or  cvlindroidic,  as  the  upper  lights  in  the  nave  of 
St.  Paul's  Cathedral. 

LUTIIERN,  (from  the  Latin  hicerna,  light  or  lantern,) 
a  kind  of  window  over  the  cornice  in  the  roof  of  a  building, 
standing  perpendicularly  over  the  naked  of  the  wall,  and 
serving  to  illuminate  the  upper  story. 

The  Fieneh  architects  distinguish  them  into  various 
forms,  as  square,  semicircular,  Dull's  eyes,  flat  arches,  and 
Flemish. 

LYCH-GATE,  or  Lich-Gatb,  a  covered  gate  at  the 
entrance  of  chiuch-yards,  at  which  the  bier  was  rested. 

LYING  PANELS,  those  in  which  the  fibres  of  the  -wyjd 
are  placed  horizontally. 
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MACHICOLATIONS,  openings  made  through  the  roofs 
of  portals  to  the  floor  above,  or  in  the  floors  of  projecting 
galku-ios,  for  the  purposes  of  defence,  by  pouring  through  them 
boiling  lead,  pitch,  &c.,  upon  the  enemy.  In  the  galleries 
they  are  formed  by  the  parapet,  or  breast-work,  being  sot  out 
on  corbels  beyond  the  face  of  the  wall,  the  spaces  between 
that  open  throughout  are  the  machicolations.  From  its  stri- 
king appearance,  the  corl)elIed  j)arai)et  was  frequently  used 
whci-e  machicolations  were  not  required  for  the  purposes  of 
defence,  and  the  apertures  so  called  were  omitted.  Machico- 
lations do  not  appear  to  have  been  used  earlier  than  the  end 
of  the  twelfth  century. 

MACHINE,  signifies  anything  used  to  augment  or  to  regu- 
late moving  forces  or  powers;  or  it  is  any  instrument  em- 
ployed to  produce  motion,  in  order  to  save  either  time  or 
force.  The  word  is  of  Greek  origin,  and  implies  machine, 
invention,  art ;  it  is  therefore  properly  applied  to  any  agent,  in 
which  these  are  combined,  whatever  may  be  the  strength  or 
solidity  of  the  materials  of  which  it  is  composed.  The  term 
machine  is,  however,  genei-ally  restricted  to  a  certain  class  of 
agents,  which  seem  to  hold  a  middle  place  between  the  most 
simple  tools  or  instruments,  and  the  more  conqilicated  and 
powerful  engines ;  this  distinction,  however,  has  no  place  in 
a  scientific  point  of  view;  all  such  compound  agents  being 
generally  classed  under  the  term  machines,  the  simple  parts 
of  which  they  are  compounded   being  termed  Mechanical 

POWKRS. 

Machines  are  again  classed  under  diflerent  denominations, 
according  to  the  agents  by  wdiich  they  are  put  in  motion,  the 
purposes  they  are  intended  to  efltict,  or  the  art  in  which  they 
are  employed,  as— Electric,  Hydraulic,  Pneumatic,  MiUlary, 
Arcliitectural,  ifec.,  Machines. 

The  maximum  eft'ect  of  machines,  is  the  greatest  effect 
w  hieh  can  be  produced  by  them.  In  all  machines,  working 
with  a  uniform  motion,  there  is  a  certain  velocity  and  a  cer- 
tain  load  of  resistance  that  yield  the  greatest  eifoct,  and 
which  are  therefore  more  advantageous  than  any  other. 
A  machine  may  be  so  heavily  charged,  that  the  motion 
resulting  from  the  application  of  any  given  power  will  be 
only  sufficient  to  overcome  it ;  and  if  any  motion  ensue,  it 
will  be  very  trifling,  and  the  eft'ect  small.  Again,  if  the 
machine  is  very  lighllj-  loaded,  it  may  give  great  velocity  to 
the  load  ;  but,  from  the  smallness  of  its  quantity,  the  effect 
may  still  be  very  considerable,  consequently  between  these 
two  loads  there  must  be  some  intermediate  one  that  will 
render  the  eflect  the  greatest  possible.  And  this  is  equally 
true  in  the  a]:>plicatioii  of  animal  strength,  as  in  machines, 
and  both  have  been  submitted  to  strict  mathematical  investi- 
gation, the  former  being  founded  on  numerous  experiments 
and  observations  on  the  be<t  method  of  applying  animal 
strength,  and  the  measure  of  it  when  applied  in  dilfcreut 
directions. 

MADEllNO,  CHARLES,  an  eminent  Italian  architect, 
born  at  Bissona,  in  Lonibardy,  in  155t>.  He  went  at  a  very 
early  .age  to  liome,  where  his  uncle,  Dominico  Fontana.  was 
It  tliat  time  in  full  employment  as  an  architect.  His  genius 
for  sculpture  became  manifest,  and  he  was  placed  with  an 
artist  in  that  branch  of  the  line  arts.  His  progress  in  model- 
ling was  such  as  led  his  uncle  to  confide  to  him  the  manage- 
ment of  some  buildings  then  in  hand,  which  he  executed  with 


so  much  skill,  that  he  was  advised  to  devote  himself  entirely 
to  architecture.  On  the  death  of  Sixtus  V.,  ]\laderno  was 
appointed  to  d<'sigii  and  execute  the  magnificent  tomb  for  his 
interment.  The  public  works  which  were  carried  on  under 
Clement  VIII.  were  chiefly  committed  to  the  care  of  this 
artist,  and  so  high  was  his  reputation  in  the  succeeding  pon- 
tificate, that,  on  the  succession  of  Paul  V.  in  1605,  he  was 
appointed  to  finish  the  building  of  St.  Peter's;  his  plans 
being  preferred  to  those  of  eight  competitors,  and  the  work 
was  placed  under  his  direction.  He  was  afterwards  employed 
upon  the  pontifical  palace  on  the  Quirinal  mount.  Another 
work,  for  which  he  is  celebrated,  was  the  raising  a  fine  fluted 
column  found  in  the  ruins  of  the  Temple  of  Peace,  and 
placing  it  on  a  marble  pedestal  in  the  square  of  St.  Maria 
Maggiore.  His  genius  was  by  no  means  confined  to  archi- 
tecture, he  was  sent  by  the  pope  on  a  commission  to  examine 
the  ports  of  the  Ecclesiastical  States,  and  afterwards  surveyed 
the  lake  of  Perugia,  and  surroundit^  country,  in  order  to 
divert  the  inundations  of  the  river  Chiana.  He  was  consulted 
upon  most  of  the  great  edifices  undertaken  in  his  time  in 
Fi'ance  and  Spain,  as  well  as  in  the  principal  towns  of  Italy. 
His  last  work  of  consequence  was  the  Barberini  palace  of 
Urban  VIII.,  which  he  did  not  live  to  complete.  He  died 
of  the  stone  in  16'2'J,  when  he  had  attained  to  the  age  of 
seventy-three.  He  had  seen  ten  popes,  by  most  of  whom 
he  had  been  regardi'd  with  favour. 

MAGAZINE,  Powder,  a  building  constructed  for  keeping 
large  quantities  of  powder.  These  magazines  were  formerly 
towers  erected  in  the  town-walls  ;  but  many  inconveniences 
attending  this  situation  of  them,  they  are  now  placed  in 
diflierent  parts  of  the  town.  They  were  at  first  constructed 
with  Gothic  arches ;  but  M.  Vauban,  finding  these  too  weak, 
constructed  them  in  a  semicircular  form,  of  the  following 
dimensions :  60  feet  long  within,  and  25  broad  ;  the  founda- 
tion 8  or  9  feet  thick ;  and  8  feet  high  from  the  foundation 
to  the  spring  of  the  arch ;  the  floor  about  two  feet  from  the 
ground,  to  prevent  damp ;  and  consequently  six  feet  for  the 
height  of  the  story. 

The  thinnest  part,  or  haunch  of  the  arch,  is  three  feet 
thick,  and  the  arch  made  of  four  lesser  ones  one  over  the 
other,  the  outside  of  the  whole  terminating  in  a  slope  to  form 
the  roof;  from  the  highest  part  of  the  arch  to  the  ridge  is 
eight  feet,  which  makes  the  angle  somewhat  greater  than 
ninety  degrees;  the  two  wings,  or  gable  ends,  arc  four  feet 
thick,  raised  a  little  higher  than  the  roof,  as  is  customary  in 
other  buildings :  the  foundations  are  five  feet  thick,  and  as 
deep  as  the  nature  of  the  ground  required.  The  piers, 
or  long  sides,  are  supported  by  four  counterforts,  each  six  feet 
broad,  and  four  feet  long,  and  their  interval  twelve  feet ; 
between  the  intervals  of  the  counterforts  are  air-holes,  in 
order  to  keep  the  magazine  dry,  and  free  from  dampness ;  the 
dices  of  these  air-holes  are  commonly  a  foot  and  a  half  every 
way,  and  the  vacant  round  them  three  inches,  the  insides  and 
outsides  being  in  the  same  direction.  The  dices  serve  to  pre- 
vent an  enemy  from  throwing  fire  in  to  burn  the  magazine; 
and,  for  a  farther  precaution,  it  is  necessary  to  stop  these 
holes  with  several  iron  plates,  that  have  small  holes  in  them 
like  a  skimmer,  otherwise  fire  might  be  tied  to  the  tail  of 
some  small  animal,  and  so  drive  it  in  that  way  ;  this  would 
be  no  hard  matter  to  do,  since,  where  this  precaution  had 
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been  neglected,  egg-shells  have  been  found  within,  that  have 
boon  carried  theie  by  weasels. 

To  keep  the  lloor  from  dampness,  beams  are  laid  lengtii- 
wise,  and  to  prevent  these  beams  from  being  soon  rotten, 
large  stones  aie  laid  under  them  ;  these  beams  are  eight  or 
nine  inches  square,  or  rather  ton  high  and  eight  broad,  vihich 
is  better,  and  eighteen  inches  distant  from  each  oilier;  their 
hiterval  is  filled  with  dry  sea-coal,  or  chips  of  dry  stones ; 
over  these  beams  are  others  laid  crosswise,  four  inches 
broad  and  live  high,  which  are  covered  with  two-inch 
planks. 

^I.  Belidor  would  have  brick  walls  made  under  the  floor, 
instead  of  beams,  and  a  double  floor  laid  on  the  croe^s-beams  ; 
but  the  [jlaii  above  described  is,  we  think,  preferable. 

To  give  light  to  the  magazine,  a  window  is  made  in  each 
wing,  which  is  shut  up  by  two  shutters  of  two  or  three  inches 
thick,  one  within  and  the  other  without  it ;  that  which  is  on 
the  outside  is  covered  with  an  iron  plate,  and  is  fastened 
with  bolts,  as  well  as  that  on  the  inside.  These  windows 
are  made  very  high,  for  fear  of  accidents,  and  are  opened  by 
means  of  a  ladder,  to  give  air  to  the  magazine  in  fine  dry 
weather. 

There  is  likewise  a  double  door,  made  of  strong  planks, 
the  one  opens  on  the  outside,  and  the  other  within  ;  the  out- 
side one  is  also  covered  with  an  iron  plate,  and  both  are 
locked  by  a  strong  double  lock  ;  the  store-keeper  has  the  key 
of  the  outside,  and  the  goveinoi-  that  of  the  inside :  the  door 
ought  to  face  the  south  nearly,  if  possible,  in  order  to  render 
the  magazine  as  light  as  can  be,  and  that  the  wind  blowhig 
in  may  be  dry  and  warm.  Sometimes  a  wall  of  ten  feet  high 
is  built  round  the  magazine  about  twelve  feet  distant  from  it 
to  prevent  anything  from  approaching  it  without  being  seen. 
Mr.  !Muller  has  proposed  some  alterations,  by  way  of  improve- 
ment, in  M.  Vauban's  construction. 

If  large  magazines  are  required,  the  piers  or  side  walls 
which  support  the  arch  should  be  ten  feet  thick,  seventy-two 
feet  long,  and  twenty-live  feet  high ;  the  middle  wall,  which 
supports  the  two  small  arches  of  the  ground  floor,  eight  feet 
high,  and  eighteen  inches  thick,  and  likewise  the  arches  :  the 
thickness  of  the  great  arch  should  be  three  feet  six  inches, 
and  the  counterforts,  as  well  as  the  air-holes,  the  same  as 
.  before.  Magazines  of  this  kind  should  not  be  erected  in 
fbitified  townis,  but  in  some  inland  part  of  the  country  near 
the  capital,  where  no  enemy  is  expected. 

It  has  been  observed,  that  after  the  centres  of  semicircular 
arches  are  struck,  they  settle  at  the  crown  and  rise  up  at  the 
haunches  ;  now,  as  this  shrinking  of  the  arches  must  be 
attended  with  ill  consequences,  by  breaking  the  texture  of 
the  cement  after  it  has  been  partly  dried,  and  also  by  open- 
ing the  joints  of  the  voussoirs  at  one  end.  Dr.  Hutton  pro- 
posed to  remedy  this  inconvenience,  with. regard  to  biidges, 
by  the  arch  of  equilibration  ;  and  as  the  ill  effect  is  much 
greater  in  powder  magazines,  he  also  proposed  to  find  an  arch 
of  equilibration  for  them  also;  and  to  construct  it  when  the 
span  is  twenty  feet,  the  pitch  or  height  ten,  which  are 
the  same  dimensions  as  those  of  the  semicircle,  the  inclined 
exterior  walls,  at  top,  forming  an  angle  of  113°,  and  the 
height  of  their  angular  point  above  the  top  of  the  arch  ei|ual 
to  seven  feet ;  this  curious  question  was  answered,  in  1775, 
by  the  llev.  Mr.  Wildbore,  and  the  solution  of  it  may  be 
found  in  Ilutton's  Miscellanea  Muthemutica. 

MAHUGANli,  the  beautiful  reddish-brown  coloured 
wood,  of  which  household  furniture  is  now  chiefly  made. 
It  is  a  native  of  the  warmest  parts  of  America  and  the  West 
Indies.  It  thrives  in  most  soils  in  the  tropical  climates,  but 
varies  in  texture  and  grain  according  to  the  nature  of  the 
soil.     On  rocks  it  is  of  a  smaller  size,  but  very   hard  and 


weighty,  of  a  close  grain,  and  beautifully  shaded  ;  while  the 
produce  of  the  low  and  richer  lands  is  observed  to  be  more 
light  and  porous,  of  a  paler  colour,  and  open  grain;  and  that 
of  mixed  soils,  to  hold  a  medium  of  both. 

The  mahogany-tree  is  stated  to  be  of  very  rapid  growth, 
and  makes  a  very  fine  appearance.  Its  trunk  often  exceeds 
40  feet  in  length,  and  (i  feet  in  diameter.  The  Honduras 
mahogany  is  cut  down  at  two  periods  in  the  year ;  that  is,  at 
Christmas,  and  in  the  autumn  ;  the  trees  are  cut  off  at  about 
12  feet  from  the  ground,  the  workmen  having  a  stage  to 
work  upon.  The  trunk  furnishes  wood  of  the  largest  dimen- 
sions ;  but  for  ornamental  purposes,  the  bi-anches  are  prefer- 
alile.  the  grain  in  them  being  closer  and  the  veins  more 
variigated.  Mahogany  was  first  brought  to  London  in  the 
year  17^4. 

In  a  dry  state,  mahogany  is  very  durable,  and  not  subject 
to  worms.  It  does  not  last  long  when  exposed  to  the  weather. 
It  is  a  kind  of  wood  that  would  make  excellent  timbers  for 
floors,  roofs,  &c.,  but  on  account  of  its  price  its  use  is  chiefly 
confined  to  furniture  and  doors  for  rooms,  for  which  purposes 
it  is  the  material  most  in  use.  It  is  sometimes  used  for  some 
jiarts  of  window-frames,  and  for  sashes,  but  from  its  not 
standing  the  weather  well,  it  is  not  so  fit  for  these  purposes. 
It  lias  also  been  extensively  used  in  the  framuig  of  machinery 
for  cotton-mills,  &c. 

The  variety  called  Spanish  mahogany,  is  imported  from 
Cuba,  Jamaica,  Tlispaniola,  and  some  other  of  the  West 
India  islands,  and  in  smaller  logs  than  the  Honduras.  The 
size  of  the  logs  is  in  general  about  "20  to  26  inches  square, 
and  about  10  feet  in  length.  The  Spanish  mahogany  is  close- 
grained  and  hard,  generally  of  a  darlier  colour  than  Honduras ; 
free  from  black  specks,  and  sometimes  strongly  figured  ;  and 
its  pores  appear  as  if  chalk  had  been  rubbed  into  them. 

The  Hondui'as  mahogany  is  imported  in  logs  of  a  larger 
size,  that  is,  from  2  to  4  feet  square,  and  12  or  14  feet  in 
length  ;  sometimes  planks  have  been  got  0  or  7  feet  wide. 
The  grain  of  the  Honduras  kind  is  generally  very  open,  and 
often  irregular,  with  black  or  gray  spots.  The  veins  and 
figures  are  frequently  very  fine  and  showy  ;  the  best  kind 
is  that  which  is  most  free  from  gray  specks,  and  of  a  fine 
golden  colour.  It  holds  with  glue  better  than  any  other 
wood. 

The  cohesive  force  of  a  square  inch  of  Spanish  mahogany- 
is  7560  pounds,  and  of  Honduras  mahogany  11475  pounds. 

The  weight  of  the  modulus  of  elasticity  of  mahogany,  is 
1 ,255,500  pounds,  for  a  square  inch  for  Spanish ;  and  4,593.000 
for  Honduras.  The  weight  of  a  cubic  foot  of  mahogany  is 
from  35  to  53  pounds,     llepresenting  the — 

Strength  of  oak  by  100,  thatof  Span,  maliog.  is  67  ;  of  Honduras  is  96. 

Stilftiess  of  oali  by  100, 73  ; 93. 

Toughness  of  oak  by  100 61; 99. 

MAIN  COUPLES.  See  Couples. 

;MALLET,  (from  the  Latin  malleus)  a  large  kind  of 
hammer,  made  of  w'ood,  much  used  by  artificers  who  work 
with  a  chisel,  as  stone-cutters,  masons,  carpenters,  joiners,  &c. 

JSIANSARD  ROOF.  See  Curb  Roof.  The  word  is 
derived  from  Mansart,  the  inventor. 

MANSART,  FRANCIS,  an  eminent  French  architect, 
born  at  Paris  in  1598,  was  son  of  the  king's  carpenter,  and 
received  those  instructions  which  led  him  to  eminence  as  an 
architect,  from  the  celebrated  Gautier  ;  but  for  the  high  rank 
to  whice  he  attained  in  his  profession,  he  was  indebted  to 
the  force  of  his  own  genius.  His  taste  and  judgment,  united 
with  a  fertile  imagination  and  sublime  ideas,  enabled  him  to 
equal  the  greatest  masters  in  his  plans  ;  he  was,  however,  too 
apt  to  alter  his  designs,  and  even,  in  aiming  at  perfection,  to 
demolish  what  was  already  not  only  well  done,  but  scarcely 


to  be  surpassed.  This  chiiraeter  was  the  means  of  prevent- 
ing iiini  liie  honour  of  finishing  the  line  abbey  of  Vai-de- 
Graoe,  founded  by  Anne  of  Austria,  which  he  had  com- 
menced in  1C45,  and  which,  when  raised  to  the  first  story, 
the  queen  put  into  other  hands,  to  prevent  its  destruction  by 
him  who  had  reared  it.  lie  was  employed  l)y  the  president 
Longueil  to  ijuild  his  great  Chateau  des  !Maisons,  near  St. 
Germain's ;  and,  when  a  considerable  part  of  it  was  erected, 
he  pulled  it  down  again,  without  acquainting  the  master  with 
his  intentions.  After  this,  it  is  to  his  credit,  that  he  finished 
it  in  a  very  noble  style,  and  it  is  reckoned  one  of  the  finest 
architectural  monuments  of  that  age.  A  better  idea  cannot 
be  given  of  his  character  than  this  :  Colbert  applied  to  him 
for  a  design  of  the  principal  front  of  the  Louvre,  and  Man- 
sart  produced  many  sketches  of  groat  beauty,  but  when  told 
he  must  fix  upon  one  to  be  invariably  followed,  if  approved, 
he  declined  tlie  business.  His  last  work  was  the  portal  of 
the  ilinims  in  the  Place  Royale;  heUied  in  IGGO,  at  the  age 
of  si.\ty-nine.  lie  is  known  as  the  inventor  of  a  particular 
kiiKl  of  roof,  called  the  inaiisarde.  lie  had  a  nephew,  Jules- 
Ilardouin,  who  was  also  eminent  in  his  profession  as  an 
architect,  and  was  educated  by  his  uuclc.  He  became  a 
favourite  of  Louis  XIV.,  and  was  enabled,  under  his  patron- 
age, to  realize  a  large  fortune.  Some  of  liis  principal  works 
were  tiie  Chateau  dc  Clugny,  the  palace  of  ^'e^sailles,  the 
house  of  St.  Cyr,  the  gallery  of  the  Palais  Royal,  the  places 
of  Louis-lc  Grand  and  des  Victoires,  and  tiie  dome  and 
fiui;,hing  of  the  Invalides.  He  died  suddenly  at  Marly,  in 
the  year  1708. 

MANSION,  (from  the  Latin  mansio,  an  inn)  a  dwelling- 
house,  or  habitation,  especially  in  the  country.  Among  the 
ancient  IJomans,  mansio  was  a  pkice  appointed  for  the  lodging 
of  the  princes,  or  soldiers,  in  their  journey  ;  and  in  this  sense 
we  read  primam  mansionem,  Jkc.  It  is  with  us  most  com- 
monly used  for  the  lord's  chief  dwelling-house  within  his  fee, 
otherwise  called  the  capital  messuage,  or  manor-place :  and 
mansion-house  is  taken  in  law  for  any  house  or  dwelling  of 
another,  in  case  of  committing,  burglarv,  &c. 

MANTLE-TllEE,  or  Mantel-tkee,  (from  the  Welsh) 
the  lower  part  of  the  breast  of  a  chimney  ;  formerly  con- 
sisting of  a  piece  of  timber,  laid  across  the  jambs,  for  sup- 
porting tiic  breastwork ;  but,  by  a  late  act  of  parliament, 
chimney-breasts  are  not  to  be  supported  by  a  wooden  mantle- 
tree,  or  turning  piece,  but  by  an  iron  bar,  or  brick  or  stone 
arch. 

MARBLE,  a  variety  of  lime-stone,  of  so  compact  a  texture 
as  to  admit  of  a  beautiful  polish.  The  different  kinds  of 
marble  are  infinite,  therefore  any  attempt  to  describe  them 
in  detail  would  necessarily  occupy  much  more  space  than  we 
can  allow  to  this  article  :  they  all  agree  in  being  o])aque, 
excepting  the  white,  which  becomes  transparent  when  cut 
into  thin  pieces.  In  the  Borghese  palace,  at  Rome,  are  some 
specimens  of  marble  exquisitely  white,  so  flexible,  that  if 
poised  horizontally  on  any  resisting  body  placed  on  a  piano, 
a  salient  curve  will  be  formed  l)y  the  two  enils  touching  the 
plane.  A  similar  property  is  acquired  in  a  small  degree  by 
statuary  marbles  exposed  to  the  action  of  the  sun,  which  no 
doubt  weakens  the  adhesion  of  the  particles.  It  is  this  which 
frcijuently  occasions  the  exfoliation  of  projecting  parts,  and 
the  artist  would  do  well  to  ascertain,  by  experiments,  the  kind 
of  niarble  that  has  the  least  tendency  to  this  desiccation. 

The  greater  part  of  the  quarries,  which  supplied  the 
ancients  with  marble,  are  entirely  unknown  ;  in  the  Napoleon 
Museum  are  preserved  the  most  exquisite  specimens  of  many 
of  them,  the  grand  repositories  of  which  are  coHsigned  to 
oblivion,  unless  chance  should  guide  some  penetrating  eye 
to  their  dark  recesses. 


Da  Costa,  in  his  "  Natural  History  of  Fossils,"  gives  a 
large  catalogue  of  marbles,  disposed  in  a  methodical  order, 
which  we  shall  follow  in  the  following  brief  notices  of  fhis 
extensive  subject : — 

Division  I. — Marbles  of  one  plain  colour. 

Section  1.— Black  marbles.  Most  of  these  contain  bitu- 
men, and  are  ftid  when  bruised. 

Examples. — The  Namur  Marble,  the  marble  of  Ashford 
in  Derbyshire,  Dent  in  Yorkshire,  near  CrickhowoU,  Tenby, 
Kilkeimy,  &c.  The  marble,  anciently  called  Marmor  Lucul- 
leum,  and  now  Nero  Antioo. 

Section  2. — White  Marljles. 

JExamples. — The  marble  of  Poros,  in  which  the  Laocoon 
and  Antiaous  are  executed  ;  the  Carrara  marble,  of  finer 
grain,  much  used  in  modern  sculpture  ;  the  Skye  marble, 
noticed  by  Dr.  MacCulloch ;  that  of  Inverary,  Assyut,  Blair 
Athol,  &c. 

Section  3. — Ash  and  gray  marbles. 

Examples. — A  beautiful  marble,  of  compact  oolitic  tex- 
ture, at  Orelton,  near  the  Clee  Hills,  in  Shropshire,  deserves 
mention. 

Section  4. — Ri'own  and  red  marbles. 

Examples. — The  Rosso  Antico,  a  rival  to  which,  at  least 
in  colour,  has  been  found  on  the  estate  of  the  Duke  of 
Devonshire,  near  Buxton.  The  mottled  brown  marble  of 
Beetham  Fell,  near  Milnthorp,  is  of  good  quality. 

Section  5. — Yellow  marbles. 

Example. — The  Giallo  Antico.  Siena  marble,  also  dug 
at  Mafra,  near  Lisbon.  That  used  in  ancient  Rome  is  said 
to  be  from  Numidia. 

Section  6. — Blue  marbles. 

Example. — Near  St.  Pons,  in  Languedoc. 

Section  1. — Green  marbles.  , 

Example. — The  Marmor  Lacedsemonicum  of  Pliny.  It  is 
dug  near  Verona. 

Division  II. — Marbles  of  tioo  colours. 

Sectimi  I. — Black  marbles,  variegated  with  other  colours. 

Example. — Near  Ashburton,  in  Devonshire  ;  Torbay,  in 
the  same  county ;  Bianco,  or  Nero  Antico,  the  African 
Breccia  of  the  ancients  ;  Giallo  e  Nero  Antico. 

Section  2. — -White  marbles,  variegated  with  other  colours. 

Evample. — Marble  iniported  from  Italy,     ilarbles  of  this  ■ 
general  character  occur  in  Siberia ;  at  Plymouth  ;  at  Killar- 
ney  ;  in  Sweden,  &c. 

Section  3. — Ash  and  gray  marble,  variegated  with  other 
colours.  These  are  very  numerous,  and  occur  in  various 
parts  of  Europe. 

Section  4. — Brown  and  red  marbles,  variegated  with  other 
colours. 

Section  5. — Y'ellow  marbles,  variegated  with  other  colours. 

Section  G. — Green  marbles,  variegated  with  other  colours. 

Example. — Egyptian  marbles.     The    Marmor   Tiberium 

and  Angustum  of  Pliny  ;  some  Verde  Antico,  as  that  dug 

near  Susa,  in  Piedmont ;  the  beautiful  marble  of  Anglesey 

(callcil  Mona  marble);  the  marble  of  Kolmerden,  in  S'weden. 

Division  III. — Marbles  varier/ated  with  many  colours. 

E.mmple. — Some  of  the  Plymouth  marl)le  ;  the  beautiful 
broeatello,  or  brocade  marble,  of  Italy  and  Spain. 
Marbles    containing    shells,  corals,    and    other    extraneous 
bodies. 

In  this  division  of  marbles,  the  British  islands  are  rich. 
Some  of  the  Plymouth,  Ashbrirtou,  and  other  Devonian 
limestones,  are  extremely  beautiful,  from  the  abundance  of 
fine  corals  exquisitely  preserved  in  them ;  the  erinoidal 
marbles  of  Flintshire',  Derbyshire,  and  Garsdale  in  Yorkshire, 
are  elegant  examples  of  the  carboniferous  limestone;  the 
shell   marbles   of  Ranee,  Northamptonshire,  Buckingham, 
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Whichwood  Forest,  Stamford,  Yeovil,  may  be  noticed  from 
tiie  oolitic  rocks;  that  of  Petworth  and  Purbeck,  from  the 
Wuuldou  strata,  has  been  extensively  used  by  the  architects 
of  the  middle  ages.  In  general,  the  working  of  the  English 
marbles  is  costly,  and  thoir  use  limited. 

Marule,  Polislung  of.  The  ait  of  cutting  and  polishing 
marble  was,  of  course,  known  to  the  ancients,  whose  mode  of 
proceeding  appears  to  have  been  nearly  the  same  with  lliat 
employed  at  present;  except,  perhaps,  that  they  were  unae- 
tjuainled  with  those  superior  mechanical  means  which  now 
greatly  facilitate  the  labour,  and  diminish  the  expense  of  the 
articles  thus  produced. 

An  essential  part  of  the  art  of  polishing  marljle  is  the 
choice  of  substiinces  by  which  the  prominent  paits  are  to  be 
removed.  The  first  substance  should  be  the  sharpest  sand, 
so  as  to  cut  as  fast  as  possible,  and  this  is  to  be  used  till  the 
surface  becomes  perfectly  flat.  After  this  the  surface  is 
rubbed  with  a  finer  sand,  and  frequently  with  a  third.  The 
next  substance  after  the  finest  sand  is  emery,  of  dilTeient 
degrees  in  fineness.  This  is  followed  by  the  red  powder 
called  tripoli,  which  owes  its  cutting  quality  to  the  oxide  of 
iron  it  contains.  Common  ironstone,  powdered  and  levigated, 
answers  the  purpose  very  well.  This  last  substance  gives  a 
tolerably  fine  polish.  This,  however,  is  not  deemed  suffi- 
cient. The  last  polish  is  given  w^ith  putty.  After  the  first 
process,  which  merely  takes  away  the  inequalities  of  the 
surfiice,  the  sand  employed  for  preparing  it  for  the  emery 
should  be  chosen  of  a  uniform  quality.  If  it  abounds  with 
some  particles  harder  than  the  rest,  the  surface  will  be  liable 
to  be  scratched  so  deep  as  not  to  be  removed  by  the  emery. 
In  order  to  get  the  sand  of  uniform  quality,  it  should  be 
levigated  and  washed.  The  hard  jiarticles,  being  generally 
of  a  different  specific  gravity  to  the  rest,  may  by  this  means 
be  separated.  This  method  will  be  found  much  superior  to 
that  of  sifting.  The  substance  by  which  the  sand  is  rubbed 
upon  the  maibic  is  generally  an  iron  plate,  especially  for  the 
first  process.  A  plate  of  an  alloy  of  lead  and  tin  is  better 
for  the  succeeding  processes,  with  the  fine  sand  and  emery. 
Tlie  rubbers  used  for  the  polishing,  or  last  process,  are 
of  coarse  linen  cloths,  such  as  hop-bagging,  wedged  tight 
into  an  iron  plane.  In  all  these  processes,  a  constant  supply 
of  small  quantities  of  water  is  absolutely  necessary. 

The  sawing  of  marble  is  performed  on  the  same  principle 
as  the  first  process  of  polishing.  The  saw  is  of  soft  iron, 
and  is  continually  supplied  with  water  and  the  sharpest  sand. 
The  sawing,  as  well  as  the  polishing  of  small  pieces,  is  per- 
formed by  hand.  The  large  articles,  such  as  chimney-pieces 
and  lai'ge  slabs,  are  manufactured  by  means  of  machinery, 
working  by  water  or  steam. 

Several  patents  have  been  taken  out  for  sawing  and 
polishing  marble.  In  1822,  Sir  James  Jelf  patented  a  com- 
bination of  machinery  for  cutting  any  description  of  parallel 
mouldings  upon  marble  slabs,  for  ornamental  purposes ;  in 
which  tools,  supplied  with  sand  and  water,  are  made  to 
traverse  to  and  fro.  Mr.  Tullock  obtained  a  patent,  in  1824, 
for  improvements  in  machinery  for  sawing  and  grooving 
marble ;  and  in  1829,  Mr.  Gibbs,  also,  for  an  invention  for 
working  ornamental  devices  in  marble. 

MARGIN  (from  the  Latin  manjo)  of  a  door  or  shutter, 
the  surface  surrounding  the  fi'ame  between  the  mouldinj;  and 
the  extreme  arris  which  terminates  the  face. 

MARQUETRY  (from  the  French),  inlaid  work  ;  a  curious 
kind  of  work,  composed  of  pieces  of  hard  fine  wood,  of 
dirterent  colours,  fastened  in  thin  slices  on  a  ground,  and 
sometimes  enriched  with  other  matters,  as  tortoise-shell, 
ivory,  tin,  and  brass. 

There  is  another  kind  of  marquetry  made,  instead  of  wood, 
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of  glasses  of  various  colours ;  and  a  third,  where  nothing  but 
precious  stones  and  the  richest  marbles  are  used  ;  but  these 
are  more  properly  called  mosaic  work.  The  art  of  inlaying 
is  very  ancient,  and  is  sup[iosed  to  have  passed  from  the  east 
to  the  west,  among  the  spoils  brought  by  the  Romans  from 
Asia.  Indeed,  it  was  then  but  a  simple  thing  ;  nor  did  it 
arrive  at  any  tolerable  perfection  till  the  fifteenth  century, 
among  the  Italians.  It  seems  finally  to  have  arrived  at  its 
height  in  the  seventeenth  century,  among  the  French. 

MAS(JNRY,  the  ait  of  preparing  stones,  so  as  to  tooth  or 
indent  them  into  each  other,  and  form  regular  surfaces, 
either  for  shelter,  convenience,  or  defence:  as  the  habitations 
of  men,  animals,  the  protection  and  shelter  of  goods,  &c. 

The  chief  stone  used  in  London  is  Portland,  which  comes 
from  the  island  of  Portland,  in  Dorsetshire.  It  is  used  for 
public  edifices,  not  only  in  ornaments,  mouldings,  and  strings, 
but  in  all  the  exterior  parts.  In  private  buildings,  where 
brickwork  predominates,  it  is  used  in  strings,  window-sills, 
balusters,  steps,  copings,  &c.  It  must  be  observed,  however, 
that  under  a  great  pressure  it  is  apt  to  splinter  or  flush  at  the 
joints,  and  for  this  reason  the  joints  cannot  be  made  so  close 
as  many  other  kinds  of  stones  will  admit  of.  When  it  is 
recently  quarried  it  is  soft,  and  works  easily,  but  acquires 
great  hardness  in  length  of  time.  The  cathedral  of  St.  Paul, 
Westminster-bridge,  and  almost  every  public  edifice  in 
London,  are  constructed  wholly,  or  in  part,  of  Portland 
stone. 

Purbeck  stone  comes  from  the  island  of  Purbeck,  in  Dor- 
setshire also.  It  is  mostly  employed  in  rough  work,  as  steps 
and  paving. 

Yorkshire  stone  is  also  used  where  strength  and  durability 
are  requisite,  as  in  paving  and  coping.  Ryegate  stone  is  used 
for  hearths,  slabs,  and  copings. 

In  Edinburgh,  a  very  fine  stone,  called  Craigleith,  brought 
from  a  village  of  the  same  name,  in  the  neighbourhood  of 
that  city,  is  most  commonly  used  in  the  construction  of 
edifices.  They  have  also  very  good  "stone  from  the  Hails 
quarry,  but  rather  inferior  in  point  of  colour. 

The  Craigleith  quarry  produces  two  kinds  of  rock,  one  of  a 
fine  cream  or  buff  colour,  called  the  liver  rock,  which  is 
almost  unchangeable,  even  though  exposed  in  a  building  to 
the  weather. 

The  city  of  Glasgow  is  built  of  various  kinds  of  stone,  the 
best  of  which  are  the  Possel  and  the  Lord  President's  quarry  ; 
most  other  kinds  are  not  only  perishable,  but  liable  to  change 
their  colour. 

In  the  north  of  England,  stone  fit  for  hewn  work  is  chiefly 
of  a  reddish  colour.  There  is  a  very  good  white  stone,  how- 
ever, in  the  vicinity  of  Liverpool,  of  which  several  of  the 
public  buildings  are  constructed. 

All  the  stone  fit  to  be  squared,  or  squared  and  rubbed 
smooth,  for  the  use  of  building,  is  mostly  composed  of  sand. 
The  stone  used  for  the  same  purposes  in  the  south  of  England 
is,  in  some  parts,  entirely  chalk,  and  in  other  parts  limestone. 
The  Bath  and  Oxfordshire  stone  has  so  little  grit  in  its  tex- 
ture, as  to  be  wrought  into  mouldings  with  planes,  as  in 
joinery,  and  the  surfaces  are  finished  with  an  instrument 
called  a  draff. 

Marbles,  with  regard  to  their  contexture  and  variegation 
of  colour,  are  almost  of  infinite  variety  :  some  are  black, 
some  white,  some  of  a  dove  colour,  and  others  beautifully 
variegated  with  every  kind  of  rich  colour.  The  best  kind  of 
white  marble  is  that  called  statuary,  which,  when  cut  into 
thin  slices,  becomes  almost  transparent,  a  property  the  others 
do  not  possess.  The  texture  of  marble,  with  regard  to  work- 
ing, is  not  generally  understood,  even  by  the  best  workmen, 
though    upon    sight   they  frequently  know  whether  it   will 


receive  a  polish  or  not.  Some  marbles  are  easily  wrought, 
some  are  very  hard,  and  other  kinds  resist  the  tools  alto^ 
gother. 

Mortar  is  another  principal  material  used  in  cementing  the 
stones  of  a  building.  The  reader  who  wishes  to  obtain  a  full 
knowledge  of  this  clepaitment  of  masonry,  may  consult  the 
articles  Cement,  Mobtar. 

Wherever  it  is  intended  to  build  upon,  the  ground  must  be 
tried  with  an  iron  crow,  or  with  a  hammer :  if  found  to  shake, 
it  nuist  be  pierced  with  a  borer,  such  as  is  used  by  well-dig- 
gers; and  if  the  ground  generally  prove  to  be  firm,  the  loose 
or  soft  parts,  if  not  very  deep,  must  be  excavated  until  a  solid 
bed  appears. 

If  tlie  ground  prove  soft  in  several  places  to  a  great  depth 
under  apertures,  and  firm  upon  the  site  of  the  piers,  inverted 
arches  must  be  turned  under  the  apertures,  so  that  if  the 
foundation  sink,  the  arches  may  resist  the  re-action  of  the 
ground  :  and  then  the  whole  wall  will  sink  uniforndy,  or 
descend  in  one  body.  And  even  where  the  ground  is  of  a 
uniform  texture,  it  is  always  eligible  to  turn  inverted  arches 
under  apertures,  wherever  there  is  a  yrnrt  of  a  wall  carried  up 
from  the  foundation  to  the  sill  of  that  aperture  :  it  is  from 
neglect  in  this  circumstance,  that  the  sills  of  windows  in  the 
ground-stories  of  buildings  arc  frequently  broken;  indeed  it 
is  seldom  or  never  otherwise. 

Arches  adequate  to  this  purpose  should  rather  be  of  a  para- 
bolic form  than  circular,  the  figure  of  the  parabola  being 
better  adapted  to  preserve  an  equilibrium  than  the  arc  of  a 
cirele,  which  is  of  uniform  curvature.  If  unfortunately  the  soft 
])aits  of  the  ground  prove  to  be  the  site  of  the  piers,  and, 
consequently,  the  hard  places  under  the  apertures,  piers  shou  Id 
be  built  under  the  apertures,  and  arches  suspended  between 
the  piers,  with  their  concave  side  towards  the  trcneh,  as 
usual. 

The  use  of  concrete  has,  however,  made  a  great  change  in 
the  art  of  preparing  foundations,  the  general  practice  now 
being  to  excavate  the  trenches  for  the  footings  of  the  walls, 
and   put  in  a  bed  of  concrete,  on  which  is  laid  the  masonry. 

For  more  information  upon  this  subject,  see  the  articles 
Foundation,  Concrete. 

In  walling,  the  bedding  joints  have  most  commonly  an  hori- 
zontal position  in  the  face  of  the  work,  and  this  disposition 
ought  always  to  take  place  when  the  top  of  the  wall  termi- 
nates in  an  horizontal  plane  or  line.  In  bridge  building,  and 
in  the  masonry  offence-walls  upon  inclined  surfaces,  the  bed- 
ding-joints on  the  face  sometimes  follow  the  upper  surface 
of  the  wall  or  terminating  line. 

The  footings  of  stone-walls  ought  to  be  constructed  of  large 
stones,  which,  if  not  naturally  nearly  square,  should  be  reduced 
by  the  hammer  to  that  form,  and  to  an  equal  thickness  in  the 
same  course  ;  for  if  the  beds  of  the  stones  in  the  foundation 
taper,  the  superstructure  will  lie  apt  to  give  way,  by  I'cstiiig 
upon  mere  angles  or  points  with  inclined  beds  instead  of 
horizontal.  All  the  vertical  joints  of  any  upper  course 
should  break  joint,  that  is,  they  should  fall  upon  the  solid 
part  of  the  stones  in  the  lower  course,  and  not  upon  the 
joints. 

When  the  walls  of  the  superstructure  are  thin,  the  stones 
which  compose  the  foundation  may  be  so  disposed,  that  their 
length  may  reach  across  each  course,  from  one  side  of  the 
wall  to  the  other.  In  thicker  walls,  where  the  difficulty  is 
greater  in  procuring  stones  of  sufficient  length  to  reach  across 
the  foundation,  every  second  stone  in  the  course  m.ay  be  a 
whole  stone  in  the  breadth,  and  each  interval  may  consist  of 
two  stones  of  equal  breadth,  that  is,  placing  header  and 
Qtretcher  alternately.  But  when  those  stones  cannot  be  had 
conveniently,  from  one  side  of  the  wall,  lay  a  header  and 


stretcher  alternately,  and  from  the  other  side   lay   another 

series  of  stone  in  the  same  manner,  so  that  the  length  of 
each  header  may  be  two-thirds,  and  the  breadth  of  each 
stretcher  one-third  of  the  breadth  of  the  wall,  and  so  that 
the  back  of  each  header  may  come  in  contact  with  the  back 
of  an  opposite  stretcher,  and  the  side  of  that  header  come  in 
contact  with  the  side  of  the  header  adjoining  the  said  stretcher. 
In  broad  foundations,  where  stones  cannot  be  procured  for  a 
length  equal  to  two-thirds  of  the  breadth  of  the  foundation, 
build  the  work  so  that  the  upright  joints  of  any  course  may 
fall  on  the  middle  of  the  length  of  the  stones  in  the  course 
below,  and  so  that  the  backs  of  each  stone  in  any  course 
may  fall  upon  the  solid  of  a  stone  or  stones  in  the 
course  below. 

The  foundation  should  consist  of  several  courses,  of  which 
each  superior  course  should  be  of  less  breadth  than  the  infe- 
rior one,  say  four  inches  on  each  side  in  ordinary  cases,  and 
tlie  upper  course  project  four  inches  on  each  side  of  the  wall. 
The  number  of  courses  must  be  regulated  by  the  weight  of 
the  wall,  and  by  the  size  of  the  stones  of  which  the  founda- 
tion consists. 

A  wall,  which  is  built  of  unhewn  stone,  is  called  a  rubhlr- 
watl,  whether  with  or  without  mortal".  Rubble  work  is  of 
two  kinds,  coursed  and  uncoursed.  Coursed  rubble  is  that 
of  which  the  stones  are  gauged  and  dressed  by  the  hammer, 
and  thrown  into  different  heaps,  each  heap  containing  stones 
of  the  same  thickness;  then  the  masonry  is  laid  in  courses 
or  horizontal  rows,  which  may  be  of  different  thicknesses. 
The  uncoiu'sed  rubble  is  that  where  the  stones  are  laid  pro- 
miscuously in  the  wall,  without  any  attention  to  placing  them 
in  rows.  The  only  preparation  which  the  stones  undergo,  is 
that  of  knocking  oft'  the  sharp  angles  with  the  thick  end  of 
the  scabbling  hammer. 

Walls  arc  most  commonly  built  with  an  ashlar  facing,  and 
backed  with  brick  or  rubble  work.  Brick  backings  are  com- 
mon in  London,  where  brick  is  cheaper ;  and  stone  backing 
in  the  north  of  England  and  in  Scotland,  wdiere  stone  is  plen- 
tiful. Walls  faced  with  ashlar,  and  backed  with  brick  or 
uncoursed  rubble,  are  liable  to  become  convex  on  the  outside 
from  the  greater  number  of  joints,  and  from  the  greater 
(juantity  of  mortar  placed  in  each  joint,  as  the  shrinking  of 
the  mortar  will  be  in  proportion  to  the  quantity  ;  and  there- 
fore a  wall  of  this  description  is  much  inferior  to  one  of  which 
the  facing  and  backing  are  of  the  same  kind,  and  built  with 
equal  care,  even  though  both  sides  were  uncoursed  rubble, 
which  is  the  worst  of  all  walling.  Where  the  outside  of  a 
wall  is  an  ashlar  facing,  and  the  inside  coursed  rubble,  the 
courses  of  the  backing  should  be  as  high  as  jjo.ssible,  and  set 
with  thin  beds  of  mortar.  In  Scotland,  where  stone  abounds, 
and  where  ])erhaps  as  good  ashlar  ficings  ai'c  constructed  as 
any  in  Great  Britain,  the  backing  of  their  walls  most  com- 
monly consists  of  uncoui'sed  rubble,  b\iilt  with  very  little  care. 
In  the  north  of  England,  where  the  ashlar  facings  of  walls 
are  done  with  less  neatness,  they  are  much  more  particular 
in  the  coursing  of  their  backings.  Coursed  rubble  and  brick 
backings  are  favourable  for  the  insert'  n  of  bond  timbers: 
but  in  good  masonry,  wooden  bonds  snould  never  be  in  con- 
tinued lengths,  as  in  ease  of  fire  or  rot,  the  wood  will  perish, 
and  the  masonry,  being  reduced  by  the  breadth  of  the  tim 
ber,  will  be  liable  to  bend  at  the  place  where  it  is  inserted. 
When  it  isnecessary  to  have  wall  timber  for  the  fastening  of 
battens  for  lath  and  plaster,  the  pieces  of  timber  ought  to  be 
built  with  the  fibres  of  the  wood  perpendicular  to  the  surf  ice 
of  the  wall,  or  otherwise  in  unconnected  short  pieces,  not 
exceeding  nine  inches  in  length. 

In  an  ashlar  facing,  the  stones  generally  run  from  twenty- 
eight  to  thiity  inches  in  length,  twelve  inches  in  height,  and 


eight  01'  nine  inches  in  thickness.  Although  both  the  upper 
and  lower  beds  of  an  ashlar,  as  well  as  the  vertical  joints, 
should  be  at  right  angles  to  the  face  of  the  stone,  and  the 
face-bed  and  vertical  joints  at  right  angles  to  the  beds  in  an 
ashlar  ficing,  where  the  stones  run  nearly  of  the  same  thick- 
ness, it  is  of  some  advantage,  in  respect  of  bond,  that  the 
back  of  the  stone  be  inclined  to  the  face,  and  that  all  the 
backs  thus  inclined  should  run  in  the  same  direction,  as  this 
gives  a  small  degree  of  lap  in  the  setting  of  the  next  course  ; 
whereas,  if  the  backs  were  parallel  to  the  front,  there  could 
be  no  lap  wliere  the  stones  run  of  an  eijual  depth  in  the 
thickness  of  the  wall.  It  is  of  some  advantage  likewise  to 
select  the  -stones,  so  that  a  thicker  one  and  a  thinner  one 
may  follow  each  other  alternately.  The  disposition  of 
the  stone  in  the  next  superior  course  should  follow  the 
same  order  as  in  the  inferior  course,  and  every  vertical 
joint  should  fall  as  nearly  as  possible  in  the  middle  of  the 
stone  below. 

hi  every  course  of  ashlar  facing,  with  brick  or  rubble  back- 
ing, thorough-stones,  (as  they  are  technically  termed,)  should 
be  introduced,  and  their  number  should  be  proportioned  to 
the  length  of  the  course,  and  every  such  stone  of  a  superior 
course  should  fall  in  the  middle  of  every  two  similar  stones 
in  the  course  below ;  this  .disposition  of  bonds  should  be 
strictly  attended  to  in  all  long  courses.  Some  wallers,  in 
order  to  show  or  demonstrate  that  they  have  introduced  sufti- 
cient  bonds  in  their  work,  choose  their  bond-stones  of  greater 
length  than  the  thickness  of  the  wall,  and  knock  or  cut  off 
their  ends  afterwards.  This  method  is  far  from  being  eligi- 
ble, as  the  wall  is  not  only  liable  to  be  shaken  by  the  force 
applied  to  break  the  end  of  the  stone,  but  the  stone  itself  is 
apt  to  be  split. 

In  every  pier  where  the  jambs  are  coursed  with  the  ashlar 
hi  front,  every  alternate  jamb-stone  ought  to  go  through  the 
wall,  with  its  beds  perfectly  level.  If  the  jamb-stones  are  of 
one  entire  height,  as  is  frequently  the  case  when  architraves 
are  wrought  upon  them,  and  upon  the  lintel  crowning  them, 
in  the  stones  at  the  ends  of  the  courses  of  the  pier  which  are 
to  adjuin  the  architrave  jamb,  every  alternate  stone  ought  to 
be  a  thorough-stone;  and  if  the  piers  between  the  apertures 
be  very  narrow,  no  other  bond-stones  will  be  necessary  in 
such  short  courses.  But  where  the  piers  are  wide,  the 
number  of  bond-stones  must  be  proportioned  to  the  space ; 
thorough-stones  must  be  particularly  attended  to  in  the  long 
courses  below  and  above  windows. 

Bond-stones  should  have  their  sides  parallel,  and  of  course 
be  perpendicular  to  each  other,  and  their  horizontal  dimen- 
sion in  the  face  of  the  work  should  never  be  less  than  the 
vertical  one.  All  the  vertical  joints,  after  receding  about 
three  quarters  of  an  inch  from  the  face  with  a  close  joint, 
should  widen  gradually  to  the  back,  and  thereby  form  hollow 
wedge-like  figures  for  the  reception  of  mortar  and  packing. 
The  adjoining  stones  should  have  their  beds  and  vertical 
joints  filled  with  oil  putty  from  the  face  to  about  three-quarters 
of  an  inch  inwards,  and  the  remaining  part  of  the  lieds  with 
well-prepared  mortar.  Putty  cement  will  stand  longer  than 
mo!it  stones,  and  will  even  remain  prominent  when  the  stone 
itself  is  in  a  state  of  dilapidation  from  the  influence  of  the 
corroding  power  of  the  atmosphere.  It  is  true  that  in  all 
newly-built  walls  cemented  with  oil  putty,  the  fii'st  appear- 
ance of  the  ashlar  work  is  rather  unsightly,  owing  to  the  oil 
of  the  putty  disseminating  itself  into  the  adjoining  stones, 
which  makes  the  joints  appear  dirty  and  irregular:  but  this 
disagreeable  effect  is  soon  removed ;  and  if  care  has  been 
taken  to  make  the  colour  of  the  putly  suitable  to  that  of  the 
stone,  the  joints  will  hardly  appear,  and  the  whole  work  will 
seem  as  if  one  piece.     This  is  the  practice  in  Glasgow,  but  in 


London  and  in  Edinburgh  fine  water  putty  is  used  instead 
of  it. 

All  the  stones  of  an  ashlar  facing  should  be  laid  on  their 
natural  beds.  From  a  neglect  of  this  precaution,  the  stones 
frequently  flush  at  the  joints,  and  this  disposition  of  the 
lamina;  sooner  admits  the  corrosive  power  of  the  atmosphere 
to  take  efiect. 

In  building  walls  or  insulated  pillars  of  very  small  horizon- 
tal dimensiuns,  every  stone  should  have  its  bed  level,  and 
without  any  concavity  in  the  middle  ;  because  if  the  beds  are 
concave,  when  the  pillars  begin  to  sustain  the  weight  of  the 
fabric,  the  joints  will  in  all  probability  flush.  It  ought  like- 
wise to  be  observed,  that  every  course  of  masonry  of  such 
piers  ought  to  consist  of  one  stone. 

An  arch,  in  masonry,  is  a  part  of  a  building  suspended 
over  a  given  plan,  supported  only  at  the  extremities,  and 
concave  towards  the  plan. 

The  supports  of  an  arch  are  called  the  spring  walls. 

The  whole  of  the  under  surface  of  the  arch  opposite  to  the 
plan  is  called  the  intrados  of  the  arch ;  and  the  upper  surface 
is  called  the  extrados. 

The  boundary  line  or  lines  of  the  intrados  or  those  com- 
mon to  the  supports  and  the  intrados,  are  called  the  springing 
lines  of  the  arch. 

A  line  extending  from  any  point  in  the  springing  line  on 
one  side  of  the  arch,  to  the  springing  line  on  the  opposite  side 
of  the  arch,  is  called  the  chord  or  span  of  the  arch. 

If  a  vertical  plane  be  supposed  to  be  contained  by  the  span 
and  the  intrados  of  the  arch,  it  is  called  the  section  of  the  hol- 
low of  the  arch. 

The  vetrical  line  drawn  on  the  section  from  the  middle  of 
the  spanning  line  to  the  intrados,  is  called  the  height  of  the 
arch,  as  also  the  middle  line  of  the  arch;  and  the  part  of  the 
arch  at  the  upper  extremity  of  this  line  is  called  the  crown, 
of  the  arch. 

Each  of  the  curved  parts  on  the  top  of  the  section,  between 
the  crown  and  either  extremity  of  the  spanning  line,  is  called 
the  haunches  or  flanks  of  the  arch. 

The  section  of  almost  every  given  arch  used  in  building 
has  the  following  properties  :  the  upper  part  is  one  continued 
curve,  concave  towards  the  span,  or  two  curves  forming  an 
interior  angle  at  the  crown,  both  concave  towards  the  span- 
ning line.  Every  two  vertical  lines  on  the  section  equi- 
distant from  each  extremity,  and  parallel  to  the  middle  line, 
are  equal. 

The  foregoing  definitions  and  propositions  not  only  apply 
to  arches  with  level  bases,  but  also  to  arches  which  stand 
upon  inclined  bases. 

When  the  base  of  the  section  or  spanning  line  is  parallel 
to  the  horizon,  the  section  will  consist  of  two  equal  and 
similar  parts,  so  that  if  one  were  conceived  to  be  folded  upon 
the  other,  the  boundaries  of  both  would  coincide. 

Arches,  whose  intrados  is  the  surface  of  a  geometrical 
solid  that  would  fill  the  void,  are  variously  named,  according 
to  the  figure  of  the  section  of  that  solid  perpendicular  to  the 
axis,  as  circular,  elliptical,  cycloidal,  catenarian,  paraboli- 
cal, &c. 

Arches  of  the  circular  kind  have  two  distinctions,  viz.,  the 
semicircular,  and  those  of  segments  less  than  a  semicircle ; 
the  latter  are  called  scheme  or  skene  arches. 

There  are  also  poi7iied,  composite,  lancet,  or  Gothic  arches, 
which  are  formed  in  the  face  of  the  wall,  or  in  sections 
parallel  thereto,  with  the  intrados  of  the  arch. 

When  the  extremities  of  an  arch  rise  from  supports  at 
unequal  heights,  it  is  called  a  ran^pant  arch. 

When  vertical  lines  are  drawn  upwards,  through  each 
extremity  of  the  spanning  line,  so  as  to  cutoff   equal  and 
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similar  parts  of  the  intrados,  the  arch  is  called  a  horse-shoe 
arch,  or  tnoresgue  arch,  llciicc,  in  this  kind  of  arch,  the 
sjiaiiniiig  line  is  less  than  any  other  line  or  chord  drawn 
parallel  to  the  span,  but  under  the  top  of  each  of  the  vertical 
lines. 

When  the  upper  line  or  side  of  an  arch  is  parallel  to  the 
under  line  or  side,  it  is  called  an  extradossed  arch. 

A  simple  vault  is  an  interior  concavity  extended  over  two 
parallel  opposite  walls,  or  over  all  the  diametrically  opposite 
parts  of  one  circular  wall.  An  arch  or  vault  is  frequently 
understood  as  synonymous;  but  the  distinction  which  we 
shall  here  observe  is,  that  an  arch,  though  it  niay  be  extended 
over  any  space,  has  a  very  narrow  intrados,  not  exceeding 
four  or  live  feet ;  whereas  a  vault  may  be  exteiided  to  any 
limit  more  than  four  or  five  feet.  Thus  we  frequently  say 
an  arch  in  a  wall,  but  we  never  say  a  vault  in  a  wall ;  though 
ncjthing  is  more  common  than  to  say  a  vaulted  apartment, 
a  vaulted  room,  a  vaulted  cellar,  &c.  So  that  a  vault,  as 
Sir  Henry  Wotton  has  observed,  is  an  extended  arcli ;  we 
shall  therefore  apply  arch  to  the  head  of  the  aperture  in  a 
wall  which  shows  curvilinear  intersections  with  the  faces  of 
the  wall,  and  the  word  vaull  to  aiched  apartments.  We 
frequently,  however,  call  the  stone-work  suspended  over  an 
apartment  an  arch  as  well  as  a  vault;  so  that  every  vault  is 
an  arch,  but  every  arch  is  not  a  vault. 

The  intrados  of  a  simple  vault  is  generally  formed  of  the 
portion  of  a  cylinder,  cylindroid,  sphere,  or  spheroid,  never 
greater  than  the  half  of  the  solid  ;  and  the  springing  lines 
which  terminate  the  walls,  or  where  the  vault  begins  to 
rise,  are  generall}'  straight  lines  parallel  to  the  axis  of  the 
cylinder,  or  cylindroid,  or  the  circumference  of  a  circle  or 
ellipsis. 

A  circular  wall  is  generally  terminated  with  a  spherical 
vault,  which  is  either  hemispherical,  or  a  portion  of  a  spliere 
less  than  a  hemisphere. 

A  vaulted  apartment,  surrounded  by  an  elliptic  wall,  is 
generally  covered  with  a  spheroidal  vault,  wliicli  is  either  a 
hemisphcroid,  or  a  portion  less  than  a  hemispheroid. 

A  conic  surface  is  seldom  employed  in  vaulting  ;  but  when 
the  vault  is  to  have  this  kind  of  intrados,  the  intrados  should 
be  the  half  of  a  cone  with  its  axis  in  a  horizontal  position,  or 
a  whole  cone  with  its  axis  in  a  vertical  position. 

All  vaults  which  have  a  horizontal  straight  axis,  are  called 
straight  vaults. 

Besides  what  we  have  already  denominated  an  arch,  the 
concavities  which  two  solids  form  at  an  angle,  are  called 
an  arch. 

If  one  cylinder  pierce  another  of  a  greater  diameter,  the 
arch  is  called  a  cylindro-cylindric  arch;  the  cylindro  being 
applied  to  the  cylindric  part  which  has  the  greater  diameter, 
and  the  cylindric  to  th.it  which  has  the  less. 

If  a  cylinder  pierce  a  sphere  of  greater  diameter  than  the 
cylinder,  the  arch  is  called  a  sphero-cylbidric  arch;  and,  on 
the  contrary,  if  a  sphere  pierce  a  cylinder  of  greater  diameter 
than  the  sphere,  the  arch  is  denominated  a  ci/li/idro-spheric 
arch. 

If  a  cylinder  pierce  a  cone,  so  as  to  make  a  complete 
perforation  through  the  cone,  two  complete  arches  will  be 
formed,  called  cuao-ci/lindric  arches;  and,  on  the  contrary, 
if  a  cone  pierce  a  cylinder,  so  as  to  make  the  interior  con- 
cavitj-  through  the  cylinder  a  complete  conic  surface,  the  arch 
is  called  a  cyl'uidro-coiiic  arch, 

if  a  straight  wall  be  pierced  with  a  cylindric  aperture 
quite  through,  two  arches  will  be  formed,  called  phino- 
cylindric  arches. 

Every  species  of  arches  is  thus  denoted  by  two  preceding 
words;  the  former  ending  in  o,  signifying  the  principal  vault 


or  surfiice  cut  through,  and  the  latter  in  ic,  signifying  tho 
kind  of  aperture  which  pierces  the  wall  or  vault. 

When  two  cylindric  vaults,  or  two  cylindroidic  vaults,  or  a 
cylindric  or  cylindroidic  vault,  pierce  each  other,  and  also 
their  axis,  so  that  the  diameter  of  each  hollow  may  be  the 
same,  when  measured  perpendicular  to  a  plane  passing 
through  the  axis  of  both  surfaces,  the  figure  so  formed  is 
called  a  groin  ;  but  for  more  particular  information  on  this 
point  see  the  article  Groin. 

The  formation  of  stone  arches,  in  various  cases,  has  always 
been  looked  upon  its  a  most  curious  and  useful  acquisition  to 
the  operative  mason,  or  to  the  architect,  or  other  person  who 
is  appointed  to  superintend  the  work.  In  order  to  remove 
the  ditlicultios  experienced  in  the  constriiction  of  cylindric  or 
cylindroidic  arches,  both  in  straight  and  circular  walls,  we 
shall  here  show  an  example  of  each. 

Fir.st,  let  it  be  required  to  construct  a  semi-cylindroidio 
arch,  cutting  a  straight  wall  with  its  axis  oblique  to  the 
surface  of  the  wall,  but  parallel  to  the  horizon. 

Plate  I.  Figvre  a. — Let  a  b  c  d  be  the  plan  of  the  aper- 
ture, A  D  and  n  c  being  the  plan  of  the  jambs,  and  a  u  and  d  c 
the  plan  of  the  sides  of  the  wall ;  produce  d  a  and  c  u  to  g 
and  F ;  draw  the  straight  line  i  o  m  f  e  at  right  angle?  with 
A  G  and  c  F ;  bisect  o  f  at  m  ;  draw  m  h  k  perpendicular  to 
c  F ;  make  m  h  equal  to  tho  height  of  the  intrados  of  the 
arch,  and  describe  the  semi-ellipsis  g  a  f,  which  is  the  section 
of  the  intrados  of  the  arch;  make  o  i,  h  k,  and  f  e,  equal 
to  the  breadth  of  the  beds  of  the  arch-stone,  and  describe  the 
semi-ellipsi.s  ike,  which  is  the  section  of  the  extrados  of  the 
arch.  Now,  suppose  the  distances  between  the  joints  around 
the  intrados  of  the  arch  to  be  all  equal,  and  all  the  joints  to 
tend  to  the  centre  m  ;  divide  the  semi-ellipsis  into  such  an 
odd  number  of  equal  parts,  that  each  part  may  be  in  breadth 
equal  to  what  is  intended  for  the  thickness  of  the  stones  at 
that  part;  produce  e  i  to  s,  and  extend  the  whole  number  of 
these  parts  from  o  to  s ;  and  through  the  points  of  division 
draw  lines  perpendicular  to  g  s,  or  parallel  to  a  g.  Through 
all  the  points  of  division  of  the  ellipsis  g  ii  f,  draw  lines 
parallel  to  G  a  to  meet  a  b;  then  take  the  lengths  of  all  the 
parts  of  the  lines  so  drawn  that  are  terminated  by  g  f  and  a  b, 
as  follows,  viz.,  make  the  first  line  on  the  left  of  g  a  equal  to 
the  first  on  the  right  of  o  a,  and  the  point  h  will  be  obtained  ; 
make  the  second  on  the  left  of  g  A  equal  to  the  second  on  the 
right  of  G  A,  and  the  point  c  will  be  obtained  ;  proceed  in  this 
manner,  until  all  the  other  points  are  obtained;  then  a  curve 
being  drawn  through  all  the  points  a,  b,  r,  d.  &c.  to  t,  will 
give  the  one  edge  of  the  envelope  of  the  intrados  of  the  arch; 
and  by  producing  the  perpendiculars  erected  upon  g  s  to  the 
points  c,f,  g,  &o.,and  making  the  several  distances  be,  cf,  dg, 
&c.  c(]ual  to  A  D  or  B  c,  the  points  n,  e,  f.  g,  &c.  to  u,  will  give 
the  otlier  edge  of  the  envelope  by  tracing  acurve  through  them; 
then  A  b  c  d,  b  cfe,  c  d  g  f,  &c.  are  the  soflits  of  the  stones. 
To  find  any  bevel  which  the  joints  on  the  face  of  the 
arch  makes  with  that  on  the  intrados. 

Let  7)  q  be  one  of  the  joints  fending  to  the  centre,  m,  of  the 
section  of  the  arch ;  with  the  radius  m  o  describe  an  arc,  g  n  o, 
cutting  p  q  at  n  ;  draw  n  v  parallel  to  g  a,  cutting  a  b  at  p ; 
draw  p  Q  parallel  to  f  g,  cutting  o  a  at  q  ;  draw  m  l  parallel 
to  0  A,  cutting  A  b  at  L,  and  join  l  o  ;  then  q  l  m  is  the  bevel 
required.  In  the  same  manner  may  all  the  remaining  bevels 
be  found. 

Again,  \Qt  p  q  r  s  be  the  section  of  an  arch-stone ;  then 
making  two  bevels,  one  to  q  p  s,  and  the  other  io  r  s  p,  will 
be  all  the  bevels  that  are  necessary  for  that  stone.  Having 
obtained  the  several  bevels,  we  shall  now  proceed  to  work 
the  arch-stone,  whose  section  \s  p  q  r  s :  first  work  the  lower 
bed  of  the  stone  corresponding  to  the  joints  q,  then  draw  a 
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line  for  the  soffit,  which  woric  also  by  means  of  the  bevel 
q  p  » ;  then  gauge  the  soffit  to  its  breadth,  and  work  the 
upper  bed  of  the  stone  by  means  of  the  bevel  r  s  p  ;  take 
the  soffit  mouUI  frc>m  the  envelope,  and  draw  the  ends  of  the 
stone  which  coincide  with  the  tiices  of  the  wall  ;  willi  the 
face  bevels  q  l  m  and  v  l  m  work  the  face  of  the  stone. 

J^^ote. — That  finding  the  bevels  for  half  the  arch  will  be 
sufficient,  by  reversing  them. 

Flale  II.  shows  the  construction  of  a  semi-cvlindric 
arch,  which  is  performed  by  a  similar  process  to  the  pre- 
ceding. 

The  other  arch,  standing  upon  d  c,  shows  the  ends  of  the 
stones  iu  the  face  of  the  wall;  its  boundaries  are  two  ellipses 
of  equal  height  to  those  of  the  section. 

To  construct  a  cijlindro-cijlindric  arch,  or  a  cylindric  arch, 
in  a  cylindric  wall,  the  axis  of  the  aperture  being  at  right 
angles  to  the  axis  of  the  cylindric  wall.     See  Plate  III. 

Let  A  B  c  D  be  the  half  plan  of  the  wall ;  b  c  being  half  of 
the  conve.x  curve,  a  d  half  of  the  concave  curve,  c  d  the 
middle  line  of  the  aperture  tending  to  the  centre  of  the  con- 
centric circles  which  form  the  plan  ;  and  a  b  parallel  to  c  d, 
being  the  jamb.  Through  c  draw  e  p  perpendicular  to  c  d; 
make  c  e  and  c  f  half  the  breadth  of  the  aperture;  from  the 
centre,  c,  with  the  radius  c  e  or  c  f,  describe  the  semicircle 
EOF,  which  will  be  the  section  of  the  intrados;  produce  c  e 
and  c  F  to  n  and  i,  making  e  h  and  f  i  each  equal  to  the 
breadth  of  the  beds,  and  describe  the  semicircle  ii  k  i;  divide 
the  intradossal  curve,  e  g  f,  into  the  number  of  parts  answer- 
ing to  the  number  of  arch-stones,  and  proceed  to  find  the 
envelope,  as  described,  for  the  straight  wall,  which  will  give 
the  moulds  for  the  soffits  of  the  stones,  as  before. 
I'ojind  the  curves  of  the  ends  of  the  beds  vpon  the  face  of  the 
arch. 
Let  L  M  represent  a  joint :  draw  l  n  and  m  o  perpendicular 
to  H  I,  cutting  the  plan  of  the  wall  at  n  and  o  :  draw  n  p  par- 
allel to  c  I,  cutting  M  o  at  p  :  in  L  M  take  any  number  of  points, 
t  and  y,  and  draw  t  s  and  y  w  parallel  to  l  n,  cutting  the  plan 
at  s  and  w,  and  n  p  at  r  and  v :  draw  m  q,  t  u,  y  x,  perpendicu- 
lar to  L  M  :  make  m  q,  tu,  y  x,  respectively  equal  to  v  o,  r  s, 
V  w,  and  L  X  u  Q  will  be  the  curve  of  the  joint  required,  which 
gives  the  face-line  of  the  upper  bed  of  the  lower  stone,  and 
the  face-line  of  the  lower  bed  of  the  upper  stone.  In 
the  same  manner  all  the  other  face-lines  of  the  beds  are  to  be 
found.  The  templet  must  be  cut  in  the  shape  of  l  m  q. 
To  form  an  arch-stone. 
First  make  one  of  the  beds ;  make  the  soffit,  form  the  other 
bed,  and  the  face-lines  of  each  bed  ;  then  run  a  draught 
round  the  three  face-lines,  and  between  them  work  the  face 
of  the  stone  iu  lines  perpendicular  to  the  horizon.  This  will 
be  easily  found  by  drawing  a  vertical  line  upon  the  section 
of  each  stone. 

It  is  only  necessary  to  draw  the  moulds  for  one  half  of 
the  arch,  as  the  reversing  of  them  in  their  application  gives 
the  other  half. 

The  joints  of  any  arch  whatever  may  be  found  iu  the 
same  manner,  provided  the  planes  of  the  beds  intersect  a 
vertical  plane  perpendicular  to  the  curve  in  the  middle  of 
the  aperture. 

It  is  obvious,  on  finding  the  fice-lines  of  the  beds,  that 
the  lowest  foce-line  is  the  quickest,  and  part  of  the  plan  of 
the  wall  itself;  the  ne.xt  face-line  is  flatter,  or  has  less  curva- 
ture, and  thus  each  successive  face-line  has  less  curvature 
as  it  comes  nearer  to  the  top ;  and,  if  there  were  a  joint  in 
the  top,  the  face-line  of  the  beds  would  be  quite  a  straight 
line.  Indeed,  the  face-lines  of  two  or  three  courses  might  be 
wrought  with  straight  edges,  as  the  difference  could  hardly 
be  perceived.     For  the  tools  used  by  masons.   See  Tools. 


MATERIALS,  (from  the  French,  materiel,)  in  architec- 
ture, the  different  kinds  of  bodies,  or  substances,  used  in  the 
construction  of  edifices,  as  wood,  stone,  brick,  mortar,  &c. 

It  is  chiefly  from  the  valuable  work  of  Vitruvius,  that  we 
are  furnished  with  information  respecting  the  nature  of  the 
nuiterials  used  by  the  Greeks  and  Komans,  and  of  the  pSrt:- 
cnlar  modes  in  which  they  were  disposed  in  their  building?. 
From  the  accounts  published  l>y  m<idcrn  travellers  and  scien- 
tific artists,  wc  are  also  fui-nishcd  with  farther  information 
respecting  the  practice  of  these  people. 

The  materials  chiefly  made  use  of  by  them  were  timber, 
marble,  stone,  bricks,  lime,  and  metals. 

With  regard  to  timber,  the  proper  time  for  felling  was 
reckoned  from  the  beginning  of  autumn  to  the  latter  end  of 
February,  when  the  moon  was  in  the  wane.  They  considered 
wood,  when  quite  green,  or  too  much  dried,  as  equally  unfit 
for  working.  For  joists,  doors,  and  windows,  they  required 
that  it  should  have  been  cut  three  years,  and  kept  for  a  con- 
sidei'able  time  covered  with  cow'-dinig. 

The  Greeks  most  usually  made  use  of  white  marbles  as 
Pentelic,  Paiian,  and  that  of  Chios.  The  latter  was  very 
transparent. 

The  Romans  employed  many  sorts,  of  various  colours,  and 
procured  from  different  countries  under  their  sway  in  Asia, 
Africa,  and  Europe. 

The  ancients  frequently  included,  under  the  term  marble, 
all  hard  stones  which  would  receive  a  smooth  (hie  polish;  the 
moderns  confine  the  name  to  such  calcareous  stones  as  are 
capable  of  receiving  a  fine  polish. 

Alabaster  resembles  marble  in  taking  a  smooth  fine  polish, 
but  is  much  softer  and  more  easily  worked.  Gypseous  ala- 
baster, when  polished,  is  slippery  to  the  touch;  and  frequently 
conlains  so  much  carbonate  of  lime  as  to  cause  it  to  effervesce 
with  acids ;  it  was  procured  from  Up]3er  Egypt  between  the 
Nile  and  Red  Sea,  also  from  Syria  and  Caramania.  The  cal- 
careotis  alabaster  is  white,  yellow,  red,  and  Ijluish  gi'ay  ;  the 
fracture  is  striated  or  fibrous,  in  hardness  inferior  to  marble ; 
it  is  known  under  the  denomination  ot  common  and  oriental ; 
Italy  and  Spain  produce  the  best. 

The  stone  which  was  employed  appears  to  have  differed 
veiy  materially  in  its  qualities ;  some,  becoming  considerably 
harder  on  being  exposed  to  the  air,  was  W'orked  immediately 
on  being  taken  from  the  quarry  ;  but  there  was  some  of  a 
softer  kind,  which,  previous  to  being  used,  required  to  have 
its  quality  proved  by  two  years'  exposure  to  the  eftects  of  the 
atmosphere. 

Of  tiles,  they  had,  1.  The  unburnt  kind,  which  were  dried 
five  years  in  the  sun  ;  and,  2.  Those  baked  by  fire,  after  hav- 
ing been  made  two  years. 

In  the  manufacture  of  those,  they  preferred  a  white  chalky 
earth,  dug  in  the  autumn,  exposed  during  the  winter,  and 
made  into  tiles  and  bricks  in  the  sprii.g.  The  Greeks  pro- 
portioned the  size  of  their  bricks  to  the  nature  of  the  edifice  : 
the  largest  for  public  buildings,  were  five  spans  each  way; 
those  of  the  middle  class  were  four  spans;  and  the  smallest 
called  by  Vitruvius,  diodori,  or  by  Pliny,  lydii,  were  two 
spans  long  and  a  foot  broad ;  the  last  were  for  private 
houses. 

It  appears  that  the  bricks  diied  in  the  sun  were  mi.xcd 
with  chopped  straw.  Dr.  Pococke  describes  one  of  the  pyra 
mills  constructed  of  brick  :  he  measured  some  thirteen  inches 
and  a  half  long,  six  inches  and  a  half  broad,  and  four  inches 
thick ;  others  were  fifteen  inches  long,  seven  inches  broad, 
and  four  inches  and  three-quarters  thick.  At  Rome  they 
were  found  by  De  Quincoy  of  three  different  sizes;  the  least 
were  seven  inches  and  a  half  square,  and  one  inch  and  a  half 
thick  ;  the  middle-sized  were  sixteen  inches  and  a  half  square, 


and  eighteen  to  twenty  lines  in  thieisness ;  and  the  largest 
were  twenty -two  inches  square,  and  twenty-one  to  twenty- 
two  lines  in  thickness. 

Three  kinds  of  sand  are  mentioned,  that  is,  pit,  river,  and 
sea  sand ;  of  these,  ])it  sand  was  reckoned  the  best ;  the 
wiitte  was  preferred  to  the  black  or  red  coloured,  and  the 
carliiniclc  to  all;  of  the  river  sand,  that  was  considered  best 
which  was  found  near  torrents;  the  least  value  was  put  upon 
sea  sand,  and  it  was  required  to  be  well  washed,  to  dissolve 
the  saline  matter,  before  it  was  used  in  plastering  or  rough- 
casting walls. 

Lime  for  plastering  walls  w-as  made  from  shells,  river  peb- 
bles, or  a  sort  of  pumice-strtne ;  the  best  sort  of  lime  was 
accounted  that  made  from  while  stone,  which  was  dense  and 
hard,  and  lost  one-third  of  its  weight  in  burning  in  a  kiln, 
where  it  was  kept  about  sixty  iiours.  Their  mOrtar  was  com- 
posed of  one  part  lime  and  three  parts  of  pit,  or  two  of  river 
sand. 

Metals  used  were,  1.  Iron  for  chains,  hinges,  handles,  and 
nails.  2.  Lead  for  roofs  and  pipes.  3.  Copper  and  bj-ass 
were  still  more  used  for  many  of  these  purposes:  or,  4. 
Copper,  brass,  and  lead,  mixed  into  a  bronze  for  statues,  bases, 
and  capitals  of  columns,  and  in  doors. 

Amongst  the  moderns,  change  of  climate,  the  convenience 
of  local  ])roductions,  and  the  habits  of  mankind,  have  from 
time  to  time  led  to  considerable  changes  in  the  kinds  of 
materials  used  for  the  various  purposes  of  architecture,  as 
well  as  in  their  modes  of  preparation,  and  the  application 
of  them.  With  regard  to  timber,  oak,  for  the  greatest 
strength  and  durability,  should  be  chosen  from  those  soils 
where  it  h.as  taken  the  longest  time  in  arriving  at  maturity ; 
and  of  two  pieces  equally  dry,  that  should  be  chosen  which 
has  the  greatest  specific  gravity,  or  tliat  which  will  have  its 
specidc  gravity  least  changed  by  being  soaked  in  water :  this 
observation  will  indeed  apply  to  timber  in  general.  A  decay 
of  the  top  is  almost  a  certain  indication  of  a  decay  of  the 
tree ;  and  a  decayed  branch,  or  rotten  stump,  bespeaks 
a  defect  in' that  part  of  the  tree  where  it  is  situated.  In  a 
similar  soil,  trees  which  grow  near  the  outside  of  a  forest  will 
be  more  durable  than  those  near  the  middle  of  it ;  and  in  the 
same  tree,  the  side  which  grew  towards  the  north  will  be 
stronger  than  the  south  side. 

When  perfection  of  strength  and  textiu-e  is  alone  consulted, 
all  sorts  of  timber  are  cut  down  in  the  winter,  being  at  that 
time  freest  of  sap,  and  most  readily  seasoned,  and  rendered 
fit  for  the  purposes  of  Ijuilding;  but  on  account  of  the  bark 
of  the  oak  being  of  great  use  in  tanning  leather,  that  wood 
is  always,  in  England,  cut  in  the  spring,  from  April  to  June, 
according  to  the  state  of  the  season,  and  soon  after  the  sap 
begins  to  ascend  and  the  leaf  to  appear;  if  cut  before  the  sap 
rises,  the  bark  adheres  to  the  wood,  and  cannot  be  stripped 
oil",  and  if  left  until  the  leaf  is  quite  expanded,  the  bark  is 
less  valuable;  when  the  tree  is  felled  and  suffered  to  lie  in 
the  trunk,  it  will  shrink  in  size;  but  this  is  probably  from 
its  discharging  water,  because,  if  a  dry  tree  be  laid  in  a  damp 
place,  it  wmII  increase  both  in  weight  and  size.  The  part  called 
sap  varies  in  quantity  in  diflerent  trees  ;  it  is  least  in  bad 
soils,  where  the  growth  is  slow,  and  is  of  very  little  use. 

Oak  used  in  damp  situations,  appears  to  decay  gradually 
from  the  external  surface  to  the  centre  of  the  tree;  the  out- 
side ring  or  ad'lition  it  received  in  the  last  year  of  its  growth 
decaying  first,  and  afterwards  that  next  within  it,  and  then 
the  following  one.  This  appears  to  proceed  from  two  causes ; 
first,  from  the  outward  ring  being,  where  whole  trees  are 
used,  first  exposed  to  the  action  of  the  atmosphere,  which 
cannot  reach  the  second  until  the  first  is  destroyed  ;  secondly, 
from  the  central  part  of  the  tree  having  arrived  at  a  greater 


degree  of  maturity  than  the  outward  rings,  which  are  many 
years  younger.  But  this  must  be  understood  only  of  trees 
which  are  not  past  their  prime  before  they  are  cut  down; 
for  when  a  tree  begins  to  decay  from  agi',  that  part  of  the 
tree  which  is  oldest,  namely,  the  central  part,  decays  first ; 
to  this  succeeds  the  parts  which  are  next  oldest,  being  the 
ring  next  the  centre,  and  the  other  annual  rings  in  succession 
gradually  approaching  the  bark.  A  judicious  builder  will, 
therefore,  in  the  choice  cjf  his  timber,  alw.ays  carefully  examine 
the  central  part  of  the  tree,  especially  that  part  which  is 
next  the  root,  and  more  particularly  if  the  tree  be  large,  and 
have  the  appearance  of  great  age. 

The  best  mode  of  seasoning  oak  is  to  put  it  in  water.  This, 
if  in  the  log,  should  be  done  for  a  whole  year  or  more,  but, 
if  cut  in  planks,  less  time  is  necessary;  in  either  case  alter- 
nate soaking  and  drying  is  to  be  preferred.  This,  in  planks, 
is  very  practicable;  but,  in  regard  to  logs,  one  soaking  and 
drying  gradually  hi  the  shade,  is,  on  account  of  the  great 
labour  attending  the  operation,  most  generally  practised. 
After  the  planks  have  been  soaked  in  water,  they  are  diied 
by  placing  a  strong  pole  in  a  horizontal  position,  at  such  a 
height  as  will  admit  of  one  end  of  each  plank  being  placed  on 
the  ground,  and  the  other  to  rest  against  it  edgewise ;  placing 
a  plank  first  on  one  side  of  the  pole,  and  another  on  the  other 
side  alternately,  thus  leaving  a  space  for  the  air  to  pass  freely 
between  them ;  and  being  exposed  edgewise  to  the  sun,  they 
are  not  liable  to  split. 

Modern  science,  however,  has  discovered  many  other  ways 
of  seasoning  timber  than  these.  The  processes  of  Sir  W. 
Burnett,  Kyan,  and  others,  are  now  generally  resorted  to 
for  this  purpose ;  and  are  found  effective  to  a  certain 
extent.  If  not  quite  realizing  all  theh-  advocates  claim 
for  them. 

In  ash,  there  is  little  difference  in  the  quality  through  the 
whole  thickness  of  the  tree,  the  outside  is  rather  the  toughest : 
it  soon  rots  when  exposed  to  the  weather,  but  will  last  long 
when  protected. 

Of  elm,  some  sorts  will  decay  sooner  than  the  brown  or 
red.  It  is  improper  for  roofs  or  floors,  being  generally  cross- 
grained,  and  very  liable  to  warp ;  it  also  shrinks  very  con- 
siderabl}',  not  only  in  breadth,  but  lengthwise  ;  but  it  answers 
well  when  used  under  water;  is  not  liable  to  split;  and 
bears  the  driving  of  bolts  and  nails  belter  than  any  other 
timber. 

Beech  is  hard  and  close.  There  is  a  black  or  brown,  and 
a  white  kind:  the  brown  is  tough,  and  sometimes  used  as  a 
substitute  for  ash;  it  is  improper  for  beams,  because  a  small 
degree  of  dampness  in  the  walls  very  soon  rots  the  ends;  it 
is  most  suitable  for  furniture,  or  for  works  constantly 
under  water. 

Poplar,  though  of  a  very  close  quality,  is  liable  to  the 
same  objections  as  the  beech  in  beams,  but  is  well  adapted 
for  floors  and  stairs,  being  not  easily  ignited:  however,  it 
rots  soon  when  exposed  to  the  weather. 

Ash  resembles  the  poplar  in  appearance ;  is  soft  and  tough ; 
lasts  when  exposed  to  the  weather ;  and  is  equally  good 
through  the  body  of  the  tree.  The  sycamore  and  lime  are 
subject  to  the  same  objections,  in  roofing  and  flooring  tim- 
bers, as  the  poplar  and  beech.  The  lime  is  something  like 
the  ash  in  quality,  and,  like  it,  is  greasy  when  worked 
smooth  :  it  is  suitable  for  furniture. 

Birch  is  equal  in  quality  quite  across  the  body  of  the  tree; 
is  very  tough,  but  docs  not  last  when  exposed  to  the  weather; 
it  is  also  subject  to  be  destroyed  by  worms. 

Chesnut,  viz.,  the  sweet,  or  Spanish,  (not  the  horse-ches- 
nul.)  is  frequently  found  in  old  buildings  in  England:  and 
although  difficult  to  be  distinguished  from  oak,  diflers  from 
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ic  in  this  respect,  wherever  a  nail  or  bolt  has  been  driven 
into  oak  before  it  was  dry,  a  black  substance  appears  round 
the  iron,  which  is  not  the  case  in  chcsnut. 

The  walnut-tree  is  now,  in  this  country,  too  valuable  to 
be  used  in  tiie  framings  of  roofs  or  floors;  and  in  furniture 
it  has  long  been  superseded  by  mahogany ;  it  is  used  chiefly 
in  stocks  of  firelocks,  fowling-pieces,  pistols,  &c. 

Mahogany  is  used  chiefly  in  furniture,  and  also  sometimes 
in  dours  and  window-sashes ;  it  is  sawn  out  and  seasoned  by 
perching  out  in  the  winter,  and  drying  in  the  open  air;  the 
use  of  fii'c  is  not  advis;iblc.  This  beautiful  timber  was  intro- 
duced into  England  about  the  beginnnig  of  the  last  century  : 
its  first  application  was  in  a  box  for  holding  candles,  made  by 
a  Mr.  Wolhiston  for  a  Dr.  Gibbons,  who  had  afterwards 
a  bureau  of  it ;  the  Duchess  of  Buckingham  had  the  second 
bureau.  It  very  soon  came  into  general  use.  It  is  divided 
chiefly  into  Jamaica  and  Honduras  ;  the  former  is  by  much 
the  hardest  and  most  beautiful ;  they  may  be  readily  distin- 
guished before  they  are  oiled  ;  the  pores  of  the  Honduras 
appear  quite  dark,  those  of  the  Jamaica  as  if  filled  with 
chalk.     See  !Mahog.«!T. 

Fir,  being  cheaper,  and  more  easily  wrought  than  oak, 
and  next  to  it  in  usefulness,  is  more  used  in  Britain  than  any 
other  kind  of  timber.  That  most  generally  employed  in 
carpentry  is  distinguished  by  the  name  of  Memel,  (which 
includes  Danlzio  and  Eiga ;)  Norway,  (which  also  includes 
Swedish,)  is  much  used  for  the  smaller  timbers,  and  answers 
well  either  when  exposed  to  the  air,  or  under  ground. 
Dranton,  or  Dram,  is  suitable  for  flooring.  All  these  are 
very  durable.  American  fir  is  much  softer,  but  suits  inside 
joinery  work,  such  as  panels  and  mouldings.  What  is  termed 
in  England  w/ii!e  deal,  and  in  Scotland  pine-wood,  that  is, 
fir  deprived  of  its  resinous  part,  being  very  durable  when 
kept  dry,  is  much  used  by  cabinet-makers ;  but,  as  it  will 
not  stand  the  weather,  it  is  little  used  in  carpentry  or  joinery. 

Evelyn  makes  the  following  observation  on  the  use  of 
fir: — '-That  which  comes  from  Bergen,  Swinsund,  Mott, 
Longland,  Dranton,  (called  Dram,)  being  long,  straight,  and 
clear,  of  a  yellow  and  more  cedaiy  coloui",  is  esteemed  much 
before  the  white  for  flooring  and  wainscot;  for  masts,  those 
of  Prussia,  which  we  call  spruce,  and  Norway,  especially 
fronr  Gottenburg,  and  about  Kiga,  are  the  best." 

The'  torulus,  as  Vitruvius  terms  it,  and  heart  of  deal,  kept 
dry,  rejecting  the  all)urnum  or  white,  is  everlasting;  nor  is 
there  any  wood  which  so  well  agrees  with  the  glue,  or 
which  is  so  easy  to  be  wrought.  It  is  also  excellent  for 
beams,  and  other  timber-work  in  houses,  being  both  high  and 
exceedingly  strong,  and  therefore  ot  very  great  use  for  bars 
and  bolts  of  doors,  as  well  as  for  doors  themselves;  and,  for 
the  beams  of  coaches,  a  board  of  an  inch  and  a  half  thick  will 
carry  the  body  of  a  heavy  coach  with  great  ease,  by  reason 
of  a  natural  spring,  which  is  not  easily  injured.  It  was  for- 
merly used  for  caits  and  other  carriages,  and  also  for  the 
piles  to  build  upon  in  boggy  grounds.  Most  of  Venice  and 
Amsterdam  is  built  upon  such  piles.  For  scaftblding  also, 
there  is  none  comparable  to  it.  Under  the  head  of  fir  may 
be  classed  cedar,  a  wood  of  great  durability,  but  too  expen- 
sive to  be  used  in  Britain. 

Evelyn  makes  the  following  observations  upon  timber  ; 
some  of  which  are  well  worthy  of  attention  : — 

"  Lay  up  your  timber  very  dry,  in  an  airy  place,  yet  out 
of  the  wind  or  sun,  and  not  standing  upright,  but  lying  along, 
one  piece  upon  another,  interposing  some  short  blocks  between 
them,  to  preserve  them  from  a  certain  mouldiness  which  they 
usually  contract  while  they  sweat,  and  which  fi-equently 
produces  a  kind  of  fungus,  especially  if  there  be  any  sappy 
parts  remaiaiBg. 


"Some  there  are  yet,  who  keep  their  timber  as  moist  as 
they  can  by  submerging  it  in  water,  where  they  let  it  imbibe 
to  hinder  the  cleaving ;  and  this  is  good  in  fir,  both  for  the 
better  stripping  and  seasoning,  yea,  and  not  only  in  fir,  but 
other  timber.  Lay,  therefore,  your  boards  a  fortnight  in 
the  water,  (if  running  the  better,  as  at  simie  mill-pond  liead,) 
and  then  setting  them  upright  in  the  sun  and  wind,  so  as  it 
may  freely  pass  through  them,  (especially  during  the  heats 
of  summer,  which  is  the  time  of  finishing  buildings,)  turn 
them  daily,  and  thus  treated,  even  newly-sawn  boards  will 
floor  far  better  than  many  years'  dry-seasoning,  as  they  call 
it.  But,  to  prevent  all  [lossible  accidents,  when  you  lay  your 
floors,  let  the  joints  be  shot,  fitted,  and  tacked  down  onlj'  for 
the  first  year,  nailing  them  for  good  and  all  the  next ;  and 
by  this  means  they  will  lie  stanch,  close,  and  without  shrink- 
ing in  the  least,  as  if  they  were  all  one  piece.  And  upon  this 
occasion,  I  am  to  add  an  observation,  which  may  prove  of  no 
small  use  to  builders ;  that  if  one  take  up  deal-boards  that 
may  have  lain  in  the  floor  a  hundred  years,  and  shoot  them 
again,  they  will  certainly  shrink,  [Mies  quoties.)  without  the 
former  method.  Amongst  w'heehvrights,  the  water-seasoning 
is  of  especial  regard  ;  and  in  such  esteem  amongst  some,  that 
I  am  assured  the  Venetians,  for  their  provision  in  the 
arsenal,  lay  their  oak  some  years  in  water  before  they 
employ  it.  Indeed,  the  Turks  not  only  fell  at  all  times 
of  the  year,  without  any  regard  to  the  season,  but  employ 
their  timber  green  and  unseasoned;  so  that,  though  they 
have  excellent  oak,  it  decays  in  a  short  time  by  this  only 
neglect. 

"  Elm  felled  ever  so  green,  for  sudden  use,  if  plunged  four 
or  five  days, in  water,  (especially  salt  water,)obtains  an  admi- 
rable seasoning,  and  may  immediately  be  used.  I  the  oflener 
insist  on  this  water-seasouing,  not  only  as  a  remedy  against 
the  worm,  but  for  its  efficacy  against  warping  and  distortions 
of  timber,  whether  used  w  itliin  or  exposed  to  the  air.  Some, 
again,  commend  burying  in  the  earth,  others  in  wheat ;  and 
there  be  seasonings  of  the  fire,  as  for  the  scoj'cluug  and  hard- 
ening of  piles,  which  are  to  stand  either  in  the  water  or  in 
the  earth. 

"  When  wood  is  charred,  it  becomes  incorruptible ;  for 
which  reason,  when  we  wish  to  pi'eserve  piles  from  decay, 
they  should  be  charred  on  their  outside.  Oak  posts,  used  "in 
enclosures,  always  decay  about  two  inches  above  and  below 
the  surface.  Charring  that  part  would  probably  add  several 
years  to  the  duration  of  the  wood,  for  that  to  most  timber  it 
contriluites  much  to  its  duration.  Thus,  do  all  the  elements 
conti'ibute  to  the  art  of  seasoning. 

"And  yet  even  the  greenest  timber  is  sometimes  desirable 
for  such  as  carve  and  turn,  but  it  chokes  the  teeth  of  our  saws ; 
and  for  doors,  windows,  floors,  and  other  close  works,  it  is 
altogether  to  be  rejected,  especially  where  walnut-tree  is  the 
material,  which  will  be  sure  to  shrink.  Therefore,  it  is  best 
to  choose  such  as  is  of  two  or  three  years'  seasoning,  and  that 
is  neither  moist  nor  over  dry  ;  the  mean  is  best.  Sir  Hugh 
Plat  inf<)rms  us,  that  the  Venetians  used  to  burn  and  scorch 
their  timber  in  a  flaming  fire,  continually  turning  it  round 
with  an  engine,  till  they  have  gotten  upon  it  a  hard  black 
coaly  crust;  and  the  secret  carries  with  it  great  probability, 
for  the  wood  is  brought  by  it  to  such  a  hardness  and  drvncss, 
that  neither  earth  nor  water  can  penetrate  it;  I  mj'self 
remembering  to  have  seen  charcoal  dug  out  of  the  ground 
amongst  the  ruins  of  ancient  buildings,  which  had  in  all 
probability  lain  covered  with  earth  above  fifteen  hundi-ed 
years. 

"Timber  which  is  cleft  is  nothing  so  obnoxious  to  reft  and 
cleave,  as  what  is  hewn;  nor  that  which  is  squared,  as  what  is 
round ;  and  therefore,  where  use  is  to  be  made  of  hui'e  and 
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massy  columns,  let  them  be  bored  through  from  end  to  end. 
It  is  an  excclK-nt  preservative  from  splitting,  and  not  unplii- 
losophical ;  though,  to  cure  the  accident,  painter's  putty  is 
recoiiiniended  ;  also,  the  nibbing  them  over  with  a  wax-cloth 
is  good  ;  or  before  it  bo  converted,  the  smearing  the  timber 
over  with  cow-dung,  which  prevents  the  ellects  both  of  sun 
and  air  upon  it,  if,  of  necessity,  it  must  lie  exposed.  But, 
besides  the  former  remedies,  I  find  this  for  the  closing  of  the 
chops  and  clefts  of  green  timber,  to  anoint  and  sujiple  it  with 
the  fat  of  powdered  beef-broth,  with  which  it  must  be  well 
soaked,  and  the  chasms  filled  with  sponges  dipt  into  it.  This 
to  be  twice  done  over. 

"Some  carpenters  make  use  of  grease  and  sawdust  min- 
gled; Ijut  the  first  is  so  good  alway,"  says  my  author,  "that 
I  have  seen  wind-shock  timber  so  exquisitely  closed,  as  not 
to  be  discerned  where  the  defects  were.  This  must  be  used 
when  the  timber  is  green. 

"  We  spake  before  of  squaring;  and  I  would  now  recom- 
mend the  quartering  of  such  trees  as  will  allow  useful  and 
competent  scantlings,  to  be  of  much  more  durableness  and 
etfecl  for  strength,  than  where  (as  custom  is,  and  for  want 
of  observation)  whole  beams  and  timbers  are  ap[)lied  in  ships 
or  houses,  with  slab  and  all  about  them,  upon  false  supposi- 
tions of  strength  beyond  these  quarters.  For  there  is  in  ail 
trees  an  evident  interstice  or  separation  betvi'een  the  heart 
and  the  rest  of  the  body,  which  renders  it  much  more 
obnoxious  to  decay  and  miscarry,  than  when  they  are  treated 
and  converted  as  J  have  described  it ;  and  it  would  likewise 
save  a  world  of  materials  in  the  building  of  great  ships, 
where  so  much  excellent  timber  is  hewed  away  to  spoil,  were 
it  more  in  piactice.     Finally, 

"  I  must  not  omit  to  take  notice  of  the  coating  of  timber 
in  work  used  by  the  Hollanders,  for  the  preservation  of  their 
gates,  portcullises,  draw-bridges,  sluices,  and  other  huge 
beams  and  contiguatioiis  of  timber,  exposed  to  the  sun  and 
perpetual  injuries  of  the  weather,  by  a  certain  mixture  of 
pitch  and  tar,  upon  which  they  strew  small  pieces  of  cockle 
and  other  shells,  beaten  almost  to  powder,  and  mingled  with 
sea-sand,  or  the  scales  of  iron,  beaten  small  and  sifted,  which 
encrusts,  and  arms  it,  after  an  incredible  manner,  against  all 
these  assaults  and  foreign  invaders ;  but  if  this  should  be 
deemed  more  obnoxious  to  firing,  I  have  heard  that  a  wash 
made  of  alum  has  wonderfully  protected  it  against  the  assault 
even  of  that  devouring  element ;  and  that  so  a  wooden  tower 
or  fort  at  the  Piraium,  the  port  of  Athens,  was  defended  by 
Archclaus,  a  commander  of  Mithridates,  against  the  great 
Sylla. 

"  Timber  that  you  have  occasion  to  lay  in  mortar,  or  which 
is  in  any  part  contiguous  to  lime,  as  dooi's,  window-cases, 
groundsels,  and  the  extremities  of  beams,  &c.,  have  some- 
times been  capped  with  molten  pitch,  as  a  marvellous  pre- 
server of  it  from  the  burning  and  destructive  effects  of  the 
lime  ;  but  it  has  since  been  found  rather  to  heat  and  decay 
them,  by  hindering  the  transudation  which  those  parts 
require:  better  supplied  with  loam,  or  strewiiigs  of  briciv- 
dust,  or  pieces  of  boards ;  some  leave  a  small  hole  for  the  air. 
But  though  lime  be  so  destructive  whilst  timber  lies  thus 
dry,  it  seems  they  mingle  it  with  hair,  to  keep  the  worm  out 
of  ships,  which  they  sheath  for  southern  voyages,  though  it 
is  held  much  to  retard  their  course.  Wherefore,  the  Por- 
tuguese scorch  them  with  fire,  which  often  proves  very 
dangerous ;  and,  indeed,  their  timber  being  harder,  is  not  so 
ea.sily  penetrable. 

"  For  all  uses,  that  timber  is  esteemed  the  best  which  is 
the  most  ponderous,  and  which,  lying  long,  makes  deepest 
impression  on  the  earth,  or  in  the  water,  being  floated  ;  also, 
■what  is  without  knots,  yet  firm,  and  free  fiom  sap,  which  is 


that  fatty,  whiter,  and   softer  part,  called   by  the  ancients 
alburnum,  which  you  are  diligently  to  hew  away. 

"My  Lord  Bacon,  Exper.  058,  recommends  for  trial  of  a 
sound  or  knotty  piece  of  timber,  to  cause  one  to  speak  at  one 
of  the  extremes,  to  his  com|)anion  listening  at  the  other  ; 
for  if  it  be  knotty,  the  sound,  says  he,  will  come  abrupt. 

"For  the  place  of  growth,  that  timber  is  esteemed  best 
which  grows  most  in  the  sun,  and  on  a  dry  and  hale  ground  ; 
for  those  trees  which  suck  and  drink  little,  are  most  hard, 
robust,  and  longer-lived  instances  of  sobriety.  The  climate 
contributes  much  to  its  quality;  and  the  northern  situation 
is  preferred  to  the  rest  of  the  quarters ;  so  as  that  which 
grew  in  Tuscany  was,  of  old,  thought  better  than  that  of  the 
Venetian  side;  and  yet  the  Biscay  timber  is  esteemed  better 
than  what  they  have  from  colder  countries  ;  and  trees  of  the 
wilder  kind  and  barren,  than  the  over-much  cultivated  and 
great  bearers." 

Dr.  Parry  published  an  excellent  paper  on  the  causes  of 
the  decay  of  wood,  and  the  means  of  preventing  it,  which, 
though  written  many  years  ago,  is  worth  a  carefid  perusal 
by  those  who  w  ish  for  further  information  on  the  subject. 

Wood,  Dr.  Parry  supposes  to  be  subject  to  destruction 
from  two  causes — rotting,  and  the  depredations  of  insects. 
Of  rot  there  are  two  supposed  kinds  :  the  first  takes  place  in 
the  open  air;  the  second  under  cover. 

When  perfectly  dry,  and  in  a  certain  degree  of  tempera- 
ture, both  animal  and  vegetable  matters  seem  scarcely  capa- 
ble of  spontaneous  decay.  On  this  principle,  fish  and  other 
animal  matter  is  often  preserved. 

"Similar  causes  produce  the  same  effect  on  wood.  Even 
under  less  rigid  circumstances  of  this  kind,  as  in  the  roofs 
and  other  timber  of  large  buildings,  it  continues  for  an 
astonishing  length  of  time  unchanged.  Witness  the  timber 
of  that  noble  edifice,  Westminster-hall,  built  by  Richard  II. 
in  1397;  and  the  more  extraordinary  instance  quoted  by  Dr. 
Darwin,  in  his  ingenious  work,  the  Phijlolor/ia,  of  the  gates 
of  the  old  St.  Peter's  Church  in  Rome,  which  were  said  to 
have  continued  without  rotting,  from  the  time  of  the  Em- 
peror Constantine  to  that  of  Pope  Eugene  IV.,  a  period  of 
eleven  hundred  years.  On  the  other  hand,  wood  will 
remain  for  ages,  with  little  change,  when  continually  im- 
mersed in  water,  or  even  when  deeplv  buried  in  the  earth,  as 
in  the  piles  and  buttresses  of  bridges,  and  in  various  morasses. 
These  latter  facts  seem  to  show,  that  if  the  access  of  atmos- 
pherical air  is  not  necessary  to  the  decay  of  wood,  it  is  at 
4cast  highly  conducive  to  it." 

Putrefaction  is  the  cause  of  rotting ;  and  putrefaction  is 
occasioned  by  stagnant  air  and  moisture.  The  moisture  of 
the  air,  coming  in  contact  with  wood  of  a  lower  temperature, 
is  condensed  in  the  same  maimer,  as  is  more  visible  in  our 
glass  windows.  In  order  to  prevent  the  bad  eftccts  of  this 
condensation,  currents  of  dry  air  ought  to  be  made  to  pass 
in  contact  with  the  timber.  Of  the  advantages  of  this,  the 
Gothic  architects  seemed  aware;  for  it  was  common  with 
them  to  leave  openings  for  this  purpose ;  a  practice  which 
'.  we  would  strongly  recommend  in  cellars,  &c. 

"  It  appears  that  the  contact  of  water  and  air  are  the  chief 
cau.ses  of  the  decay  of  wood.  If,  therefore,  any  means  can 
be  devised  by  which  the  access  of  moisture  and  air  can  bo 
prevented,  the  wood  is  so  far  secure  against  decay.  This 
principle  may  be  illustrated,  by  sup|.osing  a  cylinder  of  dry 
wood  to  be  placed  in  a  glass  tube  or  case  which  it  exactly 
fills,  and  the  two  ends  of  which  an;,  as  it  is  called,  hermeti- 
cally soaled,  that  is,  entirely  closed,  by  uniting  the  melted 
sides  of  each  end  of  the  tube.  Who  will  doubt  that  such  a 
piece  of  wood  might  remain  in  the  open  air  unchiuiged  !  Or 
let  us  take  a  little  more  apposite  illustiatimi  of  this  fact,  that 
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of  amber,  a  native  bitumen  or  resin,  in  which  a  variety  of 
simhII  flies,  filaments  of  vegetables,  and  others  of  the  most 
fraij;ile  substances,  are  seen  imbedded,  having  been  preserved 
from  decay  much  longer  probably  than  a  thousand  years, 
and  with  no  aj)parent  tendency  to  change  for  ten  times  that 
period." 

Tliese  observations  lead  to  the  theory  of  painting  timber, 
for  the  purpose  of  preserving  it. 

Mr.  Bat-son  of  Limehouse  is  of  opinion,  that  the  dry-rot 
proceeds  from  a  plant,  called  bulelus  taclirymans,  one  of  the 
fungus  tribe,  and  is  one  of  the  few  that  have  leaves,  as  the 
misilctoe.  But  Dr.  Parry  justly  observes,  that  those  plants 
"  begin  merely  because  decayed  wood  is  their  proper  soil." 

"The  smell  which  we  perceive  in  going  into  vaults  or  cel- 
lars, where  this  process  is  going  on,  arises  partly  from  the 
extrication  of  certain  gases,  mingled  perhaps  with  some 
volatile  oil,  and  partly  from  the  effluvia  of  those  vegetable 
substances  which  have  already  been  said  to  grow  on  it,  and 
which,  though  they  begin  merely  because  the  decayed  wood 
is  their  proper  soil,  yet  afterwards  tend  probably  to  the  more 
speedy  decomposition  of  the  wood  itself. 

"  The  following,  then,  appears  to  be  the  whole  theory  of 
the  dry-rot,  that  it  is  a  more  or  less  rapid  decomposition 
of  the  substance  of  the  wood,  from  moisture  deposited  on  it 
by  condensation,  to  the  action  of  which  it  is  more  disposed  in 
certain  situations  than  in  others;  and  that  this  moisture  ope- 
rates most  quickly  on  wood  which  most  abounds  with  the  sac- 
charine or  fermentable  principles  of  the  sap."  See  Dry-Rot. 


Charring  of  Mfood  is  known  to  be  a  most  ellectiud  mode  of 
preservation  against  rotting. 

The  incorruptibility  of  charcoal  is  attested  by  numerous 
unquestionable  facts.  At  the  destruction  of  the  famous 
temple  at  Ephcsus,  it  was  found  to  be  erected  on  piles  that 
had  been  charred;  and  the  charcoal  in  llerculaneum,  after 
almost  "2,000  years,  was  entire  and  undiminished. 

To  this  property  of  charred  wood  Sir  C.  Wren  does  not 
seem  to  have  attended,  when  about  to  build  St.  Paul's.  It  is 
said,  he  thought  piles  were  not  to  be  depended  on  for  a  foun- 
dation, excepting  when  always  wet;  and  therefore  dug  to  a 
great  depth  through  a  dry  soil,  in  order  to  come  at  a  solid 
foundation  for  part  of  that  cathedral. 

Charcoal  has  also  been  found  useful  as  a  defence  to  the 
surface  of  wood,  when  used  as  a  paint.  We  lately  had 
a  good  instance  of  the  efleot  of  sand  used  for  this  purpose. 
At  Studly  Royal,  we  saw  a  temple  to  appearance  of  stone, 
but  which,  on  examination,  we  found  to  be  wood  covered 
with  paint  and  dusted  over  with  sand.  We  were  informed 
it  had  stood  about  50  years  ;  and  the  deception  was  still  so 
complete,  that  the  spectators  supposed  the  pillars  to  be  stone, 
till  minutely  examined. 

The  following  table  of  the  properties  of  different  kinds  of 
timber  is  extracted  froniTredgold's  valuable  work  on  Car- 
pentry, and  will  be  found  to  contain,  in  a  condensed  form, 
every  information  as  to  the  comparative  merits  of  the 
various  descriptions  of  wood  used  for  building  or  similar 
purposes : — 


Table  of  the  Proper  lies  of  different  kinds  of  Timber, 


Kind  of  wood,  and  State. 


Sprcilic 
gravity. 


Weiiilit  of  tlie  mod- 
ulus of  elasticity 
in  pounds  per  sq. 
inch. 


<'«  hesive  force  in 
pounds  per  sq. 
inch. 


Comparative. 


Strength. 


Resilience. 


CotniiiDn  oak  ( Quercus  robur)  dry 

RLi^a  oak,  dry 

Dantzic  oak,  seasoned 

American  oak ; 

Beech  {fac/iis  Si/lvattca)  dry 

Alder  (Brtula  aluux)  dry 

Plane  [Platanus  occid^ntalist)  dry 

Sycamore  {Acer  pseudo-platanus)  dry .  . . 

Cliesnut  (Fagns  castanea)  dry 

Ditto,  screen 

Ash  [Fraxiiiux  excelsior)  dry 

P^hn  { Ulmtis  campestri'i).  dry 

Acacia  {RitbJnia  pseudoncacia)  green.  . . 

Spani>b  mahogany,  dry 

Honduras    ditto,       dry 

Walnut  {.Tnghins  rerjia)  green 

'I'eak  [Trctona  grandls) 

Poona,  dry 

Turtosa,  or  African  Teak,  dry 

Pojilar,  ( Popidus  dilatata)  dry 

Atpele  {PopnhiH  alba)  dry 

Cedar  of  l.ibanus  [Pinus  cedrtts)  dry.  . . 

Riga  iir  {Phius  Ki/lrestris)  dry 

Sletnel  fir  (ditto)         dry 

Mar  Forest  fir       (ditto)  

Plante.i  Scotch  fir(ditto)        dry 

Christiana  wliite  deal  {Pinusabiex)  dry 
American  white  spruce  {Pinus  alba)  dry 

Planted  Spruce  {Pinna  abies)  tlry 

WHymonth  pine  (Pinus  strobus)  dry  .  . . 

Pitch  pine 

Larch  {Pinus  larir)  dry 

Cowrie  {Dumtuara  australis) 


.750 

.688 
.755 
.867 


1,714,500 
1,610,196 
1,998,000 
1,958,700 


11,880 
ia,888 
12,780 
10,253 


100 

93 

117 

114 


100 

108 

107 

86 


100 

125 

99 

64 


,690 
.555 
.648 
.590 


1,316,000 
1,080,750 
1,343,250 
1,036,000 


12,225 
9,540 

10,935 
9,630 


77 
63 
78 
59 


103 
80 
92 
81 


138 
101 
108 
111 


.535 

.875 
.753 
.544 

.820 


1,147,500 

924,570 

1,525,500 

1,343,000 

1,687,500 


10,656 
8.100 

14,130 
9,720 

11,227 


67 
54 
89 

78 
98 


89 

68 

119 

82 
ii5 


118 
85 

160 
86 
92 


.853 
.560 
.920 
.744 
.613 
.954 
.374 
.511 

.486 
.480 
.544 
.684 
.460 
.512 
.465 
.555 
.460 
.660 
.613 


1,255,500 
1,593,000 

837,000 
2,167,074 
1,680,800 
1,728,000 

763,000 
1,134,000 


7,560 
11,475 

8,775 
12,915 
12,350 
17,200 

5,928 
10,260 


486,000 
1,687,500 
1,957,750 
845,066 
951,750 
1,804,000 
1,214,000 
1,393,975 
1,633,500 
1,2.52,200 
1,363,500 
1,982,400 


7,420 

9,540 

9,540 

7,323 

7,110 

12,346 

10,296 

8,370 

11,835 

9,796 

12,240 

10,960 


73 
93 
49 

126 
99 

101 
44 
66 


28 
98 

114 
49 
53 

104 
72 
81 
95 
73 
79 

116 


67 

96 

74 

109 

104 

144 

50 

86 


62 
80 
80 
61 
60 

104 
86 
70 
99 
82 

103 
92 


81 


In  the  last  three  cidumns  of  this  table,  oak  is  made  the  standard  of  comparison. 


61 
99 

HI 
94 
82 

138 
57 

112 


106 
64 
56 
76 
65 

104 

102 
60 

103 
92 

134 
74 
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For  riiiirble,  being  plentiful  in  luily  and  France,  these 
countries  have  been  able  to  make  a  considerable  use  of  it, 
even  in  the  main  walls  of  their  edifices;  but  being  seldom 
found  in  sufficient  quantities,  and  of  proper  quality,  in  the 
more  northern  pans  of  Europe,  it  has  been  here  chiefly  con- 
fined to  interior  columns,  |pavuments,  chimney  pieces,  and 
souietimes  stairs. 

Tne  kinds  of  stone  arc  as  various  as  the  countries  in  which 
the  buildings  are  constructed.  Sand-stone  being  very  gene- 
rally found  stiatitied,  even  in  thin  laniina;.  being  readily  cut 
into  diU'erent  forms,  and  being,  if  properly  selected  and  used, 
sutliciejitly  durable,  it  has,  in  northern  countiies,  been  in 
most  frequent  use.  ll  is  a  general  accompaniment  of  coal 
strata,  and  is  also  often  found  where  the  latter  does  not  occur. 
It  varies  in  lis  component  parts,  being  at  ditfereiil  places 
argillaceous,  siliceous,  and  calcareous.  Its  position  in  the 
earth  assumes  all  directions,  from  the  horizontal  to  a  vertical 
plane.  The  propcu'tional  thickness  of  its  strata,  lamuiae,  or 
beds,  varies  from  that  of  thin  slate  to  numy  feet  each.  The 
upper  beds  are  usually  very  thin  or  soft,  or  both  ;  if  suffi- 
ciiiuK  hard,  they  are  employed  in  floor  pavements,.and  for 
coveriiig  loofs.  Under  these  the  beds  generally,  in  useful 
quairies,  increase  in  thickness,  hardness,  and  tenacity.  The 
po.-ilion  of  the  lamin.e  always  requires  strict  attention,  that 
tlie  woiked  stone  may,  if  possible,  be  laid  in  the  building 
upon  its  natural  bed  ;  for  although  sojne  instances  occui,  as 
in  the  Isle  of  I'oitland  and  at  Griushill,  in  Shropshire,  where 
the  dilfeience  is  Hot  apparently  great,  yet  in  all  stone  (even 
granite)  it  is  sufKiieiitly  wril  known  to  workmen.  Some 
stone,  as  that  of  Bath,  is  so  soft  when  taken  out  of  the  cpuirry 
a>  to  be  veiy  conveniently  worked  with  tools  resemliliiii;  those 
used  by  carpenters;  yet  when  exposed  for  some  time  to 
the  atmosphere,  it  becomes  hard  and  durable.  This  last, 
iuileed,  cannot  be  deen^ed  sand-stone,  being  nearly  altogelhi-r 
calcai  eous, 

licsides  the  before-mentioned,  there  is  a  very  beautiful 
stone,  dug  in  the  hil.s  near  Dunstable,  in  the  parish  of  Tot- 
teuhoe,  from  whence  the  stone  receives  its  name.  It  has  the 
appear.iuee  of  indurated  chalk.  It  is  easily  worked,  and 
hardens  ny  e.\po.su.e  to  the  weather.  It  should,  however,  be 
placed  upon  a  plinth  of  some  other  stone,  or  kept  by  other 
means  fiom  eouiaet  with  the  ground  ;  otherwise  it  is,  in  this 
situation,  liable  to  be  injured  by  the  frosts.  The  house  of 
the  Duke  of  Bedford,  at  Woburn  Abbey,  is  built  chiefly  with 
this  stone,  as  are  various  other  large  houses  in  the  neigh- 
bourhood of  the  quarries.  Proofs  of  its  duraliility  may  be 
seen  in  many  old  churches.  From  the  closeness  of  its  tex- 
ture, the  beauty  of  its  colour,  and  the  facility  with  which  it 
is  w<u'ked  into  mouldings,  &c.,  it  is  peculiarly  fit  for  luiuse- 
buiiiling,  both  externally  and  internally. 

The  very  perfect  preservation  of  many  beautiful  churches 
iu  the  countries  of  Lincoln,  liuiland.  and  Northampton,  are 
evidences  of  the  excellence  of  the  stone  of  which  they  are 
built. 

In  the  central  ]iarts  of  Scotland,  dilTerent  varieties  of  sand- 
stone, which  accompany  coal,  are  used  extensively  in  building 
houses,  &e. ;  and  this  circumstance  has  not  a  little  contri- 
buted to  the  tine  appearance  of  the  new  streets,  squares, 
and  public  buildings  iu  the  cities  of  Edinburgh  and  Glasgow. 
Flints,  where  they  abound,  and  where  other  stone  is  scarce, 
are  sometimes  used  in  walls  of  considerable  height;  and 
notwithstanding  their  small  size  and  irregularity  of  shape, 
are  broken  so  as  to  compose  a  tiice  of  considerable  smooth- 
ness. The  church  and  steeple  of  llickman--worth,  in  Hert- 
fordshire, aflbrds  a  hue  specimen  of  this  kind  of  building. 
But  brick  or  squared  stones  are  generally  used  as  quoins  of 
this  sort  of  «  ork. 


In  Scotland  and  Sweden,  granite  is  made  use  of  as  a 
building  materitil.  It  lies  in  large  masses,  generally  sepa- 
rated by  gunpowder  into  moderate,  though  still  large  dimen- 
sions, which  are  again  cut  into  suitable  scantlings,  by  means 
of  iron  instruments  called  ^/»<7s  oiidfea/hir.t.  They  are  not 
only  worked  into  plain  square  forms,  but  also  monldincs  of 
considerable  delicacy,  by  means  of  pointed  tools,  of  difl^erent 
size  and  weights.  At  Aberdeen,  in  Scotland,  where  excel- 
lent granite  is  produced,  and  the  working  of  it  brought, 
jierhaps,  to  the  greatest  perfi'ction,  there  are  handsome 
porticos,  consisting  of  columns,  liases,  caps,  and  entablatures, 
executed  in  granite  with  great  nicety.  In  the  middle  of  the? 
city,  a  public  building,  whose  front  is  composed  of  a  full 
Doric  order,  is  w  holly  completed  with  this  excellent  material. 
There  are  two  sorts  of  granite,  the  one  gray  and  the  other 
red  ;  the  last,  being  the  hardest,  is  most  difficult  to  work — 
consequently  the  former  is  most  frequently  employed  ;  it 
consists  of  feldspar,  mica,  and  quartz.  It  is  much  employed 
for  paving  the  carriage-way  of  streets,  and  in  the  curbing  of 
the  flat  side-pavements;  also  for  piers  and  footpaths  of 
bridges;  and  for  facings  and  copings  to  quays  and  wharfs. 
At  Aberdeen,  it  is  employed  in  constructing  very  extensive 
piers,  for  protecting  the  entrance  of  the  harbour;  and  in  the 
Eddystone  and  Bell-rock  lighthouse,  it  composes  the  facings, 
where  they  are  exposed  to  the  action  of  the  .sea. 

\\'liin,  basalt,  and  schistns.  are  also  used  in  rubble  work. 
The  former  dressing  fieely  with  the  hammer,  in  oiu'  direction, 
may  readily  be  formed  with  good  fiices,  but  not  being  strati- 
lied,  their  beds  are  uncertain,  and  not  easily  improved  by 
art;  the  latter — that  is,  schistus — is  just  the  reverse,  having 
naturallv  good  beds,  but  being  in  few  instances  willing  to 
dress  s(juaie  across  the  laniinse:  they  are,  indeed,  where 
expense  is  not  an  object,  worked  to  a  face  by  the  laborious 
operation  of  striking  per[>endicularly  with  a  weilge-mouthed 
hammer  or  stone  axe:  both  kinds  are  laiil,  sometimes  pro- 
miscuously, and  at  others  in  regular  courses. 

Limestone,  where  found  regtilarly  stratified,  affords  good 
building  stone,  and  combines  the  advantages  of  both  the 
former,  having  naturally  good  beds,  and  dressing  readily  for 
a  face. 

A  species  of  .schistus  affords  a  covering  for  roofs,  totally 
unknown  to  the  ancients,  and  which,  when  good  of  its  kind, 
and  properly  prepared  and  laid  on,  is  both  very  eflectnal 
and  beautiful  ;  for  a  farther  account  of  which,  see  Slate. 

Bricks  have,  in  England,  become  a  material  very  aenerally 
employed  in  constructing  all  kinds  of  buildings.  The  coun- 
try is  provided  by  nature  with  abundant  supplies  of  coal  for 
burning  bricks,  which  can,  by  means  of  the  si-a  or  numerous 
inland  navigations,  be,  with  great  facility,  conveyed  to  the 
large  towns  and  populous  districts,  where  the  demand  has 
long  been  very  great.  Clay  of  proper  quality  is  usually 
found  either  upon  the  spot  or  immediate  vicinity  ;  a  very 
limited  number  of  workmen.  |>roperly  arranged,  can  manu- 
facture a  great  number  of  biicks  in  a  stated  time  ;  these  can 
readily  be  removed  to  the  place  where  they  are  to  be 
employed  ;  being  light  to  handle,  and  of  a  rectangular  shape, 
the  workmen  lay  them  with  facility  and  ease.  By  means  of 
bricks,  walls  can  be  made  much  ihiiuier  than  with  almost  any 
kind  of  stone  ;  they  are  therefore  chea|>er,  and  occupy  less 
space  ;  in  fornung  doorways,  windows,  chimneys,  apertures, 
and  angles  of  all  kinds,  the  taeility  thi'V  afli)rd  is  greater  than 
that  of  any  other  durable  nuiterial.  A  building  whose  walls 
are  made  with  bricks  dries  soon,  is  free  frotn  damp;  and.  if 
properly  imtde  and  thoroughly  well  burnt,  bricks  endure 
equal  to  most,  ami  longer  that)  numy  kinds  of  stone.  For  the 
best  modv's  of  matmfactuiing  them,  see  Brick. 

Tiles  having  long  been  employed  in  England  for  covering 
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the  roofs  (if  buildings  situated  in  town^,  and  of  farm-houses 
and  cottages  in  tlieciiuiiti\v  ;  but  of  lute  years  the  use  of  tiiem 
has  beeu  nuich  circumscrilicd  by  the  extension  of  that  of 
shites.  For  the  mode  of  manufacturing  and  using  them,  see 
Tile. 

Respecting  sand,  the  ancient  and  modern  practices  agree 
nearly  in  all  that  need  be  said  ;  that  which  is  of  an  angular 
shade,  hard  texture,  and  pertectly  free  from  earthy  particles, 
is  admitted  to  be  best.  For  the  circumstances  necessary  to 
be  attended  to  in  employing  it,  as  well  as  lime,  see  Cement. 

in  regard  to  metals,  in  modern  times,  the  use  of  copper 
and  bron/e  lias,  for  building  purfioses,  been  mostly  aban- 
doned. Brass  has  been  continued  in  locks,  pulh'ys,  sasli- 
windows,  handles,  sliding  plates,  connected  with  bells,  and 
sundry  other  purposes  in  lilting  up  the  interior  of  apart- 
ments. 

Iron  has  been  applied  to  many  purposes  unthonght  of  in 
former  times.  The  improvement  and  general  introduction  of 
cast-iron  bids  fair  to  create  a  totally  new  school  of  architec- 
ture. It  has  already  been  extensively  employed  in  bridges, 
pillars,  roofs,  Hoors,  chimneys,  doors,  and  windows;  and  the 
facility  with  which  it  is  moulded  into  difierent  shapes  will 
continue  to  extend  its  application.  The  before-mentioned 
purfioses,  to  which  it  has  already  been  appjied,  are  more 
particularly  noticed  in  the  discussions  of  practice  in  the 
ditlerent  branches  of  architecture,  under  their  respective 
heads. 

Glass,  as  a  building  material,  was  little  if  at  all  known  to 
the  ancients;  and  its  iiiiroduotion  alone  has  been  productive 
of  comforts  and  elegances  to  which  the  mcjst  refined  of  the 
Greeks  and  Ilomans  were  utter  strangers.  Their  oiled 
paper,  transparent  horn,  talc,  shells,  and  linen,  wcjuld  now, 
even  to  an  English  jieasant.  appear  a  miserable  expedient. 
For  an  account  of  its  manufacture,  and  application  to  archi- 
tectural purposes,  see  Glass. 

Besides  the  materials  which  have  already  been  enumerated 
as  composing  the  principal  members,  as  walls,  roofs,  floors, 
doors,  windows,  chimneys,  stairs,  and  pavements;  hair  is 
also  necessary  in  the  composition  of  mortar  for  plastering  the 
surface  of  w-alls  and  ceilings;  likewise  various  paints  and 
papers,  for  covering  them  and  other  parts  of  the  work  ;  all 
which  are  described,  with  the  modes  of  applying  them,  in 
their  proper  places. 

MATHEMATICS  (from  the  Greek  ixadTjiiarm]).  the 
science  which  treats  of  the  ratic  and  comparison  of  quantities, 
whence  it  is  defined  the  science  of  ratios  ;  some  writers  call  it 
X.\\>i.  science  of  qnantities ;  but  this  is  inacurate,  since  quan- 
tities themselves  are  not  the  subject  of  mathematical  investi- 
gation, but  the  ratio  which  such  quantities  bear  to  each 
other. 

The  term  matliematics  is  derived  fi-om  jxaOtjaig,  mathesis, 
discipline,  science,  representing  with  justness  and  precision, 
the  high  idea  that  we  ought  to  form  of  this  branch  of  human 
knowledge.  In  fact,  mathematics  are  a  methodical  concate- 
nation of  principles,  reasonings,  and  conclusions,  always 
accompanied  by  certainty,  as  the  truth  is  always  evident,  an 
advantage  that  particularly  characterizes  accurate  knowledge 
and  the  true  sciences,  with  which  we  must  be  careful  not  to 
associate  metaphysical  notions,  conjectures,  nor  even  the 
strongest  probabilities. 

The  subjects  of  mathematics  are  the  comparisons  of  mag- 
nitude, as  numbers,  velocity,  distance,  &c.  Thus,  geometry 
considers  the  rehitive  magnitude  and  extension  of  bodies"; 
astronomy,  the  relative  velocities  and  distancesof  the  planets; 
mechanics,  the  relative  powers  and  force  of  difi'erent 
madiines,  &c.  &c.,  some  determinate  quantity  being  fixed 
upon  in  all  cases,  as  a  standard  of  measure. 


The  study  of  mathematics  is  highly  useful  to  the  architect, 
particularly  arithmelic.geometry,  mensuration,  and  mechanics. 
Geometry  enables  him  to  take  his  dimensions  under  the  most 
difficult  circumstances,  and  to  lay  out  the  various  parts  of  his 
design,  while  it  furnishes  him  with  rules  for  executing  the 
same.  Mensuration  is  the  application  of  arithmetic  to 
geometry,  and  shows  him  how  to  find  the  exact  proportion 
of  his  labour,  according  to  the  difficulty  of  executing  a  certain 
uniform  portion  of  a  work,  and  to  estimate  the  quantity  of 
materials  employed  therein  :  that  branch  of  mathematics 
called  mechanics,  enables  him  to  compute  the  strength  and 
straiji  of  the  materials  he  employs.  In  short,  without  the  aid 
of  mathematics,  he  is  unfit  f  >r  his  profession  ;  and  the  more 
he  understands,  the  fewer  difficulties  he  will  have  to  encounter 
in  the  prosecution  of  his  art. 

Mathematics  are  naturally  divided  into  two  classes;  the 
one  comprehending  what  we  call  j>nre  and  abstract;  and 
the  other  the  compnnitd  or  mixed.  Pure  mathematics  relate 
to  magnitudes  generally,  simply,  and  abstractedly,  and  are 
therefore  founded  on  the  elementary  ideas  of  quantity. 
Under  this  class  are  included  arithmetic,  or  the  art  of  com- 
putation ;  geometry,  or  the  science  of  mensuration  and 
compaiison  of  extensions  of  every  kind  ;  analysis,  or  the 
comparison  of  magnitudes  in  genei  al  ;  to  whirh  we  may  add 
geometrical  analysis,  which  is  a  combination  of  the  two  latter. 
Mixed  mathematics  are  certain  parts  of  physics,  which  are, 
by  their  nature,  susceptible  of  being  submitted  to  mathe- 
matical investigation.  We  here  borrow  from  incontestable 
experiments,  or  otherwise  suppose  bodies  to  pos.sess  some 
principal  and  necessary  quality,  and  then,  by  a  methodical 
and  demonstrative  chain  of  reasoning,  deduce  from  the  prin- 
ciples established  conclusions  as  evident  and  certain  as  those 
which  pure  mathematics  draw  immediately  from  axioms  and 
definitions,  observing,  that  these  results  are  always  given 
with  reference  to  the  experiments  on  which  they  aie  founded, 
or  the  hypothesis  which  furnished  the  first  datum.  To  illus- 
trate this  by  an  example  :  numberless  experiments  have 
shown  ns,  that  all  liodies  near  the  earth's  surface  fall  with  an 
accelerated  velocity,  and  that  the  spaces  passed  through  are 
as  the  squares  of  the  time  they  have  occupied  in  falling. 
This,  then,  the  mathematician  considers  as  a  necessary  and 
essential  quality  of  matter,  and  with  this  datum  he  proceeds 
to  examine  what  will  be  the  velocity  of  a  body  after  any 
given  time,  in  what  time  it  will  have  acquired  a  given 
velocity,  what  time  is  necessary  for  it  to  have  generated  a 
given  space,  &c.,  and  in  all  these  investigations  his  conclu- 
sions are  as  certain  and  indisputable  as  any  of  those  which 
geometry  deduces  from  selfevident  truths  and  definitions. 
Again,  in  optics,  having  established  it  as  a  principle  of  light, 
that  it  is  transmitted  in  light  lines  while  no  obstacle  is  opposed 
to  the  passage  of  the  rays  ;  that  when  they  become  reflected, 
the  angle  of  incidence  is  equal  to  the  angle  of  reflection  ;  that 
in  passing  from  one  medium  to  another,  of  difierent  density, 
they  fly  off"  from  their  first  direction,  but  still  fiillow  a  certain 
geometrical  law;  these  principles,  or  qualities  of  light,  being 
once  admitted,  whatever  may  be  its  nature,  be  it  material  or 
immaterial,  or  whatever  may  be  the  medium  through  which 
it  passes,  or  the  surface  by  which  it  is  reflec-ted,  are  matters 
totally  indiflerent  to  the  mathematician  ;  he  considers  the 
rays  onlv  as  right  lines,  the  surfaces  on  which  they  impinge 
as  geometrical  planes,  of  which  the  form  only  enters  into  his 
investigation  :  and  from  this  point  all  his  inquiries  are  purely 
geometrical,  his  investigation  clear  and  perspicuous,  and  his 
deduction  evident  and  satisfactory.  To  this  class  of  mathe- 
matics belong  mechanics,  or  the  science  of  equilibrium  and 
motion  of  solid  bodies:  hydrodynamics,  in  which  the  eqnili 
brium  and  motion  of  fluids  are  considered  ;  astronomy,  which 
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relates  to  the  motion,  masses,  distance,  and  densities,  of  the 
heavenly  bodies;  optics,  or  the  theory  and  effects  of  light; 
and,  histly,  acoustics,  or  the  theory  of  sounds. 

Such  are  the  sulyects  tliat  fall  under  the  contemplation  of 
the  mathematician  ;  and,  as  far  as  a  knowledge  of  these  may 
be  considered  benelicial  to  mankind,  so  far,  at  least,  the  utility 
of  the  science  on  which  they  depend,  must  be  admitted,  it 
is  not,  however,  the  application  of  mathematics  to  the  various 
purposes  of  society,  thatconstitutes  their  particular  excellency ; 
it  is  their  operation  upon  the  mind,  the  vigour  they  impart 
to  our  intellectual  faculties,  and  the  discipline  which  they 
impose  upon  our  wandering  reason.  "  The  mathematics," 
says  Dr.  Barrow,  "  effectually  e.xercise,  not  vainly  delude, 
nor  vexatiously  torment  studious  minds  with  obscure  sub- 
tilties,  but  plainly  demonstrate  everything  within  their  reach, 
draw  certain  conclusions,  instruct  by  profitable  rules,  and 
unfold  pleasant  questions.  These  disciplines  also  inure 
and  corroborate  the  mind  to  a  constant  diligence  in  study  ; 
they  wholly  deliver  us  from  a  credulous  simplicity,  and  most 
strongly  fortify  us  against  the  vanity  of  scepticism ;  they 
effectually  restrain  us  from  a  rash  presumption,  most  easily 
incline  us  to  a  due  assent,  and  perfectly  subject  us  to  the 
government  of  right  reason.  While  the  mind  is  abstracted 
and  elevated  from  sensible  matter,  it  distinctly  views  pure 
forms,  conceives  the  beauty  of  ideas,  and  investigates  the 
harjnony  of  |)roportions ;  the  manners  themselves  are  sensibly 
corrected  and  improved,  the  affections  composed  and  rectified, 
the  tiincy  calmed  and  settled,  and  the  understanding  raised 
and  excited  to  more  divine  contemplations." 

List   of   the    most  celebrated   Mathematicians,    with    the 
7iantes  of  their  works,  or  the  sciences   in    which   they  were 
eminent,  and  the  countries  where  they  flourished;    chrono- 
logically arranged. 
B.  c.  Name.  Science.  Country. 

9G0  Chiron  the  Centaur.  Astronomy     ....  Thessaly 

747   Era  of  Nabonassar Baliylou 

.  Ethics China 

.  Prediction  of  an  Eclipse  Greece 
.   Celestial  Globes       .     .   Ditto 
.   Astronomy    ....   Ditto 
.   Philosojjhy     ....   Ditto 

.  Sun-tliai Ditto 

.  47Euc.Syst.  ofAstron.  Ditto 
.  Astronomy  ....  Ditto 
.  Metonic  Cycle  .  .  .  Ditto 
.  Geometry  and  Philos.  Ditto 
.  Quadrant  of  Luues 
.  Geometry 

.   Ditto 

.   Philosophy     . 

.   Astnjncimy    . 

.   Architectin-e  . 

.   History  and  Mathem. 

.   Architecture  . 

.  Geometry  and  Astron 

.  Navigation  and  Astron.  Gaul 

.  Mathematics  &  Philos.   Greece 

.   ("onic  Sections    .     .     .   Ditto 

.  Qua/lratix       ....  Ditto 

.  (jeometry       ....   Ditto 

.  Geometry  &  Conic  Sect.  Ditto 

.  Gi>ometry  &  Mechanics  Sicily 

.  Astronomy    ....  Greece 

.   Measure  of  a  Degree  .  Ditto 

(  ElementsofGeometry 

(      and  Optics 


100 


300 


7'2'2  Confucius 
600  Th.il  cs       .     . 

Anaximander 
500  CIcostratus    . 

Anaxagoras  . 

Anaximcncs  . 

Pythagoras   . 
400  Euetemon 

Meton 

Plato  .     .     . 

Hippocrates  . 

(Eiiopides 

Zoiiodorus     . 

Aristotle  .     . 

CalipiHis  .     . 

Diuocrates    . 

Theoplirastus 

Xenocrates    . 

Eudoxiis  . 

Pylheas    .     . 

Archytas  . 

Aristffius  . 

Dinostratus  . 

Mi-nL-chmus  . 

Apolloiiius    . 

Archimedes  . 

Aristarchus  . 

Eratosthenes 

Euclid      .     . 


Ditto 

900 

Ditto 

1000 

Ditto 

Ditto 

1100 

Ditto 

1200 

Ditto 

Ditto 

Ditto 

Ditto 

1200 

200 


|-  Ditto 


100 


200 
300 


400 


500 


COO 
042 
700 


800 


1300 
1400 


Name.  Science.  Country 

Aratus      ....  Poetry  and  Astronotny  Greece 

Aristillus .     .     .     .   Philosopliy  and  Astron.  Ditto 

Nicomedes    ,     .     .  Conchoid Ditto 

,T.  ,  (  Length  of  Year,  Num- )  t-.-^^ 

ILpparchns   .     .     |      i^^^^  „f  the  StWs  .     [  ^;"° 

Ctesibius  ....   Water  Pumps    .     .     .  Ditto 

Hero Hero's  Foun.  Clepsydra  Egypt 

Manilius  ....  Poetry  and  Astronomy  Rome 

Manlius    ....  Astron<uny     ....  Ditto 

Julius  Csesar      .     .  Calendar  reformed  .     .  Ditto 

Sosigenes      .     .     .  Astronomy    ....  Egypt 

Posidonius    .     .     .  Mechanics  &  Mathem.  Pome 

Theodosius    .     .     .  Spherics Ditto 

Cleomedes     .     .     .  Astronomy    ....   Ditto 
Geminus  ....  Geometry  &  Astronomy  Rhodes 
Vitrnvius       .     .     .  Architecture  ....  Rome 
Menelaus       .     .     .  Spherical  Trigonometry  Ditto 

FrontiiMis    (Sixtus)   Enginery Rome 

Nicomachus  .     .     .  Mathematics  ....  Greece 

Hypsicles      .     .     .  Ditto Ditto 

Ptolemy   ....   Almagest       ....  Egypt 
Diophantus  .     .     .  Diophan.  Analysis .     .  Greece 
lamlilicus       .     .     .   Philosophy     ....  Syria 
Pappus     ....  Geometriciil  Loci     .     .  Greece 

Theon Philosophy     ....   Ditto 

Hypati,    daughter  )  Commentary  on  Dio- )  -rj-^j 

of  Theon  .     .     (       phanes  .     .     .     .     ( 
Proolus     ....  Commentary  on  Euclid  Ditto 

Diodes     ....  Cissoid Ditto 

Serenus     ....   Geometry       ....   Ditto 

Marinns   ....  Ditto Naples 

Anthemius    .     .     .  Architecture  ;   Domes.  Rome 
Eutocius  ....  Geometry      ....  Greece 
Isidorus    ....  Architecture  ....  Rome 

The  Venerable  Bede England 

Alexandrian  Lilirary  destroyed. 
Almansor,theVic-)^^^,.^,^^^        .     .     .     .Saracen 

toi'ious  .     .     .      )  •' 

Hero  the  Younger  .  Geometry      ....  Greece 
Almaimon,  Calif    .  Astronomy    ....  Araliia 

Alraschid      .     .     .  Ditto Persia 

Alwamon      .     .     .  Ditto Ditto 

Alfragan  ....  Ditto Arabia 

Albatigni      .     .     .  Ditto Ditto 

Thebit  Ibn  Chora    .  Ditto Ditto 

(Gebert)Silvesterll  Mathematics  .  .  .  Spain 
Ibn  lonis  ....  Astronomy  ....  Arabia 
Geber  Ben  Alpha  .  Comment  on  Almagest  Ditto 
Alhazen  ....  Optics  and  Astronomy  Ditto 
Leonard  (de  Pisa)  .  First  Euro.  Algebraist  Italy 
Nassir  Eddin      .      .  Astronomy    ....  Persia 

A'lihoiiso,  King  of  )    .,   ,        •       rp  1  ,  o     • 

',      .,  '         '^       >  Alphonsine  iables  .     .  Spain 
Castile.     .     .     j       '  ^ 

Halifiix,  or  Sacro-  )  -.i  .i         .•  tt'     i     j 

,         '  y  jSlathematics       .     .     .  England 

bosco    .     .     .      )  " 

Jordanu  Nemorarius  Mathematics 

Bacon Philosophy    ....  England 

Campanus      .     .     .  Theory  of  Planets  .     . 

Vitilla  and  Pecam    Optics 

Alliano     ....  Physic  &  Mathematics   Italy 

Ascoli        ....   Mathematics        .      .     .   Ditto 

John  of  Saxony       .   Astronomy 

I)iaiichini       .     .     .   Ditto Ditto 

!Moscli(dpulus,  Mod.  Jlagic  Square     .     ,     .  Greece 

Purbach  ....   Astronomy    .     .  V'«nna 
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A.D.        Name. 

Country,     a.d. 

Name. 

Country. 

1400  Regidiiiontanus      .     .  Ditto Ditto 

Byrgious    .     . 

Italy   1700 

Biackenridge 

England 

Cusa,  Cardinal  .     .     .  Astronomy 

Ciavius       .     . 

Ditto 

Cassini,D.&J 

Nice 

Henry,  Duke  of  Visco  Sea  Charts 

Castel         .     . 

France 

Craig,  J.    . 

.  Scotland 

Uleugli  IJeiuh,  Priiiee  Astronomy     .     .     .  Tartary 

IGOO  Bayer    .     .     . 

Prussia 

Gravesande 

Holland 

Bernard  of  GranDhuhi  Ditto 

Lucas  de  Burgo     .     .  Geometry  &  Algebra 

Beauregard 
Beaume,  De    . 

France 
Italy 

Hire,  Philip 
Dela 

'  France 

Novera,  Dominic  .     .  Astronomy     .     .     .  Italy 

DeDominis    . 

Ditto 

Keill    .     .     . 

Scotland 

1500  Copernicus  ....  System  of  AstronomyGermany 

Gassendi    . 

France 

Laloubere     . 

France 

Apian,  Peter     .     .     .  Math.  &  Cosmogony  Ditto 

Gelli  brand 

England 

Lomsberg 

Apian,  Philip    .     .     .  Sun-dials   ....   Ditto 

Gundling   .     . 

Germany 

Manfredi 

Italy 

Biiteo Geometry  ....  France 

Halifax.orLon- 

•  Denmark 

Marchetti      . 

Ditto 

Caidan Ditto Italy 

gomontanus 

Meibomius   . 

Germany 

Commandine     .     .     .  Mathematics  .     .     .  Ditto 

Harriot       .     . 

England 

D  Onierique, 

ilFrance 

Durer,  Albert   .     .     .  Geom.&  Perspective  Germany 

Horrox       .     . 

Ditto 

Pemberton 

England 

Vieta Angular  Sections    .  France 

Kircher.     .     . 

Germany 

Prestet     . 

France 

Bralie,  Tycho    .     .     .  Astronomy     .     .     .  Denmark 

Lucas  Valerius  Italy 

Sauiiderson   . 

England 

Bacon,  Lord  Francis  .  Philosophy     .     .     .  England 

Metius  .     . 

Holland 

Saurin      .     . 

France 

Galileo Law  of  tiilling  Bodies  Italy 

Oughtred    . 

England 

Stirling     . 

Scotland 

i/.«n  T>  •                                  (  Present  System  of     -^     ,      , 
leOOBnggs     .     .     .     .     -j      Logarithms          [England 

Pitiscus,  Bar- 
thelemi    . 

Germany 

Ulloa  .     .     . 
Varignon 

Spa  ill 
France 

Des  Cartes  .     .     .     |  ^Sfs" ''! ^"''''' [  ^'''"'^'^ 

Romanus    . 

Ursinus 

Flanders 
Germany 

Verl)iest  . 
Wolfius    . 

Prussia 

Kepler La  \vs  of  Celes.Motion  Germany 

Bartholin     . 

Denmark 

Bellidor    . 

Napier Logarithms    .     .     .  Scotland 

Borelli    .     . 

.   Naples 

Bernouilli, 

) 

Torricelli      ....  Gravity  of  Atmosph.  Italy 

Bullialdus 

Js.  Jn.  & 

►  Swiss 

Cavalerius    ....  Indivisibles    .     .     .  Milan 

Dechales 

Savoy 

Daniel . . 

) 

Biounker      ....  Continued  Fractions  Ireland 

Frenicle 

France 

Bougainville 

France 

T^          ,                          (  Max. etMin. Theory  )  ,-, 
^^■■^'"'^^   ....     1      „f  Numliers  .     .  \  ^'''"^^ 

Girard,  Alber 

.  Holland 

Boguer     .     . 

Gregory  ,J.&D 

.  England 

De  la  Caille 

France 

Pascal Di'Ct.  of  Probabilities  Ditto 

Henrion 

.  France 

Clarke,  Dr.  S 

England 

Wallis Anthmet.  oi  Infinites  England 

Hevelius 

.  Poland 

Collins      . 

Ditto 

Bernoiiilli, James  .     .  Mathematics.      .     .  Swiss 

Horrebow   . 

.  Denmark 

Courtivron    . 

France 

Barrow Ditto England 

Mersennus  . 

.  France 

Cramer     . 

Geneva 

Hooke Philos.  &  Mechanics  Ditto 

Riccioli  .     . 

•  Italy 

Dodson 

England 

Huygens      ....  Evolute  of  Curves  .  Holland 

Roberval     . 

.  France 

Dollond    . 

Ditto 

Leibnitz Ditiljiential  Calculus  Germanj' 

Slusius    .     . 

.  Flanders 

Fatio  .     . 

L'Hopital     ....  Mathematics  .     .     .  France 

Snellius,R.&W.  Holland 

Fountain  .     . 

England 

Riienier,  Dan.  .     .     .  Progress.Mot.ofLightDenmark 

Tacqnet  .     . 

.  France 

Gold  bach  .    . 

1700  Newton,  Sir  I.  .     .     .  Various      ....  England 

Tehiinhausen 

Guisnee    . 

Beiniiuilli,  John     .     .  Mathematics  .     .     .  Swiss 

Vincent,  St.  G 

■e 

Herman    . 

Swiss 

Bradley Aberration  of  Stars  England 

Viviani  . 

.  Tuscany 

Halley      . 

England 

Cotes Mathematics.     .     .  Ditto 

Vlaeq 

Jacquier    . 

France 

Taylor Increments     .     .     .  Ditto 

Ward,  Seth 

England 

Koenig 

Swiss 

Clairaiit Mathematics  .     .     .  France 

Witt,  John  de 

Holland 

Long    .     . 

Fiance 

Maciaurin     ....  Ditto Scotland 

Amontons  . 

France 

M'Laurin  . 

Scotland 

De  Moivre  ....  Ditto England 

Auzout  .     . 

Ditto 

Mail  an 

France 

Simpson Ditto Llilto 

Bachet   ,     .     . 

Ditto 

Mariotte    . 

.  Ditto 

D'Alernbert      .     .     .  Partial  Differences  .  France 

Fagnani      .     . 

Italy 

Maiipertuis 

Ditto 

Euler Mathematics  .     .     .  Germany 

Flamsteed .     . 

England 

Mayer 

Germany 

LandfH Residual  Analysis    .  England 

Grimaldi     . 

Italy 

Montmort 

.  France 

Waring Mathematics  .     .     .   Ditto 

Guido  Grandi 

Ditto 

Nicole  .     . 

Ditto 

Hudde   .     . 

Holland 

Riccati 

Italy 

branches  affixed  to  their  names,  the  following  were  so  multi- 

Keri  .     .     . 

Hungary 

Robins 

Kinghuysen 

Simson 

England 

injustice  to  their  talents  to  give  a  preference  by  noticing  any 

Lagnay  .     .     . 

France 

Walmsley 

one  to  the  exclusion  of  the  rest.     We  therefore  merely  sub- 

Lieutard 

Ditto 

Agnesia  Donna  Spain               | 

join  a  list  of  their  names,  and  the  countries  in  which  they 

Meraldi       .      . 

Italy 

At  wood 

.  England 

were  born. 

Molyneux  .     . 

Ireland 

Bailly  .     . 

.  France 

A.D.            Name.            Country.           a.d.         Name.                Countiy. 

Oldenburgh     . 

Bremen 

Bezout 

.   Ditto 

1500  Maurolycus    Sicily            1500  Ramus  .     .       France 

Ozanam      .     . 

France 

Borda   .     . 

.  Ditto 

Nonius    .     .  Portugal                 Recorde      .       Ditto 

Pell.     .     .     . 

England 

Carnot 

.  Ditto 

Sturmius     .  France                     Reinhold     .       Germ. 

Picart    .     .     . 

France 

Emerson   . 

.  England 

Tartaglia      .   Venice                    Rothman     .      Ditto 

Reyneau     .     . 

Ditto 

Ilorsley     . 

.  Dittc 

"Werner  .     .  Germany                 Stiftelius      .       Ditto 

Schooten    .     . 

Holland 

Harris  . 

.  Ditto 

Ferrari   .     .   Italy                         Ubaldi,  Guido   Italy 

Wren     .     .     . 

England 

Herschel   . 

Ditto 

1700  Billi,  De    .     . 

Fiance 

Kestner     . 
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A.D.        Name.  Country.         a.d.        Namf  Country. 

1700  Lahmile    .     .  Fiance     1700  Steward     .     .  Scotland 
Ma-kclync     .  Ditto  Vandermond  . 

Moiitucla       .  Ditto  Vega     .     .     . 

Pingrce     .     .  Ditto  Wargcntiii     . 

Holjison  .  .  Scotland 
!N[atiiematical  Instruments,  see  Instruments. 
MAUSOLEUM,  is  the  term  now  generally  used  to  desig- 
nate a  sepulchral  chapel  or  edifice  erected  for  the  reception 
of  a  inonunicnt;  but  it  originally  applied  only  to  the  magni- 
ficent structure  raised  by  Artemisia,  as  the  tomb  of  her 
husband  Mausolus,  king  uf  Caria,  at  Ilalicarnassus,  B.C.  352. 
Of  this  monument,  once  reckoned  among  the  wonders  of  the 
world,  no  remains  now  e.xist  ;  but  from  Pliny's  description 
(.xxxvi.  5,)  it  appears  to  have  been  nearly  square  in  its  plan, 
measuring  1 13  feet  on  its  sides,  and  93  on  each  of  its  ends 
or  fronts,  and  to  have  been  decorated  with  a  peristyle  of  36 
columns  (supposed  by  Hardouin  to  have  been  60  feet,  or 
upwards),  above  which  the  structure  was  carried  up  in  a 
pyramidal  form,  and  surmounted,  at  its  apex,  liy  a  marble 
quadriga,  executed  by  Pythis,  who,  according  to  Vitruvius, 
was  joint  architect  with  Satyrus  in  the  building.  It  was 
also  ric-hly  decorated  with  sculptures  and  reliefs,  b\'  Scopas, 
Brvaxis,  Timolheus,  and  Leochares.  The  entire  height  was 
140  feet. 

The  mausoleum  erected  at  Babylon  by  Alexaniler  the 
Great,  in  honour  of  IIe]ih;estion,  appears  to  have  been  still 
more  magnificent,  and  somewhat  extravagant  in  its  decora- 
tions, as  far  as  can  be  gathered  from  the  accf>unt  of  it  by 
Diodorus  (xvii.  115).  Below  it  was  adorned  by  the  gilded 
rostra,  or  beaks,  of  240  ships,  and  every  snccessive  tier  or 
story  was  enriched  with  a  profusion  of  sculpture,  representing 
various  animals,  fighting  centaurs,  and  other  figures,  all  of 
which  were  gilt.  On  the  summit  were  statues  of  sirens, 
made  hollow,  in  order  that  the  singers  who  chanted  the 
funeral  dirge  might  be  concealed  within  them. 

Those  of  Augustus  and  Hadrian,  at  Rome,  were  also 
structures  of  great  magnitude  and  grandeur,  and  resembled 
each  other  in  form,  l)eing  circular  on  the  plan.  The  first 
stood  in  the  Campus  Martius,  where  remains  of  it  yet  exist 
in  the  two  concentric  circles  forming  the  first  and  second 
stories  of  the  Ijuilding,  and  the  vaulted  chambers  between, 
which  supported  the  first  or  lowest  terrace.  Of  these  terraces 
there  were  three,  consequently  four  stages  in  the  building, 
gradually  decreasing  in  diameter,  the  uppermost  of  which 
was  crowned  by  a  colossal  stauie  of  the  emperor.  The 
terraces  themselves  were  planted  with  trees.  From  traces 
of  something  of  the  kind  that  yet  remain,  it  is  conjectured 
that  there  was  originally  anadvanceil  portico  attached  to  the 
building,  in  the  same  manner  as  tliat  of  the  Pantheon, 
though  considerably  smaller  in  proportion  to  the  rest  of  the 
plan,  as  it  could  not  have  been  carried  up  higher  than  the 
first  st»tge  of  the  building.  According  to  Hirl's  representa- 
tion of  it,  in  his  "  Baukunst  bei  den  Alten,"  it  was  a  Qirin- 
thian  hexastylc,  advanced  one  intercolutnn  before  the  side- 
walls  connecting  it  with  the  circular  edifice  behind  it. 

Hadrian's  mausoleum,  now  converted  into  the  Castello  di 
St.  Angelo,  in  which  shape  it  is  fixmiliar  to  almost  every  one, 
is  a  work  of  most  massive  construction,  and  originally  pre- 
sented an  unbroken  circular  mass  of  building,  erected  upon 
a  larger  square  basement,  lofty  in  itself,  yet  of  moderate 
height  in  proportion  to  the  superstructure,  the  laiter  being 
about  twice  as  high  as  the  former.  This  nearly  solid  rotunda, 
which  was  originally  coated  with  white  marble,  had  on  its 
summit  numerous  fine  statues,  which  were  brokitn  to  pieces, 
and  the  fragments  hurled  down  by  the  soldiers  of  I5elisarius 
upon    the  Goths,  who  attempted   to  take  the   building    by 


storm.     Neither  are  any  remains  now  left  of  the  uppermost 

stage  of  the  edifice,  which  assumed  the  form  of  a  circular 
peripteral  temple,  whose  diameter  was  about  one-third  of  the 
larger  circle.  Accordint;  to  tiaditii'U,  its  peristyle  consisted 
of  the  24  beautiful  Corinthian  columns,  which  afterwards 
decorated  the  basilica  of  San  Paulo  fuori  dellc  Mura  (partially 
destroyed  some  years  ago  by  fire,  but  now  nearly  restored)  ; 
and  its  tholus  or  dome  was  surmounted  by  a  colossal  pine- 
apple in  bronze,  now  placed  in  the  gardens  of  th(!  Vatican. 

Such  places  as  Henry  VII. 's  chapel,  and  the  Pantheon  of 
the  Escurial,  may  also  be  considered  as  mausoleums  ;  but 
the  term  is  generally  restricted  to  a  detached  edifice  erected 
merely  as  a  private  burying-place,  or  to  contain  tombs. 
Thei'e  are  several  structures  of  the  kind  in  the  parks  of  our 
nobility ;  among  the  most  remarkable  is  that  at  Castle 
Howard,  the  seat  of  the  earl  of  Carlisle,  and  one  of  Ilawks- 
moor's  best  works,  a  noble  circular  edifice  in'  the  Roman- 
Doric  style,  elevated  upon  a  basement,  and  crowned  by  a 
dome:  plans,  sections,  cSjc.  of  this  structure  have  been  beau, 
tifiilly  engraved  by  Moses.  The  marquis  of  Rockingham's 
mausoleum,  by  Carr,  is  another  ornamental  structure  of  the 
kind,  composed  of  three  stories,  Doric,  Ionic,  and  Corinthian. 
We  may  also  mention  those  at  Ccdiham,  in  Kent,  and 
Brocklesby,  in  Lincolnshire,  by  the  late  .lames  Wyatt.  The 
mausoleum  of  Louisa,  queen  of  Prussia,  at  Charlottenbmg, 
near  Berlin,  has  a  Grecian-Doric  portico,  but  is  not  so 
remarkable  as  a  building  as  fir  containing  the  sarcophagus, 
on  which  is  the  recumbent  figure  of  that  princess,  the  chef 
d'ceiivre  of  Ranch's  chisel. 

ME.\SURE  (from  the  Latin  mensura),  in  geometry,  any 
certain  quantity  assumed  as  one,  or  unity,  to  which  the  ratio 
of  other  homoireneous  or  similar  quantities  is  expressed. 

This  definition  is  somewhat  more  agreeable  to  practice  than 
that  of  Euclid,  who  defines  measure  as  "  a  quantity,  which, 
being  repeated  any  number  of  times,  becomes  equal  to 
another  ;"  which  only  answers  to  the  idea  of  an  arithmetical 
measure,  or  quota  part. 

Measure  of  an  Angle,  an  arc  described  from  the  vertex 
in  any  place  between  its  legs.  Henee  angles  are  distinguished 
by  the  ratio  of  the  arcs,  described  from  the  vertex  between 
the  legs,  to  the  peri|)heries. 

Angles,  then,  are  distinguished  by  those  arcs  ;  and  the 
arcs  are  distinguished  by  their  ratio  to  the  periphery.  See 
Angle. 

It  is,  however,  in  many  cases,  a  more  simple  and  more 
convenient  method  to  estimate  angles,  not  by  the  arcs  sub- 
tending them,  but  by  their  sines,  or  the  perpendicular  falling 
from  one  leg  to  the  other.  Thus  it  is  usual,  among  those 
who  are  taking  the  level  of  the  ground,  to  say  th.at  it  rises  or 
falls  one  foot,  or  one  yard,  in  ten,  when  the  sine  of  the  angle 
of  its  inclination  to  the  horizon  is  one-tenth  of  the  radius. 
Angles  of  different  magnitudes,  are,  indeed,  proportional  to 
the  arcs,  and  not  to  the  sines  ;  so  that  in  this  sense  the  sine 
is  not  a  true  measure  of  the  comparative  magnitude  of  the 
angle  ;  but  in  making  calculations,  we  are  more  frequently 
obliged  to  employ  the  sine  or  cosine  of  an  angle  than  the 
angle  or  arc  itself  Nevertheless  it  is  easy  to  pass  from  one 
of  these  elements  to  the  other,  by  means  either  of  trigono- 
metrical tables,  or  of  the  .scales  engraved  on  the  sector. 

Measitre  of  a  Figure,  or  Plank  Surface,  a  square, 
whose  side  is  one  inch,  foot,  yard,  or  other  determinate 
length. 

Among  ireometricians  it  is  usually  a  rod,  called  a  square 
rod,  divided  into  ten  square  feet,  and  the  square  feet  into 
sipiare  digits.     Hence  square  measures.     See  Mensuration. 

Mkasurr  of  Force,  Jfor  ppifuruling  metal  and  other  sub- 
stances.    The  measure  of  the  force  necessary  to  punch  a  hole 
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through  a  phite  of  metal  or  other  substance,  must  be  an  inte- 
rns! iiig  subject  to  si'icntilic  readers.  We  shall  tiierefure  here 
insert  the  resirlt  of  Mr.  Bevaii's  experiments  made  on  that 
subject.  A  good  cylindrical  steel  punch  was  made  and  fitted 
to  a  guide  or  director,  so  as  to  move  correctly  to  a  cylindri- 
cal hole  in  a  steel  jilate  connected  with  tiie  guide  ;  with  this 
instrument,  the  artist  was  able  to  force  cylinders  of  metal 
vt^ry  uniform,  and  with  little  or  no  bur  to  the  hole,  both  by 
sijnple  pressure  and  percussion.  Tlie  results  of  some  experi- 
ments made  on  the  force  of  simple  pressure,  to  maliea  hole 
through  a  metal  plate  of  one-eighth  of  an  inch  in  thickness, 
and  one-fourth  of  an  inch  in  diameter,  are  as  follows: — Plate 
iron,  3.900  lbs.;  cast  brass,  3,200  lbs.;  hammered  brass, 
3,000  lbs.;  copper,  2.800  lbs.  The  following  are  the  results 
from  the  same  machine,  on  specimens  of  wood,  in  the  direc- 
tion of  the  grain,  of  the  same  thickness  and  diameter  : — 
Christiana  deal,  135  lbs.;  mahogany,  170  lbs.;  dry  box- 
wood, 3ri6  lbs.;  beech,  204  lbs.;  asli,  197  lbs.;  oak,  156 
lbs.;  elm,  122  lbs. 

Measure  of  a  Line,  any  right  line  taken  at  pleasure, 
and  considered  as  unity. 

Measukes,  Line  of,  see  Line. 

Measure  of  the  Mass,  or  Quantitt  of  Matter,  in 
mechanics,  is  its  weight;  it  being  apparent,  that  all  the 
matter  which  coheres  and  moves  with  a  body,  gravitates  with 
it  ;  and  it  beinii  found  by  experiment  that  the  gravities  of 
homogeneal  bodies  arc  in  proportion  to  their  bulks  :  hence, 
while  the  mass  continues  the  same,  the  absolute  weight  will 
be  the  same,  whatever  be  its  figure;  but  as  to  its  specific 
weight,  it  varies  as  the  quantity  of  surface  varies.  See 
Weigut. 

Measure  of  a  Number,  in  arithmetic,  a  number  which 
divides  another,  without  leaving  any  traction  ;  thus  9  is  a 
measure  of  27. 

Measure  of  a  Solid,  a  cube  whose  side  is  one  inch,  foot, 
yard,  or  other  determined  length. 

Among  geometricians  it  is  sometimes  a  rod,  or  perch, 
called  a  cubic  perch;  divided  into  cubic  feet,  digits,  &c. 
Hence  cubic  measujes,  or  measures  of  capacity.  See  Cube 
and  Mensuration. 

Measure  of  Velocity,  in  mechanics,  the  space  passed 
over  by  a  moving  body  in  any  given  time.  To  measure  a 
velocity,  therefore,  the  space  must  be  divided  into  as  many 
equal  parts  as  the  time  is  conceived  to  be  divided  into.  The 
quantity  of  space  answering  to  such  an  interval  of  time  is 
the  measure  of  the  velocity. 

Measure,  Universal  and  Perpetual,  a  kind  of  measure 
unalterable  by  time,  to  which  the  measures  of  different 
nations  and  ages  might  be  reduced,  and  by  which  they  might 
be  compared  and  estimated.  Such  a  measure  is  very  desi- 
rable, if  it  could  be  attained.  Huygens,  in  his  Horol.  Oscill., 
proposes,  for  this  purpose,  the  length  of  a  pendulum  vibrat- 
ing seconds,  taken  from  the  point  of  suspension  to  the  point 
of  oscillation.  The  third  part  of  such  a  pendulum  may  be 
called  the  horary  foot,  and  serve  as  a  standard  to  which  the 
measure  of  all  other  feet  may  be  preferred.  Thus,  e.  g.  the 
proportion  of  the  Paris  foot  to  the  horary  ft)Ot  would  be  that 
of  804  to  881;  because  the  length  of  three  Paris  feet  is  864 
halt  lines,  and  the  length  of  a  pendulum  vibrating  seconds 
contains  three  horary  feet,  or  3  feet  8-^  lines,  i.  e.  881  half 
lines.  But  this  measure,  in  order  to  its  being  universal, 
suppo.ses,  that  the  action  of  gravity  is  everywhere  the  same, 
which  is  contrary  to  fact ;  and,  therefore,  it  would  really 
serve  only  for  places  under  the  same  parallel  of  latitude  ;  and 
in  order  to  its  being  perpetual,  it  supposes  that  the  action  of 
gravity  continues  always  the  same  in  the  same  filace. 

Measure,   in  a  legal,   commercial,   and    popular   sense, 


denotes  a  certain  quantity  or  proportion  of  anything  bought, 
sold,  valued,  or  the  like.  It  denotes  also  a  vessel  of  capacity 
enqiloyed  in  measuring  grain  and  other  articles :  the  fourth 
part  of  a  peck.  The  regulation  of  weights  and  measures 
ought  certainly  to  be  the  same  throughout  the  kingdom,  and 
therctore  be  reducible  to  some  fixed  rule  or  standard;  the 
prerogative  of  so  fi.xing  it  was  vested,  by  our  ancient  law,  in 
the  crown.  This  standard  was  originally  kept  at  Winches- 
ter ;  and  we  find,  in  the  laws  of  king  Edgar,  cap.  8,  near  a 
century  before  the  Con<piest,  an  injimction,  that  the  one 
measure,  which  was  kept  at  Winchester,  should  be  observed 
throughout  the  realm.  With  respect  to  measures  of  length, 
our  ancient  historians  (Wil.  Malm,  in  Vila.  Hen.  I.  Spelm. 
Hen.  I.  apud  Wilkins,  299)  inform  us,  that  a  new  standard  of 
longitudinal  measure  was  ascertained  by  king  Henry  I.,  who 
commanded  that  the  ulna,  or  ancient  ell,  which  answers  to 
the  modern  yard,  should  be  made  of  the  exact  length  of  his 
own  arm  ;  an^l  one  standard  of  measures  of  length  once 
gained,  all  others  are  easily  derived  from  hence  :  those  of 
greater  length  by  multiplying;  those  of  less  by  subdividing 
the  original  standard.  Thus,  by  the  statute  called  "  Compo- 
sitio  ulnarum  el  perticarum,"  5J  yards  make  a  perch  ;  and 
the  yard  is  subdivided  into  3  feet,  and  each  foot  into  12 
inches,  which  inches  will  be  each  of  the  length  of  3  grains  of 
barley.  The  standard  of  weights  was  originally  taken  from 
corns  of  wheat,  whence  the  lowest  denomination  of  weights 
which  we  have  still  expressed  by  a  "grain,"  32  of  which  are 
directed  by  the  statute  called  "  Compositio  mensurarn7n,"  to 
compose  a  pennyweight,  of  which  20  make  an  ounce,  12 
ounces  a  pound,  and  so  upwards.  Upon  these  principles  the 
standards  were  first  made,  which,  being  originally  so  fi.xed 
by  the  crown,  their  subsequent  regulations  have  been  gene- 
rally made  by  the  king  in  parliament.  Thus,  under  king 
llichard  I.,  in  his  parliament  holden  at  Westminster,  a.  d. 
1 197,  it  was  ordained  that  there  should  be  only  one  weight 
and  one  measure  throughout  the  kingdom,  and  that  the 
custody  of  the  assize,  or  standard  of  weights  and  measures, 
should  be  committed  to  certain  persons  in  every  city  and 
borough.  In  king  John's  time,  this  ordinance  of  king 
Uichaid  was  frequently  dispensed  with  for  money  (Hoved. 
a.  D.  1201),  which  occasioned  a  provision  to  be  made  for 
enforcing  it,  in  the  great  charters  of  king  John  and  his  son. 
—Stat.  9.  Hen.  Ill  c.  25. 

The  statute  of  Magna  Charta,  cap.  25,  ordains  that  there 
shall  be  but  one  measure  throughout  England,  according  to 
the  standard  in  the  Exchequer,  which  standard  was  formerly 
kept  in  the  king's  palace ;  and  in  all  cities,  market-towns, 
and  villages,  it  was  kept  in  the  churches.  (4  Inst.  273.)  By 
10  Car.  I.  cap.  19,  there  is  to  be  one  weight  and  measure,  and 
one  yard,  according  to  the  king's  standard  ;  and  whoever 
shall  keep  any  other  weight  or  measure,  whereby  anything 
is  bought  or  sold,  shall  forfeit  for  every  offence  five  shillings; 
and  by  22  Car.  IL  cap.  8,  water  measure  (viz..  five  pecks  to 
the  bushel),  as  to  corn,  or  grain,  or  salt,  is  declared  to  be 
within  the  statute  16  Car.  I.  ;  and  if  any  sell  grain,  or  salt, 
&c.,  by  any  other  bushel  or  measure  than  what  is  agreeable 
to  the  standard  in  the  Exchequer,  commonly  called  Winches- 
ter measure,  he  shall  forfeit  40s.  (22  Car.  II.  c.  8.  22  and 
23  Car.  II.  c.  12.)  Notwithstanding  these  statutes,  in  many 
places  and  counties  there  were,  till  within  the  last  few  years, 
many  difierent  measures  of  corn  and  grain,  and  also  of  length 
and  solidity.  Great  inconvenience  being  felt  in  consequence, 
the  government  at  length  interfered,  and  introduced  a  bill 
into  parliament  for  the  establishment  of  a  uniform  system 
throughout  the  country. 

This  system,  called  the  Imjierial,  came  into  operation  on 
the  1st  May,  1825, ou  which  day  a  total  alteration  took  place 
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In  the  \vei<;hts  and  measures  hitherto  used  in  Great  Britain. 
The  |)rinci|)les  Ujjoii  whic-h  this  alteratiun  was  founded  we 
shall  ni>w  proceed  briiHy  to  describe. 

Tlie  RalioiKi.te  of  the  Imperial  Si/steni. — Take  a  penduhitn 
which  will  vibrate  seconds  in  London,  on  a  level  iif  the  sea, 
in  a  vacuum  ;  divide  all  that  part  thereof  which  lies  between 
the  axis  of  suspension  and  the  centre  of  oscillation  into 
30 1  •.'5'.)3  equal  parts;  then  will  ten  thousand  of  those  parts 
be  an  iiuperial  inch,  twelve  whereof  make  a  foot,  and  thirty- 
six  whereof  make  a  yard. 

The  Standard  Yard  is  "that  distance  between  the  centres 
of  the  two  points  in  the  gold  studs  in  the  straight  brass  rod, 
now  in  the  custody  of  the  clerk  of  the  House  of  Commons, 
whereon  the  words  and  figures  'standard  yard,  17((0,'  are 
engraved,  which  is  declared  to  be  the  genuine  stamlard  of 
the  measure  of  length  called  a  yard  ;  and  as  the  c.xpansibility 
of  the  inelal  would  cause  some  variation  in  the  length  of  the 
rod  in  dirtlrcnt  degrees  of  temperature,  the  act  determines 
that  the  brass  rod  in  question  shall  be  of  the  temperature  of 
Q'i  degrees  Fahrenheit.  The  measure  is  to  be  denominated 
the  'imperial  standard  yard,'  and  to  be  the  only  standard 
whereby  all  other  measures  of  lineal  extension  shall  be  com- 
puted. Thus  the  foot,  the  inch,  the  pok\  the  furlony,  and 
the  mile,  shall  bear  the  same  proportion  to  the  imperial 
standard  yard  as  they  have  hitherto  borne  to  the  yard 
measure  in  general  use."  The  act  also  makes  provision  for 
the  restoration  of  the  standard  yard,  in  case  of  loss,  destruc- 
tion, or  defacement,  by  reference  to  an  invariable  natural 
standai'd,  w  hich  is  to  be  that  proportion  which  the  yard  bears 
to  the  length  of  a  pendulum  vibrating  seconds  of  time  in  the 
latitude  of  London,  in  a  vacuum  at  the  level  of  the  sea,  which 
is  found  to  be  as  36  inches  (the  yard)  to  391-393  (the  pen- 
dulum) ;  thus  a  sure  means  is  established  to  supply  the  loss 
which  might  by  possibility  occur. 

Take  a  cube  of  one  such  inch  of  distilled  water  at  62°  of 
temperature  by  Fahrenheit's  thermometer ;  let  this  be 
weighed  by  any  weight,  and  let  such  weight  be  divided  into 
252'458  equal  parts,  then  will  one  thousand  of  such  parts  be 
a  troy  grain  ;  and  seven  thousand  of  those  grains  will  be  a 
pound  avoirdupois,  the  operation  having  been  performed  in 
air.  Ten  pounds  such  as  those  mentioned,  of  distilled  water, 
at  02°  of  temperature,  will  be  a  gallon,  which  gallon  will 
contain  two  hundred  and  seventy-seven  cubic  inches,  and 
two  hundred  and  seventy-four  one-thous»ndth  parts  of 
another  cubic  inch. 

7Vie  Standard  Pound  is  determined  to  be  that  standard 
pound  troy  weight  made  in  the  year  1758,  in  the  custody  of 
the  clerk  of  the  House  of  Commons  :  such  weight  is  to  be 
denominated  the  "  iini)erial  standard  troy  pound  ;"  and  after 
the  first  of  May,  1825,  is  to  be  '■•  the  only  standard  measure  of 
weiyht,/rom  which  all  other  weiyhts  shall  be  derived,  conq>uted, 
and  ascertained,  and  that  one  twelfth  part  of  the  said  troy 
pound  shall  be  an  ounce,  and  one  twentieth  part  of  such 
ounce  shall  be  a  jjennyiceight,  and  that  one  twenty-fourth 
part  of  such  pennyweight  shall  be  a  yrain  ;  so  that  57('>0 
such  grains  shall  be  a  pound  troy,  and  7000  such  grains  shall 
be  declared  to  be  a  pound  avoirdupois,  and  one  sixteenth 
part  of  the  said  pound  avoirdupois  shall  be  an  ounce  avoir- 
dupois, and  one  sixteenth  part  of  such  ounce  shall  be  a 
drachm.''^ 

If  the  standard  pound  shall  bo  lost,  destroyed,  or  defaced, 
the  act  directs  that  it  shall  be  recovered  by  reference  to  the 
weight  of  a  cubic  inch  of  water  :  it  having  been  ascertained 
that  a  cubic  inch  of  distilled  water,  weighed  in  air  by  brass 
weights,  at  the  temperature  of  G2°  Fahrenheit,  and  the 
barometer  at  30  inches,  is  equal  to  252'  158  grains  ;  and,  as 
the   standard   troy  pound   contains  5760  such  gi-ains,   it  is 


therefore  established  that  the  original  standard  pound  may  be 
at  any  time  recovered  bv  making  another  weight  to  bear 
the  proj)ortion  just  mentioned  to  a  cul)ic  inch  of  water. 

The  Standard  Gallon  is  determined  by  the  act  to  be  such 
measure  as  shall  contain  ten  pounds  avoirdupois  of  distilled 
water,  weighed  in  air,  at  the  temperature  of  6'2°  Fahi  enheit, 
and  the  barometer  at  30  inches,  and  such  measure  is  declared 
to  be  the  "  imperial  standard  gallon,  and  shall  be  the  unit  and 
only  standard  measure  of  capacity  to  be  used,  as  tvcll  for 
wine,  beer,  ale,  spirits,  and  all  sorts  of  liquids,  as  for  dry 
goods  not  measured  by  heaped  measure ;  and  that  other 
measures  shall  be  taken  in  parts,  or  multiples,  of  the  said 
imperial  standard  gallon — the  quart  being  the  fourth  part  of 
such  gallon,  and  the  pint  one  eighth  part — two  such  gallons 
making  a  peck,  eight  such  gallons  a  bushel,  and  eight  such 
bushels  a  quarter  of  corn,  or  other  dry  goods  not  measured 
by  heajied  measure. 

The  Standard  for  Heaped  Measure,  for  such  things  as  are 
commonly  sold  by  hea|,ied  measure,  such  as  coal,  culm,  lime, 
fish,  potatoes,  fruit,  &c.,  shall  be  "Me  aforesaid  bushel,  con- 
taining eighty  pounds  of  water,  as  aforesaid,  the  same  being 
made  round  with  a  plane  and  even  bottom,  and  being  19^ 
inches  from  outside  to  outside  ;"  and  gooijs  thus  sold  by 
heaped  measure  shall  be  heaped  "  in  the  form  of  a  cone,  such 
cone  to  be  of  the  height  of  at  least  sis  inches,  the  outside  of 
the  bushel  to  be  the  extremity  of  the  base  of  such  cone  ;" 
three  such  bushels  shall  be  a  sack,  and  twelve  such  sacks 
shall  be  a  chaldron. 

Stricken  Measure. — The  last  mentioned  goods  may  be  sold 
either  by  the  heaped  measure,  or  by  the  standard  weight  as 
before  mentioned  ;  but  all  other  kinds  of  goods  not  usually 
sold  by  heaped  measure,  which  may  be  sold  or  agreed  for  by 
measure,  the  same  standard  measure  shall  be  used  ;  but  it 
shall  not  be  heaped,  but  stricken  with  a  round  stick  or  roller, 
straight,  and  of  the  same  diameter  from  end  to  end. 

N.B. — Copies  and  models  of  the  standard  of  length,  weight, 
and  measure,  are  to  be  made  and  verified  under  the  direction 
of  the  Treasury,  and  every  county  to  be  sufiplied  with  them 
for  reference  whenever  required  ;  and  after  the  first  of  Mav, 
1825,  all  contracts  for  sale,  &c.,  by  weight  or  measure,  shall 
relate  to  the  standard,  unless  the  contraiy  is  specified. 
Existing  weights  and  measures  may  be  used,  being  marked 
so  as  to  show  the  proportion  they  have  to  the  standard 
measures  and  weights.  Tables  of  equalization  of  the  weights 
to  be  made  by  the  Treasury  ;  tables,  also,  for  the  customs 
and  excise,  by  which  the  duties  will  be  altered  so  as  to  make 
them  equal  to  what  they  are  at  j)resent,  in  consequence  of 
the  alterations  in  the  weights  and  measures.  See  Weights. 
The  following  extracts  from  the  bill  for  ascertaining  and 
establishing  uniformity  of  weights  and  measures  will  explain 
this  subject  fully  : — ''  Whereas  it  is  necessary-,  for  the  security 
of  commerce,  and  for  the  good  of  the  community,  that  w^eights 
and  measures  should  be  just  and  uniform;  and  whereas,  not- 
withstanding it  is  provided  by  the  great  charter,  that  there 
shall  be  but  one  measure  and  one  w-eight  throughout  the 
realm  ;  and,  by  the  treaty  of  union  between  England  and 
Scotland,  that  the  same  weights  and  measures  should  be  used 
throughout  (ireat  Britain  as  were  then  established  in  Eng- 
land ;  y  et  difierent  weights  and  measures,  some  larger  and 
sotnc  less,  are  still  in  use  in  various  places  throughout  the 
United  Kingdom  of  Great  Britain  and  Ireland  ;  and  the  true 
measure  of  the  present  standard  is  not  verily  known,  which 
is  the  cause  of  great  confusion  and  of  manifest  frauds  ;  for 
the  remeily  and  prevention  of  those  evils  for  the  future,  and 
to  the  end  that  certain  standards  of  weights  and  measures 
should  be  established  throughout  the  United  Kingdom  of 
Great  Britain  and  Irehniil, 
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'•  Re  it  thercfoiv  enacted,  by  the  king's  most  excellent 
majesty,  hy  an.i  willi  tlie  consent  of  the  lords  spiritual  and 
temporal,  and  commons,  in  this  present  pai'liantent  assembled, 
and  by  the  auliiority  of  the  same,  that  a  cubic  inch  of  distilled 
water  in  a  vacuum,  weighed  by  brass  weights,  also  in  a 
vacuum,  at  the  temperature  of  Gi"  of  Fahrenheit's  thermo- 
meter, is  ciiual  to  two  luindred  and  fifty-two  grains  and  seven 
hundred  and  twenty-four  tliousandth  parts  of  a  grain. 

"And  be  it  furtlier  enacted,  that  the  standard  measure  of 
capacity,  as  well  for  liipiid  as  for  dry  goods  not  measured  by 
heaped  measure,  shall  be  the  gallon  containing  ten  pounds 
avoirdupois  weight  of  distilled  water,  weighed  in  air,  at  the 
temperature  ofC2\>fFahrenheit's  thermometer,  the  barontieter 
being  at  thirty  inches,  to  be  used  as  well  for  wine,  beer,  ale, 
spirits,  and  all  sorts  of  liquids,  as  for  dry  goods  not  measured 
by  heaped  measure  ;  and  eight  such  gallons  shall  be  a  bushel, 
and  eight  such  bushels  a  quarter — of  corn,  or  other  dry  goods 
not  measured  by  heaped  measure. 

"  And  be  it  further  enacted,  that  the  standard  measure  of 
capacity  for  coals,  culm,  lime,  fish,  potatoes,  or  fruit,  and  all 
other  goods  and  things  commonly  sold  by  heaped  measure, 
shall  be  the  aforesaid  bushel,  ccmlaining  eighty  pounds  avoir- 
dupois of  water  as  aforesaid,  the  same  being  made  round  with 
a  plane  and  even  bottom,  and  being  nineteen  and  a  half 
inches  from  outside  to  outside  of  such  standard  measure  as 
aforesaid. 

'•  And  be  it  further  enacted,  that  all  contracts,  bargains, 
sales,  and  dealings,  wnich  shall  be  made  or  had  within  any 
part  of  the  United  Kingdom  of  Great  Britain  and  Ireland, 
for  any  work  to  be  done,  or  for  any  goods,  wares,  merchan- 
dise, or  other  thing  to  be  sold,  delivered,  done,  or  agreed  for, 
by  weight  or  measure,  where  no  special  agreement  shall  be 
made  to  the  contrary,  shall  be  deemed,  taken,  and  construed, 
to  be  made  and  had  according  to  the  weights  and  standard 
measures  ascertained  by  this  act  ;  and  in  all  cases  whore  any 
special  agreement  shall  be  made,  with  reference  to  any  weight 
or  measure  established  by  any  local  custom,  the  ratio  or  pro- 
portion w  hich  every  such  local  weight  or  measure  shall  bear 
to  any  of  the  said  standard  weights  or  measures,  shall  be 
e.xpressly  declared  and  specified  in  such  agreement,  or  other- 
wise su'-h  agreement  shall  be  null  and  void. 

"And  wliereas  it  is  expedient,  that  persons  should  be 
allowed  to  use  the  several  weights  and  measures  which  they 
may  have  in  their  possession,  although  such  weights  and 
measures  may  not  be  in  conformity  with  the  standard  weights 
and  measures  established  by  this  act;  be  it  therefore  enacted, 
that  it  shall  and  may  be  lawful  for  any  person  or  persons  to 
buy  and  sell  guods  and  merchandise  by  any  weights  or 
me;isures,  established  either  by  local  custom  or  founded  on 
special  agreement;  provided  always,  that  in  order  that  the 
ratio  or  proportion  which  all  such  measures  and  weights  shall 
bear  to  the  standard  weights  and  measures  established  by  this 
act,  shall  be  and  become  a  matter  of  common  notoriety,  the 
ratio  or  proportion  which  all  such  customary  measures  and 
weights  shall  bear  to  the  said  standard  measures,  shall  be 
painted  or  marked  upon  all  such  customary  weights  and 
measures  respectively  ;  and  that  nothing  herein  contained 
shall  extend,  or  be  construed  to  extend,  to  permit  any  makers 
of  weights  or  measures,  or  any  person  or  persons  whomso- 
ever, to  make  any  weight  or  measure  at  any  time  after,  except 
in  conformity  with  the  standard  weights  and  measures  estab- 
lished under  the  provisions  of  this  act. 

"And  be  it  further  enacted,  that  accurate  tables  shall  be 
prepared  and  published,  showing  the  proportions  between 
ttie  weights  and  measures  heretofore  in  use,  as  mentioned  in 
such  inquisitions,  and  the  weights  and  measures  hereby 
established  ;  and  after  the  publication  of  such  tables,  all 
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future  payments  to  be  made  shall  be  regulated  according  to 
such  tables. 

"  And  whereas  the  weights  and  measures  by  which  the 
rates  and  duties  of  the  customs  and  excise,  and  other  his 
majesty's  revenue,  have  been  heretofore  collected,  are  dif- 
ferent from  the  weights  and  measures  of  the  same  denomina- 
tions directed  by  this  act  to  be  universally  used ;  and 
whereas  the  alteration  of  such  weights  and  measures  may, 
without  due  care  had  therein,  greatly  aft'ect  his  majesty's 
revenue,  and  tend  to  the  diminishing  of  the  same  ;  for  the 
prevention  thereof,  be  it  therefore  enacted,  that,  so  soon  as 
conveniently  may  be,  accurate  tables  shall  be  prepared  and 
published,  in  order  that  the  several  rates  and  duties  of 
customs  and  excise,  and  other  his  majesty's  revenue,  may  be 
adjusted  and  made  payable  according  to  the  respective  quan- 
tities of  the  legal  standards  directed  by  this  act  to  be  univer- 
sally used  ;  and  that  from  and  after  the  publication  of  such 
tables,  the  several  rates  and  duties  thereafter  to  be  collected 
by  any  of  the  officers  of  his  majesty's  customs  or  excise,  or 
other  his  majesty's  revenue,  shall  be  collected  and  taken 
according  to  the  calculations  in  the  tables  to  be  prepared  as 
aforesaid." 

Table  of  the  several  Standard  Measures. — English  Long 

Measure. 
Barleycorns.         Inches. 

3  =  1  Feet. 

36  =  12  =  1  Yards. 

108  =  36  =  3  1        Poles. 

594  =       198  =       16+  5|  =     1     Fur. 

23.768  =    7.920  =     660     =     220    =  40  =  1   Mile. 
190,080  =  63,360  =  5,280    =  1,760    =320  =  8=1 
Also  : — 

4     Inches =1  Hand 

6     Feet =1  Fathom 

3     Miles =1  League 

60     Geographical  miles =1   Degree 

69i  English  miles =1  Degree  nearly 

360  Degrees,  or  25,000  miles,  is  equal  to 
the  circumference  of  tiie  earth, 
nearly. 

Cloth   Measure. 
Inches.        Nails. 

2i  =         1        Quarters. 
9"    =        4     = 
36    =     16    =     4     =     1  yard 
27    =     12     =     3     =     1  ell  Flemish 
45     =     20     =     5     =     1  ell  English 
54     =     24     =     6     =      1  ell  French 
The  French  standard  was  formerly  the  aune,  or  ell,  con- 
taining 3  Paris  feet,  7  inches,  3  lines,  or  1  yard  2-sevenths 
English;  the  Paris  foot-royal  exceeding  the  English  by  68 
thousandth-parts.      This  ell   is  divided    two  ways,  viz.,  into 
halves,  thirds,  sixths,  and   twelfths,  and  into  quarters,   half- 
quarters,  and  sixteenths. 

The  standard  in  Holland,  Flanders,  Sweden,  and  a  good 
part  of  Germany — many  of  which  were  formerly  called  the 
Ilans-towns,  as  Dantzic  and  Hamburg,  and  at  Geneva, 
Frankfort,  &c. — is  likewise  the  ell ;  but  the  ell  in  all  these 
places  differs  from  the  Paris  ell.  In  Holland,  it  contains  one 
Paris  foot  eleven  lines,  or  four-sevenths  of  the  Paris  ell. 
The  Flanders  ell  contains  tw^o  feet  one  inch  five  lines  and 
half  a  line,  or  seven-twelfths  of  the  Paris  eil.  The  ell 
of  Germany   Brabant,  &c.  is  equal  to  that  of  Flanders. 

The  Italian  measure  is  the  branchio,  brace,  or  fiithom. 
This  obtains  in  the  states  of  Modena,  Venice,  Florence, 
Lucca,  Milan,  Mantua,  Bologna,  &c.,  but  is  of  different 
lengths.     At  Venice,  it  contains  one  Paris  foot  eleven  inches 
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three  lines,  or  eight-fifteenths  of  the  Paris  ell.  At  Bulogna, 
Modena,  and  Mantua,  the  biace  is  the  same  as  at  Venice. 
At  Lucva,  it  contains  one  Paris  foot  nine  inches  ten  lines,  or 
half  a  Paris  ell.  At  Florence,  it  contains  one  foot  nine 
inches  four  lines,  or  forty-nine  hundredths  of  a  Paris  ell.  At 
Milan,  the  brace  for  measuring  of  silks  is  one  Paris  foot 
seven  inches  four  lines,  or  four-ninths  of  a  Paris  ell ;  that  for 
woollen  cloths  is  the  same  with  the  ell  of  Holland.  Lastly, 
at  Bergamo,  the  brace  is  one  foot  seven  inches  six  lines,  or 
five-ninths  of  a  Paris  ell.  The  usual  measure  at  Naples, 
however,  is  the  canna,  containing  six  feet  ten  inches  and  two 
lines,  or  one  Paris  ell  and  fifteen-seventeenths. 

The  Spanish  measure  is  the  vara,  or  yard — in  some  places 
called  the  bara — containing  seventeen  twenty-fourths  of  the 
Paris  ell.  But  measure  in  Castile  and  \'alencia  is  the  pan, 
span,  or  palm,  which  is  used,  together  with  the  canna,  at 
Genoa,  hi  Arragon,  the  vara  is  e(iual  to  a  Paris  ell  and  a 
half,  or  five  feet  five  inches  six  lines. 

The  Portuguese  measure  is  the  cavedos,  containing  two 
feet  eleven  lines,  or  four-sevenths  of  a  Paris  ell  ;  and  the 
vara,  an  hundred  and  six  whereof  make  an  hundred  Paris 
ells. 

The  Piedmontese  measure  is  the  ras,  containing  one  Paris 
foi)t  nine  inches  ten  lines,  or  half  a  Paris  ell.  In  Sicily,  their 
mea-'Ure,  the  canna,  the  same  with  that  of  Naples. 

The  Muscovy  measures  are  the  cubic,  equal  to  one  Paris 
foot  four  inches  two  lines;  and  the  arcin,  two  whereof  are 
equal  to  three  cubits. 

The  Turkish  and  Levant  measures  are  the  picq,  containing 
two  feet  two  inches  and  two  lines,  or  three-fifths  of  the  Paris 
ell.  The  Chinese  measure,  the  cobre,  ten  whereof  are  equal 
to  three  Paris  ells,  in  Persia,  and  some  parts  of  the  Indies, 
the  gueze,  whereof  there  are  two  kinds ;  the  royal  gueze, 
ftilled  also  the  gueze  monkelxer,  containing  two  Paris  feet  ten 
inches  eleven  lines,  or  four-tiflhs  of  the  Paris  ell  ;  and  the 
sliojter  gueze,  called  simply  gueze,  only  two-thirds  of  the 
fijriner.  At  Goa  and  Orniuz.  the  measure  is  the  vara,  the 
same  with  that  of  tlje  Portuguese,  having  been  introduced  by 
them.  In  Pegu,  and  some  other  parts  of  the  Indies,  the 
amdo,  or  candi,  equal  to  the  ell  of  Venice.  At  (ioa,  and 
other  parts,  they  ii.-c  a  larger  cando,  ecpial  to  .seventeen 
Dutch  ells;  exceeding  that  of  Babil  and  Balsora  by  |^  |i<r 
cent.,  and  the  vara  by  (3^.  In  Siam,  they  use  the  ken,  short 
of  three  Paris  feet  by  one  inch.  Tne  ken  contains  two  soks, 
the  sok  two  keiibs,  the  keub  twelve  iiious,  or  inches,  the  niou 
to  be  equal  to  eight  grains  of  rice,  i.  e.  to  about  nine  lines. 
At  Camboia,  they  use  the  haster;  in  Japan,  the  tataju  ;  and 
the  span  on  some  of  the  coasts  of  Guinea. 

Square  Measure. 


InHies. 

144  = 

1.2t»0  = 

39,i04  — 

1,508,100  = 

6,272,040  = 

Also: 


1  yard 
301-'=       1   pole 
L210   =    40=      1 
4,840  =100=     4 


rood 


1   foot 
9   = 

10.890   = 

43.500   =    4,840   =100=     4    =    1   acre 

5^  yards =1   pole 

40    poles =1   rood 

4    roods =1   acre 

Square,  Superficial,  or  Land  Measure. — English  square 
measures  are  raised  from  the  yard  of  30  inches  muhi|)lied 
into  itself,  and  thus  producing  1,290  square  inches  in  the 
square  yard  ;  the  divisions  of  this  are  square  feet  and  iiu'hes  ; 
and  the  multiples,  poles,  roods,  and  acres.  Because  the 
length  of  a  pole  is  5^  _\  ards  the  square  of  the  same  contains 
30J  square  yards.  A  square  mile  contains  040  square  acres. 
In  measuring  fens   and    woodlands,   18  feet  are   generally 


allowed  to  the  pole,  and  21  feet  in  forest-land.  A  hide  of 
land,  frequently  mentioned  in  the  earlier  part  of  the  English 
history,  contained  about  100  aral)le  acres;  and  five  hides 
were  esteemed  a  knight's  fee.  At  the  time  of  the  Norman 
conquest,  there  were  243,000  hides  in  England. 

Scotch  square  or  land  measure  is  regulated  by  the  Scotch 
ell :  30  square  ells  =  ]  fall  ;  40  falls  =  1  rood  ;  4  roods  = 
1  acre.  The  proportion  between  the  Scotch  and  English 
acre,  supposing  the  feet  in  both  measures  alike,  is  as  1,309 
to  1,089,  or  nearly  as  five  to  four.  If  the  diflereiice  of  the 
feet  be  n^garded,  the  proportion  is  as  10,000  to  7,809.  The 
length  of  the  chain  for  measuring  land  in  Scotland  is  23  ells, 
or  74  feet.  A  husband-land  contains  six  acres  of  sock  and 
scythe  land — that  is,  of  land  that  may  be  tilled  with  a 
plough,  or  mown  with  a  scythe  ;  13  acres  of  aralile  land  make 
one  ox-gang ;  and  four  ox-gangs  make  a  poundland  of  old 
extent. 

French  square  measures  are  regulated  by  12  square  lines 
in  the  inch  square,  12  inches  in  the  foot,  22  feet  in  the  perch, 
and  100  perches  in  the  arpent  or  acre. 

In  the  following  tables,  the  reader  will  find  enumerated 
the  various  general  standing  measures — long,  square,  and 
cubic,  now  or  heretofore  in  use,  with  their  proportions  and 
reductions. 

TABLES     OF     DIFFERENT     MEASURE.?,     ACCORDING     TO     VARIOUS 
AUTH0R1TIK8,   REDUCED    TO    ENGLISH    MEASUREMENT. 

LONG  MEASURES. 

Table  I. — Scripture  Long  Measure.      Engliiih 

Ft.        In. 

1  Disrit =      0      0.912 

4    Digits      =  1  Palm =      0      3.048 

3  Palms     =  1  Span* =       0     10.944 

2  Spans      =  1  Cubit  t       =       1       9.888 

4  Cubits      =  1  Fathom =      7      3.5.V2 

l|Fathoms=  1  Reed  (Ezekiel's)      .     .     =     10    ll.:«8 
1^  Reeds      =  1  Pole  (Arabian)    .      .     .     =     14       7.104 

10    Poles      =  1  Scaenus,  or  measuring  line  =  145       1.104 

*  The  Oriontiils  used  another  span,  eqii;>!  to  ime  fnurtli  of  a  cubit, 
f  See  Table  II. 

Table  II. — Jewish  Long,  or  Itinerary  Measures. 

English 
Miles.  Paces.  Feet. 

1  Cubit* =   0        0      1.824 

400  Cubits    .     .     .    =  1  Stadium    ..     .   =   0   145     4.0 

5  Stadii     .     .     .     =  1  Sab.  day's journ.=   0  729     3.0 

2  Sab.  day'sjourn.  =  1  Eastern  mile    .    =    1   403     1.0 

3  Eastern' miles   .  =  1  Parasang  .     .      =   4   153     3.0 
8  Parasangs  .     .    =  1  Days' journey     =33   172     4.0 

*  Dr.  Hntton  reckons  the  Hebrew  cubit  as  follow :         Eng.  feet. 

Common  Cubit =     1.817 

Siicreil  eubit =     2.002 

Greiit  cubii=  6  common  cubits ^   10.902 

'Hie  Hebrew  foot,  according  to  Dr.  Hutton,  was  equal  to   1.212  English 
foot. 

Table  III. —  Grecian  Long  Measures. 

English 
Pa.  Ft.    Inches. 

1       Dactylus  or  Digit =     00  0.7554li 

4      Daclyli .     .    =  1  Doron,  or      ) 

Dochme,  or  V   =     0  0  3.021 8-J 
Palesta  ) 

2i    Palesta3,&c.=  1  Lichas  .     ..=     00  7.5540| 
IJgLichas.     .     =  1  Orthodoron    .=     00  8.3101-,% 
1 /i  Orthodoion   =  1  Spithame  ..=     00  9.00501 
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11 

Sijilhame 

Pi.US    .      . 

I'vgme   . 

U 

English 
Pa.  Ft.  luches. 
0  1    0.0875 
1.59S41 


4  Peciis 


h 


0  1 
0  1 

01 

06 

100  4 


3.109| 

6.13125 

0.525 

4.5 

0 


=  1  Pous,  or  foot*  .  .  = 
=:  1  Pygme,  or  cubit    = 

=  1  Pvgon = 

=  1  Pecus,  or  larger  )   _ 
cubit  ....    )   ~ 
=  1  Oi-gy:i,  or  pace     — 
100  Urgya,  or  paces  =  1  Stadium,      au- 
lus,    or   fur, 
8  Stadii,  &c.  .  .  =   1  Million,  or  mile'    =805  5 
*  The  Greek  foot  is  vaiiously  estimated ;  thus :  .       Eag.  foot; 

By  Dr.  Uuttoii+ =      10U9 

Bv  Kolki-a,  who  reckous  it  equal  to  !;;',.    )  (  1.U06 

"  lioiiun  foot '      i      ■  (  1007 

By  CiivaUo =     1.007 

,   „     „  ,,  ,         ,,      (  Phvleterian  foot  =     1.167 

t  D.-.  Hutton  reckons  the  j  m^-^.„|„„j^„,  f^^t         =    1.160 

iV.  B.  Two  sorts  of  long  measures  were  used  in  Greece, 
viz.,  t/ie  Olympic  and  the  Fijtidc :  the  former  in  Peloponnesus, 
Attica,  Sicily,  and  the  Greek  cities  in  Ilaly  ;  the  latter  in 
Thessaly,  lllyria,  Pliocis,  Thrace,  and  at  Marseilles  in  (iaul. 


Dr.  Hutton 

Folkes 
Cavallo 
Hutton 
Paucton 


Eng.  In. 
12.108 
12.072 
12.084 
9.768 
9.731 


The  Olympic  foot  (properly  called 
Oieek)  contains,  according  to 

The  Pythic  foot,  (called  also noteraZ  (  Dr. 

foot,)  contains,  according  to 
Ilenee  it  appear.-;,  that 
The  Olympic  stadium  is  201J  English  yards,  nearly. 
The  Pythic  or  Delphic  stadium,  102^  yards,  nearly. 
And  the  other  measures  in  proportion. 
The  Phyleterian  foot  is  the  Pythic  cubit,  or  1^  Pythic  foot. 
The  Maeedonian  foot  was  13.92  English  inrhes. 
The  Sicilian  foot  of  Archimedes,  8.70  English  inches. 
Table  IV. — Roman  Long  Measures. 


6  Scrupula  , 
8  Scrupula 
1^  Duellum 
18  Scrupula    , 

li  l>ij,'iti      . 

3  Unei:e  . 

4  Pal  ma: . 


\\  Pa  I  mi  pes 
IfCuliits  . 
2  Gradiis  . 
2  Passus 
125  Passus  . 
8  Stadii  . 


:=  1  Sicilicuni  English 

=  1  Duelluin  Pa.  Ft      In. 

=  1  Seiniiuiria 

:=  1  Digitus  transversus  =  0  0 
=  1  Uncia,  or  inch  .  .  =  0  0 
=  1  Pal  ma  minor  .  .  =:  0  0 
=  1  Pes,  or  fjot*  ..=  00 
1 1  Pes,  or  foot  =  1  Palmipes      .     .     .   =:     0   1 

=1  Cubit       ....=     01 

=  1  Gradus  ....=  02 
=:  1  Passus  ....=  04 
=  1  Decempeda .  .  .  =  14 
=  1  Stadium  .     .  =120  4 

=  1  Milliare,  or  Mile  f    =967  0 

*  The  length  of  the  Roman  foot,  in  English  inches,  is  stated  by  various 
writers  as  follows :  Eng    In. 

By  BeiTiard 1 1.640 

Bv  Picard  and  Hutton 11.604 

Bv  Folkes 11.592 

BV  Raper  (before  TitusV 11.640 

By  the  same  (after  Titus) 11.580 

By  Sliuckburgh,  from  rules 11.6064 

By  the  s;ime.  from  buildings 11  6172 

By  the  same,  from  a  tomb-stone      ....     11.6352 
Hence  11.6  Eng.  in.  seem  to  be  a  medium;   and,  therefore,  the  Roman 
mile  =  1611  Euglish  yds.,  being  149  yds.  less  than  the  English  mile. 
Its  proportion  to  the  English  foot  is  thus  stated 


0.725| 

0.9()7 
2.901 
ll.(;04 
2.505 
5.406 

5.01 
10.02 

8.04 

4.5 

0 


By  Bernard 
By  Picaid  and 

Greaves 


'!•' 


.970 
.976 


By  Folkes 


* 
■^ 


.966 
.967 


)■ 


Before  Titus      .970 
After  Titus        .965 
From  Rules    .9672 
By  Shuckburgh  \  From  Build.    .9681 
(  From  a  Stone.  9696 
By  Dr.  Hutton  .  .      .967 

T  The  Roman  mile  of  Pliny  (according  to  Cavallo)  contained  4840.6 
English  feet ;  and  that  of  Strabo  4903. 


Table  V. — Ancient  Long  Measures,  according  to  Dr.  Hutton. 

Eng.  Feet. 

Arabian  foot =     1.095 

44 
35 


Babylonian  foot =  .j  . '    ., 


Drusian  foot 

Egyptian  foot 

stiidium 

Natural  foot        

Ptolemaic  =  the  Greek  foot  (see  Table  III.) 
Sicilian  foot  of  Archimedes        


1.090 
=  1.421 
=  7.308 
=       .814 

=       .730 


Table  VL — Scottish  Long  Measures. 

Eng.  Inches. 

An  Ell       =         37.2 

A  Fall        =      223.2 

A  Furlong =    8928. 

A  Mile =  71424. 

A  Link       =  8.928 

A  Chain,  or  Short  Rood =        89.28 


A  Loiiji  Rood 


=    1839.2 


Table   VII.— French 


A  Point 

A  Line 

An  Inch,  or  Pouce 

A  Foot 

An  Ell,  or  Aune* 

A  Sonde      .... 

A  Toise,  or  Fathom  . 
A  Perche     .... 
A  Perche,  mesure  royale 
A  League    .... 


a  1 
76" 


Long   Measures,  be/ore  the  First 
Revolution. 

Eng.  Inches. 
=  .0148025,  or  nearly  y^^. 

=  .088815,  or  nearly  ^. 

=  1.06578,  or,  gjla^,  or 

=       12.78933 
=       46.8947,   or   44    French    In.; 

or,  according  to  Vega,  43.9 
=       63.9967,   or  5  French  feet, 

about  I  English  fathom. 
=        76.7360,  or  6  French  feet.f 
=     230.2080,  or  18  French  feet. 
=  22  French  feet. 

=  2282  toises,  or  Jj  of 

a  degree 

*  The  aune,  or  ell,  of  Paris,  varies,  being  for  silk  stuffs  527.5  lines,  or 
4611  English  inches;  for  woollens,  626.4  French  lines,  or  46|  English 
inches ;  for  linens,  524  French  tines,  or  46iJ  English  inches ;  and  it 
varies  still  more  in  other  parts  of  France. 

f  Formerly  76.71,  Phil.  Trans,  for  1742. 

Table    VIII. — French     Long    Measures,    according    to    the 
Present  System. 
Eng.  Inches. 


Millimetre 
Centimetre 
Decimetre 
Metre  .     . 


.03937 

.89371 

3.93710 

39.87100, 


or   3.281    feet,  or   1.09364 

yards,  or  nearly  1  yard   1^  nail,  or 

443.2959  French  lines,  or  .513074 

toise. 

393.71000,  or   10  yards,  2  feet,  9.7 

inches. 
3937.10000,    or    100    yards,    1    foot, 
1  inch. 
39371.00000,  or  4  furlongs,  213  yards, 
1  foot  10.2  inches:    so  that  8  chi- 
liometres  are  nearly  5  miles. 
393710.0000,  or  6  mile's,  1  furlong,  136 
yards,  0  feet.  6  inches. 
N.B.  An  inch  is  .0354  metres;  2441  inches  62  metres; 
1000  feet  nearly  305  metres. 

In  order  to  express  decimal  proportions  in  this  new  sys- 
tem the  following  terms  have  been  adopted.    The  term  Deca 


Decametre    .     = 
Hecatometre      = 


Chiliometre 


Myriometre 


MEA 


13ti 


MEA 


prefixed  denotes  10  times;  Ileca,  100  times;  Chilio,  1000 
times;  and  Mi/rio,  10,000  times.  On  the  otiier  hand,  Deci 
expresses  the  tenth  part;  Cenli,  the  hundredth  part;  and 
Milli,  the  thousandth  part;  so  that  Decametre  signifies  10 
metres  ;  and  a  Decimetre,  the  10th  part  of  a  metre,  &c.  &c. 
The  Metre  is  the  element  of  long  measures  ;  Are,  that  of 
square  measures;  Stere,  that  of  solid  measures;  the  Litre  is 
the  element  of  all  measures  of  capacity  ;  and  the  (frcutune, 
which  is  the  weight  of  a  cubic  centimetre  of  distilled  water, 
is  the  element  for  all  weights. 

Table  IX. — Proportions  of  several  Long  Measures  to  each 
other,   by  M.  Picard. 

Parts. 
The  Rhinland,  or  Levden  foot,  (12  whereof  make  the 

Rhinland  perch)  supposed   .     .     ". 696 

The  English  foot 6751 

The  Paris  foot 720 

The    Amsterdam  foot,   from    that   of  Leyden,  by 

Snellius        629 

The  Danish  foot  (two  whereof  make  the  Danish  ell)  701^ 

The  Swedish  foot 6.58i 

The  Brussels  foot 6093 

The  Dantzic  foot,  from  Hevelius's  Seleuographia     .  636 

The  Lyons  foot,  by  M.  Auzout ''^^''^f 

The  Bologna  foot,  by  the  same 843 

The  braecio  of  Tlorence,  by  the  same,  and  father 

Mersenne 1290 

The  palm  of  the  architects  at  Rome,  according  to  the 

observations  of  Messrs.  Picard  and  Auzout    .     .  494^ 
The  Roman  foot  in  the  Capitol,  e-xamined  by  Messrs. 

Picard  and  Auzout 653  or  653| 

The  same  from  the  Greek  foot 652 

From  the  vineyard  Mattel 6a~\ 

From  the  palm 65S^ 

Prom  the  pavement  of  the  Pantheon,  supposed  to 

contain  10  Roman  feet 653 

From  a  slip  of  marble  in  the  same  pavement,  sup- 
posed to  contain  3  Roman  feet 650 

From  the  pyramid  of  Cestius,  supposed  to  contain 

95  Roman  feet 653J 

Fiom  the  diameters  of  the  columns  in  the  arch  of 

Septimius  Severus 653^ 

Fiom  a  slip  of  porphyry  in  the  pavement  of  the 

Pantheon 653i 

Table  X. — Proportions  of  ilie  Long  Measures  of  several 
Nations  to  tlie  English  Foot,  taken  from  Greaves,  Auzout, 
Picard,  and  Eisenclimid. 

The  English  standard  foot  being  divided  into  1000  equal 
parts,  the  other  measures  will  have  the  proportions  to  it  which 
follow  : — 

Part.'*.       Inches. 

English  foot 1000     12. 

Paris  foot lOiiS     12.816 

Venetian  foot 1162     13.944 

Rhinland  foot 1033     12.3il6 

Strasburg  foot 952     11.424 

Nuremberg  foot 1000     12. 

Dantzic  foot 944     11.328 

Danish  foot 1042     12.504 

Swedish  foot 977|  11.733 

Derahor  cubit  of  Cairo  .     .     .     .     1824     21.888 

Persian  arish 3197     38.364 

Greater  Turkish  pike      ....     2200     26.4 

Lesser  Turkish  pike 2131     2.5.572 

Braecio  at  Florence 1913     22.956 


Parts.  Inches. 

Braecio  for  woollen  at  Sienna  .     .  1242  14.904 

Braecio  for  linen  at  Sienna      .     .  1974  23.688 

Canna  at  Naples 6880  82.56 

Vera,  at  Almeira  and  Gibraltar    .  2760  33.12 

Palmo  di  Archtetti  at  Rome  .     .  7320  87.84 

Fauna  di  Archtetti 7320  87.84 

Palmo  di  braecio  di  mercantia     .  695J  8.346 

Genoa  palm 815  9.78 

iJologiiian  foot 1250  15. 

Antwerp  ell 2283  27.396 

Amsterdam  cU 2268  27.216 

Leyden  ell 2260  27.12 

Paris  draper's  ell 3929  47.148 

Palis  mercer's  ell 3937  47.244 


Table  XL— Modern 
cornpa 

Compiled  by  Dr. 


Altdorf,  foot 


Amsterdam,  foot 

Amsterdam,  ell  . 
Ancona,  foot  . 

Antwerp,  foot  .     . 
Aquileia,  foot 

Aries,  foot       .  .     . 

Augsburg,  foot  . 
Avignon = Aries.  See 

Aries. 

Barcelona,  foot  .     . 

Basle,  foot      .  .     . 

Bavarian,  foot  . 

Bergamo,  foot  . 

Berlin,  foot     .  .     . 

Berne,  foot      .  .     . 

Besanfon,  foot  .     . 

Bologna,  foot     . 

Bourg  en  Brcsse,  foot 
Brabant,  ell,  in  Ger- 
many .... 
Bremen,  foot  .  .  . 
Brescia,  foot 
Brescian,  braecio  . 
Breslau,  foot  .  .  . 
Bruge.s,  foot       .     .     . 

Brussels,  foot     .     . 

Brussels,  greater  ell 
Brussels,  lesser  ell  . 
Castilian,  vara  .  . 
Chanibery,  foot  .  . 
China,  mathematical 
foot 

China,  imperial  foot 

Chinese,  li  ... 
Cologne,  foot     . 

Constantinople,  foot 

Copenhagen,  foot  . 
Craeau,  foot  .  . 
Cracau,  greater  ell 


Long    Measures  of  several   Countries 
red  with  English  Feet. 

Young,  from  various  Authcyrilies. 

Eng.  Ft.  Authorities. 

.775  Dr.  Hutton 

.927  ditto 

.930  Cavallo 

.931  Howard 

2.233  Cavallo 

1.282  Dr.  Hutton 

.940  ditto 

1.128  ditto 

.888  ditto 

.972  ditto 


.992  ditto 

.994  ditto 

.968  Beisal.     See  Munich. 

1.431  Dr.-Hutton 

.992  ditto 

.962  Howard 

1.015  Dr.  Hutton 

1.244  ditto 
1.2.50  Cavallo 
1.030  Dr.  Hutton 

2.268  Vega 

.955  Dr.  Hutton 

1.560  ditto 

2.092  Cavallo 

1.125  Dr.  Hutton 

.749  ditto 

I    .902  ditto 

I    .954  Vega 

'  2.278  ditto 

2.245  ditto 
2.746  Cavallo 
1.107  Dr.  Hutton 

i  1.127  ditto 


(  1.051 

I  1.050 

606. 

.      .903 

(2.195 

(  1.165 

.     1.049 

.     1.169 

.    2.024 


ditto 

Cavallo 

ditto 

Dr.  Hutton 

ditto 
ditto 
ditto 
ditto 
Vega 
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Cracau,  smaller  ell 
Daiitzic,  foot  . 
Daiiphine,  foot 
Delft,  foot 
Deimiaik,  foot 
Dijoii,  foot 
Dordrecht,  foot 
Dresden,  foot 
Dresden  ell  =  2  feet 
Feirara,  foot 
Florence,  foot 

Florence,  braccio     . 

Franche  Cointe,  foot 
Frankfort  =  Hamburg 

Genoa,  palm        ... 

Genoa,  canna . 
Geneva,  foot 
Grenoble  ==  Dauphine 
Haarlem,  foot 
Halle,  foot      . 
Hamburg,  foot 
Heidelberg,  foot 
In^pruck,  foot 
Leghorn,  foot 
Leipzig,  foot 
Leipzig,  ell 
Ley  den,  foot  . 
Liege,  foot 
Lisbon,  foot    . 
Lucca,  braccio 
Lyons  =  Dauph 

Madrid,  foot  . 

Madrid,  vara  . 
^laostricht,  foot 
Malta,  palm    . 
Mantua,  brasso 
Mantuan,  braccio=Bres 

cian   . 
Marseilles,  foot 
Meclilin,  foot, 
Mentz,  loot     . 
Milan,  decimal  foot 
^lilan,  aliprand  foo 
^lilanese,  braccio 
^lodena,  foot 
Monaco,  foot 
Montpelier,  pan 
Moravian,  foot 
Moravian,  ell 
Moscow,  foot 
Munich,  foot 

Naples,  palm  . 

Naples,  canna 

Nuremberg,  town  foot    ■! 

Nuremberg,  country  foot 
Nuremberg,  artillery  foot 
Nuremberg,  ell    .     .     .     2 
Padua,  foot     .     .     .     .     1, 
Palermo,  foot      ... 
Paris,  foot      .     ,     .     .     1 


1.. 


f.Ft 
,8.55 
.923 
.119 
.547 
.047 
,030 
,771 
929 
,857 
317 
995 
900 
910 
.172 

.812 
.800 
.817 
.300 
919 

,937 
977 
933 
903 
101 
992 
034 
,833 
.023 
.944 
.952 
.958 

.915 
.918 
.2(13 
.916 
.915 
521 


.814 
.753 

.988 
.855 
.426 
.725 

.081 
.771 
.777 
.971 
.594 
.928 
.947 
.861 
.859 
.908 
.996 
.997 
.907 
.961 
.166 
,406 
,747 
.066 


Trans.  1769. 
[Vega. 


Authorities. 

Vega 

Dr.  Hutton 

ditto 

ditto 

ditto 

ditto 

ditto 

Wolfe,  Ph. 

Vega 

Dr.  Hutton 

ditto 

Cavallo 

ditto 

Dr.  Hutton 

ditto 

ditto 

Cavallo 

ditto 

ditto 

Dr.  Hutton 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

Dr.  Hutton,  Journ.  R.  I. 

ditto 

ditto 

ditto 

Cavallo 

Dr.  Hutton 
Howard 
Cavallo 
Dr.  Hutton 

ditto 
ditto 

Cavallo 

Dr.  Hutton 

ditto 

ditto 

ditto 

ditto 

Cavallo 

Dr.  Hutton 

ditto 

ditto 

Vega 

ditto 

Dr.  Hutton 

ditto 

ditto 

Cavallo 

ditto 

Hutton 

Vega 

Dr.  Hutton 

Vega 

ditto 

Dr.  Hutton 

ditto 

ditto 


■I 


.987 

.972 

1.948 


023 
030 


Eng.  Ft. 
Paris  metre  ....  3.281 
Parma,  foot  ....  1.869 
Parmesan,  braccio  .  .  2.242 
Pa  via,  foot  ....  1.540 
Placentia  =  Parma 

Prague,  foot 

Prague,  ell 

Provence  =  Marseilles 

Rhinland,  foot       .     . 

Riga  :=  Hamburg 

Rome,  palm 733 

Rome,  foot        906 

Rome,  ditto,   ^  foot       .     .0604 
Rome,  oncia,  -^  foot       .     .0805 

Rome,  Palmo 2515 

Rome,  palmo  di  architet-  )     ryo^c 

tura )    '     " 

Rome,  canna  di  architet-  ] 

tura J 

Rome,  staiolo  .     .     . 
Rome,  canna  dei  mercanti 
Rome,  braccio  dei  mer- 
canti     

Rome,  braccio  di  tessitor 

di  tela      .... 
Rome,  braccio  di  architet- 

tura 

Rouen  =  Paris     . 
Russian,  archine  .     .     .     2.3625 
Russian,  arschin    .     .     .     2.3333 
Russian,  verschock,  yg    |      i  jcq 

arschin    [    ' 

Savoy  z=  Chamber}' 
Seville  :=  Barcelona 
Seville,  vara  ....  2.760 
Sienn.i,  foot  ....  1.239 
Stettin,  foot  ....  1.224 
Stockholm,  foot  .  .  .  1.073 
Stockholm,  foot  .  .  .  (.974 
Str.asburg,  town  foot  .  .956 
Strasburg,  country  foot  .969 
Toledo  =  Madrid 
Trent,  foot  .  .  . 
Trieste,  ell  for  woollens 
Trieste,  ell  for  silk    . 

Turin,  foot       ... 


Authorities. 

Dr.  Young 

Dr.  Hutton 

Cavallo 

Dr.  Hutton 

Cavallo 

Dr.  Hutton 

Vega 

ditto 

Dr.  Hutton 

ditto 

Vega.  Eytelwein 

Dr.  Hutton 

Folkes. 

ditto 

ditto 

ditto 

ditto 


7.325 

ditto 

4.212 

ditto 

6.5365 

ditto,  8  palms 

2.7876 

ditto,  4  palms 

2.856 

Cavallo 

2.0868     Folkes 
2.501       Cavallo 


Turin,  ras  .  . 
Turin,  trabuco 
Tyrol,  foot  . 
Tyrol,  ell  .  . 
Valladolid,  foot 

Venice,  foot    . 


{1: 


1.201 
2.220 
2.107 
676 
681 
1.958 
10.085 
1.096 
2.639 
.908 
1.1.37 
1.140 
1.167 
2.108 
2.089 
2.250 


Venice,  braccio  of  silk 

Venice,  ell       .... 

Venice,  braccio  of  cloth 

Verona,  foot    .     .     .     .     1.117 

Vicenza,  foot  ....     1.136 

(1.036 
Vienna,  foot     .     .     .     .  •<  i  qo-^ 

Vienna,  ell      ....     2.557 

Vienna,  post  mile       24888. 


Dr.  Hutton 

Cavallo 

Ph.  M.  XIX. 


Dr.  Hutton 

ditto 

Cavallo 

Dr.  Hutton 

ditto 

ditto 

Celsius  Ph.  Tr.) 

Dr.  Hutton 

ditto 

Dr.  Hutton 

ditto 

ditto 

ditto 

ditto 

Cavallo 

ditto 

ditto 

Vega 

ditto 

Dr.  Hutton 

ditto 

Bernard.  Howard.  Vega 

Cavallo 

ditto 

Vega 

Cavallo 

Dr.  Hutton 

ditto 

ditto 

Howard.  Cavallo.  Vega 

Vega 

ditto 
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Eug.  Ft 
Vieniie   in  Daiipliine  tool     1.0;>8 

Ulin,  foot ^'i<i 

Urbino,  Coot       .     .     .     .     1102 

Utrec'lit,  foot 741 

Wursaw,  foot  ....  l.lOy 
Wesel  =  Doidreclit 

(  .979 
Zurich,  foot -j     g^ 


Authorities. 
Dr.  Hutton 
ditto 
ditto 
ditto 
ditto 
ditto 
ditto 
Ph.  M.  VIII.  289. 


Table  XII.— A 

of 


Aix  la  Chapelle 

Amsterdam 

Aiispach 

Aiicona  . 

Antwerp 

Aquileia 

Augsburg 

Basil      . 

Bavaria  . 

Bergamo 

Berlin     . 

Berne     . 

Bologna 

Bremen 

Brescia  . 

Bresiaw 

Brunswick 

Brussels 

Cadiz 

Cagliari 

Calenberg 

Carrara  . 

Caslille  . 

Chambery 

China    . 

CI  eves    . 
Cologne 

Copenhagen 

Cracow  .     . 

Daatzic 

Dordrecht  . 

Dresden 

Eiubden 

England 

Ferrara 
Florence 

France  .     . 

Francfort  . 
Geneva  .  . 
Genoa    .    . 


Comparison  of  the  Foot,  and  other  measures 

Length,  in  different  countries. 
Number  of 
each  equal 
to  100  En- 
glish Feet 


.  Feet  .  . 
.  ditto  .  . 
.  ditto 

.  Feet  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  Bracci  .  . 
.  Feet  .  . 
.  ditto  .  . 
.  ditto  .  . 
.  (See  Spain) 
.  Pal  mi  .  . 
.  Feet  .  . 
.  Palini  .  . 
.  (See  Spain) 
.   Feet      .      . 

{Mathematical  feet 
Builders'  ditto 
Tradesmen's  ditto 
Land  Surveyor's  ditto 
.  Feet     .     . 
.  ditto 
Legal  Feet 
Fathoms    . 


Iluthes       .     . 

Feet 
(  ditto  .  .  . 
\  Huthes  .  . 
.  Feet  .  .  . 
.  ditto  .  .  . 
.  ditto     .     . 

ditto      .     .     . 

Yards   .     . 

Poles    .     .     . 

Feet 

Pertichi     .     . 

Builders'  Bracci 

Pieds  du  Roi 

Toises  . 

Metres 

Feet 

ditto      . 

Palmi  . 


E. 


105.18 
107.(52 
102.38 

78.02 
10().76 

88.(59 
103. 
102.22 
105.08 

09.89 

98.44 
103.98 

80.05 
105.45 

(U.IO 
107.24 
10C.85 
104.80 

150.52 
104.34 
125. 


Length  of  a 
single  Mea- 
sure of  each 
sort 

Inches. 
11.41 
11.15 
11.72 
15.38 
11.24 
13.53 
11. ()5 
11.74 
11.42 
17.17 
12.19 
11.54 
14.99 
11.38 
18.72 
11.19 
11.23 
11.45 

7.97 

11.50 

9.C0 


90.30  . 

13.28 

91.46  . 

13.12 

94.41   . 

■12.71 

90.08  . 

13.32 

95.39  . 

12.58 

103.18  . 

11.63 

110.80  . 

10.83 

97.17  . 

12.35 

16.20  . 

74.10 

9.71   . 

123.50 

85.53  . 

14.03 

106.28  . 

.     1 1 .29 

7.08  . 

.   lt!9.35 

84.74  . 

14.16 

107.i;2  . 

11.14 

102.92  . 

.     11.66 

100.       . 

.     12. 

33.33  . 

.     36. 

6.06  . 

.   198. 

75.95  . 

.     15.80 

11.11    . 

.   108. 

55.55  . 

21.60 

93.89  . 

12.78 

15.(;5  . 

.     76.68 

30.48  . 

.     39.37 

106.48  . 

.     1 1 .27 

62.50  . 

.     19.20 

123.45  . 

9.72 

Gottingen  . 
Gotha  .  . 
Groningen  . 


Hamburg 


Hanover 

Haerlem 

Heidelberg 

Hildesheim 

Ilolstein 

Inspruek 

Kuiiigsburg 

Leglioru 

Leipsic  . 

Leyden  . 
Liege     . 

Lindau  . 

Lisbon  . 

Lorraine 

Lubec    . 

Luneburg 
Madrid  . 
Magdeburg 

Malta     . 

Miinheim 

Mantua 

M;ie-^lrieht 

Meeklenberg 

jNIeiitz     . 

Middleburg 

Milan     . 

Monaco 

Moscow 

Naples   . 

Neufc-hatel 

Nuremberg 

Olilenburg 

Osiiaburg 

Padua     . 

Palermo 

Paris 

Parma    . 

Pavia     . 

Persia    . 

Pomerania 

Portugal 

Prague  . 

Ratisbon 

I'atzburgh 

Revel     . 

Reggio   . 

Rhinland 

Ri-'a 


Feet     .     .     . 

ditto      .     .     . 

ditto     .     .     . 

ditto      .     . 

Rhinland  ditto 

Clafters      .     . 

Masch  Ruthos 

Geest  ditto     . 

Rhinland  ditto 
(  Feet  .  .  . 
(  Riithes       .     . 

Feet      .     .     . 

ditto      .     .     . 

ditto      .     .     . 

(See  Copenhagen 

Feet     .     .     . 

ditto     .     .     . 

(See  Florence) 
'  Common  feet 

Builders'  ditto 
'  ditto      .     .     . 

ditto 

[  Common  feet 
[  Long  ditto  . 
;Feet  .  .  . 
I  Palmi  .  .  . 
'  Feet  .  .  . 
I  ditto  .  .  . 
I  Ruthes 
■  Feet     .     .     . 

(See  Spain) 

Feet      .     .     . 

ditto      .     .     . 

ditto     .     .     . 

Biacei  .     .     . 

Feet     .     .     . 

(See  Hanover) 

Feet      .     .     . 

ditto  .  .  . 
i  ditto  .  .  . 
[  Bracci  .     .     . 

Feet     .     .     . 

ditto      .     .     . 

Palmi  .     .     . 

Feet      .     .     . 

ditto      .     .     . 

ditto      .     .     . 

ditto     .     .     . 

ditto 

Palmi  .     .     . 

(See  France) 

Surveyors'  Bracci 

ditto      .     .     . 

Arish    .     .     . 

Feet      .     .     . 

(See  Lisbon) 

Feet      .     .     . 

(See  Bavaria) 

Feet     .     .     . 

ditto      .     .     . 

Bracci  .     . 

Feet      .     .     . 

ditto      .     .     . 


Number  of 
each  equal 
to  1 00  Kn- 
glish  Feet 


104.80 

10(). 

104.44 

100.28 

97.17 

17.71 

7.59 

6.64 

8.10 

104.80 

6.50 

106.67 

109.48 

108.60 


96. 
99.09 

108.01 

107.81 

97.24 

10(). 

10526 

96.77 

92.78 

139.17 

10(i.20 

104.80 

6.55 

104.80 

107.52 
107.43 
105.39 
65.75 
108.60 

101.26 

101.61 

76.82 

62.34 

129.73 

91.12 


115.(!2 
lOl.til 
100.34 
103. 


109.09 

86.15 

125.93 

56.23 

65.57 

31.36 

104.34 

101. 

101.80 

113.96 

57.55 

97.17 

111.21 


Length  of  a 
single  Mea- 
sure of  each 
sort 
E.  Inches. 
1 1 .45 
11.32 
11.49 
1 1 .29 
12.35 
67.74 
158.06 
180.04 
148.20 
11.45 
183.20 
11.25 
10.96 
11.05 

12.50 
12.11 

11.11 
11.13 
12.34 
11.32 
11.40 
12.40 
12.96 
8.64 
11.30 
11.45 
183.20 
11.45 

11.16 
11.17 
11.41 
18.25 
11.05 


11.85 
11.81 
15.(52 
19.25 

9.25 
13.17 
10.38 
11.81 
11.90 
11.65 
11. 
13.93 

9.53 

21.34 
18.30 

38.27 
11.50 

11.88 

11.45 
10.53 

20.85 
12.35 
10.79 


ME  A 


139 


MEA 


Rimini   . 

Rome     . 

Rostock 
Rotterdam 

Russia    . 

Sardinia 
Savoy     . 
Sji-nna    . 
Sicily      . 
Silesia    . 

Spain 

Stade  . 
Stettin  . 
Stockholm 

Strasburg 

Stutgard 

Sweden  . 

Trent 

Turin 

Uim  . 

Utrecht 

Venice 

Verona 

Vicenza 

Vienna 

Warsaw 

Wisraar 

Wurtemberg 

Zeil 

Ziriczee  . 

Zurich    . 


Table  XIII.- 


Bracci 
Feet   ... 
Builders'  Canne 
Pal  mi      .     . 
Feet   .     .     . 
(See  Rhinland) 
Arsheens 
Sashes 
Feet   ... 
Pal  mi      .     . 
(See  Chambery) 
Feet    .     .     . 
(See  Palermo) 
Riithes    .     . 
Feet  .     .     . 
Toesas     .     . 
Palmos    .     . 
Feet   .     .     . 
ditto   .     .     . 
(See  Sweden) 
Feet    .     .     . 
Land  ditto   . 
(See  also  Frani 
(See  Wurteiiib 
Feet   .     .     . 
Fathoms .     . 
Rods  .     .     . 
Feet   .     .     . 
ditto   .     .     . 
ditto   .     . 
ditto    .     .     . 
ditto    .     .     . 
ditto   .     .     . 
ditto    .     .     . 
ditto    .     .     . 
ditto    . 
ditto   .     .     . 
ditto    .     .     . 
(S;'e  Hanover) 
Feet   .     .     . 
ditto   .     .     . 
Ruthes     . 
Fathoms .     . 


e) 
lerg) 


Number  of 
eai-ll  eqnill 
to  100  Kn- 
glish   Ftet. 

.  56.10 
.  103.45 
.  13.05 
.  130.49 
.  105.45 

.  42.80 

.  14.28 

.  87.27 

.  122.70 

.    80.75 

.  7.06 

.  107.91 

.  17.98  , 

.  143.88 

.  104.80 

.  107.91  , 

.  105.35  . 

.   103.28  . 


102.66 

17.11 

6.43 

83.28 

94.34 

105.35 

111.82 

87.72 

89.55 

88.04 

9)5.39 

85.53 

103.63 

104.80 

98.28 

101.60 

10.16 

16.32 


Length  of  a 
single  Mea- 
sure of  eacli 
sort. 

E.  Inches. 
21.39 
11.60 
87.92 
8.79 
11.38 

28. 
84. 
13.75 
9.78 

14.86 

170. 
11.12 
66.72 
8  34 
11.45 
11.12 

11.39 
11.62 


11.69 
70.14 
187.04 
14.41 
12.72 
11.39 
10.74 
13.40 
1.3.68 
13.63 
12.45 
14.03 
11.58 
11.45 

12.21 

11.81 

118.10 

73.50 


Arabia  . 
Bohemia 
Brabant . 
Burgundy 
China  . 
Denmark 

England 

Flanders 

France   . 


-A   Compariaon  of  the  Itinerary  Measures  of 
different  Countries. 

Number  of  Length  of  a 
each  equal  single  Mea- 
to  100  En-  sure  of  each 
glish  Miles,      soi-t 

Eng.  Yds. 

.    Miles 81.93  .     .     2148 

.    ditto 17..36  .     .  101.37 

.    ditto 28.93  .     .     6082 

.    ditto 28.46  .     .     6183 

.Lis 279.80  .     .       629 

.    Miles 21.35  .     .     8244 

1     ditto 100.       .     .     1760 

(     ditto  Geographical .     .     86.91   .     .     2625 

.    Miles 25.62  .     .     6869 

Leagues,  Astronomical  36.21  .  .  4860 
ditto,  Marine  .  .  .  28.97  .  .  6075 
ditto, legal, 2000 Toises     41.28  .     .     4263 


Number  of 
each  equal 
to  100  Kn- 
glbh  Miles. 


Ge 


lany 


Hamburg 

Hanover 

Ilesse 

Holland. 

Hungary 

Ireland   . 

Italy  .     . 

Lithuania 

Oldenburg 

Poland    . 

Portugal 
Prussia  . 

Rome 

Russia  . 
Saxony  . 
Scotland 
Silesia    . 

Spain 

Swabia  . 
Sweden  . 
Switzerland 
Turkey   . 
Westphalia 


Miles,  Geographical 
ditto,  Long 
Sho 


ditto. 

Miles 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

Miles,  Short 

ditto.  Long 

Legoas 

Miles  .     . 

Ancient  mile  of  8  stadi 

Modern  Miles    .     . 

Versts      .... 

Miles 

ditto 

ditto 

Legiiras,  common,  of ) 
8,000  Varas  .     .    f 
ditto,  legal.ofSOOOVaras  37.97 
Miles 
ditto 


Length  of  a 
single  Mea- 
sure of  each 
sort 

Eng.  Td9 

.   8101 

.  10126 

.  6859 

21.35  .  .  8244 

15.23  .  .  11.559 

16.68  .  .  10547 

27.52  .  .  6395 

19  31  .  .  9113 


21.72 
17.38 
25.66 


57.93 

86.91 

18. 

16.26 

28.97 

21.72 

26.03 

20.78 

109.18 
86.91 

150.81 
17.76 
88.70 
27.67 

23.73 


ditto    . 
Berries 

Miles  . 


17.38 
15.04 
19.23 
96.38 
14.56 


3038 
2025 
9781 
10820 
6075 
8101 
6760 
8468 
1612 
2025 
1167 
9905 
1984 
7083 

7416 

4635 

10126 

11700 

91.53 

1826 

12151 


SUPERFICIAL,  or  SQUARE  MEASURES. 
Table  XIV. — Ancient  Greek  superficial  Measures. 
Olympic' Land  Measure. 


He.xapodon. 
Heniihectos. 
Hectos  or  Modius. 
Medimnus  or  Jugerum. 


36  Olympic  square  feet    .      .   =    1 

6  He.xapoda =   1 

2  Hemihecti =    1 

6  Modii =    1 

Hence  it  appears,  that  the  Olympic  jugerum  was  equal  to 
103  English  perches,  or  nearly  five-eighths  of  an  acre. 

Pythic  Land  Measure. 
1666f  Square  cubits    .     .     .   =    1   Hemihectos. 
2     Hemihecti    ....   ^    1   Modius. 

6     Modii =r   1  Medimnus  or  Jugerum. 

Hence  the  Pythic  jugerum  appears  to  have  been  equal  to 
109  English  perches,  or  nearly  -}^ths  of  an  acre. 

N.B.  The  plethron,  or  acre,  is  said  by  some  to  contair 
1444,  by  others  10,000  square  feet;  and  aroura,  the  half  of 
the  plethron.  The  aroura  of  the  Egyptians  was  the  square 
of  100  cubits. 

Table  XV. — Ancient  Roman  Land  Miasures. 


100  Square  Roman  feet 
4  Scrupula  .... 


.     .  =   1  Scru;julum  of  land. 

.     .  =   1  Sex'vulus. 

.     .  =   1  Ajtus* 

.  :=   1  Dncia  of  land. 

.     .  =    1  Sq\iare  Actus. 

.  =    1  Jugerum. I 

.     .  =   1  Heredium. 

.  =:   1  Centuria. 

*  The  actus  was  a  slip  of  ground  four  Roman  feet  broad,  and 
120  long. 

t  The  iugeniin,  or  acre,  was  considered  as  integer,  and  divided, 
like  the  libra,  or  as,  in  the  following  manner : 


\\  Sextulus 

6  Sextuli,  or  5  Actus 

6  Unciie 

2  Square  Actus     .     . 

2  Jugera       .     .     .     . 

100  Heredia    .     .     .     . 
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Jugeium  contained 
Roman.  English. 


¥ 


4 
2 

■s 

7 
11 


i 
1 

A 
1 


As    .     . 

Deiinx  . 

Dextans 

Dodraiis 

Bes 

Septunx 

Semis    . 

Quincunx 

Triens    . 

Qiiadrans 

Sextans 

Uncia    . 


Uncija 

:  12  = 

:  11  = 

=  10  = 

:  9  - 

-.  8  = 

:  7  = 

:  6  = 

:  5  = 

:  4  = 

:  3  = 

:  2  = 

:  1  = 


Sq.  Ft. 

28800 

2<>400 

24000 

21000 

19200 

10800 

14400 

12000 

9()00 

7200 

4S00 

2400 


Scnip. 
288 
204 
240 
216 
195 
108 
144 
120 
96 
72 

48     : 

24 


15 

N..B.  If  we  take  the  Roman  foot  at  11 
(See  Table  V.)  the  IJoman  jiigerum  was 
square  yards,  or  1  acre  37^  perches. 


Rds 
2 
2 
2 
1 
1 
1 
1 
1 
0 
0 
0 
0 


Pol.  Sq.  Ft. 
18  250.05 
183.85 
117.64 
51.42 
257.46 
191.25 
125.03 
58.82 
264.85 
198.()4 
132.43 
66.21 


10 

2 

34 

25 

17 

9 

1 

32 

24 

16 

8 


6  English  inches 
=  5980  English 


Talile  XVI. — English  Square  Measures. 

144     Inches =   1  Foot. 

9     Feet =    1   Yard. 

^  Yards =   1   Pace. 

10.89     Paces =   1   Pole. 

40     Poles =    1   Rood. 

4     Roods =    1   Acre. 

N.B.  English  square  or  superficial  measures  are  raised  from 
the  yard  of  36  inches,  multiplied  into  itself;  and  this  pro- 
duiing  1296  square  inches  in  the  square  yard,  the  divisions 
of  this  are  square  feet  and  inches ;  and  the  multiples,  poles, 
roods,  and  acres,  as  in  the  Table.  The  Scottish  acre  is  55353.6 
square  feet  English,  or  1.27  English  acres. 

Measures  used  by  different  Artificers. 

144     Square  inches ♦=  1  Square  foot. 

9     Square  feet =   1  Square  yard. 

63     Square  feet=7  Sq.  yards  .   =   1   Rood. 

100     Square  feet :=    1   Square  of  work. 

272J-  Square  feet  =  30^Sq.  yards  =   I   Rod,perch,or  square 

pole. 

Table  XVII. — French    Square   Measures   be/ore    the   First 
Revolution. 

A  Square  Inch  .     .     .     .   =        1.13582  English  sq.  inches. 

Au  Arpent =    100  Square   perches,   French, 

about  I  acre  English,  used 
near  Paris. 

An  Arpent,  mesure  royale*  =  about  1^  English  acre. 

•  The  percli  (.S»?e  Table  VIII.)  which  determines  the  measure  of  tlie 
acre,  varies  in  different  parts  of  tlie  country  :  but  the  ai'peut  of  wood- 
liind  is  everywliere  the  same,  the  perch  bein<;  22  feet  long  ;  and  this 
oipent  contains  48,400  French  square  feet,  or  6108  Ensjli^^h square  yards, 
or  one  acre,  one  rood,  one  perch.  The  arpent  for  cultivateil  land,  in  the 
vicinity  of  Paris,  contains  900  square  toises,  or  4088  English  yai-ds ;  so 
that  43  such  arpeuts  are  equal  to  38  English  acres  nearly. 

Table  XVIII. — French  Square  Measures,  according  to   the 
present  System. 

Are,  a  square  decametre  .   =\      , ,  ^.95  English  perches,  or 

(       1 19.(>04()  S(|uare  3'aras. 

Decare =        H  9(!.0460  Stpiare  yards. 

Hecatare =     ]  1960.4600  Square  yards, 

or  2  acres,   1    rood,  35.4 

perches. 


Table  XIX. —  Contents   of   a     Square     Foot    of   different 
Countries. 

Eng.  Square 
Inches. 

A  Square  Foot  of  Amsterdam  contains    ....  124.32 

Antwerp 120.34 

Berlin 148.59 

Berne 133.23 

Bologna 224.70 

Bremen 129.50 

Denmark  or  Rhinland      .     .     .  152.52 

Dauzic 127.46 

Dresden 124.10 

England 144.00 

France 163.32 

Hamburg 127.46 

Hanover 131.10 

Konigsberg 14().65 

Leipsic 123.43 

T.isbon 167.06 

Milan 234.98 

Nuremberg 134.04 

Osnaburg 121.00 

Rome 134.56 

Spain 123.65 

Sweden 136.65 

Turin 161.80 

Venice 187.13 

Vienna 155.00 

Zurich 139.42 

A  French  Square  Metre 1505.01 

Cubical  Measures,  or  Measures  of  Capacity,  for  Liquids. — • 
The  English  measures  were  originally  raised  from  troy 
weight:  it  being  enacted  by  several  statutes,  that  eight  pounds 
troy  of  wheat,  gathered  from  the  middle  of  the  ear,  and  well 
dried,  should  weigh  a  gallon  of  wine  measure,  the  divisions  and 
multiples  whereof  were  to  form  the  other  measures ;  at  the  same 
time  it  was  also  ordered,  that  there  should  be  but  one  liquid 
measure  in  the  kingdom;  yet  custom  has  prevailed,  and  there 
having  been  introduced  a  new  weight,  viz.,  the  avoirdupois, 
we  have  now  a  second  standard  gallon  adjusted  thereto;  and 
therefore  exceeding  the  former  in  the  proportion  of  the  avoir- 
dupois weight  to  troy  weight.  From  this  latter  standard  are 
raised  two  several  measures,  the  one  for  ale,  the  other  for  beer. 
The  sealed  gallon  at  Guildhall,  which  is  the  standard  for 
wines,  spirits,  oils,  &c.  was  supposed  to  contain  231  cubic 
inches  ;  but  by  actual  experiment,  made  in  1688,  before  the 
lord  mayor  and  the  commissioners  of  excise,  it  was  found  to 
contain  only  224  cubic  inches,  it  was,  however,  agreed  to  con- 
tinue the  common  supposed  contents  of  231  cubic  inches  ;  so 
that  all  computations  stood  on  their  own  footing.  Hence  as 
12  is  to  231,  so  is  14^  to  281^,  the  cubic  inches  in  the  alo 
gallon  :  but  in  effect  the  ale  quart  contained  70^  cubic  inches, 
on  which  principle  the  ale  and  beer  gallon  will  be  282 
cubic  inches.  The  barrel  of  ale  in  London  is  32  gallons, 
and  the  barrel  of  beer  36  gallons.  In  all  other  places  of 
England,  the  barrel,  both  for  ale  and  beer,  was  wont  to  be  34 
gallons. 

Scotch  liquid  mcasmc  is  founded  on  the  pint.  The  Scotch 
pint  was  formerly  regulated  by  a  standard  jug  of  cast  metal, 
the  custody  of  which  was  committed  to  the  borduirh  of  Stir- 
ling. This  jug  was  supposed  to  contain  105  culiic  inches; 
and  though,  after  several  careful  trials,  it  has  been  found  to 
contain  only  about  103i  inches,  yet  in  compliance  with  estab- 
lished custom,  founded  on  that  opinion,  the  pint  stoups  are 
still  regulated  to  contain  105  inches,  and  the  customary  ale 
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measures  are  about  y^j  above  that  standard.  It  was  enacted 
Dy  James  1.  of  Scotland,  that  the  pint  should  contain  41 
oimces  trone  weight  of  the  clear  water  of  Tay,  and  by 
James  VI.  that  it  should  contain  55  Scots  troy  ounces  of  the 
clear  water  of  Leith.  This  affords  another  method  of  regu- 
lating the  pint,  and  also  ascertaining  the  ancient  standard  of 
the  trone  weight.  As  the  water  of  Tay  and  Leith  is  alike,  the 
trone  weight  must  have  been  to  the  Scots  troy  weight,  as  55 
to  41,  and  therefore  the  pound  trone  must  have  contained 
about  21 J  ounces  Scots,  troy. 

4  Gills =1  Mutchkin. 

2  ]Mutchkins =1  Chopin 

2  Chopins =1  Pint 

2  Pints          =1  Quart 

4  Quarts =1  Gallon. 

The  Scotch  quart  contains  210  inches,  and  is  therefore 
about  ,'o  less  than  the  English  wine  gallon,  and  about  \  less 
than  the  ale  gallon. 

As  to  the  liquid  measures  of  foreign  nations,  it  is  to  be 
observed,  that  their  several  vessels  for  wine,  vinegar,  &c. 
have  also  various  denominations,  accerding  to  their  different 
sizes  and  the  places  wherein  they  are  used.  The  woeders  of 
Germ.any,  for  holding  Rhenish  and  Moselle  wines,  are 
diff.rent  in  their  guages;  some  containing  14  aumes  of 
Amsterdam  measure,  and  others  more  or  less.  The  aume 
is  reckoned  at  Amsterdam  for  8  steckans,  or  20  verges,  or  for 
i  of  a  tun  of  2  pipes,  or  4  barrels  of  French  or  Bordeaux, 
which  ^  at  this  latter  place  is  willed  tierfon,  because  three  of 
them  make  a  pipe,  or  two  barrels,  and  six  the  said  tun.  The 
steckan  is  16  mingles,  or  32  pints;  and  the  verge  is,  in 
respect  of  the  said  Rhenish  and  Moselle,  and  some  other 
sorts  of  wine,  6  mingles,  but  in  measuring  brandy  it  consists 
of  (5|  mingles.  The  aume  is  divided  inti)  4  anckers,  and  the 
aneker  into  2  steckans,  or  32  mingles.  The  ancker  is  taken 
sometimes  for  ^L  of  a  tun,  or  4  barrels ;  on  which  tooting  the 
Bordeaux  barrel  ought  to  contain  at  Amsterdam  (when  the 
aisk  is  made  according  to  the  just  guage,)  12^  steckans,  or 
200  mingles,  wine  and  lees  ;  or  12  steckans,  or  192  mingles, 
racked  wine  ;  so  that  the  Bordeaux  tun  of  wine  contains 
50  steckans,  or  800  mingles,  wine  and  lees  ;  and  48  steckans, 
or  768  mingles,  of  pure  wine.  The  barrels,  or  poin^ons,  of 
Nantes,  and  other  places  on  the  river  Loire,  contain  only  12 
steckans,  Amsterdam  measure.  The  wine  tun  of  Rochelle, 
G'gniac,  Charente,  and  the  Isle  of  Rhe,  differs  very  little 
from  the  tun  of  Bordeaux,  and  consequently  from  the  barrels 
and  pipes.  A  tun  of  wine  cjf  Chalosse,  Bayonne,  and  the 
neighbouring  places,  is  reckoned  60  steckans,  and  the  barrel 
15,  Amsterdam  measure. 

The  old  mnid  of  Paris  contains  150  quarts  or  300  pints, 
wine  and  lees;  or  280  pints  clear  wine;  of  which  muids 
three  make  a  tun. 

The  butts,  or  pipes,  from  Cadiz,  Malaga,  Alicant,  Bene- 
carlo,  Saloe,  and  Mataro,  and  from  the  Canaries,  Lisbon, 
Oporto,  and  Fayal,  are  very  different  in  their  guages,  though 
in  affreightments  they  are  all  reckoned  two  to  the  tun. 

Vinegar  is  measured  in  the  same  manner  as  wine,  but  the 
measures  for  brandies  are  different,  these  spirits,  from  France, 
Spain,  Portugal,  &c.,  are  generally  shipped  in  large  casks, 
called  pipes,  butts,  and  pieces,  according  to  the  places  from 
whence  they  are  imported,  &c.  In  France,  brandy  is  shipped 
ni  ca-ks  called  pieces  at  Bordeaux,  and  pipes  at  Rochelle, 
Cogniac,  the  Isle  of  Rhe.  and  other  neighb.juring  places,  which 
contain  some  more  and  some  less,  even  from  60  to  90  Amster- 
dam verges  or  vcertels,  according  to  the  capacity  of  the  vessel, 
and  the  places  they  come  from 


Dry  Measure. 
Pints. 

8  =       1  Gallon 
16  =       2   =        1   Peck 
64  =       8  =       4=1  Bushel 
256  =     32  =     16  =     4  =     1    Coomb 
512  =     64  =     82  =     8  =     2  =     1  Quarter 
2560  =  320  =   160  =  40  =:   10  =     5—1  Wey 
5120   =  640  =  320   =  80  =  20  =   10  =  2  =l"  Last. 
268 J   Cubic  Inches   =    1   Gallon 


36     Bushels 


=   1  Chaldron  of  Coals. 


Measure  of  Capacitu  for  things  Dry,  was  the  Winchester 
gallon  heretofore ;  as  for  corn,  salt,  coal,  and  other  dry  goods, 
in  England.  The  gallon  contains  272^  cubic  inches.  The 
bushel  8  gallons,  or  2178  inches.  A  cylindrical  vessel,  I85 
inches  diameter,  and  8  inches  deep,  is  appointed  to  be  used  asa 
bushel  in  levying  the  malt  tax.  A  vessel  of  these  dimensions 
is  rather  less  than  the  Winchester  bushel  of  8  gallons,  for  it 
contains  only  2150  inches,  though  probably  there  was  no 
difference  intended.  The  denominations  of  dry  measure 
commonly  used,  are  given  in  the  first  of  the  subjoined  tables. 
Four  quarters  of  corn  make  a  chaldron,  five  quarters  make  a 
wey  or  load,  and  ten  quarters  make  a  tun.  In  measuring 
seacoal,  five  pecks  make  a  bushel,  nine  bushels  make  a  quarter 
or  vatt,  four  quarters  make  a  chaldron,  and  twenty-one  chal- 
drons make  a  score. 

40  feet  hewn  timber  make  a  load. 

50  feet  unhewn  timber  make  a  load. 

32  gallons  make  a  herring  barrel. 

42  gallons  make  a  salmon  barrel. 
1   cwt.  gunpowder  makes  a  barrel. 
256  lbs.  soap  make  a  barrel. 

10  doz.  candles  make  a  barrel. 

12  b.arrels  make  a  last. 

Scotch  dry  measure.  There  was  formerly  only  one  measure 
of  capacity  in  Scotland  ;  and  some  commodities  were  heaped, 
others  straiked,  or  measured  exactly  to  the  capacity  of  the 
standard.  The  method  of  heaping  was  afterwards  forbidden 
as  unequal,  and  a  larger  measure  appointed  for  such  com- 
modities as  that  custom  had  been  extended  to.  The  wheat 
firlot,  used  also  for  rye,  pease,  beans,  salt,  and  grass  seeds, 
contains  21  pints  1  mutchkin,  measured  by  the  Stirling  jug. 
The  barley  firlot,  used  also  for  oats,  fruit,  and  potatoes,  con- 
tains 31  pints.  A  different  method  of  regulating  the  firlot 
was  appointed  from  a  cylindrical  vessel.  The  diameter  for 
both  measures  was  fixed  at  19^  inches,  the  depth  7J  inches 
for  the  wheat  firlot,  and  13^  for  the  barley  firlot.  A  standard 
constructed  by  these  measures  is  rather  less  than  when  regu- 
lated by  the  pint ;  and  as  it  is  difficult  to  make  vessels  exactly 
cylindrical  the  regulation  by  the  pint  has  prevailed,  and  the 
other  method  gone  into  disuse. 

If  the  Stirling  jug  contains  103^  inches,  the  wheat  firlot 
will  contain  2109  inches,  which  is  more  than  two  per  cent, 
larger  than  the  legal  malt  bushel  of  England,  and  about  one 
per  cent,  larger  than  the  Winchester  bushel  ;  and  the  barley 
firlot  will  contain  3208  inches.  The  barley  boll  is  nearly 
equal  to  six  legal  malt  bushels.  In  Stirlingshire,  17  pecks 
are  reckoned  to  the  boll  ;  in  Inverness-shire,  18  pecks;  in 
Ayrshire,  the  boll  is  the  same  as  the  English  quarter.  And 
the  fiilots  in  many  places  are  larger  than  the  Linlithgow 
standard. 

French  dry  measure,  are  the  litron,  bushel,  minot,  mine,  sep- 
tier,  muid,  and  tun.  The  litron  is  divided  into  two  demilitrons, 
and  four  quarter  litrons,  and  contains  36  cubic  inches  of 
Paris.  By  ordonnance,  the  litron  is  to  be  three  inrhes  and  a 
half    high,    and  three  inches  ten    lines    broad.     The    litron 
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for  salt  is  larjriT,  and  is  divided  into  two  halves,  fonr  rjuaiters. 
I'ighl  demi-ijiiaitiTS,  and  10  nieasiirettes.  The  Frencli  bushel 
is  iliii'erenl  in  ditKrent  juiisdictions.  At  Paris  it  is  dividid 
into  dt'ini-liushels.  e:u-h  denii-ljushel  into  two  quarters,  the 
qnart  into  two  half-cpiarls,  and  the  half-q—irt  into  twn  litroiis, 
so  that  the  bushel  contains  10  litrons.  By  ordonnance  the 
Paris  bushtd  is  to  be  8  inches  2^  lines  high,  and  10  inches 
broad,  or  in  diameter  within  side.  The  ininot  consists  of  3 
bnsliels,  the  mine  of  2  ininols  or  6  bushels,  the  sc-ptier  of 
2  mines  or  12  bushels,  and  the  ninid  of  12  septiers,  or  144 
bushels.  The  bushel  of  oats  is  estimated  double  th.it  of  any 
other  grain  ;  so  that  there  <;o  24  bushels  to  nuike  the  septier, 
and  2S8  to  make  the  muid.  It  is  divided  into  4  picotins, 
the  picotin  containing  2  ijuarts.  or  4  litrons.  The  bushel  for 
salt  is  divided  into  2  half-bushels,  4  quarters,  8  halfcpiarters, 
and  10  litrons;  4  bushels  make  a  ndnot,  10  a  septier,  and 
192  a  muid.  The  bushel  for  wood  is  divided  into  halves, 
quarters,  and  half-quarters.  8  bushels  make  the  tninot,  19  a 
ndne  ;  20  mines,  or  ."520  bushels,  the  nund.  For  plaster,  12 
bushels  make  a  sack,  and  .'!0  sacks  a  muid.  For  lime,  3 
bushels  make  a  niinot.  and  48  ininots  a  mu  d.  The  minot  is 
by  ordoninmce  to  be  11  inches  9  lines  high,  and  14  inches 
8  lines  in  diameter.  The  minot  is  composed  of  3  bushels, 
or  10  litrons  ;  4  ininots  make  a  septier,  and  48  a  muid.  The 
French  mine  is  no  real  vessel,  but  an  estimation  nf  several 
oth-rs.  At  Paris,  the  mine  contains  0  bushels,  and  24  make 
the  ninid  ;  at  l^onen,  the  mine  is  4  bushels;  and  .it  Dieppe, 
18  mines  make  a  Paris  ninid.  The  .septier  diU'ers  in  difieieiit 
places:  at  Paris,  it  contains  2  mines,  or  8  bushels,  and  12 
sejiticrs  the  muid  ;  at  Uonen  the  septier  contains  2  mines  or 
12  bushels.  Twelve  septiers  make  a  muid  at  iJoucn  as  well 
as  Paris;  but  12  of  the  latter  are  equal  to  14  of  the  former. 
At  Toulon,  the  septier  contains  a  mine  and  a  half;  three  of 
wliic-h  mines  make  the  septier  of  Paris.  The  muid,  or  n\uy 
of  Pans,  consists  of  12  septiers,  and  is  divided  into  mines, 
minots,  bushels,  &c.  That  for  oats  is  double  that  for  other 
grain,*,  c, contains  twice  ihenumber  of  bushels.  At  Orleans, 
the  muid  is  divided  into  mines,  but  those  mines  only  contain 
two  Paris  septiers  and  a  halt'.  In  some  places  they  use  the 
tun  instead  of  the  muid,  particularly  at  Nant(^s,  where  it  con- 
tains 10  septiers  of  10  iju~h.-ls  each,  and  weighs  between 
2,200  and  2.2.")0  pounds.  Three  of  these  tnns  nmke  28  Paris 
septiers.  At  liochelle,  &c..  the  tun  contains  42  bushels,  and 
weighs  two  per  cent,  less  than  that  of  Natites.  At  Brest,  it 
Contains  20  bushels,  is  equal  to  10  Paris  septiers,  and  weighs 
about  2.240  pounds. 

Dutch,  Swedish,  Polish,  Prussian,  and  Muscovite.  In 
these  places,  they  esliinati-  their  dry  things  on  the  foot  of  the 
tnn/.  lest,  leth,  lecht ;  so  called  according  to  the  various  pro- 
nunciations of  the  people  who  use  it.  In  Ilollaml,  the  last  is 
equal  to  19  P.iris  septiers,  or  38  Bordeau.x  bushels,  and 
weighs  about  4,560  pounds;  the  last  they  divide  into  27 
muids,  and  the  muid  into  4  scheples.  In  Poland,  the  last  is 
40  Bordeau.x  bushels,  and  weighs  about  4,800  Paris  pounds. 
In  Prussia,  the  last  is  133  Paris  septiers.  In  Sweden  and 
Muscovy,  they  measure  by  the  great  and  little  last,  the  first 
containing  12  barrels,  and  the  second  half  as  many.  In 
Muscovy,  they  likewise  use  the  clletKu-d,  which  is  iliilerent 
in  various  places  ;  that  of  Archangel  is  equal  to  three  Pouen 
bushels. 

Italian.  At  Venice,  Leghorn,  and  Lucca,  they  estimate 
their  dry  things  on  the  fi.ol  of  the  staro  or  staio.  The  staro 
of  Leghorn  weighs  54  pounds;  112 J  are  equal  to  the 
Amsterdam  last.  At  Lucca,  119  staros  make  the  last  of 
Amsterd.im.  The  Venetian  staro  weighs  128  Paris  pounds  ; 
the  star.)  is  divided  into  four  quarters.  Th  rty-fivc  staros  and 
one-lifih,  or  HOquaiters  and  four-fifths,  make  the  last  of  Am- 


sterdam. At  Naples,  and  other  parts,  they  use  the  ,oniolo,or 
tomalo,  equal  to  one-third  of  the  Paris  septier.  Thirty-six 
tomoli  and  a  half  make  the  carro,  and  a  carro  and  a  half,  or  54 
toiiioli,  make  the  last  of  Amsterdam.  At  Palermo,  16  tomoli 
make  the  salma,  and  4  mondili  the  tomolo.  Ten  salmas  and 
three-sevenths,  or  171  tomoli  and  three-sevenths,  make  the 
last  of  Ainstenlam. 

Flemish.  At  Antwerp,  &c.,  they  measure  by  the  viertel, 
32i  whereof  make  19  Paris  septiers.  At  Hamburg,  the 
scliepel  ;  90  whereof  make  19  Paris  septiers. 

Spanish  and  Portuiruese.  At  Cadiz.  Bilboa,  and  St 
Seba-tian.  they  use  the  fani'ga;  23  whcrc.d'make  the  Nante 
or  Pochelle  tun,  or  9.^  Paris  septiers,  though  the  Bilboa 
fanegais  somewhat  larger,  insomuch  that  21  fanegas  make  a 
Nantes  tun.  At  Seville,  &c.,  they  u.se  the  anagoras,  con- 
taining little  more  than  the  Paris  miiu';  30  anagiu'as  make 
19  Paris  septiers.  At  Uayonne,  &c.,  the  concha  ;  30  «  hereof 
are  equal  to  9i-  Paris  septiers.  At  Lisbon,  the  alquiver,  a 
very  small  measure;  240  whereof  make  90  Paris  septiers, 
00  the  Lisbon  muids. 

MEASlIlv[\(J,  or  Mknsubatiojj,  defined  geometrically, 
is  the  assuming  any  certain  quantity,  and  expressing  the 
propoilion  of  other  similar  quantities  to  the  same. 

Measi'Ring.  defined  popularly,  is  the  using  of  a  certain 
known  measure,  and  determining  thereby  the  precise  extent, 
quantity,  or  capacity,  of  anything.  In  geueral,  it  constitutes 
the  practical  part  of  geometry.     See  Mensuration. 

NIeasuuing  f)F  Lines,  or  quantities  <jf  one  dimension,  is 
called  In/u/imeliy ;  .and  wh«n  those  lines  are  not  extended 
parallel  to  the  horizon,  altimetry.  When  the  difierent  alti- 
tudes of  the  two  extremes  of  the  lines  are  alone  regarded,  it 
is  termed  leveUing. 

Measuring  of  Superficies,  or  quantities  of  two  dimen- 
sions, is  variously  denominated  according  to  its  subjects: 
when  lands  are  the  subject,  it  is  called  fjeodes;/,  or  sitri'eying  ; 
in  other  cases,  simply  meiisuring.  The  instruments  used  are 
the  ten-foot  rod,  chain,  compass,  circumfeivntor,  l<c. 

Measuring  of  Solids,  or  quantities  of  three  dimen.sions, 
is  called  xteieomrlnj  ;  but  where  it  relates  to  the  ca[)acities  of 
vessels,  or  the  li<|Uors  ihey  cintain  [larticularly.  ffcmf/inf/. 
The  instruments  for  this  art  are  the  gaiiging-rod,  sliding- 
rule.  &c. 

From  the  definition  of  measuring,  where  the  mea.sure  is 
expressed  to  be  sinuiar  or  homogeneous  to.  i.  e.  of  the  same 
kind  with,  the  thing  measured,  it  is  evident. that,  in  the  first 
case,  or  in  qnantilics  of  one  dimension,  the  measure  must  be 
a  line;  in  the  second,  a  superficies;  and  in  the  third,  a  solid. 
For  example,  a  line  cannot  measure  a  surface ;  the  art  of 
measuring  being  no  more  than  the  application  of  a  known 
quantity  to  the  unknowti,  till  the  two  become  equal.  Now, 
a  surface  has  breadth,  and  a  line  has  none  ;  and  if  one  line 
have  no  breadth,  two  or  a  hundred  have  none.  A  line, 
therefore,  can  never  be  applied  so  often  to  a  surflice  as  to  be 
equal  to  it,  i.  e.  to  measure  it.  And  from  the  like  reas.aiing 
it  is  evident,  a  supeificies,  which  has  no  depth,  cannot  become 
equal  to,  i.e.  cannot  measure,  a  solid  which  has. 

While  a  line  continues  such,  it  may  be  measured  by  any 
part  of  itself;  but  when  the  line  l)egins  to  flow,  and  to 
generate  anew  dimension,  the  measure  must  keep  pace,  and 
flow  too;  i.e.  as  the  one  commences  superficies,  the  other 
must  do  so  too.  Thus  we  come  to  have  square  measures,  and 
cubic  measures. 

Hence  we  see  why  the  measure  of  a  circle  is  an  arc  or 
part  of  the  circle,  for  a  right  line  can  only  touch  a  circle  in 
one  point,  but  the  periphery  of  a  circle  consists  of  infinite 
points.  The  right  line,  therefu'e.  to  measure  the  circle, 
must  be  applied  infinite  times,  which  is  imjiossible.     Again, 
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the  right  line  only  toiiches  the  circle  in  a  mathematical  point, 
which  has  no  parts  nor  dimensions,  and  has  consequently  no 
nia^initudc;  but  a  thing  that  has  neither  nuignitude  nor 
dimensions  bears  no  proportion  to  another  tliat  has,  and 
cannot  therefore  measure  it.  Hence  we  see  the  reason  of  the 
division  of  circles  into  300  parts  or  arcs,  called  degrees. 
Ste  Akc.  Circle,  and  Mensuration. 

MKCHAN1CS  (from  the  Greek  firjxafri,  art)  that  branch 
of  practical  mathematics  which  treats  of  motion  and  moving 
powers,  their  nature,  laws,  effects,  &c.  This  term,  in  a 
popidar  sense,  is  applied  equally  to  the  doctrine  of  the  equi- 
librium of  powers,  more  piroperly  called  sialics,  and  to  that 
science  which  treats  of  the  generation  and  communication  of 
motion,  which  constitutes  clyiiamic.i,  or  mechanics  strictly  so 
called.      See  Force,  Motion,  Power,  and  Statics. 

This  science  is  divided  by  Newton  into  practical  and 
ruliiinal  mechanics,  the  former  of  which  relates  to  the 
mechanical  powers,  viz.,  the  lever,  balance,  wheel  and  axis, 
jmliey,  wedge,  screw,  and  inclined  plane;  and  the  latter,  or 
rational  mechanics,  to  the  theory  of  motion  ;  showing,  when 
the  forces  or  powers  are  given,  how  to  determine  the  motion 
that  will  result  from  them  ;  and,  conversely,  when  the  cir- 
cumstances of  the  motion  are  given,  how  to  trace  the  forces 
or  powers  fiom  which  they  arise. 

Alechanics,  according  to  the  ancient  sense  of  the  word, 
considers  only  the  energy  of  organs,  or  machines.  The 
authors  who  have  treated  the  subject  of  mechanics  systemati- 
cally have  observed,  that  all  machines  derive  their  efficacy 
from  a  few  simple  forins  and  dispositions,  which  may  be 
given  to  organs  interposed  between  the  agent  and  the  resist- 
ance to  be  overcome ;  and  to  those  simple  forms  they  have 
given  the  name  of  mechanical  powers,  simple  2)oiocrs,  or 
simple  machines. 

The  j)ractical  uses  of  the  several  mechanical  powers  were 
undoubtedly  known  to  the  ancients,  but  thev  were  almost 
wholly  unacquainted  with  the  theoretical  principles  of  this 
science  till  a  very  late  period  ;  and  it  is  therefore  not  a  little 
surprising  that  the  construction  of  machines,  or  the  instru- 
ments of  mechanics,  should  have  been  pursued  with  such 
industry, and  ainied  by  them  to  such  perfection.  Vitruvius, 
in  his  10th  book,  enumerates  several  ingenious  machines, 
which  had  then  been  in  use  from  time  immemorial.  We 
find,  that  for  raising  or  transporting  heavy  bodies,  they 
employed  most  of  the  means  which  are  at  present  commonly 
used  for  that  purpose,  such  as  the  crane,  the  inclined  plane, 
the  pulley,  &c.;  but  with  the  theory  or  true  principles  of 
equilibrium,  they  seem  to  have  been  unacquainted  till  the 
time  of  Archimedes.  This  celebrated  mathematician,  in  his 
book  of  B'jjiiponilerants,  considers  a  balance  supported  on  a 
fulcrum,  and  having  a  weight  in  each  scale  ;  and  taking  as  a 
fundamental  principle,  that  when  the  two  arms  of  the  balance 
are  equal,  the  two  weights  supposed  to  be  in  equilibrio  are 
also  of  necessity  equal,  he  shows,  that  if  one  of  the  arms  be 
increased,  the  weight  applied  to  it  must  be  proportionally 
diminished.  Hence  he  deduces  the  general  conclusion,  that 
two  weights  suspended  to  the  arms  of  a  balance  of  unequal 
length,  and  remaining  in  equililjrio,  must  be  reciprocally 
pro]iurtional  to  the  arjnsof  the  balance  ;  and  this  is  the  tirst 
trace  anywhere  to  be  met  with  of  any  theoretical  investiga- 
tion of  mechanical  science.  Archimedes  also  further  observed, 
that  the  two  weights  exert  the  same  pressure  on  the  fulcrum 
of  the  balance,  as  if  they  were  directly  applied  to  it ;  and  he 
afterwards  extended  the  same  idea  to  two  other  weights  sus- 
pended from  other  points  of  the  balance,  then  to  two  others, 
and  so  on;  and  hence,  step  by  step,  advanced  towards  the 
general  idea  of  the  centre  of  gravity,  a  point  which  he  pioved 
to  belong  to  every  assemblage  of  "small   bodies,  and  conse- 


quently to  every  laige  body,  which  might  be  considered  as 
formed  of  such  an  assemblage.  This  theory  he  applied  to 
particular  cases,  and  determined  the  situation  of  the  centre 
of  gravity  in  the  parallelogram,  triangle,  trapezium,  parabola, 
parabolic  trapezium,  &o.  &c.  To  him  we  are  also  indebted 
for  the  theory  of  the  inclined  plane,  the  pulley,  and  the  screw, 
besides  the  invention  of  a  multitude  of  compound  machines; 
of  these,  however,  he  has  left  us  no  description,  and  therefore 
little  more  than  their  names  remain. 

We  may  judge  of  the  very  imperfect  state  in  which  the 
theory  of  mechanics  was  at  that  time,  by  the  astonishment 
expressed  by  King  Hiero,  when  Archimedesexclaimed, "'  Give 
me  a  place  to  stand  on,  and  I  will  move  the  earth  !''  a  pro- 
position which  could  have  excited  no  surprise  in  any  person 
possessing  a  knowledge  of  the  simple  property  of  the  lever. 
Of  the  theory  of  motion,  however,  it  does  not  appear  that 
even  Archimedes  possessed  any  adequate  idea;  the  proper- 
ties of  uniform  motion  seem  only  to  have  engaged  the 
attention  of  the  ancients,  and  with  those  of  accelerated  and 
variable  motion  they  were  totally  unacquainted  :  these  were 
subjects  to  which  their  geometry  could  niit  be  applied,  the 
modern  analysis  being  necessary  to  bring  this  branch  of  the 
science  to  perfection. 

From  the  time  of  Archimedes  till  the  commencement  of 
the  sixteenth  century,  the  theory  of  mechanics  appears  to 
have  remained  in  the  same  state  in  which  it  was  left  by  this 
prince  of  Grecian  science,  little  or  no  additions  having  been 
made  to  it  during  so  many  ages;  but  about  this  time, 
Stevinus,  a  Flemish  mathematician,  made  known  directly, 
without  the  introduction  of  the  lever,  the  laws  of  equilibrium 
of  a  body  placed  on  an  inclined  plane  :  he  also  investigated 
with  the  same  success,  many  other  questions  on  statics,  and 
drtermined  the  conditions  of  equilibrium  between  several 
forces  concurring  in  a  common  point,  which  comes,  in  fact, 
to  the  celebrated  proposition  relating  to  the  parallelogram  of 
forces  ;  but  it  does  not  a|;ipear  that  he  was  at  all  aware  of  its 
consequences  and  application.  In  159'2,  Galileo  composed  a 
treatise  on  statics,  which  he  reduced  to  this  single  principle, 
viz  : — It  requires  an  equal  power  to  raise  two  different  bodies 
to  heights  having  the  inverse  ratio  of  their  weights:  that  is, 
whatever  power  will  raise  a  body  of  two  pound-;  to  the  height 
of  one  foot,  will  raise  a  body  of  one  pound  to  the  height  <if 
two  feet.  On  this  simple  principle  he  investigated  the  theory 
of  the  inclined  plane,  the  screw,  and  ail  the  mechanical 
powers:  and  Descartes  afterwards  employed  it  in  consider- 
ing the  statical  equilibriums  of  machines  in  general,  Ijut  with- 
out qtioting  Galileo,  to  whom  he  had  been  indebted  <jr  the 
first  idea.  After  Stevinus  and  Galileo,  Torricelli,  Desc^irtes, 
Huygens,  Wallis,  Wren,  Newton,  Liebnitz,  Dechales, 
Oughtred,  Keil,  Delahire,  Lagrange,  Atwood,  Prony,  Emer- 
son, Watt,  Gregory,  Young,  &c.,  have  in  succession,  since 
the  period  to  which  we  have  alluded,  explained  and  applied 
the  principles  of  this  civilizing  science  in  a  wonderful 
manner. 

MECHANICAL  CARPENTRY,  that  part  of  the  art  of 
construction  in  timber  which  treats  of  the  proper  disposition 
of  framing,  so  as  to  enable  it  to  resist  its  own  weight,  or 
any  additional  load  or  pressure  that  may  be  casually  laid 
uj:)on  it. 

Mechanical  Carpentry  is  so  called  from  the  principles 
of  mechanics  being  employed  in  the  construction  of  truss- 
framing,  or  other  parts  of  the  art;  while  Coxstructivb 
Carpentry  shows  the  rules  for  cutting  and  framing  the 
timbers  according  to  the  proposed  design.      See  that  aiticle. 

The  mechanical  principles  of  a  pie«e  of  carpentry  are 
therefore  first  to  be  considered  ;  because  they  must,  in  some 
measure,  regulate  the  disposition  and  size  of  the  timbers  in 
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the  design,  after  which  they  are  to  be  prepared  or  formed 
according  to  the  rules  of  constructive  carpentry. 

We  shall  here  state  a  few  of  the  cloincntary  propositions, 
with  the  principles  of  trussing,  and  offer  some  observations 
on  the  best  forms  of  bodies  constructed  of  timber  work,  to  be 
used  under  various  circumstances.  And  as  it  is  impossible, 
in  complex  parts,  to  give  all  the  minutite  with  mathematical 
precision,  this  deficiency  will,  in  a  great  measure,  be  com- 
pensated by  general  information. 

The  application  of  mechanical  principles  to  carpentry  was 
first  introduced  in  this  country  by  Professor  Robinson,  of 
Edinburgh,  in  the  EiicycIopa;dia  Biitannica,  whose  elaborate 
papers  on  this  subject  prepared  the  way  for  that  investiga- 
tion which  has  since  been  so  ably  followed  out  by  others. 
In  1814,  Mr.  P.  Nicholson  drew  up  a  complete  article  in 
every  department  of  carpentry,  foj-  Uees's  Eiici/clopwdia,\\\\ere 
this  branch  of  the  art,  as  depending  upon  the  principles  of 
mechanics,  was  particularly  inculcated  ;  and  though  several 
of  the  plates  have  been  engraved  and  published  some  years 
ago,  the  manuscript  relative  to  tliis  particular  branch  has 
been  retained  for  the  article  Roof,  in  this  work,  to  which, 
indeed,  it  chiefly  pertains. 

In  this  application  of  mechanical  science,  Alex.  Niniino, 
Esq.,  l'\  R.  S.  E.,  the  celebrated  engineer,  also  published  a 
very  neat  and  well-connected  theory  of  mechanical  carpentry, 
under  the  article  Cahpentry,  in  the  Edinburgh  Encyclo- 
poidia  ;  but  perhaps  the  best  work  extant  on  this  subject  is 
Tredgold's  Elementary  Principles  of  carpentry,  which 
contiiiiis  a  mass  of  the  most  valuable  information,  in  the 
most  convenient  and  available  form. 

Under  the  article  Curb  Roof,  of  the  present  Work,  the 
reader  will  find  an  investigation  of  the  best  forms  for  a  roof, 
restricted  to  certain  data.  The  observations  on  the  strength 
of  timber  arc  reserved  for  that  article;  but  the  jiractical 
rules  derived  therefrom  will  be  here  introduced  preparatory 
to  the  general  design  of  mechanical  carpentry  ;  and  as  tliese 
will  be  chiefly  applicable  to  practice,  we  shall  show  the  rules 
under  their  most  simple  firm  ;  discarding  such  as,  though 
accurate,  would  be  too  complex  for  common  use. 

To  find  the  comparative  strength  of  timber. 
Definition. — The  depth  of  a  piece  of  timber  is  its  dimen- 
sion in  the  direction  of  the  pressure. 

Proposition  I. —  To  find  the  comparative  strength  of 
different  timbers. 

Rule. — Multijily  the  square  of  the  depth  of  each  piece 
into  its  thickness;  and  each  product  being  divided  by  its 
respective  lengths,  will  give  the  proportional  strength  of 
each. 

Example. — Suppose  three  pieces  of  timber  of  the  following 
dimensions  : 

The  first  6  inches  deep,  3  inches  thick,  and  12  feet  long. 
The  second  5  inches  deep,  4  inches  thick,  and  8  feet  long. 
The  third  9  inches  deep,  8  inches  thick,  and  15  feet  long. 
The   comparative    weight    that    will     break    each    piece 
is   required. 

operations. 
First.  Second. 

6  deep  5  deep 

6  5 


36 

3  thick 


25 
4  thick 


Length  12 )  108        Length  8  )  100 


9 


12  and  a  half. 


Third. 
9  deep 
9 

81 

8  thick 

Length  15  )  048  (43  and  a  fifth. 
60 


48 
45 


Therefore,  the  weights  that  will  break  each  are  nearly  in 
proportion  to  the  numbers  9,  12,  and  43,  leaving  out  the 
fractions  ;  in  which  it  is  to  be  observed,  that  the  number  43 
is  almost  five  times  the  number  9;  therefore  the  third  piece 
of  timber  will  bear  almost  five  times  as  much  weight  as  th« 
first;  .and  the  second  piece  nearly  once  and  a  third  the 
weight  of  the  first  piece;  because  the  number  12  is  one  and 
a  third  greater  than  the  number  9. 

The  timber  is  supposed  to  be  everj'where  of  the  same 
texture,  otherwise  these  calculations  cannot  hold  true. 

Proposition  II. —  Given  the  length,  breadth,  and  depth  of 
a  piece  of  timber  ;  to  find  the  depth  of  another  piece,  wliose 
length,  and  breadth  are  given,  so  that  it  shall  bear  the  same 
weiglit  as  the  first  piece,  or  any  number  of  times  more. 

Rule. — Multiply  the  square  of  the  depth  of  the  first  piece 
into  its  breadth,  and  divide  that  product  by  its  length  :  mul- 
tiply the  quotient  by  the  number  of  times  you  would  have 
the  other  piece  to  carry  more  weight  than  the  first:  and 
multiply  the  product  by  the  length  of  the  last  piece,  and 
divide  the  product  by  its  width  ;  out  of  this  last  quotient 
extract  the  square  root,  which  is  the  depth  reipiired. 

E-tample  1. — Suppose  a  piece  of  timber  12  feet  long,  6 
inches  deep,  4  inches  thick  ;  another  piece  20  feet  long,  5 
inches  thick  ;  required  its  depth,  so  that  it  shall  bear  twice 
the  weight  of  the  first  piece. 

Proof. 
0  deep  9.7 

6  9.7 


36 
4 

20 

67.9 

873 

)144 

94.09 
1.91  remainder  added 

JO 

2  times 
04 

90.00 
5 

20  length 

)480 

5)480 


24 


90  (  9.7,  or  9.8  nearly,  for  the  depth. 
81 


187)  1500 
l.-JOO 


191 


Example  2. — Suppose  a  piece  of  timber  14  feet  long,  8 
inches  deep,  3  inches  thick;  required  the  depth  of  another 


MEC 


145 


ME€ 


piece  18  feet  long,  4  inches  thioii,  so  that  the  last  piece  shall 
bear  five  times  as  much  weight  as  the  first. 


8 
8 

64 
3 

Half")  192 


As  the  lengths  of  both  pieces  of 
timber  are  divisible  by  the  number  2, 
therefore  half  the  length  of  each  is  used 
instead  of  the  whole;  the  answer  will 
be  the  same. 


27.4,  &o. 
5  times 


137 
9  half  the  length 


4 )  1233 


308.25  (  17.5  the  depth  nearly. 
1 


27  ) 208  ( 
189 


345  )  1925,  &c. 

Proposition  III. —  Given  the  length,  breadth,  and  depth 
of  a  piece  of  timber  ;  to  find  the  breadth  of  another  piece 
whose  length  and  depth  are  given,  so  that  the  last  piece  shall 
bear  tlie  same  weight  as  the  first  piece,  or  any  number  of  times 
more. 

Rule. — Multiply  the  square  of  the  depth  of  the  first  piece 
into  its  thickness  ;  the  product  divide  by  its  length  ;  multiply 
the  quotient  by  the  number  of  times  it  is  required  to  have 
the  last  piece  support  more  than  the  first ;  that  product 
multiplied  by  the  length  of  the  last  piece,  and  divided  by  the 
square  of  its  depth,  gives  the  breadth  required. 

Example  1. — Given  a  piece  of  timber  12  feet  long,  6 
inches  deep,  4  inches  thick  ;  and  another  piece  16  feet  long, 
8  inches  deep  ;  required  the  thickness,  so  that  it  shall  bear 
twice  as  much  weight  as  the  first. 

Or  thus,  at  full  length. 

6  6  depth  of  the  first  piece. 

6  6 


36 
4 


36 

4  thickness  of  the  first  piece 


3  )  144         Length  12  )  144 


"48 
2 

96 
4 

8)384 

8)    48 

0  thickness. 


12 
2  the  number  of  times  stronger 

24 

16  length  of  the  last  piece 


144 

24 


8)384 


8)48 

6  thickness. 

Example  2.— Given  a  piece  of  timber  12  feet  long,  5 
inches  deep,  3  inches  thick ;  and  another  piece  14  feet  long, 


6  inches  deep;  required  the  thickness,  so  that  the  last  piece 
may  bear  four  times  as  much  weight  as  the  first  piece. 

5 
5 

25 
3 

12)75 


6.25 

4 

25.00 
14 

100 
25 


6)350 


6)58.333 
9.722 

Proposition  IV. — If  a  piece  of  timber  sustain  a  force 
placed  vncqually  betivecn  the  extremes  on  which  it  is  sup- 
ported, the  strength  in  the  middle  will  be  to  the  strength  in 
that  part  of  the  timber  so  divided,  as  one  divided  bii  the 
sguare  of  half  the  length  is  to  one  divided  by  the  rectangle  of 
the  two  unequal  segments;  that  is,  in  the  reciprocal  ratio  of 
their  products. 

Example  1. — Suppose  a  piece  of  timber  20  feet  long,  the 
depth  and  width  immaterial ;  suppose  the  stress  or  weight  to 
lie  five  feet  dist.ant  from  one  of  its  ends,  consequently  from 
the  other  end  15  feet,  then  the  above  proportion  will  be 

1         _    1 
10  X  10  ~  100 
from  the  end  is  to  the  strength  at  the  middle,  or  10  feet,  or 


=  -—  as  the  strength  at  five  feet 

5  X   15        7o  " 


as  5  X  15  :  10  X  10  : 


100 
^75" 


=  H. 


Hence  it  appears,  that  a  piece  of  timber  20  feet  long  is  one- 
third  stronger  at  5  feet  distance  from  the  bearing  than  it  is 
in  the  middle,  which  is  10  feet,  when  cut  in  the  above 
proportion. 

Example  2. — Suppose  a  piece  of  timber  30  feet  long;  let 
the  weight  be  applied  4  feet  distant  from  one  end,  or  more 
properly  from  the  place  where  it  takes  its  bearing,  then  from 
the  other  end  it  will  be  26  feet,  and  the  middle  is  15  feet; 

^^®"l5  X    15  ~  225'"4  X  26^104' 

17 
or  as  4  X  26  :  15  X  15  =  2— rr,  or  nearly  2\. 

104 

Hence  it  appears,  that  a  piece  of  timber  30  feet  long  will 
bear  double  the  weight,  and  one-sixth  more,  at  4  feet  dis- 
tance from  one  end,  than  it  will  do  in  the  middle,  which  is 
15  feet  distant. 

Example  3. — Allowing  that  266  pounds  will  break  a  beam 
26  inches  long,  required  the  weight  that  will  break  the  same 
beam  when  it  lies  at  5  inches  from  either  end  ;  then  the 
distance  to  the  other  end  is  21  inches ;  21  x  5  =  105,  the 
half  of  26  inches  is  13;  therefore  13  X  13  =  169;  conse- 
quently the  strength  at  the  middle  of  the  piece  is  to  the 

,        .  .     ^      r         ,         J        169       109  ,    169 

strength  at  5  inches  from  the  end,  as  — —  :  :  — —  ;or  as  1 :  -— - 


MEC 


J 16 


MEC 


The  proportion  is  stated  thus : 
lb. 
109 
1 :  —  :  :  266  to  the  weight  required. 
105       169 

2394 
1596 
266 


105)44954(428 
420 

295 
210 


854 
840 

14 


From  this  calculation,  it  appears  that  rather  more  than  428 
pounds  will  break  the  beam  at  5  inches' distance  from  one  of 
its  ends,  if  266  pounds  will  break  the  same  beam  in  the 
middle. 

By  similar  propositions,  the  scantlings  of  any  timber  may 
be  computed,  so  that  they  shall  sustain  any  given  weight; 
for  if  the  weight  that  one  piece  will  sustain  be  known,  with 
its  dimensions,  the  weight  that  amither  piece  will  sustain,  of 
any  given  dimensions,  may  also  be  computed.  The  reader 
must  observe,  that  although  the  foregoing  rules  are  mathe- 
matically true,  yet  it  is  impossible  to  account  for  knots,  cross- 
grained  wood,  &c.,  such  pieces  being  not  so  stnmg  as  those 
which  have  stnight  fibres;  and  if  care  be  not  taken  in 
chocjsing  the  timber  for  a  building,  so  that  the  fibres  be 
disposed  in  parallel  straight  lines,  all  rules  which  c^an  be  laid 
down  will  be  useless.  It  will  be  impossible,  however,  to 
estiiuate  the  strength  of  timber  fit  for  any  building,  or  to 
have  any  true  knowledge  of  its  proportions,  without  some 
rule ;  as  otherwise  everything  must  be  done  by  mere  con- 
jeciure. 

Timber  is  much  weakened  by  its  own  weight,  except  it 
stand  perpendicular  to  the  horizon. 

The  bending  of  timber  will  be  nearly  in  proportion  to  the 
weight  laid  on  it.  No  beam  ought  to  be  trusted  for  any  long 
time  with  above  one-third  or  one-fourth  part  of  the  weight 
it  will  absolutely  carry;  for  experiment  proves,  that  a  far 
less  weight  will  break  a  piece  of  timber  when  hung  to  it  for 
any  considerable  time,  than  what  is  sufficient  to  break  it  when 
first  applied. 

Problem  I. — Having  the  length  and  weight  of  a  beam  that 
can  just  support  a  given  weight  in  the  middle,  to  find  the 
length  of  another  beam  of  the  same  scantling,  that  shall  just 
break  with  its  own  weight. 

Let  I  =  the  length  of  the  first  beam  ; 
L  =  the  length  of  the  second  ; 
a  =  the  weight  of  the  first  beam  ; 
w  =  the  additional  weight  that  will  break  it. 

rri.  a        2  iff  -4-  a 

ihen  w  +  —= _ — is  the  weight  that  will  break  the 

lesser  beam. 

Again,  let  w  be  the  weight  of  the  beam  that  breaks  with 
its  own  weight;  and  because  the  weights  that  will  break 
beams  of  the  same  scantling  are  reciprocally  as  their  lengths  : 


,      2  it'  -f-  a     ,2  w  -\-  a 
i.:l::—^—.l——=,y. 

But  the  weights  of  beams  of  the  same  scantlings  are 
to  each  other  as  their  lengths ; 

a     a  L       "w, 
I :  h:  :  —  :  — -  =  -—  half  the  weight  of  the  greater  beam. 

Now,  a  beam  supported  at  both  ends  caimot  break  with 
its  own  weight,  unless  half  the  weight  of  the  beam  be  equal 
to  the  weight  that  will  break  it ; 


therefore ;  -— 


2w  +  a 


2l     ' 
consequently,  a  l'  =  /*  (2  w  -f  a) 

and,.=./(^Jf±^) 

Problem  II. — Having  the  iceight  of  a  beam  that  can  just 
support  a  given  tveight  in  the  middle  ;  to  find  the  depth  of 
another  beam  similar  to  the  J'ormer,  so  that  it  shall  just  sup. 
port  its  own  wtighl. 

Let  d  ==  the  depth  of  the  first  beam  ; 
X  =  the  deplh  of  the  second  beam; 
a  =^  the  weight  of  the  first  beam  ; 
ti)  =  the  additional  weight  that  will  break  the  first 
beam. 

Then  will  w  +  •— ,  or =   the  whole  weight  that 

will  break  the  lesser  beam. 

And  because  the  weights  that  will  break  similar  beams 
are  as  the  squares  of  their  lengths, 

2  v  -{-  a   2  x'  w  -t-  .t'  a 
2       '■         lldF 

Then  because  the  weights  of  similar  beams  are  as  the 
cubes  of  their  corresponding  sides  : 


d^  : 


=  w. 


=  w; 


therefore 


2(i^ 


■  ■  2  ■  2  i/» 
2  x*  w  ■\-  a  X* 


a  a;'  =  (2  ii<  +  a)  X  d ; 
consequently  a  :  a  +  '2  w  :  :  d  :  XT'  =  the  depth  required. 

As  the  weight  of  the  lesser  beam  is  to  that  of  the  greater 
beam,  together  w'ith  the  additional  weight;  so  is  the  depth 
of  the  lesser  beam  to  the  cube  of  the  depth  of  the  greater. 

Note. — Any  other  C(UTes|jonding  sides  will  answer  the 
same  purpose,  being  all  proportional  to  each  other. 

Example. — Suppose  a  beam,  whose  weight  is  one  pound, 
and  its  length  10  feet,  to  carry  a  weight  of  399.5  pounds; 
required  the  length  of  a  beam  similar  to  the  former,  of  the 
same  tnatter,  so  that  it  shall  break  with  its  own  weight : 

then  a  ^  1 
w  =  39.5 
and  «  +  2  ?»  =  800  =  1  4-  2  X  399.5 
rf  =  10 

Tlien,  by  the  last  problem,  it  will  be 
1  :  800  :  :  10 
10 


8000  =  .r,  for  the  length  of  a  beam  that  will  break 
by  its  own  weight. 
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Problem  III. —  The  toeight  and  length  of  a  piece  of  tim- 
ber heiixj  gioen,  and  the  iidditionul  weight  that  will  break 
it ;  to  Jind  the  length  of  a  piece  of  timber  similar  to  the 
former,  so  that  this  last  piece  of  timber  shall  be  the  strongest 
possible. 

Put  I  =  the  length  of  the  piece  given; 
w  =  half  its  weight; 
w  =  the  weight  thnt  will  break  it ; 
X  =  the  length  reij^uired. 

Then,  because  the  weights  that  will  break  similar  pieces 
of  timber  are  in  proportion  to  the  squares  of  their  lengths, 

w  x^  -\-  w  x^ 
P  :  x°  :  :  w  +  !0  : rj- =   the  whole  weight  that 

will  break  the  beam. 

And  bec;iuse  the  weights  of  similar  beams  are  as  the  cubes 
of  their  lengths,  or  any  other  corresponding  sides, 

P  :  x'  :  :  w  :  — =—  the  weight  of  the  beam ; 


W  X     ~f~  W  X  10  3^ 

consequently, y^ rj-is  the  weight  that  breaks 

the  beam  =  a  maximum  ;  therefore  its  flu.xion  is  nothing : 
that  is, 

^  •   ,    r.  •       ^ro  x^  X 

M,\f  X  X  -\-  2w  X  X ■ —  =  0. 


2  w  +  2  «c  = 


3  io  X 


hence,  , 


ix 


2  w  +  2to 
3  u> 


Hence  it  appears  from  the  foregoing  problems,  that  large 
timber  is  weakened  in  a  much  greater  proportion  than  small 
timber,  even  in  similar  pieces,  therefore  a  proper  allowance 
must  be  made  for  the  weight  of  the  pieces,  as  in  the  follow- 
ing example. 

Suppose  a  beam,  12  feet  long,  and  a  font  square,  whose 
weight  is  three  hundred-weight,  to  be  capable  of  supporting 
20  hundred-weight ;  what  weight  will  a  beam  20  feet  long, 
15  inches  deep,  and  12  thick,  be  able  to  support? 


12 
12 

nches 

square 

15 
15 

144 
12 

75 
15 

1728 

225 

144 

12 

2,0  )  270,0 

135 


Inches. 
Now  the  solid  contents  of  the  first  beam  is  .  .  .  20736 
and  that  of  the  second 43200 

But  the  weights  of  beams  are  as  their  solid  contents; 
therefore. 


20736 

: 43200  : 
3 

:3 

cwt.  lb. 

( 6  28  =  the  1 

(28 

135  :  :  21.5 
215 

675 
135 
270 

20736 

)  1291)00 
124416 

veight  of  the  secoi 

5184 
112 

10368 
5184 
5184 

20736 

)  580(i08 
41472 

165888 
165888 

144 

6 

12)' 
12)' 

by  Proposition  I. 

2902.5 

ail. 875 

20.15625 
112 

31250 
15625 
15625 

17.50000 
16 

30 
5 

8.0 


21  cwt.  56  lb.  is  the  weight  that  will  break  the  first  beam, 
and  20  cwt.  17  lb.  8  oz.  the  weight  that  will  break  the  second 
beam.     Deduct  out  of  these  half  their  own  weight : 


cwt 

lb. 

oz. 

20 

17 

8 

3 

14 

Ohalf 

17 


8 


Now  20  cwt.  is  the  additional  weight  that  will  break  the 
first  beam  ;  and  17  cwt.  3  lb.  8  oz.  the  weight  that  will  break 
the  second  ;  in  which  the  reader  will  observe,  that  17  cwt. 
3  lb.  8  oz.  bears  a  much  less  proportion  to  20  cwt.  than  20 
cwt.  17  lb.  8  oz.  bears  to  21  cwt.  56  lb.  From  these  exam- 
ples, it  is  evident  that  a  proper  allowance  ought  to  be  made 
for  all  horizontal  beams  :  that  is,  half  the  weights  of  beams 
ought  to  be  deducted  out  of  the  whole  weight  they  will 
carry,  and  the  remainder  is  the  weight  which  each  piece 
will  bear. 
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If  several  pieces  of  timber  of  the  same  scantling  and 
length  be  ajiplied  one  above  another,  and  supported  by  props 
at  each  end,  they  will  be  no  stronger  than  if  they  were  laid 
side  by  side  ;  or,  whieh  is  the  same  thing,  the  pieces  that  are 
a(>plied  one  above  another  are  no  stronger  than  one  single 
piece  whose  width  is  the  width  of  the  several  pieces  collected 
into  one,  and  its  depth  that  of  one  of  the  pieces ;  it  is 
therefore  useless  to  cut  a  piece  of  timber  lengthwise,  and 
apply  the  pieces  so  cut  one  above  each  other,  for  these 
pieces  are  not  so  strong  as  before,  even  though  assisted  by 
bolting. 

Example. — Suppose  a  girder  16  inches  deep,  12  inches 
thick,  the  length  immaterial,  and  lot  the  depth  be  cut  length- 
wise into  two  equal  pieces  ,  then  will  each  piece  be  8  inches 
deep,  and  12  inches  thick.  Now,  according  to  the  rule  of 
proportioning  timber,  the  square  of  1(5  inches,  that  is  the 
depth  before  it  was  cut,  is  356,  and  the  square  of  8  inches  is 
64;  but  twice  64  is  only  128,  theretbre  it  appears  that  the 
two  pieces  applied  one  above  another,  is  but  half  the  strength 
of  the  solid  piece,  because  256  is  double  128. 

If  a  girder  be  cut  lengthwise  in  a  perpendicular  direction, 
the  ends  turned  contrary,  and  then  bolted  together,  it  will 
be  but  very  little  stronger  than  before  it  was  cut  ;  for 
although  the  ends,  being  turned,  give  to  the  girder  an  equal 
strength  throughout,  yet  wherever  a  bolt  is,  there  the  girder 
will  be  weaker  ;  and  it  is  doubtful  whether  it  will  be  any 
stronger  for  this  process  of  sawing  and  bolting. 

Fiijure  1. — If  there  be  two  pieces  of  timber  of  an  equal 
scantling,  the  one  lying  hoiizontally  and  the  other  inclined, 
the  horizontal  piece  being  supported  at  the  points  e  and  /, 
and  the  inclined  piece  at  c  and  rf,  perpendicularly  over 
e  and /;  according  to  the  principles  of  mechanics,  these - 
pieces  will  be  equally  strong.  But  to  reason  a  little  on  this 
[natter,  let  it  be  considered,  that  though  the  inclined  piece,  d, 
is  longer,  yet  the  weight  has  less  elfect  upon  it  when  placed 
in  the  middle,  than  the  weight  at  h  has  upon  the  horizontal 
piece,  c,  the  weights  being  the  same ;  it  is  therefore  reason- 
able to  conclude,  that  in  these  positions  the  one  will  bear 
equal  to  the  other. 

From  different  experiments,  it  has  been  found  that  the  law 
of  resistance  in  a  piece  of  timber  does  not  exactly  obey  the 
foregoing  rules.  The  labour  and  expense  attending  such 
experiments,  on  a  scale  likely  to  be  at  all  useful,  far  exceed 
the  abilities <jf  individuals,  who  might  otherwise  be  disposed 
to  investigate  this  useful  branch  of  mechanical  knciwiedge. 
This  gi-and  objection,  no  doubt,  has  been  the  cause  why  so 
little  has  been  done  to  determine  the  law  of  resistance  by 
experiments;  yet,  as  we  are  not  absolutely  without  some 
lights,  we  shall  proceed  to  lay  them  before  our  readers, 
in  as  concise  a  manner  as  the  nature  of  the  subject  will 
admit. 

The  first  authority  to  our  purpose  is  what  Belidor  has 
given  on  the  sulycct,  in  his  Science  des  Ingenieurs. 

Belidor^ s  Experiments. 

In  the  subjoined  table,  the  column  n  contains  the  breadth 
of  the  pieces  in  inches ;  d  contains  their  dej)ths ;  tlie  colunm  l 
contains  their  lengths ;  i'  the  weight  (in  pounds)  which  broke 
them,  when  hung  on  their  middles. 

In  order  to  obtain  the  best  idea  of  the  strengths  of  pieces 
of  different  dimensions  with  more  certainty,  three  pieces  of 
each  dimension  were  tried  ;  a  medium  among  them  being 
more  accurate  than  a  single  experiment. 

The  colunm  m  contains  those  mediums. 

The  experiments  were  made  ou  oak,  of  equal  quality,  and 
tolerably  well  seasoned. 


B 

D 

L 

p 

M 

Experiment  1,  ends  loose 

1 

1 

18 

400 
415 
405 

406 

Experiment  2,  ends  firmly  fixed 

1 

1 

18 

600 
600 
624 

608 

Experiment  3,  ends  loose 

2 

1 

18 

810 
795 
812 

805 

Experiment  4,  ends  loose 

1 

2 

18 

1570 
1580 
1590 

1580 

Experiment  5,  ends  loose 

1 

1 

1 

36 

185 
195 
180 

187 

Experiment  6,  ends  fixed 

1 

36 

285 
280 
285 

283 

Experiment  7,  ends  loose 

2 

2 

36 

1550 
1620 
1585 

1585 

Experiment  8,  ends  loose 

U 

2i 

33 

1665 
1675 
1640 

1660 

By  comparing  the  1st  experiment  with  the  3d,  the  strength 
appears  proportional  to  the  breadth;  the  length  and  depth 
of  each  piece  being  the  same. 

By  comparing  the  1st  and  4th  experiments,  the  strength 
appears  as  the  square  of  the  depth,  nearly ;  the  breadth  and 
length  being  always  the  same. 

By  comparing  the  1st  and  5th  experiments,  the  strength  is 
seen  to  be  nearly  as  the  lengths,  inversely  ;  the  breadth  and 
depth  of  each  piece  being  the  same. 

By  comparing  experiments  5  and  7,  the  strengths  will 
appear  to  be  nearly  in  proportion  to  the  breadth,  multiplied 
by  the  square  of  the  depth;  the  length  being  the  same  in  both. 

The  1st  and  7th  experiments  show  the  strengths  to  be  as 
the  square  of  the  depth,  multiplied  by  the  breadth,  and 
divided  by  the  length. 

Experiments  1  and  2,  and  5  and  6,  show  the  increase  of  the 
strength  by  f  istening  the  ends,  to  be  in  the  proportion  of  2  to  3. 

From  the  foregoing  experiments,  it  appears  that  the  rule 
founded  upon  the  Galilean  hypothesis,  for  finding  the  com- 
parative strength  of  timber,  is  nearly  true.  But  as  it  would 
be  wrong  to  draw  conclusions  from  timbers  of  so  small  scant- 
lings as  in  the  above  e.xperiments,  we  shall,  after  making  the 
following  observation,  give  an  abstract  of  the  experiments  of 
M.  de  Buflbn,  as  well  as  of  those  of  M.  du  Hamel,  men 
of  acknowledged  abilities,  who  were  directed  by  the  French 
government  to  make  experiments  on  this  subject;  and  who 
were  supplied  with  ample  funds  and  apparatus  for  the  pur- 
pose, and  had  the  choice  of  the  best  subjects  in  all  the  fi)rests 
of  France.  The  reports  of  M.  de  Bullbn  may  be  found  in 
the  Memoirs  of  the  French  Academy,  for  the  years  1740, 
1741,  1743,  1768  ;  and  those  of  M.  du  Ilamel,  in  his  work, 
Sur  r Exploitation  des  Arbres,  et  siir  la  Conservation  et  le 
Transportation  de  Bois.  But  we  observe,  the  chief  cause  of 
the  irregularity  in  such  experiments,  is  the  libi-ous,  or  rather 
plated  texture  of  timber,  which  consists  of  ainiual  additions, 
whose  cohesion  with  each  other  is  vastly  weaker  than  that 
of  their  own  fibres.  Let  Fiijure  2,  represent  the  section  of 
a  tree,  and  a  b  c  d,  and  ah  c  </,  the  sections  of  two  quarter- 
ings,  to  bo  cut  out  of  it,  for  experiment;  let  a  d,  and  a  d, 
be  the  depths  ;  and  D  c,  d  c,  the  breadths;  the  quartering  A  B  CD 
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will  be  the  strongest  for  the  same  rejison  that  an  assem- 
blage (if  planks  set  edgewise,  will  be  stronger  than  the  same 
nniiiber  of  planks  laid  above  eaeh  olher. 

M.  de  Burt'on  found  that  the  strength  of  a  b  c  d,  was  to 
that  of  a  0  c  d,  in  oak,  nearly  as  8  to  7. 

The  authors  of  the  ditlerent  experiments,  we  have  reason 
to  fear,  were  not  very  aireful  that  tlieir  bars  had  their  plates 
all  disposed  the  same  way. 

As  great  beams  occupy  much,  if  not  the  whole  section  of 
the  tree,  it  has  happened  that  their  strength  is  less  than  in 
proportion  to  that  of  a  small  lath  quartering  or  scantling; 
for  which  reason  a  set  of  experiments  ought  to  be  carefully 
made  on  each,  as  all  large  buildings  require  a  great  number 
of  both  kinds  :  as  girders  and  other  beams  tor  supporting 
laige  Weights,  so  small  bars  are  employed  in  making  joists, 
rafters,  purlins,  ikc,  all  of  which  are  for  the  purpose  of 
carrying  or  discliarging  weights. 

M.  de  Buffoii's  Experiments. 

The  following  table  exhibits  a  number  of  experiments  on 
bars  of  sound  oak,  clear  of  knots,  each  bar  being  four  inches 
square. 

The  column  No.  1,  contains  the  length  of  the  b;ir  in  feet, 
between  the  two  props. 

The  column  No.  2,  contains  the  weight  of  the  bar,  the 
second  day  after  it  was  felled,  in  pounds. 

The  column  No.  3,  contains  the  number  of  pounds  neces- 
sary for  breaking  the  bar  in  a  iiiw  minutes. 

The  colunni  No.  4,  contains  the  number  of  inches  it  bent 
down  before  breaking. 

The  column  No.  5,  contains  the  number  of  minutes  that 
each  respective  piece  was  in  breaking. 

In  this  table  two  bars  were  tried  of  each  length  :  each  of 
the  first  three  pairs  consisted  of  two  cuts  of  the  same  tree  ; 
the  one  next  to  the  root  was  always  found  to  be  the  heaviest, 
stillest,  and  strongest ;  from  which  M.  de  Buffon  recommends 
a  certain  and  sure  rule  for  estimating  the  goodness  of  timber 
by  its  weight:  he  finds  that  this  is  always  the  case  when  the 
timber  has  grown  vigorously,  forming  thick  annual  layers. 
But  he  also  observes,  that  this  is  only  during  the  advances  of 
the  tree  to  maturity,  for  the  strength  of  the  different  circles 
approaches  gradually  to  an  equality  during  a  healthy 
growth. 


1 

2 

3 

4 

5 

7 

60 
56 

5350 
5275 

3.5 

4.5 

29 
22 

8 

68 
63 

4600 
4500 

3.75 

4.7 

15 
13 

9 

77 
71 

4100 
3950 

4.85 
5.5 

14 
12 

10 

84 
82 

3625 
3600 

5.83 
6.5 

15 
15 

12 

100 
98 

3050 
2925 

7. 
8. 

Experiments  on  other  sizes  were  made  in  the  same  manner  : 
a  pair,  at  least,  of  each  length  and  scantling  was  taken  ;  the 
mean  result  is  contained  in  the  following  table.  The  beams 
were  all  square,  and  their  sizes,  in  inches,  are  placed  at  the 
head  of  the  columns;  and  their  length,  in  feet,  in  the  first 
column.  The  column  a  exhibits  the  strength  which  each  of 
the  five-inch  bars  ought  to  have,  by  the  theory. 

M.  de  Bulfon  found,  by  numerous  experiments,  that  oak 
timber  lost  much  of  its  strength  by  drying  or  seasoning  ;  and 
therefore,  in  order  to  secure  uniformity,  his  trees  were  all 
84  ^ 


felled  in  the  same  season  of  the  year,  were  squared  the  day 
after,  and  tried  on  the  third  day.  Trying  them  in  this  green 
state,  gave  him  an  opportunity  of  observing  a  very  curious 
phenomenon. 

When  the  weights  were  laid  briskly  on,  nearly  sufficient  to 
break  the  log,  a  smoke  was  observed  to  issue  from  each  end, 
accompanied  with  a  hissing  noise,  which  continued  while  the 
tree  was  bending  and  cracking;  owing  to  the  strain  excited 
by  bending:  in  which  state  it  must  be  both  compressed  and 
extended. 


4 

5 

6 

7 

8 

A 

7 

5312 

11525 

18950 

32200 

47649 

11525 

8 

4550 

9787 

15525 

26050 

39750 

10085 

9 

4025 

8308 

13150 

22350 

32800 

8964 

10 

3612 

7125 

11250 

19475 

27750 

8068 

12 

2987 

6075 

9100 

16175 

23450 

6723 

14 

5300 

7475 

13225 

19775 

5763 

16 

4350 

6362 

11000 

16375 

5042 

18 

3700 

5562 

9245 

13200 

4482 

20 

3225 

4950 

8375 

11487 

4034 

22 

2975 

3667 

24 

2162 

3362 

28 

1775 

2881 

From  the  above  experiments,  some  conclusions  respecting 
the  law  of  the  strength  of  oak  timber  may  be  deduced,  from 
which  it  will  be  seen  whether  the  theory  already  established 
be  sufficiently  accurate;  or,  if  not,  they  will  show  in  what 
manner  it  ought  to  be  corrected. 

M.  de  Buftbn  considers  the  experiments  upon  the  five-inch 
bars  as  the  standard  of  comparison,  having  both  .extended 
these  to  a  greater  length,  and  having  tried  more  pieces  of 
each  length. 

The  theory  determines  the  relative  strengths  of  bars  of  the 
same  section,  to  be  inversely  as  their  lengths ;  but,  if  the  five 
experiments  in  the  first  column  be  excepted,  there  will  be 
found  a  very  great  deviation  from  this  rule  :  thus  the  five- 
inch  bar  of  28  feet  long  should  have  half  the  strength  of  that 
of  14  feet,  or  2650,  whereas  it  is  but  1775  ;  the  bar  of  14 
feet  should  have  half  the  strength  of  the  7  feet,  or  5762; 
whereas  it  is  but  5300  ;  and  in  like  manner  the  fourth  of 
11,525  is  2881  ;  but  the  real  strength  of  the  28-inch  bar  is 
but  1775.  The  column  a  exhibits  the  strength  that  each  of 
the  five-inch  bars  ought  to  have  by  the  theory,  which 
decreases  much  slower  than  those  shown  by  the  experiment; 
and  therefore  it  appears,  that  the  strength  of  different  pieces 
of  timber  decreases  niiu'h  quicker  than  that  of  the  inverse 
ratio  of  their  lengths  ;  but  in  what  ratio  precisely  the  strength 
decreases,  it  would  be  almost  impossible  to  know,  as  there  is 
not  a  sufficient  number  of  cocperiments  for  the  p'Urpose;  the 
few  that  have  been  tried  are  so  very  anomalous,  as  will  appear 
by  taking  the  difierences  between  those  in  the  third  column, 
found  by  the  experiments,  from  their  respective  numbers 
under  a  in  the  seventh  column,  as  found  by  the  rule,  which 
are  respectively  298,  656,  943,  648,  463,  692,  782,  809,  692, 
1200,  1106  :  by  comparing  these  numbers  together,  it  is  easy 
to  see  the  impossibility  of  discovering  any  progression,  or 
regular  increase  ;  for  example,  the  third  difference  is  greater 
than  any  of  the  preceding,  and  less  than  any  of  the  succeed- 
ing, exce]it  the  two  last ;  and  therefore  it  appears,  that  no 
rule  can  be  founded  on  these  experiments  for  finding  the 
relative  strength  of  timber,  but  what  will  in  many  cases  differ 
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very  consideniUIv  fnun  that  which  ought  to  correspon.i  to  it ; 
in  the  talkie,  liowevor,  the  riilo  given  in  our  former  calcu- 
lations may,  it'  somewhat  corrected,  convspund  nearly  with 
the  five-inch  bars,  as  follows  : — f'lOiu  the  length  of  the 
rcijiiired  piece,  take  tiie  7  feet  length,  and  nudtiply  the  diU'er- 
encK  by  the  number  1474,  divide  that  product  l)y  the  length, 
subtract  the  quotient  from  the  number  of  pounds  found  by 
the  former  rule,  and  the  remainder  will  be  the  answer. 

M.  de  BulKin  unif  irmly  found  that  two-thirds  of  the 
weight  which  was  sullicient  to  break  a  beam  at  first,  sensibly 
im|iaired  its  strength,  and  frequently  broke  it,  at  the  end  of 
two  or  three  months;  and  one-half  of  this  weight  brought 
it  to  a  certain  curvature,  which  did  not  increase  after  the 
first  minute  or  two,  and  may  be  borne  by  the  beam  for  any 
length  of  time. 

One-third  seemed  to  have  no  permanent  effect  on  the  beam  ; 
but  it  recovered  its  rectilinear  shape  completely,  even  after 
it  had  been  loaded  .several  months,  provided  the  timber  was 
seasoned  when  first  loaded  :  that  is  to  say,  one-third  of  the 
weight  which  would  quickly  break  a  seasoned  beam,  or  one- 
fourth  of  what  would  bieak  t>ne  just  felled,  may  lie  on  it  tor 
ever,  without  giving  the  beam  a  set. 

The  agreement  of  the  numbers,  found  by  the  rule  of  the 
breadth  being  muliipiied  by  the  square  of  tiie  depth,  appears 
to  deviate  less  from  the  experiments  of  Bufiim,  than  that  of 
the  inver,-,e  ratio  of  the  length  ;  but  even  this  rule,  applied 
to  sofer  woods,  will  dilVer  greatly  f  om  the  truth,  which 
must  be  evident  when  we  consider  a  beam  just  breaking,  that 
it  will  be  stioiigly  compressed  on  the  side  nearest  to  the  a.\is 
of  fracture,  and  the  opposite  side  will  be  greatly  exteniled  ; 
Consequenlls ,  there  must  be  some  point  between  the  fulcrum 
and  the  opposite  side,  w  hich  will  neither  be  extended  nor  com- 
pressed ;  and  all  the  fibres  lying  between  this  point  and  the 
fulcrum,  being  in  a  state  of  compression,  can  ofler  little 
resistance  aganist  the  fracture  ;  the  fibres  on  the  other  side 
only  being  excited. 

This  is  fully  verified  by  some  curious 

E.rperhnents  hij  M.  du  lliinni. 

He  took  1()  bars  of  willow,  two  feet  long  and  half  an  inch 
square,  and  su|>p(uted  tlu-m  by  props  under  the  ends  :  he 
b  oke  them  with  weights  hung  on  their  middle.  lie  broke 
four  of  ihem  by  weights  of  40,  41,  47,  and  52  pounds;  the 
mean  is  45. 

He  then  cut  t<)ur  of  them  oiu'third  through,  on  th(^  upper 
side,  and  filled  up  the  cut  with  a  thin  piece  of  harder  wood, 
stuck  in  very  light:  these  were  broken  by  48,  54,  50,  and 
52,  the  mean  iif  which  is  51. 

He  cut  other  four  half  through  ;  they  were  broken  by  47, 
40,  50,  and  45,  the  mean  of  which  is  48. 

The  remaining  four  were  cut  two-thirds,  and  their  mean 
strength  was  42. 

Aiiot/ier  sel  of  Experhnenls,  still  more  remark-able. 

Six  battens  of  willow,  3t)  inches  long,  and  I^  square,  were 
broken  b\  525  poiuids,  at  a  meilium. 

Six  bars  were  cut  one-third  through,  and  the  cut  filled 
with  a  wedge  of  haid  wood,  struck  in  with  little  force;  these 
broke  with  551  pounds. 

Si.\  bars  were  cut  half  through,  and  the  cut  was  filled  up 
in  the  same  manner:  they  broke  with  542  poimds. 

Six  bars  weie  cut  three-fom'ths  through,  and  after  being 
loaded  till  nearly  broken,  weie  unloaded,  the  wedge  was 
taken  out  of  the  cut,  and  a  thicker  wedge  was  put  in  light, 
so  as  to  make  the  batten  straight  again,  by  lilling  iq)  tlie 
space  h  ft  by  the  compression  of  the  wood  :  and  it  then  broke 
with  577  pounds. 


Of /he  Ahsolute  Strength  of  Timher. 

The  strain  oceasioiK'd  by  pulling  timber  in  the  direction  of 
its  length  is  called  /enxioit  ;  it  frequently  occurs  in  roofs,  and 
is  theret()re  worthy  of  coiisideration. 

The  absolute  strength  of  a  fibre,  or  small  thread  of  tim- 
ber, is  the  force  by  which  every  part  of  it  is  held  together, 
which  is  equal  to  the  force  that  would  be  required  to  pull  it 
asunder  ;  ami  the  force  which  would  be  required  to  tear  any 
number  of  threads  asunder  is  proportional  to  that  of  their 
sum  ;  but  the  areas  of  the  sectitms  of  two  pieces  of  timber 
composed  of  fibres  of  the  same  kinds  are  as  the  number  of 
fibres  in  each  ;  and  therefore  the  strength  of  the  timber  is  as 
the  area  of  the  sections. 

Hence  all  (irisniatic  bodies  are  equally  strong  ;  that  is,  they 
will  not  break  in  one  part  rather  than  in  another. 

Bodies  which  have  unecjual  sections  will  break  at  their 
smallest  part;  and  therefim^,  if  the  absolute  strength  which 
would  be  required  to  tear  a  scpiare  inch  of  each  kind  of  tim- 
ber be  known,  we  shall  be  able  to  determine  the  strength  of 
any  other  quantity  whatever. 

The  following  table  is  taken  from  Muschenbroek's  expe- 
riments ;  he  has  described  his  luethod  of  trial  minutely;  the 
woods  were  all  fiu-med  into  slips  fit  fl)r  his  apparatus,  and 
part  of  the  slip  was  cut  away  to  a  parallelopiped  one-fifth  of 
an  inch  square,  and  therefore  the  twent\ -fifth  part  of  a 
sipiare  iiuh  in  section  ;  the  absolute  strengths  of  a  square 
inch  were  as  follow  : — 

ft  Ife 

Locust  tree      .     .     .  20.100  Pomegranate    .     .     .  9,750 

Jujeb 18.500  Lemon 2,i>50 

Beech  oak       .     .     .1 7,300  Tamarind     .     .     .     .8.750 

Orange       ....   15.500  Fir 8330 

Alder 13  900  Walnut 8,130 

Elm 13.200  Pitch  pine 7.(i50 

Mulberry   ....   12,500  Quince 6.7.50 

Willow"     ....   12.500  Cvpress 6,000 

Ash 12.000  Poplar 5.500 

Plum 11,800  Cedar 4.880 

Elder 10,000 

M.  M\isehenbroek  has  given  a  very  minute  detail  of  the 
experiments  on  the  ash  and  walnut,  st.ating  the  weight  requi- 
site to  tear  asuiuler  slips  taken  from  the  four  sides  of  the  tree, 
and  on  each  side  in  a  regular  progression,  from  the  centre  to 
the  ciretnnference.  The  numbers  of  this  table  corresponding 
to  the  two  timbers,  may  therefire  be  considered  as  the  aver- 
age of  more  than  fifty  trials  made  on  each:  and  he  says  that 
ail  the  others  were  made  with  the  same  care,  and  therefore 
there  i.",  no  reason  for  not  eoididing  in  the  results. 
Practical  Ohservatioiis. 

The  following  observations  on  vNood  will  be  of  great  use 
to  the  practical  carpenter,  in  making  a  proper  choice  of 
timber,  according  to  the  purjioses  for  which  he  may  want  to 
eiiqiloy  it. 

1.  The  wood  immediately  surrounding  the  pith,  or  heart, 
is  the  weakest ;  and  its  inferioritv  is  so  nuieh  the  more 
remarkable  as  the  tree  is  older.  Muschenbroek's  detail  of 
experiments  is  decidedly  in  the  affirmative.  M.  de  Buffon, 
on  the  other  hand,  .says  that  his  experience  has  taught  him 
that  the  heart  of  a  sound  tree  is  the  strongest,  but  he  gives 
no  instances.  It  is  certain,  from  other  ex[>eriments,  on  large 
oaks  and  firs,  that  the  heart  is  much  weaker  than  the  exterior 
pjirts. 

2.  The  wood  next  to  the  bark  commonly  called  ic/iife,  or 
lilea,  is  also  weaker  than  the  rest ;  and  the  wood  gradually 
increases  in  stiength  as  we  lecede  from  the  centre  to  the 
blea. 
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3.  'I'lu'  wood  is  stronger  in  the  middle  of  the  trunk 
lliai]  at  llie  springiiifr  of  the  branches,  or  at  the  rout; 
and  the  wood  of  the  branches  is  weaiier  than  that  of  the 
trunk. 

4.  Tlie  wood  on  the  north  side  of  all  trees,  which  grow  in 
l\w  European  (.liiuatcs,  is  the  weakest,  and  that  of  the  south 
side  tiie  strongest;  and  the  dillcrence  is  most  remarkable  in 
liedi;e-row  trees,  and  sucii  as  grow  singly. 

'Ihe  iicart  of  a  tree  is  never  in  its  centre,  but  always 
nearer  to  the  north  side,  and  tlie  annual  coats  of  wood  are 
ihiiMicr  on  that  side.  In  confurmity  to  this,  it  is  a  general 
opinion  of  carpenters,  that  the  timber  is  stronger  whose 
annual  plates  are  thicker.  The  traeheaj,  or  air-vessels,  are 
weaker  than  the  simple  ligneous  libres.  These  air-vessels 
aie  the  same  in  dianieler  and  number  of  rows  in  all  trees  of 
tlie  same  species,  and  they  make  the  visible  separation 
between  the  annual  plates.  Thciefore,  when  these  are 
thicker,  they  contain  a  greater  proportion  of  the  simple 
ligneous  fibres. 

5.  All  woods  are  iiiore  tenacious  while  green,  and  lose 
\iiiy  considerably  by  drying  after  the  tree  is  felled. 

We  shall  conclude  these  observations  with  the  following 
useful  problem. 

Tu  cut  the  strongest  beam  possible  out  of  a  round  tree, 
whose  section  is  a  given  circle. 

Figure  3. — Let  a  e  b  f  be  the  section ;  draw  the  diameter 
A  B,  and  divide  it  into  three  equal  parts  at  o  and  e:  from 
either  of  these  points,  as  e,  draw  e  e  perpendicular  to  a  b, 
cutting  the  circumference  at  E  ;  draw  A  E  and  e  b;  through 
the  points  A  and  b  draw  a  f  and  b  f  respectively  parallel  to 
E  B  and  e  a,  cutting  each  other  at  f  ;  and  a  e  b  f  will  be  a 
section  of  the  strongest  beam  that  can  possibly  be  cut  out  of 
the  tree,  A  E  B  f  ;  for  the  square  of  the  depth,  a  e,  or  f  b, 
nmltildied  into  the  breadth.  E  B,  or  F  A,  is  then  the  greatest 
that  can  be  produced. 

From  this  it  is  plain,  that  the  strongest  beam  which  can 
be  cut  out  of  a  round  tree  does  not  contain  the  most  timber; 
for  the  greatest  rectangle  that  can  be  inscribed  in  a  circle  is 
a  square,  and  therefore  the  square  F  g  h  i  is  greater  than  the 
rectangle  a  F  B  e,  and  yet  is  not  the  strongest. 

To  siipjiorl  II  piece  vf  timber  bg  menns  of  two  props  resting 
on  t/te  ground,  so  that  it  shall  haee  no  teitdencg  to  go  to  either 
side. 

Figure  4. — Let  E  i  bo  a  piece  of  timber,  and  o  its  centre 
of  gravity  ;  then  the  position,  E  i,  of  the  timber  being  given, 
with  the  direction  of  one  of  the  props,  h  i,  and  the  point,  E, 
where  the  other  is  to  be  placed;  to  find  its  length  and 
position,  draw  g  k  perpendicular  to  the  horizon  ;  produce  ii  i 
to  K,  and  draw  k  e  to  meet  the  ground  in  f,  then  e  f  is  the 
length  and  direction  of  the  post. 

To  ascertain  the  proporliotis  between  the  weight  of  the 
piece  of  tiuiber  and  the  compression  of  the  props. 

On  the  plinnb-line  g  k,  take  any  distance,  K  M.;  draw  m  n 
parallel  to  E  K,  cutting  i  k  in  n;  and  draw  m  l  parallel  to 
1  K,  cutting  E  K  in  l  ;  then,  if  k  m  represent  the  weight  of 
the  piece  ot'timber,  k  .v  will  represent  its  pressure  on  the  prop 
I  H,  and  K  L  its  pressure  on  the  prop  B  F. 

The  compression  of  timber  is  another  consideration  woithy 
of  atlentiim. 

in  considering  strains  of  this  kind,  it  is  absolutely  impos- 
sible to  conceive  how  a  piece  of  timber  that  is  perfectly 
straiglit  can  be  bent,  crippled,  or  broken,  by  any  force  what- 
ever acting  at  the  extremes.  But  suppose  the  smallest  force 
whatever,  acting  in  the  middle,  on  a  direclicju  perpendicular 
to  the  length,  this  force  will  be  sufficient  to  give  it  a  small 
degree  of  curvature;  and  if  a  strong  firce  be  supposed  to  act 
at  the  ends  at  the  same  time,  each  pressing  the  timber  in  the 


direction  of  its  length,  these  forces  may  instantly  contribute 
towards  b leaking  it. 

It  is  easy,  thereliire,  to  conceive,  that  if  a  jiiece  of  timber 
be  the  least  bent  whatever,  or  if  the  fibres  of  that  timber  be 
not  quite  straight,  there  is  a  certain  force  which,  if  acting  at 
the  ends,  will  break  it.  Thus,  suppose  the  column,  a  c  b, 
F/gure  5,  resting  on  the  ground  at  n,  and  loaded  at  the  top 
with  a  weight.  A,  acting  in  a  vertical  direction  a  b;  and  if 
the  fibres,  or  the  jiiece  a  c  b,  is  in  the  smallest  degree 
crooked,  the  degree  of  curvature,  by  the  pressure  of  the  two 
ends,  will  be  increased,  until  the  libres  are  bent  to  their 
utmost  extent,  and  the  smallest  addition  at  the  ends  will 
break  it. 

The  first  writer  who  considered  the  compression  of  columns 
with  attention,  was  the  celebrated  Euler,  who  published,  in 
the  Berlin  Memoirs  (or  1757,  his  Theory  on  the  Strength  of 
Columns.  The  general  proposition  established  by  this  theory 
is,  that  the  strength  of  prismatiic  columns  is  in  the  direct 
quadruplicate  ratio  of  their  diameters,  and  the  inverse  ratio 
of  their  lengths;  he  prosecuted  this  subject  in  the  Peters- 
burg Commentaries  for  1778,  confirming  his  former  theory. 
Muschenbroek  has  compared  the  theory  with  experiment, 
but  the  comparison  has  been  very  unsatisfactory;  the 
diflerence  from  the  theory  being  so  enormous  as  to  aiibrd  no 
argument  for  its  justness ;  neither  do  they  contradict  it,  for 
they  are  so  very  anomalous  as  to  afford  no  conclusion  or 
general  rule  whatever. 

Proposition  V.  Figure  6. —  If  a  heavy  body,  a  b  c  d,  be 
supported  by  two  oblique  strings,  D  B  and  c  F,  in  a  vertical 
plane,  a  straight  line  drawn  through  the  intersection  will  pass 
through  the  centre  of  gravity  of  the  body. 

It  is  shown  under  the  article  Lever,  that  if  any  three 
forces  act  upon  a  point,  or  body,  their  directions  will  tend  to 
the  same  point,  or  be  parallel  to  each  other:  now  every  body 
acts  with  its  full  f  irce  in  one  point  only,  viz.,  in  the  centre 
of  gravity  of  that  body,  and  in  a  direction  perpendicular  to 
the  horizon  :  that  is  to  say,  if  the  weight  of  the  body  be 
supposed  to  be  collected  into  the  centre  of  gravity,  the  effect 
would  be  the  same,  provided  the  directions  of  the  other  two 
sustaining  forces  remained  the  same:  therefore,  if  a  body  be 
sustained  at  e  and  F,  it  will  revolve  round  these  points  till 
the  line,  g  h,  passing  through  the  intersection,  h,  of  the  two 
strings,  D  E  and  o  e,  and  the  centre  of  gravity,  G,  become 
perpendicular  to  the  horizon. 

CoROLLARV  1. — Hence,  if  any  body  be  supported  by  two 
strings,  it  may  also  be  supported  by  two  planes  perpendicular 
to  these  strings;  provided  the  two  points  of  the  body  sup- 
ported be  in  the  direction  of  the  strings ;  for  every  body 
acting  upon  a  plane,  acts  in  a  line  perpendicular  to  that 
plane. 

Corollary  2. — Hence  also  a  body  may  be  supported  by- 
two  props  in  any  two  directions  in  which  it  may  be  sup- 
ported by  strings;  provided  the  surface  of  the  body  at  the 
points  of  "contact,  at  the  ends  of  the  props,  be  planes  at  right 
angles  to  the  strings. 

Corollary  3. — Hence  all  the  properties  that  have  been 
demonstrated  of  three  forces  acting  upon  a  body  supposed 
void  of  weight,  will  equally  flow  from  a  heavy  body  sup- 
ported by  two  strings,  by  substitulin<;  the  weight  of  the  body 
for  the  middle  force;  and  hence,  if  the  direction  of  any  force 
supporting  a  heavy  body  be  given,  the  other  may  easily 
be  found. 

Propositiok  VI. — Given  the  position  in  which  a  body 
should  be  placed,  and  the  position  of  a  plane  supporting  the 
body  at  one  end ;  to  find  the  position  of  another  plane,  to 
support  it  at  another  given  point ;  and  to  jind  the  pressure 
on  the  planes,  the  weight  of  the  body  being  given. 
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Through  the  centre  of  gravity  of  the  body  draw  a  vertical 
line,  anil  thrmigh  the  point  on  which  the  body  rests  on  the 
given  phme  draw  a  line  perpendicular  to  that  plane,  meeting 
the  vertical  line;  from  their  intersection  draw  a  line  to  the 
other  point  to  be  supported  ;  from  that  point  draw  a  plane  at 
riciht  ani'les  to  this  line,  which  will  be  the  direction  of  the 
plane  reipiired. 

To  find  the  intensity  of  the  forces,  take  any  distance  on 
the  vertical  line  to  represent  the  weight  of  the  beam  from 
the  intersection  ;  on  that  line,  as  a  diagonal,  complete  a 
parallelogram,  whose  sides  are  in  the  directions  of  the  lines 
perpendicular  to  the  supporting  planes ;  and  the  side  of  the 
liarallelograni  perpendicular  to  either  plane  w  ill  represent  the 
ibrce  on  that  plane. 

Example  1.  FUjure  7. — Let  the  body  a  b  c  d  lie  upon  the 
top  of  the  wall,  k  c,  at  c,  so  as  to  touch  the  lower  edge,  b  c, 
of  the  body  at  that  point,  b  ;  it  is  required  to  find  the  direc- 
tion of  a  plane  that  will  support  the  lower  end  at  b;  and  to 
find  the  pressure  of  the  bcidy  on  the  wall  and  on  the  plane. 

Through  the  centre  of  gravity,  g,  of  the  body,  draw  the 
vertical  line  o  f;  draw  c  f  perpendicular  to  c  b  ;  join  f  b; 
aivl  diaw  B  I  perpendicular  to  f  b  ;  and  b  i  is  the  direction 
of  the  plane  required.  On  the  vertical  line,  f,  make  f  m  to 
represent  the  weight  of  the  body,  and  complete  the  parallelo- 
gram L  M  N  f;  then  f  n  represents  the  force  on  the  wall-head 
in  the  direction  c  f,  and  f  i,  the  f  irce  acting  perpendicular  to 
the  plane  in  the  direction  b  f.  But  if  the  vertical  and  hori- 
zontal thrusts  on  the  wall  at  c  be  required,  draw  n  p  perpen- 
dicular to  F  G,  meeting  it  in  p ;  then  the  force  f  .n  is  resolved 
into  two  forces,  f  p  and  p  n  ;  p  n  representing  the  horizontal 
part  of  the  force,  viz.,  that  which  pushes  the  wall  in  a  direc- 
tion parallel  to  the  horizon,  and  f  p  the  other  part  which 
tends  lo  press  it  downwards  in  a  direction  perpendicular  to 
the  horizon. 

Example  2. — Figure  8. — Let  the  sloping  body,  A  b  c  D,  be 
supported  by  a  wall  at  its  lower  end,  d,  which  coincides  with 
the  surface  of  the  body;  and  let  g  be  the  centre  of  gravity ; 
it  is  lequired  to  cut  a  notch  out  of  the  body  at  the  upper 
end,  c,  so  that  it  may  rest  upon  the  top  of  a  wall  which  is 
made  to  fit  the  notih,  and  to  (ind  the  pressure  on  the  walls. 
Draw  the  vertical  line  g  e;  from  d  draw  d  e  perpendicular 
to  D  c  ;  join  e  o,  and  draw  c  v  at  right  angles  to  it ;  then  the 
notch,  H  c  f,  being  cut,  the  body,  a  b  c  d,  will  be  at  rest. 

To  find  the  pri--ssurc  on  the  walls,  complete  the  parallelo- 
gram E  I  K  r,,  having  a  given  angle,  dec.  and  its  diagonal  on 
the  given  line  e  g  :  now  if  k  e  represent  the  weight  of  the 
body,  I  E  will  represent  the  pres-.ure  in  the  direction,  d  e, 
upon  the  wall  at  d,  and  i,  e  the  pressure  in  the  direction  c  e. 
The  horizontal  and  pei'pendicular  pressures  upon  each  wall 
may  be  found,  as  in  the  first  example,  by  resolving  each  of 
the  forces,  i  e  and  l  e,  into  two,  one  of  which  is  perpen- 
dicular to  the  horizon,  and  the  other  parallel  to  it. 

SciioLUM. — It  must  be  observed  in  this  example,  that  the 
notch  cut  out  at  c  will  remove  the  centre  of  gravity  nearer 
the  lower  end,  d,  and  consequently  alter  the  slope,  c  f;  but 
as  this  can  only  be  in  a  small  degree,  the  equilibrium  will 
hardly  be  affected  by  it  when  the  notch  is  minute. 

Example  3.  Ft<iure  9. — Let  one  of  the  corners  of  a  slopiiig 
body,  A  B  c  D,  rest  upon  the  level  top  of  a  wall  at  d  ;  it  is 
required  to  find  the  position  of  a  notch  cut  out  of  the  upper 
end,  c,  so  that  the  body  may  rest  upon  a  wall  made  to  fit 
the  notch. 

Lot  the  small  part,  f  c  ti,  be  so  cut  that  c  h  may  be 
parallel  to  the  horizon,  then  the  body  will  be  supported  by 
the  two  walls,  at  c  and  d.  For  if  n  i,  o  k,  and  c  l,  be  drawn 
perpendicular  to  the  horizon,  these  lines,  being  produced,  may 
be  supposed  lo  meet  at  an  infinite  distance. 


To  find  the  pres.sure  on  the  walls,  join  l  c,  and  produce  the 
vertical  line  k  g  to  meet  it  in  l;  then,  if  g  be  supposed  to 

be  the  weight  of  the  body,  the  pressure  on  d  will  be , 


and  the  pressure  on  c  will  be 
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Example  4.  Figure  10. — Let  the  body,  a  b  c  n,  be  with 
its  upper  end  against  the  vertical  fice  of  a  wall  at  c,  it  is 
required  to  find  the  position  of  a  plane  supporting  the  lower 
end,  D,  so  that  the  body  may  be  at  rest.  Draw  the  vcitical 
line  G  E,  and  draw  c  e  perpendicular  to  the  face  of  the 
wall,  c  l;  join  e  d,  and  draw  d  f  perpendicular  to  e  d; 
then  D  F  is  the  position  of  the  plane  required.  Complete  the 
parallelogram  e  ii  i  k  :  then  the  pressure  on  d  and  c,  and 
the  weight  of  the  body,  are  to  each  other  as  e  n,  e  k.  e  i. 

The  following,  from  Professor  Robinson,  will  also  be 
found  interesting : 

Figure  II. — If  a  body,  or  any  part  of  a  body,  be  at  once 
pressed  in  the  two  directions  a  b,  a  c,  and  if  the  intensity  or 
force  of  those  pressures  be  in  the  proportion  of  these  two 
lines,  the  body  is  affected  in  the  same  manner  as  if  it  were 
pressed  by  a  single  force  acting  in  the  direction  a  d,  which 
is  the  diagonal  of  the  parallelogram  a  b  d  c  formed  by  the 
two  lines,  and  whose  intensity  has  the  same  proportion  to 
the  intensity  of  each  of  the  other  two  that  a  d  has  to  a  b 
or  A  c. 

This  proposition  has  been  already  treated  at  some  length 
under  the  article  Levek.  And  D.  Bernouilli  has  denum- 
strated  it  in  the  first  v<ilume  of  the  Comment.  Pctropol.  to 
which,  as  well  as  to  D'Alembert's  improvement,  in  his 
Opuncles,  and  in  the  Comment.  Taurinens.  the  reader  is 
referred  for  a  very  accurate  view  of  the  subject.  But  nothing 
ciin  possibly  conduce  so  fully  to  the  practitioner's  advan- 
tage as  to  verify  the  theoretical  demonstrations  by  actual 
experiments. 

Figure  12. — Let  the  threads  A  f/,  A  F  i,  and  A  E  f,  have  the 
weights  rf,  b,  and  c,  appended  to  them,  and  let  two  of  the 
threads  be  laid  over  the  pulleys  f  and  e.  By  this  apparatus, 
the  knot  a  will  be  drawn  in  the  directions  a  b,  a  c,  and  a  k. 
If  the  sum  of  the  weights  h  and  c  be  greater  than  that  of  the 
single  weight  </,  the  assemblage  will  of  itself  settle  in  a  certain 
detei  mined  form;  if  the  knot  A  be  pulled  out  of  its  place,  it 
will  always  return  to  it  again,  and  will  re>t  in  no  other  posi- 
tion. For  example,  if  the  three  weights  be  equal,  the  threads 
will  always  make  equal  angles,  of  120  degrees  each,  round 
the  knot.  If  one  of  the  weights  be  three  pounds,  another 
four,  and  the  third  five,  the  angle  opposite  to  the  thread 
stretched  by  five  pounds  will  be  always  square,  &c.  When 
the  knot  a  is  thus  in  equilibrio,  we  must  infer,  that  the 
action  of  the  weight  f/,  in  the  diri'ction  a  d,  is  in  direct 
opposition  to  the  combined  action  of  A,  in  the  direction  a  b, 
and  of  c,  in  the  direction  a  c.  Therefore,  if  </  a  be  produced 
to  any  point,  d,  and  a  d  be  taken  to  represent  the  magnitude 
of  the  Ibrce,  or  pressure  exerted  by  the  weight  </.  the  pressures 
exerted  on  a,  by  the  weights  h  and  c,  in  the  directions  a  b, 
A  c,  will  in  fact  be  equivalent  to  a  pressure  acting  in  the 
direction  a  d,  whose  intensity  is  represented  by  a  d.  If  we 
now  measure  otl"  by  a  saile  on  a  f  and  a  e  the  lines  a  b  and  a  c, 
havin"-  the  same  proportions  to  a  d  that  the  weights  b  and  c 
have  to  the  weight  rf,  and  if  we  draw  D  B  and  d  c,  we  shall 
find  D  c  to  be  equal  and  parallel  to  a  b.  and  d  b  e(|u.il  and 
parallel  to  a  c;  so  that  a  d  is  the  diagonal  of  a  parallelogram 
A  B  D  c.  This  will  always  be  the  case,  whatever  weights  be 
made  use  of;  only  care  must  be  taken  that  the  weight  acting 
without  the  intervention  of  a  pulley  be  less  than  the  sum 
of  the  other  two :   for  if  any  one  of  the  weights  exceed 
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the  sum  of  the  othiT  two,  it  will  prevail,  and  drag  them 
almig  with  it. 

Now,  since  wc  know  tiiat  the  weight  </  would  just  balance 
an  eiinal  weight,  g,  pulling  directly  upwards  by  the  intcr- 
vcMlion  of  the  pulley  a\  and  that  it  just  balances  the 
weights  b  and  c,  acting  in  the  directions  a  b,  a  c,  we  must 
infer,  that  the  knot  a  is  attecled  in  the  same  manner  by  those 
two  weights,  or  by  the  single  weight  // ;  and  therefore,  that 
two  pressures,  acting  in  the  directions,  and  with  the  inten- 
sities, A  B,  A  c,  are  eiiuivaU-nt  to  a  single  pressure  having  the 
direction  and  proportion  of  a  d.  In  like  manner,  the  pres- 
sures A  B,  a  K,  are  etjuivalent  to  a  h,  which  is  equal  and 
opposite  to  A  c.  Also  A  K  and  a  c  are  equivalent  to  a  i, 
which  is  equal  and  opposite  to  a  b. 

We  shall  consider  this  combination  of  pressures  a  little 
more  particularly. 

Figure  13. — Suppose  an  upright  beam,  pushed  in  the 
direction  of  its  length  by  a  load,  b,  and  abutting  on  the  ends 
of  two  beams,  a  c,  a  d,  which  are  firmly  resisted  at  their 
extreme  points,  o  and  d,  which  rest  on  two  blocks,  but  are 
nowise  joined  to  them  :  these  two  beams  can  only  resist  in 
the  directions  c  a,  d  a  ;  and  therefore  the  pressures  which 
they  sustain  from  the  beam,  B  A,  are  in  the  directions  a  c,  a  d. 
To  know  how  much  each  sustains,  produce  b  a  to  e,  taking  a  e 
from  a  scale  of  equal  parts,  to  represent  the  number  of  tons, 
or  pounds,  by  which  B  A  is  pressed.  Draw  e  f  and  e  g 
parallel  to  a  d  and  a  c;  then  a  f,  measured  on  the  same 
scale,  will  give  the  number  of  pounds  by  which  a  c  is  strained 
or  crushed,  and  a  o  will  give  the  strain  on  a  d. 

Here  it  deserves  particular  remark,  that  the  length  of  a  c 
or  A  D  has  no  iiiHuence  on  the  strain  arising  from  the  thrust 
of  b  a,  while  tlie  directions  remain  the  same.  The  effects, 
however,  of  this  strain  are  modified  by  the  length  of  the  piece 
on  which  it  is  exerted.  This  strain  compresses  the  beam, 
and  will  therefore  compress  a  beam  of  double  the  length 
twice  as  much  ;  though  it  may  change  the  form  of  the  assem- 
blage. If  A  c,  for  example,  be  very  much  shorter  than  a  d, 
it  will  be  much  less  compressed  :  the  line  c  A  will  turn  about 
the  centre,  while  d  a  will  hardly  change  its  position  ;  and  the 
angle  CAD  will  grow  more  open,  the  [loint  a  sinking  down. 
By  thus  changing  sliape,  strains  are  often  produced  in  places 
where  there  were  none  before,  and  frequently  of  the  very 
worst  kind,  tending  to  break  the  beams  across.  The  dotted 
lines  of  this  figure  show  another  position  of  the  beam,  a  d', 
which  makes  a  material  change,  not  only  in  the  strain  on  a  d', 
but  also  in  that  i>n  a  c  :  both  are  much  increased  ;  a  g  being 
almost  doubled,  and  a  f  four  times  greater  than  before.  This 
addition  was  made  to  the  figure  to  show  what  enormous 
strains  may  be  produced  by  a  very  moderate  force,  a  e,  when 
it  is  exerted  on  a  very  obtuse  angle. 

Figures  14,  15,  will  assist  the  most  uninstructed  reader  in 
conceiving  how  the  very  same  strains,  a  f,  a  g,  are  laid  on 
these  beatns,  by  a  weight  simply  hanging  from  a  billet  rest^ 
ing  on  A,  pressing  hard  on  a  d,  and  also  leaning  a  little  on  a 
c;  or  by  an  upright  piece,  A  E,  joggled  on  two  beams,  a  c,  a  d, 
and  performing  the  office  of  an  ordinary  king-post. 

Figure  15. — The  proportion  of  these  strains  will  be  pre- 
cisely the  same,  if  everything  be  inverted,  and  each  beam  be 
drawn  or  pulled  in  the  opposite  direction.  In  the  same  way 
that  we  have  substituted  a  rope  and  weight  in  Figure  14,  or 
a  king-post  in  Figure  15,  for  the  loaded  beam,  3  a,  of 
Figure  13,  the  framing  oi  Figure  IG  might  have  been  substi- 
tuted, which  is  a  very  usual  practice.  In  this  framing,  the 
batten,  d  a,  is  stretched  by  a  force,  a  g,  and  the  piece  a  c  is 
compressed  by  a  force,  a  f.  It  is  evident  that  if  a  rope,  or 
an  iron  rod,  he  fa-tened  on  at  d,  in  place  of  the  batten  d  a, 
the  strauis  will  be  th-i  same  as  before. 


Figure  17. — By  changing  the  foim  of  this  framing,  the 
same  strains  are  produced  as  in  the  dispo-ition  represented 
by  the  dotted  lines  in  Figure  13.  The  strains  on  both  the 
battens  a  d,  a  c,  are  now  greatly  increased. 

Figure  18. — The  same  consequences  result  from  an  im- 
proper change  of  the  position  a  c,  where  the  strains  on  both 
are  vastly  increased.  In  short,  the  rule  is  general,  that  the 
more  open  we  make  the  angle  against  which  the  push  is 
exerted,  the  greater  will  be  the  strains  on  the  struts  or  ties 
forming  the  sides  of  the  angle. 

The  reader  may  not  readily  conceive  the  piece  a  c,  of 
Figure  18,  as  sustaining  a  compression  ;  for  the  weijjht  b 
appears  to  hang  from  a  c  as  much  as  from  a  d.  But  his 
doubts  will  be  removed  by  considering  whether  he  could 
employ  a  rope  in  place  of  a  c  ;  which  he  cannot;  but  a  d 
may  be  exchanged  for  a  rope,  a  c  is  therefore  a  strut,  and 
not  a  tie. 

Figure  19. — a  d  is  again  a  strut,  butting  on  the  block  d  ; 
a  c  is  a  tie;  and  the  batten  a  c  may  be  replaced  by  a  rope. 
While  A  D  is  compressed  by  the  force  a  g,  a  c  is  stretched  V)y 
the  force  a  f.  Give  a  c  the  position  represented  by  the 
dotted  lines,  the  compression  of  a  d  will  be  a  g'  ;  while  the 
force  stretching  a  c'  will  be  a  f'  ;  both  much  greater  than 
before.  This  disposition  is  analogous  to  Figure  18,  and  to 
the  dotted  lines  in  Figure  13.  Nor  will  the  young  artist 
have  any  doubt  of  a  c'  being  on  the  stretch,  if  he  consider 
whether  a  d  can  be  replaced  by  a  rope,  which  it  cannot,  but 
A  c,  may  ;  and  it  is  therefore  not  compressed,  but  stretched. 

Figure  20. — All  the  three  pieces,  a  c,  a  d,  and  a  b,  are  ties 
on  the  stretch.  This  is  the  complete  inversion  of  Figure  13  ; 
and  the  dotted  position  of  a  c'  induces  the  same  changes  in 
the  forces  a  f',  a  g',  as  in  that  figure. 

All  calculations  about  the  strength  of  carpentry  are  redu- 
cible to  this  case  ;  for  when  more  ties,  or  braces,  meet  in  a 
point  (a  thing  that  rarely  happens),  they  are  to  be  reduced 
to  three,  by  substituting  for  any  two  the  fiirce  resulting  from 
their  combination,  and  combining  this  with  another;  and 
so  on. 

The  young  artist  must  be  particularly  careful  not  to  mis- 
take the  kind  of  strain  exerted  on  any  piece  of  the  framing, 
and  suppose  a  piece  to  be  a  brace  which  is  really  a  tie.  It 
is  very  easy  to  avoid  all  mistakes  in  this  matter  by  the 
following  rule,  which  has  no  exception. 

Take  notice  of  the  direction  wherein  the  piece  acts  that 
produces  the  strain.  Draw  a  line  in  that  direction  from  the 
point  on  which  the  strain  is  exerted  ;  and  let  its  length 
(measured  on  some  scale  of  equal  parts)  express  the  magni- 
tude of  this  action  in  pounds,  hundreds,  or  tons.  From  its 
remote  extremity,  draw  lines  parallel  to  the  pieces  on  whiih 
the  strain  is  exerted.  The  line  parallel  to  one  piece  will 
necessarily  cut  the  other,  or  its  direction  produced  ;  if  it  cut 
the  piece  itself,  that  piece  is  compressed  by  the  strain,  and  it 
is  performing  the  office  of  a  strut,  or  brace :  if  it  cut  its 
direction  produced,  the  piece  is  stretched,  and  it  is  a  tie.  In 
short,  the  strains  on  the  pieces  a  c,  a  n,  are  to  be  estimated 
in  the  direction  of  the  points  f  and  g  from  the  strained  point 
A.  Thus,  in  Figure  13,  the  upright  piece,  b  a,  loaded  with 
the  weight  b,  presses  the  point  a  in  the  direction  a  e  ;  so 
does  the  rope,  a  b,  in  the  other  figures,  or  the  batten  a  b,  in 
Figure  15. 

In  general,  if  the  straining  piece  be  within  the  angle 
formed  by  the  pieces  which  are  strained,  the  strains  sustained 
by  them  are  of  the  opposite  kind  to  tliat  which  it  exerts.  If 
it  be  pushing,  they  are  drawing;  Ijut  if  it  be  within  the 
angle  formed  by  their  directions  produced,  the  strains  sus- 
tained by  them  are  of  the  same  kind.  All  the  three  are 
either  drawing  or  pressing.     If  the  straining  piece  lie  within 
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the  angle  formed  hv  one  piece  and  the  produced  direction  of 
the  otIuT,  its  own  slniin,  whether  conipiession  or  extension, 
is  of  the  same  kind  with  that  of  the  most  remote  of  the  other 
two,  and  opiiosile  to  th;it  of  the  nearest.  'I'hiis,  in  Figure 
1!).  where  A  B  is  drawing,  the  remote  piece,  A  c,  is  aUo  draw- 
in",  while  A  u  is  pnsliinir  or  resisting  compression. 

In  these  ealciilations  the  resistance  of  joints  has  no  share; 
and  they  nmst  not  be  supposed  to  exert  any  force  wliieh 
tends  to"  prevent  the  angles  from  changing.  The  joints  are 
supposed  to  be  perfertly  flexible,  or  like  com|)ass  joints ;  the 
pin  of  which  only  keeps  tlie  pieces  togetiier  when  one  or 
more  of  the  pieces  draws  or  pulls;  of  which  deserijition  the 
airpcnter  must  always  suppose  all  joints  to  be,  when  he  cal- 
culates the  thrusts  and  draughts  of  tlie  ditlerent  pieces  of  his 
frames.  The  strains  on  joints,  and  iheir  power  to  produce 
or  bahmce  them,  are  of  a  ditfereut  kind,  and  require  a  very 
difl'erent  examination. 

Seeing  that  the  angles  which  the  pieces  make  with  each 
other  are  of  such  importance  to  the  magnitude  and  the  pro- 
portion of  the  exeited  strains,  it  is  proper  to  find  out  some 
way  of  readily  and  compendiously  conceiving  and  expressing 
this  analogy. 

First,  in  general,  the  strain  on  any  piece  is  proportional  to 
the  stiaining  fijree. 

Secondly,  the  strain  on  any  piece,  A  c,  is  proportional  to 
the  sine  of  the  angle  which  the  straining  force  makes  with 
the  other  piece  directly,  and  to  the  sine  of  the  angle  which 
the  pieces  make  with  eaeh  other  inversely. 

For  it  is  plain  that  the  three  pressures,  a  E.  a  f.  and  a  g, 
which  are  exerted  at  the  point  A.  are  in  the  proportion  of  the 
lines  A  E,  A  K,  and  f  e  (beeause  F  k  is  equal  to  a  o).  But  beeau>e 
the  sides  of  a  triangle  are  proportional  to  the  >incs  of  the  op|io- 
site angles,  the  strains  are  proportional  to  the  sines  of  the  an- 
gles A  F  F.,  A  E  F,  and  F  A  E.  But  the  sine  of  A  F  e  is  the  same  w-ith 
the  sine  of  the  angle  c  a  d.  which  the  two  pieees,  A  c  and  a  d, 
make  with  each  other ;  and  the  sine  of  a  E  F  is  the  same  with 
the  sine  of  bad,  which  the  straining  piece  b  a  makes  with 
the  piece  a  c.     Therefore  we  have  this  analogy  :  sine  c  a  u  : 


Now, 


,  sme  E  a  n 

snie  ead  =  ae:af  and  a  f  =  a  e  x  — 

suie  c  Au 

the  sines  of  angles  are  most  conveniently  conceived  as  deci- 
mal fractions  of  the  radius,  which  is  considered  .as  unity. 
Thus  sine  30°  is  the  same  thing  with  0.5  or  ^;  and  so  of 
others.  Therefore,  to  have  the  strain  on  a  c,  arising  from 
any  load,  a  e,  acting  in  the  direction  a  e,  multiply  a  e  by 
the  sine  of  ead,  and  divide  the  product  by  the  sine 
of  c  A  D. 

This  rule  shows  how  great  the  strains  must  be  when  the 
angle  cad  becomes  very  open,  approaching  to  180  degrees. 
But  when  the  angle  o  a  d  becomes  very  small,  its  sine  (which 
is  our  divisor)  is  also  very  small  ;  and  we  should  expect  a 
very  great  quotient  in  this  case  also.  Bui  we  must  observe, 
that  in  this  ease  the  sine  of  ead  is  also  very  small :  and  this 
is  our  multiplier.  In  sucii  a  case  the  quotient  cannot  exceed 
unity. 

Hut  it  is  unnecessary  to  consider  the  ealculatiou  by  the 
tables  of  sines  more  particularly.  The  angles  are  seldom 
known  otherwise  than  by  drawing  the  figure  of  the  frame  of 
carpentry.  In  this  case  we  can  always  obtain  the  measures 
of  the  strains  from  the  same  scale  with  equal  accuracy,  by- 
drawing  the  parallelogram  A  f  e  o. 

Iliihcrlo  we  have  consideied  the  strains  excited  at  a  only, 
as  they  allect  the  pieces  on  which  they  are  exerted.  But  the 
pieces,  in  order  to  sustain,  or  be  subject  to,  any  strain,  must 
be  suppjited  at  their  ends  c  and  d  ;  and  we  may  consider 
then;  as  mere  intermediums,  by  which  these  strains  are  made 


to  act  on  the  points  of  support  ;  therefore  a  f  and  a  g  are 
also  measures  of  the  forces  which  press  or  pull  at  c  and  d. 
The  supports  to  be  found  for  these  points  may  be'  intinitely 
various  ;  but  we  shall  attend  only  to  such  as  depend  on  the 
framing  itself. 

Figure  21  is  a  structure  which  very  frequently  occurs, 
whire  one  beam,  u  A.  is  strongly  pressed  to  the  end  of 
anoiher,  A  n,  which  latter  is  prevented  from  yielding,  as 
well  beeause  it  lies  on  a  third,  as  because  its  end,  d, 
is  hindered  from  sliding  backwards.  It  is  iMdilfcrent  from 
what  this  pressure  arises  :  we  have  represented  it  as  owing 
to  a  w-eight  hung  at  b,  while  n  is  withheld  from  yielding  by 
a  rod  or  rope  hooked  to  the  wall.  The  beam  a  d  may  be 
supposed  at  full  liberty  to  exert  all  its  pressure  on  d,  as  if  it 
Were  supported  on  rollers  lodged  in  the  beam  H  D  ;  but  the 
loaded  beam  B  a  presses  lK)lh  on  the  beam  A  D  and  on  H  D. 
We  wish  only  to  know  what  strain  is  borne  by  a  d. 

All  bodies  act  on  each  other  in  the  direction  perpendicular 
to  their  touching  surfaces  ;  therefore  the  support  given  by  h  d 
is  in  a  direction  perpendicular  to  it.  We  may  therefore  sup- 
ply its  place  at  a  by  a  beam,  a  c.  perpendicular  to  h  d,  and 
firmly  supported  at  c.  In  this  case,  theret'ore,  we  may  take 
A  e,  as  before,  to  represent  the  pressuie  exerted  by  the 
loaded  beam,  and  draw  e  g  perpendicular  to  a  d,  and  e  p 
parallel  to  it,  meeting  the  perpendicidar  a  c  in  f.  Then  AG 
is  the  strain  compressing  a  d,  and  the  pressure  on  the 
beam  ii  d. 

It  may  be  thought,  that  since  we  assume  as  a  principle 
that  the  m.utual  pressures  of  solid  bodies  are  exerted  perpen- 
dicidar to  their  touching  surfaces,  this  balance  of  pressures, 
in  framings  of  timbers,  defiends  on  the  directions  of  their 
butting  joints  ;  but  it  does  not,  as  will  readily  appear  by  con- 
sidering the  present  case.  Let  the  joint  or  abutment  of  the 
two  pieces  B  A,  A  D,  be  mitred  in  the  usual  manner,  in  the 
direction  /a/'.  Therefore,  if  a  e  be  drawn  perpendicular  to 
At,  it  will  be  the  direction  of  the  actual  p'essure  exerted  liy 
the  loaded  beam,  B  A,  on  the  beam  A  D.  But  the  reaction  of 
A  n,in  the  op[)osite  direction  a  /,  will  not  balance  the  pressure 
of  II  A  ;  because  it  is  not  in  tjie  direction  precisely  opposite. 
I)  A  will  therefore  slide  idong  the  joint,  and  press  on  the  beam 
H  D.  A  e  represents  the  load  ou  the  mitre  joint  a.  Draw 
e  e  peipendienlar  to  a  e,  and  E/"|)arallel  to  it.  The  pressure 
AE  will  be  balanced  by  the  reactions  e  a  and /a  :  or,  the 
pressure  a  e  produces  the  pressures  a  e  and  a/;  of  which  a/ 
must  be  resisted  by  the  beam  h  d,  and  a  e  by  the  beam  a  d. 
The  pressure  a/  not  being  perpendicular  to  h  d,  cannot  be 
fully  resisted  by  it  ;  beeause,  by  our  assmned  principle,  it 
reacts  only  In  a  direction  perpendicular  to  its  surface. 
Therefore,  draw//-,/ 2  parallel  to  h  n,  and  perpendicular  to 
it.  The  pressure  a/ will  be  resisted  liy  n  d  with  the  force 
p  A  ;  but  there  is  lequirid  another  force,  i  a,  to  prevent  the 
beam  n  a  from  slipping  outwards.  This  must  be  furnished 
by  the  reaction  of  the  beam  d  a.  In  like  manner  the  other 
force,  Ae,  cannot  be  fully  resisted  Ity  the  beam  a  d,  or  rather 
by  the  prop  n,  acting  by  the  intervention  of  the  beam  ;  for 
the  action  of  that  prop  is  exerted  through  the  beam  in  the 
direction  da.  The  beam  a  d,  therefore,  is  pressed  to  the 
beam  n  D,  by  the  force  A  e  as  well  as  by  a/  To  find  what 
this  pressure  on  n  d  is,  drawee/  perpendicular  to  ii  d,  and  eo 
parallel  to  it.  cutting  e  g  in  r.  The  forces  y  a  and  oa  will 
resist,  .and  balance  a  e. 

Thus  we  see,  that  the  two  forces,  a  c  and  a/,  which  are 
equivalent  to  a  e.  are  equivalent  also  to  Ak\  aj,  ao,  and  Ag. 
But  because  a/ and  be  are  ecpial  and  parallel,  and  e  r  and/t 
arc  also  parallel,  as  .also  e  r  and/^,  it  is  evident  that  i/is 
equal  to  r  E,  or  to  o  f,  and  /  a  is  equal  to  r  e,  or  to  og. 
Therefore  the  four  forces  a  g,  ao,  a  k,  a  i  are  equal  to  a  o 
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and  A  F.  Therefore  a  o  is  the  compression  of  the  beam  a  d, 
or  the  force  pressiiijr  it  on  D,  and  A  F  is  the  force  pressing  it 
on  the  l)eam  ii  D.  The  proportion  of  these  pressures,  there- 
fore, is  not  affected  by  the  foini  of  the  joint. 

This  remark  is  important  ;  for  many  carpenters  thinii  the 
form  and  direction  of  the  butting  joint  of  great  importance; 
and  even  the  theorist,  by  not  prosecut  ng  the  general  prin- 
ciple through  all  its  consequences,  may  be  led  into  an  error. 
The  form  of  the  joint  is  of  no  importance,  in  as  for  as  it 
affects  the  strains  in  the  direction  of  the  beams  ;  but  it  is 
often  of  irreat  consequence  in  respect  to  its  own  firmness,  and 
the  effect  it  may  have  in  bruising  the  piece  on  which  it  acts, 
or  being  cripfiled  by  it. 

The  same  compression  of  a  b,  and  the  same  thrust  on  the 
point  D.  by  the  intervention  of  a  d,  will  olitain,  in  whatever 
way  the  original  pressure  on  the  end  a  is  produced.  Thus, 
supposing  that  a  cord  is  made  fast  at  a,  and  pulled  in  the 
direction  A  E,  and  with  the  same  force  the  beam  a  d  will  be 
equally  compressed,  and  the  prop  d  must  re-act  with  the  same 
force. 

But  it  often  happens,  that  the  obliquity  of  the  pressure  on 
A  D,  instead  of  compressing,  stretches  it  ;  and  we  desire  to 
know  what  tension  it  sustains.  Of  this  we  have  a  familiar 
example  in  a  common  roof 

Fiijiire  '22. — Let  the  two  raflers  a  c,  a  d,  press  on  the  tie- 
beam  D  c.  We  may  suppose  the  whole  weight  to  press  ver- 
tically on  the  ridge  a,  as  if  a  weight,  b,  were  hung  on  there. 
We  may  represent  this  weight  by  the  portion,  a  b,  of  the 
vertical  or  plumb  line,  intercepted  between  the  ridge  and 
the  beam.  Thru  drawing  b  d  and  b  g  parallel  to  a  d  and  a  c, 
a  (j  and  a  d  will  represent  the  pressures  on  a  c  and  a  d. 
Produce  a  c  till  c  h  be  equal  to  a  d.  The  point  c  is  forced 
out  in  this  direction,  and  with  a  force  represented  by  this 
line.  As  this  force  is  not  perpendicularly  across  the  beam, 
it  evidently  stretches  it;  and  this  extending  force  must  be 
withstood  by  an  equal  force  pulling  it  in  the  opposite  direc- 
tion. This  must  arise  from  a  similar  oblique  thrust  of  the 
opposite  rafter  on  the  other  end,  d.  We  concern  ourselves 
only  with  this  extension  at  present  ;  but  we  see  that  the 
cohesion  of  the  beam  does  nothing  but  supply  the  balance  to 
the  extending  forces.  It  must  still  be  supported  externally, 
that  it  may  resist,  and,  by  resisting  obliquely,  be  stretched. 
The  points  c  and  d  are  supported  on  the  walls,  which  they 
press  in  the  directions  c  k  and  u  o,  parallel  to  a  b.  If  we 
draw  II K  parallel  to  d  c,  and  h  i  parallel  to  c  k  (that  is,  to  a  5), 
meeting  D  c  jiroduced  in  i,  it  follows,  from  the  composition  of 
forces,  that  the  point  c  would  be  supported  by  the  two  forces 
K  c  and  I  c.  In  like  manner,  making  d  n  =  a  5^,  and  com- 
pleting the  parallelogram  d  M  N  o,  the  point  d  would  be  sup- 
poited  by  the  forces  o  D  and  si  D.  If  we  draw  g  c  and  d  k 
parallel  to  d  c,  it  is.  plain  that  they  are  equal  to  n  o  and  c  i ; 
while  A  c  and  a  k  are  equal  to  d  o  and  c  k,  and  a  6  is  equal 
to  the  sum  of  u  o  and  c  k  (because  it  is  equal  to  a  c  +  x  k). 
The  weight  of  the  roof  is  equal  to  its  vertical  pressure  on  the 
walls. 

Thus  we  see,  that  while  a  pressure  on  a,  in  the  direction 
A  b,  produces  the  strains  a  d  and  a^,  on  the  pieces  a  c 
and  a  d,  it  also  excites  a  strain,  c  i  or  d  m,  in  the  piece  d  c. 
And  this  completes  the  mechanism  of  a  frame;  which  derives 
all  its  efficacy  from  the  triangles  of  which  it  is  composed,  as 
will  appear  more  clearly  as  we  proceed. 

The  consideration  of  the  strains  on  the  two  pieces  a  d 
and  A  c,  by  the  action  of  a  force  at  a,  only  showed  them  as 
the  means  of  propagating  the  same  strains  in  their  own  direc- 
tion to  the  iM.ints  of  support.  But,  by  adding  the  strains 
exerted  in  d  c,  the  frame  becomes  .an  intermedium,  bv  which 
exertions  may  be  made  on  other  bodies,  in  certain  directions 


and  proportions  ;  so  that  this  frame  may  become  part  of  a 
more  complicated  one,  and,  as  it  were,  an  element  of  its  con- 
stitution. The  similaiity  of  triangles  gives  the  following 
analogies  : 

do:dm:=a6:4d 

CI,  orDM:cK  =  ci:A6 

Therefore  do:ck  =  cA:Ad. 

Or,  the  pressures  on  the  points  c  and  d,  in  the  direction 
of  the  straining  force  a  b,  are  reciprocally  proportional  to  the 
portions  of  d  c  intercepted  by  a  b. 

Also,  a6  =  do  +  ck,  we  have 
a6:ck=:c6  +  6d  (or  c  d)  :  A  d,  and 
a6:do  =  cd:6c. 

In  general,  any  two  of  the  three  parallel  forces,  a  A,  d  o,  c  k, 
are  to  each  other  in  the  reciprocal  proportion  of  the  parts 
of  c  D,  intercepted  between  their  directions  and  the  direction 
of  the  third. 

And  this  explains  a  still  more  important  office  of  the 
frame  ado.  If  one  of  the  points,  such  as  d,  be  supported, 
an  external  power  acting  at  a,  in  the  direction  a  6,  and  with 
an  intensity  which  may  be  measured  by  a  i,  may  be  set  in 
equilibrio  with  another  acting  at  c,  in  the  direction  c  i, 
opposite  to  c  K,  or  a  b,  and  with  an  intensity  represented 
by  c  K  :  for  since  the  pressure  c  h  is  partly  withstood  by  the 
force  I  c,  or  the  firmness  of  the  beam  d  c  supported  at  e,  the 
force  K  c  will  complete  the  balance.  When  we  do  not  attend 
to  the  support  at  d,  we  conceive  the  force  a  6  to  be  balanced 
by  K  c,  or  K  c  to  be  balanced  by  a  b.  And,  in  like  manner, 
we  may  neglect  the  support  or  force  acting  at  a,  and  con- 
sider the  force  D  o  as  balanced  by  c  k. 

Thus  the  frame  becomes  a  lever,  and  we  are  able  to 
trace  the  interior  mechanical  procedure  which  gives  it  its 
efficacy. 

The  strains  or  pressures  a  6,  d  o,  and  c  k,  not  being  in 
the  directions  of  the  beams,  may  be  called  transverse.  We 
see  that  by  their  means  a  frame  of  carpentry  may  be  con- 
sidered as  a  solid  body :  but  the  example  is  too  limited  for 
explaining  the  efficacy  which  may  be  given  to  such  construc- 
tions. We  shall  theref)re  give  a  general  proposition,  which 
will  more  distinctly  explain  the  procedure  of  nature,  and 
enable  us  to  trace  the  strains  as  they  are  propagated  through 
all  the  parts  of  the  most  complicated  framing,  finally  producing 
the  exertion  of  its  most  distant  points. 

Figure  23. — Let  the  strong  lines  a  n  c  d  represent  a  frame 
of  carpentry.  Suppose  it  is  to  be  pulled  at  the  point  a  by  a 
force  acting  in  the  direction  a  e,  but  that  it  rests  on  a  fixed 
point,  c,  and  that  the  other  extreme  point,  a,  is  held  back  by 
a  power  which  resists  in  the  direction  b  f  :  it  is  required  to 
determine  the  proportion  of  the  str-ains  excited  in  its  different 
parts,  the  proportion  of  the  external  pi-essures  at  a  and  b, 
and  the  pressure  which  is  produced  on  the  obstacle  or 
fulcrum  c. 

It  is  evident  that  each  of  the  external  forces  at  a  and  b 
tend  one  way,  or  to  one  side  of  the  frame  ;  that  each  would 
cause  it  to  turn  round  c,  if  the  other  did  not  prevent  it ;  and 
that,  notwithstanding  their  action,  if  it  turned  neither  way, 
the  forces  in  actual  exertion  wordd  be  in  equilibrio  by  the 
intervention  of  the  frame.  It  is  no  less  evident  that  these 
forces  concur  in  pressing  the  frame  on  the  prop  c.  There- 
fore, if  the  piece  c  d  were  away,  and  if  the  joints  c  and  d  be 
perfectly  flexible,  the  pieces  c  A,  c  B,  would  be  turned  round 
the  projT  c,  and  the  pieces  a  n,  d  B,  would  also  turn  with 
them,  and  the  whole  frame  change  its  form.  The  power 
at  A  presses  its  end  against  the  prop  ;  and  in  doing  this,  it 
puts  the  bar  A  D  on  the  stretch,  and  also  the  bar  d  b.  Their 
places  might  therefore  be  supplied  by  cords  or  metal  wires. 
Hence  it  is  evident  that  d  c  is  core  pressed,  as  is  also  a  c  :  and, 
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for  the  same  reason,  c  d  is  also  in  a  state  of  compression  :  for 
either  aoid  may  be  considered  as  the  point  that  is  impelled 
or  witliheid.  Therefore  d  a  and  d  b  are  stretched,  and  are 
resisting  with  attractive  forces,  d  c  and  c  u  are  compressed, 
and  are  resisting  with  repulsive  forces,  d  b  is  also  acting 
with  repulsive  forces,  being  compressed  in  like  manner  :  and 
thus  the  support  of  the  pn>p,  combined  with  the  firmness 
of  D  c,  puts  the  frame  a  d  b  c  into  the  condition  of  the  two 
frames  in  Fiyure  18  and  Figure  10.  Therefore  the  external 
force  at  a  is  really  in  equilibrio  with  an  attracting  force 
acting  in  the  dijeotion  a  d,  and  a  repulsive  force  acting  in 
the  direction  a  k.  And  since  all  the  connecting  forces  are 
mutual  and  equal,  the  point  d  is  pulled  or  drawn  in  the 
direction  d  a.  The  condition  of  the  point  b  is  similar  to 
that  of  A,  and  d  is  also  drawn  in  the  direction  d  b.  Thus 
the  point  D,  being  urged  by  the  forces  in  the  directions  d  a 
and  D  B,  pi'esses  the  beam  d  c  on  the  prop,  and  the  prop  resists 
in  the  opposite  direction.  Therefore  the  line  d  c  is  the  dia- 
gonal of  the  parallelogram,  whose  sides  have  the  proportion 
of  the  forces  which  connect  d  with  a  and  b.  This  is  the 
principle  on  which  the  rest  of  our  investigation  proceeds. 
We  may  take  do  as  the  representation  and  measure  of  their 
joint  effect.  Therefore  draw  c  h,  c  o,  parallel  to  d  a,  d  b. 
Draw  H  L,  G  o,  parallel  to  c  a  c  b,  cutting  a  e,  b  f,  in  l  and  o, 
and  cutting  d  a,  d  b,  in  i  and  m.  Complete  the  parallelo- 
grams ilka,  monb;  then  d  g  and  a  i  are  the  equal  and 
opposite  forces  which  connect  a  and  d  ;  for  g  d  =r  c  h,  =  a  i. 
In  like  manner  d  h  and  b  m  are  the  forces  which  connect 
D  and  b. 

The  external  force  at  a  is  in  immediate  equilibrio  with  the 
combined  forces  connecting  a  with  d  and  with  c.  a  i  is  one 
of  them  ;  therefore  a  K  is  the  other ;  and  A  L  is  the  compound 
force  with  which  the  external  force  at  a  is  in  immediate 
equilibrium.  This  external  force  is  therefore  equal  and 
opposite  to  A  L.  In  like  manner,  the  external  force  at  b  is 
equal  and  opposite  to  b  o  ;  and  a  l  is  to  b  o  as  the  external 
force  at  a  to  the  external  force  at  b.  The  prop  c  resists  with 
forces  equal  to  those  which  are  propagated  to  it  fjom  the 
points  D,  A,  and  c.  Therefore  it  resists  with  forces  o  H,  c  G, 
equal  and  opposite  to  d  g,  d  h  ;  and  it  resists  the  compres- 
sions K  A,  N  B,  with  equal  and  opposite  forces  c  /;,  c  n. 
Draw  p  b,  n  o,  parallel  to  a  d,  b  d,  and  draw  c  6  q,  c  o  p  :  it 
is  plain  that p  cnb  \s  a,  parallelogram  equal  to  kail,  and 
that  c  6  is  equal  to  a  l.  in  like  manner,  c  o  is  equal  to  b  o. 
Now  the  forces  cp,  c  h,  exerted  by  the  prop,  compose  the 
force  c  h  and  en,  c  g  compose  the  force  c  o.  These  two 
forces  c  6,  c  0,  are  equal  and  parallel  to  a  l  and  b  o  ;  and 
therefore  they  are  equal  and  opposite  to  the  external  forces 
acting  at  a  and  b.  But  they  are  (primitively)  equal  and 
opposite  to  the  pressures  (or  at  least  the  compounds  of  the 
pi'essures)  e.xerted  on  the  prop,  by  the  forces  propagated 
to  c  from  A  D,  and  b.  Therefore  the  pressures  exerted  on 
the  prop  are  the  same  as  if  the  external  forces  were  applied 
there  in  the  same  directions  as  they  arc  applied  to  a  and  b. 
Now  if  we  make  c  f,  c  z,  equal  to  c  4  and  c  o,  and  complete 
the  parallelogram  cvyz;  it  is  plain  that  the  force  yc 
is  in  equilibrio  with  6  c  and  o  c.  Therefore  the  pressures 
at  A,  c,  and  b,  are  such  as  would  balance  if  applied  to 
one  point. 

Lastly,  in  order  to  determine  their  proportions,  draw  c  s 
and  c  R  perpendicular  to  d  a  and  d  b.  Also  draw  a  rf,  b/ 
pependicular  to  c  q  and  c  p  ;  and  draw  c  g,  ci  perpendicular 

to  A  E,  B  F. 

The  triangles  c  p  r  and  b  p  /  are  similar,  having 
a  common  angle,  p,  and  a  right  angle  at  r  and/  In 
like  manner  the  triangles  o  q  s  and  A  q  rf  are  similar. 
Also    the    triangles    c  h  r,  c  g  s,  are    similar   by  reason 


of  the  equal    angles  at    h  and  g,  and  the  right  angles  at 
R  and  s.     Hence  we  obtain  the  following  analogies  : 

co:cp=o«:pb       =cg:pb 

cp  :  0  R  =:  pb  :  /b 

cr:cs=:  ch:cq 

cs:cQ=  Arf:AQ 

CQ:cA    =:AQ:^ft:LK^AQ:CH 

Therefore,  by  equality, 
co:c4=  Ad : f  u 

or,  B  o  :  A  L  =  c  g  :  c  i 

That  is,  the  external  forces  are  reciprocally  proportional 
to  the  perpendiculars  drawn  from  the  prop  on  the  lines 
of  their  direction. 

This  proposition  is  fertile  in  consequences,  and  fm-nishes 
many  useful  instructions  to  the  artist.  The  strains  l  a,  o  b, 
c  Y,  that  are  excited,  occur  in  many,  if  not  in  all  framings  of 
carpentry,  whether  for  edifices  or  engines,  and  are  the  sources 
of  their  ellicacy.  It  is  also  evident,  that  the  doctrine  of  the 
transverse  strength  of  timber  is  contained  in  this  proposition ; 
for  every  piece  of  timber  may  be  considered  as  an  assemblage 
of  parts,  connected  by  forces  acting  in  the  direction  of  the 
lines  which  join  the  strained  points  on  the  matter  lying 
between  those  points,  and  also  act  on  the  rest  of  the  matter, 
exciting  those  lateral  forces  which  produce  the  inflexibility  of 
the  whole.  Thus  it  appears  that  this  proposition  contains 
the  principles  which  direct  the  artist  to  frame  the  most 
powerful  levers  ;  to  secure  uprights  by  shores  or  braces,  or 
by  ties  and  ropes  ;  to  secure  scaffoldings  for  the  erection  of 
spires,  and  many  other  most  delicate  problems  of  his  art.  He 
also  learns,  from  this  proposition,  how  to  ascertain  the  strains 
that  are  produced,  without  his  intention,  by  pieces  which  he 
intended  for  other  offices,  and  which,  by  their  transverse 
action,  put  his  work  in  hazard.  In  short,  this  proposition  is 
the  key  to  the  science  of  his  art. 

There  is  a  proposition  which  has  been  called  in  question  by 
several  very  intelligent  persons  ;  and  they  say  that  Belidor 
has  demonstrated,  in  his  Science  des  Jnge/ieurx,  that  a  beam 
firmly  lixed  at  both  ends  is  not  twice  as  strong  as  when  simply 
lying  on  the  props,  and  that  its  strength  is  increased  only  in 
the  proportion  of  2  to  3  ;  and  they  support  this  determination 
by  a  list  of  experiments  recited  by  Belidor,  which  agree  pre- 
cisely with  it.  Belidor  also  says,  that  Pilot  had  the  same 
results  in  his  experiments.  These  are  respectable  authorities: 
but  Belidor's  reasoning  is  anything  but  demonstration  ;  and 
his  experiments  are  described  in  such  an  imperfect  manner, 
that  we  cannot  build  much  on  them.  It  is  not  said  in  what 
manner  the  battens  were  secured  at  the  ends,  any  farther  than 
that  it  was  by  chevalets.  If  by  this  word  is  meant  a  trestle, 
we  cannot  conceive  how  they  were  employed  ;  but  we  see 
this  term  sometimes  used  for  a  wedge,  or  k-e>j.  If  the  battens 
were  wedged  in  the  holes,  their  resistance  to  fracture  may 
be  made  what  we  please  :  they  may  be  loose,  and  therefore 
resist  little  more  than  when  simply  laid  on  the  props.  They 
may  be  (and  probably  were)  wedged  very  fast,  and  bruised 
or  crippled. 

Figure  "24. — LetL  m  be  a  long  beam  divided  into  six  equal 
parts,  in  the  points  u,  b,  a,  c,  e,  and  firmly  supported  at  l,  b, 
c,  M  ;  let  it  be  cut  through  at  a,  and  have  compass  joints  at  b 
and  c  ;  let  fb,  o  c,  be  two  equal  uprights,  resting  on  b  and  c, 
but  without  any  connection  ;  let  a  u  be  a  similar  and  equal 
piece,  to  be  occasionally  applied  at  the  seam  a  ;  then  extend 
a  thread,  or  wire,  age,  over  the  piece  o  c,  and  made  fast  at 
a,  g,  and  e  ;  do  the  same  on  the  other  side  of  a.  Now,  if  a 
weight  be  laid  on  at  a,  the  wires  A  F  D,  age,  will  be 
strained,  and  maybe  broken.  In  the  instant  of  fracture,  we 
may  suppose  their  strains  to  be  represented  by  a  /and  a  i;. 
Complete  the  parallelogram,  and  a  a  is  the  magnitude  of  the 
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weight.  It  is  plain  that  nothing  is  concerned  here  but  the 
cohesion  of  the  wires;  for  the  beanfi  is  sawn  through  at  a, 
and  its  parts  are  perfectly  moveable  round  b  and  c. 

Instead  of  this  process,  apply  the  piece  a  h  below  a,  and 
keep  it  there  by  straining  the  same  wire,  b  h  c,  over  it:  lay 
on  a  weight,  which  must  press  down  the  ends  of  B  A  and  c  a, 
and  cause  the  piece  a  h  to  strain  the  wire  b  h  c.  In  the 
instant  of  fracture  of  the  same  wire,  its  resistances,  h  b  and 
H  c  must  be  equal  to  A  /and  a  g,  and  the  weight  A  h,  which 
breaks  them,  must  be  equal  to  a  a. 

Lastly,  employ  all  the  three  pieces,  p  b,  a  h,  o  c,  with  the 
same  wire  attaehed  as  befi>re.  There  can  be  no  doubt  but 
that  the  weight  which  breaks  all  the  four  wires  must  be  = 
a  A  +  A  H,  or  twice  a  a. 

The  reader  cannot  but  see  that  the  wires  perform  the  very 
same  office  with  the  fibres  of  an  entire  beam,  l  m,  held  fast  in 
the  four  holes,  d  b  c,  and  e.  of  some  upright  posts. 

In  the  experiments  for  verifying  this,  by  breaking  slender 
bars  of  fine  deal,  we  get  complete  demonstration,  by  measur- 
ing the  curvatures  produced  in  the  parts  of  the  beam  thus 
held  down,  and  comparing  them  with  the  curvature  of  a  beam 
simply  laid  on  the  props  B  and  c ;  and  there  are  many 
curious  inferences  to  be  made  from  these  observations. 

We  may  observe,  by  the  wav,  that  we  learn  from  this  case, 
that  purlins  are  able  to  carry  twice  the  load  when  notched 
into  the  rafters,  that  they  carry  when  mortised  into  them, 
which  is  the  must  usual  manner  of  framing  them.  So  would 
the  binding  joists  of  floor*;  but  this  would  double  the  thick- 
ness of  the  flouring.  But  this  method  should  be  followed  in 
every  possible  ease,  such  as  bres-summers,  lintels  over  several 
pillars.  &c.  These  should  never  be  cut  off  and  mortised  into 
the  sides  of  every  upright;  numberless  cases  will  occur 
which  show  the  importance  of  the  maxim. 

We  here  remark,  that  the  proportion  of  the  spaces  b  cand 
c  M,  or  B  c  and  l  b,  has  a  very  sensible  eflect  on  the  strength 
of  the  beam  b  c;  but  we  have  not  yet  satisfied  our  minds  as 
to  the  rationale  of  this  effect.  It  is  undoubtedly  connected 
with  the  serpentine  form  of  the  curve,  of  the  beam  before 
fracture.  Tliis  should  be  attended  to  in  the  construction  of 
the  springs  of  carriages.  The-^e  are  frequently  supported  at 
a  middle  point  (and  it  is  an  excellent  practice),  and  there  is 
a  certain  proportion  which  will  give  the  easiest  motion  to  the 
body  of  the  carriage.  We  also  think  that  it  is  connected  with 
that  deviation  from  the  best  theory  observable  in  Buffbn's 
experiments  on  various  lengths  of  the  same  scantling.  The 
force  of  the  beam?diinini-hed  much  more  than  in  the  inverse 
proportion  of  their  lengths. 

We  have  seen  that  it  depends  entirely  on  the  position  of 
the  pieces  in  respect  of  their  points  of  ultimate  support,  and 
of  the  direction  of  the  extei:nal  force  which  produces  the 
strains,  whether  any  particular  piece  is  in  a  state  of  extension 
or  of  compression.  The  knowledge  of  this  circumstance  may 
greatly  influence  us  in  the  choice  of  the  construction.  In 
many  cases  we  may  substitute  slender  iron  rods  for  massive 
beams,  when  the  piece  is  to  act  the  part  of  a  tie.  But  we 
must  not  invert  this  disposition;  for  when  a  piece  of  timber 
acts  as  a  strut,  and  is  in  a  state  of  compression,  it  is  next  to 
certain  that  it  is  not  equally  compressible  in  its  opposite  sides 
through  the  whole  length  of  the  piece,  and  that  the  com- 
'  pressing  force  on  the  abutting  joint  is  not  acting  in  the  most 
equable  manner  all  over  the  joint.  A  very  trifling  inequality 
in  either  of  these  circumstances  (especially  in  the  first)  will 
compress  the  beam  more  on  one  side  than  on  the  other.  This 
cannot  be  without  the  beam's  bending,  and  becoming  concave 
on  that  side  on  which  it  is  most  compressed.  When  this 
happens,  the  frame  is  in  danger  of  being  crushed,  and  soon 
going  to  ruin.  It  is  therefore  indispensably  necessary  to 
85 


make  use  of  beams  in  all  cases  where  struts  are  required  "f 
considerable  length,  rather  than  of  metal  rods  of  slender 
dimensions,  unless  in  situations  where  we  can  efl^ectually  pre- 
vent their  bending,  as  in  trussing  a  girder  internally,  where 
a  cast-iron  strut  may  be  firmly  cased  in  it,  so  as  not  to  bend 
in  the  smallest  degree.  In  cases  where  the  pressures  are 
enormous,  as  in  the  very  oblique  struts  of  a  centre,  or  arch 
frame,  we  must  be  particularly  cautious  to  do  nothing  which 
can  facilitate  the  compression  of  either  side.  No  mortises 
should  be  cut  near  to  one  side  ;  no  lateral  pressures,  even  the 
slightest,  should  be  allowed  to  touch  it.  We  have  seen  a 
pillar  of  fir,  12  inches  long  and  1  in  section,  when  loaded 
with  three  tons,  snap  in  an  instant  when  pressed  on  one  side 
by  16  pounds,  while  another  bore  4^  tons  without  hurt, 
because  it  was  enclosed  (loosely)  in  a  stout  pipe  of  iron. 

In  such  cases  of  enormous  compression,  it  is  of  great 
importance  that  the  compressing  force  bear  equally  on  the 
whole  abutting  surface.  The  German  carpenters  are  accus- 
tomed to  put  a  plate  of  lead  over  the  joint.  This  prevents, 
in  some  measure,  the  penetration  of  the  end  fibres.  M.  Per- 
ronet,  the  celebrated  French  architect,  formed  his  abutments 
into  arches  of  circles,  the  centreof  which  was  the  remote  end 
of  the  strut.  By  this  contrivance  the  unavoidable  change  of 
form  of  the  triangle  made  no  partial  bearing  upon  either  angle 
of  the  abutment.  This  always  has  a  tendency  to  splinter  off" 
the  heel  of  the  beam  where  it  presses  strongest.  It  is  a  very 
judicious  practice. 

When  circumstances  allow  it,  we  should  rather  employ  ties 
than  struts,  for  securing  a  beam  against  lateral  strains.  When 
an  upright  pillar,  such  as  a  flag-staff",  a  mast,  or  the  uprights 
of  a  very  tall  scaffolding,  are  to  be  shored  up,  the  depen- 
dence is  more  certain  on  those  braces  that  are  stretched  by 
the  strain  than  on  those  which  are  compressed.  The  scaf- 
folding of  the  iron  bridge  near  Sunderland  had  some  ties  very 
judiciously  disposed,  and  others  with  less  judgment. 

Figure  25.  —  1.  When  a  beam,  a  b,  is  firmly  fixed  at  the 
end,  A,  and  a  straining  force  acts  perpendicularly  to  its  length 
at  any  point,  b,  the  strain  occasioned  at  any  section,  c, 
between  b  and  a,  is  proportional  to  c  b,  and  may  therefore  be 
represented  by  the  product  w  X  c  b  ;  that  is,  by  the  product 
of  the  number  of  tons,  pounds,  &c.  which  measure  the  strain- 
ing force,  and  the  number  of  feet,  inches,  &c.  contained  in 
c  B.  As  the  loads  on  a  beam  are  easily  conceived,  we  shall 
substitute  this  for  any  other  straining  force. 

2.  If  the  strain  or  load  be  uniformly  distributed  along  any 
part  of  the  beam  lying  beyond  c  (that  is,  farther  from  a),  the 
strain  at  o  is  the  same  as  if  the  load  were  all  collected  at  the 
middle  point  of  that  part ;  for  that  point  is  the  centre  of 
gravity  of  the  load. 

Figure  26. — 3.  The  strain  on  any  section,  d,  of  a  beam  a  b, 

a  D  X  n  B 
resting  freely  on  two  props,  a  and  b,  is  lo  X 

4.  The  strain  on  the  middle  point, by  a  force  applied  there, 
is  one-fourth  of  the  strain  which  the  .same  force  would  pro- 
duce, if  applied  to  one  end  of  a  beam  of  the  same  length, 
having  the  other  end  fixed. 

5.  The  strain  of  any  section,  c,  of  a  beam  resting  on  two 
props,  A  and  b,  occasioned  by  a  force  applied  perpendicularly 
to  another  point,  d,  is  proportional  to  the  rectangle  of  the 

A  c  X  D  B 
exterior  segments,  or  is  equal  to  w    X inere- 

fore  the  strain  at  c,  occasioned  by  the  pressure  on  d,  is  the 
same  with  the  strain  at  d,  occasioned  by  the  same  pressure 

on  c. 

6.  The  strain  on  any  section,  d,  occasioned  by  a  load  uni- 
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formly  difTnsed  over  any  part,  e  f,  is  the  same  as  if  the  two 
pai-ts,  E  D,  D  F,  of  the  load  were  collected  at  the  middle  points, 
e  and  f.  Therefore  the  strain  on  any  part,  d,  occasioned  by 
a  load  uniformly  distributed  over  the  whole  beam,  is  one-half 
of  the  strain  that  is  produced  when  tlie  same  load  is  laid  on 
at  d;  and  the  strain  on  the  middle  point,  c,  occasioned  by  a 
load  uniformly  distril)uted  over  the  whole  beam,  is  the  same 
which  half  that  load  would  produce  if  laid  ou  at  c. 

Figure  24. — 7.  A  beam  supported  at  both  ends  on  two 
props,  B  and  c,  will  carry  twice  as  much  when  the  ends 
beyond  the  props  are  kept  from  rising,  as  it  will  carry  when 
it  rests  loosely  on  the  props. 

8.  Lastly,  the  transverse  strain  on  any  section,  occasioned 
by  a  force  applied  obliquely,  is  diminished  in  the  proportion 
of  the  sine  of  the  angle  which  the  direction  of  the  force 
makes  with  the  beam.  Thus,  if  it  be  inclined  to  it  in  an 
angle  of  thirty  degrees,  the  strain  is  one-half  of  the  strain 
occasioned  by  the  same  force  acting  perpendicularly. 

On  the  other  hand,  the  relative  strength  of  a  beam,  or  its 
power  in  any  particuhvr  section  to  resist  any  transverse  strain, 
is  proportional  to  the  absolute  cohesion  of  the  section  directly 
to  the  distance  of  its  centre  of  effort  from  the  axis  of 
fracture  directly,  and  to  the  distance  from  the  strained  point 
inversely. 

Thus,  in  a  rectangular  section  of  the  beam,  of  which  b  is 
the  breadth,  (/ the  depth  (that  is,  the  dimension  in  the  direc- 
tion of  the  straining  force),  measured  in  inches,  and  /  the 
num'ner  of  pounds  which  one  square  inch  will  just  support 
without  being  torn  asunder,  we  must  liave/ X  ''X'^^  pro- 
portional to  w  X  c  B.  Or, /X  b  X<i',  multiplied  by  some 
number,  m,  depending  on  the  nature  of  the  timber,  must  be 
equal  to  w  X  c  B.  Or,  in  the  case  of  the  section,  c,  of  Figure 
46,  that  is  strained  by  the  force,  w,  applied  at  d,  we  must 


have  m  x  f  b  (P  =  w  X 


A  c  X  D  B 
A  B 


Thus,  if  the  beam  is  of 


sound    oak,   m   is    very  nearly  =  \.      Therefore  we  have 


Hence  we  can  tell  the  precise  force, 


fbd''  ACXcB 

'— —  =  w  X ■ 

9  A  B 

»(',  which  any  section,  c,  can  just  resist  when  that  force  is 
applied  in  any  way  whatever.     For    the  above-mentioned 

formula  gives  ?»  ="^r ,  for  the  case  represented  by  Figure 

25.     Rut    the  case  represented  in    Figure   20    having    the 
straining  force  applied   at  d,  gives  the  strain  at  c  (=  w) 


./"X 


b  r/*  X  A.  B 
9  A  c  X  C  B 


Example. — Let  an  oak  beam,  four  inches  square,  rest 
freily  ou  the  props  a  and  b,  seven  feet  apart,  or  84  inches. 
What  weight  will  it  just  support  at  its  middle  point,  c,  on 
the  supposition  that  a  square  inch  rod  will  just  carry  16,000 
pounds,  pulling  it  asunder  1 

n,,     f         1    u  16000  X  4  X  16  X  84 

Ihe  lormula  becomes  w  := or 

9  X  42  X  42 

80010000 
w  = — Tz—^. —  =  5418  pounds.     This  is  very  near  what  was 
1.^870  ^  •' 

employed  in  Buffm's  experiment,  which  was  5312. 

Had  the  straining  force  acted  on  a  point,  d,  half  way 
between  c  and  b,  the  force  sufficient  to  break  the  beam  at  c 


vould  be  equal  to 


10000  X  4  X   10  X  84 
9  X  42  X  21 


10836  lbs. 


Had  the  beam  been  sound  red  fir,  wo  must  have  taken  f-— 
10,000  nearly,  and  m  nearly  8 ;  for  although  fir  be  less 
cohesive  than  oak  in  the  proportion  of  5  to  8  nearly,  it  is  less 
compressible,  and  its  axis  of  fracture  is  therefore  nearer  to 
the  concave  side. 

Having  considered  at  sufficient  length  the  strains  of  diffe- 
rent kinds  which  arise  froni  the  form  of  the  parts  of  a  frame 
of  carpentry,  and  the  direction  of  the  external  forces  which 
act  ou  it,  whether  considered  as  impelling  or  as  supporting 
its  different  parts,  we  must  now  proceed  to  consider  the  means 
by  which  this  form  is  to  be  secured,  and  the  connections  by 
which  those  strains  are  excited  and  communicated. 

The  joinings  practised  in  carpentry  are  almost  infinitely 
various,  and  each  has  advantages  which  make  itprcfiTable  in 
some  circumstances.  Many  varieties  are  employed  merely  to 
please  the  eye.  We  do  not  concern  ourselves  with  these, 
nor  shall  we  consider  those  which  are  only  employed  in  con- 
necting small  works,  and  can  never  appear  on  a  great  scale ; 
yet,  even  in  some  of  these,  the  skill  of  the  carpenter  may  be 
discovered  by  his  choice  ;  for,  in  all  cases,  it  is  wise  to  make 
every  part  of  his  work,  even  in  the  smallest  details,  as  strong 
as  the  materials  will  admit.  lie  will  be  particularly  attentive 
to  the  changes  which  will  necessarily  happen  by  the  .shrinking 
of  timber  as  it  dries,  and  will  consider  what  dimensions  of 
his  framings  will  be  affected  by  this,  and  what  will  not;  and 
will  then  dispose  the  pieces  which  are  less  essential  to  the 
strength  of  the  whole,  in  such  a  manner  that  their  tendency 
to  shrink  shall  be  in  the  same  direction  with  the  shrinking  of 
the  whole  framing.  If  he  do  otherwise,  the  seams  will  widen, 
and  parts  will  be  split  asunder.  He  will  dispose  his  boai'd- 
ings  in  such  a  manner  as  to  contribute  to  the  stiffness  of  the 
whole,  avoiding  at  the  same  time  the  giving  them  positions 
which  will  produce  lateral  strains  on  truss-beams  which  bear 
great  pressures;  recollecting,  that  altluiugh  a  single  board 
has  little  force,  yet  many  united  have  a  gieat  deal,  and  may 
frequently  perform  the  office  of  very  powerful  struts. 

Our  limits  confine  us  to  the  joinings  which  are  most 
essential  for  connecting  the  parts  of  a  single  piece  of  a  frame 
when  it  cannot  be  formed  of  one  beam,  either  for  want  of  the 
necessary  thickness  or  length  ;  and  the  joints  for  connecting 
the  difiercnt  sides  of  a  trussed  frame. 

Much  ingenuity  and  contrivance  has  been  bestowed  on  the 
manner  of  building  up  a  great  beam  of  many  thicknesses,  and 
many  singular  methods  are  practised,  as  great  nostrums,  by 
dillerent  artists;  but  when  we  consider  the  manner  in  which 
the  cohesion  of  the  fibres  perfiirms  its  office,  we  shall  clearly 
see  that  the  simplest  are  ecjually  effectual  with  the  most 
refined,  and  that  they  are  less  apt  to  lead  us  into  false  notions 
of  the  strength  of  the  assemblage. 

Thus,  were  it  required  to  build  up  a  beam  for  a  great  lever 
or  a  girder,  so  that  it  may  act  nearly  as  a  beam  of  the  same 
size  of  one  log  ;  it  may  citiier  be  done  by  plain  jog!xling,  as  in 
Figure  27,  a,  or  by  scarfing,  as  at  B  or  c.  If  it  is  to  act  as  a 
lever,  having  the  gudgeon  on  the  lower  side,  we  believe  that 
mo.st  artists  will  prefer  the  form  n  and  c:  at  least  this  has 
been  the  case  with  nine-tenths  of  those  to  whom  we  have  pro- 
|iosed  the  question.  The  best  informed  only  hesitated  ;  but 
the  ordinary  artists  wei'e  all  confident  in  its  superiority  :  and 
wc  found  their  views  of  the  matter  very  coincident.  They 
considered  the  upper  picci>  as  grasping  the  lower  in  rts  hooks ; 
and  several  imagined  that,  by  driving  the  one  very  tight  on 
the  other,  the  beam  wo\d<l  be  stronger  than  an  entire  lou : 
but  if  we  attend  carcfidly  to  the  intcriuil  jirocedure  in  the 
loaded  lever,  we  shall  fuul  the  upper  one  clearly  the  strongest. 
If  they  are  formed  of  equal  logs,  the  iifiper  one  is  thicker  than 
th«  other  by  the  depth  of  the  joggling  or  scarfing,  wliich  we 
suppose  to  be  the  same  in  both  ;  consequently,  if  the  cohesion 
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of  the  fibres  in  the  intervals  is  able  to  brinji  the  uppermost 
filaments  into  full  aetion,  the  fbrni  A  is  stronger  than  b,  in 
the  proportion  of  the  greater  distance  of  the  upper  filaments 
from  tlie  axis  of  (he  fracture  :  this  may  be  greater  than  the 
dille.ience  of  tlie  thickness,  if  the  wood  is  very  compressible. 
If  the  gudgeon  be  in  the  middle,  the  ellect,  both  of  the  joggles 
and  the  scai  fings.  is  considerably  diminished  ;  and  if  it  is  on  the 
upper  side,  the  scarfings  act  in  a  very  diliereut  way.  In  this 
situation,  if  the  loads  on  the  arms  are  also  applied  to  the 
upper  side,  the  joggled  beam  is  still  7nore  superior  to  the 
scarfed  one.  This  will  be  best  understood  by  resolving  it  in 
imagination  into  a  trussed  fiame.  But  when  a  gudgeon  is 
thus  put  on  that  side  of  the  lever  which  grows  convex  by  the 
strain,  it  is  usual  to  connect  it  with  the  rest  by  a  powerful 
strap,  which  embraces  the  beam,  and  causes  the  opposite  point 
to  become  the  resisting  point.  This  greatly  changes  the 
internal  actions  of  the  filaments,  and,  in  some  measure,  brings 
it  intti  the  s;iine  state  as  the  first,  with  the  gudgeon  below. 
Were  it  possible  to  have  the  gudgeon  on  the  u|iper  side,  and 
to  bring  the  whole  into  action  without  astrap.  it  would  be  the 
strongest  of  all  ;  because,  in  general,  the  resistance  to  com- 
pression is  greater  than  to  extension,  hi  every  situation  the 
joggled  b-eam  has  the  advantage;  and  it  is  the  easiest  exe- 
cuted. We  may  frequently  gain  a  considerable  accession  of 
strength  by  this  building  up  of  a  beam;  especially  if  the 
f)art  which  is  stretched  by  the  strain  be  of  oak,  and  the  other 
part  of  fir.  Fir  ■being  so  much  superior  to  oak  as  a  pillar  (if 
Musschenbroek's  experiments  nuiy  be  confided  in),  and  oak  so 
much  preferable  as  a  tie,  this  construction  seems  to  utiite  both 
advantages.  But  we  shall  see  much  better  methods  of  making 
powerful  levers,  girders,  &c.  by  trussing. 

Observe,  that  the  efficacy  of  both  methods  depends  entirely 
on  the  difficulty  of  causing  the  piece  between  the  cross  joints 
to  slide  along  the  timber  to  which  it  adheres.  Therefore,  if 
this  be  moderate,  it  is  wrong  to  make  the  notches  deep;  for 
as  soon  as  they  are  so  deep  that  their  ends  have  a  force  suffi- 
cient to  push  the  slice  along  the  line  of  jimction,  nothing  is 
gained  by  making  them  deeper  ;  and  this  requires  a  greater 
e.\penditure  of  timber. 

Scarfings  are  frequently  made  oblique,  as  in  Figure  28,  but 
we  imagine  that  this  is  a  bad  practice.  It  begins  to  yield  at 
the  point,  where  the  W'ood  \s  crippled  MtA  splintered  oil',  or  at 
least  bruised  out  a  little:  as  the  pressure  increases,  this  part, 
by  squeezing  broader,  causes  tiie  solid  parts  to  rise  a  little 
upwards,  and  gives  them  some  tendency,  not  only  to  push 
their  antagonists  along  the  base,  but  even  to  tear  them 
up  a  little.  For  similar  reasons,  we  disapprove  of  the 
favourite  practice  of  many  artists,  to  make  the  angles 
of  their  scarfings  acute,  as  in  Figure  29.  This  often  causes 
the  two  pieces  to  tear  each  other  up.  The  abutments  should 
always  be  perpendicular  to  the  directions  of  the  pressures. 
Lest  it  should  be  forgotten  in  its  proper  place,  we  may  extend 
this  injunction  also. to  the  abutinents  of  different  pieces  of  a 
frame,  and  recommend  it  to  the  artist  even  to  attend  to  the 
shrinking  of  the  timbers  by  drying.  When  two  timbers  abut 
obliquely,  the  joint  should  be  most  full  at  the  obtuse  angle  of 
the  end  ;  because,  b)'  drying,  that  angle  grows  more  obtuse, 
and  the  beam  would  then  be  in  danger  of  splintering  off  at  the 
acute  angle.' 

It  is  evident,  that  the  nicest  work  is  indispensaljly  necessary 
in  building  up  a  beam.  The  parts  must  abut  on  each  other 
completely,  and  the  smallest  play,  or  void,  takes  away  the 
whole  efficacy.  It  is  usual  to  give  the  butting  joints  a  "small 
taper  to  one  side  of  the  beam,  so  that  they  may  require 
moderate  blows  of  a  maul  to  force  them  in,  and  the  joints  may 
be  perfectly  close  when  the  external  surfaces  are  even  on  each 
side  of  the  beam.     But  we  must  uot  exceed  in  the  least 


degree ;  for  a  very  taper  wedge  has  great  force  ;  and  if  we 
have  driven  the  pieces  together  by  very  heavy  blows,  we  leave 
the  whole  in  a  state  of  violent  strain,  and  the  abutments  are 
perhaps  ready  to  splinter  off  by  a  small  addition  of  pressure. 

The  most  general  reason  for  piecing  a  beam  is  to  increase 
its  length.  This  is  frequently  necessary,  in  order  to  procure 
tie-beams  for  very  wide  roofs.  Two  pieces  must  be  scarfed 
together.  Numberless  are  the  modes  of  doing  this ;  and 
almost  every  master  carpenter  has  his  favourite  nostrum. 
Some  of  them  are  very  ingenious :  but  here,  as  in  other  cases, 
the  most  sini|ile  are  commonly  the  strongest.  We  do  not 
imagine  that  any,  the  most  ingenious,  is  equallv  strong  with 
a  tie  consisting  of  two  pieces  of  the  same  scantling  laid  over 
each  other  for  a  certain  length,  and  firmly  bolted  togetiier. 
We  acknowledge  that  this  will  appear  an  artless  and  clumsy 
tie-beam;  but  we  only  .say  that  it  will  be  stronger  than  any 
that  is  more  artificially  made  up  of  the  same  thickness  of 
timber.  This,  we  inuigine,  will  appear  sufficiently  certain. 
The  simplest  and  most  obvious  scarfing  (after  the  one  now 
mentioned)  is  that  represented  in  Figure  30,  No.  1  and  2. 
If  considered  merely  as  two  pieces  of  wood  joined,  it  is  plain 
that,  as  a  tie,  it  has  but  half  the  strength  of  an  entire  piece, 
supposing  that  the  bolts  (which  are  the  only  coimections)  are 
fast  in  their  holes.  No.  2  requires  a  bolt  in  the  middle  of 
the  scarf,  to  give  it  that  strength ;  and,  in  every  other  part,  is 
weaker  on  one  side  or  the  other. 

But  the  bolts  are  very  apt  to  bend  by  the  violent  strain, 
and  require  to  be  strengthened  by  uniting  their  ends  by  iron 
plates ;  in  which  case  it  is  no  longer  a  wooden  tie.  The  form 
of  No.  1  is  better  adapted  to  the  office  of  a  pillar  than  No.  2; 
especially  if  its  ends  be  formed  in  the  manner  shown  in  the 
elevation.  No.  3.  By  the  sally  given  to  the  ends,  the  scarf 
resists  an  effort  to  bend  it  in  that  direction.  Besides,  the  form 
of  No.  2  is  imsuitable  for  a  post ;  because  the  pieces,  by  sliding 
on  each  other  Ijy  the  pressure,  are  apt  to  splinter  off  the 
tongue  which  confines  their  extremity. 

Figures  31  and  32,  exhibit  the  most  approved  form  of  a 
scarf,  whether  for  a  tie  or  a  post.  The  key  represented  in 
the  middle  is  not  essentially  necessary  :  the  two  pieces  might 
simply  meet  square  there.  This  form,  without  a  key,  needs 
no  bolts  (although  they  strengthen  it  greatly) ;  l>ut  if  worked 
very  true  and  close,  and  with  square  abutments,  will  hold 
together,  and  will  resist  bending  in  any  direction.  But  the 
key  is  an  ingenious  and  a  very  great  improvement,  and  will 
force  the  parts  together  with  perfect  tightness.  The  same 
precaution  must  be  observed  that  we  mentioned  on  another 
occasion,  not  to  produce  a  constant  internal  strain  on  the 
parts  by  over-driving  the  key.  The  form  o{ Figure  31  is  by 
far  the  best;  because  the  triangle  of  32  is  much  easier  splin- 
tered off  by  the  strain,  or  by  the  key,  than  the  square  wood 
of  31.  It  is  tar  preferable  for  a  post,  for  the  reason  given 
when  speaking  of  Figure  30,  No.  1  and  2.  Both  may  be 
formed  with  a  sally  at  the  ends  equal  to  the  breadth  of  the 
ke}'.  In  this  shape.  Figure  31  is  vastly  well  suited  for  join- 
ing the  parts  of  the  long  corner  posts  of  spires  and  other 
wooden  towers.  Figure  31,  No.  2,  differs  from  No.  1  only 
by  having  three  keys.  The  principle  and  longitudinal 
strength  are  the  same.  The  long  scarf  of  No.  2,  tightened 
by  the  three  keys,  enables  it  to  resist  a  bending  much 
better. 

None  of  these  scarfed  tie-beams  can  have  more  than  one- 
third  of  the  strength  of  an  entire  piece,  unless  with  the 
assistance  of  iron  plates  ;  for  if  the  key  be  made  thinner 
than  one-third,  it  has  less  than  one-third  of  the  fibres  to 
pull  by. 

We  are  confident,  therefore,  that  when  the  heads  of  the 
bolts  are  connected  by  plates,  the  simple  form  of  Figure  30, 
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No.  1,  is  stronger  than  those  more  ingenious  scarfings.  It 
may  be  sireiiglhened  against  lateral  bendings  by  a  little 
tongue,  or  by  a  sally  ;  but  it  cannot  have  both. 

The  strongest  of  all  nietiiods  of  piecing  a  tie-beam  would 
be  to  set  the  parts  end  to  end,  and  grasp  them  between  other 
pieces  on  each  side,  as  in  Fujure  'S'S.  This  is  wliat  the  ship- 
carpenter  c:\\UjLihinff  a  beam  ;  and  is  a  frequent  practice  for 
occasit)nal  repairs.  M.  Perroiiet  Used  it  for  the  tie-beams,  or 
stretchers,  by  wliich  he  connected  the  opposite  feet  of  a  centre, 
whicii  was  yielding  to  its  load,  and  hud  pushed  aside  one  of 
tiie  piers  aljove  four  inciies.  Six  of  these  not  only  withstood 
a  strain  of  1,800  tons,  but,  by  wedging  behind  them,  he 
brought  the  feel  of  the  truss  2-^  inches  nearer.  The  stretchers 
were  14  inches  by  11,  of  sound  oak,  and  could  have  withstood 
three  times  that  strain.  M.  Perronet,  fearing  that  the  great 
length  of  the  bolts  emplnyed  to  connect  the  beams  of  these 
stretchers  would  expose  them  to  the  risk  of  bending,  scarfed 
the  two  side  pieces  into  the  middle  piece.  The  s&irfuig  was 
of  the  triangular  kind  [trail  de  Jupiter),  and  only  an  inch 
deep,  each  face  being  two  feet  long,  and  the  bolt  passed 
through  close  to  the  angle. 

In  piecing  the  pump  rods,  and  other  wooden  stretchers  of 
great  engines,  no  dependence  is  had  on  scarfing  ;  and  the 
engineer  coiniects  eveiything  by  iron  straps.  But  we  doubt 
the  propriety  of  this,  at  least  in  cases  where  the  bulk  of  the 
wooden  connection  is  not  inconvenient. 

These  observations  must  suffice  for  the  methods  employed 
for  connecting  the  parts  of  a  beam;  and  we  now  proceed  to 
consider  what  are  more  usually  called  the  joints  of  apiece  of 
carpentry. 

Where  the  beams  stand  square  with  each  other,  and  the 
strains  are  also  sijuare  with  the  beams,  and  in  the  plane  of 
the  frame,  the  common  mortise  and  tenon  is  the  most  perfect 
junction.  A  pin  is  geneVally  put  through  both,  in  order  to 
keep  the  pieces  united,  in  opposition  to  any  force  which  tends 
to  part  them.  Every  carpenter  knows  how  to  bore  tiie  hole 
for  this  pin,  so  that  it  shall  draw  the  tenon  tight  into  the 
mortise,  and  cause  the  shoulder  to  butt  close,  and  make  neat 
work  ;  and  he  knows  the  risk  of  tearing  out  the  bit  of  the 
tenon  beyond  the  pin,  if  he  draw  it  too  much.  We  may  just 
observe,  that  square  holes  and  pins  are  much  preferable  to 
round  ones  for  this  purpose,  bringing  more  of  the  wood  into 
action,  with  less  tendency  to  split  it.  The  ship-carpenters 
have  an  ingenious  method  of  making  long  wooden  bolts, 
which  do  not  pass  completely  through,  take  a  very  fast  hold, 
though  not  nicely  fitted  to  their  holes,  which  tliey  must  not 
be,  lest  they  should  be  crippled  in  driving.  They  call  \t  fox- 
tail wedging.  They  stick  into  the  point  of  the  bolt  a  very 
thin  wedge  of  hard  wood,  so  as  to  project  a  proper  distance  : 
when  this  reaches  the  bottom  of  the  hole  by  driving  the  bolt, 
it  splits  the  end  of  it,  and  squeezes  it  hard  to  the  side.  This 
may  be  practised  with  advantage  in  carpentry.  If  the  ends 
of  the  mortise  arc  widened  inw-ards,  and  a  thin  wedge  be  put 
into  the  head  of  the  tenon,  it  will  have  the  same  effect,  and 
make  the  joint  equal  to  a  dovetail.  But  this  risks  the  split- 
ting of  the  piece  beyond  the  shoulder  of  the  tenon,  which 
would  be  unsightly.  This  may  be  avoided  as  follows  : — Let 
the  tenon,  t,  Figure  3 1,  have  two  very  thin  wedges,  a  and  c, 
stuck  in  near  its  angles,  projecting  equally  :  at  a  very  small 
distance  within  these,  put  in  two  shorter  wedges,  b,  d,  and 
more  within  these,  if  necessary.  In  driving  this  tenon,  the 
wedges  a  and  c  will  take  first,  and  split  ofFa  thin  slice,  which 
will  easily  bend  without  breaking.  The  wedges  b,  d,  will 
act  p.ext,  and  hiive  a  similar  efl'ect,  and  the  others  in  suc- 
cession. The  thickness  of  all  the  wedges  taken  together 
must  be  equal  to  the  enlargement  of  the  mortise  toward  the 
bottom. 


The  mortise  in  a  girder  for  receiving  the  tenon  of  a 
binding  joist  of  a  floor  should  be  as  near  the  upper  side  as 
possible,  because  the  girder  becomes  concave  on  that  side  by 
the  strain.  But  as  this  exposes  the  tenon  of  the  binding- 
joist  to  the  risk  of  being  torn  off,  we  are  obliged  to  mortise 
farther  down.  The  form  (Figure  35)  generally  given  to  this 
joint  is  extremely  judicious.  The  sloping  part  a  b,  gives  a 
very  firm  support  to  the  additional  bearing  r  d,  without  much 
weakening  of  the  girder.  This  form  should  be  copied  in 
every  case  where  the  strain  has  a  similar  direction. 

The  joint  that  most  of  all  demands  the  careful  attention  of 
the  artist,  is  that  which  connects  the  ends  of  beams,  one  of 
which  pushes  the  other  very  oljliquely,  putting  it  into  a  state 
of  extension.  The  most  familiar  instance  of  this  is  the  foot 
of  a  rafter  pressing  on  the  tie-beam,  and  thereby  drawing  it 
away  from  the  other  wall.  AVhen  the  direction  is  very 
oblicpie  (in  which  case  the  extending  strain  is  the  greatest),  it 
is  ditlicult  to  give  the  foot  of  the  rafter  such  a  hold  of  the 
tie-beam  as  to  bring  many  of  its  fibres  into  the  proper  action. 
There  would  be  little  difficulty  if  we  cnuld  allow  the  end  of 
the  tie-beam  to  project  to  a  small  distance  beyond  the  foot  of 
the  rafter  ;  but,  indeed,  the  dimensions  which  are  given  to 
tie-beams,  for  other  reasons,  are  always  sufficient  to  give 
enough  of  abutment  when  judiciously  employed.  Unfortu- 
nately, this  joint  is  much  exposed  to  failure  by  the  effects  of 
the  weather.  It  is  much  exposed,  and  frequently  perishes  by 
rot,  or  becomes  so  soft  and  triable,  that  a  very  small  force  is 
sufficient,  either  for  pulling  the  filaments  out  of  the  tie-beam, 
or  for  crushing  them  together.  We  are  therefore  obliged  to 
secure  it  with  particular  attention,  and  to  avail  ourselves  of 
every  circumstance  of  construction. 

One  is  naturally  disposed  to  give  the  rafter  a  deep  hold  by 
a  long  tenon  ;  but  it  has  been  frequently  observed,  in  old 
roofs,  that  such  tenons  break  ofi".  Frequently  they  are 
observed  to  tear  up  the  wood  that  is  above  them,  and  push 
their  way  through  the  end  of  the  tie-beam.  This,  in  all  pro- 
bability, arises  from  the  first  sagging  of  ihe  roof  by  the  com- 
pression of  the  rafters  and  of  the  head  of  the  king-post.  The 
head  of  the  rafter  descends;  the  angle,  with  the  tie-beam,  is 
diminished  by  the  rafter  revolving  round  its  step  in  the  tie- 
beam.  By  this  motion  the  heel,  or  inner  angle  of  the  ratter, 
becomes  a  fulcrum  to  a  very  long  and  powerful  lever  much 
loaded.  The  tenon  is  the  other  arm,  very  short,  and  being 
still  fresh,  it  is  therefore  very  powerful.  It  therefore  forces 
up  the  wood  that  is  above  it,  tearing  it  out  from  between  the 
cheeks  of  the  mortise,  and  then  pushes  it  along.  Carpenters 
have  therefore  given  up  long  tenons,  and  give  to  the  toe  of 
the  tenon  a  shajje  which  abuts  firmly,  in  the  direction  of  the 
thrust,  on  the  solid  bottom  of  the  mortise,  which  is  well  sup- 
ported on  the  under  side  by  the  wall-plate.  This  form  has 
the  farther  advantage  of  having  no  tendency  to  tear  up  the 
end  of  the  mortise ;  and  is  represented  in  Figure  36.  The 
tenon  has  a  small  portion,  a  b,  cut  perpendicular  to  the  sur- 
face of  the  tie-beam,  and  the  rest,  b  c,  is  perpendicular  to  the 
rafter. 

But  if  the  tenon  be  not  sufficiently  strong  (and  it  is  r.ot  so 
strong  as  the  ratter,  which  is  thought  not  to  be  stronger  than 
is  necessary),  it  will  be  crushed,  and  then  the  rafter  will  slide 
out  along  the  surface  of  the  beam.  It  is  tlierefoj-e  necessary 
to  call  in  the  assistance  of  the  whole  rafter.  It  is  in  this  dis- 
tribution of  the  strain  among  the  various  abutting  parts,  that 
the  varieties  of  joints  and  their  merits  chiefly  consist.  It 
would  be  endless  to  describe  every  nostrum,  and  we  shall  only 
mention  a  few  that  are  most  generally  approved  of. 

The  aim,  in  Figure  37,  is  to  make  the  abutments  exactly 
perpendicular  to  the  thrusts.  It  does  this  very  precisely  ;  and 
the  share  which  the  tenon  and  the  shoulder  have  of  the  whole 
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may  be  what  we  please,  by  the  portion  of  the  beam  that  we 
notch  down.  If  the  wall  plate  lie  duly  before  the  heel  of  the 
rafter,  there  is  no  risk  of  straining  the  tie  across,  or  breaking 
it,  beo;iuse  the  thrust  is  made  direct  to  that  point  where  the 
beam  is  supported.  The  action  is  the  same  as  against  the 
joggle  on  the  head  or  foot  of  a  king-post.  We  have  no 
doubt  but  that  this  is  a  very  effectual  joint.  It  is  not,  how- 
ever, much  practised.  It  is  said  that  the  sloping  seam  at  the 
shoulder  lodges  water ;  but  the  great  reason  seems  to  be  a 
sicret  notion  that  it  weakens  the  tie-beam.  If  we  consider 
tile  direction  in  which  it  acts  as  a  tie,  we  must  acknowledge 
tliat  this  form  takes  the  best  method  for  bringing  the  whole  of 
it  into  action. 

Figure  38  e.xhibits  a  form  that  is  more  genei-al,  but 
certainly  worse.  The  part  of  the  thrust  that  is  not  borne 
by  the  tenon  acts  obliquely  on  the  joint  of  the  shoulder,  and 
gives  the  whole  a  tendency  to  rise  up  and  slide  outward. 

The  shoulder  joint  is  sometimes  formed  like  the  dotted  line, 
ab  c  d  e  f  g,  of  Figure  38.  This  is  much  more  agreeable  to 
the  true  principle,  and  would  be  a  very  perfect  method,  were 
it  not  that  the  intervals,  b  d  and  df,  are  so  short  that  the 
little  wooden  triangles,  bed,  def,  will  be  easily  pushed  off 
their  bases,  h  d,  df. 

Fi(jure  39  seems  to  have  the  most  general  approbation.  It 
is  the  joint  recommended  by  Price,  (p.  7),  and  copied  into  all 
booksofcarpentry,  as  the  true  joint  fur  a  rafter  foot.  The  visible 
shoulder-joint  is  flush  with  the  upper  surface  of  the  tie-beam. 
The  angle  of  the  tenon  at  the  tie  nearly  bisects  the  obtuse 
angle  formed  by  the  rafter  and  the  beam,  and  is  therefore 
somewhat  oblique  to  the  thrust.  The  inner  shoulder,  a  c, 
is  nearly  perpendicular  to  b  d.  The  lower  angle  of  the  tenon 
is  cut  off  horizontally,  as  at  e  d. 

Figure  40  is  a  section  of  the  beam  and  rafler  foot,  showing 
the  diflerent  shoulders. 

We  do  not  perceive  the  peculiar  merit  of  this  joint.  The 
effect  of  the  three  oblique  abutments  a  b,  ac,ed,  is  undoubt- 
edly to  make  the  whole  bear  on  the  outer  end  of  the  mortise, 
and  there  is  no  other  part  of  the  tie-beam  that  makes  imme- 
diate resistance.  Its  only  advantage  over  a  tenon  extending 
in  the  direction  of  the  thrust,  is,  that  it  will  not  tear  up  the 
wood  above  it.  Had  the  inner  shoulder  had  the  form  e  c  i, 
having  its  face,  i  c,  perpendicular,  it  certainly  would  have 
acted  more  powerfully  in  stretching  many  filaments  of  the 
tie-beam,  and  would  have  had  much  less  tendency  to  force 
out  the  end  of  the  mortise.  The  little  bit,  c  i,  would  have 
prevented  the  sliding  upwards  along  e  c.  At  any  rate,  the 
joint,  a  b,  being  flush  with  the  beam,  prevents  any  sensible 
abutment  on  the  shoulder,  a  c. 

Figure  39,  No  2.  is  a  simpler,  and  in  our  opinion  a  prefer- 
able, joint.  We  observe  it  practised  by  the  most  eminent 
carpenters,  for  all  oblique  thrusts  ;  but  it  surely  employs  less 
of  the  cohesion  of  the  tie-beam  than  might  be  used  without 
weakening  it,  at  least  when  it  is  supported  on  the  other  side 
by  the  wall-plate.     . 

Figure  39,  No.  3,  is  also  much  practised  by  the  first 
carpenters. 

Figure  41  is  proposed  by  Mr.  Nicholson,  as  preferable 
to  Figure  39,  No.  3,  because  the  abutment  of  the  inner 
part  is  better  supported.  This  is  certainly  the  case;  but  it 
supposes  the  whole  rather  to  go  to  the  bottom  of  the  socket, 
and  the  beam  to  be  thicker  than  the  rafter.  Some  may  think 
that  this  will  weaken  the  beam  too  much,  when  it  is  no 
broader  than  the  rafter  is  thick  :  in  which  case  they  think 
that  it  requires  a  deeper  socket  than  Nicholson  has  given  it. 
Perhaps  the  advantages  of  Nicholson's  oonstruction  may  be 
had  by  a  joint  like  Figure  41,  No.  2. 

Whatever  be  the  form  of  these  butting  joints,  great  care 


should  be  taken  that  all  parts  bear  alike,  and  the  artist  will 
attend  to  tiie  magnitude  of  the  different  surfaces.  In  the 
general  compression,  the  greater  surfaces  will  be  less  com- 
pressed, and  the  smaller  will  therefore  change  most.  When 
all  has  settled,  every  part  should  be  equally  close.  Because 
great  logs  are  moved  with  difficulty,  it  is  very  troublesome 
to  try  the  joint  frequently,  to  see  how  the  parts  fit ;  therefore 
we  must  expect  less  accuracy  in  the  interior  parts.  This 
should  make  us  prefer  those  joints  whose  efficacy  depends 
chiefly  on  the  visible  joint. 

It  appears  ftom  all  that  we  have  said  on  this  subject,  that 
a  very  small  part  of  the  cohesion  of  the  tie-beams  is  sufficient 
for  withstanding  the  horizontal  thrust  of  a  roof,  even  though 
very  low  pitched.  If  therefore  no  other  use  be  made  of  the 
tie-beam,  one  much  slenderer  may  be  used,  and  blocks  may 
be  firmly  fixed  to  the  ends,  on  which  the  rafters  might  abut, 
as  they  do  on  the  joggles  on  the  head  and  foot  of  a  king-post. 
Although  a  tie-beam  has  commonly  floors  or  ceilings  to  carry, 
and  sometimes  the  workshops  and  store-rooms  of  a  theatre, 
and  therefore  requires  a  great  scantling,  yet  there  frequently 
occur  in  machines  and  engines  very  oblique  stretches,  which 
have  no  other  office,  and  are  generally  made  of  dimensions 
quite  inadequate  to  their  situation,  often  containing  ten  times 
the  necessary  quantity  of  timber.  It  is  therefore  of  impor- 
tance to  ascertain  the  most  perfect  manner  of  executing  such 
a  joint.  We  have  directed  the  attention  to  the  principles 
that  are  really  concerned  in  the  effect.  In  all  hazardous  cases, 
the  carpenter  calls  in  the  assistance  of  iron  straps  ;  and  they 
are  freqiiently  necessary,  even  in  roofs,  notwithstanding  this 
superabundant  strength  of  the  tie-beatiis.  But  this  is  gene- 
rally owing  to  the  liad  construction  of  the  wooden  joint,  or 
to  the  failure  of  it  by  time.  Straps  will  be  considered  in 
their  place. 

There  need  but  little  to  be  said  of  the  joints  at  a  joggle 
worked  out  of  solid  timber;  they  are  not  near  so  difficult  as 
the  last.  When  the  size  of  a  log  will  allow  the  joggle  to 
receive  the  whole  breadth  of  the  abutting  brace,  it  ought 
certainly  to  be  made  with  a  square  shoulder ;  or,  which  is 
still  better,  an  arch  of  a  circle,  having  the  other  end  of  the 
brace  for  its  centre.  Indeed,  this  in  general  will  not  sensibly 
dirter  from  a  straight  line  perpendicular  to  the  brace,  By 
this  circular  form,  the  setting  of  the  roof  makes  no  change  in 
the  abutment  ;  but  when  there  is  not  sufficient  stuff  for  this, 
we  must  avoid  bevel  joists  at  the  shoulders,  becatise  these 
always  tend  to  make  the  brace  slide  ofl'.  The  brace,  in 
Figure  42,  must  not  be  joined  as  at  a,  but  as  at  b,  or  some 
equivalent  manner. 

When  the  very  oblique  action  of  one  side  of  a  frame  of 
carpentry  does  not  extend,  but  compress  the  piece  on  which 
it  abuts,  as  in  Figure  21,  there  is  no  difficulty  in  the  joint. 
Indeed,  a  joining  is  unnecessary,  and  it  is  enough  that  the 
pieces  abut  on  each  other  ;  and  we  have  only  to  take  care 
that  the  m\itual  pressure  be  equally  borne  by  all  the  parts, 
and  that  it  do  not  produce  lateral  pressures,  which  may  cause 
one  of  the  pieces  to  slide  on  the  butting  joint.  A  very  slight 
mortise  and  tenon  is  sufficient  at  the  joggle  of  a  king-post, 
with  a  rafter  or  straining  beam.  It  is  best,  in  general,  to 
make  the  butting  plain,  bisecting  the  angle  formed  by  the 
sides,  or  else  perpendicular  to  one  of  the  pieces.  In  Figure 
42,  No.  2,  where  the  straining  beam,  a  6,  cannot  slip  away 
from  the  pressure,  the  joint  a  is  preferable  to  b,  or  indeed 
to  any  uneven  joint,  which  never  fails  to  produce  very  unequal 
pressures  on  the  different  parts,  by  which  some  are  crippled, 
others  are  splintered  off,  &c. 

When  it  is  necessary  to  employ  iron  steps  for  strengthen- 
ing a  joint,  a  considerable  attention  is  necessary,  that  we  may 
place  them  properly.    The  first  thing  to  be  determined  is  the 
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diieelioii  of  the  strain.  We  must  then  resolve  this  strain  into 
a  strain  jiarallel  lo  each  pieoe,  and  aiioiher  piTpeiidicular  to 
it.  Then  the  strap,  which  is  to  be  made  fast  to  any  of  the 
pieces,  inu^t  be  so  fixed,  that  it  shall  resist  in  the  direction 
parallel  to  the  piece.  Frequently  this  cannot  be  done;  but 
we  must  Come  as  near  to  it  as  we  can.  In  such  cases,  we 
must  suppose  that  the  assemblage  yields  a  lit  tie  to  the  pressures 
wliieh  act  on  it.  We  must  examine  what  change  of  shape  a 
small  yielding  will  produce.  We  must  now  see  how  this  will 
atlect  tlie  iron  strap,  which  we  have  already  supposed 
attached  to  the  joint  in  some  manner  that  we  thought  suitable. 
This  settling  will  peihaps  draw  the  pieces  away  from  it, 
leaving  it  loose  and  unserviceable  ;  (this  frequently  happens 
to  tile  plates  which  are  put  to  secure  the  obtuse  angies  of 
butting  timbers,  when  their  bolts  are  at  some  distance  from 
the  angles,  especially  when  these  plates  are  laid  on  the  inside 
of  the  angles)  ;  or  it  may  cause  it  to  compress  the  pieces 
harder  than  before  ;  in  which  case  it  is  answering  our 
intention.  But  it  may  be  producing  cross  strains,  which  may 
break  them  ;  or  it  may  be  crippling  them.  W^e  can  h;irdly 
give  any  general  rules  ;  he  will  see  the  nature  of  the  str.ip 
or  stirrup  by  which  the  king-post  carries  the  tie-beam.  The 
strap  that  we  ol)serve  most  generally  ill-placed  is  that  which 
coiuiects  the  foot  of  the  rafter  with  the  beam.  It  only  binds 
down  the  rafter,  but  does  not  act  against  its  horizontal  thrust. 
It  should  be  placed  farther  back  on  the  beam,  with  a  bolt 
ihiough  it,  which  will  allow  it  to  turn  round.  It  should 
embrace  the  rafter  almost  horizontally  near  the  foot,  and 
should  be  notched  square  with  the  back  of  the  rafter.  Such 
a  construction  is  represented  in  Fiyure  43.  By  moving  roinid 
the  eye-bolt  it  follows  the  rafter,  and  caimot  pinch  and 
cripple  it,  which  it  always  does  in  its  ordinary  form.  We  are 
of  opinion  that  straps  which  have  eye-bolts  in  the  very  angles, 
and  allow  all  motion  round  them,  are,  of  all,  the  most  perfect. 
A  branched  strap,  such  as  may  at  once  bind  the  king-post  and 
the  two  braces  which  butt  on  its  foot,  will  be  more  serviceable 
if  it  have  a  joint.  When  a  roof  warps,  those  branched  steps 
frequently  break  the  tenons,  by  aftijrding  a  fulcrum  in  one  of 
their  bolts.  An  attentive  and  judicious  artist  will  consider 
how  the  beams  will  act  on  such  occasions,  and  will  avoid 
giving  rise  to  these  great  strains  by  levers.  A  skilful  car- 
penter never  employs  many  straps,  considering  them  as 
auxiliaries  foreign  to  his  art,  and  subject  to  imperfections  in 
workmanship,  which  he  cannot  discern  nor  amend. — Supple- 
meiU  to  tlie  article  Carpentry  of  the  Eacydopcedla  Brilannica, 
by  Professor  Robinson. 

The  following  part  was  written  by  Mr.  Nicholson  for  the 
Edinburgh  C'yclupcedia,  and  is  here  inserted  by  permission  of 
the  editor. 

A  circular  roof  may  be  executed  with  timbers  disposed  in 
Vertical  planes,  whether  the  ribs  or  rafters  are  convex,  con- 
cave, or  straight,  without  any  tie  between  the  rafters  or  ribs, 
even  though  the  wall  were  ever  so  thin  ;  provided  that  it  be 
only  sutRcient  to  sustain  the  weight  of  the  roof  pressing 
vei  tically,  by  joining  the  wall-plate  so  as  to  form  a  complete 
ring,  and  by  strutting  the  rafters  in  one  or  more  horizontal 
courses,  without  danger  of  lateral  pressure,  or  of  the  timbers 
being  bent  by  the  weight  of  the  covering.  The  same  cannot 
be  done  with  the  roof  of  a  rectangular  building,  for  single 
parallel  rafters  would  not  only  obtain  a  concave  curvature, 
but  would  thrust  the  walls  outwards  :  hence  the  means  of 
executing  circular  roofs  with  safety  are  simple  ;  but  those  for 
straight-sided  buildings  are  comp'lex,  and  require  much  skill 
in  contriving,  according  to  the  use  that  is  to  be  made  of  the 
space  between  the  rafters,  which  may  be  found  necessarv  in 
rendering  more  lofty,  or  more  elegant  apartments,  as  in  con- 
cave, or  coved  ceilings. 


A  polygonal  roof,  with  a  great  number  of  sides,  approach- 
ing very  nearly  to  a  circle,  is  stronger  than  one  of  fewer 
sides  ;  the  less  the  number  of  sides,  the  weaker  will  the  roof 
be,  and  moie  liable'  to  get  out  of  order.  A  roof  executed 
upon  an  equilateral  and  equiangular  polygonal  plan,  is  much 
stronger  than  one  that  is  elongated.  All  circular  roofs,  for 
the  same  reason,  are  stronger  than  elliptical  ones  ;  the  pres- 
sure in  the  fitrmer  ease  being  equally  distributed  round  the 
wall  plate,  which  is  therefore  kept  in  an  equal  state  of 
tension. 

Trusses  are  strong  frames  of  carpentry,  resolved  into  two 
or  a  series  of  triangles,  so  as  to  make  the  truss  act  as  a  solid 
body,  and  thereby  support  certain  weights,  each  at  a  given 
immoveable  point,  the  truss  itself  being  .suspended  from  two 
.surh  immoveable  points.  The  trusses  of  roofs  are  constructed 
generally  of  a  triangular  forin,  aiwi  disposed  equidistantly  on 
the  wall-plates,  in  parallel  vertical  planes,  at  right  angles  to 
the  walls  ;  the  lop  of  the  opposite  w'alls  are  the  two  points  of 
suspension,  and  the  weights  supported  by  the  truss  at  the 
immoveable  points  are  horizontal  pieces  of  timber,  running 
transversely  to  the  planes  of  the  trusses  :  these  horizontal 
pieces  of  timber  support  other  equidistant  pieces  parallel  to 
the  upper  sides  of  the  trusses,  and  these  last  timbers  support 
the  covering,  or  the  covering  and  tiniber-wiMk,  to  which  the 
covering  is  lixed.  In  a  truss,  some  pieces  of  timber  are  in  a 
state  of  tension,  and  some  are  in  a  state  of  compression  ;  but 
a  piece  of  timber  which  is  neither  extended  nor  compressed, 
is  useless.  A  qnadiilateral  frame,  so  constructed  that  each 
two  adjoining  timbers,  made  moveable  round  a  point  at  their 
intersection,  may  be  put  into  an  infinite  nutnber  of  forms, 
because  the  whole  frame  will  be  revolvable  about  the  angles: 
but  if  any  one  of  the  angles  be  immoveable,  the  whole  frame 
w-ill  also  be  so.  Two  pieces  of  timber  fi)rining  an  angle,  and 
revolving  round  a  point  at  their  intersection,  may  be  made 
immoveable  by  fastening  each  end  of  a  bar  to  each  leg.  or  by 
taking  any  two  points  in  the  bar,  and  fastening  each  point  to 
each  leg.  Now,  if  a  force  be  applied  at  any  of  the  three 
angular  points,  the  frame  will  be  immoveable,  but  of  the  two 
legs  which  form  the  angle,  the  one  will  be  in  a  state  of 
tension,  and  the  other  in  a  state  of  compression,  provided  that 
the  direction  of  the  force  applied  does  not  fall  within  the 
angle  if  produced  ;  but  if  the  line  of  direction  of  the  force 
applied  fdl  within  the  angle  of  the  triangle,  then  both  legs 
are  either  in  a  state  of  tension  or  in  a  state  of  compression, 
according  as  the  force  applied  is  pulling  or  pressing  ;  if  one 
of  the  sides  of  the  triangle  be  lengthened  without  the  boun- 
dary, and  a  force  be  applied  transversely  to  the  part  so 
lengthened,  this  force  will  bend  the  side  of  the  figure  which 
is  in  the  straight  line  with  the  side  to  which  the  force  is 
applied  :  thereti>re,  suppose  again  a  quadrangle,  or  quadri- 
lateral, revolvable  about  the  angles,  and  a  bar  be  fixed  to  any 
two  sides  formingan  angle,  viz.,  a  point  in  the  bar  to  a  point 
in  one  of  the  legs,  and  another  point  in  the  bar  to  a  point  in 
the  other  leg,  and  suppose  the  two  points  not  to  be  in  two  of 
the  angles,  or  one  of  the  points  to  be  in  the  side,  at  some 
distance  from  either  end,  the  figure  will  be  divided  into  two 
parts,  one  will  always  be  a  triangle;  then,  if  it  be  supported 
at  two  of  its  angles,  and  a  force  be  applied  to  the  angle  oppo- 
site, the  angle  which  has  the  bar  fixed  to  its  legs,  so  that  the 
direction  of  the  force  thus  afiplied  does  not  tend  to  the  fi.xed 
point,  which  is  the  farther  extremity  of  the  one  leg,  where 
the  force  is  applied  to  the  angular  point  at  the  other  extre- 
mity, all  the  sides  of  this  figure  will  be  l)ent,  and  the  bar 
thus  fixed  will  occasion  transverse  strains  to  the  sides.  But 
if  the  b.ar  be  fixed  to  tw'o  opposite  angles,  and  if  the  frame  be 
held  itnmoveabic  at  one  of  the  angular  points  where  the  bar 
is  fixed,  and  also  at  one  of  the  other  angles  at  the  extremity 
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of  one  of  the  legs  of  the  said  angle,  and  a  force  in  any  direc- 
tion in  the  plane  of  the  figure  be  applied  to  the  anjjle  where 
the  frame  is  unsupported,  and  where  the  bar  is  not  (ixed,  the 
frame  will  be  by  tiiis  means  rendered  immoveable,  and  the 
force  by  this  disposition  will  not  occasion  any  transverse 
strain  t>u  the  sides  of  the  frame.  Suppose  the  frame  to  be 
pentagonal,  and  a  bar  fixed  in  like  manner  to  two  angles,  at 
the  ends  of  two  adjoining  sides,  these  two  adjoining  sides  and 
the  bar  will  form  a  triangular  compartment  in  the  figure ;  if 
the  frame  be  suspended  by  two  of  the  angles  of  the  triangle, 
the  tbree  remaining  sides  will  be  moveable  at  the  extremities 
of  the  bar,  and  at  the  remaining  angles ;  but  if  another  bar 
be  fixed  to  any  one  of  the  three  angles  of  the  triangle  at  one 
end,  to  one  of  tlie  angles  of  the  other  three  sides,  to  form 
another  triangle,  three  of  the  sides  of  the  pentagonal  frame 
will  be  made  immoveable,  and  the  two  remaining  sides  will 
be  so  likewise.  In  like  manner,  in  whatever  number  of 
sides  the  frame  consists,  by  first  forming  a  triangle  of  two  of 
the  sides,  and  fixing  a  second  bar  from  any  angle  of  the 
triangle  to  one  of  the  other  angles  of  the  figure,  at  the  remote 
ends  of  two  adjoining  sides  of  this  frame,  will  form  another 
immoveable  side,  and  give  another  imjnoveable  point  at  the 
next  angle  of  the  frame  ;  if  fiom  tliis  fixed  point,  or  any  of 
the  other  three  points,  which  are  the  angles  of  the  triangle, 
the  end  of  a  third  bar  be  fixed,  and  the  other  end  of  the  bar 
to  one  of  the  remaining  angles  of  the  frame,  so  as  to  form  a 
triangle  with  the  second  bar  and  one  of  the  adjoining  move- 
able sides  of  the  fiame,  or  a  triangle  with  one  of  the  fixed 
sides  of  the  frame  and  the  adjoining  moveable  side  ;  and  by 
proceeding  in  this  manner  successively,  until  all  the  sides  are 
fixed,  the  fi  ame  will  be  made  immoveable  ;  so  that  if  any  two 
angles  of  this  frame  be  supported,  and  a  force  or  forces  be 
applied  at  one  or  each  of  the  angles  in  the  plane  of  the 
figure,  the  w'hole  figure  will  be  immoveable. 

Frames  of  a  triangular  form,  which  have  to  resist  only  a 
single  force,  or  support  one  weight,  are  most  simply  and  best 
constructed  of  three  sides ;  the  frame  being  suspended  from 
two  angles,  and  the  force  or  weight  from  the  other.  A  trian- 
gular frame,  supporting  only  or.e  weight,  has  no  occasion  for 
any  subdivision  to  compart  the  internal  space,  provided  the 
Compressed  timber  or  timbers  were  inflexible,  so  as  to  support 
their  own  weight  without  bending,  and  the  tensile  timbers 
incapable  of  extension.  Though  a  frame  should  have  to 
support  several  weights,  the  external  figure  may  be  of  any 
form  whatever,  provided  that  the  points  from  which  the 
weights  are  hung,  and  the  two  points  from  which  the  frame 
is  suspended,  be  all  iminovcably  supported  by  comivarting  the 
figure  with  timber  divisions,  and  thereby  forming  a  succes- 
sion of  adjoining  triangles,  of  which  each  two  contiguous 
have  a  common  side;  tliat  is,  when  two  of  the  angles  of  each 
of  the  adjacent  triangles  are  coincident.  It  may  be  proper  to 
observe  here,  that  though  it  may  not  be  at  all  times  eligible 
to  divide  a  t'rame,  so  that  all  the  compartments  will  be 
triangles,  yet  the  succession  must  not  by  any  means  be  dis- 
continued by  the  intervention  of  quadrilateral  or  polygonal 
figures,  for  these  comijai  tments  may  adjoin  without  injury  to 
the  truss.  The  triangle  is  the  most  simple  of  all  rectilinear 
■figures  ;  it  is  also  easier  constructed,  and  better  adapted  to 
the  discharge  of  rain  or  moisture  in  a  roof,  than  any  other 
figure;  but,  in  its  adoption  to  large  buildings,  as  several 
weights  must  be  supported,  and  as  there  is  only  one  point 
from  which  this  weight  can  be  suspended,  it  becomes  neces- 
sary to  take  other  equidistant  points  in  the  sides,  in  order  to 
support  the  covering  equally  :  these  points  may  be  made 
stationary,  by  the  former  means  of  dividing  the  interior  space 
into  a  succession  of  triangular  compartments.  But  if  the  two 
upper  sides  of  the  frame  be  of  equal  lengths,  and  equally 


inclined  to  the  horizon,  the  opposite  points  may  be  made  to 
counteract  each  other  without  a  concatenation  of  triangles,  by 
introducing  timbers  from  point  to  point,  parallel  to  the  hori- 
zon; in  this  the  compartments  will  all  be  trapezoids,  except 
the  upper  one,  which  will  be  a  triangle.  These  beams  may 
be  supported  by  vertical  bolts  passing  transversely  through 
them  from  the  points  where  the  weights  are  supported,  and 
the  bolts  may  be  nutted  below  the  beams.  This  mode  of 
securing  the  points  of  support  depends  entirely  upon  the 
doctrine  of  equilibrium,  and  thus  a  very  little  diflerence  from, 
the  equality  of  forces  might  easily  occasion  a  change  of 
figure,  to  which  the  other  method  by  a  series  of  tiirtngles  is 
not  liable.  The  secrrriiig  of  the  poiirts  of  support  by  beams 
is  not  confined  to  triangular  fi-amcs,  bnt  may  be  applied  to 
roofs  having  two  or  several  rafters  upon  eaih  side,  so  that 
their  lengths  and  inclinations  are  cqrral,  and  their  junctions 
on  the  same  level.  The  beauty  of  every  truss  is  to  dispose 
the  timbers  in  positions  as  direct  to  each  other  as  possible: 
oblique  directions  require  timbers  of  large  scantlings,and  exert 
prodigious  thrusts  on  the  abutments,  so  as  to  compress  the 
joggle-pieces,  and  render  the  truss  in  danger  of  sagging. 
Trusses  are  variously  constnrcted,  according  to  the  width  of 
the  building,  and  contour  of  the  roof,  and  the  circumstances 
of  wallirrg  below. 

The  general  principle  of  construction  is  a  series  of 
triangles,  of  which  every  two  are  connected  by  a  common 
side. 

Let  A  B  c  D  E  F  G  (see  Plate  I.,  Centering,  Figure  1,)  be  the 
curve  of  the  arch  which  requires  a  centre.  Let  the  points 
ABC,  &c.,  be  connected,  so  as  to  form  the  eqiiilatcr-al  polygon 
A  B  c  D  E  F  0,  and  join  a  c,  c  e,  and  e  g;  the  timbers  thus 
disposed  will  form  three  triangles,  which  nray  be  looked  upon 
as  so  many  solids  revolvable  about  the  angular  points,  a,  c, 
E,  g;  sujrpose  now  these  to  be  in  eqtiilibrimir,  the  smallest 
for-ce  on  either  side  would  throw  it  down;  and  therefore, 
without  other  connecting  timbers,  it  would  be  unfit  for  the 
purpose  of  a  ceirtre. 

Let  A  B  c  D  E  F  G  (Plate  I.,  Centering,  Figvre  2,)  be  the 
curve  of  an  arch  which  requires  a  centre.  First,  from  the 
equilateral  polygon,  a  b  c  d  e  f  g,  with  the  timVrers,  a  b,  c  d, 
g  d,  &c.,  ami  fix  the  timber-s  a  c,  c  e,  e  6,  as  bef  ire,  which 
will  form  three  triangles,  moveable  round  a  c  e  g;  let  the 
timbers  b  d  and  d  f  be  fastened,  and  thus  the  whole  will  be 
immutable,  so  that  if  supported  at  the  points  a  aird  g,  and  a 
foi-ce  be  applied  at  any  other  of  the  angles,  b,  c,  d,  or  f,  the 
timbers  will  be  all  in  a  state  of  tension,  or  in  a  state  of  com- 
pression,  and  the  whole  may  be  looked  upon  as  a  solid  body. 
For  since  the  sides  and  angular  points  of  a  triangle  are  fi.\ed, 
when  the  triangle  is  supported  at  two  of  the  angles,  and  a 
force  applied  to  the  other,  let  us  suppose  the  triangle,  abc, 
to  be  supported  at  the  points  a  and  n,  and  the  point  c,  and 
the  other  two  sides,  b  c,  c  a,  will  be  fixed  ;  and  because  b  c  d 
is  a  triangle,  and  the  points  b  and  c  are  fixed,  the  point  d, 
and  consequeirtly  the  sides  c  d  and  d  b,  are  fixed.  In  like 
manner,  since  c  d  e  is  a  triairgle,  and  the  points  c  and  d 
fixed,  the  point  e  will  also  be  fixed,  and  also  the  sides  d  e 
and  E  c.  The  same  may  be  shown  in  like  manner  for  the  . 
points  F  and  g.  Suppose,  then,  two  equal  and  opposite 
f  )rces  applied  at  tTie  points  a  and  g,  in  the  plane  of  the  figure, 
the  figur-e  can  neither  be  extended  out  nor  compressed 
together.  The  pieces  a  h,  h  b,  and  g  i  i f,  are  of  no  other 
use  than  to  make  the  centre  stand  firmly  on  its  base.  This 
disposition  of  the  timbers  will  cause  them  to  occupy  the  least 
possible  space. 

If  the  timbers  are  fixed  at  the  points  A-,  I  m,  n,  o,  p.  the 
same  immutability  of  figure  may  be  demonstrated ;  for  sup- 
pose the  points  a  and  h  to  be  fixed,  the  point  k  will  also 
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be  fixeii ;  the  points  a  and  k  hcina  fixed,  the  point  b,  of  the 
triaiii^le  a  k  ii,  will  iiliewise  be  fixed.  AKaiii,  the  points  b 
and  k  bein^  fixed,  the  point  /will  also  be  fixed  :  in  the  same 
nniiiner,  all  the  reniaiuing  points,  c,  7«,  D,  «,  o,  F,  p,  a,  L,  may 
be  proved  to  be  stationary  in  respect  of  the  points  A,  ii ;  and 
the  whole  figure  being  kept  in  equilibrio  by  any  three  forces, 
acting  in  the  plane  of  the  figure  at  any  three  angles,  the 
action  of  the  forces  will  only  tend  to  compressor  extend  the 
timliers  in  the  direction  of  their  length. 

In  the  Construction  of  this  truss,  the  triangular  parts  may 
be  constructed  all  in  the  same  plane,  and  the  pieces,  b  d  and 
D  F,  may  be  halved  upon  the  pieces  c  A  and  b  g  ;  but  the 
utmost  care  must  be  taken  to  secure  the  several  pieces  con- 
curring at  each  of  the  angles,  by  bolting,  or  iron  straps,  as 
no  dependence  can  be  put  hi  any  such  joint  without  iron  ; 
but  perhaps  the  best  method  of  any  is  to  halve  the  thick- 
nesses of  the  pieces  a  c,  c  e,  e  g,  at  the  points  c  and  e,  and 
also  the  pieces  A  B,  u  c,  c  D,  D  e,  e  f,  f  o,  at  the  points  b,  d,  f  : 
then  bolting  the  ends,  A  and  c,  of  the  pieces  b  a,  b  c,  the  end 
c  and  e,  of  the  pieces  d  c  and  d  e,  and  the  ends  e  and  a  of 
the  pieces  F  E  and  F  G,  and  then  fixing  double  braces,  b  d, 
D  F ;  that  is,  (ixing  b  u  upon  one  side  of  the  truss,  and 
another  upon  the  other  side  of  the  truss,  opposite  to  it ;  also 
fixing  D  F  upon  one  side,  ami  another  opposite  to  it. 

Fiijure  C,  of  the  same  plate,  represents  the  manner  of  con- 
structing a  centre  according  to  the  principles  of  Perronet,  the 
celebrated  French  engineer;  but  the  disposition  of  the 
timbers,  f  )rming  only  a  series  of  quadrilaterals,  gives  nothing 
but  immutability  of  figure;  and  can,  therefore,  only  derive 
its  stilliiess  from  the  resistance  of  the  joints. 

Having  thus  given  a  general  account  of  the  principles  of 
centering,  as  connected  with  the  article  Carpentry,  we  must 
refer  otir  retiders  to  the  article  Stone  Bridge  for  its  appli- 
cation, and  other  practical  remarks  in  the  construction. 

MECIIAMICAL  POWERS,  such  machines  as  are  used 
for  raising  greater  weights,  or  overcoming  greater  resis- 
tances, than  could  be  ettected  by  the  natural  strength  without 
them  ;  the  power  or  strength  being  applied  to  one  part  of  the 
machine,  and  another  part  of  the  machine  applied  to  the 
weight  or  resistance.  In  treating  of  each  of  which,  two 
principal  problems  ought  to  be  resolved. 

The  first  is,  to  determine  the  proportion  which  the  power 
and  weight  ought  to  have  to  each  other,  that  they  may  just 
sustain  one  another,  or  be  in  equilibrio. 

The  second  is,  to  determine  what  ought  to  be  the  propor- 
tion of  the  power  and  weight  to  each  other  in  a  given 
maoliine,  that  it  may  produce  the  greatest  elfect  possible,  in 
a  given  time. 

As  to  the  first  problem,  this  general  rule  holds  in  all 
powers  :  suppose  the  engine  to  move,  and  reduce  the  velocities 
of  the  power  and  weight  to  the  respective  directions  in  which 
they  act;  find  the  proportions  of  these  velocities;  tiien,  if 
the  power  be  to  the  weight  as  the  velocity  of  the  weight  is  to 
the  velocity  of  the  power, — or,  which  amounts  to  the  same 
thing,  if  the  power  multiplied  by  its  velocity,  gives  the  same 
product  as  the  weight  multiplied  by  its  velocity, — this  is  the 
case  wherein  the  power  and  weight  sustain  each  other,  and 
are  in  equilibrio;  so  that  in  this  case  the  one  would  not  pre- 
vail over  the  other,  if  the  engine  were  at  rest ;  and  if  in 
motion,  it  would  continue  to  proceed  uniformly,  were  it  not 
for  the  friction  of  its  parts,  and  other  resi-stances. 

The  second  general  problem  in  mechanics  is,  to  determine 
the  proportion  which  the  power  and  weight  ought  to  bear  to 
each  other,  that  when  the  power  prevails,  and  the  machine  is 
iu  motion,  the  greatest  effect  possible  may  be  produced  by  it 
in  a  given  time.  It  is  manifest,  that  this  is  an  inquiry  of  the 
greatest  importance,  though  few  have  treated  of  it.     When 


the  power  is  only  a  little  greater  th.nn  that  which  is  sufficient 
to  sustain  the  weight,  the  motion  is  too  slow  ;  and  thouj;h  a 
greater  weight  is  raised  in  this  case,  it  is  not  sufficient  to 
compensate  the  loss  of  time.  When  the  weight  is  much  less 
than  that  which  the  power  is  able  to  sustain,  it  is  raised  in 
less  time  ;  and  this  may  happen  not  to  be  sufficient  to  com- 
pensate the  loss  arising  from  the  smallncss  of  the  load.  It 
ought,  therefore,  to  be  determined  when  the  product  of  the 
weight,  multiplied  by  its  velocity,  is  the  greatest  possible; 
for  this  product  measures  the  effect  of  the  engine  in  a  given 
time,  which  is  always  the  greater  in  proportion  as  the  weight 
which  is  raised  is  greater,  and  as  the  velocity  with  which  it 
is  raised  is  greater. 

The  simple  machines  Ijy  which  power  is  gained  are  six 
in  numljcr,  viz.,  the  lever,  the  wheel  and  axle,  or  axis  in 
2)eritiochio,  the  pulley  (or  rather  system  of  pulleys),  the 
inclined  plane,  the  wed'/e,  and  the  screw.  Of  these,  all  sorts 
of  mechanical  engines  consist;  and  in  treating  of  them,  so  as 
to  settle  their  theory,  we  must  consider  them  as  mechanically 
exact,  and  moving  without  friction.  For  the  properties  and 
applications  of  the  mechanical  powers,  see  Lbver,  Pi-ane 
(inclined),  I'ulley,  Wedge,  and  Wheel. 

MEDALLION  (from  the  French),  in  architecture,  a  cir- 
cular tablet,  on  which  arc  embossed  figures,  bustos,  or  other 
ornaments. 

MEDIAEVAL  APvCHITECTURE,  comprises  all  those 
styles  which  were  prevalent  during  what  are  commonly, 
though  unfairly,  styled  the  dark  ages,  viz.,  fnmi  the  fall  of 
the  Konian  empire  to  the  revival  of  classic  art.  It  includes 
those  styles  which  may  be  peculiarly  termed  Christian, 
amongst  which  may  be  enumerated  the  ]Jomanesi|Up,  the 
Byzantine,  and  Lombardic,  and  more  especially  the  tiothic 
style.     These  are  treated  of  under  their  distinctive  titles. 

MEDIANjE,  in  Vitruvius,  the  columns  in  the  middle  of 
the  portico,  where  the  intercolumniation  is  enlarged. 

MEMBER  (from  the  French)  any  part  of  an  edifice;  or 
any  moulding  in  a  collection. 

MENSURATION  (from  the  Latin  mensura,  measure- 
ment) that  branch  of  mathematics  which  is  employed  in 
ascertaining  the  extension,  solidities,  and  capacities  of  bodies  ; 
and  in  consequence  of  its  very  extensive  application  to  the 
various  purposes  of  life,  it  may  be  considered  as  one  of  the 
most  useful  and  important  of  all  the  mathematical  sciences  : 
in  fact,  mensuration,  or  geometry,  which  were  anciently 
nearly  synonymous  terms,  seem  to  have  been  the  root  whence 
all  the  other  exact  sciences,  with  the  exception  of  arithmetic, 
have  derived  their  origin. 

As  soon  as  men  began  to  form  themselves  into  society,  and 
direct  their  attention  towards  the  cultivation  of  the  earth,  it 
became  as  necessary  to  have  some  means  of  distinguishing 
one  persons  allotment  from  another,  both  as  to  position  and 
quantity,  as  it  did  to  emimerate  the  number  of  their  fiocks 
and  herds  ;  and  hence,  in  all  probability,  the  former  gave 
rise  to  the  science  of  mensuration,  as  the  latter  did  to  that  of 
arithinetic;  and  though  we  may  easily  imagine  tliat  each  of 
them  remained  f)rages  in  a  rude  uncultivated  state,  yet  it  is 
from  this  period  that  we  must  date  their  commencement ;  and 
therefore,  to  state  the  precise  time  when  they  were  discovered, 
or  by  whom  they  were  first  introduced,  would  be  to  trace  out 
the  origin  of  society  itself:  on  this  head,  therefore,  we  shall 
barely  observe,  that  in  all  probability  they  first  arose  from 
the  humblest  efforts  of  unassisted  genius,  called  forth  by  the 
great  mother  of  invention,  necessity  ;  and  that  they  have 
since  grown  up  by  slow  and  imperceptible  degrees,  till  they 
have  at  length  acquired  the  dignity  of  the  most  perfect 
sciences;  as  the  acorn  which  is  first  accidentally  sown  iu  a 
field,  is  in  due  course  of  time  converted  into  the  majestic  oak 
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But  notwithstanding  we  cannot  attribute  the  invention  of 
the  science  of  niensutviUon  toanv  particular  person  or  nation, 
yet  we  may  discover  it  in  an  infant  state,  rising,  as  it  were, 
into  a  scientific  form,  amongst  the  ancient  Egyptians;  and 
hence  the  honour  of  the  discovery  has  frequently  been  given 
to  this  people,  and  to  the  circumstance  of  liie  oveiflowing  of 
the  Nile,  wiiich  taiics  place  about  the  middle  of  June,  and 
ends  in  September.  It  is,  however,  to  the  Greeks  that  we 
must  consider  ourselves  indebted  for  having  first  embodied 
the  leading  principles  of  this  art  into  a  regular  system. 
Euclid's  Elements  of  Geomelnj  were  probably  first  wholly 
directed  to  this  subject;  and  many  of  those  beautiful  and 
elegant  geometrical  pnipcrties,  which  are  so  much  and  so 
justly  admired,  it  is  not  unlikely,  arose  out  of  simple  investi- 
gations directed  solely  to  the  theory  and  practical  application 
of  mensuration.  These  collateral  properties,  when  once  dis- 
covered, soon  gave  rise  to  others  of  a  similar  kind  ;  and  thus 
geometry,  which  was  first  instituted  for  a  particular  and 
limited  purpose,  became  itself  an  independent  and  important 
science,  which  has  periiaps  done  more  towards  harmonizing 
and  expanding  the  human  faculties,  than  all  the  other  sciences 
united. 

But  notwithstanding  the  perfection  which  Euclid  attained 
in  geometry,  the  theory  of  mensuration  was  not  in  his  time 
advanced  beyond  what  related  to  right-lined  figures;  and 
this,  so  far  as  regards  surfaces,  might  all  be  reduced  to  that 
of  measuring  a  triangle;  fur  as  all  right-lined  figures  may  be 
reduced  to  a  number  of  trilaterals,  it  was  only  necessary  to 
know  how  to  measure  these,  in  order  to  find  the  surface  of 
any  other  figure  whatever  bounded  only  by  right  lines.  The 
nieusuraiion  of  solid  bodies,  however,  was  of  a  more  varied 
and  complex  natuie,  and  gave  this  celebiated geometrician  a 
greater  scope  for  the  exercise  of  his  superior  talents,  and,  still 
confining  himself  to  bodies  bounded  by  the  right-lined  plane 
superficies,  he  was  able  to  perform  all  that  can  be  done  even 
at  this  day.  With  i-egard  to  curvilinear  figures,  he  attempted 
only  the  eircle  and  the  sphere,  and  if  he  did  not  succeed  in 
those,  he  f  died  only  where  there  was  no  possibility  of  success  ; 
but  the  ratio  that  such  surfaces  and  solids  have  to  each  other 
he  accurately  determined. 

After  Euclid,  Archimedes  took  up  the  theory  of  mensura- 
tion, and  carried  it  to  a  much  greater  extent.  He  first 
found  the  area  of  a  curvilinear  space,  unless,  indeed,  we 
except  the  luimles  of  Hippocrates,  which  required  no  other 
aid  than  that  of  the  geometrical  elements.  Archimedes  found 
the  area  of  the  parabola  to  be  two-thirds  of  its  circumscribing 
rectangle,  which,  with  the  exception  above  stated,  was  the 
first  instance  of  the  quadrature  of  a  curvilinear  space.  The 
conic  sections  were  at  this  time  but  lately  introduced  into 
geometry,  and  they  did  not  fail  to  attract  the  particular 
attention  of  this  celebrated  mathematician,  who  discovered 
many  of  their  very  curious  properties  and  analogies.  He 
likewise  determined  the  ratio  of  spheres,  spheroids,  and 
conoids,  to  their  circumscribing  cylinders,  and  has  left  us  his 
attempt  at  the  quadrature  of  the  circle.  He  demonstrated 
that  the  area  of  a  circle  is  equal  to  the  area  of  a  riaht-angled 
triangle,  of  which  one  of  its  sides  about  the  right  angle  is 
equal  to  the  radius,  and  the  other  equal  to  the  circumference, 
and  thus  reduced  the  quadrature  of  the  circle  to  that  of 
determining  the  ratio  of  the  circumference  to  the  diameter,  a 
problem  which  has  engaged  the  particular  attention  of  the 
most  celebrated  mathematicians  of  all  ages,  but  which  remains 
at  present,  and  in  all  probability  ever  will  remain,  the  desi- 
deratum of  geometricians,  and,  at  the  same  lime,  a  convincing 
and  humiliating  proof  of  the  limited  powers  of  the  human 
mind. 

But,  notwithstanding  Archimedes   failed   in    establishing 
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the  real  quadrature  of  the  circle,  it  is  to  him  we  are 
indebted  for  the  first  approximation  towards  it.  He  fom.d 
the  ratio  between  the  diameter  of  a  circle,  and  the  periphery 
of  a  circumscribed  polygon  of  96  sides,  to  be  less  than  7  to 
22,  or  less  than  1  to  3i§  ;  but  the  ratio  between  the  diameter, 
and  periphery  of  an  inscribed  polygon  of  the  same  number  of 
sides,  he  found  to  be  greater  than  1  to  .312  ;  whence  a  /or/Zori, 
the  diameter  of  a  circle  is  to  its  circumference  in  a  less  ratio  than 
1  to  Si  or  less  than  7  to  22.  Having  thus  established  this  ap- 
proximate ratio  between  the  circumference  and  diameter,  that 
of  the  area  of  the  circle  to  its  circmnscribed  square,  is  found  to 
be  nearly  as  1 1  to  14.  Archimedes,  however,  makes  the  latter 
the  leading  proposition.  These,  it  is  true,  are  but  rude 
approximations,  compared  with  those  that  have  been  since 
discovered  ;  but,  considering  the  state  of  science  at  this 
period,  particularly  of  arithmetic,  we  cannot  but  admire  the 
genius  and  perseverance  of  the  man,  who,  notwithstanding  the 
dirticulties  that  were  opposed  to  him,  succeeded  in  deducinc 
this  result,  which  may  be  considered  as  having  led  the  way 
to  the  other  more  accurate  approximations  which  followed, 
most  of  which,  till  the  invention  of  fluxions,  were  obtained 
upon  similar  principles  to  those  employed  by  this  eminent 
geometrician.  Archimedes  also  determined  the  relation 
between  the  circle  and  ellipsis,  as  well  as  that  of  their  similar 
parts  ;  besides  which  figures,  he  has  left  us  a  treatise  on  the 
spiral,  a  description  of  which  will  be  given  under  that  article. 
See  Spiral. 

Some  advances  were  successively  made  in  geometry  and 
mensuration,  though  but  little  novelty  was  introduced  into 
the  mode  of  investigation  till  the  time  of  Cavalerius.  Till 
his  time,  the  regular  figures  circumscribed  about  the  circle, 
as  well  as  those  inscribed,  were  always  considered  as  being 
limited,  both  as  to  the  number  of  their  sides,  and  the  length 
of  each.  He  first  introduced  the  idea  of  a  circle  being  a 
polygon  of  an  infinite  number  of  sides,  each  of  which  was,  of 
course,  indefinitely  small  ;  solids  were  supposed  to  be  made 
up  of  an  indefinite  number  of  sections  indefinitely  thin,  &c. 
This  was  called  the  doctrine  of  indivisibles,  which  was  very 
general  in  its  application  to  a  variety  of  difficult  problems, 
and  by  means  of  it  many  new  and  interesting  properties  were 
discovered  :  but  it  unfortunately  wanted  that  distinguishing 
characteristic  which  places  geometry  so  pre-eminent  amongst 
the  other  exact  sciences.  In  pure  eletnentary  geometry,  we 
proceed  from  step  to  step,  with  such  order  and  logical  pre- 
cision, that  not  the  slightest  doubt  can  rest  upon  the  mind 
with  regard  to  any  result  deduced  from  those  principles  ;  but 
in  the  new  method  of  considering  the  subject,  the  greatest 
possible  care  was  necessary  in  order  to  avoid  error,  and  fre- 
quently this  was  not  sufficient  to  guard  against  erroneous 
conclusions.  But  the  facility  and  generality  whieh  it  pos- 
sessed, when  compared  with  any  other  method  then  dis- 
covered, led  many  eminent  mathematicians  to  adopt  its 
principles,  and  of  these,  Huygens,  Dr.  Wallis,  and  James 
Gregory,  were  the  most  conspicuous,  being  all  very  fortunate 
in  their  application  of  the  theory  of  indivisibles.  Huygens, 
in  particular,  must  always  be  admired  for  his  solid,  accurate, 
and  masterly  performances  in  this  branch  of  geometry.  The 
theory  of  indivisibles  was,  however,  disapproved  of  by  many 
mathematicians,  and  particularly  by  Newton,  who,  amongst 
his  numerous  and  brilliant  discoveries,  has  given  us  that  of  the 
method  of  fluxions,  the  excellency  and  generality  of  which 
immediately  superseded  that  of  indivisibles,  and  revived  some 
hopes  of  squaring  the  circle,  and  accordingly  its  quadrature 
was  again  attempted  with  the  greatest  eagerness.  The 
quadrature  of  a  space,  and  the  rectificiition  of  a  curve,  was 
now  reduced  to  that  of  finding  the  fluent  of  a  given  fluxion  ; 
but  still  the  problem  was  found  to  be  incapable  of  a  genera' 


MEN 


1G6 


M.EN 


solution  in  finite  terms.  The  fluxion  of  every  fluent  was 
found  to  be  always  assignable,  but  the  converse  proposition, 
viz.,  of  finding  the  fluent  of  a  given  fluxion,  could  only  be 
efll'Cted  in  particula-r  cases,  and  amongst  these  exceptions,  to 
the  great  disappointment  and  regret  of  geometricians,  was 
included  the  case  of  the  circle,  with  regard  to  all  the  forms 
of  fluxions  under  «  hich  it  could  be  obtained. 

At  length,  all  hopes  of  accurately  squaring  the  circle  and 
some  other  curves  being  abandoned,  mathematicians  began  to 
ap[ily  themselves  to  finding  the  most  convenient  series  for 
appro.^imating  towards  their  true  length  and  quadrature; 
and  the  theory  of  mensuration  now  began  to  make  rapid 
progress  towards  perfection.  Many  of  the  rules,  however, 
were  given  in  the  transactions  of  learned  societies,  or  in  sepa- 
rate and  detached  woiks,  till  at  length  Dr.  Hutton  formed 
them  into  a  complete  treatise,  intitled,  A  Treatise  on  Mensu- 
ration, in  which  the  several  rules  are  all  demonstrated,  and 
some  new  ones  introduced.  Mr.  Bonnycastle  also  pul)lished 
a  very  neat  work  on  this  subject,  intitled  An  Introiluctioii  to 
Mensuration.  Several  books  on  the  subject  have  been  pub- 
lished since  the  above,  which,  notwithstanding,  still  maintain 
their  high  reputation. 

Particular  rules  for  measuring  the  various  kinds  of  geome- 
trical figures  and  solids  will  be  tbund  under  their  respective 
heads  ;  but  as  a  collection  of  examples  of  the  mensuration  of 
distances  capable  of  application  to  the  purposes  of  enginery 
and  architecture  is  a  desideratum  in  science,  the  following, 
likely  to  occur  in  general  practice,  are  here  inserted. 
Mensuration  of  Lines. 

Problem  I. — Any  two  sides  of  a  right-angled  triangle  being 
given,  to  Jind  the  third. 

Case  I. — When  the  two  legs  are  given,  to  find  the  hypo- 
thenuse. 

Rule. — Add  the  squares  of  the  two  legs  together,  and  the 
square  root  of  the  sum  will  give  the  hypothenuse. 

Example  1. — In  the  right-angled  triangle,  A  D  c,  are  given 
the  base,  a  b,  equal  to  195  feet,  and  the  perpendicular,  b  c, 
=  28  feet :   what  is  the  length  of  the  hypothenuse,  AC? 
195  28 

195  28 


224 
56 


975 
17.55 
195 

B)' 
C)' 

=  38025 

=   784 

3,88,09  (197 

1 

29) 

288 
201 

784 


A  0 


387  )  2709 
2709 
Example  2.— If  the  span,  a  b,  of  a  roof,  be  24  feet,  and 
the   height,  D  c,  5  feet,  what  should  be  the  length  of  the 
rafters,  a  c  and  c  b. 

This  is  resolved  into  two  equal  and  similar  right-angled 
triangles,  as  follows: — 

24-^2  =  12,  the  half  base. 

(12'  -f  5')^   =  13,  the  answer. 

Case  II. — When  the  hypothenuse  and  one  of  the  legs  are 
given,  to  find  the  other  leg. 


Rule. — From  the  square  of  the  hypothenuse  take  that  of 
the  given  leg  ;  and  the  square  root  of  the  difference  will  be 
the  leg  required. 

Example  1. — In  the  right-angled  triangle,  a  b  c,  are  given 
the  hypothenuse  b  c,  (501,  the  perpendicular  a  c,  240; 
required  the  base. 

(601»— 240')^  =  551,  the  answer. 
Example  2. — In  a  roof,  whose  span,  a  b,  is  45  feet  0  inches, 
and  the  rafters,  a  c  or  b  c,  25  feet  5  inches  ;   required  the 
height,  D  c,  of  the  roof. 

45  ..  6  25  ..  5 

12  13 


2)  546 
Base  of  each  triangle,  273  incnes. 


Rafter,  305  inches. 


loches.      Feet 
:   136  =    11  . 


Inchea. 

.  4  the  answer. 


Then   will    (305'  — 273*)  ^ 

Example  3. — In  a  roof,  whose  rafters  are  each  26  feet, 
and  the  perpendicular  height  10  feet,  what  is  the  span  or 

distance  between  the  feet  of  the  rafters  ? 
1 
(26'—  10')  ^  =  24  feet,  half  the  span. 

Consequently,  48  feet  is  the  distance  between  the  feet  of 
the  raftcis. 

Examples  for  Practice. 

1.  Given  the  hypothenuse,  1625  yards,  and  the  perpendi- 
cular, 400  ;  required  the  base. — Answer,  1575  yards. 

2.  Wanted  to  prop  a  building  with  raking-shores  at  the 
height  of  25  feet  from  the  ground,  having  several  pieces  of 
wood  of  equal  length  which  might  be  used  for  the  purpose, 
each  30  feet  long  ;  how  far  must  the  bottom  of  the  shores  be 
placed  from  the  base  of  the  building? — Answer,  16,583. 

The  following  rule  for  the  construction  of  right-angled 
triangles,  the  sides  of  which  shall  be  commensurable  with 
each  other,  may  be  found  useful  in  the  practice  of  construct- 
ing loofs. 

Rule. — Take  any  two  square  numbers  at  pleasure;  then 
their  sum,  their  difference,  and  the  double  product  of  their 
roots,  will  give  the  sides  of  a  right-angled  triangle,  which 
shall  be  commensurable  with  each  other. 

Example   1. — Let  the  two  square  numbers   1  and  4  be 
taken  :  the  roots  of  which  are  1  and  2. 
Then  4  +  1  :=  5,  the  hypothenuse. 
4  —  1   =3,  one  of  the  legs, 
and  2X2X1=4,  the  other  leg,  equal  to  double  the  pro- 
duct of  the   roots  ;  consequently,  3,  4,  5,  are  the  numbers 
required,  and  are  the  least  numbers  by  which  a  right-angled 
triangle  can  be  constructed. 

Example  2. — Let  the  two  square  numbers  be  144  and  25. 
Then  144  -J-  25  =  169,  the  hypothenuse. 

144  —  25  =  1 19,  one  of  the  legs. 
2  X      12  X     5  =  120,  the  other  leg. 
In  this  manner  an  infinite  variety  of  ratios  may  be  found  for 
the  sides  of  right-angled  triangles. 

The  above  rule  may  be  found  in  some  books  of  arithmetic  ; 
but  having  obtained  the  three  sides,  suppose  169,  119,  120, 
the  following  progressive  table  of  ratios  may  be  constructed, 
by  adding  10  continually  to  the  fourth  column,  and  the  oppo- 
site number  of  the  vertical  arithmi^tical  progressive  column 
on  the  left  hand  to  each  horizontal  number  in  the  second 
and  third  columns,  which  will  generate  those  immediately 
below. 

Example. — To  gener.ate  the  numbers  194,  144, 130  :  Add 
25  to  169,  and  the  sum  will  be  194,  the  hypothenuse  of  the 
triangle.     In  like  maimer,  25  +  119  =  144,  one  of  the  legs ; 
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and  by  adding  10  to  120,  we  have  130,  the  other  leg.  And 
thus,  in  every  instance,  each  horizontal  number  will  be  gene- 
rated hy  adding  the  number  in  tiie  vertical  left-hand  column 
to  each  of  the  two  adjacent  numbers  in  the  second  and  third 
columns  of  the  same  horizontal  line,  and  by  adding  10  to  the 
number  expressed  in  the  fourtli. 


Gener- 
ating 
numbers. 

25 
27 
29 
31 
33 
35 
37 
39 
41 
43 
45 
47 
49 
51 
53 
55 
57 
59 
61 
63 
65 
67 
69 
71 
73 
75 
77 
79 
81 
83 


Sides  of  8  right-angled  triangle,  expressed  by  any 
tbree  of  the  liorizootal  numbers. 


169  119 

194  144 

221  171 

250  200 

281  231 

314  264 

349  299 

386  336 

425  375 

466  416 

509  459 

554  504 

601  551 

650  600 

701  651 

754  704 

809  759 

866  816 

925  875 

986  930 

1049  999 

1114  1064 

1181  1131 

1250  1200 

1321  1271 

1394  1344 

1469  1419 

1546  1496 

1625  1575 

1706  1656 


120 
130 
140 
150 
160 
170 
180 
190 
200 
210 
220 
230 
240 
250 
260 
270 
280 
290 
300 
310 
320 
330 
340 
350 
360 
370 
380 
390 
400 
410 


Ratio  of 
the  two 


1     1 

1   ' 

I  31 

1  ■" 

141 

■'si 

II  19 

■'T1I5' 
173 

1103 

9_2_3 

Ol  3  1 
.71  ti4 

Hii 

2H 

0   39 
o   32 

01 1  I 
3? 

ql9l 
0117 


Problem  II. —  To  find  the  length  of  a  cylindrical  helix. 

RnLE. — Multiply  the  circumference  of  the  base  by  the 
number  t)f  revolutions  ;  to  the  square  of  the  product  add 
the  sqiiare  of  the  height  of  the  spiral,  or  the  square  of  the 
distance  of  the  axis  from  the  beginning  to  the  end ;  and  the 
square  root  of  the  sum  will  be  the  length  of  the  spiral. 

The  form  of  the  cylindric  heli.\  is  a  right-angled  triangle, 
the  base  of  which  is  the  number  of  revolutions,  and  the 
hei<;ht  that  of  the  spiral  :  i.e.,  if  the  whole  were  unwound 
and  stretched  upon  a  plane,  the  development  would  be  a 
right-angled  triangle. 

Example  1. — Required  the  length  of  a  screw  twisting 
round  a  cylinder  22  inches  in  circumference,  3J  times,  and 
extending  along  the  axis  16  inches. 

22  16 


3^ 


06 
11 


77  base  of  the  development. 

77 


16 

96 
16 

256 


539 
539 


5929  square  of  the  base. 
250  square  of  the  altitude. 

6185  (  78.64  inches,  the  answer. 
49 


148  )  1285 
1184 


1566  )  10100 
9396 


15724  )  70400 
62896 


7504 


6i 


Example  2. — Required  the  number  of  feet  of  hand-railing 
for  a    semicircular  stair,  consisting  of  9  winders,  each 
inches  high,  the  diameter  of  the  well-hole  being  18  inches. 

Problem  III. —  Tlie  chord  and  versed  sine  of  an  arc  of  a 
circle  beiiKj  (/iven,  to  find  the  diameter. 

Rule  1. — Divide  the  sum  of  the  squares  of  the  sine  and 
the  versed  sine  by  the  versed  sine  itself,  aiid  the  quotient  is 
the  diameter. 

E.tampte  1. — Given,  the  chord,  a  b  =  48  feet,  and  the 
versed  sine,  d  e  =  18  feet ;  required  the  diameter. 

48 


—  =:  24,  the  sine,  or  half  chord. 


Then 


24'  -f  18« 
18 


=  50,  the  diameter  required. 


5929  square  of  the  base. 


\CiMlifMUd — 


This  arithmetical  operation  of  finding  the  radius  is  much 
preferable  to  the  geometrical  construction,  the  calculation 
being  so  easy,  and  performed  in  a  very  small  compass; 
whereas  the  other  mode  requires  a  floor,  or  flat  surface,  to 
describe  it  upon,  which  caimot  at  all  times  be  obtained; 
recourse  must  theiefore  be  had  to  a  temporary  floor  of  rough 
boarding,  which  requires  an  immense  time  in  the  preparation, 
and  when  done  is  not  much  to  be  depended  upon. 

Examples  for  Practice. 

A  room  is  to  be  constructed  with  a  cylindric  bow,  the  plan 
being  the  segment  of  a  circle,  whose  chord  is  18  feet,  and  the 
height  of  the  segment  6  feet;  what  length  of  a  rod  will  be 
necessary  to  describe  the  arc? 

A  bridge  is  to  be  constructed  of  a  cylindric  intrados,  the 
section  of  which  is  to  be  the  segment  of  a  circle,  to  span  100 
feet,  and  to  rise  33  feet ;  what  length  of  a  line,  or  wire,  will 
be  necessary  to  describe  the  arc  ? 

Rule  2. — As  the  versed  sine  is  to  the  half  chord,  so  is 
the  half  chord  to  a  fourth  proportional ;  add  this  fourth  pro. 
portional  to  the  versed  sine,  and  the  sum  is  the  diameter : 
thus,  take  the  dimensions  in  the  preceding  example;  we  have 

24X24    ^3^. 


18 


24 


24 


18 


then  32  -f  18  =  50,  the  diameter. 

Problem  IV. — In  the  segment  of  a  circle  are  given  the 
chord,  and  its  distance  from  the  centre  ;  to  find  the  radius  of 
the  circle. 

Rule. — Add  the  square  of  the  half  chord  to  the  square  of 
the  distance  ;  and  the  square  root  of  the  sum  will  be  the 
radius  of  the  circle. 

Example  1. — Let  the  chord,  a  b,  be  8  feet,  and  the  distance 
of  A  B  from  the  centre,  c  d,  3  feet ;  required  the  radius  of 
the  circle. 


MEN 


168 


MEN 


Here ; 


;  4  the  half  chord. 
1 


Then  (4'  +  3')*  =  5,  the  answer. 
Or  thus,  at  full  length. 

4  3 

4  3 

16  9 

9 

25  (  5,  the  answer. 

Example  2. — In  Stewart's  Ruins  of  Alhenn,  vol.  ii.  pi.  vi. 
ch.  1,  are  given,  in  a  section  of  the  columns  of  the  portico  of 
the  temple  of  Minerva  at  Athens,  tlie  distunoe  between  the 
chords  of  two  opposite  equal  and  parallel  flutes,  6  feet  1.8 
inches,  and  the  chord  of  each  flute  11.(588  inches;  required 
the  diameter  of  the  column,  which  he  has  omitted. 
6  1.8  2  )  11.688 

12 


5.844  half  chord. 


2  )  73.8  diameter  reduced  to 
inches. 


36.9 
(36.9'  +  5.844')  J 


Inches. 

:  37.36  the  radius  nearly. 


Problem  V. —  The  radius  of  a  circle  being  given,  and  the 
chord  of  a  segment  of  that  circle :  to  find  the  versed  sine  of 
the  lesser  segment. 

Rule. — Method  1. — Subtract  the  square  of  the  half  chord 
fiom  the  square  of  the  radius,  and  the  square  root  of  the 
difference  will  be  the  cosine;  subtract  the  cosine  from  the 
radius,  and  their  difference  will  be  the  versed  sine  of  the 

1. 
lesser  segment ;  that  is,  v  =  r  —  (r'  —  y'  )^' 

Example. — A  weir  is  to  be  constructed  across  a  river,  in 
the  arc  of  a  circle  of  250  feet  radius  ;  the  span  of  the  river, 
or  chord,  to  be  200  feet ;  what  is  the  versed  sine  of  the  lesser 
segment  ] 

250 (250' 100')^  =  20  87122,  the  versed  sinerequired. 

N.  B.  If  the  versed  sine  of  the  greater  segment  is  required, 
add  the  cosine  to  the  radius,  and  the  sum  will  be  the  versed 
sine. 

Method^. — When  the  chord  is  very  small,  and  the  diameter 
large. 

As  the  diameter  of  the  circle  is  to  the  hal-f  chord,  so  is  the 
half  chord  to  the  versed  sine,  nearly. 

Example  1. — Suppose  a  bridge  is  to  be  executed,  56  feet 
in  diameter,  the  breadth  or  chord  of  each  stone  on  the  face 
and  on  the  intrados  of  the  arch  being  12  inches  ;  what  is  the 
versed  sine,  or  height  of  the  arc  of  a  single  stone  % 

56 
12 

672  :  6  :  :  6 
6 


672  )  3i).000(.053  inches  nearly, 
33  60 


2  400 
2  016 


Example  2. — Supposing  the  diameter  of  the  earth  to  be 
7957  miles,  how  much  does  the  curvature  rise  in  a  chord  of 
2  miles? 

We  have  7957  :  1  :  :  1  :  .000125  of  a  mile,  which  re- 
duced gives  7.92  inches  nearly  for  the  rise  of  the  arc. 

This  would  also  be  the  distance  that  the  curvature  of  the 
earth  would  fall  from  the  tangent  in  one  mile. 

X'.  B.  The  deflection  of  the  arc  from  the  level  is  as  the 
square  of  the  distance  from  the  point  of  contact  nearly.  This 
proportion  would  give  the  same  result  as  the  method  by 
which  this  e.xample  is  wrought. 

Problem  VI. —  Given  the  distance  between  the  two  parallel 
sides  of  a  trapezoid,  and  the  breadth  of  the  lesser  end ;  to 
find  the  breadth  if  the  greater  end,  so  that  tlie  sides  may  tend 
to  a  point  at  any  given  distunce. 

Note. — The  distance  from  the  lesser  end  to  the  given  point 
is  here  termed  the  distance  of  the  point  of  convergence. 

Rile. — As  the  given  distance  is  to  the  sum  of  that 
distance,  and  the  distance  to  the  point  of  convergence  ;  so  is 
the  breadth  of  the  lesser  end  to  that  of  the  greater. 

Example  1. — Given  the  distance,  e  f,  between  the  parallel 
sides,  A  B  and  d  c,  of  a  trapezoid  a  b  c  d,  equal  to  3  feet ;  the 
breadth  of  the  lesser  end,  d  c,  2  feet ;  and  the  distance,  e  o, 
from  the  lesser  end,  d  c,  to  the  point,  g,  of  the  meeting  of 
the  inclined  sides,  a  d  and  b  c,  58  feet ;  required  the  breadth, 
A  B,  of  the  greater-end. 
58  :  58  +  3  :  :  2  :   (^^  +  3)  X  2  ^  ^^^^  ^^^  breadth 

58 
of  the  greater  end. 

Example  2. — A  stone  weir  is  to  be  constructed  across  a 
river,  in  the  form  of  the  segment  of  a  circle,  with  the  con- 
vex side  of  the  arc  towards  the  stream  ;  the  joints  of  the 
stones  being  all  to  tend  to  the  centre  :  now  the  length  of  each 
stone  in  the  direction  of  a  radial  is  4  feet,  the  radius  250 
feet,  and  the  breadth  of  the  lesser  end  of  the  stone  1  foot; 
required  the  breadth  of  the  upper  end  of  the  stones. 

Foot      In.      Sec. 

Answer,  1.016  feet,  or,  1       0       2 

This  problem  is  also  useful  in  perspective,  in  the  drawing 
of  two  lines  towards  a  vanishing  point. 

Example  3. — A  bridge  is  to  be  constructed  of  a  cylindric 
intrados,  the  section  of  which  is  the  segment  of  a  circle  of 
28  feet  radius,  the  length  of  the  archstones  are  to  be  2  feet, 
and  their  breadth  in  front  of  the  arch  and  on  the  intrados  1 
foot ;  required  the  breadth  of  the  thick  end  of  the  stone. 
28  :  28  -f  2  :  :  1  to  the  answer. 
Or, 

28  :  30  :  :  1 
1 

28)30(1.0714  the  breadth  of  the  greater  end,  as  required. 
28 


200 
196 

40 
28 


384 


120 
112 


8 

Or,  the  answer  may  be  reduced  to  the  workman's  rule  for 
taking  his  dimensions,  thus  : 


MEN 


169 


MEN 


1.0714 
12 

.8508 
8 

6.8544 
4 

3.4176 

This  gives  one  foot  and  very  nearly  seven-eighths  of  an 
inch,  the  foot  being  divided  into  twelve  equal  parts,  called 
iiic/ies,  and  each  inch  into  eight  equal  parts ;  the  workmen 
seldom  regard  anything  less  than  the  sixteenth  part  of  an 
inch. 

This  example  corresponds  to  Problem  V.  Method  2,  which 
ascertains  the  versed  sine  of  the  arc  of  the  stone  of  a  bridge, 
weir,  or  the  like,.of  a  given  radius  and  given  chord  :  it  like- 
wise ascertains  ihe  taper  that  the  stones  should  have  in  the 
direction  of  a  radius.  The  mould  of  the  section  of  the  stones 
may  therefore  be  found  by  calculation,  and  the  arc  described 
by  Problem  Lll.  of  the  article  Geometrt,  almost  within  the 
compass  of  the  section  itself,  without  having  recourse  to  the 
long  distance  of  a  centre,  which  not  only  requires  an  incon- 
venient degree  of  space,  but  occasions  great  loss  of  time  in 
the  preparation.  • 

Problem  VII. —  To  find  any  point  in  (he  arc  of  ihe  neg- 
meiit  of  a  circle  at  the  extremity  of  an  ordinate  ;  the  radius 
of  the  circle,  the  chord  of  the  arc,  and  the  distance  of  the 
ordinate  from  the  middle  of  the  chord,  being  given. 

KuLE. — Find  the  versed  sine  by  Problem  V.  subtract  it 
from  the  radius,  and  the  remainder  will  be  the  cosine ;  sub- 
tract this  cosine  from  the  square  root  of  the  difference  of  the 
squares  of  the  radius  and  of  the  distance  from  the  middle  of 
the  chord  to  the  ordinate,  and  the  difference  will  give  the 
length  of  the  ordinate. 

Jixaniple. — Suppose  the  radius,  a  d,  of  the  segment,  g  e  h, 
to  be  250  teet,  tiie  chord,  o  h,  200  feet,  and  the  distance  from 
the  middle  b,  of  the  chord  to  the  ordinate,  c  D,  50  feet ; 
required  the  ordinate,  c  d. 

The  versed  sine  i  e,  will  be  found  to  be  20.871,  by 
Problem    V.,    consequently,    250  —  20.871  =  229.129    the 

cosine  ;   therefore  (250«  —  50")^  —  229.129  —  15.820   feet, 
the  answer. 

In  the  following  examples,  the  radius  and  chord  are  the 
same  as  in  the  last ;  but  tlie  variation  is  in  the  distance  of  the 
ordinate  from  the  middle  of  the  chord. 

Examples  for  Practice,  to  be  answered. 

Let  the  distance  from  the  middle  of  the  chord  to  the 
ordinate  be  10;  required  the  ordinate. — Answer. 

Let  the  distance  from  the  middle  of  the  chord  to  the 
ordinate  be  20 ;  required  the  ordinate. — Answer. 

Let  the  distance  fiom  the  middle  of  the  chord  to  the 
ordinate  be  30  ;  required  the  ordinate. — Anstver. 

Another  rule,  without  finding  the  versed  sine,  is  as  follows  : 

First. — Find  the  cosine  of  o  e,  the  half  arc,  thus :  from 
(250)'  viz.  the  square  of  the  radius,  subtract  (100)^  viz.  the 
square  of  the  sine,  or  half  chord,  200  ;  and  the  square  root, 
229.129,  of  the  remainder  gives  a  b,  the  cosine  of  the  arc  o  e. 

Secondly. — Find  the  cosine  of  the  arc  d  e  in  the  same 
manner,  thus;  from  (250)^  viz.  the  square  of  the  radius, 
subtract  (50)»,  viz.  the  square  of  the  sine,  or  half  chord,  of 
100,  that  is,  the  distance  from  b  to  c  ;  and  the  square 
root,  244.949,  of  the  remainder  gives  a  i  the  cosine  of 
the  arc  o  e. 


rZ/H-rf/y.— Subtract  the  cosine,  a  b  =  229.129,  of  the 
greater  arc  o  e,  from  the  cosine  a  i  =  244.949  of  the 
lesser  arc,  d  e  ;  and  the  remainder,  b  i  =  15.82,  is  equal  » 
the  ordinate  c  d. 

Problem  VIII. — Given  the  chord  of  a  very  large  segment 
of  a  circle,  and  the  radius  of  the  circle  ;  to  find  any  number 
of])oints  in  the  arc,  and  thence  to  describe  it. 

Rule. — Divide  the  chord  into  any  number  of  convenient 
equal  parts  each  way  from  the  middle,  and  erect  ordinates 
upon  the  points  of  division  ;  calculate  the  length  of  each 
ordinate  by  the  last  problem  ;  find  the  versed  sine  to  a  chord 
not  less  than  the  distance  between  the  two  most  remote 
adjacent  points  in  the  ends  of  the  arc ;  describe  an  arc  to  this 
chord  and  versed  sine  by  Problem  LII.  of  the  article 
Geometry  ;  then  procure  a  board  equal  to  the  length  of  the 
chord,  and  curve  its  edge  to  the  arc;  with  the  curved  edge 
draw  an  arc  between  every  two  points  of  the  extended  are, 
and  the  entire  arc  will  be  formed. 

N.  B.  There  are  several  methods  of  describing  segments 
of  circles,  as  shown  under  the  article  Geometry  ;  but  none 
so  eligible,  upon  a  large  scale,  where  accuracy  is  requirc>d, 
as  the  above.  It  will  be  found  convenient  to  erect  the  ordi- 
nates ten  feet  apart  on  each  side  of  the  middle  of  the  chord, 
though  the  last  distance  at  each  end,  between  the  extreme 
ordinate  and  the  extreme  of  the  curve,  should  be  less  than  the 
intermediate  10  feet  distances.  Boards  in  general  do  not 
exceed  10  or  12  feet;  but  a  twelve-foot  board  will  be  suffi- 
cient for  ten-foot  distances  on  the  chord,  in  most  cases, 
even  when  the  versed  sine  rises  high  in  proportion  to 
the  chord. 

Example. — An  engineer  intending  to  construct  a  stone 
weir  over  a  river,  in  the  arc,  a  l  m,  of  a  circle  ;  the  chord,  a  m, 
of  which  being  200  feet,  and  the  radius  250  feet ;  required 
the  length  of  the  ordinates  at  10  feet  distance  from  each 
other,  and  the  versed  sine  to  a  chord  of  12  feet,  for  com- 
pleting the  arc. 

K  L,  the  versed  sine  ....  20.871     Problem  V. 

o  K,  the  first  ordinate   .     .     .  20.671     Problem  VII. 

p  I,  the  second  ditto  ....  20.07       ditto. 

Q  H,  the  third  ditto   ....  19.065     ditto. 

R  G,  the  fourth  ditto.     .     .     .   17.651     ditto. 

s  F,  the  fifth  ditto      ....   15.82       ditto. 

t  b,  the  sixth  ditto    ....   13.565     ditto. 

u  D,  the  seventh  ditto    .     .     .   10.872     ditto. 

V  c,  the  eighth  ditto  ....     7.726     ditto. 

w  B,  the  ninth  ditto  ....     4.11       ditto. 

These  ordinates  are  respectively  calculated  at  10,  20,  30, 
40,  50,  60,  70,  80,  90  feet  distance  from  the  middle  of  the 
chord  to  each  ordinate. 

It  now  remains  to  calculate  the  versed  sine  corresponding 
to  a  chord  of  12  feet  of  the  same  arc  as  that  of  the  weir  : 
This  will  be  found  by  Problem  V.  to  be  .072  of  a  foot,  or 
very  nearly  seven-eighths  of  an  inch,  being,  as  workmen  .say, 
bare  measure.  •  Curve  the  edge  of  a  twelve-foot  board  to  a 
versed  sine  of  seven-eighths  of  an  inch ;  then  lay  the  curved 
edge,  with  the  concave  side  towards  the  chord,  successively 
between  every  two  points,  a,  b  ;  b,  c  ;  c,  d,  &c.,  draw- 
ing  each  part  until  the  whole  arc  is  completed  to  the 
chord  a  m. 

iV\  B. — A  boarding  is  generally  fixed  to  a  timber  grating 
or  flaming,  supported  by  piles,  for  the  foundation  of  the 
stone-work. 

Problem  IV. — In  a  parabola  having  two  abscissas  and  an 
ordinate  to  one  of  them,  to  find  the  ordinate  of  the  other. 

Rule. — As  the  abscissa  of  the  given  ordinate  is  to  the 
abscissa  of  the  required  ordinate,  so  is  the  square  of  the 
ordinate  of  the  former  abscissa  to  the  square  of  the  ordinate 
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of  the  lattor.  TIk'Ii  the  root  of  the  fourth  term  so  found  will 
be  the  ordinate  required. 

•  Example. — In  the  parabola,  a  d  c  a,  are  given  the  base,  or 
doulile  ordinate,  a  c,  18  feet,  the  height,  or  abscissa,  b  d, 
16  feet,  and  the  abscissa,  b  k,  8  feet;  required  the 
ordinate,  e  f. 

18 

—  =  9,  the  ordinate; 

2 

and    9' =81. 

81  V  8 
16  :  8  :  :  81  :  — -- —  =  40.5  the  square  of  e  f. 

Therefore,     40.5-  =  6.364  =  b  f,  the  ordinate  required. 

In  this  mannor  any  number  of  ordinates,  and  consequently 
of  points,  may  be  found  in  the  curve,  so  as  to  construct  the 
figure.  This  method  is  the  most  appropriate  for  use  in  the 
furmatinn  of  the  curve,  when  the  abscissa  is  greater  than 
the  ordinate,  or  equal  to  it. 

Problem  V. —  To  find  any  point  in  the  curve  of  a  parabola 
by  means  of  an  abscissa  I  parallel,  or  transverse  ordinate  ;  the 
height,  or  abscissa,  the  ordinate,  and  the  distance  of  the 
transverse  ordinate  from  the  abscissa,  beiiitj  given. 

Note. — A  transverse  ordinate,  or  abscissal  parallel,  is  a 
right  line  terminated  by  the  curve  and  by  the  base  p.irallel 
to  the  abscissa,  commonly  called  a  diameter,  in  this  particular 
curve. 

Rule. — Multiply  the  difference  of  the  squares  of  the  ordi- 
nate and  of  the  distance  of  the  abscissal  parallel,  or  transverse 
ordinate,  from  the  abscissa,  by  the  height ;  divide  the  pro- 
duct by  the  square  of  the  ordinate,  and  the  quotient  will  give 
the  height  of  the  transverse  ordinate. 

Or,  thus  :  Take  any  two  numbers,  in  the  proportion  of 
the  ordinate,  or  half  base,  and  the  distance  between  the 
abscissa  and  transverse  ordinate;  call  these  numbers  respec- 
tively A  and  B  :  multiply  the  diiference  of  the  squares  of  a 
and  B  by  the  height;  divide  the  product  by  the  square  of  a; 
and  the  quotient  will  give  the  transverse  ordinate. 

Example. — In  the  parabola,  a  b  c,  are  given  the  abscissa, 
B  D,  8  feet,  the  ordinate,  a  d,  40  feet,  and  the  distance,  d  e, 
16  feet ;  to  find  the  abscissal  parallel,  or  the  transverse 
ordinate,  e  f. 


(40'  -  16')  X  8 


40' 


:=  6.72  feet,  the  answer. 


Or,  because  5  and  2  are  in  the  same  proportion  as  40  and 

(y  -  2')  X  8     „_^  ^     .  . 

—~ =  6./2  feet,  as  before. 

o 


16,  we  have 


This  method,  as  it  avoids  the  square  root,  will  not  only  be 
easier  than  the  last,  of  finding  a  point  in  the  curve  of  the 
parabola,  but  will  be  much  more  accurate  when  the  abscissa 
is  less  than  the  ordinate. 

Pkohlem  XI. —  Given  the  abscissa  and  ordinate  of  a  para- 
bola, to  find  any  number  of  equidistant  diameters,  or  abscissal 
parallels,  and  consequently  points,  in  the  curve,  at  the 
extremities. 

Take  the  simple  arithmetical  progression  of  the  numerical 
scale  1,  2,  3,  4,  5,  &c.  till  the  last  contain  as  many  units  as 
the  number  of  equal  parts  intended  to  be  contained  in  the 
ordinate.  Then  if  the  last  number  represent  the  ordinate, 
the  preceding  numbers,  1,  2,  3,  fcc,  will  represent  the  re- 
spective distances  that  each  transverse  ordinate  is  from  the 
abscissa.  Proceed  with  these  numbers  as  distances,  and 
calculate  as  in  the  last  Problein,  and  the  several  results  will 
give  the  ordinates. 

Or  thus  :  If  a  double  ordinate  be  given,  and  the  number 
of  transverse  ordinates  be  even,  or  the  equal  parts  of  the 


double  ordinate  odd,  take  the  odd  numbers  of  the  arithmetical 
progression  1,3,  5,  7,  &c.,  and  proceed  as  above  :  and  having 
found  the  transverse  ordinates,  let  the  real  base,  or  double 
ordinate,  be  divided  into  the  equal  parts  required,  and 
perpendiculars  erected  at  the  points  of  division,  and  made 
respectively  equal  to  the  results  on  each  side  of  the  abscissa, 
w  ill  give  the  transverse  ordinates,  and  consequently  as  many 
points  in  the  curve. 

This  method  applies  to  the  construction  of  a  parabola  of 
very  great  extent,  as  the  extrados  of  a  bridge,  not  for  one 
arch  only,  but  for  the  upper  line  of  a  series  of  arches.  The 
parabolic  curve  is  well  adapted  to  bridges,  as  it  gets  quicker 
towards  the  middle,  and  therefore  the  contrast  with  the  land 
is  not  so  violent  as  the  circular  arc,  which  has  the  same  cur- 
vature at  the  ends  as  in  the  middle.  The  use  of  transverse 
ordinates  in  constructing  the  curve,  is  not  only  more  expedi- 
tious in  calculation,  but  more  accurate  in  ascertaining  the 
curve  at  the  verte.v. 

Synopsis  of  the  Principal  Rules  of  Mensuration. 

Theorem  I.  Rule  1. — The  circumference,  c,  of  a  circle 
being  given,  to  find  the  diameter,  d. 

d=^-. 
3.1416 

Theorem  1 1.     Rule  2. 

d  =  ''-l. 
22 

The  Rectification  or  Development  of  Curves. 

Theorem  I.  Rule  1. — To  rectify  or  develop  the  eircuri>- 
ference  of  a  circle. 

c  =  3.1416  d. 

Theorem  II.     Rule  2. 
2-2  d 


Theorem  III.  Rule  1. — To  rectify  the  arc  of  a  circle, 
the  radius,  r,  and  the  sine,  s,  of  half  the  arc,  being  given. 

Let  z  be  the  length  of  the  arc  required,  in  all  the  follow- 
ing civses;  then 

-  1.1?      ,    S.Sq      ,    5.5q       .  ,  s' 

2  =-2  «  +  ^A  +  ^B  +  -^c,  &c.  where  q  =  y, 

and  A,  B,  c,  the  preceding  terms. 

Theorem  IV.  Rule  2. — Let  h  equal  the  chord  of  the 
half  arc,  and  c  equal  the  chord  of  the  whole  arc. 

s  =  — - — ,  by  Huygens. 
o 

Theorem  V.  Rule  3. — The  diameter,  d,  the  versed 
sine,  v,  and  the  chord,  c,  being  given  : 

4tic                    6rf  —  V        „        ,,  .. , 

s  =  c  +  ^r-; —  =  c  X  rr3 TT  =  ^  X  (dv  -  v')i  X 


I 


6d  —  51"  iid  —  5v 

6d  —  V 
6d  -5d' 

Theorem  VI.     Rule  4. — The  chord,  c,  and  the  versed 
sine,  V,  being  given  : 

_  8v'e  3  c'  -t-  10t)« 


MEN 
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Theorem  VII.      Rule  5. — The  sine,  s,  and  versed  sine, 
V,  of  half  the  arc  being  given : 

8v''s  ^^     Gs'  +  5v* 

z  =  2s  +  ■-:-^r—. — ;,  or  2  «  ■ 


6  «*  +  v" 


Gs' 


Theorem  VIII.     Rule  6.— The  diameter,  d,  the  sine,  s, 
and  versed  sine,  v,  of  half  the  arc,  being  given  : 

2ids  _         s'  +  v' 

-,  or  22  s 


llrf-Si-'  "  ■""  ll«»  +  3  «»■ 

Theorem  IX.     Rule  7. — The  radius,  r,  the  chord,  c,  and 

versed  sine,  v,  being  given : 

c  V       v' 

z  =  c+  :r-  -\ . 

6r       cr 

Theorem  X.     Rule  1. — To  rectify  the  curve  of  an  ellip- 
sis, the  major  axis,  t,  and  the  minor  a.\is,  c,  being  given  : 


2.3 


3rf 
4:4' 


3.5  (^ 
0.6 


b.l  d 

8.8  ' 


&e.,   where 


d  - 


f  —  c' 


;  and  a,  b,  c,  &c.,  are  the  preceding  terms. 

Theorem  XI.     Rule  2. 
23  <  +  21  c 
'  =  —14— 

Areas  of  Plane  Surfaces. 

In  the  following  theorems,  let  a  be  the  proposed  area. 
Theorem  1. — To  find   the  area  of  a  parallek)gram ;    the 
length,  I,  and  the  breadth,  b,  at  right  angles  to  the  length, 
being  given : 

=  lb. 
Theorem  II.     Rule  1. — To  find  the  area  of  a  triangle ; 
the  base,  6,  and  the  perpendicular  height,  h,  from  the  oppo- 
site angle,  being  given : 

bh 

Theorem  III.     Rule  2. — The  three  sides,  a,  b,  c,  being 
given,  let  s  be  the  half  sum  of  the  three  sides,  then 


A  =  {s  X  s  —  a  X  s  —  b  X  s  —  c)* 

Theorem  IV.  Rule  3. — Given,  b,  the  base,  and  s,  the 
half  sum  of  the  two  opposite  sides  : 

A  =  i  (s'  —  V  X  6'  —  d')^. 

Theorem  V. — To  find  the  area  of  a  polygon ;  the  side,  s, 
the  number,  n,  of  the  sides  of  the  polygon,  and  the  radius, 
r,  of  the  inscribed  circle,  being  given  : 


Theorem  VI.     Rule  1. — To  find  the  area  of  a  circle ;  the 
diameter,  d,  and  circumference,  c,  being  given  : 

d       c        dc 

Theorem  VII.     Rule  2.— The  diameter,  d,  being  given : 
.7854  d}. 

Theorem  VIII.     Rule  3.— The  circumference,  c,  being 
given;  ^ 

.0796  c'. 


Theorem  IX. — To  find  the  area  of  the  sector  of  a  circle, 
the  radius,  r,  and  the  arc,  a,  being  given: 

a        ra 
A  =  rX^,or-. 

Theorem  X. — To  find  the  area  of  a  fi-ustnm  sector,  or 
part  of  a  circular  ring,  contained  between  two  radii;  the 
breadth,  6,  the  exterior  arc,  e,  and  interior  arc,  a,  of  the  ring, 
being  given : 

I        o  +  e 
^  =  bx—. 

Theorem  XI.  Rule  1. — To  find  the  area  of  the  seg- 
ment of  a  circle ;  the  diameter,  d,  and  the  versed  sine,  v, 
being  given : 

D,  &C.J 

A,  B,  c,  &c.  being  the  first,  second,  third,  &c.  terms, 
Or  thus,  Rule  3. 

V  being  the  supplemental  versed  sine,  and  v  =  c?  —  v, 

i    .J. 
therefore  d  =  v  -{•  v  ;  therefore  &  =:  2  v  v    v'  X 


Or  thus.  Rule  2. 
3v  5v 


_  7.3  f      _   9.5_i»^ 
7.4  rf  "  ■"  9.6  d  °  ~  UBd 


Vi.i.s 


V                        V 
J 1 L 

1.3.5  V       3.5.7  v'^ 


5.7.9  v' 


&c\ 


Or  thus,  Rule  4. — Where  a,  b,  c,  denote  the  preceding 
terms : 

5  V 


4      i    i        V  \v  3« 

A  =  -vv    V-  +  —A  —  _,-  B  4-  — -  c  —  , , 
3  5v         7v  9v  11  V 


D,  &C. 


Theorem  XII.     Rule  5. — The  chord,  c,  and  versed  sine, 
V,  being  given : 

2cv  .    »»  12c       v^\ 

"  =  -3-  +  2-o'"'^M3-  +  2-c)°'" 


A  = 


lev         V' 
3    ^  2c 


20  c* 


still  nearer. 


Theorem  XIII.     Rule  6. — The  chord,  c,  of  the  half  arc, 
and  the  versed  sine,  v,  of  the  same,  being  given  : 

(4  c\        4  4^4-4 

c  +  -g^  I  X  YqV,ot  c  +  -d'  v^  X  r^  v,  by  Sir  Isaac 

Newton. 

Theorem  XIV.     Rule  7. — The  radius,  r,  tne  sine,  s,  and 
the  versed  sine,  v,  of  half  the  arc,  being  given : 

«'  +  «>' 
A  =  1 1  r  «  X  ,  ■    a   I    Q    »• 

11  s'  +  3  t;' 

Theorem  XV. — To  find  the  area  of  an  ellipsis;  the  major 
axis,  M,  and  the  minor,  m,  being  given : 
A  =  .7854  M  m. 
Theorem  XVI. — To  find  the  area  of  an  elliptic  segment; 
the  length,  I,  and  the  altitude,  o,  being  given ;  also  the  breadth, 
6,  of  the  segment  of  a  circle  of  the  same  altitude  and  of  ilie 
same  diameter  as  the  axis  of  the  ellipsis,  perpendiculnr 
to  b. 

I        /2ab    ,    a'\ 
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Theorem  XVII. — To  find  the  area  of  a  parabola ;  the 
base,  b,  and  the  altitude,  a,  being  given : 

2ab 

Theorem  XVIII. — To  find  the  area  of  the  sinical  curve  ; 
the  radius,  r,  and  the  versed  sine,  v,  of  the  segment,  being 
given : 

k  =:  r  V. 

Areas  of  Curved  Surfaces. 
Theorem  I. — To  find  the  area  of  a  cylindric  surface ;  the 
axis,  o,  and  the  diameter,  rf,  being  given  : 

A  =  3.1410  rfa  in  a  right  cylinder. 
Or  A  =  ^  a  in  au  oblique  cylinder,  where  ^j  is  the  peri- 
meter. 

Theorem  II. — To  find  the  curved  surface  of  a  cylindric 
d  s  —  ac 
ungula,  A  = h  ;  where  h  is  the  length  of  the  part 

that  is  cut,  and  v  the  versed  sine  of  the  segment  which  forms 
the  base,  and  d  the  diameter. 

Theorem  III. — To  find  the  area  of  the  curved  surface  of 
a  right  cone ;  the  side,  s,  and  the  circumference,  c,  of  the  cir- 
cumference, being  given  : 

s  c 

"  =  ¥• 

Theorem  IV. — To  find  the  area  of  the  segment  of  a 
square  dome. 

A  =  4  (f  +  v'),  ov  4i  d  V  ;  where  s  is  the  sine,  and  v  the 
versed  sine  of  the  circular  segment  which  forms  the  vertical 
section,  or  d  the  diameter  of  the  circle  which  forms  the 
vertical  section. 

Theorem  V. — To  find  the  area  of  a  segment  of  a  hemi- 
sphere;  given  the  radius,  s,  of  tlie  base,  the  versed  sine,  v, 
and  the  diameter,  d,  of  the  axal  section  : 

A  =  3.1416  (s'  -f  v%  or  3.1416  d  v. 

Theorem  VI. — To  find  the  area  of  the  frustum  of  the 
segment  of  a  hemisphere;  the  circumference,  c,  of  the  great 
circle,  and  the  distance,  d,  of  the  parallel  planes,  being 
given : 

A.  =  C  d. 

Theorem  VII.     Eule  1. — To  find  thesurfiicc  of  a  spheroid  ; 
given  the  axis,  a,  and  the  diameter,  rf,  of  the  great  circle : 
A  =  .5236  X  (4  a  rf  +  2  d'). 
Or,  A  -  1.047^  (2  arf+  d"). 

This  is  a  near  approximation. 

Theorem  VIII.     Rule  2. 

A  —  .8805  (2  a  (£  +  cf)  ^ ;  still  nearer  to  the  truth 

than  Eules  1  and  2. 

Theorem  IX.  Rule  1. — To  find  the  surface  of  an 
ellipsoid ;  the  length,  a,  the  breath,  6,  and  the  thickness,  c, 
being  given  : 

2  X  .5236  [ab  +  ac  +  bc). 
This  rule  is  a  near  approximation. 

Theorem  X.     Rule  2. 

a'  +  i'  +  c' 


A  —  8805  {a  b  +  a  c  +  b  c)  -) '—, — '—  ;  it  is  a  nearer 

approximation  than  Rule  1. 

Theorem  XI. — To  find   the  surface  of  a   semi-circular 
groin  ;  given  the  side  b. 

A  -  1.1416  6'. 


Solidities  of  Bodies. 
Theorem  I. — To  find  the  solidity  of  a  cube. 

s  =  «',  where  s  is  the  linear  dimension. 
Theorem  II. — To  find  the  solidity  of  a  prism. 
s  =^  a  h  ;  where  a  is  the  area  of  the  base,  and  h  the  per- 
pendicular height.     This  also  includes  cylinders. 

Theorem  III. — To  find  the  solidity  of  a  pyramid. 

X  ff,  or  —  X  /t ;  where  a  is  the  area  of 


ah  h 


h ;  where  a  and  c  are  the  opposite 


the  base,  and  h  the  perpendicular  height.  This  also 
includes  cones. 

Theorem  IV. — To  find  the  solidity  of  a  wedge,  or  pyra- 
moid ;  the  two  adjoining  edges,  a  and  4,  of  the  base,  the 
edge,  c,  in  the  same  plane  with  a,  and  the  height,  being 
given: 

2ab  +  cb  , 

S  =  ; h. 

6 

Theorem  V. — To  find  the  solidity  of  the  frustum  of  a 
pyramoid. 

ab  +  c  d  +  4  ef  J 
^=  6~ 

terminations  of  a  plane  of  one  of  the  sides ;  b  and  d  the 
opposite  terminations  of  the  plane  of  one  of  the  adjoining 
sides ;  a  and  b  being  adjoining  sides  of  the  base,  e  and  d 
those  of  the  top,  e  the  half  sum  of  a  and  c,  and/  the  half  sum 
of  b  and  d. 

Theorem  VI. — To  find  the  solidity  of  a  cuneoid. 

s  = X  .7854  X  h.     This  formula  is  the  same 

6 

as  that  of  Theorem  V.  except  the  additional  multiplier  .7854 ; 
this  solid  only  differing  in  construction  from  the  pyramoid  in 
having  elliptic  sections  instead  of  rectangular  ones. 

Theorem  VII. — To  find  the  solidity  of  the  frustum  of  a 
cuneoid. 

ab  +  cd  +  4ef 


6 


X  .7854  X   h ;  where  a  and  c  are 


the  two  axes  of  the  elliptic  base,  and  c  and  d  the  axes  of  the 
elliptic  top ;  c  being  opposite  to  a,  and  d  opposite  to  6.  This 
solid  only  differs  from  the  frustum  of  a  pyramoid  in  being 
circular. 

Theorem  VIII.- — To  find  the  solidity  of  the  segment  of  a 
cylinder. 

Rule  1. — s  =  <i^(— s — t-  'wr)  >    where   a    is   the   versed 

sine,  b  the  chord  of  the  base,  and  /  the  length  of  the  cylinder. 

/ab  +  a^       6'\ 
Rule  2.— s'  =  I  X  f 5 h  ^  )  ;    still    nearer    than 

Rule  1.  when  the  segment  is  nearly  a  semi-cylinder. 

Theorem  IX. — To  find  the  solidity  of  the  segment  of  a 

square  dome. 

4ar' 

Rule  1. — s  =  4r  x' ^ ;  where  x  is  the  height,  and  r  the 

o 

radius  of  the  circle,  of  which  the  segment  forming  the  vertical 
section  is  a  part.     See  vol.  i.  p.  284  of  this  Work. 


Rule  2.-8  = 


:'        2  a' 
H — j^  ;  where  s  is  the  side  of  the  square 


2     ■      3 

base,  and  a  the  altitude  of  the  dome 
this  Work. 


See  vol.  i.  p.  286  of 
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Theorem  X. — To  find  the  solidity  of  the  segment  of  a 
hemisphere. 

HcLE  1. — s'  =  plr  3^ —  j ;   where  p  is  equal  to  4   X 

.7854  =  3.1416;   and    x    and   r,   as    in    the    preceding 
Theorem. 


EnLE  2. — s 


.7854 


l^  ■''    3  /■ 


This  only  differs  from  Rule  2.  Theorem  IX.  in  the  base 
being  circular.  It  gives  the  contents  independent  of  the 
diameter  of  the  great  circle. 

Theorem  XI. — To  find  the  solidity  of  a  truncated  square 

dome,  independent  of  the  radius,  or  diameter,  of  the  vertical 

section. 

4  a' 
8  =  a  s' ~  ;  where  a  is  the  altitude,  and  s  the  side,  of 

o 

the  square  base. 

Theorem  XII. — To  find  the  solidity  of  the  frustum  of 
a  hemisphere. 

8  =  .7854  las*—  -5-);  being  the  same  as  in  the  last 

Theorem,  except  the  multiplier  .7854. 

Theorem  XIII. — To  find  the  solidity  of  a  hollow  trun- 
cated square  dome. 

s  z=  a  (d*  —  <P) ;  where  d  is  the  side  of  the  square  base, 
between  the  opposite  external  surfaces,  d  the  side  of  the 
square  base  between  the  opposite  internal  surfaces,  and  a 
the  altitude;  supposing  the  heel  to  be  equally  thick. 

Theokem  XIV. — To  find  the  solidity  of  a  hollow  hemi- 
spheric frustum. 

.7854  a  (d'  —  d*) ;  being  the  same  as  Theorem  XIII., 
excepting  the  multiplier  .7854. 

Theorem  XV. — To  find  the  solidity  of  a  paraboloid. 
6  =  -—  ;  where  h  is  the  height,  and  b  the  area  of  the  base. 

Theorem  XVI. — To  find  the  solidity  of  the  frustum  of 
a  paraboloid. 

B  =  — - —  h  ;  where  a  and  6  are  the  areas  of  the  two  ends. 
Theorem  XVII. — To  find  the  solidity  of  an  hyperboloid. 

8  = A  ;  where  a  and  b  are  the  areas  of  the 

6 

two  ends,  and  m  the  area  of  the  middle  section.  This 
theorem  will  also  serve  to  measure  a  sphere,  spheroid,  para- 
boloid, cone,  pyramid,  pyramoid,  or  any  segment,  or  frustum 
of  these  bodies. 

Notes  on  the  preceding  Theorems. 
Rectification  of  Curves. 
RtTLK  2,  of  Theorem  VII.  by  Huygens,  is  very  neatly 
8/t  —  c 


expressed  by  ■ 


• ;  but  the  half  chord  must  either  be 


found  geometrically,  bj' bisecting  the  chord  by  a  perpendicular, 
and  drawing  the  half  chord,  or  by  a  very  operose  arithmetical 

operation.     If  d  =  2  A  —  «,  then  will  c  +  d  -^  —  he  the 

o 

length  of  the  arc  :  this  affords  a  very  easy  geometrical  con- 
struction ;  viz.,  )/  to  the  chord  of  the  whole  arc  be  added 
the  difference  of  twice  the  chord  of  the  half  arc  and  the 
chord  of  the  whole  arc,  and  one-third  of  the  said  difference, 
the  sum  will  be  nearly  the  length  of  the  arc,  for  c  -^  d 

+  —  =  c  -f  (2  A  -  c)  -f = 


87 


3 


Rules  3,  4,  5,  6.     Theorems  VII.  VIII.  IX.  and  X.  were 

invented  by  Mr.  Nicholson.  The  cirouiiistanee  which  gavfl 
rise  to  them  was  a  stone  weir,  or  dam,  which  he  had  designed 
and  superintended  at  Denton  Ilolm  Head,  over  the  river 
Caldew,  near  Carlisle.  The  form  of  the  weir  was  that  of 
the  segment  of  a  circle,  of  which  the  chord  was  200  feet,  and 
the  versed  sine  22  feet ;  when  the  work  was  completed,  the 
contractor  for  the  mason's  work  was  very  desirous  to  have  it 
measured,  but  at  that  time,  being  early  in  the  spring  of  1810, 
the  river  was  flooded  so  high,  that  the  water  ran  two  feet 
above  the  top  of  the  weir ;  now  having  the  true  dimensions, 
as  above,  and  an  exact  section  of  the  wori:,  it  was  only 
necessary  to  find  the  length  of  the  are,  and  then  the  solid 
contents  were  easily  computed  :  but,  in  order  to  obtain  this 
end,  he  found  that  the  calculations  by  the  rule  of  Iluygens 
would  require  too  much  trouble  for  common  business,  and 
therefore,  as  well  for  present  convenience  as  for  anything 
that  might  happen  in  future  of  a  like  nature,  the  following 


formulas  were  invented : 


or  L  : 


or  L  : 


c  + 


c  + 


4  V  c 


or  L  =  c  + 


6  rf  —  5  t»'  " 

Sv'c 

3  c'  -f  2  a/" 

4t.'c 

&d  -V 

^     'erf-sy 

3  c'  -f  10  J»« 

~  "^  3  c»  +  2  t-"' 

6  s»  4-  5  w' 

6  s' 


6  4"  -f  v'' 

The  second  formula,  or  Rule  4,  is  derived  from  the  first, 
by  substituting  the  value  of  d  in  terms  of  c  and  v  ;  and 
Rule  5  is  also  derived  from  Rule  3,  by  substituting  the  value 
of  d  in  terms  of  s  and  v  ;  so  tiiat,  being  derived  from  each 
other,  they  will  all  give  the  very  same  result ;  and  to  show 
how  near  this  is  to  the  truth,  the  investigation  is  as  follows  : 

„  &d  —  V         „,,  ,,i         &  d  —  V      , 

6a  —  5v  ^  '  6a— 5  w 

tity  2  (d  V  —  v'y,  being   the   value   of  c,   in   terms   of 
d  and  v : 


but  2{dv  —  V*) 
6d  —  V 


i_ 


2dK^x(l--^ 


8d" 


&c.  ) 


and 


6  d  —  b  V 


1    ,   2  J*   ,   5  «' 


XT  «  /  ,  ,^i         6d  —  V 

Hence  2  (d  v  —  v*)^  X  tt-, =— 

'         6a  —  5  j; 


d^v^  X 


I  ,  V  f'.\  /,,2i>,5t;*\ 

(^-2T-8^'H     X     (l+S^  +  Q^'*^"-) 

11/  V  1  v'  \ 

^2.^.^x(l  +  ^  +  ^.6.c.) 

but  2  rf^  ^2  X  1  1  +  -;r-r  +  ttt^,  &c.  )  is  known  to  ex- 
\  oa         40  cr         / 

press  the  arc  of  a  circle,  whose  diameter  is  d,  and  its  versed 
sine  V ;  now  this  last  series  only  differs  from  the  former  in 

the  third  term,  in  being  less ;  the  excess  being  . 

Now,  to  show  how  far  these  rules  may  be  depended  upon 
in  practice,  Mr.  Nicholson  calculated  the  following  table. 


MEN 
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MEN 


where  the  numbers  found  answer  to  segments  of  different 
proportions.  The  results  found,  both  by  Huygens'  rule  and 
by  that  of  Nicholson,  are  compared  with  the  result  found  by 
an  inlinite  ^eries,  which  is  the  criterion ;  because,  by  such 
an  infinite  series  the  answer  may  be  found,  which  can  be 
depended  upon,  to  any  number  of  figures.  The  result  found 
by  the  series  in  the  table  is  therefore  true  to  the  last  figure, 
or  to  the  last  but  one  when  the  next  figure  would  be  above 
5.  In  this  case,  the  last  figure  of  the  decimal  is  augmented 
by  unity. 

In  the  table,  the  first  vertical  column  contains  the  chords, 
and  is  marked  c  ;  the  second  column  contains  the  versed 
sines  of  the  several  segments,  and  is  marked  v  ;  the  third 
column  contains  the  lengths  of  the  arcs,  according  to  the 
dimensions  stated  in  columns  c  and  v  in  the  same  horizontal 
row,  and  is  marked  l  ;  and  the  lust  column,  marked  r,  shows 
the  ratio,  or  number  of  times  that  the  versed  sine  is  contained 
in  the  chord.  In  each  cell  under  l  are  the  three  res\ilts ; 
the  upper  one  being  that  of  Huygens,  the  middle  one  that  of 
the  series,  and  the  lower  one  that  of  Nicholson. 


c 

V 

L 

B 

936 

155 

1002.666 
1002.959 
1002.9 

6tIj 

24 

5 

26.666 
26.687 
26.69 

4J  . 

656 

136 

631.333 
632.252 
632.5 

4tV 

8 

3 

10.666 
10.724 
10.743 

2§ 

240 

119 

370.666 
374.960 
375.24 

2i^ 

14 

7 

21.73 

21.991 

22. 

2 

From  this  table  it  appears,  that  in  low  segments  the  result 
is  nearly  the  same  by  each  rule,  but  that  Nicholson's  is 
nearer  to  the  series  than  that  of  Huygens  ;  and  it  becomes 
much  more  so  in  prciportion  as  the  segment  approaches 
towards  a  semicircle  :  thus,  in  a  semicircle,  the  length  of  the 
arc  found  hy  the  series  is  21.991  ;  the  length  found  by 
Huygens  is  21.73  ;  the  difference  .261.  Now,  the  length  of 
the  arc  found  by  Nicholson's  rule  is  22,  which  is  ultimately 
the  Archimedean  proportion,  and  the  difference  between  this 
result  and  that  found  by  the  series  is  only  .009. 

In  the  first  horizontal  row,  both  methods  agree  with  the 
series  to  four  places  of  figures  ;  in  the  second,  they  agree  in 
three  places  ;  in  the  third,  fourth,  and  fifth,  they  agree  in 
two  places  ;  and  in  the  sixth  they  agree  in  one.  In  the  first 
horizontal  column,  Nicholson's  method  agrees  in  five  places 
with  the  series ;  in  the  second,  third,  and  fourth,  with  three 
figures  of  the  series;  in  the  fifth,  with  two  figures  of  the 
series,  and  in  the  last  with  one  figure  of  the  series  ;  but  only 
differs  in  five  figures  from  the  truth  by  .009. 

The  length  of  the  arc  found  by  the  two  approximating 
rules  in  low  segments,  is  exceedingly  near  the  true  v,-\lue  ; 
but  when  the  result  is  found  by  Huygens'  rule  in  high  seg- 
ments, it  is  very  considerably  below  it,  and  cannot  well  be 
employed  in  large  dimensions. 

There  is  still  another  rule  to  be  found  in  books  of  mensu- 
ration, which  will  give  the  length  of  the  arc  to  any  exactness, 
either  by  finding  the  number  of  degrees  by  means  of  an 
instrument,  or  by  trigonometry  ;  the  former  is  not  very 
eligible  in  practice,  and  the  latter  would  require  too  much 
time  to  be  of  real  utility  amid  the  hurry  of  business. 

The  investigation  of  Rule  6,  Theorem  X.,  from  the  geo- 
metrical division  of  the  arc  of  the  circle  into  equal  parts, 
by  the  diameter  being  divided  also  into  equal  parts,  is  as 
follows  : 

Let  A  D  B  c  be  a  circle  ;  a  b  and  c  d  two  diameters,  inter- 
secting each  other  in  k  at  right  angles  ;  let  the  diameter, 
D  c,  be  produced  to  f,  so  that  the  part,  c  f,  without  the  circle 
may  be  three-quarters  of  the  radius,  e  c,  or  three-eighths  of 
the  diameter,  d  c  ;  draw  d  o  parallel  to  a  b  ;  take  any 
portion,  D  I,  of  the  arc  d  a  ;  join  r  i ;  and  produce  f  i 
to  o  : 


Let  D  c  be  denoted  by  d;  then  will  t  d  =  d  + 


3d        Ud 


8 


8     ' 


and  FK=:FD   —   KD 


11  (f_      _U  d  —  8v 


8  '  8 

Now,  the  triangles  f  k  i  and  f  d  o  are  similar ;  therefore  f  k     :     f  d 


EI     :     do; 


that  is, 


Ud  —  8v  Ud 


8 


8 


D  0  =  - — ; :  which  IS  the  value  of  the  tangent. 

11  rf  — 8  «'  ^ 


Then,  to  show  how  nearly  this  value  is  to  that  of  the  arc,  we  have  3—  = g— 


but,  =  (i.-.')i  =  rf^J(l--^-g^,&c.) 


11  rf  ' 


—  di  vi 


therefore  8  v  =  d*  r'   X 

lid 


^-2d-87-^'- 


1  - 


Sv 
Ud 


.Hi         /,    ,    Sw     ,     39 
=  ''^''   ><   (^  +  22^  +  9-68 


^.-) 


the  value  of 
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the  tangent,  which  should  be  equal  to  that  of  the  arc;  but  the 
series  expresstd  in  the  same  terms  tor  the  value  uf  the  aic,  is 

rf*  v*  X    (l  +  -TT-T  +  TK-Tr  ^'c.)    it   therefore   appears 

that  the  value  of  the  tangent  is  too  great  to  express  the  value 
of  the  arc. 

The  length  of  the  arc  may  be  ascertained  with  tolerable 
exactness    by    Theorems   XU.   and   XJII.,   which   are    thus 

'        2,  +  If  +  ^J^, 
3  s'  +  d" 


expressed  : — z  =  c  +  -^  -i ,  or 

'  OCT 


by  substituting 
formula, 


2v 


for  r,  and  2  s  for  c,  in  the  first 


This  rule  gives  the  length  of  the  arc  10.73,  when  the 


chord  is  8  and  the  versed  sine  3;  and  the  series  fjives  10.724; 
and  in  a  semicircle,  where  the  chord  is  14  and  the  versed 
sine  7,  the  length  of  the  arc  will  be  22.16;  the  [)rofiorti()n 
of  Archimedes  would  give  22.  As  this  rule  depinds  upon 
the  area  of  the  segment,  the  investigation  will  be  given  under 
that  of  Rule  7,  Theorem  XI,  of  the  areas  of  plane  figures, 
which  follows. 

Areas  op  Plane  Figures. 
Theorem  XII.  Rule  5,  is  a  very  ni-ar  approximation  to 
the  quadrature  of  the  segment  of  a  circle.  It  is  much  easier 
than  any  other  rule  yet  shown  for  ihe  same  purpose.  It  was 
invented,  and  first  published  in  the  article  AIensuration,  of 
The  principles  of  Architecture,  by  Nicholson  ;  since  that 
time,  it  has  been  copied  into  the  new  edition  of  Ilawney's 
Mensuration.  The  rule  was  first  given  without  a  demonstra- 
tion ;  but  it  is  now  supplied  with  the  following  investigation. 


The  expression  for  the  area  is  — (-  — — ,  where  c  is  the  chord,  and  v  the  versed  sine. 


Now,  e  =  2{dv-  t;')*  =  2d^v^  X  (l  -  -J)^  ^  2  rf^  t;^  X  (l  -  — 

^r*'-2^-87^'S 


therefore 


2c  V 


1    1 

4  d^  v^ 


v 


&c. 


1    1 
2d^v^ 


('- 


+ 


2d 


) 


Therefore  — —  = 


2^ 


dK^ 


X   1   +  ^ 


V 

2d 


■    St'' 
+  8d-^'- 


Hence 


2c  V 


^  2c 


1    I 

4rf^«S 


XV  —  — —  — 


2d 


3v'  v^ 

^-J>>  &c.  +  — i--  X 


1  + 


2d 


Now  let  the  last  equation  be  mcltiplied  by  d^  v^. 
Thend*.    (— +  -j  =  _x(.-^-g^,&c.)  +  -x(l+  — +  ^,&c.) 


A  d  v*      Av* 


Av*  V* 


^  8  <f  ^  32  rf" 


-  TTT  -  ST^'  <^c- 


and  we  obtain 


2cv 


3  6 

4d  v*      5  v' 
~  ~~3  12       24  d 

Now  let  this  last  equation  be  divided  by  d^  v', 
,    v'  _  _1_        /4  rf  «'      5  v>         v' 


<kc. 


2c 


12       24  rf' 


&c. 


or- 


2cj; 


1 


2  y-i  /4( 


3~ 


5  ^ 
"12" 


&£^') 


2e_v       j^_d^  v^        /Ad  v'      5  v'         v*  \ 

"3~ + 21  ~  ~dV  ^  (~3      12  ~ 2r5' •^''7 

(4  V       5  v'         "'      «     \ 
'S~12d~  24^'  ^"j 

It  ~  247  ~  48^'  ^"f 


2cf    ,    i;»  A    ^ 

or  — +  -=i-.^X 

*"-3-  +  2-c  =  ''    ^^ 


2cv 
or -3-  + 


—  =2vXd^v^  X 
2c 


2Ad       48  (f" 

5« 


24  rf       48  d" 


,&c.) 


But  2  V  X  i"  v^ 


be  the  value  of  the  segment,  the  diameter  of  which  is  d.  and 
its  versed  sine  v ;  then  by  comparing  these  two  series  they 
will  be  found  to  be  nearly  equal,  the  former  being  the  greater; 
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2 
fbr  the  first  term  is  -  in  both,  and  the  second  term  in  the 
o 

approximation  only  differs  from  that  of  the  proper  series  by 

V 

a  quantity  less  than  —     ■,. 

„,              2cv    ,     v'  .    .  cv 

From  this  Theorem,  — h  -;7— ,  we  may  derive  c  +  — 

v' 
-j ,  as  in  Theorem  XI.  Rule  7,  for  the  rectification  of 

c  r 
curves. 

In  the  sector  a  d  c  e  a  draw  the  chord  a  c  and  e  d  perpen- 
dicular to  A  c,  cutting  A  c  at  B ;  let  a  c'  =  c,  and  b  d  =  w  ; 
then  BE  =  DE  —  DB  =  r  —  v  ;  consequently  the  area  of 

r  —  V                cr  —  cv 
the  triangle  a  c  k  =  — ^ —  x  c  =; ;  but  the  area 

2  c  V         v^ 
of  the  segment  a  d  c  is  — \-  —  ;  therefore  the  area  of 

O  lil    C 

,       2ct»        v'       cr  —  ev       cv 
the  sector  a  d  c  e  a  is  equal  to  — - — h  5-  H ,5 —  =  —r 

w'  C  T 

+  - — h  -^  ;  and  if  this  area  be  divided  by  the  radius,  we 
tic        ^ 

C  V  v'  C  C  CV,1^.         1,,,. 

obtain  — -  +  jr 1-  :^,  or  -  -I-  -—  +  - —  for  the  half  arc, 

6r2cr2       2       br2cr 


c  V        v^  c  ~\~  4  V 

or  c  H 1 ,  for  the  whole  arc.    And  if — 

3  r       c  r  a  V 


be  sub- 


11 


Theorem  XIV. 


r  s  X 


liULE  7,  of  the  areas  of  plane  figures, 
■j,  being  the  area  of  the  segment,  the 


1 1  «»  +  3  j;" 

sine  of  the  half  arc  of  which  is  s,  the  versed  sine  v,  and  the 
radius  r,  evidently  follows  from  Theorem  X.     Rule  6,  by 


multiplying  half  the  arc, 


11  s 


s'  +  V'' 


Theorem  XVI.  being  -  X 


11 

/2  a  6 


i   ,    o  -5,  by  the  radius  r. 

o'  \ 
+  -^r-r)  will   easily   be 

obtained  from  the  following  consideration,  viz.,  suppose  the 
ellipsis  to  be  coniplett-d,  and  a  circle  to  be  described  upon  the 
axis,  which  bisects  the  base  of  the  elliptic  segment;  then  let 
the  base  of  the  elliptic  segment,  to  be  continued,  if  neccssaiy, 
meet  the  circumference  of  the  circle  on  each  side  ;  then  it 
will  be  as  the  base  of  the  circular  segment  is  to  the  base  of 
tile  elliptic  segment,  so  is  the  area  of  the  circular  segment 
to  the  area  of  the  elliptic  segment ;  therefore,  if  the  area  of 
the  circular  segment  be  known,  that  of  the  elliptic  segment 

2a  6 


will  follow ;  now  the  area  of  the  circular  segment  is 


+  —  ;  therefore,  6  :  I 


2a  b 


+ 


I       12  ah 


2b'  b 


12  ah         a"  \ 
\"3~^   2TJ 


and  the 


8r-* 


stituted  for  r,  we  obtain  c  +  „„,-,-.    ^  +  j    ,    ^       , 

3  c"  +  12  «        (T  +  4  c  ti' 

the  value  of  the  arc  in  terms  of  c  and  v. 


for 


then  Id  +  xf  X  {a  +  x)  — a<P  +  2adx  +  ax'  +  (Px  + 
and  (d  —  x)    X  {a  —  r)       ad''  — 2adx  +  ax''  —  d^x  + 


therefore 


26'  '3 

the  area  of  the  elliptic  segment. 

Areas  of  Curved  Surfaces. 

Theorem  VII.     Rule  1,  is  an  approximation  ; 
following  will  show  what  dependence  is  to  be  placed  in  the 
result  obtained  by  calculation. 

Let  a  ^  the  axis  of  the  spheroid  ; 

b  =  the  diameter  of  the  great  circle ; 

and  a;  =  an  indefinitely  small   distance,  compared  with 
a  or  d. 

Now  .5236  a  d''  is  the  expression  for  the  solidity  of  the 
spheroid,  being  two-thirds  of  its  circumscribing  cylinder; 

2  d  x''  +  x'  :=  a  d^  nearly,  being  in  excess ; 
2d x''  —  x'  =:  a  d'  nearly,  being  in  defect ; 


4  a  rfx 


+  2d'x 


ness  of  which  is  x  ;  therefore  A^ad-\-2d'-\-2x''  will  be  the 
area  of  such  a  shell,  or  A  ad  ■\-  2  rf',  by  leaving  out  the  quan- 
tity 2  t',  which  is  indefinitely  small :  therefore  .5236  (4  a  d 
-f  2  rf*)  is  the  ari'a  of  a  spheroid  nearly ;  it  is  exactly  so  when 
a  and  d  are  equal ;  for  then  .5236  (\  a  d  +  2  d^)  becomes 
.5236  X  0  f^'  =  4  X  .7854  d\  but  the  greater  the  difference 
between  a  and  rf,  the  more  will  the  error  be;  because  the 
thin  shell  varies  more  in  its  thickness. 

Corollary  1. — Hence  the  surface  of  every  rectangular 
prism  with  a  square  base  is  4  a  rf  +  2  rf'. 

CoROLLARv2. — W hen 0  =  nothing,  then  .5236  (4 a (/-f  2 rf") 
becomes  .5236  X  2  cP  =  1.0472  cP,  instead  of  .7854  d\  the 
area  of  the  base. 


Example  for  the  Oblong  Spheroid. 

40     =  rf 
40  =  rf 


50    = 
40  = 


2000 
4 

8000 
3200 


a  d 


4ai 


1600  =  d> 
2 


3200 


11200  =Aad  +  2d} 


-f  2  i'  will  be  the  solidity  of  a  thin  shell,  the  thick- 

.5236 
11200 


1047200 
5236 
5236 


5864.3200  =  .5236  (4  a  rf  -f  2  cf ). 

The  true  answer  is  5882.6385,  the  difference  is  therefore 
only  18.3185,  which  is  not  worth  regarding  in  so  large  a  num- 
ber. In  a  dome  which  is  the  half  of  an  oblong  spheroid, 
the  error  would  only  be  9.1592  less  than  the  truth. 

Example  for  an  Oblate  Splieroid. 

40    =  a  50 

50  =  i  50 


2000  =  ad 
4 


2500  =  d* 
2 


8000  =  4ai 
5000 


5000 


13000  =  ad  +  2d^ 
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.523(5 
13000 

15708000 
523G 

6806.8000  =  .5236  (4  a  rf  +  2  cP) 

The  answer  ought  to  be  6830.4507  ;  the  error  being  about 
24  less  than  the  truth,  which  is  very  trifling  in  so  great  a 
number. 

In  architecture,  we  very  seldom  have  domes  of  such  large 
dimensions  ;  and  the  value  of  a  foot  of  plaster,  or  painting, 
Clin  never  be  of  any  great  consequence.  This  rule  will  there- 
fore be  sufficient  fur  every  practical  purpose. 

The  following  table  contains  the  areas  of  the  curved  sur- 
faces of  spheroids  of  various  proportions,  according  to  the 
formula  .5236  X  {4  a  d  +  d^)  and  to  the  real  series ;  the  com- 
parison of  the  results  will  enable  us  to  judge  of  the  truth  of 
the  answer  as  found  by  the  formula. 


Bules. 

A 

D 

Area. 

Difference. 

Series 

Formula. . . . 

40 
40 

40 
40 

loltil\"°°^-^^°^'i"^ 

Series 

Formula. . .  . 

50 
50 

tl   ^Imlil     18.31  defective. 

Series 

Formula. . . . 

60 
60 

tSlS^le^-^^^^f-t^- 

Let  us  now  try  if  any  addition  can  be  made  to  amend  the 
above  formula,  which  always  gives  the  result  less  than  the 
truth.  We  know,  that  the  quantity  to  be  added  must  be 
equal  to  nothing,  when  a  is  equal  to  d ;  we  also  know  that 
the  sum  of  the  squares  of  two  quantities  is  greater  than  twice 
their  product;  and  when  these  quantities  are  equal,  that  the 
sum  of  their  squares  and  twice  their  product  will  be  equal : 
therefore  a*  +  d^  is  greater  than  2  a  d ;  and  the  greater  the 
difference  between  a  and  d,  the  more  the  sum  of  the  squares 
of  a  and  d  will  exceed  twice  the  product,  2  ad,  of  a  and  d  : 
thus,  when  one  of  the  quantities,  as  d,  is  nothing  in  the  sum, 
a' -|- (/',  of  the  squares,  the  quantity  a' only  remains,  and  in 
twice  the  product  2  ad,  the  whole  vanishes.  Therefore  the 
value  of  a'  -t-  cP  —  2  ad  -will  be  greater,  as  the  difference 
between  a  and  d  is  greater. 

But  to  show  what  this  difference  is,  by  finding  the  value 
of  these  quantities  in  the  same  terms : 

Let  the  greater,  d  =  a  -\-  x  ; 

then  d*  —  a''+  2ax  +  x^  ; 

and  a«  +  </'  =  2  a'  -f  2  a  a;  +  xK 

Again,  2ad=2a(a-{-i)  =  2a'+2oar; 


now  2  a»  -f  2  a  a;  +  x'  is  greater  than  2  a^  +  2  ax  hy  x' ; 
that  is,  the  sum  of  the  squares,  a'  +  rf',  of  a  and  rf,»is  gri'ater 
than  2  a  d  hy  the  square  of  the  difference  of  a  and  d;  there- 
fore the  value  of  a'  -f  d'—2  a  d  will  be  greater,  as  a  is 
greater  than  d.  But  to  show  that  the  square  of  the  differ- 
ence will  not  be  very  great  in  common  cases,  let  a  =:  4, 
and  c?  =  3,  then  the  square  of  the  difference  is  only  1  ;  that 
is,  when  the  difference  is  1,  the  square  of  the  difference  will 
also  be  1. 

Let  us  now  return  to  the  subject,  by  adding  the  quantity 
proposed  to  .5236  {4  ad  +  2d^);  it  will  be  fmnd  by  adding 
a«  4-  (/» _  2  a  of  to  .5236  (4  a  rf  +  2  t/')  that  the  sum  will  be 
too  great ;  therefore  let  the  quantity  a*  +  d"  —  2  or  c/  be 
divided    by   some   number :  on   trial    it   appears   that   the 


addition  of 


a''  +  d'  —  2ad 
6 


to  .5236  (4  a  rf  +  2  rf=)  will  give 


a  result  very  near  to  the  truth,  at  the  same  time  that  it 
furnishes  a  very  easy  formula  for  architectural  purposes,  in 
the  mensuration  of  domes,  as  will  be  seen  in  the  following 
table. 

This  formula  will  therefore  now  stand  .5236  {iad  +  2d^) 

+  t±£^^  .  L0472(4.<f -f  2.n  +^^-^, 

which  may  again  be  reduced  to  this  form  .8805  {2ad  +  d') 
a^  +  2(P 


+ 
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6768:74  h-''*'"^^"^^'- 

abc  =  {a  +  x)  X  {h  +  x)  X  {c 
and  ab  c  =  (a  —  x)  X  (b  —  x)  x  (e 

therefore 


+  x'\=a 
—  x)  ==  a 


:=  a  b  c  •{- 
bc- 


This  table  shows  the  formula  sufficiently  exact  for  any 
practical  purpose,  at  least  in  all  useful  propositions  of  archi- 
tecture ;  and  therefore  confirms  Theorem  VIII.  Rule  2.  If 
a  dome  upon  an  elliptic  plan,  rising  half  the  minor  axis,  be 
required  to  be  measured,  then  the  rule  for  such  a  dome 

will  be  .4402  {2ad  +  d')+  —^- — . 

The  approximating  formula  2  X  .5236  {ab  +  a  c  +  b  c), 
Theorem  IX.  Rule  1,  may  be  thus  confirmed  :  let  the  three 
dimensions  of  the  ellipsoid  be  a,  b,  c,  and  let  a;  be  a  very 
small  increment  to  be  added  to  a,  b,  and  c,  respectively ;  also 
a  very  small  decrement  to  be  taken  from  a,  b,  and  c,  respect- 
ively ;  now  the  solidity  of  an  ellipsoid  is  .5236  abc;  then 

bcx  +  acx  +  cx*  +  abx  +  bx^  +  ax''  +  s^,  nearly ; 
b  c  X  —  a  c  X  +  cx^  —  abx  +  bx^  +  ax*  —  ^,  nearly  ; 

-f  2  a^      is  the 


2bcx  +  2acx         +2abx 


increment  of  the  solid,  or  the  solidity  of  a  shell,  the  thick- 
ness of  which  is  x  ;  consequently,  if  the  increment,  2b  c  x  + 
2  a  c  X  -^  2  a  b  X,  of  the  solid  be  divided  by  x,  we  shall  then 
obtain  2  6  c  -f  2  a  c  -f  2  a  6  -f  2  a;'  for  the  surface  of  the 
solid  ;  but  the  quantity  2  x'  is  indefinitely  small,  and  appears 
as  nothing  in  comparison  of26c  +  2ac  +  2a6;  there- 
fore 2bc  +  2ac  +  2  a  b,  or  2  a  b  +  2  a  c  +  26c  is 
nearly  equal  to  the  surface  of  the  solid  ;  and  consequently, 
.5236  (2ab  +  2ac  +  2bc),oT  1.0472  {ab  +ac  +  b'c) 
will  be  nearly  equal  to  the  surface  of  the  ellipsoid. 


Corollary  1. — Hence  2  a  b  +  2a  c  +  2  b  c  will  be  the 
surface  of  a  rectangular  prism,  exactly. 

Corollary  2. — Let  a,  b,  and  c,  be  each  equal  to  d  ;  then 
L0472  (a  6  4-  a  c  -f  6  c)  becomes  1.0472  X  3  rf'  =  3.1416 
rf'  =  4  X  .7854  rf',  as  it  ought  to  be :  but  the  greater  the 
difference  between  a,  6,  and  c,  the  more  will  the  error  be. 

This  rule  may  be  corrected  in  the  same  manner  as  Theorem 

'''+6'  +  c'— a6  —  ac  —  6c 


VII.  Rule  1 ;  by  adding- 


6 


which 
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being    done,    the    formula    may    be    reduced     to     .8S05 

{ab  +  a'c  +  bc)  + g -,  which  gives  Theorem  X. 

Rule  2. 

Notes  on  the  Solidities  of  Bodies. 

The  method  of  the  middle  section  has  never  been  noticed 
by  anv  writer  in  a  practical  way.  There  can  be  little  doubt 
but  this  method  took  its  rise  from  that  of  equidistant  ordi- 
nates.  first  given  by  Sir  Isaac  Newton,  as  we  are  informed 
by  Shirlclifie,  in  his  Art  of  Oauying,  in  the  following 
words  : 

"  1  shall  lay  down  a  proposition  for  measuring  planes  or 
solids  by  ap[)roxirnation,  a  thing  of  the  greatest  iiiipoitanee 
to  this  part  of  science,  of  any  that  was  ever  brought  for  that 
purpose,  since  it  may  be  said  to  contain  the  wht)le  art  of 
gauging,  and  that  of  coppers,  stills,  tuns,  as  well  as  all  kinds 
of  casks,  whether  full  or  partly  empty,  either  standing  or 
lying. 

"  Of  measuring  curvilinear  planes  and  solids,  by 
ajjproxima  tion, 

"Proposition. — If  m  q  =  y',  n  r  =  y",  p  s  =  y'"  repre- 
sent three  equidistant  perpendicular  ordinates  to  the  axis  of 
s  curve,  M  N  p,  whose  equation  \s  y  =.  a  -\-  h  x  -{-  c  x^,  where 
X  stands  for  any  abscissa,  q  t,  and  y  its  ordinate,  t  o  ;  then, 
calling  Q  s  the  distance  of  the  extreme  ordinates,  I,  the 
measure  of  the  space,  q  m  p  s,  will  be  thus  expressed  : 

"  Theorem,     q  m  p  s  =:  y'  +  y'"  +  4  y"  X  -— . 

o 

"  For  by  the  preceding  principles,  the  quadrature  of  the 
curve,  whose  abscissa  is  x,  and  ordinate  a  +  6  a;  +  c  a:',  will 

be  found  a  +  -jr-  +  -^  X  x  ;  and  this,  when  x  becomes  I,  is 


bl        cP 


I 


o+-7r  +  -^  X  Z  =  6a  +  36/  +  2c'XH,  =  QMPS. 

2  O  D 

But  from  the  equation  of  the  curve  we  have  these  three 
equations, 

y'  =  a; 

y"  =  a  +  -^  +  -; 

y'"  z=  a  +  bl  +  cP. 

And  by  taking  the  difference  of  those  above,  we  have 

b  I      cP 

bl ,   Sep 


r-r  =  -^  +  -^. 

And  the  difference  of  the  last  gives 

y"'-2y"  +  a  =  '^. 

Whence  2cP  —  i  X  y'"  —  2  y'  +  a ;  and  by  the  third 
equation  above,  b  I  =  y'"  —  a  —  c  P  ;  therefore  S  b  I  = 
3  y'"  -  3  a  -  6  X  y"'-2y"  +  a  =  -  3  y"'  +  12  y"  -  9  a  ; 
put  these  for  2  c  T  and  3  6  /,  in  the  above  expression  of  the 

area,  and  then  we  have,  qmps,  =  6o  +  36/  +  2ci' 

X  g-  =  y'  +  4  y"  +  y'"  +  1.     Q.  B.  D. 


"Corollary  1. — The  same  method  of  demonstration 
extends  to  any  number  of  equidistant  ordinates  ;  so  if  a 
denotes  the  sum  of  the  extreme  ordinates,  b  the  sum  of 
those  next  to  them,  Q  the  sum  of  the  two  next  following 
the  last,  and  so  on  ;  then  we  shall  have  the  following 
tables  of  areas,  for  the  several  numbers  of  ordinates  prefixed 
to  them,  viz.,  for 

2.  AX^; 


3.  A  +  4  B  X  -g  ; 


4.  A  +  3  B  X  g-; 

5.  7  A  +  32  B  +  12  c  X 


90' 


6.  19  A  +  75  B  + 50  c  X  jjgg-, 


7.  41  A  +  216  B  +  27  c  +  272  d  X 


840' 


8.  751  A  +  3577  b  +  1323  c  +  2989  d  x 


I 


17280 


&c.  &c. 


"  This  method  was  invented  by  Sir  Isaac  Newton,  and 
published  by  Mr.  Jones  in  1711  ;  and  since  prosecuted  by 
Mr.  Coats,  Mr.  De  Muivre,  and  by  Mr.  Stirling,  in  a  whole 
treatise  entirely  built  thereon,  where  such  as  desire  a  farther 
insight  into  this  matter,  may  find  it  sufficiently  explained, 
and  applied  to  some  of  the  most  intricate  parts  of  mathe- 
matics.'' 

This  table  errs  in  the  last  term  of  the  areas  corresponding 
to  the  ordinates  3,  5,  7,  &c.,  viz.,  4  b  should  only  be  2  b,  and 
12  c  should  only  be  6  c,  and  so  of  the  rest;  that  is,  they  are 
double  what  they  ought  to  be. 

This  error  has  also  escaped  the  notice  of  that  great  mathe- 
matician, Mr.  Emerson,  see  p.  29  of  his  Differential  Method, 
published  with  his  Conic  Sections,  1707,  where  he  has  the 
same  table  as  in  Shirtcliffe's  Oauginy  ;  but  it  has  been  cor- 
rected by  Dr.  Hutton.  See  his  Mensuration,  large  copy, 
printed  in  1770. 

To  show  how  this  rule  may  be  derived  in  the  simplest 
manner,  in  order  to  approximate  any  curvilinear  surface,  of 
which  the  ends  are  parallel,  let  a  e  db  a  be  bounded  on  one 
side  by  a  parabolic  curve,  b  c  d  ;  and  let  a  b  and  e  d  be  two 
diameters,  or  straight  lines,  parallel  to  its  axis  ;  and  let  a  b 
be  perpendicular  to  a  n  and  e  d  ;  also  let  a  e  be  bisected  in 
F  ;  and  let  f  c  be  drawn  parallel  to  a  b  or  e  d  ;  and  let  b  d 
be  drawn  cutting  p  o  in  o  ; 

and  let  A  B  =  q, 
F  c  =  6, 
and  e  d  :=  c; 
also,  A  F,  or  F  E  =  m ; 


now  F  o  will  be  equal  to 


a  +  c 


_    ,                        .1,  1     »       a  '^-  c 
and  the  part  o  c  will  be  o —  • 

but  the  space  b  c  o  b  is  equal  to  a  parabola,  of  which  the 

a  ~t~  c 
base  is  a  e,  or  2  m,  and  the  height  o  c,  or  6 — 

2b  —  a  —  c 
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,      2                                2       26  — a  — c„ 
therefore  ^  +  gc  XAE  =  yX x X  2  to  = 

2  7?l 

-5-  X  (2  6  —  a  —  c)  the  area  b  c  d  b  ;  but  the  area  of  the 
o 

trapezoid  a  b  d  e  is  equal  -J^  x  («  +  c)  X  2  m  =  (a  +  6) 

X  to;   therefore  the  area  ABCDEA  =  (a  +  c)X   to  + 


2  TO         / 

(2J-a-c)  X  -3-  =  l"  +  <^  + 


46  —  2a  —  2c\ 


X     TO 


3a  +  3c  +  46  — 2a 


2  c 


X    TO 


a  +  c  +  4  6 


3 

a  +  46  +  c 
X  TO,  or X  TO. 

Now,  let  A  B  c  D  E  F  -G,  &c.  be  the  abscissa  of  a  curve, 
H  I  J  K  L  M  N,  &c.  and  let  a  h,  b  i,  c  j,  be  any  number  of  even 
equidistant  ordinates,  and  let  these  ordinates  be  denoted  by 
a,  6,  c,d,  e,/,  g,  &c.  Let  us  suppose  a  parabolic  curve  to 
pass  through  every  adjoining  three ;  that  is,  taking  in  every 
two  adjoining  spaces;  and  let  to  be  the  common  breadth  of 
every  space  ;  then  the  area  of  the  first  two  spaces   will  be 

a  4-  4  6  +  c  ,  -   ,  .,,  , 
r X  to;  the  area  of  the  two  next  spaces  will  be 

o 

c+4rf+ e 
3 

6+4    f  -\-  Q 

be X  TO,  and  so  on,  as  far  as  we  please.     Now 

o 

the  sum  of  all  these  areas  will  be  the  area  of  the  whole 

a  +  46  +  c                c  +  4c?+e 
curve ;  therefore, -; X  w  H x  to  + 


X  TO ;  the  area  of  the  two  next  spaces  will 


«  +  4/+<7 


X  TO,  &C.  = 


46  +  4rf  +  4/+2c  +  2e  +  a  +  ff 


4x(6  +  rf  +  /)  +  2x(c  +  e)  +  a+5r 

X   TO  =   i :^-i i '- i    X   m 

equal  to  the  area  of  the  curve. 

This  not  only  holds  true  in  superficies,  but  also  in  solids. 

Then,  if  the  intermediate  ordinates  be  called  sections,  and 
be  numbered  1,  2,  3,  &c.,  the  first  being  cilled  odd,  the  next 
even,  and  so  on  alternately  ;  the  last  section  will  always  be 
odd  ;  then  to  four  times  the  sum  of  the  odd  sections  add 
twice  the  sum  of  the  even  sections,  and  the  two  ends  ;  then 
one-third  of  the  sum  being  multiplied  by  the  common  distance 
gives  the  area,  w^hich  is  a  near  approximation  for  any  curvi- 
linear figure  whatever. 

Observations  on  Averaoinq  Surfaces,  bounded  on  one 
OR  on  two  opposite  sides  bt  a  Curve. 

In  the  mensuration  of  superficies  bounded  by  curves,  the  com- 
mon method  of  taking  the  average,  or  mean,  of  any  number  of 
ordinates,  by  adding  all  the  ordinates  together,  and  dividing 
by  their  number,  and  multiplying  the  quotient  by  the  length, 
is  extremely  vague. 

For  let  the  figure  proposed  to  be  measured  be  a  e  f  h  k  a, 
divided  by  the  equidistant  ordinates  b  i,  c  h,  d  o.  Let  a  k 
be  denoted  by  a,  b  i  by  6,  c  h  by  c,  d  A  by  rf,  e  f  by  e  ;  and 
let  the  common  distance,  a  b,  or  b  0,  &c.,  be  denoted  by  to  ; 
and  let  each  of  the  areas,  abika,  bchib,  cdghc,  defgd, 
be  computed  according  to  the  method  of  measuring  a  trape- 
zoid ;  then  the  sum  uf  the  contents  will  be  the  area  of  the 
whole  space,  a  e  f  h  k  a,  provided  th.at  the  lines,  k  i,  i  u,  h  g, 
o  F,  be  straight,  and  very  nearly  equal  to  the  true  area,  when 
the  figure  is  bounded  ou  one  side  by  a  curve  ;  being  in  excess 


when  K  I  H  Q  F  is  concave,  and  in  defect  when  convex  : 
then  will 

a+  6 

— ^r X    TO  =  A  B  I  K  A, 


h  +  c 

2~" 

c  +  rf 


———  X  to  =  bchib. 


X    TO=CDGHC, 

d+e 
and      — —  X  to  =  defgd. 


The  sum  of  these  areas  is 


r- 


+  e 


+  b  +  c  +  d 


■)to; 


that 


is,  if  the  half  sum  of  the  extreme  ordinates  be  added  to  the 
intermediate  ones,  and  the  sum  multiplied  by  the  common 
distance,  the  product  will  give  the  area  :  and  it  is  evident 
that  this  will  always  be  the  case,  whatever  be  the  number  of 
ordinates. 

Therefore,  let  a,  6,  c,  rf,  &c.,  to  p  and  q,  be  any  series  of 
ordinates  whatever,  whereof  a  is  the  first  term,  and  p  and  q 
the  two  last ;  then  the  area  of  the  curvo-rectilinear  space  will 

be  generally  expressed  by  I — -—  +  6  +  c  +  (/,  &c.  io  p\ 

X  TO  ;  now,  let  I  —  the  length ;  then  if  n  be  equal  to 
the  number  of  ordinates,  n  —   \  will  be  the  number  of 

spaces,  or  areas  ;  therefore  I — — —  +  6  +  c  +  rf,  &c.  to  ^1 
=   i^i^  +  h  +  c  +  d,   &c.   to   p\ 


X      TO 


X     I   = 


n  -  1 


,  and   the  value  of 


g  +  g  +  2  6  +  2  c  +  2  rf,  &c.  to  2  g) 

2  ft  -  2 

.,  ^,    J      .     a  +  6  +  c  +  rf,  &c.  to  »  +  o 

the  average  method,  viz. — — ■ — - 

n 


X  TO  X  (ft  —  1) 


.,  a+6  +  c  +  </,  &c.  to  p  -^  q 


X  /; 


then  putting  one  of  these  equal  to  the  other,  there  will  result 

a  +  o 
n  X  — - —  =  a  +  6  +  c  +  c?,  &c.  to  p  +  q. 

It  appears,  therefore,  that  there  can  be  no  equality  except 
when  the  half  sum  of  the  extreme  ordinates,  multiplied  by 
the  whole  number  of  terms,  is  equal  to  the  sum  of  all  the 
ordinates  ;  which,  therefore,  must  be  in  arithmetical  progres- 
sion, or  amount  to  such. 

The  method  of  averaging  will  therefore  be  very  uncertain  ; 
as  the  half  sum  of  the  two  extreme  terms,  multiplied  by  the 
number  of  ordinates,  can  be  taken  in  any  ratio,  with  respect 
to  the  sum  of  the  ordinates. 

The  difference  between  the  average  method  and  the  true 
method,  would  be  the  very  same  as  the  difference  between 


IX 


a  +  q 


■  and  I  X 


o  +  6  +  c  +  rf,  &c.  to  p  -{-  q 


2  X  (n  -  1)  ft    X    (ft  —  1) 

for  if  from  two  unequal  quantities  equal  quantities  be  taken 
away,  their  difference  will  still  be  the  same  ;  and  if  to  two 
unequal  quantities  equal  quantities  be  added,  the  difference 
between  the  sums  will  still  be  the  same. 

If  equimultiples  be  taken  of  une((ual  quantities,  the  differ- 
ence between  the  products  will  be  the  same  multiple  of  the 
difference;  and  if  any  aliquot  part,  or  equisubmultiple,  be 
taken  of  two  unequal  quantities,  the  difference  will  be  equal 
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to  the  same  submultiple  of  the  former  difference; 
a  -\-   q 


because  the  equation  n  X 


+  J  +  c  +  rf, 


&c.,  to  p  +  q,  was  obtained  by  dividing  each  side  of  the 

a  +  9  +  2  6  +  2c  +  2  rf,  &c.  to  2  jo  _ 
equation  /  X  • 2  n  —  2 "~ 

a  +  b  +  c  +  d,  &c.  to  p  +  o 

~     ^ I — '. ^       ^  by  I,  and  multiply  each  side 

n 

respectively  by  n,  n  —  1,  and  then  adding,  or  taking  away 
the  common  parts ;  by  making  the  divisor  I  a  miilli|)!ier,  and 
the  multipliers  n,  n  —  1,  divisors  ;    then  multiplying  the 

a  +  q 
equation  n  X  — 5 — 

I,  and  dividing  it  by  n  and 

=  I  X 


a  +  b  -{-  c  +  d,  &.C.  to  ^  +  g  by 

X 


a  +  q 


n  —  1,  there  will  arise  I 
a  -\-  b  -\-  c  -\-  d,  &c.  to  p  -\-  q 


2  X  {«-  1)        '  "  nX  {n-  I) 

Example. — Let  a  =  4,  6  =  12,  c  =  IG,  rf  =  18,  ^ 
q  =  18,  and  ^  =  10; 


19, 


then  I  X 


and  I  X 


a  +  q 
2  (re  -  1)  ' 

a  +  b  -\-  c 


10  X 


4+18 
"X  (0  -  1) 


^-  d,  &c.  to  /;  +   y 


re  +  (re  —  1) 
4+12  +  16  +  18+19  +  18 


=  10  X 


=  29;  the  difference  is  there- 


6  X  («  -  1) 
fore  7,  the  same  as  between  I  +  J  +  c  +  rf,  &c.  top  +  gj 


.,   1       jC  +  b  +  c  +  d,&!.c.top  +  q 

X  f,  and X  I- 

n 

Mensuration  of  Artificers'  Works.  All  such  works, 
whether  superficial  or  solid,  are  computed  by  the  rules  proper 
for  the  figure  of  them. 

The  most  common  instruments  for  taking  the  measures 
are,  a  five-feet  rod,  divided  into  feet  and  quarters  of  a  foot ; 
and  a  rule,  either  divided  into  inches,  or  twelfth  parts, 
and  each  twelfth  part  into  twelve  others ;  a  fractional  part 
beyond  this  division,  measurers  seldom,  or  never,  take  any 
account  of. 

When  the  dimensions  are  taken  by  a  rule  divided  in  this 
manner,  the  be--t  methods  to  square  the  dimensions  will  then 
be  by  duodecimals,  by  the  rule  of  practice,  or  by  the  multi- 
plication of  vulgar  fractions  ;  but,  in  the  opinion  of  some, 
the  best  method  of  taking  dimensions  is  wilh  a  rule,  when 
each  foot  is  divided  into  ten  parts,  and  each  part  into  ten 
other  parts,  or  seconds,  because  the  dimensions  may  be  then 
squan^d  by  the  rules  of  multiplication  of  decimals,  which  is 
by  far  the  shortest  and  readiest  method.  Tliose  who  con- 
tend that  duodecimals,  or  cross  mulliplicatinn,  is  the  easiest 
method  of  squaring  dimensions,  as  well  as  the  most  exact, 
are  very  much  mistaken  ;  for  if  the  dimensions  are  taken  in 
duodecimals,  and  reduced  to  decimals,  and  then  squared,  the 
operation,  in  tliis  case,  will  certainly  be  much  longer  than  if 
it  had  been  done  at  once  by  duodecimals,  and  sometimes  not 
so  exact :  but  if  the  dimensions  are  taken  in  feet,  tenths,  &c. 
the  operation  will  not  only  be  easier  and  shorter,  but  in  many 
cases  will  be  much  more  exact  than  by  duodecimals:  the  rea- 
son is  obvious  to  those  who  consider  that  there  are  many 
cases  iu  which  it  will  be  impossible  to  express,  truly,  a  deci- 
mal scale  equal  to  a  duodecimal  one  ;  neither  will  it,  in  many 
cases,  be  possible  to  express  accurately,  a  duodecimal  scale 
equal  to  a  decimal  one ;  duodecimals  have  the  same  property 


with  regard  to  twelfth  parts,  as  decimals  have  to  tenth  parts; 
therefore,  in  many  cases,  duodecimals  will  sometimes  circulate 
and  run  on,  wliiijinitum,  when  reduced  from  decimals, as  deci- 
mals will,  when  reduced  from  duodecimaU;  and  farther,  since 
duodecimals  are  expressed  by  a  series  of  twelfth  parts,  and 
decimals  by  a  series  of  tenth  parts,  in  multiplying  each  of 
the  parts  of  the  former,  the  trouble  of  dividing  by  twelve 
will  then  be  unavoidable,  and  more  burdensome  to  the  mind 
than  if  the  operation  had  been  done  by  the  latter,  where 
there  is  no  such  division  to  be  made,  but  merely  to  multiply 
as  in  common  mutiplicalion,  and  point  off  the  decimal  places 
in  the  product. 

This  last  method  is  always  to  be  preferred,  as  the  most 
natural,  as  well  as  the  most  easy  of  the  two. 
Bricklayers'  Work. 
The  mensuration  of  brickwork  has  already  been  treated  of 
at  considerable  length  under  that  head,  but  in  order  to  com- 
plete the  article,  we  shall  give  a  few  more  problems  and 
examples. 

Problem  I. —  To  measure  the  vacuilij  of  a  window. 
Find  the  area  of  the  outside  of  the  window,  and  multiply 
that  by  the  number  of  half  bricks  thick,  from  the  face  of  the 
sash-frame  on  the  outside,  to  the  face  of  the  wall  on  the 
same  side ;  to  the  area  so  found,  at  half  a  brick  thick,  add 
the  area  of  the  inside  vacuity  multiplied  by  the  number  of 
half  bricks  thick,  from  the  face  of  the  sash-frame  on  the 
outside,  to  the  face  of  the  brick-work  within  the  building; 
also  add  the  area  of  the  vacuity  of  the  recess,  the  height 
being  taken  from  the  bottom  of  the  sa^hframe  to  the  floor, 
and  its  width  the  same  as  the  inside  vacuity  above;  multiply 
this  also  by  the  number  of  half  bricks  thick,  then  the  sum 
of  these  will  be  the  whole  vacuity,  or  void  space  in  the 
whole  window,  at  half  a  brick  thick;  and  if  required  to  be 
reduced  to  the  standard,  divide  the  area  so  foinid  by  3,  and 
the  area  of  the  contents  will  be  reduced  to  1^  brick  thick. 

Example. — Let  the  height  of  the  outside  vacuity  be  8  feet, 
its  breadth  4  feet,  and  half  a  brick  thick  ;  the  height  of  the 
inside  vacuity  8  feet, and  its  breadth  4  feet  9  inches,  and  two 
bricks  thick  ;  the  recess  is  2  feet  9  inches  high,  4  fet  9  inches 
wide,  and  half  a  brick  thick  ;  required  the  area  of  the  whole 
vacuity,  at  half  a  brick  thick. 
Ft.     in. 
8     0  height  of  the  outside  vacuity. 
4     0  width  of  the  outside  vacuity. 

32     0  area  of  the  outside  vacuity,  half  a  brick  thick. 


4     9  width  of  the  inside  vacuity. 
8     0  height  of  the  inside  vacuity. 


38     0 
4     0  number  of  half  bricks. 


152    0  area  of  the  inside  vacuity,  half  a  brick  thick. 


4     9  width  of  the  inside  vacuity. 

2  9  height  of  the  recess  from  the  floor  to  the  side  of  the 
sash. 

9     6 

3  0     9 


13     0     9  area  at  1-j  brick  thick. 
3     0     0 


39     2     3  area  of  the  recess,  half  a  brick  thick. 
32     0     0 
152     0     0 


223     2     3  area  of  the  whole  vacuity,  half  a  brick  thick. 
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Problem  II. — To  measure  any  angle  chimney,  standing 
equally  distant  each  way  from  the  angle  of  the  room,. 

Multiply  the  breadth,  a  b,  by  the  height  of  the  story,  and 
the  product  by  the  number  of  half  biiiks  contained  in  the 
half  breadth,  A  B,  and  it  will  give  the  solidity  at  half  a  brick 
thick,  after  deducting  the  vacuity,  or  opening  of  the 
chimney. 

Problem  III. —  To  measure  an  angle  chimney,  when  the 
plane  of  its  breast  intersects  the  two  sides  of  the  room  un- 
equally distant  from  the  angle. 

From  the  points  a  and  b,  where  the  plane  of  the  breast 
intersects  the  sides  of  the  room,  draw  two  lines,  a  e,  e  b, 
parallel  to  the  two  sides  of  the  room;  then  multiply  either 
of  the  lines,  a  e  or  e  b,  suppose  e  b,  by  the  height  of  the 
room,  and  multiply  that  product  by  the  number  of  half 
bricks  contained  in  the  other  line,  a  e,  and  deduct  the  vacuity 
as  before,  and  the  remainder  will  be  the  content,  at  half 
a  brick  thick. 

PiiOBLEM  IV. —  To  measure  an  angle  chimney,  when  the 
plane  of  the  breast  projects  out  from  each  wall,  and  unequally 
distant  from  the  angle  of  the  room. 

Draw  the  two  lines,  o  f  and  f  h,  parallel  to  the  two  sides  of 
the  room,  as  before;  then  multiply  the  breadth,  f  h,  by  the 
height  of  the  story,  and  the  product  contained  in  the  half 
of  the  other  side,  f  g;  from  this  product  deduct  r  d,  multi- 
plied by  the  height  of  the  story,  and  by  the  number  of  half 
l>ricks  contained  in  the  half  of  f  c,  and  also  the  vacuity  of 
the  chimney. 

Problem  V. —  To  find  the  area  of  an  arched  aperture. 

To  twice  the  height  at  the  middle  add  the  height  of  the 
jambs;  and  one-third  of  the  sum  multiplied  by  the  breadth 
of  the  aperture  will  give  the  superficial  content,  sufficiently 
near  for  practice. 

Example. — Let  the  height  of  the  arch  be  12  feet,  each 
jamb  10  feet,  and  the  breadth  of  the  aperture  5  feet ;  what 
is  the  superficial  content'? 

Feet 

12 

2 

24 
10 

3)34 


56f  feet,  tne  answer. 

But  if  greater  accuracy  be  required,  add  the  quotient 
arising  from  the  division  of  the  cube  of  the  altitude  by  twice 
the  breadth  of  the  aperture,  and  the  sum  will  be  exceedingly 
near  the  truth. 

ExamjAe. — In  the  foregoing  example,  the  height  of  the 
arch  is  2  feet,  and  the  chord  of  the  arch,  or  twice  the  breadth 
of  the  aperture,  is  5  feet;  then  the  cube  of  2  is  8 ;  and  8 
divided  by  10,  or  twice  five,  gives  .8  of  a  foot  for  the  quan- 
tity to  be  added  to  the  above. 

56.6G6,  &c. 
.8 

[the  truth. 

57.466,  the  area,  exceedingly  near 

Problem  VI. —  To  find  the  area  of  a  wall,  or  of  the  foun- 
dation of  a  building,  placed  upon  a  curved  surface,  supposing 
it  to  be  built  upon  uneven  ground. 
88 


Now  the  above  56§ 


Divide  the  length  info  any  number  of  even  parts  (the 
more  the  truer) by  parallel  vertical  sections;  c;ill  the  first  of 
these  sections  odd,  the  next  even,  the  next  odd,  and  so  on 
alternately  ;  and  thus  the  first  and  last  sections  will  always 
be  odd.  Then  add  together  four  times  the  sum  of  the  odd 
sections,  twice  the  sum  of  the  even  sections,  and  the  two 
ends:  divide  the  sum  by  three  times  the  number  of  parts 
that  the  length  is  divided  into;  then  multiply  the  quotient 
by  the  length  of  the  wall,  and  the  product  will  be  the  super- 
ficial content. 

Example. — Suppose  a  brick  wall,  32  feet  long,  to  be 
divided  into  eight  equal  parts,  by  seven  sections  of  the  fol- 
lowing heights,  taken  in  successive  order,  5  feet,  6  feet,  6 
feet  2  inches,  6  feet  3  inches,  5  feet  5  inches,  4  feet,  3  feet, 
the  one  end  3  feet  and  the  other  2  feet  6  inches;  required 
the  area  of  the  wall. 

Now,  5  feet,  6  feet  2  inches,  5  feet  5  inches,  and  3  feet, 
are  the  odd  ordinates;  and  6  feet,  6  feet  3  inches,  4  feet,  are 
the  even  ordinates  ;  therefore, 


Feet. 

In. 

5 

0 

6 

2 

5 

5 

3 

0 

19 

7 

4 

'eet 

la 

6 

0 

6 

3 

4 

0 

16 

3 

2 

32    6 

78    4  ^  four  times  the  sum  of  the  odd  sections. 
32     6  =  twice  the  sum  of  the  even  sections. 

3     0  =  the  one  end. 

2     6  =  the  other  end. 


3) 

116 

4 

8) 

38 

9 

4 

4 
32 

10 

2 

155 

1 

4 

The  following  erroneous  method  is  usually  practised  by 
measurers  and  workmen  : — 

Add  all  the  heights  together,  and  divide  the  sum  by  their 
number;  then  the  quotient,  multiplied  by  the  length,  is 
supposed  to  give  the  area. 

Let  us  therefore  resume  the  same  example  by  this  method : 

Feet    In. 
3    0 


0 
0 
2 
3 
5 
0 
0 
6 


9)  41     4  the  sum  of  all  the  heights. 


4     7 
32 


146  11     6J-  the  answer,  considerably  below 
the  trutL 
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Where  the  foundation  would  consist  of  several  straight 
lines,  formin"  trapezoids,  the  best  method  is  to  fuid  the  con- 
tent of  each  "trapezoid  separately  ;  and  then  adding  all  the 
trapezoids  together,  their  sum  will  be  the  area  of  the  whole; 
but  if  the  figure  of  the  ground  on  wliich  the  building  is 
raisid  be  a  curve,  the  measurer  will  be  grossly  deceived  as 
to  the  true  contents  of  the  work,  unless  he  divide  the  length 
into  equal  parts,  as  already  recommended. 

The  contents  in  brickwork  may  be  found  by  multiplying 
the  area  by  3,  and  dividing  by  the  number  of  half  bricks. 

The  following  example  is  added,  in  order  to  show  the  use 
of  the  method  of  equidistant  ordinates. 

Examjile. — Let  E  F  G  H  be  a  wall  of  brickwork,  or  the 
back  of  a  house,  to  be  built  over  a  public  road,  or  valley, 
H  L  g;  the  under  part  of  the  wall  is  built  from  the  founda- 
tion, H  L  o,  up  to  the  level  at  i  K,  three  bricks  thick,  and 
from  I  K  to  the  top,  E  F,  parallel  to  it,  two  bricks  and  a  half 
thick,  to  the  height  of  15  feet,  having  five  windows  in  it; 
the  vacuities  on  the  outside  of  each  window  arc  8  feet  by  4 
feet,  and  half  a  brick  tliick ;  the  vacuities  on  the  inside  are 
8  feet  by  4  feet  9  inches,  two  bricks  thick  ;  the  recess  on 
the  inside  for  the  finishing  of  the  backs  in  each  window,  one 
and  a  half  brick  thick  ;  the  height  2  feet  6  inches,  from  the 
top  of  the  floor  to  the  sill  of  the  window  ;  the  width  is  that 
of  the  vacuity  on  the  inside  of  the  window,  viz.,  4  feet  9 
inches.  There  is  an  arched  way  underneath  for  carriages, 
&c.  to  pass  through,  whose  opening  is  12  feet,  and  its  height 
fiom  the  level  of  the  pavement  to  the  crown  or  top  of  the 
arch  11  feet,  and  the  height,  from  the  pavement  to  the 
springing  of  the  arch,  9  feet ;  the  under  wall  is  divided  into 
an  even  number  of  equidistant  spaces,  whose  ordinates  are 
respectively  as  follow  : — 6  feet,  10  feet,  13  feet,  14  feet,  10 
feet,  4  feet  6  inches,  and  1  foot;  the  whole  length  of  the 
building  is  50  feet;  required  the  number  of  bricks,  and  the 
quantity  of  sand  and  lime  to  build  the  said  wall. 

Explanntion. — The  under  part  of  the  building  being  an 
irregular  figure,  it  is  measured  according  to  the  method  of 
equidistant  ordinates.  Problem  VI. ;  the  upper  part  is  found 
as  in  the  foregoing  examples.  The  arched  way  is  measured 
by  Problem  V.  The  contents  of  the  windows  are  obtained 
by  Problein  I.  Then  deduct  all  the  vacuities  at  half  a  brick 
thick  from  the  area  of  the  whole,  found  as  if  it  were  solid,  at 
half  a  brick  thick,  as  before:  the  remainder  being  divided  by 
3,  will  reduce  it  to  the  standard  thickness  of  one  brick  and  a 
half. 

Feet    In.  Feet. 

10     0  13 

14    0  10 

4     6  — 

23 

2 


28     6 
4 


46 


114     0  four  times  the  sum  of  the  even  ordinates. 
add  46       twice  the  sum  of  the  odd  ordinates. 


3)  leo 


53     4 
50 


6)   2666     8  [thick. 

444     5  area  of  the  under  part  of  the  wall,  3  bricks 
6         number  of  half  bricks 


2606     8  area  of  the  under  part  of  the  wall,  \  a  brick 
thick. 


Feet    la 

15     0  height  of  the  upper  part  of  the  wall. 

50     0  length. 

[thick. 

750     0  area  of  the  upper  part  of  the  wall,  2^  bricks 
5     0  number  of  half  bricks. 


3750     0  area  of  ditto,  ^  a  brick  thick. 


8     0 
4     0 


[thick. 

32     0  area  of  the  vacuity  on  the  outside,  ^  a  brick 
5     0  number  of  windows. 


160     0  area  of  the  vacuities  on  the  outside  of  five 
■ windows,  ^  a  brick  thick. 

8     4 

4     9 


33    4 
0    3 

[window,  2  bricks  thick. 

89     7  area    of  the  vacuity  of  the  inside    for    one 
5         number  of  windows. 

[inside. 


197     11  area  of  the  vacuities  for  five  windows  on  the 
4         half  bricks  thick. 


791     8  area  of  the  vacuities  on  the  inside,  \  a  brick 
thick. 

4    9 

2    6 


9     6 

2  4     6 

[e.ach  window  1^  brick  thick. 

11   10     6  area  of  the  vacuity  of  the  recess  under 

5 

[backs,  1  \  brick  thick. 

59     4     6  area  of  the  vacuities  of  the  five  window 

3  number  of  half  bricks. 


178     1     0  area  of  the  vacuities  of  the  five  window 

backs,  I  a  brick  thick. 

11     0  height  of  the  archway,  from  the  pavement  to 
2  the  crown. 


22     0 

add     9     0  height  from  the  pavement  to  the  springing  of 

the  arch. 

31     0 

10     0  width  of  the  archway. 


3)310     0 


[thick. 


103     4  area  of  the  vacuity  of  the  archway,  3  bricks 
6         number  of  i^  bricks  thick. 


620     0  area  of  the  vacuity  of  the  archway,  ^  a  brick 

thick, 

160  0 
791  8 
178  1 
620     0 


I  1749     9  areas  of  all  the  vacuities,  ^  a  brick  thick. 
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Feet.    Inches. 
2(506      8 

3750     0 


(5416  8  area  of  the  whole  ^  a  brick  thick,  as  if  solid. 

deduct  1749  9 

3  )  4(566  1 1  true  area  of  the  whole,  ^  a  brick  thick. 

272  )  1555  7(5  rods  195  feet,  reduced  to  the  standard 

1360  thickness. 


195 


Thus  5.195  X  4500  =  25726  number  of  bricks  nearly. 
5.195  X   li       =  7|^rV  cwt.  of  lime  marly. 
5.195  X  2i       =  liA  loads  of  sand  nearly. 


To  per.sons,  to  whom  the  saving  of  time  is  an  object,  the 
following  tables  will  be  found  of  great  utility  in  the  calcula- 
tion of  brickwork,  as  well  as  in  the  examination  of  the 
several  operations  wrought  without  them.  The  explanations 
and  examples  of  their  use  will  follow. 


Table  I. 

Showing  the  number  of  rods  contained  on  the  superficies 
or  face  of  the  wall  or  building,  from  half  a  brick  to  five 
bricks  in  thickness,  and  reduced  to  the  standard  measure  of 
one  brick  and  a  half  thick,  being  already  cast  up. 


}  brick. 

1  brick. 

li  brick. 

2  bricks. 

21  bricks. 

3  bricks. 

31  bricks. 

4  bricks. 

4i  bricks. 

5  bricks. 

rd.  qr.  ft 

rd. 

qr.  ft. 

rd. 

qr.  ft. 

rd. 

qr.  ft. 

rd. 

qr.  It. 

rd. 

qr. 

ft. 

rd. 

qr.  ft 

rd. 

qr.  ft. 

rd. 

qr. 

ft, 

rd. 

qr.  ft. 

Iqr. 

0  0  22 

0 

0  45 

0 

1  0 

0 

1  22 

0 

1  45 

0 

2 

0 

0 

2  22 

0 

2  45 

0 

3 

0 

0 

3  22 

2  qr. 

0  0  45 

0 

1  22 

0 

2  0 

0 

2  45 

0 

3  22 

1 

0 

0 

1 

0  45 

1 

1  22 

I 

2 

0 

1 

2  45 

3  qr. 

0  1  D 

0 

2  0 

0 

3  0 

1 

0  0 

1 

1  0 

1 

2 

0 

1 

3  0 

2 

0  0 

2 

1 

0 

2 

2  0 

S  1 

0  I  22 

0 

2  45 

1 

0  0 

1 

0  22 

1 

2  45 

2 

0 

0 

2 

I  22 

2 

2  45 

3 

0 

0 

3 

1  22 

*  2 

0  2  45 

1 

1  22 

2 

0  0 

2 

2  45 

3 

1  22 

4 

0 

0 

4 

2  45 

5 

1  22 

6 

0 

0 

6 

2  45 

S  3 

1  0  0 

2 

0  0 

3 

0  0 

4 

0  0 

5 

0  0 

6 

0 

0 

7 

0  0 

8 

0  0 

9 

0 

0 

10 

0  0 

C  4 

1  1  22 

• 

2  45 

4 

0  0 

5 

1  22 

6 

2  45 

8 

0 

0 

9 

1  22 

10 

2  45 

12 

0 

0 

13 

1  22 

S  5 

1  2  45 

3 

1  22 

5 

0  0 

6 

2  45 

8 

1  22 

10 

0 

0 

11 

2  45 

12 

1  22 

15 

0 

0 

16 

2  45 

J  6 

2  0  0 

4 

0  0 

6 

0  0 

8 

0  0 

10 

0  0 

12 

0 

0 

14 

0  0 

16 

0  0 

18 

0 

0 

20 

0  0 

S  7 

2  1  22 

4 

2  45 

7 

0  0 

9 

1  22 

11 

2  45 

14 

0 

0 

16 

1  22 

18 

2  45 

21 

0 

0 

23 

1  22 

2  8 

2  2  45 

5 

1  22 

8 

0  0 

10 

2  45 

13 

I  22 

16 

0 

0 

18 

2  45 

21 

1  22 

24 

0 

0 

26 

2  45 

r,  y 

3  0  0 

H 

0  0 

9 

0  0 

12 

0  0 

15 

0  0 

18 

0 

0 

21 

0  0 

24 

0  0 

27 

0 

0 

30 

0  0 

gio 

3  1  22 

6 

2  45 

10 

0  0 

13 

1  22 

16 

2  45 

20 

0 

0 

23 

1  22 

26 

2  45 

30 

0 

0 

33 

1  22 

=  11 

3  2  45 

7 

1  22 

11 

0  0 

14 

2  45 

18 

1  22 

22 

0 

0 

25 

2  45 

29 

I  22 

33 

0 

0 

36 

2  45 

i  i-i 

4  0  0 

8 

0  0 

12 

0  0 

16 

0  0 

20 

0  0 

24 

0 

0 

28 

0  0 

32 

0  0 

36 

0 

0 

40 

0  0 

■^  13 

4  I  22 

8 

2  45 

13 

0  0 

17 

1  22 

21 

2  45 

26 

0 

0 

30 

1  22 

34 

2  45 

39 

0 

0 

43 

1  22 

g  14 

4  2  45 

9 

1  22 

14 

0  0 

18 

2  45 

23 

1  22 

28 

0 

0 

32 

2  45 

37 

1  22 

42 

0 

0 

46 

2  45 

^  15 

5  0  0 

10 

0  0 

15 

0  0 

20 

0  0 

25 

0  0 

30 

0 

0 

35 

0  0 

40 

0  0 

45 

0 

0 

50 

0  0 

1  16 

5  1  22 

10 

2  45 

16 

0  0 

21 

1  22 

26 

2  45 

32 

0 

0 

37 

1  22 

42 

2  45 

48 

0 

0 

53 

1  22 

•1^  17 

5  2  45 

11 

1  22 

17 

0  0 

22 

2  45 

28 

1  22 

34 

0 

0 

39 

2  45 

45 

1  22 

51 

0 

0 

56 

2  45 

d  18 

6  0  0 

12 

0  0 

18 

0  0 

24 

0  0 

30 

0  0 

36 

0 

0 

42 

0  0 

48 

0  0 

54 

0 

0 

60 

0  0 

^19 

6  1  22 

12 

2  45 

19 

0  0 

25 

122 

31 

2  45 

38 

0 

0 

44 

1  22 

50 

2  45 

57 

0 

0 

63 

122 

E  20 

6  2  45 

13 

1  22 

20 

0  0 

27 

2  45 

33 

1  22 

40 

0 

0 

46 

2  45 

53 

1  22 

60 

0 

0 

66 

2  45 

21 

7  0  0 

14 

0  0 

21 

0  0 

28 

0  0 

35 

0  0 

42 

0 

0 

49 

0  0 

56 

0  0 

63 

0 

0 

70 

0  0 

Table  II. 
Showing  how  many  bricks  are  sufficient  to  build  a  piece  of  brickwork  containing  any  number  of  feet  superficial,  from 
1  to  90,000  ;  and  from  half  a  brick  to  two  bricks  and  a  half;  and  thence,  by  addition  only,  to  any  thickness  or  number 
required,  at  the  rate  of  4,500  bricks  to  the  rod,  and  at  the  statute  thickness  of  one  brick  and  a  half,  waste  included. 


Area  of 

The  Dumber  of  bricks  thick,  aad  quantity  required. 

Area  of 

The  Dumber  of  bricks  thick,  and  quantity  required. 

of  wall 

i  brick. 

1  brick. 

li  brick. 

2  bricks. 

2i  bricks. 

of  wall. 

i  brick. 

1  brick. 

li  brick. 

2  bricks. 

2}  bricks. 

1 

5 

11 

16 

22 

27 

600 

3308 

6617 

9926 

13235 

16544 

2 

11 

22 

33 

44 

55 

700 

3860 

7720 

11580 

15441 

19301 

3 

16 

33 

49 

66 

82 

800 

4411 

8823 

13235 

17647 

22058 

4 

22 

44 

66 

88 

no 

900 

4963 

9926 

14889 

19852 

24816 

6 

27 

55 

82 

110 

137 

1000 

5511 

11029 

16544 

22058 

27573 

6 

33 

66 

99 

132 

165 

2000 

11029 

22058 

33088 

44117 

55147 

7 

38 

77 

115 

154 

193 

3000 

16544 

33088 

49632 

66176 

82720  - 

8 

44 

88 

132 

176 

220 

4000 

22058 

44n7 

66176 

88235 

110294 

9 

49 

99 

148 

198 

248 

5000 

27573 

55147 

82720 

110294 

137867 

10 

55 

no 

165 

220 

275 

6000 

33088 

66176 

9926 1 

132352 

165441 

20 

110 

220 

330 

441 

551 

7000 

38602 

.  77205 

115808 

154411 

193014 

30 

165 

330 

496 

661 

827 

8000 

44117 

88235 

132352 

176470 

220588 

40 

220 

441 

661 

882 

1102 

9000 

49632 

99264 

148896 

198529 

248161 

50 

275 

551 

827 

1102 

1378 

10000 

55147 

110294 

165441 

220588 

275735 

60 

330 

661 

992 

1323 

1654 

20000 

110294 

220588 

330882 

441176 

551470 

70 

386 

772 

1158 

1544 

1930 

30000 

165441 

330882 

496323 

661764 

827205 

80 

441 

882 

1323 

1764 

2205 

40000 

220588 

441176 

661764 

882352 

1102940 

90 

496 

992 

1488 

1985 

2481 

50000 

275735 

551470 

827205 

1102940 

1378675 

100 

551 

1102 

1654 

2205 

2757 

60000 

330882 

661764 

992646 

1323528 

1654410 

200 

1102 

2205 

3308 

4411 

5514 

70000 

386029 

772058 

1158087 

1544116 

1930145 

300 

1654 

3308 

4963 

6617 

8272 

80000 

441176 

882352 

1323528 

1764704 

2205880 

400 

2205 

4411 

6617 

8823 

11029 

90000 

496323 

992;46 

1488969  , 

1985292 

2481615 

500 

2757 

5514 

72 

11029 

13786 

1 

MEN 


184 


MEN 


Table  III. 
Showing  the  number  of  rods  ooiiuined  in  any  number  of  feet 
superficial,  from  1  to  lO.OUO  ;  and  from  *  a  brick  to  21  bricks,  and 
thence,  by  addition,  to  any  number  and  to  any  thickness  required, 
at  the  rate  of  4,3U0  bricks  to  the  rod. 


Feet 
Super. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

2t 

25 

26 

27 

28 

29 

30 

3i 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

60 

70 

80 

90 

100 

200 

300 

400 

500 

600 

700 

800 

900 

lOOO 

2000 

3000 

4000 

5000 

6000 

7000 

8000 

9000 

10000 


i  brick. 


r.  q. 
00 
0  0 
0  0 
00 
0  0 
0  0 
00 
00 
00 
0  0 
0  0 
0  0 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
0  0 
0  0 
0  0 
0  0 
00 


ft.  in. 

0  4 
08 

1  0 
1  4 

1  8 

2  0 
2  4 

2  8 

3  0 
3  4 

3  8 

4  0 

4  4 
48 

5  0 
5  4 

5  8 

6  0 
6  4 

6  8 

7  0 
74 
78 

8  0 
84 

8  8 

9  0 
9  4 
9  8 


0  0  10  0 
0  0  10  4 
0  0  10  8 
00  11  0 
0  0  11  4 
0  0  11  8 
0  0  12  0 
0  0  12  4 
0  0  13  8 
0  0  13  0 
0  0  13  4 
0  0  13  8 
0  0  14  0 
0  0  14  4 
0  0  It  8 
0  0  15  0 
0  0  15  4 
0  0  15  8 
0  0  16  0. 
0  0  16  4 
0  0  16  8 
0  0  20  0 
0  0  23  4 
0  0  26  8 
0  0  300 
0  0  33  4 
0  0  66  8 
0  1  32  0 
0  1  65  4 
0  2  30  8 
0  3  64  0 
0  3  29  4 

0  3  62  8 

1  0  28  0 

1  0  61  4 

2  1  54  8 

3  2  48  0 

4  3  414 

6  0  34  8 

7  1  28  0 

8  2  21  4 

9  3  14  8 

11  0    8  0 

12  1     14 


ft.  in 
08 

1  4 

2  0 

28 

3  4 
40 

4  8 

5  4 

6  0 
68 
74 
80 
88 
94 


r.  q. 
00 
0  0 
0  0 
0  0 
00 
00 
0  0 
0  0 
0  0 
0  0 
0  0 
0  0 
0  0 
00 
0  0  10  0 
0  0  10  8 

0  0  n  4 

0  0  12  0 
0  0  12  8 
0  0  13  4 
0  0  14  0 
00  14  8 
0  0  15  4 
0  0  16  0 
0  0  16  8 
0  0  17  4 
0  0  18  0 
0  0  18  8 
0  0  19  4 
0  0  20  0 
0  0  20  8 
0  0  214 
0  0  22  0 
0  0  22  8 
0  0  23  4 
0  0  240 
0  0  24  8 
0  0  25  4 
0  0  26  0 
0  0  26  8 
0  0  27  4 
0  0  28  0 
0  0  28  8 
0  0  29  4 
0  0  30  0 
0  0  30  8 
00  31  4 
0  0  32  0 
0  0  32  8 
0  0  33  4 
0  0  40  0 
0  0  46  8 
0  0  53  4 
0  0  60  0 
0  0  66  8 
0  1  65  4 
0  2  64  0 

0  3  62  8 
10  014 

1  1  60  0 
1  2  58  8 

1  3  57  4 

2  0  56  0 
2  1  54  8 
4  3  414 
7  1  28  0 
9  3  14  8 

12  1  14 
14  2  56  0 
17  0  42  8 
10  2  29  4 
22  0  16  0 
24  2  2  a 


1^  brick. 


r.  q. 
00 
0  0 
00 
00 
00 
00 
0  0 
0  0 
0  0 


ft.  in. 

1  0 

2  0 

3  0 
40 

5  0 

6  0 
70 

8  0 

9  (1 


0  0  10  0 
00  110 
0  0  12  0 
0  0  13  0 
0  0  14  0 
0  0  15  0 
0  0  16  0 
0  0  17  0 
0  0  18  0 
0  0  19  0 
0  0  20  0 
0  0  21  0 
0  0  22  0 
0  0  23  0 
0  0  24  0 
0  0  25  0 
0  0  26  0 
0  0  27  0 
0  0  28  0 
0  0  29  0 
0  0  30  0 
0  0  31  0 
0  0  32  0 
0  0  33  0 
0  0  34  0 
0  0  35  0 
0  0  36  0 
0  0  37  0 
0  0  38  0 
0  0  39  0 
0  0  40  0 
0  0  410 
0  0  42  0 
0  0  43  0 
0  0  44  0 
0  0  45  0 
0  0  46  0 
0  0  47  0 
0  0  48  0 
0  0  49  0 
0  0  50  0 
0  0  60  0 
0  120 
0  1  12  0 
0  1  22  0 
0  1  32  0 

0  2  64  0 

1  0  28  0 
1  1  60  0 

1  3  24  0 

2  0  56  U 
2  2  20  0 

2  3  52  0 

3  1  16  0 
3  2  48  0 
7  1  28  0 

110  8  0 
11  2  56  0 
18  1  36  0 
22  0  16  0 
25  2  64  0 
29  1  44  0 
33  0  24  0 
36  3  4  0 


2  bricks. 


r.  q. 
0  U 
0  0 
0  0 
0  0 
00 
00 
00 


ft.  in. 

1  4 

2  8 

4  0 

5  4 

6  8 

8  0 

9  4 


0  0  10  8 
0  0  12  0 
0  0  13  4 
0  0  14  8 
0  0  16  0 
0  0  17  4 
0  0  18  8 
0  0  20  0 
0  0  214 
0  0  22  8 
0  0  24  0 
0  0  25  4 
0  0  26  8 
0  0  28  0 
0  0  29  4 
0  0  30  8 
0  0  32  0 
II  0  33  4 
0  0  34  8 
0  0  36  0 
0  0  37  4 
0  0  38  8 
0  0  40  0 
0  0  414 
0  0  42  8 
0  0  44  0 
0  0  45  4 
0  0  46  8 
0  0  48  0 
0  0  49  4 
0  0  50  8 
0  0  52  0 
0  0  53  4 
0  0  54  8 
0  0  56  0 
0  0  57  4 
0  0  58  8 
0  0  60  0 
0  0  61  4 
0  0  62  8 
0  0  6t  0 
0  0  65  4 
0  0  66  8 
0  1  12  0 
0  1  25  4 
0  1  38  8 
0  1  52  U 
0  1  65  4 

0  3  62  8 

1  1  60  0 

1  3  57  4 

2  1  54  8 

2  3  52  0 

3  1.49  4 

3  3  46  8 

4  1  44  0 
4  3  41  4 
9  3  14  8 

14  2  .56  0 
19  2  29  4 
21  2  2  8 
29  1  44  0 
34  1  17  4 
39  0  58  8 
44  0  32  0 
49  0  5  4 


2i  bricks. 


■  q- 

00 
0  0 
0  0 
00 
0  0 


0  0  10  0 
0  0  118 
0  0  13  4 
0  0  15  0 
0  0  16  8 
0  0  18  4 
0  0  20  0 
0  0  21  8 
0  0  23  4 
0  0  25  0 
0  0  26  8 
0  0  28  4 
0  0  30  0 
0  0  31  8 
0  0  33  4 
0  0  35  0 
0  0  36  8 
0  0  38  4 
0  0  40  0 
0  0  418 
0  0  43  0 
0  0  45  4 
0  0  46  8 
0  0  48  4 
0  0  50  0 
0  0  518 
0  0  53  4 
0  0  55  0 
0  0  56  8 
0  0  58  4 
0  0  60  0 
0  0  61  8 
0  U  63  4 
0  0  65  0 
0  0  66  8 


0  1 
0  1 
0  1 
0  1 
0  1 
0  1 
0  1 


0 


4 


3 

5 

7 
a 

10 
0  1  12  0 
0  1  13  8 
0  1  15  4 
0  1  32  0 
0  1  48  8 
0  1  65  4 
0  2  14  0 

0  2  30  8 

1  0  61  4 

1  3  24  0 

2  1  54  8 

3  0  17  4 

3  2  48  0 

4  1  10  8 

4  3  414 

5  2    4  0 

6  0  34  8 
12  1  1  4 
18  1  36  0 
24  2  2  8 
30  2  37  4 
36  3  4  0 
42  3  38  8 
49  0  5  4 
55  0  40  0 
61  1    6  8 


Table  IV. 

Showing  the  value  of  reduced  brickwork  per  rod,  calculatec?  at 

the  several  prices  of  jC:i  5s. — jCS  lUs. — £'i  Lis. — £i. — £4  5s. — and 

£4   lUs.  per  rod,  for  mortar,  labour,  and  scaffolding,  and  of  bricks, 

from  jCI  Ills,  to  £'i  per  thousand  ;  allowing  4,50u  bricks  to  a  rod. 


Bricks, 

Mortar  and  Inbour, 

Mortar  and  labour. 

Mortar 

and  labour. 

per  tbousAnd. 

£S5a 

.  per  rod. 

£8  10 

9.  per  rod. 

£3  I5«.  per 

rod. 

£.      a.      d. 

£. 

«.      d. 

£. 

s.      d. 

£. 

«. 

d. 

1      10     0 

10 

0     0 

10 

5     0 

10 

10 

0 

1      12     0 

10 

9     0 

10 

14     0 

10 

19 

0 

;i      14     0 

10 

18     0 

11 

3     0 

11 

8 

0 

,1      16     0 

11 

7     0 

11 

12    0 

11 

17 

0 

1      18     0 

11 

16     0 

12 

1     0 

12 

6 

0 

2       0     0 

12 

5     0 

12 

10    0 

12 

15 

0 

2       2     0 

12 

14     0 

12 

19     0 

13 

4 

0 

2       4     0 

13 

3     0 

13 

8     0 

13 

13 

0 

2       6     0 

13 

12     0 

13 

17    0 

14 

2 

0 

2       8     0 

14 

1     0 

14 

6     0 

14 

11 

0 

2     10     0 

14 

10     0 

14 

15    0 

15 

0 

0 

2     12     0 

14 

19     0 

15 

4     0 

15 

9 

0 

2     14     0 

15 

8     0 

15 

13     0 

15 

18 

0 

2     16     0 

15 

17     0 

16 

2     0 

16 

"  7 

0 

2     18     0 

16 

6     0 

16 

11     0 

16 

16 

0 

3       0     0 

16 

15     0 

17 

0    0 

17 

5 

0 

Bricks, 

Mortar  and  labour. 

Mortar  and  labour. 

Mortar 

and  labour, 

per  thousand. 

£4  0s 

.  per  rod. 

£15« 

.  per  rod. 

£4  10«.  per 

rod. 

£.      ».      d. 

£. 

..      d. 

£. 

s.      d. 

£. 

«. 

d. 

1      10     0 

10 

15     0 

11 

0     0 

11 

5 

0 

1      12     0 

11 

4      0 

11 

9     0 

11 

14 

0 

1      14     0 

11 

13      0 

11 

18     0 

12 

3 

0 

1      16     0 

12 

2     0 

12 

7     0 

12 

12 

0 

1      18     0 

12 

11     0 

12 

16     0 

13 

1 

0 

2       0     0 

13 

0    0 

13 

5     0 

13 

10 

0 

2       2     0 

13 

9     0 

13 

14     0 

13 

19 

0 

2       4     0 

13 

18     0 

14 

3     0 

14 

8 

0 

2      6     0 

14 

7    0 

14 

12     0 

14 

17 

0 

2      8     0 

14 

16     0 

15 

1     0 

15 

6 

0 

2     10    0 

15 

5    0 

15 

10     0 

15 

15 

0 

2     12     0 

15 

14    0 

15 

19    0 

16 

4 

0 

2     14     0 

16 

3     0 

16 

8    0 

16 

13 

0 

2     16     0 

16 

12    0 

16 

17    0 

17 

2 

0 

2     18     0 

17 

1     0 

17 

6     0 

17 

11 

0 

3       0     0 

17 

10    0 

17 

15    0 

18 

0 

0 

Table  V. — Showing  the  value  of  brickwork  reduced  to  one 
brick  and  a  half  thick,  from  5s.  8d.  per  rod,  to  £"20  per  lod ; 
and  from  a  farthing  to  Is.  6d.  per  foot. 


Per  foot 

Per  rod. 

Per  toot. 

Per  rod.     | 

Per  foot 

Per  rod. 

Od. 

£. 

».    d.     1 

6d. 

6 

16    0 

12d. 

13 

12     0 

i 

0 

5 

8 

i 

7 

1    8 

13 

17    8 

4 

0 

11 

4 

+ 

7 

7    4 

14 

3     4 

* 

0 

17 

0 

4 

7 

13    0 

14 

9     0 

Id. 

1 

2 

8 

7d. 

7 

18    8 

13d. 

14 

14     8 

i 

1 

8 

4 

i 

8 

4    4 

15 

0    4 

i 

1 

14 

0 

4 

8 

10    0 

15 

6     0 

i 

1 

19 

8 

i 

8 

15    8 

15 

11     8 

2d. 

2 

5 

4 

8d. 

9 

1    8 

14d. 

15 

17     4 

i 

2 

11 

0 

i 

9 

7    0 

16 

3     0 

i 

2 

16 

8 

i 

9 

12    8 

16 

a    8 

1 

3 

2 

4 

i 

9 

18    4 

16 

14     4 

3d. 

3 

8 

0 

9d. 

10 

4    0  j  15d. 

17 

0     0 

i 

3 

13 

8 

i 

10 

9    8 

17 

5     8 

i 

3 

19 

4 

+ 

10 

15    4 

17 

11     4 

i 

I 

5 

0 

i 

11 

1    0 

17 

17     0 

4d. 

4 

10 

8 

lOd 

11 

6    8 

16d. 

18 

2    8 

i 

4 

16 

4 

f 

11 

12    4 

18 

8    4 

i 

5 

2 

0 

4 

11 

18    0 

18 

14    0 

i 

5 

7 

H 

* 

12 

3    8 

18 

19     8 

5d. 

5 

13 

4 

lid 

12 

9    4 

17d 

19 

5     4 

i 

5 

19 

0 

i 

12 

15    0 

19 

11     0 

i 

6 

4 

8 

+ 

13 

0    8 

19 

16     8 

i 

6 

10 

4 

* 

13 

6    3 

20 

2     4 
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Table  VI. 

Showing  what  number  of  plain  tiles,  or  pan-tiles,  will  cover 
any  area  from  1  to  10,000  feet. 


Plain  tiles. 

Pan-tilee. 

Feet 

Super. 

Ganges. 

Ganges. 

6  Inch. 

6i  inch. 

r  inch. 

U  inch. 

12  inch. 

13  Inch. 

1 

7i 

7 

6i 

1* 

1* 

H 

2 

15 

14 

13 

3i 

3 

2i 

3 

2-2i 

21 

m 

5 

4* 

4 

4 

30 

28 

26 

6ff 

6 

5* 

5 

371 

35 

32i 

8* 

7* 

6J 

6 

45 

42 

39 

10 

9 

8 

7 

52i 

49 

45i 

11* 

10* 

9i 

8 

60 

56 

52 

13i 

12 

lOf 

9 

67i 

63 

58i 

15 

13* 

12 

10 

75 

70 

65' 

161 

15 

13* 

20 

150 

140 

130 

33* 

30 

26f 

30 

225 

210 

195 

50 

45 

40 

40 

300 

280 

260 

66i 

60 

53* 

50 

375 

350 

325 

83* 

75 

66J- 

60 

450 

420 

390 

100 

90 

80 

70 

525 

490 

455 

1161 

105 

93* 

80 

600 

560 

520 

133i 

120 

106* 

90 

675 

630 

585 

150 

135 

120 

100 

750 

700 

650 

166j 

150 

133* 

200 

1500 

1400 

1300 

333* 

300 

266* 

300 

2250 

2100 

1950 

500 

450 

400 

400 

3000 

2800 

2600 

666  r 

600 

533* 

500 

3750 

3500 

3250 

8334 

750 

666* 

600 

4500 

4200 

3900 

1000 

900 

800 

700 

5250 

4900 

4550 

1166s- 

1050 

933* 

800 

6000 

5600 

5200 

1333* 

1200 

1066* 

900 

6750 

6300 

5850 

1500 

1350 

1200 

1000 

7500 

7000 

6500 

1  1606J 

1500 

1333* 

2000 

15000 

14000 

13000 

3i:f:£* 

3000 

26661- 

3000 

22300 

21000 

19300 

5000 

4500 

4000 

4000 

30000 

28000 

26000 

6666y 

6000 

5333* 

5000 

37500 

35000 

32500 

8;!33* 

7500 

6666* 

6000 

45000 

42000 

39000 

10000 

9000 

8000 

7000 

52500 

49000 

45300 

11660* 

10500 

9333* 

8000 

60000 

56000 

52000 

13333* 

12000 

10666* 

9000 

67500 

63000 

58500 

15000 

13500 

12000 

10000 

75000 

70000 

65000 

16666* 

15000 

13333* 

A  general  Explanation  of  tlie  Tables  and  their  Construction. 
In  Tables,  which  may  be  calculated  by  a  proportion,  in 
which  one  of  the  terms  is  constantly  the  same,  and  conse- 
quently the  other  two  only  variable,  the  given  data,  or  num- 
bers, are  always  of  two  kinds  ;  one  of  the  kinds  is  placed  in 
one  row,  and  the  other  in  another  row,  at  a  right  angle 
therewith ;  the  former  being  parallel  to  the  edges  of  the 
page,  and  upon  the  left  hand,  and  the  other  perpendicular  to 
the  said  edges,  and  at  the  top  of  the  page  :  we  shall  call  the 
former,  the  given  vertical  column ;  .ind  the  latter,  the  given 
horizuntal  row  ;  the  first  part  of  the  given  horizontal  row 
over  the  given  vertical  column,  contains  the  title  of  this 
column;  and  the  given  numbers  of  this  horizontal  row 
follow  each  other  in  succession,  having  each  a  separate  cell 
with  the  title  at  the  top ;  then  other  rows  are  made  in  a 
line  with  each  cell,  parallel  to  the  given  vertical  column, 
so  that  the  respective  numbers  which  form  the  said  cokunns 
may  also  line  with  the  numbers  in  the  left-hand  vertical 
colunm :  then  each  of  these  numbers,  so  disposed,  are  to  be 
the  answers  of  the  two  numbers  at  the  extremity  of  the  legs 
in  each  given  row.  From  this  it  appears,  that  the  answer 
is  in  the  concourse  of  the  given  column  and  row,  traced 
fiom  each  given  datum  parallel  to  the  given  columns  in 
which  the  data  are  inserted.  Ail  the  useful  variations  of 
one  of  the  given  species,  or   kinds,  are   expressed   by   one 


or  several  arithmetical  progressions,  in  the  given  vertical 
column,  and  the  other  species  in  an  arithmetical  progression 
in  the  given  horizontal  row.  If  the  given  vertical  column 
consist  only  of  one  arithmetical  progression,  the  answer  for 
any  number  in  the  said  colunm,  between  the  first  and  the 
last,  may  be  obtained  at  once  :  but  if  the  given  vertical 
column  consist  of  several  arithmetical  progressions,  viz. 
from  1  to  10,  from  10  to  100,  from  100  to  1000,  &c.,  the 
common  difl'erence  of  the  following  progression  being  10 
times  greater  than  that  which  precedes  it,  then  the  given 
number  belonging  to  the  vertical  column  must  bo  divided 
into  component  parts,  so  as  to  correspond  with  as  many  of 
the  numbers  to  be  found  in  the  progressions;  each  of  the 
answers  are  to  be  taken  out  separately,  and  added  togfther, 
and  the  sum  will  be  the  answer  in  full.  Where  the  given 
vertical  column  consists  of  one  or  more  arithmetical  progres- 
sions, so  will  each  vertical  column  of  answers  consist  of  as 
many  arithmetical  progressions,  and  each  hojizontal  row  of 
answers  will  also  form  an  aiithmetical  progression ;  there- 
fore in  the  construction  of  the  Table,  there  is  no  necessity 
for  calculating  by  the  rule  of  proportion,  nor  even  by  plain 
division  or  multiplicati-on,  e.xcept  in  the  first  or  uppermost 
two  numbers  in  the  first  and  second  vertical  columns  of 
answers;  the  difference  of  each  of  these  numbers,  so  found, 
is  the  common  difference  of  the  progression  in  the  first 
horizontal  row  of  answers;  then  this  common  difference 
being  added  to  that  at  the  head  of  the  second  column  gives 
the  next  towards  the  right  hand,  or  the  uppermost  answi-r  at 
the  head  of  the  third  vertical  column  ;  the  ccunmon  difl'ur- 
ence  being  added  to  this  sum,  again  gives  the  next  succeeding 
answer,  and  so  on  to  the  end  of  the  horizontal  progression : 
proceed  with  each  vertical  column  by  adding  the  common 
difference  in  the  same  way  throughout  each  pi'ogression,  if 
more  than  one ;  observing,  that  whatever  number  of  times 
the  common  diffijrence  of  any  following  progression  in  the 
given  vertical  column  contains  the  common  difference  in  the 
preceding  progression,  so  must  the  common  difference  of  any 
following  corresponding  progression,  in  any  vertical  column 
of  answers,  contain  the  common  difference  of  the  arithmeti- 
cal progression  immediately  preceding  in  the  same  column. 

One  thing  may  be  observed  in  each  vertical  column,  where 
the  answers  consist  of  integers  only,  and  where  there  are 
several  arithmetical  progressions,  from  1  to  10,  from  10  to 
100,  from  100  to  1000,  and  where  each  progression  is  formed 
of  10  terms,  all  the  numbers  of  the  first  progression  are  to 
be  found  respectively  in  as  many  of  the  first  figures  of  the 
second  progression,  and  all  the  figures  of  each  number  in  the 
second  progression  are  to  be  respectively  found  in  as  many  of 
the  first  figures  of  each  of  the  numbers  in  the  third  pro- 
gression, and  so  on,  whatever  be  the  number  of  progres- 
sions :  therefore,  if  the  last  progression  be  constructed,  the 
whole  of  the  progressions  upwards  may  also  be  constructed  : 
for  whatever  number  of  figures  each  number  of  the  lower 
progression  consists  of,  each  number  of  the  progression  im- 
mediately above  will  respectively  consist  of  the  same,  want- 
ing the  right-hand  figure;  likewise  the  third  progression  will 
have  the  same  number  of  figures  in  each  number,  wanting 
one,  that  each  respective  number  has  in  the  second  progres- 
sion,  or  wanting  two  that  each  respective  number  in  the 
undermost  progression  has.  So  that,  by  proper  attention, 
one  small  Table,  consisting  only  of  10  horizontal  row.s,  will 
give  the  answer  for  any  number  whatever. 

In  Tables  where  the  given  columns  consist  of  diflferent 
denominations,  the  answers  may  be  first  obtained  in  one  de- 
nomination, and  afterwards  each  of  the  answers  may  be 
divided  into  the  several  denominations  it  will  resolve  into,  in 
order  to  facilitate  the  construction  of  the  Tables. 


MEN 
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Table  I. 

Eiplanntion. — At  the  head  of  this  t.il)le,  over  each  verti- 
cal column,  is  the  thickness  of  the  wall  in  bricks  and  half 
bricks,  viz.  from  |  a  brick  to  5  bricks  ;  the  first  vertical 
column,  or  that  on  the  left  hand,  contains  the  number  of 
rods,  from^  to  21,  and  each  succeeding  column  towards  the 
right  shows  the  number  of  rods,  quarters,  and  feet,  reduced 
to  a  brick  and  a  half,  according  to  the  thickness  expressed  at 
the  top  of  the  column,  and  to  the  number  of  rods  to  be 
found  in  the  same  horizontal  line  in  the  first  column. 

Use. — Suppose  a  wall,  Si  bricks  thick,  contained  8  rods, 
how  many  standard  rods  dues  the  wall  contain  1  Look  for  8 
rods  in  the  first  column,  carry  your  eye  horizontally  to  the 
2iV  brick  column,  in  which  you  will  find  13  1  22;  that  is, 
13  rods,  1  quarter,  and  22  feet;  and  so  proceed  for  any  other 
quantity  and  thickness. 

Construction  of  the  Table. — Multiply  the  number  of  super- 
ficial rods  expressed  in  any  number  of  the  first  column,  by 
the  number  of  half  bricks  that  the  wall  is  in  thickness, 
divide  the  product  by  3,  and  the  quotient  will  exhibit  the 
number  of  reduced  rods:  multiply  the  remainder,  if  any,  by 
272,  and  \  of  the  product  will  be  reduced  feet;  the  inches 
not  being  noticed.  Now,  as  68  feet  are  the  quarter  of  a  rod, 
the  quotient,  if  it  equal  or  exceeds  68,  must  be  divided 
thereby,  and  the  last  quotient  will  give  the  quarters  of  a  rod, 
and  the  remainder,  if  any,  will  be  feet. 

Example. — Let  it  be  required  to  find  to  the  quantity  of  re- 
duced work  in  a  wall  2^  bricks  thick,  the  superficial  measure 
bein"  8  rods : 


5  half  bricks 


3)  40 


Then  68)  90  (1 
68 


22 


13     90 

Rdg. 
That  is  13 


Ft. 
22 


Ft        R.       Qt 
90  =  13        1 

And  thus  for  any  other  number  of  superficial  rods.  A  Table, 
similar  to  the  above,  may  be  found  in  Leadbeater's  Gentle- 
man s  and  Tradesman' s  A.<isislanl,  second  edition ;  and  also 
in  Crosby's  Builder's  Price  Book. 
Table  II. 
Explanation  and  Use. — The  first  colunm  contains  the 
number  of  superficial  feet,  from  1  to  10  inclusive,  the  com- 
mon difference  being  1;  from  10  to  100  inclusive,  the 
common  difference  l)oing  10;  from  100  to  1000  inclusive, 
the  common  ditference  being  100;  from  1000  to  10,000  in- 
clusive, the  common  difference  being  1000  ;  and  from  10.000 
to  90,000  inclusive,  the  common  ditTerence  being  10,000. 
The  adjacent  vertical  columns,  towards  the  right,  show  the 
number  of  bricks  respectively  required  to  build  a  wall  at  the 
thickness  of  \,  1,  \\,  2,  2^  "bricks,  according  to  the  super- 
ficial feet  expressed  by  the  number  in  the  first  vertical 
column,  in  the  same  horizontal  line. 

Lot  it  be  required  to  find  the  number  of  bricks  necessary 
to  build  a  wall  half  a  brick  thick,  containing  an  area  of  4850 
feet:  Divide  the  number  into  its  conifionent  parts  thus, 
4850  =  4000  +  800  -j-  50,  then  look  for  each  of  these  parts 
separately,  and  you  will  find,  that 

4000  will  require  22058 
800  „         .,  441! 

_50  „         „        _275 
and  the  whole  4850  „         „         2t>744 
Again,  let  it  be  required  to  find  the  number  of  bricks  that 
will   build  a  wall  two  bricks  thick,  containing  an  area  of 
35,861  feet :  then  say  ,35.804 =30  000+5, 000 +  800 +  60 +4, 
and  you  will  find  that — 


add  these 
together, 


30000 

5000 

800 

60 

4 

35864 


will  require 


601764 

110294 

17647 

1323 

88 

791116 


Construction. — Reduce  the  standard  rod  of  272  feet,  and 
the  given  area,  into  walls  of  half  a  brick  thick  ;  then  say,  as 
the  number  of  feet  in  the  standard,  thus  reduced,  is  to  the 
area  reduced  to  the  same  thickness,  so  is  4,500  bricks,  the 
quantity  required  to  build  the  former,  to  the  quantity  re- 
quin^l  to  build  the  latter. 

Example  I. — IIow  many  bricks  will  be  required  to  build 
a  wall  cc^ntaining  an  area  of  35,864  feet,  two  bricks  thick? 
Then  272  35864 

3  4 


816 


143456     : :     4500 
4500 

71728000 
573824 

816)  645552000  (791117  the  answer. 
5712 

7435 
7344 


912 
816 

960 
816 

1440 
816 


6240 
5712 

528 


The  answer  is  within  one  of  what  is  obtained  from  the 
Tables ;  the  ditTerence  arises  from  the  fractions  being  lost,  in 
adding  the  several  parts  together. 

Eximple  II. — How  many  bricks  will  be  required  to  build 
a  partition  wall,  half  a  brick  thick,  containing  an  area  of 
4850  feet? 

272                4850 
3  1 

Then  816    :   4850  : :  4500 
4500 
2425000 
19400 

816)  21825000  (26746  the  number  required  ; 
wliicb  is  riitlier  more  tlmo 
the  ngi;rei|;ate  found  by 
tlie  Tables,  the  remniiv 
ders  being  omitted  in 
adding  the  component 
paits  together. 


1632 

5505 

4896 


6090 
5712 

3780 
3264 


5160 
4896 

264 
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In  this  manner,  by  the  rule  of  proportion,  every  number 
in  the  Table  may  be  found.  Or  if  the  solidity  of  the  wall 
be  divided  by  the  solidity  of  a  brick,  both  of  the  same  dimen- 
sion, the  quotient  will  give  the  number  of  bricks  ;  but  this 
operation  will  not  be  shorter  than  the  above. 

In  Salmon's  Architect's  Assi.slant,  is  a  Table  similar  to  that 
above  described,  showing  the  number  of  bricks  necessary  to 
build  a  wall,  from  half  a  brick  to  two  bricks  and  a  half  thick 
inclusive,  and  from  one  foot  on  the  surface,  to2~,000  inclusive. 
The  column  of  feet  goes  on  from  unity  to  100  inclusive,  the 
common  difftjrence  being  one  ;  then  from  100  to  1,000  inclu- 
sive, the  common  ditference  being  100;  and  la-tly  from  1.000 
to  27,000  inclusive,  the  common  dilllrence  being  1,000. 

But  there  is  no  advantage  in  a  long  table,  unless  the  num- 
ber could  be  found  at  once  without  addition,  which  is  not 
generally  the  ciise.  The  short  Table  here  introduced,  is  ex- 
tended farther  than  Salmon's,  and  is  much  more  handy. 

Another  Table,  of  the  same  description,  was  published  by 
Mr.  J.  Leadbeater,  and  assistants,  in  his  Geiitletnan's  and 
Tradesman's  Complete  Assistant.  The  progression  of  the 
numbers  e.xpressing  the  area  is  exactly  the  same  as  in  Sal- 
mon's, e.xcept  that  the  latter  author's  work  contains  two  hori- 
zontal lines  more  than  the  former  ;  the  one  ending  in  27,000, 
the  other  in  25,000  ;  and  with  the  e.xception  of  the  following 
numbers,  all  the  others  correspond  : 

In  the  one-brick  column,  opposite  35,  Salmon  has  381,  and 
Leadbeater  380,  the  difference  is  5,  but  Leadbeater  is  right. 

In  the  same  column,  opposite  45,  Salmon  has  502,  and 
Leadbeater  503:   but  the  number  ought  to  be  496. 

In  the  brickand-haif  colunm,  opposite  53,  Salmon  has  876. 
and  Leadbeater  878  ;  the  true  number  is  876.  or  more  nearly 
877  :  in  this  instance  they  differ  but  little  from  the  truth. 

In  the  one-brick  column,  opposite  62,  Salmon  has  689,  and 
Leadbeater  696  ;  which  are  both  in  excess  ;  the  true  number 
being  683,  or  very  nearly  684.  The  greatest  difference  is  12 
or  13  that  Leadbeater  is  beyond  the  truth. 

In  the  brick-and-half  column,  opposite  84,  Salmon  has 
1389,  and  Leadbeater  1380  ;  which  are  both  in  excess;  the 
true  number  being  1356.  Salmon,  who  has  the  greatest, 
exceeds  the  truth  by  33. 

In  the  same  colunm,  opposite  97,  Salmon  has  1604,  and 
Leadbeater  1614:  Salmon  is  right. 

And  lastly,  in  the  two-and-a-half  brick  column,  opposite 
12,000,  Salmon  has  343,087,  and  Leadbeater  353,087,  which 
are  both  vastly  beyond  the  truth,  which  is  330,882.  Salmon 
is  therefore  12  205  in  e.xcess,  and  Leadbeater  22,205. 

These  differences  are  so  great,  and  the  nearest  so  wide  of 
the  truth,  that  one  must  suppose,  either  that  these  gentlemen 
were  governed  by  no  regular  rule,  or  that  they  were  very 
careless ;  for  indeed  they  might  have  come  nearer  to  the  re- 
quired number  at  a  mere  guess. 

But  if  in  the  few  numbers  here  examined,  such  enormous 
difterences  appear,  what  may  not  be  expected  from  the  far 
greater  part  of  them  1 

h  may  perhaps  happen  that  these  differences,  as  they  are 
few,  are  typographical  errors;  and  should  this  be  the  case, 
it  is  most  probable  that  one  has  copied  from  the  other.  The 
quotations  from  these  works  are  from  the  second  edition  ; 
Salmon's  is  dated  1748,  and  Leadbeater's  1769. 

In  Crosby's  Builder's  Price  Book,  by  Phillips,  for  1811,  is 
a  similar  Table  ;  and  I  am  sorry  to  find,  in  a  book  of  so 
much  reputation,  that  the  same  numbers  are  to  be  found  as 
in  Salmon's  and  Leadbeater's,  except  in  the  four  following  : 

In  the  one-brick  column,  opposite  20,  Crosby  has  223,  and 
Salmon  and  Leadbeater,  each,  220,  the  true  number. 

In  the  two-brick  column,  opposite  300,  Crosby  has  6626, 
and  Salmon  and  Leadbeater,  6616,  the  true  number. 


In  the  two-and-a-half  brick  column,  first,  opposite  50, 
Crosby  has  1476,  and  Salmon  and  Leadbeater.  1478  ;  but  the 
true  number  is  1378:  Secondly,  opposite  5000,  Crosby  has 
1,45,953,  and  Salmon  and  Leadbeater,  142,953;  whereas  the 
true  number  is  137,867. 

These  numbers  are  so  nearly  alike  in  the  three  books  here 
mentioned,  that  the  differences  appear  to  be  no  more  than 
typographical  errors;  whence  we  may  conclude  that  Lead- 
beater's Assistant  has  been  copied  from  S.ilinon's,  and  the 
Table  in  Crosby's  from  one  of  them  ;  for  though  it  is  much 
contracted,  the  errors  in  the  numbers  arc  the  same. 

If  compilers  in  general  would  be  at  the  necessary  pains  of 
examining  what  they  intend  to  adopt,  three-fourths  of  the 
books  that  are  published  on  scientific  subjects  would  never 
have  appeared  ;  the  fir  greater  part  of  them  are  made  from 
scraps  of  others,  and  many  are  exactly  the  same  in  substance, 
only  slightly  varied  in  the  arrangement,  or  in  a  single  word 
now  and  then ;  and  even  whole  paragraphs  or  sections  are 
frequently  to  be  met  with,  and  sometimes  whole  works  are 
copied,  without  any  acknowledgment  of  the  original  author. 
Such  is  the  case  with  the  three  authors  alluded  to  ;  neither 
of  the  latter  two  takes  any  notice  of  the  first;  but  taking  it 
for  granted  that  he  is  right,  and  depending  upon  this,  they 
each  make  the  part  thus  adopted  their  own,  little  suspecting 
that  these  antiquated  works  would  ever  undergo  re-examina- 
tion. But  happy  it  is  for  scientific  subjects,  and  for  origimd 
writers,  that  there  are  .still  some  few  men  of  principle  who 
will  pry  to  the  bottom  of  the  greatest  difficulties,  and  undergo 
the  most  laborious  calculations  ;  and  though  such  authors  as 
those  referred  to,  may  have  credit  in  the  mean  time  for  what 
they  have  done,  they  must  be  ultimately  exposed  to  that 
censure  which  their  works  so  justly  deserve. 

There  is  hardly  a  number  in  the  latter  part  of  these 
Tables  but  is  wrong,  in  some  instances  even  to  thousands  : 
but  as  I  have  put  the  reader  in  possession  of  a  method  by 
which  to  examine  them,  he  may  do  it  at  his  leisure;  or  he 
may  compare  any  of  the  other  numbers  with  those  here  in- 
serted. 

When  such  errors  arising  from  carelessness,  are  to  be 
found  in  a  single  Table  of  a  Price  Book,  is  there  not  reason 
to  suppose  that  in  other  parts,  not  examined,  they  abound 
equally,  and  therefore  create  a  doubt  as  to  the  degree  of 
dependence  to  be  placed  in  any  one  article  ?  There  is  no 
man  perfect ;  and  when  diflTerent  ideas  crowd  upon  the  mind 
of  a  writer  at  the  same  time,  in  treating  of  subjects  that 
have  not  been  before  investigated,  he  may  inadvertently 
insert  a  wrong  word,  or  a  typographical  error  may  escape 
his  notice;  but  in  most  cases  this  will  be  easily  detected,  as 
other  parts  of  the  subject  will  readily  ascertain  the  author's 
meaning,  or  otherwise  it  may  be  deduced  from  a  palpable 
contradiction  in  terms,  where  only  one  idea  could  be  meant. 

Table  IN. 

Explanation. — The  first  vertical  column  contains  the 
contents  of  the  wall  in  superficial  feet,  the  given  row  the 
thickness  in  bricks  and  half-bricks,  and  the  other  vertical 
columns  the  answers. 

Use. — What  is  the  quantity  of  reduced  brickwork  in  a 
wall  containing  5,848  feet  superficial  and  2^  bricks  thick  ? 

Say,  5,348=5,000-1-300+48:  then  we  have  by  the  Table, 

E.  Qr.    Ft.  In. 

5000  will  require  30  2  37  4 

300     "         "         1  3  24  0 

48     "         "         0  1   12  0 


consequently  5348     " 


32     3     5     4 


The  same  found  by  the  rule  thus : 

5348 
5 

3)26740 


R.  Qr.  Ft.  In. 
272)8913  4  (32  3  5  4,  the  answer,  as 
816  before. 


753 

544 


68)209(3 
204 


The  rule  here  applied  is  the  same  as  TJule  I.  p.  50,  vol  I. 
As  the  first  progression  goes  on  from  1  to  50  inclusive,  and 
two  adjacent  numbers  differing  by  unity,  any  nuuiber  from 
50  to  1  may  be  taken  at  once. 

Example. — in  a  wall  of  two  hricl<s  thicl<,  containing  an 
area  of  47  feet,  what  is  the  standard  measure  1 

In  the  meeting  of  the  2-briclt  column  and  the  horizontal 
row  from  47,  you  have  62  feet  8  inches,  the  answer  required. 

In  constructing  a  table,  such  as  this,  with  ditforent 
denominations,  it  will  be  much  more  ready  to  find  the  whole 
numbers,  as  in  the  last  Table,  in  the  least  denomination,  and 
afterwards  to  divide  each  respective  number  by  as  many  as 
will  make  one  of  the  next  denomination  ;  then  the  quotient 
is  so  many  of  this  denomination,  and  the  remainder,  if  any, 
so  many  of  the  first;  and  if  the  quotient  exceed  the  number 
tliat  makes  one  of  the  third  denomination,  divide  it  by  this 
number,  and  the  second  quotient  is  so  many  of  the  third 
denomination,  and  the  remainder,  if  any,  so  many  of  the 
second ;  and  so  on,  as  long  as  division  can  be  made. 
Table  IV. 

Explanation  and  Use. — As  the  prices  of  bricks  and  of 
labour  may  vary  in  any  ratio  in  respect  of  each  other,  it  is 
convenient  to  have  a  price  at  once  agreeable  to  these  varia- 
tions, which  can  be  easily  obtained  from  this  Table.  The 
given  price  of  bricks  per  thousand  is  arranged  in  the  first 
vertical  column,  the  price  of  mortar  and  labour  in  the  given 
horizontal  row,  and  the  required  price  per  rod  is  found,  as 
in  the  other  Tables,  in  the  point  or  place  of  intersection  of 
tlie  horizontal  row  and  vertical  column,  carried  from  each 
of  the  given  prices. 

Example. — What  is  the  price  of  a  rod  of  brickwork,  when 
the  rate  of  bricks  is  £1  18s.  per  thousand,  and  the  price  of 
mortar  and  labour  £3   10s.  per  rod  ? 

Carry  your  eye  horizontally  from  £1  18s.  in  the  given 
column  of  bricks,  until  you  come  to  the  vertical  column 
under  £3  10s.  the  given  price  of  labour  and  mortar ;  and  you 
will  find  £12  Is.  the  price  of  the  rod,  as  required. 

Construction. — Multiply  the  price  of  bricks  per  thousand 
by  4J,  and  add  the  product  to  the  price  of  labour  at  the  top, 
and  you  will  have  the  price  per  rod,  as  in  the  Table.  Let 
us  take  the  above  as  an  example:  then  (£1  18s.)  X  4^  = 
£8  lis.  the  price  of  bricks  in  a  rod,  to  the  product;  add 
£3  10s.  the  price  of  labour  and  mortar,  and  you  will  have 
£12  Is.  as  liefore. 

This  Table  might  be  otherwise  constructed,  by  giving  a 
Table  of  the  variations  of  lime  and  sand,  but  then  it  would 
be  much  longer.  The  articles  of  labour,  lime,  and  sand,  are 
classed  together,  upon  the  supposition  or  probability,  that 
the  increase  or  decrease  of  either  of  the  two  is  nearly  in  the 
same  ratio ;  but  should  it  prove  otherwise,  and   the  dis- 


parity be  great,  a  Table  must  be  constructed  upon  different 
principles. 

Table  V. 
Explanation  and  Use. — This  Table  consists  of  only  two 
vertical  columns;  the  price  per  foot  is  contained  in  the  first 
and  the  price  per  rod  in  the  second  column.  So  that  if  the 
price  per  foot  be  given,  you  have  the  price  per  rod  in 
the  same  horizontal  line  ;  or  the  very  reverse  is  sometimes 
necessary,  when  the  price  per  rod  is  given,  to  know  the 
price  per  foot. 

Example. — What  will  3r.  258ft.  of  reduced  brickwork 
come  to,  at  £2  16s.  8d.  per  rod  1  First  multiply  £2  16s.  8d. 
by  3  ;  look  for  £2  16s.  8d.  under  the  colnmn  per  rod,  on  the 
left  hand  of  it,  you  have  Oid.  for  the  price  per  foot;  there- 
fere  multiply  258  feet  by  ^,  that  is,  divide  it  by  2,  and  you 
will  have  the  number  of  pence,  which  divided  by  12  will 
give  the  shillings.     Thus : 

£.      e.      d.  Feet. 

2    16    8                        2)258 
3  


8 


10 
10 


12)129 


10  9 


9      0    9 

To  perform  such  operations  entirely  by  rule  is  sometimes 
very  tedious. 

Constrzirtion. — The  quantity  of  superficial  feet  in  a  rod 
is  272;  this  being  multiplied  by  the  price  per  foot,  gives 
evidently  the  price  per  rod :  Suppose  Of  d.  per  foot,  what  is 
the  price  per  rod  ? 

Thus :  272 

multiplied  by       3 


4)816 


12)204  pence  per  rod. 


17  shillings. 
Table  VI. 
Explanation. — The  different  gauges  are  contained  in  the 
top  row,  the  given  areas  in  the  first  vertical  column,  and 
the  answers  in  the  succeeding  vertical  columns. 

Example. — How  many   tiles   are   sufficient,  at   a  7-inch 
gauge,  to  cover  an  area  of  5.349  feet? 
Here  5349  =  5000  +  300  +  40-1-9. 

Now,    5000    will  require  32.500 
300      "         "  1,950 

40      "         "  260 

9      «         "  h^ 


therefore  5.349  "  "  34,768^ 
Or  thus,  by  calculation  : — It  is  evident  that  the  numbers 
are  as  the  areas :  suppose  it  is  ascertained  that  52  plain  tiles 
will  cover  8  feet  superficial,  at  a  7-inch  gauge,  we  shall  then 
have,  as  the  area  of  8  feet,  is  to  the  area  of  5.349  feet,  so  is 
8  tiles,  the  number  required  for  8  feet,  to  the  number  of 
tiles  required,  34,768^. 

Thus   8     :     5349     :  :     52 
52 


10698 
26745 

8)278148 


[by  the  Table. 
34768J  the  answer,  as  above  found 


It  may  be  observed  in  this,  as  all  the  foregoing  Tables, 
that  any  two  numbers  in  any  vertical  column,  aie  in  the 
same  ratio  as  any  other  two  opposite  numbers  in  any  other 
vertical  colunm  ;  that  is,  as  any  number  in  any  vertical 
colunm  is  to  any  other  number  in  the  same  column,  so  is 
any  number  opposite  the  former  in  any  other  column  to  the 
number  opposite  the  latter  in  this  last  column. 

The  following  memoranda,  extracted  principally  from  an 
useful  little  work  entitled  the  Student's  Guide  to  Measuring 
and  Vaulting  Artificers'  work,  may  prove  useful. 

Size  and  Weight  of  Various  Articles. 


Length. 

Breadth. 

Thick 

nees. 

Weight 

Ft     In. 

Ft.     In. 

Ft. 

In. 

lbs.     oz. 

Stock  bricks each 

0     8J 

0     H 

0 

2+ 

5       0 

Pavin"     "    ditto 

0     9 
0     6i 

0     4i 
0     3 

0 
0 

4       0 

Dutdi  clinkers ditto 

1       8 

12lnch  paviug  tiles .  ditto 

0  llf 

0  Hi 

0 

H 

13       0 

10  Inch      "           "     ditto 

0     9f 

0     9i 

0 

1 

8       9 

Pnn-tilfs ditto 

1      H 

0     9i 

0 

0+ 

5       4 

Plain  tiles ditto 

0  lOi 
120     0 

0     6i 

0    H 

0 
0 

1 

2       5 

Pan-tile  laths,  per  10-feet  bundle 

4       6 

Ditto,  per  12-feet  bundle 

144     0 

0  n 

0 

1 

5       0 

(A  bundle  contains  12  laths.) 

Plain  tile  laths,  per  bundle. . . . 

500     0 

0     I 

0 

Of 

3       0 

(Thirty  bundles  of  laths  make 

a  load.) 

A  bricklayer's  hod  measures  1  foot,  4  inches,  X  9  inches 
X  9  inches,  and  contains  20  bricks. 

A  single  load  of  sand  is  27  cubic  feet,  or  1  cubic  yard,  and 
contains  18  heaped  or  21  striked  bushels,  and  23^  cubic  feet 
equal  one  ton. 

A  double  load  of  sand  is  54  cubic  feet,  or  2  cubic  yards. 

A  measure  of  lime  is  27  cubic  feet,  or  1  cubic  yard,  and 
contains  from  16  to  18  bushels. 

Quantities. 

A  rod  of  brickwork  measures  16  feet,  6  inches  X  16  feet, 
6  inches,  or  272  feet,  3  inches  superficial,  1^  brick,  or  IS^ 
inches  thick,  called  the  standard  thickness,  or  306  cubic  feet, 
or  11^  cubic  yards  ;  and  weighs  13  tons. 

A  rod  of  brickwork,  laid  to  a  12  inch  gauge,  i.  e.  four 
courses  to  measure  1  foot  in  height,  requires  4353  stock 
bricks. 

Ditto,  laid  to  ll|-inch  gauge,  requires  4533  stock  bricks. 

A  foot  of  reduced  brickwork  requires  16  bricks. 

These  calculations  are  made  without  allowance  for  waste, 
and  indeed  there  is  very  little,  as  nearly  every  part  is  worked 
in,  and  muih  space  is  occupied  by  timbers,  flues,  &c.,  for 
whii-h  no  deduction  is  made  in  measurement;  and  therefore, 
in  the  erection  of  dwelling  houses,  containing  flues  and  bond 
timbers,  4300  stocks  is  quite  sufficient,  and  this  is  the  usual 
number  allowed  for  a  rod  of  brickwork. 

5370  stocks  to  the  rod,  if  laid  dry  ;  4900  ditto,  in  wells 
and  circular  cess-pools. 

A  rod  of  brickwork,  laid  four  courses  to  gauge  12  inches, 
contains  235  feet  cube  of  bricks,  and  71  feet  cube  of  mortar, 
and  the  averaoe  weight  is  about  1.5 'tons, 

A  rod  of  brickwork  requires  1^  cube  of  chalk  lime,  and 
3  loads  of  sand,  or  36  bushels  of  cement  and  36  bushels  of 
sharp  sand. 

A  cubic  yard,  or  load  of  mortar,  requires  9  bushels  of  lime 
and  one  load  of  sand. 

The  proportion  of  mortar  or  cement,  when  made  up  to  the 
materials  in  their  unmixed  state,  is  as  two  to  three. 

Facing  requires  7  bricks  per  foot  superficial. 

Gauged  arches,  10         ditto         ditto. 

Brick-nogging,  per  yard  superficial,  requires  30  bricks  on 
edge,  or  45  laid  flat. 
89 


Description.               Paving. 

Number  requirad. 

Stock  bricks,  laid  flat . 

.  per 

yard  . 

...    36 

Ditto,      on  edi;e  . 



...     52 

Paving  bricks,  laid  flat 



...    36 

Ditto,      on  edge  . 

— 

...     82 

Dutch  clinkers,  ditto  . 

.^       , 

.     .    .140 

12-inch  paving  tiles     . 

— 

...      9 

10-inch  ditto .... 

— 

...     13 

Tiling. 

Gauge — Inchea    Number  required. 
Pan-tiles  per  square   ...     12    ....  150 
Ditto  ditto  ....     11     ...     .  164 

Ditto  ditto  ....     10     ...     .  180 

A  square  of  pan-tiling  requires  1  bundle  of  laths,  and  \\ 
hundred  of  6d.  nails. 


Plain  tiles. 
Ditto 
Ditto 
Ditto 


per  square 
ditto     . 
ditto     . 
ditto 


4     , 

3     . 

,  laid  flat . 


600 
700 
800 
210 


A  square  of  plain  tilling  requires  one  bundle  of  laths  and 
nails,  one  peck  of  tile-pins,  and  3  hods  of  mortar. 

The  laths  are  sold  in  bundles  of  3,  4,  .ind  5  feet  lengths; 
a  bundle  of  3  feet  contains  8  score;  4  feet,  6  score  ;  and  5 
feet,  5  score.  The  nails  used  are  fourpenny  ;  and  the  num- 
ber required  for  a  bundle  of  5  feet  and  6  feet  laths,  are  500 
and  600  respectively. 

Calculation  of  Labour. 
Digger. — The  amount  of  digging  which  a  man  can  per- 
form in  a  day  depends  so  much  on  the  nature  of  the  soil  on 
which  he  has  to  operate,  that  it  is  almost  impossible  to  fix  a 
Constant  for  this  description  of  labour.  The  following  data 
may,  however,  serve  as  a  slight  guide  : 

In  loose  ground  a  man  will  throw  up  about  10  cubic  yards 
per  day,  but  in  hard  or  gravelly  soil,  where  hacking  is  neces- 
sary, from  3  to  5  cubic  yards,  according  to  the  hardness  of 
the  ground,  will  be  a  fair  day's  work. 

Wheeling  is  estimated  by  the  run  of  20  yards.  A  gang 
of  3  men,  2  for  filling  and  1  for  wheeling,  will  remove  about 
30  yards  per  day  to  this  distance;  and  the  labour  for  re- 
moving earth  may  be  calculated  according  to  the  distance, 
allowing  3  men  to  the  first  run,  and  an  additional  man  for 
every  20  yards  of  distance.  [17^  cubic  feet  of  clay  weighs 
one  ton.     18  cubic  feet  of  common  earth  weighs  one  ton.] 

The  following  table,  though  far  from  complete,  contains  Con- 
stants for  all  the  principal  descriptions  of  bricklayer's  work. 
Concrete. — Labour  in  mixing,  wheeling,  throwing  in 
from  a  stage,  and  puddling  (when  required  to  be  done), 
including  erection  of  scaflTolding,  per  yard  cube  .     .    .335 
(The  Constant  to  be  multiplied  by  the  rate  of  wages 
for  a  labourer  per  day.) 

Brickwork,  per  rod 4.941 

(To  be  multiplied  by  the  rate  of  wages  of  a  brick- 
layer and  labourer  per  day.) 

Extra  labour  to  malm  facings 014 

(To  be  multiplied  by  the  rate  of  wages  for  a  brick- 
layer per  day.) 

Paving. 
Brick  paving,  laid  flat  in  sand 


on  edge  in  sand 

flat  in  mortar     .     . 

edge  in  mortar  .     . 

Paving  brick  laid  flat  in  sand    . 

on  edge  in  sand 

laid  flat  in  mortar  . 

on  edge  in  mortar  . 

Clinker  paving  on  edge  in  sand 

10  or  12-inch  tile  paving      .     . 


per  yard 046 

—       075 

—       056 

—       084 

—       046 

—       106 

—       175 

—       121 

—       132 

—       010 


MEN 


190 


ATETN 


Tiling. 

Pan-tiling,  laid  dry  ....     per  square 422 

puinted  outside  ....        —        fiS^^ 

inside  ....        —        790 

Plain  tiling  laid  to  a  4-inch  gauge        ^-       739 

to  a  SJ-ineh  gauge       —        7(54 

to  a  .Siiich  gauge  .        —        790 

The  above  Constants  all  to  be  multiplied  by  the  rate  of 
wages  for  a  bricklayer  and  labourer  per  day. 
Masons'  Work. 

Masons'  work  is  measured  in  the  same  manner  as  brick- 
Javers',  so  Hir  as  the  superficial  content  is  concerned. 

The  joints  of  the  plane  surface  of  an  ashlar  wall  are  mea- 
sured in  breath,  according  to  the  thickness  of  the  ashlar 
Work,  which  is  generally  about  six  inches  ;  and  the  two  sur- 
faces which  are  supposed  to  come  in  contact,  or  to  be 
cemented,  both  of  the  vertical  and  horizontal  joints,  are 
accounted  as  onlv  one  surface,  as  in  cornices  ;  and  are  sup- 
posed to  be  cqni\alent  to  tliat  of  the  vertical  facing  of  the 
wall  after  being  rubbed  smooth. 

In  brick  walls,  stone  strings  must  correspond  to  the  thick- 
ness of  the  bricks.  Strings  are  generally  bevelled,  or  weii- 
thered,  upon  the  upper  side,  and  grooved  on  the  under  side  : 
the  weathering  is  denominated  sunk  work,  and  the  grooving, 
throating.  Stone  sills  in  common  use  are  about  4|  inches 
thick,  and  8  inches  broad  ;  they  are  weathered  at  the  top, 
which  reduces  the  front,  or  vertical  face,  to  about  4  inches, 
and  the  hm-izontal  surtiioe  at  top  to  about  1;^  inch  on  the  in- 
side ;  so  that  the  part  taken  away  is  Cy\  inches  broad,  and 
three-quarters  of  an  inch  deep.  Sills  of  windows,  when 
ii}seited  in  the  wall,  most  commonly  project  about  2^  inches. 
The  horizontal  plane  part,  left  on  the  inside  of  the  top,  the 
vertical  part,  or  fiice,  and  the  horizontal  part  on  the  lower 
side  without  the  wall,  are  denominated  plain  work  ;  the 
sloping  [lart  is  the  sunk  work.  Plain  and  sunk  work  are 
measured  by  the  foot  superficial  ;  throating  by  the  foot  run  ; 
and  are  thus  entered  in  the  measurer's  book : 

(  n 

adding  J.  4 

in 

the  sum  is  8  inches  for  the  breadth  of  the  plain  work  in  the 
sill,  according  to  the  dimensions  stated. 


Ft 

III. 

4 
0 

0 
8 

Plain  work. 

4 
0 

0 

Sunk  work. 

HS 

8 
4i 

Plain  to  end. 

4 

0 

Run  of  tbroatinw. 

The  sawing  is  not  taken  into  account. 

Giniices  are  measured  by  girting  round  the  mouldings  ; 
that  is,  round  all  the  vertical  and  under  sides  :  this  is  deno- 
minated moulJed  work. 

Thus,  suppose  a  cornice  to  project  one  foot,  and  to  girt  two 
feet,  and  to  be  40  feet  in  length  ;  then  the  dimensions  are 
entered  as  below  : 


Ft. 

40 

2 

Moulded  work 

40 

1 

Sunk  work  at  top. 

To  this  must  be  added  all  the  vertical  joints. 

All  cylindrical  work  is  measured  in  the  girt,  and  the  sur- 
face is  acounted  equivalent  to  plane  work  taken  twice. 

Thus,  suppose  a  cylinder  girts  4  feet  9  inches,  and  is  in 
height  12  feet,  then  the  dimensions  are  written  as  follow  : 


Ft.  la 


12     0 
4     9 


Super  plain  work. 
Double  mea-sure. 


Rough  stone,  or  marble,  is  measured  by  the  foot  cube;  but 
for  workmanship,  Che  superficies  are  measured  before  it  is 
sunk,  for  plain  work  ;  one  bed,  and  one  upright  joint,  are  also 
accounted  plain  work,  as  before  stated  ;  then  to  take  the 
plain  sunk  work,  or  circular,  if  any,  and  the  straight  moulded 
work,  or  circular  moulded  work,  if  there  be  any  such.  In 
taking  the  dimensions,  particular  care  is  required  to  distin- 
guish these  different  species  of  work  in  the  progressive  state 
of  preparing  the  stone.  Throatings,  and  all  narrow  sinkings, 
are  measured  by  the  foot  running  measure.  In  taking  the 
dimensions  of  moulded  work,  the  mouldings  must  be  girt  with 
a  string. 

The  contents  of  pavements,  slabs,  and  chimney-pieces,  are 
found  by  superficial  measure  ;  as  also  stones  under  two 
inches  thick  are  valued  according  to  the  same  measure  ;  but 
those  that  are  solid  by  the  foot  cube. 

The  construction  of  rubble-walls  is  not  known  in  London, 
from  the  want  of  stone  ;  but  in  many  countries  such  erections 
are  very  general. 

The  stand.ird  thickness  of  rubble-wall  is  2  feet ;  the  con- 
tent is  first  found  in  feet  and  inches,  then  divided  by  9,  which 
reduces  it  to  superficial  yards  ;  and  the  yards  are  again  divi- 
ded  by  36,  which  reduces  it  to  rootls,  should  the  superficial 
content  in  yards  admit  of  such  division  :  when  the  wall  is 
above  2  feet,  it  is  reduceil  to  that  standard  by  adding  one- 
eighth,  one-fourth,  one  half,  according  as  the  additional 
thickness  may  be  3  or  6  inches,  or  a  foot. 

Weight  of  Stone. 
Purbeck  stone,        14     cubic  feet,  weight  one  ton. 

Portland      —         16         ditto  ditto 

Bath  —         17         ditto  ditto 

Yorkshire    —        15         ditto  ditto 

Granite  ISJ       ditto  ditto 

Marble  13         ditto  ditto 

Purbeck  paving      50  feet  superficial  ditto 

Ditto  step  13  by  6^25  feet  run  ditto 

Valuation  of  Lahonr, 

Table  of  Constants  for  the  different  descriptions  of  mason's 
work. 

N.B. — The  factor  to  be  applied  is  the  rate  of  wages  for  a 
mason  per  day. 

Labour. — Squaring  and  laying  new  York  or  Purbeck. 

Days. 

Paving,  per  foot  superficial 02 1 

If  in  courses,  add .010 

Labour  on  Portland  or  similar,  per  f  )ot  superficial. 
N.I5 — Sawing  to  be  taken  as  half  plain  work. 

Plain  work,  to  bond  stones  per  foot  superficial  .140 
to  beds  and  joints         ditto  .181 

rubbed  face  ditto  .209 

ditto  circular  ditto  .291 

Sunk  work,  rubbed  ditto  .250 

circular  ditto  .313 

Moulded  work,  rubbed  ditto  .292 

circular  ditto  .417 


MEN 


191 


MEN 


Per  foot  superficial.  Days. 
Circul.ir  work  to  shafts  of  columns,  having 
the  lU'cIv  lUDuldiiig,  or  part  o("  the  base, 

worked  ill  the  same  stnne                            ditto  .334 

Circular  or  spherical  work  to  domes  or  balls  ditto  ^  .500 

If  rubbed  add  extra                                          ditto  .049 
Taking    up,    squaring,  and   re-laying    old 

paving                                                          ditto  .042 

Add,  if  in  courses,                                            ditto  .015 
Labour  on  statuary  or  vein  marble,  including  sawing,  work- 
ing, and  polishing 

Per  foot  superficiaL  Days. 

Plain  work                                                          ditto  .875 

Circular  ditto                                                      ditto  1.250 

Sunk  ditto                                                       ditto  1.667 

Moulded  ditto                                                 ditto  2.334 

Circular  sunk  ditto                                            ditto  2.334 

Circular  moulded  ditto                                     ditto  3.000 

On  Old  Work. 

Old  vein  marble  chimney  re-set                      ditto  .125 

Ditto        square  and  re-set                      ditto  .167 

Ditto       sanded,grounded,and  squared  ditto  .209 

Ditto        and  re-set                                   ditto  .250 

Ditto        cleaned  and  re-set                     ditto  .250 

Ditto        sanded,  polished,  and  re-set    ditto  .350 
Ditto        sawed,     sanded,     polished, 

squared,  and  re-set                                        ditto  .626 

Carpenters'   Work. 
Definition. — By  carpenters'  work  is  meant  the  measuring 
of  common  centres,  groined  centres,  floors,  partitions,  cen- 
tering, bond-timbers,  lintels,  wall-plates,  and  roofs. 

For    the   general  customs   see   the   article  Carpenters' 

WORK. 

Problem  I. —  To  measure   the  centering  of  a    cylindrical 

vault. 
Rule. — Multiply  the  length  of  the  vault  in  feet,  by  the 
circumference  of  the  arch,  for  the  breadth  ;  and  divide  the 
product  by   100,  if  greater  than  the  same,  and  the  quotient 
will  give  the  number  of  squares  and  feet. 

Example  1. — How  many  squares  at"  centering  are  there  in 
a  vault,  whose  length  is  18  feet  6  inches,  and  circumference 
31  feet  6  inches  ? 

By  duodecimals.               By  vulgar  fractions. 
F«c-t.  In.                                   31|^ 
31    6                                     \%\ 
18    6  

151+1 
9 
248 
31 


248 

0 

310 

0 

9 

0 

15 

6 

0 

3 

5,82,f 

582    9  or  5  squares,  82  feet,  9  inches. 
By  decimals. 
31.5 
18.5 


1575 
2520 
315 


5,82.75 
Problem    II. —  To    measure    naked  floors,   whether   for 

materials,  or  U'orkman.ship. 
Rule  I. — If  there  be  any  number  of  pieces  of  timber  of 
the  same  scantlings  and  length,  and  the  solidity  of  one  of 


them  ;  and  that  solidity  multiplied  by  the  number  of  pieces 
will  give  the  solidity  of  the  whole. 

Rule  2. — If  the  pieces  be  of  the  same  scantling,  but  of 
diflerent  lengths,  add  all  the  different  lengths  together, 
multiply  the  sum  by  the  area  of  the  end  of  one  of  the  pieces, 
and  the  product  will  give  the  solidity  of  the  whole. 

Rule  3. — If  the  pieces  be  of  difl^erent  scantlings,  but  of 
the  same  length,  find  the  areas  of  the  ends  of  all  the  pieces, 
and  the  sum  of  these  areas  being  multiplied  by  the  common 
length,  will  give  the  solidity  of  the  whole  number. 

Rule  4. — If  some  of  the  pieces  be  of  one  scantling,  equal 
among  themselves,  and  others  of  the  pieces  of  another  scant- 
ling, equal  among  themselves,  but  all  of  the  same  length; 
multiply  the  area  of  the  ends  of  each,  by  the  number  of  such 
as  are  of  the  same  scantling,  add  the  products  together,  and 
their  sum,  multiplied  by  the  common  length,  will  give  the 
solidity. 

Rule  5. — If  the  lengths  vary,  as  well  as  the  scantlings, 
find  the  solidity  of  each  piece  separately,  and  the  sum  will 
give  the  solidity  of  the  whole. 

JVote. — Wherever  a  tenon  is  made,  the  length  of  the  piece 
mu>t  be  taken  from  the  ends  of  the  tenons,  and  not  from  the 
shoulilers. 

If  the  floors  be  fixed  in  the  building,  the  distance  the 
timber  goes  into  the  wall,  which  is  about  one-third  of 
the  thickness  of  the  wall,  must  be  added  to  the  length  of  the 
respective  pieces  that  are  clear  of  the  walls. 

The  best  method  of  finding  the  solidity  of  a  joist,  where 
the  length  is  given  in  feet,  inches,  &c.,  and  the  dimension  of 
the  section  in  inches,  is  to  multi|)ly  the  Inches  together,  and 
throw  the  twelves  out  of  the  product;  alfo  throw  the 
twelves  out  of  the  length,  and  multiply  these  together. 

£xa?nple.— Suppose  a  joist  15  feet  long,  3  inches  by  9; 
the  product  is  27,  which  divided  by  13  gives  2  feet  3  inches; 
also  15  divided  by  12  gives  1  foot  3  inches ;  then 

1  3 

2  3 


2    6 
3 

9 

2     9 

9 

Suppose  the  girder,  to  be  1  foot  broad,  1  foot  2  inches 
deep,  and  20  feet  long;  there  are  eight  bridging-joists, 
whose  scantlings  are  3  inches  by  6i  inches,  and  20  feet 
long;  that  is,  of  the  same  length  with  the  girder;  there  are 
also  eight  binding-joists,  whose  lengths  are  9  feet,  and  their 
scantlings  8^  inches  by  4  inches ;  the  ceiling-joists  are  24 
in  number,  each  6  feet  long,  4  inches  by  2^  inches ; 
required  the  solidity  of  the  whole,  either  for  materials  or 
workmanship. 

1     2 

1 


2  area  of  the  end  of  the  girder. 
6    6 
3 


17     6  area  of  the  end  of  a  bridging-joist. 
8  number  of  bridging-joists. 


110    0 

add  1     2  the  area  of  the  end  of  the  girder. 

[bridging-joists. 

2     3  sum  of  the  areas  of  the  ends  of  the  girder  and 
20      common  length. 

45     feet,  the  solidity  of  the  girder  and  bridging-joists. 


MEN 


193 


MEN 


8 
4 

6 

depth 
thick. 

2 
9 

10 

0 

2     16  solidity  of  a  binding-joist. 
8 

17  feet,  solidity  of  all  the  binding-joists. 
2     6 
4 


10 
6 


0  area  of  the  end  of  a  ceiling-joist. 


5  inches,  solidity  of  a  ceiling-joist. 
24  number  of  ceiling-joists. 


10  feet,  solidity  of  the  ceiling-joists. 

17 

45 

72  feet,  sum  of  all  the  solidities  in  the  whole  floor. 

Problem  III. —  To  measure  roojiiii/,  or  parliiions,  eitlier 
for  materials  or  workinansliip. 

All  timbers  in  a  roof,  or  partition,  are  measured  in  the 
s.ame  mannor  as  floors,  excepting  king-posts  and  queen-posts, 
&c.,  when  there  is  a  necessity  for  culling  out  parallel  pieces 
of  wood  from  their  sides,  in  order  that  the  ends  of  such 
braces  as  come  against  them  may  have,  what  is  called  by 
workmen,  a  square  butment.  To  measure  the  workmanship 
of  such  pieces,  or  posts,  take  their  breadth  and  depth,  at  the 
widest  part,  multiply  them  by  the  length,  and  the  product 
will  give  the  solidity  for  workmanship.  To  find  the  quiin- 
tity  of  materials,  if  the  pieces  sawn  out  are  2^  inches  thick, 
or  more,  they  are  esteemed  pieces  of  timber  fit  for  use  ; 
when  more  than  two  feet  long,  their  lengths  should  not  be 
esteemed  so  long  by  5  or  6  inches,  because  the  saw  cannot 
enter  the  wood  with  much  less  waste,  and  consequently  the 
pieces  must  be  deducted  from  the  whole  solidity,  and  the 
remainder  will  give  the  quantity  of  materials;  but  if 
the  pieces  cut  out  be  less  than  2^  inches,  the  whole  post 
must  be  measured  as  solid  for  the  materials,  because  pieces 
cut  out  are  of  little  use. 

Exawple. — Let  the  tie-beam  be  36  feet  long,  9  inches 
wide,  by  1  foot  2  inches  deep ;  the  king-post,  is  1 1  feet 
6  inches  high,  1  foot  broad  at  the  bottom,  by  5  inches  thick : 
out  of  this  are  sawn  two  pieces  from  the  sides,  3  inches 
thick  and  7  feet  long ;  the  braces,  are  7  feet  6  inches  long, 
5  inches  by  5  inches  ;  the  rafters  are  19  feet  long,  10  inches 
by  5  inches  each;  ihe  struts  are  3  feet  6  inches  long,  and 
4  inches  by  5  inches;  required  the  measurement  for  work- 
manship, and  also  for  materials. 

1    2 
9 


10    6 
3 


5 
5 


31     6  solidity  of  the  tie-beam. 


2     1 


15        lengths  of  the  two  braces  added  together. 
'2~7'3 


5 

10 

4     2 
3     2 

8    4 
12    6 


11 


1 
5 

5 

6 


13     2    4  solidity  of  both  rafters. 


4     9     6  solidity  of  the  king-post,  as  if  solid. 


3 
5 


1     3 

7 


8    9  solidity  of  the  two  pieces  cut  from  the  sides. 

4 
5 

1    8 

7 

11     8  solidity  of  the  struts. 

Consequently, 

Feet.  In.  " 

31     6  0  tie-beam. 

2     7  3  braces. 

18     2  4  rafters. 

4     9  6  king-post. 

11  8  solidity  of  the  struts. 

53    0    9  solidity  of  the  roof  for  work- 
8     9  manship. 

52     4     0  solidity  for  materials. 

Valuation  of  Carpenters'  and  Joiners'  Work. 

Memoranda. 

50  cubic  feet  of  timber  equal  one  load. 

100  feet  superficial,  equal  one  square. 

120  deals  are  called  one  hundred. 

A  reduced  deal  is  H  in.  thick,  1 1  inches  wide,  and  12  fl.  long. 

120  12  feet  3  inch  deals,  equal  5|  loads  of  timber. 

400  feet  superficial  of  Ij  in.  plank  or  deals,  equal  one  load. 

Planksarc  1 1  inches  wide, deals  9  inches ;  and  battens  7  inches. 
A  square  of  flooring  requires —         Number  of  12  feet  boards. 

Laid  rough 12J 

Ditto  edges  shot 12J 

Wrought  and  laid  folding 13 

—  straight  joint 13J 

—  and  ploughed  and  tongued  ...     14 

Number  of  12  feet  batteni 

One  square  of  wrought  folding  floors  requires  ...     17 

Ditto  straight  joint 18 


Weiffht  of  Timber. 
39  cubic  feet  of  oak  ....  equal 1  ton. 

65  —  fir  ....     — do. 

66  —  deals  ...     — do. 

60         —  elm     ...     — ,   .  do. 

51         —  beech  ...     — do. 

45         —  ash      ...     — do. 

35        —  mahogany    .     — do. 

Joiners'  Work. 

In  boarded  flooring,  the  dimensions  must  be  taken  to  the 
very  extreme  parts,  and  from  thence  the  squares  are  to  be 
computed  ;  out  of  which  deductions  are  to  be  made  for  stair- 
cases, chimneys,  &c. 

Weather-boarding  is  done  by  the  yard  square,  and  some- 
times by  the  square,  containing  100  superficial  feet. 

Boarded  partitions  are  measured  by  the  square;  out  of 
which  must  be  deducted  the  doors  and  windows,  except  they 
are  agreed  to  be  included. 

Windows  are  generally  made  and  valued  by  the  foot  super- 
ficial, and  sometimes  by  the  window.  When  they  are 
measured,  the  dimensions  must  be  taken  in  feet  and  inches, 
from  the  under  side  of  the  sill  to  the  upper  side  of  the  top 
rail,  for  the  height ;  and  for  the  breadth,  from  outside  to 
outside  of  the  jambs;  the  product  of  these  is  the  superficial 
content.     For  farther  particulars,  see  the  article  Joinery. 

Example. — IIow  many  feet  does  a  piece  of  dwarf  wain- 
scoting contain,  that  is  18  feet  7  inches  long,  and  5  feet 
3  inches  high  ? 

By  cross  multiplication.  By  decimals. 

18     6  18.5 

5     3  5.25 


1     6 
54 
30 


12)85 


925 

370 
925 

97.125 


7 
90 


97     1     6 

Painters'  Work. 

This  work  is  measured  by  the  yard  square,  and  the 
dimensions  are  taken  in  feet,  inches,  and  tenths. 

In  painters'  work,  every  part  that  is  coloured  is  measured  ; 
consequently  the  dimensions  must  be  taken  with  a  line  girt 
over  the  mouldings.  Ornamental  work  must  be  paid  double 
measure  ;  and  if  carved,  at  per  value,  according  to  the  time. 

Iron  or  wood  railings,  balusters,  &c.,  to  be  measured  on 
both  sides  as  solid  work,  at  per  yard  superficial.  The 
following  contracts  may  be  used  for  common  work — 

First  coat,  including  stopping 027 

Second,  and  following  coats 019 

Plasterers'  Work. 

This  is  done  by  the  yard  square,  and  the  dimensions  are 
taken  in  feet  and  inches. 

When  a  room  consists  of  more  than  four  quoins,  the 
additional  corners  must  be  allowed  at  per  foot  run. 

In  measuring  ceilings  with  ribs,  the  superficies  must  first 
be  taken  for  the  plain  work  ;  then  an  allowance  must  be 
made  fur  each  mitre,  and  the  ribs  must  be  valued  at  so  much 
per  foot  run,  according  to  the  girt,  or  by  the  foot  superficial, 
allowing  moulded  work. 

^    In  measuring  common  work,  the  principal  things  to  be 
observed  are  as  follow  : 


1.  To  make  deductions  for  chimneys,  windows,  and  doors. 

2.  To  make  deductions  for  rendering  upon  brickwork,  for 
doors  and  windows. 

3.  If  the  workman  find  materials  for  rendering  between 
quarters,  one-fifth  must  be  deducted  for  quarters  ;  but  if 
workmanship  only  is  found,  the  whole  must  be  measured  as 
whole  work,  because  the  workman  could  have  performed  the 
whole  much  sooner,  if  there  had  been  no  quarters. 

4.  All  mouldings  in  plaster  work  are  done  by  the  foot 
superficial,  as  joiners  do,  by  girting  over  the  mouldings  with 
a  line. 

When  rooms  have  cornices,  measure  the  ceiling  or  walls, 
including  half  the  width  or  height  of  the  cornice  respectively, 
except  when  the  cornices  are  bracketed,  and  then  only 
measure  up  to  them.  In  measuring  the  length  of  cornices, 
take  the  size  of  the  room,  taking  one  projection  in  and  one 
out,  and  girt  the  cornices.  Enriched  friezes,  &c.,  must  be 
measured  first  as  plain  work,  and  the  enrichments  taken 
separately  afterwards. 

Valuation  of  Plasterers^  Work. — Calculation  of  Materials. 
1  hundred  of  lime  =  25  striked  bushels  (old  measure). 
Materials. 
100  yards  of  (  1^  hod.  of  lime. 

render  set  J.  1  double  load  of  sand, 
require  .  .  (  4  bushels  of  hair. 
Materials. 
'1  load  of  laths.  ^ 

10,000  nails. 
2J  hds.  of  lime. 
1^  dble.  Ids.  of  sand, 
7  bushels  of  hair. 


130  yards  of 

lath  plas- 
ter, and  set 
require  . 


1 


Labour. 
Plasterer,  Labourer 
and  Boy,  3  days 
each. 

Labour. 

Plasterer,  Labourer, 
and  Boy,  6  days 
each. 


Lathing. 
1  bundle  of  laths  and  384  nails  will  cover  5  yards. 

Render  only. 

i  1^  hod.  of  lime. 

187-J- yards  require J  2  double  loads  of  sand. 

(  5  bushels  of  hair. 
Floating  requires  more  labour,  but  not  more  than  half  the 
quantity  of  stuff  as  rendering. 

Setting  only. 
-__        .  .  (  14  hod.  of  lime. 

375  yards  require  .     .     .     .   -j  g^ushels  of  hair. 

20  per  cent,  is  always  allowed  on  the  prime  cost  of  the 
materials. 

Calculation  of  Labour. 
The  decimal  is  to  be  multiplied  by  the  rate  of  wages  for 
plasterer,  labourer,  and  boy,  per  day. 

Daya. 

Rough  render 019 

Floating  render 021 

Setting 016 

Lathing 019 

If  circular  work,  add  on  the  lathing,  and 

also  on  each  coat  of  plastering      .     .  .008 
If  to  groins,  add  as  before 001 

Glaziers'  Work. 

Glaziers'  work  is  measured  by  the  foot  superficial,  and  the 
dimensions  are  taken  in  feet,  tenths,  hundredths,  &c.  For 
this  purpose,  their  rules  are  generally  divided  into  decimal 
parts,  and  their  dimensions  squared  according  to  decimals. 

Circular,  or  oval  windows,  are  measured  as  if  they  were 
rectangular ;  because  in  cutting  the  squares  of  glass  there  is 
a  very  great  waste,  and  more  time  is  expended  than  if  the 
windows  had  been  of  a  rectangular  form. 
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Exdmpk. — How  many  feet  superficial  of  glazing  does  a 
window  contain,  that  is  7.25  high  and  3.75  wide  ? 
7.25 
3.75 


3625 
5075 
2175 


27.1875  feet,  the  answer. 

Plumbers'  Work. 

This  is  generally  done  by  the  pound,  or  hundredweight. 

Sheet  lead,  used  in  roofing,  for  guttering  and  valleys,  is 
in  weight  from  71b.  to  121b.  per  foot;  and  for  ridges  from 
61b.  to  81b. 

The  following  table  will  show  the  weight  of  a  foot, 
according  to  several  thicknesses. 

The  thickness  is  set  in  tenths  and  hundredths  of  an  inch, 
in  the  first  vertical  column ;  and  the  weight  opposite,  in  the 
same  horizontal  line,  in  the  second  vertical  column  on  the 
right  hand :  the  integers  show  the  number  of  pounds 
avoirdupois,  and  the  decimals  the  number  of  thousandth 
parts  above  the  integer :  so  that  the  weight  of  a  square  foot 
of  ^  or  .10  of  an  inch  thick  is  51b.  and  899  thousandth- 
parts. 


Thickness. 

lbs.  to  a  sq.  foot 

.10 

5.899 

.11 

6.489 

4  =  .ll  Ac 

6.554 

.12 

7.078 

\  =  .125 

7.373 

.13 

7.668 

.14 

8.258 

iz=.14.tc 

8.427 

.15 

8.848 

.16 

9.438 

4  =  .16  Ac 

9.831 

.17 

10.028 

.18 

10.618 

.19 

11207 

i  =  .20 

11.797 

.21 

12.387 

Example. — What  is  the  weight  of  a  sheet  of  lead,  25  feet 
6  inches  long,  and  3  feet  3  inches  broad  ;  at  8^lb.  to  the 
square  foot? 

3.25 

25.5 


1625 
1625 
650 

82.875 
8.5 

414375 
G63000 

704.43751bs.,  as  required. 

Lead-headed  nails,  wall-hooks,  and  hold-fasts,  are  charged 
at  per  piece;  clout-nails  by  the  hundred  :  all  kinds  of  pipes 
are  charged  at  per  foot  run  according  to  size  of  bore. 
Washers,  plugs,  valves,  &c.,  at  so  much  each.  Joints  are 
charged  separately. 


Paviors'  Work. 

Paviors'  work  is  done  by  the  square  yard. 

Example. — Suppose  a  pathway  to  be  45  feet  6  inches  long, 
and  the  breadth  12  feet  3  inches;  how  many  square  yards 
does  it  contain  1 


45.5  length. 
12.25  breadth. 

2275 
910 
910 
455 

9) 

5.57.375 

61.930  the  number  of  yards  required. 

The  decimals  will  be  reduced  to  feet  by 
by  9 ;  thus, 

.930 
9 

multiplying 

them 

8.370  feet. 
It  is  not  necessary  to  go  any  farther,  as  the  value  of  the 
next  denomination  rs  not  worth  the  trouble. 

Slaters'  Work. 

If  the  roof  be  equally  hipped  on  all  sides  with  a  flat  at 
top,  and  the  plan  of  the  building  be  rectangular,  add  the 
length  and  breadth  of  two  adjoining  sides  at  the  eaves,  and 
the  length  and  breadth  of  two  adjoining  sides  of  the  flat  toge- 
ther ;  multiply  the  sum  by  the  breadth  of  the  slope,  and  the 
product  will  give  the  area  of  the  space  that  is  covered. 

Add  the  number  of  square  feet  produced  by  multiplying 
the  girt  of  the  roof  by  the  length  of  a  slate  at  the  eaves,  to 
the  area,  for  the  trouble  of  putting  on  the  double  row  of 
slates;  also  add  the  number  of  square  feet  produced  by  mul- 
tiplying the  length  of  the  hips  by  one  foot  in  breadth,  for  the 
trouble  of  cutting  the  slates  where  they  meet,  to  the  said 
area  ;  and  the  sum  will  be  the  whole  contents,  so  as  to  make 
a  compensation  for  the  trouble  and  waste  of  materials. 

Example. — Suppose  a  house  40  feet  6  inches  in  width  and 
60  feet  3  inches  in  length ;  the  breadth  of  the  slope  15  feet 
9  inches,  the  breadth  of  the  flat  12  feet,  and  the  length  31 
feet  9  inches. 


Ft    In. 

40     6 

60     3 

12     0 

31     9 

144    6 

15     9 

4 

6 

1296 

90 

2)  1390 

115 

10 

720 

144 

2275     10    6  the  area. 
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To  this  area  add  the  allowances  for  workmanship  and 
waste. 

If  there  be  no  flat,  add  the  two  adjoining  sides  and  twice 
the  length  of  the  lidge,  for  the  length;  multiply  the  sum  by 
the  breadth  of  the  slope,  for  the  area  of  the  space  covered  ; 
then  add  the  allowances  as  before. 

Men'suratign  of  Timber. 
The  following  rules  are  from  Ur.  Hutton's  Mensuration. 
"  Problem  1. —  To  find  the  area  or  superficial  feet  in  a  board 
or  plank. 
"Rile. — Multiply  the  length  by  the  mean  breadth. 
"  I'l^ote. — When  the  board  is  taperinj^,  add  the  breadth  at 
the  two  ends  together,  and  take  half  the  sum  for  the  mean 
breadth. 

Bi/  the  sliding  rule. — Set  12  on  b  to  the  breadth  in  inches 
on  b;  then  against  the  length  in  feet  on  b,  is  the  content  on 
A,  in  feet  and  fractional  parts. 

"  Example  1. — What  is  the  value  of  a  plank,  whose  length 
is  12  feet  6  inches,  and  mean  breadth  11  inches;  at  \^d.  per 
square  foot  ? 

By  decimals.  By  duodecimals. 

12.5  12     6 

11  11 


12 

Hrf.  is  i 


137.5 
11.46 


Is.  5c?.  ans. 


W.  is  i 
5  in.  is 


11     5     6 


Is.  4irf. 
0       i 


Is.  5d. 
"  By  the  sliding  rule. 
"As  12b     :     11a     :  :     12^8     :     ll^A. 

"That  is,  as  12  on  b  is  to  11  on  a,  so  is  12J  on  b  to 
11^  on  A. 

"  Example  2. — Required  the  content  of  a  board,  whose 
length  is  11  feet  2  inches,  and  breadth  1  foot  10  inches. — 
Answer,  20  feet,  5  inches,  and  8  seconds. 

^^  Example  3. — What  is  the  value  of  a  plank,  which  is  12 
feet  9  inches  long,  and  1  foot  3  inches  broad,  at  ~^d.  a  foot 
— Answer,  3s.  3f(/. 

"  Example  4. — IJequired  the  value  of  five  oaken  planks,  at 
3(/.  per  fiiot,  each  of  them  being  17^  feet  long;  and  their 
several  breadths  as  follow,  namely,  two  of  13i  inches  in  the 
middle;  one  of  14^  inches  in  the  middle,  and  the  two  remain- 
ing ones,  each  18  inches  at  the  broader  end,  and  11^  at  the 
narrower. — Answer,  £1  5s.  8^. 

"  Problem  II. —  To  find  the  solid  content  of  squared  or  four- 
sided  timber. 

Rule. — Multiply  the  mean  breadth  by  the  mean  thickness, 
and  the  product  again  by  the  length,  and  the  last  product  will 
give  the  content. 

"  Bi/  the  sliding  rule. 

c  D  D  0 

"  As  length  :   12  or  10  :  :  quarter  girt  :  solidity. 

"That  is,  as  the  length  in  feet  on  c,  is  to  12  on  d  when 
the  quarter  girt  is  in  inches,  or  to  10  on  d  when  it  is  in 
tenths  of  feet;  so  is  the  quarter  girt  on  d,  to  the  con- 
tent on  c. 

"Note  1. — If  the  tree  taper  regularly  from  the  one  end  to 
the  other,  either  take  the  mean  breadth  and  thickness  in  the 
middle,  or  take  the  dimensions  at  the  two  ends,  and  then  half 
their  sum  for  the  mean  dimensions. 

"  2.  If  the  piece  do  not  taper  regularly,  but  is  unequally 
thick  in  some  parts,  and  small  in  others,  tiike  several  different 
dimensions,  add  them  all  together,  and  divide  their  sum  by 
the  number  of  them,  for  the  mean  dimensions. 


"  3.  The  quarter-girt  is  a  geometrical  mean  proportional 
between  the  mean  breadth  and  thickness;  that  is,  the  square 
root  of  their  product.  Sometimes  unskilful  measurers  use 
the  arithmetical  mean  instead  of  it,  that  is,  half  their  sum-, 
but  this  is  always  attended  with  error,  and  the  nmre  so  as  the 
breadth  and  depth  differ  the  more  from  each  other. 

'■^Example  1. — The  length  of  a  piece  of  timber  is  18  feet 
6  inches,  the  breadth  at  the  greater  and  less  end  1  foot  6 
inches  and  1  foot  3  inches,  and  the  thickness  at  the  greater 
and  less  end  1  foot  3  inches  and  1  foot :  required  the  solid 
content. 

Decimals.  Duodecimals. 

1.5  1     6 

1.25  1     3 


2  )  2.75 

1.375   mean  breadth 


1.25 
1.0 


2  )  2.25 


mean  depth 
mean  breadth 


2)2 

9 

1 

4 

6 

1 

3 

1 

0 

2  )  2 

3 

1 

1 

6 

1 

4 

6 

5625 
7875 
3375 
1125 
1.546875 
18.5 
7734375 
1237.5000 
1546875 


1 
4 


6 
6 
6    9 


length 


1 

18 

6 
6 

6     9 

27 

10 
9 

1     6 
3    4 

28.6171875 

content 

28     7     4  10 

tc 

By  the 

sliding  rule. 

B 

A 

b 

A 

"As 

1     : 

13^   : 

:    16i 

:    223, 

the  mean  square 

c 

D 

c 

D 

"As 

1       : 

1     : 

:    223 

:     14.9 

quarter-girt. 

c 

D 

D 

c 

"As 

18J: 

12    : 

:    14.9 

:    28.6 

the  content. 

"  Example  2. — What  is  the  content  of  the  piece  of  timber, 
whose  Icngih  is  24j  feet,  and  the  mean  bieadth  and  thickness 
each  1 .04Veet  ?— Answer,  26^  feet. 

"Example  3. — Required  the  cimtent  of  a  piece  of  timber, 
whose  length  is  20.38  feet,  and  its  ends  unequal  squares,  the 
side  of  the  greater  being  19^  inches,  and  the  side  of  the  less 
9^  inches.— Answer,  29.7562  feet. 

"Example  4. — Required  the  content  of  a  piece  of  timber, 
whose  length  is  27.36  feet ;  at  the  greater  end  the  breadth  is 
1.78,  and  thickness  1.23  ;  and  at  the  less  end  the  breadth  is 
1.04,  and  thickness  0.91  ?— Answer,  41.278  feet. 
"Problem  III. —  To  find  the  solidity  of  round  or  unsquared 
timber. 

"Rule  1,  or  Common  Rule. — Multiply  the  square  of  the 
quarter-girt,  or  of  one-fourth  of  the  mean  circumference,  by 
the  length,  for  the  content. 

"  By  the  sliding  rule. — As  the  length  upon  c  :  12  or  10 
upon  D  :  :  quarter  girt,  in  12ths  or  lOths,  on  d  :  content 
on  c. 

"  Note  1. — When  the  tree  is  tapering,  take  the  mean 
dimensions,  as  in  the  former  Problems,  either  by  girting  it  in 
the  middle  for  the  mean  girt,  or  at  the  two  ends,  and  take 
half  the  sum  of  the  two.  But  when  the  tree  is  very  irregular 


divide  it  into  several  lengths,  and  find  the  content  of  each 
part  separately. 

"2.  This  rule,  which  is  commonly  used,  pives  the  answer 
about  one-fourth  less  than  the  true  quantity  in  the  tree,  or 
nearly  what  the  ifiantity  would  be  after  the  tree  is  hewed 
square  in  the  usual  way ;  so  that  it  seems  intended  to  make 
an  allowance  for  the  squaring  of  the  tree.  When  the  true 
quantity  is  desired,  use  the  second  rule  given  below. 

"  Example  1. — A  piece  of  round  timber  being  9  feet  6 
inches  long,  and  its  mean  quarter-girt  42  inches;  what  is 
the  content? 

Decimals.  Duodecimals. 

3.5  quarter  giit  3     6 

3.5  3    6 


175 
105 

12.25 
9.5 

6125 
11025 

116.375 

c 
As  9.5 
Or  9.5 


10 

6 

1 

9 

12 

8 

9 

6 

110 

3 

6 

1 

6 

"  Example  2.- 


length 


content  116    4    6 

"  By  the  sliding  rule. 

D  DO 

:  10  :  :  35  :  116J 
:  12  :  :  42  :  116| 
■The  length  of  a  tree  is  24  feet. 


Its  girt  at 
the  thicker  end  14  feet,  and  at  the  smaller  end  2  feet; 
required  the  content. — Answer  96  feet. 

"  Uxajnple  3. — What  is  the  content  of  a  tree,  whose  mean 
girt  is  3.15  feet,  and  length  14  feet  6  inches'? — Answer, 
8.9922  feet. 

"  Example  4. — Required  the  content  of  a  tree,  whose 
length  is  17^  feet,  and  which  girts  in  five  different  places  as 
follows,  namely,  in  the  first  place  9.43  feet,  in  the  second 
7.92,  in  the  third  6.15,  in  the  fourth  4.74,  and  in  the  fifth 
3.10.— Answer,  42.5195. 

"Rule  2. — Multiply  the  square  of  one-fifth  of  the  mean 
girt  by  double  the  length,  and  the  product  will  be  the  con- 
tent, very  near  the  truth. 


"  By  the  sliding  rule. — As  the  double  length  on  c  :  12  or  10 
on  D  :  :  I  of  the  girt,  in  12ths  or  lOths,  on  d  :  content  on  c. 

"  Example  1. — What  is  the  content  of  a  tree,  its  length 
being  9  feet  6  inches,  and  its  mean  girt  14  feet  1 


Decimals. 

2.8 

2.8 


J  of  girt 


Duodecimals. 
2  9  7 
2     9     7 


224 
56 

7.84 
19 

7056 

784 

148.96 


5  7 

2 

2  1 

3 

1 

8 

7  10 

1 

19 

148  11     7 


c 
As  19 
Or  19 


c 
149. 
149. 


content 
"  By  the  sliding  rule. 

D  D 

:     10     :     :     28     : 
:     12     :     :  33t«„-  : 

"  Example  2. — Required  the  content  of  a  tree,  which  is  24 
feet  long,  and  mean  girt  8  feet.— Answer,  122.88  feet. 

"  Example  3. — The  length  of  a  tree  is  \'\\  feet,  and  mean 
girt  3.15  feet;  what  is  the  content? — Answer,  1 1.51  feet. 

"  Example  4. — The  length  of  a  tree  is  17^  feet,  and  its 
mean  girt  6.28  ;  what  is  the  content  ? — Answer, 54.4065  feet. 

"  Note  \.- — That  part  of  a  tree,  or  of  the  branches,  which 
is  less  than  2  feet  in  circumference,  or  6  inches  quarter-giit, 
is  cut  off;  not  being  accounted  timber. 

"2. — Fifty  cubic  feet  of  timber  make  a  load  ;  and  there- 
fore, to  reduce  feet  to  loads,  divide  them  by  50." 

Example. — How  man v  loads  of  ti niber  are  there  in  248  feet  ? 
■5,0  )  24,8 

4     48 
So  that  this  quantity  contains  four  loads  and  48  feet. 

It  is  customary,  however,  to  make  a  difference  between 
square  and  round  timber,  in  many  places.  The  load  of  round 
timber  containing  50  cubic  feet,  while  that  of  square  timber 
contains  only  40.  This  allowance  is  reasonable,  on  account 
of  the  waste. 


"A  Table, 
"/br  readily  finding  the  Content  of  Trees,  according  to  the  common  Method  of  Measuring  Timber. 
"Rule. — Seek  the  quarter-girt  in  the  first  column  towards  the  left-hand,  and  take  out  the  number  opposite, 
that  number  by  the  length  of  the  tree  in  feet,  &c.,  and  the  product  will  be  the  content  in  solid  feet,  &c. 


Multiply 


In. 

Ft.  In. 



In. 

Ft.  In.  "  '"  "" 

In. 

Ft. 

In.  

In. 

Ft. 

In. 



In. 

Ft 

In. 



In. 

Ft.  In.  "  

6 

0  .S 

0  0  0 

10J^ 

0 

9 

2  3  0 

1.5 

6  9  0  0 

19^ 

2 

7 

8  3  0 

24 

0 

0  0  0 

28i 

5  7 

8  3  0 

0  3 

3  0  9 

0 

9 

7  6  9 

7  4  6  9 

2 

8 

6  0  9 

1 

0  0  9 

5  8 

10  6  9 

0  3 

6  3  0 

11 

0 

10 

1  0  0 

8  0  3  0 

20 

2 

9 

400 

2 

0  3  0 

29 

5  10 

1  0  0 

0  3 

9  6  9 

0 

10 

6  6  9 

8  8  0  9 

2 

10 

2  0  9 

3 

0  6  9 

5  11 

3  6  9 

7 

0  1 

1  0  0 

0 

11 

0  3  0 

16 

9  4  0  0 

2 

11 

0  3  0 

25 

4 

1  0  0 

6  0 

6  3  0 

0  i 

4  6  9 

0 

11 

6  0  9 

10  0  0  9 

2 

11 

10  6  9 

6 

1  6  9 

6  1 

9  0  9 

0  4 

8  3  0 

12 

0 

0  0  0 

10  8  3  0 

21 

3 

0 

9  0  0 

6 

2  3  0 

30 

6  3 

0  0  0 

0  5 

0  0  9 

0 

6  0  9 

11  4  6  9 

3 

1 

7  6  9 

7 

3  0  9 

6  4 

3  0  9 

8 

0  5 

4  0  0 

1 

0  3  0 

17 

2 

0  10  0 

3 

2 

6  3  0 

26 

8 

4  0  0 

6  5 

6  3  0 

0  5 

8  0  9 

1 

6  6  9 

2 

0  9  6  9 

3 

3 

5  0  9 

9 

5  0  9 

6  6 

9  6  9 

0  6 

0  3  0 

13 

2 

1  0  0 

2 

16  3  0 

22 

3 

4 

4  0  0 

10 

6  3  0 

31 

6  8 

1  0  0 

0  6 

4  6  9 

2 

7  6  9 

2 

2  3  0  9 

3 

5 

3  0  9 

11 

7  6  9 

6  9 

4  6  9 

0 

0  r. 

9  0  0 

3 

2  3  0 

18 

2 

3  0  0  0 

3 

6 

2  3  0 

27 

5 

0 

9  0  0 

6  10 

8  3  0 

0  7 

1  C  9 

3 

9  0  9 

2 

3  9  0  9 

3 

7 

1  6  9 

5 

1 

10  6  9 

7  0 

0  0  9 

0  7 

6  3  0 

14 

4 

4  0  0 

2 

4  6  3  0 

23 

3 

8 

1  0  0 

6 

3 

0  3  0 

32 

7  1 

4  0  0 

0  7 

11  0  9 

4 

11  0  9 

2 

5  3  6  9 

3 

9 

0  6  9 

5 

4 

2  0  9 

7  2 

8  0  9 

10 

0  8 

4  0  0 

.1 

6  3  0 

19 

2 

6  10  0 

3 

10 

0  3  0 

28 

6 

5 

4  0  0 

7  4 

0  3  0 

1 

0  8 

9  0  9 

6 

1  6  9 

i 

2 

6  10  6  9 

3 

11 

0  0  9 

i 

6 

6 

6  0  9 

7  5 

4  6  9 
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Scholium. — In  ineasuring  squared  timber,  unskilful  mea- 
suriTs  usiialiv  take  oiie-foui'th  of  the  circiiiiifiTence,  or  girt, 
for  the  side  of  a  mean  square;  which  quarter  girt  therefore 
multiplied  by  itself  and  the  product  multiplied  by  the  length, 
they  account  the  solidity,  or  content :  when  the  Itreadth  and 
thickness  are  nearly  equal,  this  method  will  give  the  solidity 
pretty  near  the  truth  ;  but  if  the  breadth  and  thickness 
dill'er  considerably,  the  erior  will  be  so  great,  that  it  ought 
by  no  means  to  be  neglected. 

"  Thus,  suppose  we  take  a  balk,  24  feet  long,  and  a  foot 
square  throughout ;  and  consequently  its  solidity  24  cubic  feet : 
if  this  balk  be  slit  exactly  in  two,  from  end  to  end,  making 
each  piece  6  inches  broad,  and  12  inches  thick,  the  true 
solidity  of  each  will  be  12  feet;  but,  by  the  quarter-girt 
method,  they  would  amount  to  much  more ;  fur  the  false 
quarter  girt,  being  equal  to  half  the  sum  of  the  breadth  and 
thickness,  in  this  case  will  be  9  inches,  the  square  of  which 
is  81,  which  being  divided  by  144,  and  the  quotient  multi- 
plied by  24.  the  length,  w'e  obtain  13^  feet  for  the  solidity  of 
each  part ;  and  consequently  the  two  solidities  together  make 
27  feet,  instead  of  24. 

"Again,  suppose  the  balk  to  be  so  cut,  that  the  breadth 
of  one  piece  may  be  4  inches,  and  that  of  the  other  8  inches. 
Here  the  true  content  of  the  less  piece  will  be  8  feet,  and 
that  of  the  greater  10  feet.  But,  proceeding  by  the  other 
method,  the  quarter-girt  of  the  less  piece  will  be  8,  whose 
square,  64,  multiplied  by  24,  and  the  product  divided  by 
144,  gives  10|  feet  instead  of  8.  And  by  the  same 
method,  the  content  of  the  greater  piece  will  be  16|  feet, 
instead  of  16.  And  the  sum  of  both  is  27^  feet,  instead 
of  24  feet. 

"  Farther,  if  the  less  piece  be  cut  only  2  inches  broad,  and 
the  greater  10  inches;  the  true  content  of  the  less  piece 
would  be  4  feet,  and  that  of  the  greater  20.  But,  by  the 
other  method,  the  quarter-girt  of  the  less  piece  would  be 
7  inches,  whose  square,  49,  being  divided  by  6,  gives  8g^  feet, 
instead  of  4,  for  the  content.  And,  by  the  same  method,  the 
content  of  the  greater  piece  would  be  20^,  instead  of  20  feet. 
So  that  their  sum  would  be  2S-J,  instead  of  24  feet. 

"  Hence  it  is  evident,  that  the  greater  the  proportion  be- 
tween the  breadth  and  depth,  the  greater  will  the  error  be, 
by  using  the  false  method  ;  that  the  sum  of  the  tvvo  parts,  by 
the  same  method,  is  greater,  as  the  ditference  of  the  same  two 
parts  is  greater,  and  consequently  the  sum  is  least  when  the 
two  parts  aie  equal  to  each  other,  or  when  the  balk  is  cut 
equally  in  two;  and  lastly,  that  when  the  sides  of  a  balk 
differ  not  above  an  inch  or  two  from  each  other,  the  quarter- 
girt  method  may  then  be  used,  without  inducing  an  error 
that  will  be  of  any  material  consequence. 

"  Problem  IV. —  To  find  where  a  piece  of  round  tapering 
timber  musl  be  cut,  so  titat  the  two  parts,  measured  separately, 
according  to  the  common  inethod  of  measuring,  shall  produce 
a  greater  solidity  than  when  cut  in  any  other  part,  and  greater 
than  the  whole. 

"  RuLK. — Cut  it  through  exactly  in  the  middle,  or  at  half 
of  the  length,  and  the  two  parts  will  measure  to  the  most 
possible,  by  the  common  method. 

"  Example. — Supposing  a  tree  to  girt  14  feet  at  the  greater 
end,  2  feet  at  the  less,  and  consequently  8  feet  in  the  middle ; 
and  that  the  length  is  32  feet. 

"  Then,  by  the  common  method,  the  whole  tree  measures 
to  only  128  feet;  but  when  cut  through  at  the  middle,  the 
greater  part  measures  121,  and  the  less  part  to  25  feet; 
whose  sum  is  146  feet;  which  exceeds  the  whole  by  18  feet, 
and  is  the  most  that  it  can  be  made  to  measure  to  by  cut- 
ting it  into  two  parts. 
90 


"Demonstration-. — Put  o  =  the  greatest  girt,  .9  =  the 
least,  and  x  =  the  girt  at  the  section  ;  also  l  —  the  whole 
length,  and  z  =  the  length  to  be  cut  off  the  less  end. 

"Then,  by  similar  figures,  l  :  z  :  :  o — g  :  x — g.    Hence 

•f  =  "^~^^  +  g.     But  {g  +  x)\  z  -¥{0  ^r  ^)'.  (l  —  z) 

=  a  maximum;  whose  fluxion  being  put  equal  to  nothing, 
and  the  value  of  x  substituted  instead  of  it,  there  results 

g   =    ^  L.       Q.   E.  D. 

"  CoROLLARV. — By  thus  bisecting  the  length  of  a  tree,  and 
then  each  of  the  parts,  and  so  on,  continually  bisecting  the 
lengths  of  the  several  parts,  the  measure  of  the  whole  will  be 
continually  increased. 

"Problem  V. —  To  find  where  a  tree  should  be  cut,  so 
that  the  part  next  the  greater  end  may  measure  to  the  most 
possible. 

"  Rule. — From  the  greater  girt  take  3  times  the  less ; 
then,  as  the  difference  of  the  girts  is  to  the  remainder,  so  is 
one-third  of  the  whole  length,  to  the  length  from  the  less  end 
to  be  cut  off. 

"  Or,  cut  it  where  the  girt  is  one-third  of  the  greatest 
girt. 

'■•Note. — If  the  greatest  girt  do  not  exceed  three  times  the 
least,  the  tree  cannot  be  cut  as  is  required  by  this  problem. 
For,  when  the  least  girt  is  exactly  equal  to  one-third  of  the 
greater,  the  tree  already  measures  to  the  greatest  possible; 
that  is,  none  can  be  cut  off,  nor  indeed  added  to  it,  continuing 
the  same  taper,  that  the  remainder  or  sum  may  measure  to 
so  much  as  the  whole  :  and  when  the  least  girt  exceeds  one 
third  of  the  greater,  the  result  by  the  rule  shows  how  much 
in  length  must  be  added,  that  the  result  may  measure  to  the 
most  possible. 

'■'■  Example. — Taking  here  the  same  example  as  before,  we 
shall  have,  as  12  :  8  :  :  3^  :  7^  =  the  length  to  be  cut  off; 
and  consequently  the  length  of  the  remaining  part  is  24f  ; 
also  1^  =  4|  is  the  girt  of  the  section.  Hence  the  content 
of  the  remaining  part  is  135^j  feet ;  whereas  the  whole  tree, 
by  the  same  method,  measures  only  to  128  feet. 

"  Demonstration. — Using  the  same  notation  as  in  the  last 
demonstration ;  we  have  here  also  x  = 1-  g,  and 

(g  -f  xy.  (l  —  x)  =  a  maximum  ;  which,  treated  as  before, 

G  —  3  cr  G — a  ,       , 

gives  z  = X  J  L.     And  x  = z  +  g  ^  0,  oy 

o  —  g  L 

substituting  the  above  value  of  z.     q.  e.  v. 

"Problem  VI. —  To  cut  a  tree  so  as  that  the  part  next  the 
greater  end.  may  measure,  by  the  common  method,  to  exactly 
the  same  quantity  as  the  whole  measures  to. 

RnLE. — Call  the  sum  of  the  girts  of  the  two  ends  s,  and 
their  difference  d,  then  multiply  by  the  sum  of  d  and  4  *, 
thus : 

dX  {d-\-  A:  s). 

From  the  root  of  the  product  take  the  difference  between 
d  and  2  s,  thus  : 

^  ('i'  +  4  rf  s)  —  2  «  -f  (i. 

Then,  As  twice  d — is  to  the  remainder, 

So  is  the  whole  length — to  the  length  to  be  out  off; 
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Thus  calling  the  whole  length  h,  and  the  part  to  be  cut  off/, 
we  have : 


2d:    ^  {cP  +  'ids)  -2s  +  d  ::  L 
X  {^{d>  +  4ds)-2s  +  d). 


1  = 


2d 


Uj'aiiipk.  —  Vf'ma  still  the  same  numbers  as  in  the  prece- 
ding examples,  we  liave,  *■  =  16,  d  =  12,  and  l  =  32. 

;  =  -L   X  (^/  ((^^  +  4  </ ..)  -  2  «  +  (/)  = 


2d 


(v/  (13'  +  4    X    12   X    16)  -  2   X    16  +   12)  = 
(,/  (144  +  768)  -  20)  1    X    {V  (012)  -  20)  = 

X  10.199337  =  13.5991198  the 


~3 
4 
T 


2  X  12 
4^ 
¥ 
4^ 

¥ 


(30.1993377  -  20) 
length  to  be  cut  off. 

TluTpfore  the  lenjjth  of  the  remaining  part  is  32  — 
13..5991168  =  18.4008832. 

And  \f  s  be  taken  from  the  root,  viz.  y/  (d^  -{-  4  ds)  half 
the  lemainder  will  be  the  girt  of  the  section.     Therefore, 
according   to  the   numbers  given,   the   girt  of  the   section 
Vid^  +  id^)-^  ^  30.1993377-16  ^ 
2  2 

Hence  the  girt  in  the  middle  of  the  greater  part  is 
14  +  r  099669  ^  j0  549g34_  ^.^^^^^  f^m.tjj  ^^^^  ■^^  2.637458  ; 

and  oonsoquently  the  content  of  the  same  part  is  2.637458" 
X  18.40083  =  128,  the  very  same  as  the  whole  tree  mea- 
sures to,  nntwithstanding  above  one-third  part  is  cut  off  the 
true  length. 

^^  Note. — The  principles  of  these  last  three  Problems  are 
also  applicahle  to  the  new,  or  second  rule,  in  paize  361,  and 
indeed  to  any  other  approximate  rule,  or  such  as  is  not 
founded  on  the  rule  f  tr  the  frustum  of  a  cone. 

"  Demonstration. — Using   still    the   same   notation,   we 

shall  have  s'  l  =  (l  —  2)   X  (g  +  xf ;  hence,  instead  of  x, 

dz  ,      .  L 

substituting    its   value  —    +9,    we    obtaui    z    =    - — ;■    X 


{^  {4s  +  d).d)-{2s  +  d). 

"  And  hence  a;  =  ^  ( ./  (4  s  +  rf).  rf)  —  |  s. 


2  d 


Q.  E.  D. 


Rules  have  alreadv  been  given  for  measuring  the  areas  of 
circular  segments,  which  may  at  least  be  depended  upon  to 
throe  places  of  figures,  ami  which  we  have  thought  suffi- 
ciently correct  for  must  practical  purposes ;  but  where  greater 
accunicy  is  required,  the  following  Table  will  carry  the 
appriixitnation  to  five  or  six  figures. 

The  construction  which  comes  after  the  Table  depends 
upcai  the  following  series  for  the  segment  of  a  circle. 


The  area  of  the  seginent  is  a  + 


5v 


1  B  w       3  c  w 


7  v 


9v 


5  D  «    .    7  E  w 


4  V 


11   V 


+  -T7, — ,  &c.  where  a  =  -—  W  v  v.b,  the  second,  c  the 


third.  &c.     See  also  Tlules  3  .ind  4,  Theorem  XI.,  page  171, 
which  arc  the  same  in  principle  as  this. 
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A  Table 


Of  the  Areas  of  the  Segments  of  a  Circle,  whose  diameter  is 
Uiiity,  and  sujyjiosed  to  he  divided  into  1000  equal  Parts. 


H.igl.U 

Aren  Seg. 

000042 

HeiKl't. 

Area  Sag. 

Height. 

AiVK  Seg. 

H„igl,t. 

Area  Seg. 

.001 

.075 

026761 

.149 

073161 

.223 

130605 

.00-2 

0001 10 

.076 

027289 

.150 

073874 

.224 

131438 

.003 

000219 

.077 

027821 

.151 

074,587 

.225 

132272 

.001 

000337 

.078 

028356 

.  1.52 

075306 

.226 

133108 

.00.') 

000170 

.079 

028894 

.  153 

076026 

.227 

13.3945 

.000 

.000018 

.080 

029135 

.154 

076740 

.228 

134784 

.007 

.000779 

.081' 

029979 

.  1.55 

077469 

.229 

•  13.5624 

.008 

.000!)51 

.082 

03052G 

.156 

078194 

.230 

.136165 

.000 

.001135 

.083 

031076  ! 

157 

078921 

.231 

.137307 

.010 

.001329 

.084 

031629 

.158 

079649 

.2,32 

•  1381.50 

.011 

.001.533 

.085 

031186  \ 

.  1 59 

080380 

.233 

•  138995 

.Ol'i 

.001746 

.086 

.032745 

.160 

081112 

.234 

.139841 

.oi:i 

.001008 

.087 

.033307  1 

.161 

.081846 

.235 

.140688 

.011 

.002199 

.088 

.033872 

.162 

.082582 

.236 

•  141.537 

.01.') 

.002138 

.089 

.034441  .163- 

.083320 

.237 

•  142387 

.Olfi 

.002085 

.090 

.03,5011  1  .164 

.084059 

.238 

. 143238 

.017 

.002940 

.091 

.035585  .165 

.084801 

.239 

■144091 

.018 

.01)3202 

.092 

.036162  !  .166 

085544 

.240 

•144944 

.out 

.003171 

.093 

.036741  .167 

.086289 

.241 

•145799 

.0-30 

.003748 

.094 

.037323   168 

.087036 

.242 

•146655 

.0-21 

.004031 

.095 

.037909  .169 

.087785 

.243 

•147512 

.0-2-3 

.004322 

.096 

.038497 

.170 

.088535 

.244 

•148371 

.023 

.004018 

.097 

.039087 

.171 

.089287 

.245 

•  149230 

.024 

.004921 

.098 

.039680 

.172 

.090041 

.246 

.150091 

.025 

.005230 

.099 

.040276 

.173 

.090797 

.247 

.150953 

.020 

.005546 

.100 

.040875 

.174 

.091.554 

.248 

.151816 

.027 

.005807 

.101 

.041176 

.175 

.092313 

.249 

.152680 

.028 

.000194  j 

.102 

.012080 

.176 

•  093074 

.250 

.153546 

.021) 

.000.527 

.  103 

.012687 

.177 

.093836 

.251 

.154412 

.o;jo 

.006865 

.104 

.013296 

.178 

.094601 

.252 

.155280 

.031 

.007209 

.105 

.043908 

.179 

.095366 

.253 

.1.56149 

.032 

.007558 

.106 

.044522 

.180 

.096134 

.254 

.157019 

.033 

.007913 

.107 

.045139 

.181 

.096903 

.255 

.157890 

.031 

.008273 

.108 

.045789 

.182 

.096674 

.256 

. 158762 

.035 

. 008638 

.109 

.046381 

.183 

.098447 

.257 

.159636 

■  036 

.009008 

.110 

.047005 

.184 

.099221 

.258 

.160510 

-037 

.009383 

•  111 

.047632 

.185 

.099997 

.259 

.161386 

.038 

.009763 

.112 

.048262 

.186 

. 100774 

.260 

. 162263 

.030 

.010148 

.113 

.048894 

.187 

.1015.53 

.261 

.163140 

.010 

.010,537 

.114 

. 049528 

.188 

. 102334 

.262 

.164019 

.011 

.010931 

.115 

.050165 

.189 

.103116 

.263 

.161899 

.012 

.011330 

.116 

.050804 

.190 

. 103900 

.264 

.  16.5780 

.013 

.011734 

.117 

.051046 

.191 

.104685 

.265 

.  166663 

•  Oil 

.012142 

.118 

.052090 

.192 

. 105472 

.266 

. 167546 

.015 

.012554 

.119 

.052736 

.193 

.106261 

.267 

.168430 

.010 

.012971 

.120 

.05.3380 

.194 

.107051 

.268 

.169315 

.017 

.013392 

.121 

.054036 

.195 

. 107842 

.269 

. 170902 

.018 

.013818 

.  122 

.054689 

.196 

.108636 

.270 

.171089 

.010 

.014247 

.123 

.055345 

.197 

. 109430 

.271 

.171978 

.050 

.014681 

.124 

.056003 

.198 

.110226 

.272 

. 172867 

.051 

.015119 

.125 

.056663 

.199 

.111024 

.273 

.173758 

.052 

.015561 

.126 

.057326 

.200 

.111823 

.274 

.174649 

.053 

.016007 

.127 

.057991 

.201 

.112624 

.275 

.175.542 

.051 

.016457 

.128 

.0586.58 

.  202 

.113426 

.276 

.176135 

.0.'-,5 

.016911 

.129 

.059327 

.203 

.114230 

.277 

.177330 

.050 

.017309 

.130 

.059999 

.204 

.115035 

.278 

.178225 

.0.57 

.017831 

.131 

.060672 

.205 

.115842 

.279 

.179122 

.058 

.018296 

.132 

.061348 

.206 

.116650 

.280 

.180019 

.050 

.018766 

.  133 

.062026 

.207 

.117460 

.281 

.180918 

.000 

.019239 

.134 

.062707 

.208 

.118271 

.282 

.181.S17 

.001 

.019716 

;  135 

.063389 

.209 

.119083 

.283 

.182718 

.002 

.020196 

.136 

i.  064074 

.210 

.119897 

.284 

.183619 

.003 

.020680 

.137 

.064760 

.211 

.120712 

.285 

.184521 

.001 

.021168 

.138 

.065449 

.212 

.121529 

.286 

. 185425 

.005 

.021659 

.139 

.066149 

.213 

.122347 

.287 

.186329 

.00() 

.022154 

.140 

.066833 

.214 

M23167 

.288 

. 187234 

.007 

.022(ii>2 

.141 

.067528 

.215 

.123988 

.289 

.188140 

.008 

.0231.54 

.142 

.008225 

.216 

.124810 

.290 

.189047 

.069 

.023659 

.143 

.068924 

.217 

.12.5034 

.291 

.1899,55 

.070 

.024168 

.144 

.069625 

.218 

.126459 

.292 

. 190864 

.071 

.024680 

.145 

.070328 

.219 

.127285 

.293 

.191775 

.072 

.025195 

.146 

.071033 

.220 

.128113 

.294 

. 192684 

.073 

.025714 

.147 

.071741 

.221 

.128942 

.295 

. 103596 

.074 

1 . 026236 

.148 

.072450 

.092  .129773 

.296 

.194509 

MEN 


19<) 


MER 


Table  of  Areas,  dc, — 

Continued. 

H.-LV-U1. 

Ar..  Seg. 

H.igl.l. 

Ana  S«k. 

Height. 

Ann  Svg. 

Heighl. 

Are.  S»B. 

.297 

. 195422 

•  348 

•243074 

•  399 

.292390 

.400 

.342782 

.898 

.196337 

•  349 

.244026 

■  400 

.293396 

.'(51 

.343777 

.299 

. 197252 

.350 

.244980 

■  401 

.294349 

•  452 

344772 

.300 

.198108 

•  351 

.245934 

■  402 

•295330 

.453 

.345768 

.301 

. 199085 

•  352 

•246889 

■  403 

.296311 

.454 

.346764 

.30-3 

.200003 

•  353 

•247845 

■  404 

•297292 

.455 

.347759 

.303 

•200922 

.354 

•248801 

-405 

•298273 

.456 

.348755 

.301 

201841 

.355 

249757 

■  406 

•299255 

.457 

.349752 

.305 

■202701 

•  356 

.250715 

■  407 

.300238 

.458 

.350748 

.306 

•  203803 

.357 

.251673 

■  408 

.301220 

.459 

.351745 

-307 

•204005 

•  358 

•252631 

•  409 

.20-2-2O3 

.460 

.35-2741 

.308 

•  205527 

•  359 

.253590 

•  410 

.303187 

.461 

.353789 

.309 

•206451 

•  300 

.254550 

•411 

•304171 

•  462 

.354736 

.310 

•207376 

•  361 

.255510 

•  412 

•305155 

•  463 

.3557.32 

.311 

•208301 

.362 

•256471 

•413 

•306140 

.464 

.356730 

.312 

•209227 

•  363 

•257433 

■  414 

•  3071-25 

.465 

.357727 

.313 

•210154 

•  364 

•258395 

■  415 

•308110 

•  466 

.358725 

.314 

•211082 

•  365 

•259357 

■  416 

•309096 

•  467 

•  3597-23 

.315 

•212011 

.366 

.260320 

■  417 

.310081 

•  468 

.360721 

.310 

•212940 

-367 

•261284 

■  418 

•311068 

-469 

•361719 

.317 

-213871 

-368 

.262248 

■  419 

•312054 

-470 

.36-2717 

.318 

•214802 

-309 

.263213 

■420 

.313041 

•  471 

•363715 

.319 

•  21.57.33 

-370 

264178 

•421 

•314029 

.472 

•364713 

.320 

•216660 

-371 

•265144 

■422 

.315016 

.473 

365712 

.321 

•217599 

.372 

.266111 

■423 

•316004 

.474 

.360710 

.322 

•218533 

•  373 

•267078 

•424 

•316992 

■  475 

.367709 

.323 

.21-9408 

•  374 

•268018 

-425 

•317981 

-476 

•368708 

.324 

•220404 

•  375 

•269013 

■426 

•318970 

-477 

369707 

.325 

•221340 

.376 

.269982 

■427 

319959 

-478 

•370706 

.326 

•222277 

.377 

•270951 

■428 

320948 

.479 

371705 

.327 

223215 

.378 

.271920 

■429 

•321938 

.480 

372704 

.328 

■224154 

•  379 

.272890 

■430 

•  322928 

•  481 

373703 

.329 

•  225093 

•380 

•273816 

■431 

323918 

•  482 

374702 

.330 

•226033 

■381 

.274832 

■432 

■324909 

•483 

375702 

.331 

•226974 

■382 

•275803 

■433 

•325900 

•  484 

.376702 

.332 

•227915 

■383 

•276775 

■434 

■3-26892 

•  485 

377701 

.333 

•  2288.i8 

■381 

.277748 

■435 

•327882 

•  480 

378701 

.334 

•229801 

■385 

.278721 

■436 

•  328874 

•  487 

379700 

.335 

•230745 

■386 

•279694 

■437 

•329800 

■  488 

•380700 

.336 

•231689 

■387 

.280668 

•438 

.  3308.58 

■  489 

•381699 

.337 

•232684 

■  388 

.281642 

■439 

331850 

■  490 

38-2699 

.338 

•233580 

•389 

.282617 

•440 

33-2843 

■  491 

•383699 

.339 

•231526 

■  390 

.283592 

•441 

•  3338.30 

■  492 

•384699 

.340 

•235473 

■  391 

.284.568 

•442 

•  3348-29 

■  493 

•385699 

.341 

•230421 

■  392 

•285544 

■443 

•  33.58-22 

■  494 

386699 

.342 

•237309 

■  .393 

.286521 

'■444 

336810 

■  495 

387699 

.343 

•238318 

■  394 

•287498 

'■445 

•337310 

•  490 

388699 

.344 

•239208 

■  395 

•288476 

■  446 

•338804 

•  497 

.389699 

.345 

•240218 

•  396 

289453 

[■447 

•339798 

•  498 

.390699 

346 

•241169 

•  397 

•  2904.30 

■  448 

•  310793 

•  499 

391699 

.347 

•242121 

.398 

.291411 

.449 

.341787 

.500 

.39-2699 

To  find  the  Area  of  the  Segment  of  a  circle  by  the  preced- 
iiii)  Table. 

Divide  the  height  of  the  segment  by  the  diameter  of  the 
circle,  so  that  the  quotient  may  contain  three  places  of  deci- 
mal.s  ;  look  fnr  the  corresponding  number  to  the  quotient  in 
the  column  heiiiht  then  take  out  the  number  in  the  same 
horizontal  row  in  the  vertical  column,  intitled  Area  Se;i.  at 
the  top;  multiply  the  square  of  the  diameter  by  the  number 
thus  taken  out,  and  the  product  will  be  the  area  of  the 
segment. 

Example. — Required  the  area  of  the  segment  of  a  circle, 
the  height  of  which  is  two,  and  the  diameter  of  the 
circle  52. 

52)2.000(.038 
156 


440 
416 

24 


There  remains  24,  which  is  i4  ; 


.     6 
T3- 


The  area  of  the  segment  corresponding  to  .038.  is  .000703, 
but  since  there  is  a  fraction  over  and  above  .038  of  )%.  fuid 
the  next  greater  area  .010148;  take  the  ditH-r.  nee  b.-lwcen 
these  two  areas,  which  is  .000385.  njultiply   this  diflereiicc 


by  the  fi-action  j*. 


it  jiives,  .000177,  which  being  added 


to  .009703,  gives  .000940  for  the  area  of  the  segment, 
answering  to  .038j^j. 

The  table  is  founded  upon  the  following  principle:  Let 
the  diameter  of  a  circle  be  1,  which  suppose  divided  into 
1,000  equal  pans,  through  every  one  of  which  imagine  per- 
pendiculars drawn  and  continued  both  ways  to  the  circum- 
ference. 

Then,  since  the  versed  sine  is  .001,  we  have  v  =  .001  and 

V  _  .001  _    .1 

V  ~  '999  ~  999 

,  Av        .00004215 

.000999    =   .00004214,  and   b    =    -  =  -^-g^-  = 

.00000001,  whence  the  first  number  of  the  table  is  .00004215. 
The  second  versed  sine  is  .002  =  v,  therefore  v  =:  .998 
2     _     1  .  8 

T99' 


therefore  A^^^vy  =  ^^V 


and  —  = 
v 


998 


whence  a 


3000 


y  .001996  — 


A  V 


.00011914,  and  B  =  — -  = 


.00011914 


=  .00000005 ;  thcre- 


5  v        499  X  5 

fore  the  second  number  is  .0001 1919. 

The  thiid  versed  sine  is. 003  =;  v,  therefore  v  =  1 


-.003  = 


.997,  whence  • 


997' 


and  A : 


12 


3000 


also  B  = 


At'       .00021876  X  3 


v/0002991  =.00021876: 


.00000013 ;  thence  the 


5  V  5  X  997 

third  number  of  the  Table  is  .00021889. 

And  by  this  method  the  whole  might  be  computed;  but 
after  a  sufficient  number  of  terms  are  found  at  the  beginning 
of  the  table,  the  rest  may  be  had  (to  seven  or  eight  places  of 
decimals)  by  this  rule :  let  a,  (3.  y,  6.  denote  any  four  terms 
succeeding  in  the  order  of  the  letters,  then  <5  =  o  -|-  j3 


X  r-/3. 

And  if  any  term  of  this  Table  be  divided  by  78539816,  or 
multiplied  by  its  reciprocal,  it  will  produce  the  common  table 
of  segments,  when  the  area  is  unity. 

MEKIDIAN,  in  astronomy,  a  great  circle  of  the  sphere, 
passing  through  the  zenith,  nadir,  and  poles  of  the  world, 
crossing  the  equinoctial  at  right  angles,  and  dividing  the 
sphere  into  two  hemispheres,  the  one  eastern  and  the  other 
western. 

It  is  called  meridian,  from  the  Latin  meridies,  noon,  or 
mid-din/,  because  when  the  sun  is  in  this  circle,  it  is  noon  in 
all  places  situated  under  it. 

^Meridian,  in  geography,  a  great  circle,  as  paqd,  passing 
through  the  poles  of  the  eai  th  p  and  q,  and  any  given  place 
at  z.  So  that  the  plane  of  the  terrestrial  meridian  is  in  the 
plane  of  the  celestial  one. 

Hence,  1.  As  the  meridian  invests  the  whole  earth,  there 
are  several  places  situated  under  the  same  meridian.  And, 
2.  As  it  is  noon-tide  whenever  the  centre  of  the  sun  is  in 
the  meridian  of  the  heavens,  and  as  the  meridian  of  the 
earth  is  in  the  plane  of  the  former,  it  follows,  that  it  is  noon 
at  the  same  time,  in  all  places  situate  under  the  same 
meridian. .  3.  There  are  as  many  meridians  on  the  earth  as 
there  are  points  conceived  in  the  equator.  In  eft'eot,  the 
meridians  always  change,  as  the  longitude  of  the  place  is 
varied  ;  and  may  be  said  to  be  infinite ;  each  respective 
place,  from  east  to  west,  having  its  respective  meridian. 
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Meridian,  First,  is  that  from  which  the  rest  are  ac- 
counted, reckoning  from  west  to  east.  ITie  first  incridian  is 
the  In-ginning  of  longitude. 

The  fixing  of  the  tirst  meridian  is  merely  arbitrary ; 
and  hence  ditferent  persons,  nations,  and  ages,  have  li.\cd  it 
ditli-rently  ;  whence  some  confusion  has  arisen  in  geography. 
The  rule  among  the  ancients  was,  to  inalie  it  pass  through 
the  place  (arthe.-.t  to  the  west  that  was  l<no\vn.  Rut  the 
moderns,  knowing  that  there  is  no  such  place  in  the  earth  as 
can  be  esteemed  the  most  westerly,  the  way  of  computing 
the  longitudes  of  {>laees  from  one  (ixed  point  is  much  laid 
aside. 

But  without  much  regard  to  any  of  these  rules,  our  geo- 
graphers and  ina|)-niakers  frequently  assume  the  meridian 
of  the  place  where  they  live,  or  the  capital  of  their  country, 
fur  a  tirst  meridian  ;  and  thence  reckon  the  longitudes  of 
their  places. 

The  astronomers,  in  their  calculations,  \isually  choose  the 
meridian  of  the  place  where  their  observations  are  made,  for 
their  first  meridian;  as  Ptolemy,  at  Alexandria;  Tyeho 
Brahe,  at  Uranibourg;  Uiccioli,  at  Bologna;  Mr.  Flamsteed, 
at  the  lloyal  Observatory  at  Greenwich;  and  the  French,  at 
the  Observatory  at  Paris. 

Meridian  Line,  an  arc,  or  part  of  the  meridian  of  the 
place,  terminated  each  way  by  the  horizon.  Or,  a  meridian 
line  is  the  intersection  of  the  plane  of  the  meridian  of  the 
place  with  the  plane  of  the  horizon,  vulgarly  called  a  north 
and  south  line,  because  its  direction  is  from  one  pole  towards 
the  other. 

The  use  of  a  meridian  line  in  astronomy,  geography,  dial- 
ing, &c.,  is  very  great,  and  on  its  exactness  all  depends ; 
whence  infinite  pains  have  been  taken  by  divers  astronomers 
to  fix  it  with  the  utmi>st  precision.  M.  Cassini  has  distin- 
guished himself  by  a  meridian  line  drawn  on  the  pavement 
of  the  church  of  S.  Petronio,  at  Bologna,  the  largest  and 
most  accurate  in  the  world  ;  being  120  feet  in  length.  In 
the  roof  of  this  church,  1,000  inches  above  the  pavement,  is 
a  little  hole,  through  which  the  sun's  rays,  when  in  the  meri- 
dian, falling  upon  the  line,  mark  his  progress  all  the  year. 
When  tinished,  M.  Cassini,  by  a  public  writing,  informed  the 
mathematicians  of  Europe  of  a  new  oracle  of  Apollo,  or  the 
Sun  established  in  a  temple,  which  might  be  consulted,  with 
entire  contidence,  as  to  all  difficulties  in  astronomy. 
To  draw  a  meridian  line. 

On  the  horizontal  plane,  from  the  same  centre,  c,  draw 
several  arcs  of  circles,  b  a,  6  a,  &c.,  and  on  the  same  centre, 
c,  erect  a  style,  or  gnomon,  perpendicular  to  the  plane  a  c  b, 
a  foot,  or  half  a  foot  long.  About  the  21st  of  June,  between 
the  hours  of  nine  and  eleven  in  the  morning,  and  between 
one  and  three  in  the  afternoon,  observe  the  points  b,  b.  &c., 
A,  fl,  wherein  the  shadow  of  the  style  terminates.  Bisect 
the  arcs  a  b,  a  A,  ikc,  in  d,  d,  &c.  If  then  the  same  right 
line,  D  E,  bisect  all  the  arcs,  a  b,  o  b,  &c.,  it  will  be  the  meri- 
dian line  sought. 

As  it  is  difficult  to  determine  the  extremity  of  the  shadow 
exactly,  it  is  best  to  have  the  style  flat  at  top,  and  to  drill  a 
little  hole,  noting  the  lucid  spot  projected  by  it  on  the  arcs 
A  B  and  a  6,  instead  of  the  extremity  of  the  shadow.  Other, 
wise  the  circles  may  be  made  with  yellow,  instead  of 
black,  &c. 

If  the  meridian  line  be  bisected  by  a  right  line,  o  v,  drawn 
perpendicularly  through  the  point  c,  o  v  will  be  the  intersec- 
tion of  the  meridian,  and  first  vertical  ;  and,  consequently, 
O  will  shciW  the  east  point,  and  v  the  west. 

La-tly, — If  a  style  be  erected  perpendicularly  in  any  other 
horizimtal  plane,  and  a  signal  be  given  when  the  shadow  of 
the  style  covers  the  meridian  line  drawn   in  another  plane, 


noting  the  apex,  or  extremity,  of  the  shadow  projected  by 
the  style,  a  line  drawn  from  that  point  through  that  wherein 
the  style  is  raised,  will  be  a  meiidian  line. 

Mkkidian  Line,  on  a  dial,  is  a  right  line  arising  from  the 
intersection  of  the  meridian  of  the  place  with  the  plane  of 
the  dial.  This  is  the  line  of  twelve  o'clock,  and  from  hence 
the  division  of  the  hour-line  begins. 

MKHLON,  the  elevated  or  solid  portion  of  a  battlement 
which  alternates  with  the  embrasures. 

MEUOS,  (Greek,)  the  middle  part  of  the  triglyph.  The 
breadtli  of  the  triglyph  is  divided  into  six  parts;  of  which 
five  arc  placed  in  the  middle,  two  and  a  half  being  on  either 
side.  The  middle  one  makes  the  regula,  or  fi-mur,  which 
the  Greeks  call  meros.  On  either  side  of  this  are  the  chan- 
nels, sunk  as  if  imprinted  with  the  elbow  of  a  square.  To 
the  right  and  left  of  these  another  femur  is  formed,  and  at 
the  extremities  semi-channels  aie  slanted. 

MESAUL/E,  in  Grecian  architicttn-e,  passages  between 
the  peristylium  and  hospitalium;  the  same  as  the  audionas 
of  the  Humans.     See  House. 

MKTA,  the  goal  in  the  lioman  circus  to  which  the  cha- 
riots ran. 

METAGEXAS,  a  Grecian  architect,  who  wrote  a 
description  of  the  temple  of  Diana  at  Ephesus;  he  also 
jointly  conducted  this  edifice  with  his  father  Ctesiphontes, 
the  Gnossian. 

METALS.     See  Materials,  Iron,  &c. 

METATOME,  the  interval  between  two  dentals. 

METEZAU,  CLEMENT,  a  celebrated  French  architect, 
who  flourished  in  the  former  part  of  the  seventeenth  cen- 
tury, was  a  native  of  Dreux,  Ijut  settled  at  Paris,  became 
architect  to  Louis  XIII.,  and  acquired  much  fame  by  carry 
ing  into  execution,  with  Tiriot,  a  Parisian  mason,  the  plan 
suggested  by  Cardinal  Kichelieu,  for  reducing  Kochelle  by 
means  of  an  immense  dyke,  in  iinitation  of  what  Ccesar  had 
done  at  Durazzo,  and  Alexander  the  Great  at  Tyre.  This 
scheme  w'as  to  run  a  solid  wall  across  a  gulf  upwards  of  740 
fathoms,  or  more  than  three-quarters  of  a  mile  broad,  into 
which  the  sea  rolled  with  gieat  force,  and,  when  the  wind 
was  high,  witli  an  impetuosity  which  seemed  to  set  at  defi- 
ance the  art  of  man.  Those  who  had  undertaken  the  busi- 
ness were  not  to  be  turned  aside  by  any  ol)>tacles:  they 
began  by  throwing  in  huge  rocks,  to  lay  a  kind  of  foun- 
dation ;  upon  these  were  placed  vast  stones,  cemented  by 
the  mud  thrown  up  by  the  sea.  These  were  supported  by 
immense  beams,  driven  into  the  bottom  with  incredible 
labour.  It  was  raised  so  high  that  the  soldiers  were  not 
incommoded  by  the  water  even  at  spring-tides.  The  plat- 
form was  nearly  30  feet  wide,  and  90  feet  at  the  foundation. 
At  each  extremity  there  was  a  strong  fijrt,  in  the  middle 
there  was  an  open  passage  of  150  paces,  several  vessels 
being  sunk  immediately  before  it,  together  with  high  stakes 
in  a  double  row,  and  before  these  thirty-five  vessels  linked 
together,  so  as  to  form  a  kind  of  floating  palisade.  This 
amazing  dyke  was  completed  in  somewhat  less  than  six 
months,  and  proved  the  principal  means  of  occasioning  the 
surrender  of  the  city.  So  honourable  were  the  exertions  of 
M.  Metezau  in  this  business,  that  his  portrait  was  circulated 
widely  through  France,  to  which  were  attached  the  following 
lines : 

"  Dicitur  Arcliimeiles  Teriam  potulase  movere ; 
jEquora  qui  potuit  sisteie,  non  minor  est" 

METOCHE,  (from  the  Greek  fieTOxe),  in  ancient  archi- 
tecture, a  term  used  by  Vitruvius,  to  signify  the  space  or 
interval  between  the  dentils  of  the  Ionic,  or  triglyphs  of  the 
Doric  orders. 

Baldus  observes,  that,  in  an  ancient  MS.  copy  of  that  author, 
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the  word  metaiome  is  found  for  metoche.  Hence  Daviler  takes 
occasion  to  suspect  that  the  common  text  of  Vitruvius 
is  conupted,  and  concludes  that  it  should  not  be  metoche,  but 
metutome,  i\.  d.  section. 

IIETOPE,  or  Metopa,  (from  fisra,  inter,  between,  and 
OTTT],  an  aperture),  in  architecture,  the  square  piece  or  interval 
between  the  triglyphs,  in  the  Doric  frieze,  hi  the  original 
Greek  the  word  signilies  the  distance  between  one  aperture, 
or  hole,  and  another,  or  between  one  triglyph  and  another  ; 
the  triglyphs  being  supposed  to  be  solives,  or  joists,  that  fill 
the  apei  tures. 

Vitruvius  having  shown  that  the  Doric  order  took  its  rise 
from  the  disposition  of  the  tiinberwork  in  the  construction  of 
the  original  hut,  proceeds  as  follows  : 

"  From  this  imitation,  therefore,  arose  the  use  of  triglyphs 
and  mutules  in  Doric  work  :  for  it  cannot  be,  as  some  erro- 
neously assert,  that  the  triglyphs  represent  windows ;  because 
triglyphs  are  disposed  in  the  angles,  and  over  the  quarters  of 
theciilumns,  in  which  places  windows  are  not  permitted;  for 
if  windows  were  there  left,  the  union  of  the  angles  of  build- 
ings would  be  dissolved  ;  also,  if  the  triglyphs  are  supposed 
to  be  situated  in  the  place  of  the  windows,  by  the  same  rea- 
son the  dentils  in  Ionic  work  may  be  thought  to  occupy  the 
places  of  the  windows  ;  for  the  intervals  between  the  den- 
tils, as  well  as  between  the  triglyphs,  are  called  metopce  ;  the 
Greeks  calling  the  bed  of  the  joists  and  assers  opas,  (as  we 
call  it  cava,  columbaria  ;)  so  because  the  inter-joist  is  between 
two  opre,  it  is  by  them  called  met-ojue.''' 

As  some  difficulty  arises  in  disposing  the  triglyphs  and 
metopes  in  that  just  symmetry  which  the  Doric  order  requires, 
many  architects  use  this  order  only  in  temples. 

In  the  Doric  order,  it  is  not  the  space  between  the  mu- 
tules,  but  the  space  between  the  triglyphs,  that  forms  the 
metope. 

From  the  authority  of  Stewart,  in  his  Ruins  of  Athens, 
the  following  proportions  are  taken  ;  where  observe,  that  feet 
are  distinguished  by  the  mark  (')  being  placed  over  them, 
and  inches  thus  (")  ;  the  numbers  following  the  latter  are 
decimals. 

In  the  Doric  portico  at  Athens,  the  breadth  of  the  metope, 
or  space  between  the  triglyphs,  is  3'  3"  and  3'  3". 6,  {see 
Chap.  I.  Plate  IV.)  ;  the  height  is  3'  0".7,  including  the 
band  or  capital  over  it,  (see  Plate  V.)  :  or  without  the  band, 
2'  9".05,  (see  Plate  VI). 

In  the  temple  of  Minerva,  at  Athens,  (Vol.  ii.  Chap.  I.) 
the  height  of  the  metope,  without  its  capital,  or  band,  is 
3'  11  ".15,  {see  Plate  VI.)  ;  and  the  breadth  of  the  metope 
is  4'  3".35. 

In  the  Propylasa,  (Vol.  II.  Chap.  V.  Plate  VI.)  the  breadth 
of  the  metope  is  3'  8".25,  and  the  height  3'  9".85,  including 
the  band  and  the  bead  over  it ;  and  in  the  entablature  of  the 
ante  (Plate  IX.)  the  breadth  of  the  metope  is  2'  8".734,  and 
the  height  2'  5",  without  the  band. 

In  the  temple  of  Theseus,  (Vol.  III.  Chap.  I.  Plate  VI.) 
the  breadth  of  the  metope  is  2'  6".47.5,  and  its  height 
2'  8". 55,  including  a  very  broad  band.  So  that  the  height 
of  the  tvmpan,  or  panel,  is  universally  less  than  the  breadth. 

MEXICAN  AKCIIITECTURE,  is  remarkable  chiefly  as 
forming  a  specimen  of  the  style  and  mode  of  building 
adopted  by  the  aborigines  of  the  New  World.  Their  resem- 
blance to  some  of  the  ancient  edifices  and  forms  of  building 
prevalent  in  the  eastern  continent  is  curious,  and  worthy  of 
comment.  The  only  Mexican  buildings  of  which  we  have 
any  remains  are  the  teocallis,  or  houses  of  God,  which  are 
almost  universally  of  the  pyramidal  form,  resembling  the 
pyramids  of  Egypt,  but  bearing,  it  would  seem,  even  a  more 
striking  similarity  to  the  famous  tower  of  Babel,  as  described 
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by  Herodotus  and  moderti  travellers.  See  Babylonian 
Architecture.  This  resemblance  is  especially  pointed  out 
by  Humboldt,  to  whom  we  are  indebted  for  the  greater  part 
of  our  information  on  the  subject. 

These  teocallis  were  solid  masses  of  earth  raised  up  in  a 
pyramidal  form,  having  the  shape  of  a  truncated  pyramid, 
and  faced  either  entirely  or  partially  with  masonry.  In  the 
interior  were  small  cavities  similar  to  those  discovered  in  the 
Egyptian  pyramids,  and  which  were  evidently  intended  for 
places  of  sepulture.  The  sides  of  the  pyramid  often  face 
the  cardinal  points,  and  are  divided  into  steps  or  stories  on 
the  exterior,  in  both  which  particulars  they  resemble  those  of 
Egypt.  Their  similarity  to  the  tower  of  Babel  is  noticed 
further  in  the  temple  at  the  top  of  the  pyramid,  and,  the  use  to 
which  both  erections  were  put  as  observatories  for  astro- 
nomical purposes. 

The  largest  temple  in  Mexico  is  the  great  pyramid  of 
Cholula,  which  is  constructed  of  alternate  layers  of  unburnt 
bricks  and  clay,  and  consists  of  four  stories.  In  the  interior 
are  cavities  of  considerable  size,  one  of  which,  upon  being 
laid  open  was  found  to  contain  skeletons  and  a  number  of 
curiously  painted  and  varnished  vases,  thus  proving  their 
sepulchral  character.  The  height  of  the  pyramid  is  177  feet, 
the  length  of  a  side  of  the  base  1,423  feet,  the  area  on  the  top 
3,500  yards,  and  the  number  of  steps  to  the  top  120. 

At  Papantla,  in  the  northern  part  of  Vera  Cruz,  is  a  small 
pyramid,  80  feet  square  at  the  base  and  GO  feet  high,  divided 
into  seven  stories,  and  ascended  by  a  flight  of  57  steps.  It  is 
constructed  of  immense  blocks  of  stotie  laid  in  mortar,  the 
faces  of  which  are  covered  with  hieroglyphics,  amongst 
which  are  to  be  seen  serpents  and  crocodiles.  There  are  also 
a  number  of  niches  regularly  disposed  round  each  story. 

A  mass  of  ruins  known  as  the  Casa  Grande  are  situated  in 
the  gulph  of  Californka,  on  the  banks  of  the  Rio  Gila  :  the 
sides  facing  the  cardinal  points  are  of  irregular  size,  those 
from  north  to  south  measuring  445  feet,  while  those  from 
east  to  west  are  only  276  feet.  They  are  composed  of 
unburnt  bricks  of  irregular  size,  the  walls  being  4  feet 
in  thickness,  and  divided  into  three  stories. 

"  In  the  district  of  Oaxaca,  south  of  Mexico,  stands  the 
pal.ace  of  ilitla,  contracted  from  Mignitlan,  signifying,  in 
Aztec,  the  place  of  woe.  By  the  Tzapotec  Indians  the  ruins 
are  called  leoha  ovluiva  (burial  or  tomb),  alluding  to  the  exca- 
vations found  beneath  the  walls.  It  is  conjectured  to  have 
been  a  palace  constructed  over  the  tombs  of  the  kings,  for 
retirement,  on  the  death  of  a  relation.  The  tombs  of  Mitla 
are  three  edifices,  placed  symmetrically  in  a  very  romantic 
situation.  That  in  the  best  preservation,  and,  at  the  same 
time  the  principal  one,  is  nearly  130  feet  long.  A  staircase 
formed  in  a  pit,  leads  to  a  subterranean  apartment  88  feet  in 
length  and  twenty-six  in  width.  This,  as  well  as  the  exterior 
part  of  the  edifice,  is  decorated  with  tVet  and  other  ornaments 
of  similar  character.  But  the  most  singular  feature  in  these 
ruins,  as  compared  with  other  Mexican  architecture,  was  the 
discovery  of  six  porphyry  columns,  placed  for  the  support  of 
a  ceiling  in  the  midst  of  a  vast  hall.  They  are  almost  the 
only  ones  which  have  been  found  in  the  new  continent,  and 
exhibit  strong  marks  of  the  inf  mcy  of  the  art,  having  neither 
base  nor  capital.  The  upper  part  slightly  diminishes.  Their 
total  height  is  19  feet  in  single  blocks  of  porphyry.  The 
ceiling  under  which  they  were  placed  was  formed  by  beams 
of  sabine  wood,  and  three  of  them  are  still  in  good  preser- 
vation. The  roof  is  of  very  large  sl.abs.  The  number  of 
separate  buildings  was  originallj'  five,  and  they  were  disposed 
with  great  regularity.  The  gate,  whereof  some  vestiges  are 
still  discernible,  led  to  a  court  150  feet  square,  which,  from 
the  rubbish  and  remains  of  subterranean  apartments,  it  is 
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supposed  was  surrounded  by  four  oblong  edifices.  That  on  the 
ni;lit  is  tolerably  preserved,  the  remains  of  two  columns 
being  still  in  existrnce.  The  principal  building  had  a  terrace, 
raised  between  three  and  fuur  feet  above  the  level  of  the 
court,  and  serving  as  a  base  to  the  walls  it  surrounds.  In  the 
wall  is  a  niche  with  pillars  four  or  five  feet  above  the  level 
of  the  floor.  The  stone  lintel  over  the  principal  door  of  the 
hall  is  in  a  single  block  I'i  feet  long  and  3  feet  deep.  The 
excavatK)U  i-:  reached  by  a  very  wide  staircase,  and  is  in  the 
form  of  a  cross,  supported  by  columns.  The  two  portions  of 
it  which  intersect  each  other  at  right  angles  are  each  82  feet 
long  by  25  feet  wide.  The  inner  court  is  surroundi'd  by  three 
small  apartments  having  no  communication  with  the  fourth, 
which  is  behind  the  niche.  The  interiors  of  the  apartments 
are  decorated  with  paintings  of  weapons,  sacrifices,  and 
trophies.  Of  windows  there  are  no  traces.  Hutnboldt  was 
struck  with  the  resemblance  of  some  of  the  ornaments  to 
those  on  Etruscan  viises  of  Lower  Italy.  In  the  neighbour- 
hood of  these  ruins  are  the  remains  of  a  large  pyramid  and 
other  buildings." 

Tne  only  remarkable  monuments  in  the  valley  of  Mexico, 
Mr.  Humboldt  tells  us,  are  the  remains  of  the  two  pyramids 
of  San  Juan  de  Teotihu.uan,  on  the  north-east  of  the  lake 
Tezcuco,  consecrated  to  the  sun  and  moon,  and  called  by  the 
Indians  Tonatiuh  Ytzacjual,  (house  of  the  sun.)  and  Metzli 
Ytzaijnal,  (house  of  the  moon.)  Mr.  Bullock  visited  this 
site  oil  his  return  from  Themasceltepec.  For  some  time  before 
he  reaches  the  gate  of  Tezcuco,  the  traveller  is  apprised  of  his 
approach  to  a  place  of  ancient  iinporlance  by  a  large  acjueduct 
still  in  use,  and  the  ruins  of  several  stone  buildings.  The 
Spanish  quarters,  built  for  Cortes,  are  still  entire.  Several 
tumuli  are  seen  on  entering  the  gates,  which  are  supposed  to 
have  been  teocallis.  The  most  important  ruin  is  what 
Mr.  IJulloek  calls  the  site  of  the  palace  of  the  ancient 
caziques  of  Tezcuco,  which,  though  in  ruins,  far  surpassed 
every  idea  he  had  firmed  of  ancient  Mexican  architecture. 
It  extended  300  feet,  forming  one  side  of  the  great  square, 
and  was  placed  on  sloping  terraces,  raised  one  above  another 
by  small  steps.  Some  of  these  terraces  are  still  entire,  and 
are  covered  with  cement,  very  hard,  and  equal  in  lieauty  to 
that  found  in  ancient  Roman  buildings.  From  what  is  known 
of  the  extensive  foundations  of  this  palace,  it  must  have  occu- 
pied some  acres  of  ground.  It  was  composed  of  large  blocks 
of  basaltic  stone,  of  about  4  or  5  feet  long  and  2j  or  3  feet 
thick,  cut  and  polished  with  the  utmost  exactness.  The 
sculptured  stones  from  these  ruins  have  been  used  in  build- 
ing the  modern  churches  and  houses.  Heaps  of  ruins  sur- 
round it  on  every  side,  and  Tezcuco,  the  Athens  of  Anahuac, 
as  it  is  called  by  a  Spanish  historian,  would  seem  to  invite, 
above  all  others  in  Mexico,  the  attention  of  the  antiquary. 

.\t  about  two  leagues  from  Tezcuco,  is  a  spot  called  Bano 
de  Montezuma,  Montezuma's  Bath,  on  the  summit  of  a  conical 
hill  Ciilled  Tescosingo.  "  We  scrambled  with  great  difficulty," 
observes  Mr.  Bullock,"  through  bushes  and  over  loose  stones, 
which  were  in  great  quantities  on  all  sides,  and  at  last 
perceived  that  we  were  on  the  ruins  of  a  very  large  build- 
ing, the  cemented  stones  remaining  in  some  places  covered 
with  stucco,  and  forming  walks  and  terraces,  but  much 
encumbered  with  earth  fallen  from  above,  and  overgrown 
with  a  wood  of  nopal,  which  made  it  difficult  to  ascend." 
He  discovered  the  bath  on  one  of  the  sides  of  the  hill.  "  It 
was  cut  in  the  solid  rock,  and  standing  out  like  a  martin's 
nest  from  the  side  of  a  house.  It  is  not  only  an  extraordinary 
bath,  but  still  more  extraordinarily  placed.  It  is  a  beautiful 
basin,  about  12  feet  long  by  8  wide,  having  a  well  about 
5  feet  by  4  deep  in  the  centre,  surrounded  by  a  parapet  or 
ruin  2  feet  G  inches  high,  with  a  throne  or  chair  such  as  is 


represented  in  ancient  pictures  to  have  been  used  by  the 
kings.  There  are  steps  to  descend  into  the  basin  or  bath, 
the  whole  cut  out  of  living  porphyry  rock,  with  the  utmost 
mathematical  precision,  and  polished  in  the  most  beautiful 
manner."  The  mountains  appear  to  have  been  covered  with 
palaces,  temples,  baths,  hanging  gardens,  &c. ;  and  Mr.  Bullock 
was  informed  that  he  had  seen  but  the  Commencement  of  the 
wonders  of  the  place. 

About  two  miles  from  Tezcuco,  is  the  Indian  village  of 
Huexotla.  Mr.  Bullock  observed,  on  his  approach,  several 
small  pvramids  of  alternate  layers  of  clay  and  unburnt  brick, 
one  of  them  had  evidently  an  entrance  in  the  centre,  which 
was  discovered  by  part  of  it  having  fdlen  in  ;  within  the 
town  were  the  f  jundations  of  a  palace,  and  two  large  reser- 
voirs, with  which  it  was  supplied  with  water,  remain  entire. 
The  ancient  wall  of  the  town,  almost  30  feet  high  and  very 
thick,  extends  to  a  considerable  distance.  It  is  singularly 
constructed,  being  divided  into  five  unequal  parts.  The 
broadest  division  is  built  of  large  oval  stones,  with  ends 
standing  out,  so  as  to  give  it  the  appearance  of  having  been 
formed  of  human  sculls,  and  it  is  divided  from  the  rest  by 
a  projecting  cornice.  Beyond  the  walls,  on  the  road  to 
Tezcuco,  a  broad  covered-way  runs  between  two  huge  walls 
terminating  near  a  river,  which  appears  to  have  lieen  one  of 
the  entrances  to  the  town.  Over  the  bed  of  the  river,  which 
is  now  dry,  there  is  a  remarkable  bridge,  with  a  pointed  arch 
nearly  40  feet  high,  supported  on  one  side  by  a  mass  of 
masonrv  in  a  pyramidal  shape.  It  is  ascribed  to  the  ancient 
Mexicans;  but  if  constructed  on  the  principle  of  the  arch,  it 
must  have  been  the  work  of  European  architects. 

!Mr.  Bullock  visited  the  celebrated  pyramids  of  San  Juan 
di  Teotihuacan.  "  As  we  appro.iched  them,"  he  says,  "  the 
sqtuire  and  perfect  form  of  the  largest  became  at  every  step 
more  and  more  visibly  distinct,  and  the  terraces  could  now 
be  counted.  We  rode  first  to  the  lesser,  which  is  the  most 
dilapidated  of  the  two,  and  ascended  to  the  top,  over  masses 
of  fallen  stone  and  ruins  of  masonrv,  with  less  difficulty  th.'^n 
wo  expected.  On  the  summit  are  the  remains  of  an  ancient 
building,  47  feet  long  and  14  wide;  the  walls  are  principally 
of  unhewn  stone,  3  feet  thick  and  8  feet  high;  the  entrance 
at  the  south  end,  with  three  windows  on  each  side,  and  on 
the  north  end  it  appears  to  have  been  divided  at  about  a  third 
of  its  length  ;  we  soon  arrived  at  the  foot  of  the  largest 
pyramid,  and  began  to  ascend.  It  was  less  difficult  than  we 
expected,  though,  the  whole  way  up,  lirne  and  cement  are 
mixed  with  fallen  stones.  The  terraces  are  perfectly  visible, 
particularly  the  second,  which  is  about  38  feet  wide,  covered 
with  a  coat  of  red  cement  8  or  10  inches  thick,  composed  of 
small  pebble-stones  and  lime.  In  m.any  places  as  you  ascend 
the  nopal  trees  have  destroyed  the  regularity  of  the  steps, 
but  nowhere  injured  the  general  figure  of  the  .square,  which 
is  as  perfect  in  this  respect  as  the  great  pyramid  of  Egvpt. 
We  everywhere  observed  broken  pieces  of  instruments  like 
knives,  arrows,  spear-heads,  &c.,  of  obsidian,  the  same  as 
those  found  on  the  small  hills  of  Cholula  ;  and  on  reachini' 
the  summit,  we  found  a  flat  surface  of  considerable  size,  but 
which  has  been  much  broken  and  disturbed.  On  it  was 
probably  a  temple  or  some  other  building;  report  says,  a  statue 
covered  with  gold.  W^e  rested  some  time  on  the  summit 
enjoying  one  of  the  finest  prospects  imaginable,  in  which  the 
city  of  Mexico  is  included.  Here  I  found  fragments  of 
small  statues  and  earthenware,  and  what  surprised  me  more, 
oyster-shells,  the  first  I  had  seen  in  Mexico.  In  descending, 
I  also  found  some  ornamental  pieces  of  earthenware.  The 
pattern,  one  of  which  is  in  relief  much  resembling  those  of 
China,  the  other  has  a  grotesque  human  face.  On  the  north- 
east side,  about  half  wav  down,  at  some  remote  period  an 
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opening  has  been  attempted.  This  should  have  been  from 
the  south  to  the  north,  and  on  a  level  with  the  ground,  or 
only  a  few  ftet  above  it,  as  all  the  lemains  of  similar  build- 
ings have  been  found  to  have  their  entrances  in  that  diiccticm. 
According  to  the  measuretnents  made  liy  Dr.  Otcyza,  a  young 
Mexican  savant,  in  1803,  the  base  of  the  larger  pyrajuid  is 
682  feet  long,  and  its  elevation  180  teet  perpendicular; 
Mr.  Bullock  tliiuks  its  height  to  be  nearly  lialf  the  base. 
The  other  pyramid,  that  of  the  moon,  is  30  feet  lower,  and 
its  base  much  snuiller.  They  are  constructed  of  clay  mixed 
with  small  stones,  covered  with  a  thick  facing  of  porous 
amygdaloid,  over  whii-h  was  a  coating  of  cement.  There 
arc  four  st!iges  subdivided  into  smaller  steps ;  a  stair  of  hewn 
stone  formerly  led  to  their  summits.  Early  travellers  all 
mention  the  prevailing  tradition,  that  their  interior  was 
hollow.  Around  them  in  the  plain,  there  are  several  hundred 
smaller  ones,  in  general  about  30  feet  higli ;  which,  according 
to  the  tradition,  were  dedicated  to  the  stars.  It  is  probable, 
however,  that  the  whole  plain  was  a  vast  burial-place,  its 
Aztec  name  was  Micaotl,  the  road  of  the  dead  ;  which  the 
Spaniards,  borrowing  a  word  from  the  language  of  the 
island  of  Cuba,  have  rendered  Llano  de  los  Cues.  They 
are  supposed  to  be  the  most  ancient  of  all  the  Mexican 
monuments." 

jNlEZANINE,  or  Mezz.\nine,  a  word  borrowed  from  the 
Italians,  who  call  mezzaniiii  those  little  windows,  less  in 
height  than  breadth,  which  serve  to  illuminate  an  attic,  or 
entresole.  It  is  used  l)y  some  architects,  to  signify  an  inter- 
mediate apartment,  frequently  introduced  into  the  principal 
story  when  all  the  rooms  are  not  required  to  be  of  the 
same  height  ;  so  that  where  mezanines  are  introduced, 
the  principal  story  is  divided  into  two  heights,  in  order  to 
make  store-rooms,  or  lodging-rooms  for  servants.  See 
Apartment. 

MEZZO-RELIEVO,  a  piece  of  sculpture  in  half  relief. 
See  Bas-Ivelief. 

MIDDLE-POST,  in  a  roof,  the  same  as  Ki.vg-Post  ; 
which  see. 

MlDDLE-QUAPvTERS  OF  COLTTM.\S.  When  the 
plan  or  horizontal  section  of  a  column  is  divided  into  four 
quadrants,  by  lines  not  at  right  angles  to  the  front,  but  at  an 
angle  of  4.5  degrees  therewith,  the  four  quarters  are  called 
the  midille  quarters. 

MILE  (from  the  Latin,  mille,  a  thousand)  a  long  measure, 
whereby  the  English,  Italians,  and  some  other  nations,  e.xpress 
the  distance  between  places.     See  Measure. 

In  this  sense  luile  is  used  to  the  same  purpose  with  league, 
by  the  French  and  other  nations.  The  mile  is  of  various 
extent  in  dilfereut  countries.  The  geographical,  or  Italian 
mile,  contains  a  thousand  geometrical  paces,  mille  pansus, 
whence  the  term  7nile  is  derived. 

The  English  mile  consists  of  eight  furlongs,  each  furlong 
of  40  poles,  and  each  pole  of  16j  feet:  so  that  it  is  equal  to 
1700  yards,  or  5280  feet. 

The  mile  employed  by  the  Romans  in  Great  Britain,  and 
restored  by  Henry  VII.,  is  our  present  English  mile.  A 
degree  of  the  meridian  in  England,  north  latitude  52.  accord- 
ing to  the  measurement  of  Colonel  Mudge,  is  131,040  yards, 
or  69.114  miles.  A  geographical,  or  sea  mile,  is  the  60th 
part  of  such  a  degree,  i.  e.  2,027  J  yards  ;  and  three  sea-miles 
make  a  league.  A  degree  of  the  meridian,  in  north  lati- 
tude 45,  as  measured  in  France  in  1796,  is  57,008  toises  = 
121,512  yards  =  69.092  English  miles. 

Casimir  has  made  a  curious  reduction  of  the  miles,  or 
leagues,  of  the  several  countries  in  Europe  into  Roman  feet, 
which  are  equal  to  theRhinland  feet  generally  used  through- 
out the  north. 


Feet 

The  mile  of  Italy 50,000 

"       of  England 5  454 

"       of  Scot  land O.OOO 

"       of  Sweden 30.000 

"       of  Muscovy 3,750 

"       of  Lithuania 18.500 

"       of  Poland 19.S.-)0 

"       of  Germany,  the  small 20,000 

"  "  the  middle 22,500 

•'  "  the  largest 2.'i.000 

"       of  France 1. 5.7.50 

"       of  Spain 21.270 

"       ofBurgimdy 18.000 

"       of  Flanders 20.000 

«       of  Holland 24,000 

"  of  Persia,  called  also  parasffn^^a      .     .     .  18,750 

"  of  Egypt,  called  also  sc/iCBwos     ....  25,000 

A  Table  of  (he  Lenr/th  of  Miles,  Leagues,  d-c.  ancient  and 
modern,  in  English  yards. 

Eng.  Yards. 

Ancient  Roman  mile 1610.348 

Olympic  stadium:=^th  of  an  ancient  Roman  mile      201.2935 
Stadium  ==  y'^th  of  an  ancient  Roman  mile  .     .     161  0.348 
Stadium  =  II  00th  part  of  a  degree     .     .     .     .     111.2 
Jewish  risin,  of  which  7^=:  an  ancient  Roman  mile     214.713 
Gallic  leuca  =  \\  ancient  Roman  mile     .     .     .  2415.522 
Gei'man  ra^t,  or  common  league  in  France  =  2 

Gallic  leuca 4831.044 

Persian  parasanga  ^  2  Gallic  leagues  .  .  .  4831.044 
Egyptian  schoenos  =  4  ancient  Roman  miles  .  0441.302 
German  league,  or  that  of  Scandinavia  =  2  ra^ts  9662.088 
The  mile,  or  league  of  Germany  r=  200  Rhenish 

yards 8239.846 

Great  Arabian  mile,  used  in  Palestine  in  the  time 

of  the  Crusades,  rated  at  1^  ancient  Roman  mile  2415.713 

Modern  Roman  mile 1028,466 

Modern  Greek  mile  of  7  Olympic  stadia  .     .     .   1409.0545 
Modern  French  league  =  2,500  toises      .     .     .  5328.75 
Mile  of  Turkey,  and  the  common  werst  of  Russia, 
•  supposing  it  seven  Olympic  stadia    ....  1409.0545 
League  of  Spain  =  4  ancient  Roman  miles   .     .  6441.392 
Large  league  ofSpain  =^  5  ditto 8051.74 

MILITARY  ARCHITECTURE,  denotes  the  art  of 
fortification.     See  Architecture. 

MILLSTONE-GRIT,  a  coarse-grained  quartzy  stindstone. 
It  is  found  between  the  mountain-limestone  and  the  super- 
incumbent coal  formations. 

MILK-HOUSE,  or  ROOM,  an  apartment  for  keeping 
milk  sweet  and  good  ;  this  apartment  ought  to  be  as  cool  as 
possible,  and  on  no  account  exposed  to  the  rays  of  the  sun  ; 
consequently  a  northern  situation,  when  it  can  be  obtained, 
will  be  the  most  eligible  for  this  purpose.     See  Dairy. 

MINARET,  or  Minneret,  a  Turkish  steeple  with  a 
balcony,  from  which  a  person  calls  the  people  to  prayers; 
no  bells  being  permitted  in  Turkey. 

MLNION,  an  iron  ore,  useful  in  the  composition  of  mortar  ; 
when  mixed  with  a  proper  quantity  of  lime,  it  makes  an 
excellent  wator-cement.     See  Cement  and  Mortar. 

MINOT.\UR,  or  Minotadrus,  a  fabulous  monster  much 
talked  of  by  the  poets ;  feigned  to  be  half  a  man  and  half 
a  bull. 

MINSTER,  the  church  belonging  to  a  monastery. 

MINSTREL  GALLERY,  a  gallery  in  old  halls,  in  which 
the  minstrels  sat  during  the  fea>t.  There  is  a  gallery  so  termed 
near  the  centre  of  the  choir  of  E.xeter  cathedral. 


MOD 


204 


MOD 


MINUTE,  (from  the  Latin,  miniilus,  small)  in  architecture, 
usu.iily  donolisthe  sixtieth,  but  sometimes  only  the  thirtieth, 
pan  or  division  of  a  module. 

MISEliEKE,  a  term  applied  to  a  seat  of  peculiar  form, 
found  in  some  of  our  larjier  churches  and  cathedrals.  It  is 
in  hhape  like  a  bracket,  and  turns  up  on  a  hinge.  When 
down,  it  forms  a  seat  of  the  usual  height  and  size,  and  the 
front  lieneath  the  seat  is  usunlly  carved  intoa  knop  of  f  iliage, 
or  otherwise  ;  but  when  turned  up,  this  front  jircsents  a 
small  high  seat,  which  was  used  to  recline  against.  It  falls 
back  out  of  the  perpendicular,  so  as  to  retain  itself  in  its 
position,  but  will  fall  forward  with  the  least  motion  of  the 
occu|)ant. 

MITCHELS,  among  builders,  are  Purbeck  stones,  from 
15  inches  square  to  'Z  feet,  squared  and  hewed  ready  tor 
building. 

MITRE,  or  Mitra,  (from  Mtrpa,  a  headdress)a  pontifical 
ornament,  worn  on  the  head  by  bishops,  and  certain  abbots, 
on  solemn  occasions. 

The  mitre  is  a  round  cap,  pointed,  and  cleft  at  top,  with 
pendants  hanging  down  on  the  shoulders,  and  fringed  at  both 
ends.  The  bishop's  is  only  surrounded  with  a  fillet  of  gold, 
set  with  precious  stones ;  the  archbishop's  issues  out  of  a  ducal 
coronet.  These  are  never  used  otherwise  than  on  their 
coats  of  arms.  Abbots  wear  the  mitre  turned  in  pmfile,  and 
bear  the  crosier  inwards,  to  show  that  they  have  no  spiritual 
jurisdiction  without  their  own  cloisters. 

The  pope  has  also  granted  to  some  canons  of  cathedrals 
the  privilege  of  wearing  the  mitre.  The  counts  of  Lyons 
are  also  said  to  have  assisted  at  church  in  mitres. 

MiTKE,  in  joinery  :  when  two  pieces  of  wood  contain  equal 
angles,  and  one  side  of  the  one  piece  is  joined  to  one  side  of 
the  other,  so  that  their  vertices  may  coincide,  the  cotnmon 
seam,  or  joint,  is  called  a  mitre,  and  the  pieces  themselves 
are  said  to  l)e  mi  tie  J. 

The  whole  angle  thus  joined  is  generally  a  right  angle, 
and  when  this  is  the  ease,  each  of  the  pieces  joined  will  be 
foi  ty-five  degrees. 

Mitering  is  also  employed  in  dovetail  joints,  in  order  to 
conceal  thi'  dovetailing. 

MiTUE-Box,  a  trough  for  cutting  mitres,  having  three 
sides,  open  at  the  ends. 

!MIXED  ANGLE,  an  angle  of  which  one  side  is  a  curve, 
and  the  other  a  straight  line. 

Mixed  Figure,  one  that  is  composed  of  straight  lines  and 
curves,  being  neither  entirely  the  sector  nor  the  segment  of 
a  circle;  nor  the  sector  or  segment  of  an  ellipsis;  nor  a 
parabola  nor  an  hyperbola. 

MOAT,  (from  the  Latin,  mota,  a  ditch)  in  fortification, 
a  deep  trench  dug  round  a  town,  or  fortress,  to  be  defended 
on  the  outside  of  the  wall  or  rampart. 

The  depth  and  breadth  of  a  moat  often  depend  on  the 
nature  of  the  soil ;  according  as  it  is  marshy,  rocky,  or  the 
like.  The  brink  of  the  moat  next  the  rampart,  in  any  fortifi- 
cation, is  called  the  scarp,  and  the  opposite  one  the  counter- 
scarp. 

MODEL,  (from  the  Latin,  modulus,  a  copy)  an  original, 
or  pattern,  proposed  for  any  one  to  copy  or  imitate.  St. 
Paul's  cathedral  is  said  to  be  built  after  the  model  of 
St.  Peter's  at  Rome. 

Model  is  particularly  used,  in  building,  for  an  artificial 
pattern,  made  of  wood,  stone,  plastfer,  or  other  matter,  with 
all  its  parts  and  proportions  ;  for  the  better  guidance  of  the 
artificers  in  executing  some  great  work,  and  to  give  an  idea 
of  the  eflect  it  will  have  when  complete. 

In  all  great  buildings  it  is  much  the  surest  way  to  make 
a  model  in  relievo ;  and  not  to  trust  to  a  bare  design,  or 


draught.  There  are  also  models  for  the  building  of  ships 
&c.,  and  for  extraordinary  staircases,  &c. 

Model,  in  painting  and  sculpture,  anything  proposed  to  be 
imitated. 

Hence,  in  the  academies,  they  give  the  term  model  to  a 
naked  man,  disposed  in  several  postures,  to  aflt)rd  an  oppor- 
tunity to  the  scliolars  of  designing  him  in  various  views  and 
attitudes. 

The  sculptors  have  little  models  of  clay,  or  wax,  to  assist 
them  in  their  design  of  others  that  are  larger,  in  marlile, 
&c.,  and  to  judge  of  the  attitude  and  correctness  of  a 
figure. 

Statuaries  likewise  give  the  name  model  to  certain  figures 
of  clay,  or  wax,  which  are  but  just  flishioned,  to  serve  by 
way  of  guide  in  the  making  of  larger,  whether  of  marble  or 
other  matter. 

MODILLIONS,  (French,)  in  architecture,  mutules  carved 
into  consoles,  placed  under  the  soflit  or  bottom  of  the  diip  of 
the  corona  in  the  Corinthian  and  Roman  orders,  for  supfiort- 
ing  the  larmier  and  sima,  or  appearing  to  perform  the  office 
of  support. 

In  Grecian  architecture,  the  Ionic  order  is  without  niodil- 
lions  in  the  cornice,  as  are  also  the  Roman  examples  of  the 
same  order,  except  the  temple  of  Concord,  at  Rome,  which 
has  both  dentils  and  modillions. 

A  singular  and  curious  example  of  a  modillion  cornice,  but 
contrary  to  the  principles  of  architecture,  is  to  be  found  in 
the  inteiior  cornices  of  the  Tower  of  the  Winds,  at  Athens, 
in  which  the  projecting  part  is  much  thicker  than  the  inte- 
rior, where  the  stress  seems  to  lie,  and,  consequently,  gives 
the  idea  of  weakness. 

A  singular  example  of  modillions  is  to  be  found  in  the 
frontispiece  of  Nero,  at  Rome,  where  they  consist  of  two 
plain  fiiees,  separated  by  a  small  sima-reversa,  and  crowned 
with  an  ovolo  and  bead.  Another  very  extraordinary  form 
of  modillions  is  that  placed  in  the  frieze  of  the  fourth  order  of 
the  Coliseum,  cut  on  the  outside,  or  projecting  part,  of  a  sima- 
reversa  fi)rm. 

In  most  examples  of  the  Corinthian  and  Roman  orders, 
the  cornices  have  both  dentils  and  modillions  ;  but,  if  the  two 
are  used  together,  in  good  proportion  to  the  other  parts,  so 
as  to  appear  distinctly  at  a  reasonable  distance,  the  cornice 
will  be  overcharged,  both  in  proportion  and  weight,  to  the 
other  principal  members  of  the  entablature,  or  the  entablature 
to  the  whole  order;  the  one  or  the  other  ought,  therefore,  to 
be  omitted  in  the  same  cornice. 

In  the  general  disposition  of  modillions,  if  each  one  is  con- 
ceived to  be  divided  into  two  equal  parts  by  a  vertical  plane 
at  right  angles  to  the  surface  of  the  frieze,  one  of  the  modil- 
lions is  so  disposed,  that  its  dividing  vertical  surface  will  be 
entirely  in  a  plane  passing  through  the  axis  of  the  column, 
and  in  the  column  next  the  angle  of  the  building  there  is 
generally  only  one  modillion  between  that  through  which  the 
plane  along  the  axis  passes,  and  the  angle  of  the  coinice. 

The  vertical  sides  of  modillions  at  right  angles  to  the  face, 
are  generally  finished  with  volutes  of  diflerent  sizes,  and 
turned  on  dillereut  sides  of  the  same  line;  the  greater  bcMug 
that  next  to  the  vertical  surface,  to  which  they  are  attached, 
and  the  lesser  at  the  extremity. 

The  sofiits  of  the  modillions,  so  constructed,  follow  the 
under  line  of  the  volutes,  and  the  connecting  undulated  line 
which  joins  them.  The  upper  part  of  each  volute  is  on  the 
same  level,  and  is  attached  to  a  moulding  of  the  sima-inversa 
form,  which  returns  round  it;  and  this  moulding  is  again 
attached  to  the  corona,  which  hangs  over  the  modillion. 

In  some  of  the  Roman  buildings,  the  modillions  are  not 
placed  over  the  axes  of  the  columns,  neither  upon  those  at 
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the  extremes,  or  over  the  axes  of  the  inteniiediate  shafts. 
Ill  the  I'aiithfon,  the  iiiodiHii>ii  next  each  angle  of  the  build- 
ing has  its  veitical  side,  which  is  opposed  to  the  next  modil- 
lioii,  nearer  lo  the  central  plane  (if  the  poilico,  over  the  axis 
ol'  the  ecjlunin,  and  consequently  the  whole  breadth  of  the 
modilliiin  on  one  side  of  the  axis  entirely,  and  on  that  side 
next  to  the  angle  of  the  building.  In  the  whole  portico  are 
47  inodillions,  including  tho-^e  at  each  extreme ;  the  intervals 
are,  therefore,  4(j  in  number,  atid  44  between  the  columns 
that  are  between  their  axis.  The  portico  is  octostyle,  and, 
consequently,  the  inlerculunnis  are  seven  in  number:  from 
this  it  will  be  found,  th.it  if  the  columns  were  placed  eqni- 
distaiitly,  the  number  of  intermodillious  would  be  0^-  in  num- 
ber. Jn  this  temple  the  corresponding  intervals  are  very 
irregular.  The  two  extreme  ones  are,  according  to  Des- 
goiletz,  y  4J'',  and  9'  '-if';  the  next  two,  nearer  the  centre, 
are  U'  Og-'',  and  9'  I|-'' ;  the  next  two,  still  nearer  to  the  cen- 
tre, are  exactly  equal,  being  9'  5"  each  ;  and  the  central  inter- 
cokimniation  is  10'  4^"  :  so  that  the  incjdillions  appear  to  be 
equally  divided,  withoiitany  regard  to  the  axisof  the  columns. 
Ttie  same  irregularity  in  the  disposition  of  the  niodillions 
may  be  observed  in  the  temple  of  Concord,  and  in  that  of 
Jupiter  the  Thuudeier.  In  the  three  remaining  columns  of 
the  temple  of  Jupiter  Stator,  each  column  has  a  modiUion 
placed  over  its  axis,  and  each  intercolumu  has  three  niodil- 
lions regularly  disposed  :  the  distance  between  the  lower  ends 
of  the  shafts  are  3  modules,  4^  parts,  and  the  columns  are  in 
height  20  modules,  6-|  parts. 

In  the  Pantheon,  the  modillions  are  placed  in  the  pediment, 
contrary  to  ttie  authoiity  of  Vitruvius. 

MODULAR  PUOPt)llT10N,  that  which  is  regulated  by 
a  module.   See  Module. 

MODULATION,  (from  the  Latin,  modulor,  to  regulate,) 
tlio  proportion  of  the  parts  of  an  order. 

AioDULE,  (from  the  Latin,  )ho(/m/«s,  a  pattern,)  in  archi- 
tecture, a  certain  measure  taken  at  pleasure,  for  regulating 
the  proportions  of  columns,  and  the  symmetry  or  distribution 
of  the  whole  building. 

Architects  usually  choose  the  diameter,  or  semi-diameter, 
of  the  bwttom  ot  the  column,  for  their  module ;  and  this  they 
subdivide  into  parts  or  miiuites. 

V'ignola  divides  his  module,  which  is  a  semi-diameter,  into 
twelve  parts,  for  the  Tuscan  and  Doric;  and  into  eighteen, 
for  the  other  orders. 

The  module  of  Palladio,  Scammozzi,  IL  Cambray,  Des- 
godetz,  Le  Clerc,  &c.,  which  is  also  the  semi-diameter,  is 
divided  into  30  parts  or  minutes,  in  all  the  orders. 

Some  divide  the  whole  height  of  the  column  into  20  parts 
for  the  Doric,  2"2^  for  the  Ionic,  25  for  the  Roman,  &c.,  and 
one  of  these  parts  they  make  a  module,  by  which  to  regulate 
the  rest  of  the  building. 

There  are  two  ways  of  determining  the  meastu'es,  or  pro- 
portions of  buildings:  the  first  by  a  fixed  standard  measure, 
which  is  usually  the  diameter  of  the  lower  part  of  the  column, 
called  a  iiwdiile,  subdivided  into  GO  parts,  called  iiiiiiutes.  In 
the  second  there  are  no  minutes,  nor  any  certain  and  stated 
division  of  the  module  ;  but  it  is  divided  occasionally  into  as 
many  parts  as  are  judged  necessary.  Thus  the  height  of  the 
Attic  base,  which  is  half  the  module,  is  divided  either  into 
three,  to  have  the  height  of  the  plintii ;  or  into  four,  for  that 
ot  the  greater  torus ;  or  into  six,  for  that  of  the  lesser. 

Both  these  maimers  have  been  practised  by  the  ancient  as 
well  as  the  modern  architects ;  but  the  second,  which  was 
that  chiefly  used  among  the  ancients,  is,  in  the  opinion  of 
Perrault,  preferable. 

As  Vitruvius,  in  the  Doric  order,  has  lessened  his  module, 
which,  in  the  other  orders,  is  the  diameter  of  the  lower  part 
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of  the  coltnnn,  and  has  reduced  that  great  module  to  a  mean 
one,  which  is  a  semi-diameter;  M.  Perrault  reduces  the  niO- 
dule  to  a  third  part,  for  the  same  reason,  viz.,  to  dctermintj 
the  several  measm-es  without  a  fraction.  For  in  the  Doric 
order,  beside  that  the  height  of  the  base,  as  in  the  other 
orders,  is  determined  by  one  of  these  mean  modules  ;  the 
same  module  gives  likewise  the  heights  of  the  cai>ita],  archi- 
trave, triglyphs,  and  metopes.  But  our  little  module,  taken 
from  the  third  of  the  diameter  of  the  lower  part  of  the 
column,  has  uses  much  more  extensive;  for,  iiy  this,  the 
heights  of  pedestals  of  columns,  aiid  entablatures,  in  all 
orders,  are  determined  without  a  fraction. 

As  then  the  great  module,  or  diameter  of  the  column,  has 
60  minutes;  and  the  mean  module,  or  half  the  diameter  30 
minutes  ;  our  little  module  has  20.   See  Column. 

MOILON,  a  name  given  by  the  French  to  a  kind  of  stone, 
that  forms  the  upper  crust,  and  lies  round  the  free-stone,  in 
most  quarries.  It  is  an  excellent  substance  for  forming  the 
body  of  fluxes,  or  soft  enamel. 

MOINEAU,  (French,)  in  fortification,  a  flat  bastion  raised 
before  a  curtain  when  it  is  too  long,  and  the  bastions  of  the 
angles  too  remote  to  be  able  to  defend  each  other. 

Sometimes  the  moineau  is  jcjined  to  the  curtain,  and  soine- 
times  it  is  divided  from  it  by  a  moat.  Here  musqueteers 
are  placed,  to  fire  each  way. 

MOLDiNG.  See  Moulding. 

MOLE,  (from  the  Latin,  moles,)  a  massive  work  of  large 
stones  laid  in  the  sea  by  means  of  cofler-dams,  extending 
either  in  a  right  line,  or  in  the  arc  of  a  circle,  before  a  port, 
which  it  serves  to  close,  to  defend  the  vessels  in  it  from  the 
impetuosity  of  the  waves,  and  to  prevent  the  passage  of 
ships  without  leave. 

AIoLE  is  sometimes  also  used  to  signify  the  harbour  itself. 

Mole,  among  the  Romans,  was  also  used  for  a  kind  of 
mausoleum,  built  in  the  manner  of  a  round  tower  on  a  square 
base,  insulated,  encompassed  with  columns,  and  covered  with 
a  dome. 

The  mole  of  the  emperor  Adrian,  now  the  castle  of  St. 
Angelo,  was  the  greatest  and  most  stately  of  all  the  moles. 
It  was  crowned  with  a  brazen  pine-apple,  in  which  was  a 
golden  urn  containing  the  ashes  of  the  emperor. 

MOMENT  or  Momentum,  (from  the  Latin,)  the  impetus, 
force,  or  quantity  of  motion  in  a  moving  body;  or  the  word 
is  sometimes  used  simply  for  the  motion  itself.  Moment  is 
frequently  defined  by  the  vis  insitd,  or  power  by  which  mov- 
ing bodies  continually  change  place.  In  comparing  the 
motion  of  bodies,  the  ratio  of  their  momenta  is  always  com- 
pounded of  the  quantity  of  matter,  and  the  celerity  of  the 
moving  body  ;  so  that  the  moment  of  any  such  body  maybe 
considered  as  a  rectangle  under  the  quantity  of  matter,  and 
the  celerity. 

And  since  it  is  certain,  that  all  equal  rectangles  have  their 
sides  reciprocally  proportionable;  therefore,  if  the  momenta 
of  an}'  moving  budics  bo  equal,  the  quantity  of  matter  in  one 
to  that  of  the  other,  will  be  reciprocally  as  the  celerity  of  the 
latter  to  that  of  the  former;  and,  on  the  contrary,  if  the 
quantities  of  matter  be  reciprocally  prop<u-tionable  to  the 
celerities,  the  momenta  or  quantities  in  each  will  be  equal. 

The  moment,  also,  of  any  moving  body  may  be  considered 
as  the  aggregate  or  sum  of  all  the  momenta  of  the  parts  of 
that  body  ;  and,  therefore,  where  the  magnitudes  and  number 
of  particles  are  the  same,  and  where  they  are  moved  with 
the  same  celerity,  there  will  be  the  same  momenta  of  the 
whole.   See  Forck. 

MONASTERY,  a  convent,  or  house,  built  for  the  recep- 
tion of  religious  devotees  ;  whether  it  be  abbey,  priory,  nun- 
nery, or  the  like.    The  term  is  only  properly  applied  to  the 
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houses  of  monks,  friars,  and  nuns.     The  rest  are  more  pro- 
perly called  rtlitiioiis  houses.   Sue  Abbey. 

'I he  houses  iHlonging  to  the  several  religious  orders,  which 
obtained  in  England  and  Wales,  were  cathedrals,  colleges, 
abbeys,  priories,  preceptories,  commanderies,  hospitals,  fri- 
ai'ies,  hermitages,  chantries,  and  free  chapels.  These  were 
under  the  diicction  and  management  of  several  officers.  The 
dissolution  of  houses  of  this  kind  began  so  early  as  the  year 
l.'Jl'i,  wiu-n  the  Templars  were  suppressed  ;  and  in  13'23, 
their  lands,  chuiehes,  tidvowsons,  and  liberties,  here  in  Kng- 
land,  vvere  given,  by  17  Edw.  II.  stat.  3,  to  the  pricjry  and 
brethren  of  the  hospital  of  St.  John  of  Jerusalem.  In  the 
years  1390,  1437,  1441,  14oi),  1497,  1505,  1508,  and  1515, 
several  other  houses  were  dissolved,  and  llu'ir  revenues  set- 
tled on  dittirent  colleges  in  O.xford  and  Cambridge.  Soon 
after  the  la^t  period.  Cardinal  Wolsey,  by  license  of  the  king 
and  pope,  obiaiiied  a  dissolution  of  above  thirty  religious 
hou>es,  t()i-  the  founding  and  endowing  his  colleges  at  Oxf  >rd 
and  Ipswich.  About  thi;  same  timc^  a  bull  was  granted  by 
the  same  pope  to  Cardinal  Wolsey,  to  suppress  monasteries, 
■where  there  were  not  above  si.v  monks,  to  the  value  of  8,000 
ducats  a  year,  for  endowing  Windsor,  and  King's  College,  in 
Cambridjic  ;  and  two  other  bidls  were  granted  to  Cardinals 
Wolsey  and  Campeius,  where  there  were  less  than  twelve 
nioiiks,  and  to  anne.x  thi-in  to  the  gi'ealer  monasteries  ;  and 
another  bull  to  the  same  cardinals,  to  inquire  about  abbeys 
to  be  suppressed,  in  order  to  be  made  cathedrals.  Although 
nothing  appi'ars  to  have  been  done  in  consequence  of  these 
bulls,  the  motive  which  induced  Wolsey,  and  many  othei's,  to 
suj)piess  these  houses,  was  the  desire  of  promoting  learning  ; 
and  Archbishop  Crannier  engaged  in  it  with  a  view  of  carry- 
ing on  the  Kelormation.  There  were  other  causes  that  con- 
curred to  bring  on  their  ruin  :  many  of  the  devotees  weie 
loose  and  vicious;  the  nioidis  were  generally  thought  to  be, 
in  their  heai  ts.  attached  to  the  pope's  suprcinaey  ;  their  reve- 
nues were  not  eiiiiiloyed  according  to  the  intent  of  the  donors  ; 
nuujy  cheats  iu  images,  feigned  miracles,  and  counterfeit 
relies,  had  been  discovered,  which  brought  the  monks  into 
disgiace  ;  the  Ob~ervant  friars  had  opposed  the  king's  divorce 
fiom  Queen  Catharine;  and  these  circumstances  operated,  in 
concurrence  with  the  king's  want  of  a  large  supply,  and  the 
people's  desire  to  save  their  money,  to  forward  a  motion  in 
parliament,  that,  in  order  to  support  the  king's  state,  and 
supply  his  wants,  all  the  religious  houses  might  be  conferred 
upon  the  crown,  which  were  not  able  to  spend  above£il)Oa 
year;  and  an  act  was  passed  for  that  |iurpo>e,  27  lien.  VIII. 
c.  28.  By  this  about  380  houses  were  dissolveil,  and  a  reve- 
nue of  £30, 000  or  £32.000  a  year  came  to  the  crown  ;  besides 
about  £100,000  in  plate  and  jewels.  The  suppression  of 
these  houses  oci'asioned  great  discontent,  and  at  length  an 
open  rebellion  :  when  this  was  appeased,  the  king  resolved 
te  suppress  the  rest  of  the  monasteries,  and  appointed  a  new 
visitation  ;  which  caused  the  greater  abbeys  to  be  surrendered 
apace;  and  it  was  enacted  by  31  lien.  VIII.  c.  13,  that  all 
monasteries,  which  have  been  surrendered  >ince  the  4th  of 
February,  in  the  twenty-seventh  year  of  his  majesty's  reign, 
and  which  hereafter  shall  be  surrendered,  shall  be  vested  in 
the  king.  The  knights  of  St.  John  of  Jerusalem  were  also 
suppressed  by  the  32  Henry  VUL,  c.  24.  The  suppression 
of  these  greater  houses  by  these  two  acts,  produced  a  revenue 
to  the  king  of  above  £100,000  a  year,  besides  a  large  sum  iu 
plate  and  jewels.  The  last  act  of  dissolution,  in  this  king's 
reign,  was  the  act  of  37  Hen.  VIII.,  c.  4,  fir  dissolving  col- 
leges, fiee  chapels,  chantries,  &c.,  wdiich  act  was  farther 
eidbreed  by  1  Ed.  VI.,  c.  14.  By  this  act  were  suppressed 
90  colleges,  110  hospitals,  and  2.374  chantries  and  free  cha- 
pels.    Ihe  numl)er  of  housi^s  and   places  suppressed,  fiom 


first  to  last,  so  far  as  any  calculations  appear  to  have  been 
made,  seems  to  be  as  follows  : 

Of  lesser  monasteries,  of  which  we  have  the  valuation  374 

Of  greater  monasteries 180 

Belonging  to  the  hospitallers 48 

Colleges 90 

Hospitals 110 

Chantries  and  free  chapels 2374 

Total     .     .     .3182 

Besides  the  friars'  houses,  and  those  suppressed  by  Wolsey, 

and    tnany   small   houses,  of  which  we  have  no   particular 

account. 

The  suin  total  of  the  clear  yearly  revenue  of  the  several 

houses,  at  the  time  of  their  dissolution,  of  which  we  have 

any  account,  seems  to  be  as  follows  : 

£.  s.  d. 

Of  the  greater  monasteries      ....  104,919     13       3^ 

Of  all  those  of  the  lesser  monasteries,  of 

which  we  have  the  valuation     .     .     .     29.702       1      lOi 

Knightshospitallers'head  liouseinLondon      2,385     12       8 

We  have  the  valuation  of  only  twenty- 
eight  of  their  houses  in  the  country  3,02G       9       5 

Fiiars'   houses,   of  which    we  have  the 

valuation 751       2       0| 

Total     .     .     140,784     19       3| 

If  proper  allowances  are  made  f>r  the  lesser  monasteries, 
and  houses  not  included  in  this  estimate,  and  for  the  plate, 
&c.,  which  came  into  the  hands  of  the  king  by  the  dissolu- 
tion, and  for  the  value  of  money  at  that  time,  which  was  at 
least  six  times  as  much  a-i  at  present,  and  we  also  consirler 
that  the  estimate  of  the  lands  was  generally  supposed  U)  be 
much  mider  the  real  worth,  we  must  conclude  their  whole 
reveiuies  to  have  been  immense. 

It  doth  not  appear  that  any  computation  hath  been 
made  of  the  number  of  persons  contained  in  the  religious 
houses. 

Those  of  the  lesser  monasteries  dissolved  by  27  Hen. 

VIII.  were  reckoned  at  about 10,000 

If  we  suppose  the  colleges  and  hospitals  to  have  con- 
tained a  proportionable  number,  these  will  make 
about 5,347 

If  we  reckon  the  number  in  the  greater  monasteries, 
according'  to  the  proportion  of  their  revenues,  they 
will  be  about  35.000  ;,  but  as  probably  they  had 
larger  allowances  in  proportion  to  their  number 
than  those  of  the  lesser  monasteries,  if  we  abate 
upon  that  account  5,000,  they  will  then  be      .     .  30.000 

One  tor  each  chantry  and  free  chapel 2  374 

Total     .     .     .     47,721 

Rut  as  there  were  probably  more  than  one  person  to 
offii-iate  in  several  of  the  free  chapels,  and  there  were  other 
houses  which  are  not  i-ncluded  within  this  calculation,  per- 
haps they  may  be  computed  In  one  general  estimate  at  alxnit 
50,000.  As  there  were  pensions  paid  to  almost  all  those  of 
the  greater  monasteries,  the  king  did  not  immediately  come 
into  the  full  enjoyment  of  their  whole  revenues  :  however, 
by  means  of  what  he  did  receive,  he  founded  six  new  bislvop- 
rics,  viz..  those  of  Westminster,  (which  was  eh  nigod  by  Queen 
Elizal)eth  into  a  deanery,  with  twelve  prebends  a  id  a  school.) 
Peterborough,  Chester,  Gloucester.  Bristol,  and  Oxford. 
And  in  eight  other  sees  he  founded  deaneries  and  chapters. 
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by  converting  the  fViai-s  and  mkhiU-!  into  doaiis  and  piclien- 
daries,  viz.,  Canterbury.  \\  inclu'^lir,  Diirliani,  Worcester-, 
Rochester.  Norwich,  Ely,  and  Carlisle,  lie  t'omided  also  the 
eolleijiS  of  Christ  Chiiicii  in  Oxtbrd,  and  Trinity  in  Cam- 
bridge, and  liuisiied  King's  Ci.diege  Chafiel  there.  He  like- 
wise founded  professorships  of  divinity,  law,  physic,  and  of 
the  Hebrew  and  Greek  tongues,  in  both  the  said  universities. 
He  gave  the  house  of  Gray  Fiiars,  and  St.  Bartholomew's 
Ilo>pilal,  to  the  City  of  Loudon;  and  a  perpetual  pension  to 
the  pnor  knights  of  Windsor;  and  laid  out  great  sums  in 
building  and  Ibrlifving  nmny  ports  in  the  Channel.  It  is 
ob>er\able,  upon  the  whole,  that  the  dissolution  of  their 
houses  was  an  act,  not  of  the  church,  but  of  the  state,  in 
the  period  preceding  the  Kefbrnnilion,  by  a  king  and  jiuilia- 
nient  of  the  Itouian  Catholic  communion  in  all  points  except 
the  king's  supremacy;  to  which  the  pope  hiniself,  by  his  bulls 
and  licenses,  had  led  the  way. 

Although  few  will  now  be  found  entirely  to  approve  either 
the  original  esiablishment  or  continued  subsistence  of  monas- 
teiies,  _\et  the  destruction  of  them  was  felt  and  lamented,  for 
a  considerable  time,  as  a  great  evil  ;  and  with  gnod  reason. 
One  inconvenience  that  attended  their  dissoluiimi  was  the 
loss  of  many  valuable  books,  which  their  several  libraries 
contained:  for,  during  the  middle  ages,  religious  houses  were 
the  repositories  of  literature  and  science.  Besides,  they  were 
schools  of  education  and  learning;  for  every  convent  had  one 
person  or  more  a])pointcd  tor  tins  purpose;  and  all  the 
neighbours  that  desired  it,  might  have  their  children  taught 
grammar  and  chm-ch  music  there,  without  any  expense.  In 
the  nuinieries  also,  young  females  were  taught  to  work  and 
read  ;  and  not  only  people  of  the  lower  rank,  but  most  of  the 
noblemen's  and  gentlemen's  daughters,  were  instructed  in 
those  places.  All  the  monasteries  were  also  in  etlect  great 
hospitals,  and  were  most  of  them  obliged  to  relieve  many 
poor  people  everyday.  They  were  likewise  houses  of  enter- 
tainment for  all  travellers.  And  the  nobility  and  gentry 
provided  not  only  tor  their  old  servants  in  these  houses,  by 
corr(,idies,  but  tor  their  younger  children,  and  impoverished 
friends,  by  making  them  first  monks  and  nuns,  and  in  time 
priors  and  prioresses,  abbots  and  abbesses.  On  the  other 
hand,  they  were  very  injurious  to  the  secular  and  parochial 
clergy,  by  taking  on  themselves  many  prebends  and  benefices, 
by  getting  man)  churches  appropriated  to  them,  and  pensions 
out  of  many  others;  and  by  the  exemptions  they  got  from 
the  episcopal  jurisdiction,  and  from  the  payment  of  tithes. 
We  say  nothing  now  of  the  laxity  of  discipline,  and  acts  of 
moral  turpitude,  which  have  been  attributed  to  the  inmates 
of  such  establishments;  which,  however  greatly  they  have 
been  exaggerated,  did  unquestionably  prevail  in  some  in- 
stances. Such  laults,  however,  are  chargeable  rather  upon 
individuals,  than  upon  the  system,  against  v\hich  the  previous 
objections  are  of  greater  weight. 

iMU.NKKY,  the  weight  used  in  pile-driving,  which  is 
raised  to  the  top  of  the  machine,  and  then  allowed  to  full  on 
the  head  of  the  pile. 

MUN  UGK AM,  (Greek  ev  fiovu  ypa<peiv,)  the  combination 
or  interlacing  of  several  letters,  so  as  to  produce  a  single  cipher 
or  device,  employed  for  the  purpose  of  abbreviatiun. 

MONOLITH,  (fiovog,  single,  and  XlOoq,  a  stone,)  a  struc- 
ture consisting  of  a  single  colossal  stone.  The  term  is  applied 
to  such  structures  found  in  Celtic  remains.  See  Cbltic  Ar- 
chitecture. 

MONOPTERON,  or  Monoptral  Temple  (from  fiovoc, 
sinrjle,  and  Trrepov,  a  wing)  in  architecture,  an  edilice,  con- 
sisting of  a  circular  colonnade  supporting  a  dome,  without 
any  enclosing  wall,  and  consequently  without  a  cell,  as  in 
other  temples. 


IMONOTRIGLYPH,  (from  iiovo^.  si„gl,;  and  TptyXv(pog, 
a  triijhjj)li)  h:iving  only  one  triglypli  l)elwecn  two  adjoining 
Columns.  ITic  monotriglyph  intcrcolnmiiiatinn  was  the  gen- 
eral practice  in  the  Giecian  Dnric;  as  in  the  tcinjile  of  The- 
seus, and  in  that  of  Minerva",  at  Athens. 

Mr.  Rively,  in  his  preface  to  the  third  volume  of  Stewart's 
Alliens,  says,  "There  is  a  certain  a[>|icarance  of  eternal  dnra- 
tiun  in  this  species  of  edifice  (meanini;  a  (irecian  Doric  tem- 
ple) that  gives  a  solemn  and  majestic  feelina;.  while  every 
part  is  perceived  to  contrilinte  its  share  to  this  character  of 
durability.  From  this  rapid  sketch,  it  will  readily  be  seen 
that  no  other  iniercolmnniation  than  that  of  the  monotriglyph 
can  succeed  in  this  dignified  order.  The  Propy'aea,  indeed, 
as  well  as  the  temple  of  Augustus,  or  Agora,  has  one  inter- 
val of  the  s»pace  of  two  trigly|>hs;  but  it  is  easy  to  perceive, 
that  this  deviation  tVom  the  general  principle  was  merely  an 
accommodation  to  circumstances;  both  these  buildings  re- 
quiring a  wide  opening  in  the  middle  of  the  front.  Accord- 
inglv,  these  are  the  only  instances  of  this  deviation  to  be 
found  at  Athens." 

In  the  island  of  Delos,  the  portico  of  Philip,  king  of  ]\Lace- 
di>n,  is  another  instance. 

MONSTRANCE,  the  vessel  in  which  the  consecrated 
wafer  is  placed  during  the  benediction  ;  it  is  usually  made 
of  a  metal  frame,  to  contain  a  glass  vessel,  through  which 
the  wafer  is  seen.  Some  of  them  are  of  very  beautiful  and 
rich  desijjn. 

MONUMENT,  (from  the  Latin,  mnnumentum,  a  memo- 
rial) a  structure  raised  to  preserve  the  memory  of  some 
eminent  person,  or  to  perpetuate  some  remarkable  event. 

Monuments  at  first  consisted  of  stones  erected  over  the 
tombs  of  the  decease;!,  on  which  were  engraved  the  name, 
and  frequently  the  actions,  of  the  person  to  whose  memory 
they  were  reared. 

^lonuments  received  different  nanies  among  the  ancients, 
according  to  their  figure.  When  the  base  was  square,  and 
the  solid  erected  thereon  a  prism,  the  monument  was  called 
steles;  whence  square  pilasters,  or  attic  columns,  aie  sup- 
posed to  be  derived.  When  the  base  was  circular,  and  the 
solid  erected  thereon  a  cone,  the  monument  was  called  stylos. 
Those  monuments  that  were  square  at  the  foot,  and  tapering 
therefrom  in  planes  to  a  point  in  which  the  planes  ended, 
were  called  pijramids.  Others,  which  had  triangular  bases, 
and  their  sides  ending  in  a  point,  were  called  obelisks  ;  being 
constructed  in  imitation  of  the  instruments  or  spits  used  in 
roasting  the  sacrifices. 

Monument  of  Lvsicrates.  The  choragic  monument  of 
Lysicrates,  commonly  called  the  Lantern  of  Demosthenes,  is 
the  most  beautiful  edifice  of  antiquity  of  its  size. 

This  monument,  which  is  exquisitely  wrought,  stands  near 
the  eastern  end  of  the  Acropolis.  It  is  composed  of  three 
distinct  parts.  First,  a  quadrangular  basement ;  secondly,  a 
circular  colonnade,  the  inlerolumniations  of  which  are  entire- 
ly closed  up;  and,  thirdly,  a  tholus,  or  cupola,  with  a  beau- 
tiful ornament  upon  it. 

The  quadrangular  basement  is  entirely  closed  on  every 
side,  so  as  to  exclude  entrance.  On  breaking  through  one 
of  the  sides,  it  was  found  not  to  be  quite  solid  ;  but  the  void 
is  so  small,  and  iiregular,  that  a  man  can  hardly  stand  up- 
right in  it. 

This  basement  supports  the  circular  colonnade,  which  was 
constructed  in  the  following  manner  :  six  equal  panels  of 
white  marble,  placed  contiguous  to  each  other,  on  a  circular 
plan,  formed  a  continued  cylindrical  wall;  which  of  course 
was  divided,  from  top  to  bottom,  into  six  equal  parts,  by  the 
junctures  of  the  panels.  On  the  w-hole  length  of  each  junc- 
ture was  cut  a  semicircular  groove,  in  which  a  Corinthian 
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column  was  fitted  with  great  exactness,  and  effect nally  con- 
Ce;ileil  the  junctures  ul'tlic  panels.  These  columns  pnjjectcd 
somewhat  more  than  half  tiieir  diameters  fj-om  the  surface  of 
the  cylindrical  wall,  and  the  wall  entirely  closed  up  the  in- 
tLTColinnniation.  Over  this  was  placed  the  entablature,  and 
the  cupola,  in  neither  of  which  any  aperture  was  made, 
so  that  there  was  no  admission  to  tlie  inside  of  this  monu- 
ment, and  it  was  quite  dark.  It  is,  be^ides,  only  5  feet 
11^  inches  in  the  clear,  and,  therefore,  was  never  intended 
for  a  habitation,  or  even  a  repository  of  any  kind. 

An  entrance,  however,  has  been  since  forced  into  it,  by 
breaking  through  one  of  the  panels;  probably  in  e.xpeetation 
of  finding  treasures  here.  For  in  these  countries  such  bar- 
barism leigns  at  present,  every  ancient  building  which  is 
beautiful,  or  great,  beyond  the  conception  of  the  present 
inhabitant.s,  is  always  supposed  by  them  to  be  the  work  of 
magic,  and  the  repository  of  hidden  treasures.  At  (iresent 
three  of  the  marble  panels  are  destroyed  ;  their  places  are 
supplied  by  a  dooi',  and  two  brick  walls,  and  it  is  converted 
hi  to  a  closet. 

It  should  be  observed,  that  two  tripods  with  handles  to 
them,  are  wrought  in  basso-relievo  on  each  of  the  three  panels 
which  still  renuiin.  They  are  perhaps  of  the  species  which 
Homer  and  Ilesiod  describe  by  the  name  vi'  rpinodeg  utwkv- 
T£f,  or  eared  tripods. 

The  architrave  and  frieze  of  this  circular  colonnade  are 
both  formed  of  only  one  block  of  marble.  On  the  architrave 
is  cut  the  following  inscription  : 

ATSIKPATHS  ATIIOEIAOT  KIKTNETS  EXOPHrHI 
AKAMANTIi  nAIdilN   ENIKA  eES2N  HTAEI 
ATilAAHi;  AeilNAIOS  EAIAA2;KE  ErAINETOi;HPXE 

From  this  we  may  conclude,  that  on  some  solemn  festival 
which  was  celebrated  with  games  and  plays,  Lysicrates  of 
Kikyna,  a  dertios  (jr  borough-town  of  the  tribe  of  Akamantis, 
did  on  behalf  of  his  tribe,  but  at  his  own  expense,  exhibit  a 
musical  or  theatrical  entertainment ;  in  which  the  boys  of 
the  tribe  of  Akamantis  obtained  the  victory  ;  that  in  memory 
of  their  victory,  this  monument  was  erected  ;  and  the  name 
of  the  person  at  whose  expense  the  entertaiument  was  exhi- 
bited, of  the  tribe  that  gained  the  prize,  of  the  musician  who 
accompanied  the  performers,  and  of  the  composer  of  the 
piece,  are  all  reconled  on  it;  to  these  the  name  of  the  amiual 
archon  is  likewise  added,  in  whose  year  of  magistracy  all 
this  was  transacted.  From  which  last  circumstance  it  ap- 
pears, that  this  building  was  erected  above  330  years  before 
the  Christian  a;ra;  in  the  time  of  Demosthenes,  Apelles, 
Lysippus,  and  Alexander  the  Great. 

liound  the  frieze  is  represented  the  story  of  Bacchus  and 
theTynhenian  pirates.  The  figure  of  Bacchus  himself  the 
fauns  and  satyrs  who  attend  him  on  the  manifestation  of  his 
divinity,  the  chastisement  of  the  pirates,  their  terror,  and 
their  transformation  into  dolphins,  are  expressed  in  this 
basso-relievo  with  the  greatest  spirit  and  elegance.  The 
cornice,  which  is  otherwi.se  very  simple,  is  crowned  with  a 
sort  of  Vitiuvian  scroll,  instead  of  a  eymatium.  It  is  re- 
markable, that  no  cornice  of  an  ancient  building,  actually 
existing,  and  decorated  in  this  manner,  has  hitherto  been 
published;  yet  temples,  crowned  with  this  ornament,  are 
frequently  represented  on  medals;  and  there  is  an  example 
much  resembling  it,  among  those  ancient  paintings  which 
adorn  a  celebrated  manuscript  of  Virgil,  preserved  in  the 
Vatican  library.  This  cornice  is  composed  of  several  pieces 
of  marble,  bound  together  by  the  cupola,  which  is  of  one 
entire  piece. 

Th(>  outside  of  the  cupola  is  wrought  with  much  delicacy  ; 
it  imitates  a  thatch,  or  covering,  of  laurel  leaves;  edged  with 


a  Vitruvian  scroll,  and  enriched  with  other  ornaments.  In 
certain  cavities  on  its  upper  surface,  some  ornament,  now 
lost,  prolialily  a  tripod,  was  originally  placed. 

It  was  the  form  of  the  upper  surtiice  of  the  flower,  and 
princi|)ally,  indeed,  the  disposition  of  four  remarkable  cavi- 
ties in  it,  which  first  led  to  this  discovery.  Three  of  them  are 
cut  on  the  three  principal  projections  of  the  upper  surf  ice; 
their  disposition  is  that  of  the  angles  of  an  equilateial  trian- 
gle; in  these  the  feet  of  the  tripod  were  probably  fixed.  In 
the  fourth  cavity,  which  is  much  the  largest,  and  is  in  the 
Centre  of  this  upper  surface,  a  baluster  was  in  all  likelihood 
inserted;  its  use  was  to  support  the  tripod. 

It  is  well  known  that  the  games  and  plays  which  the  an- 
cient Grecians  exhibited  at  the  celebration  of  their  greater 
festivals,  were  chiefly  athletic  exercises,  and  theatric  or  mu- 
sical perforiiiances  ;  and  that  these  made  a  very  considerable, 
essential,  and  splendid  part  of  the  solemnity.  In  order, 
therefore,  to  engage  a  greater  number  of  competitors,  and 
to  excite  their  emulation  more  effectually,  prizes  were  al- 
lotted to  the  victors;  and  these  prizes  were  generally  exhi- 
bited to  public  view  during  the  time  in  whicli  these  games 
were  celebrated. 

Monument,  The^  absolutely  so  called  among  us,  denotes 
a  magnificent  pillar,  designed  by  Sir  C.  Wren,  and  erected 
by  order  of  parliament,  in  memory  of  the  burning  of  the 
city  of  London,  anno  1 66C,  near  the  place  where  the  fire 
began.  This  pillar,  begun  in  lO"!  a.\u\  finished  in  1077,  is 
of  the  Doric  order,  fluted,  202  feet  high  from  the  ground, 
and  15  feet  in  diameter,  of  solid  Portland  stone,  with  a 
staircase  in  the  middle,  of  black  nuirble,  containing  365  steps. 
The  lowest  part  of  the  pedestal  is  28  feet  square,  and  its  al- 
titude 40  feet ;  the  front  being  enriched  with  curious  basso- 
relievos.  It  has  a  balcony  within  32  feet  of  the  top,  and  the 
whole  is  surmounted  with  a  curious  and  spacious  blazing 
urn  of  gilt  brass. 

MOUIllSlI,  Moresque,  Arabian,  or  Saracenic  Archi- 
tecture.— The  styli!  of  building  indifferently  designated   by 
any  one  of  the  above  titles,  is  that  which  was  practised   by 
the   Arabs,  or   Moors,  and    which,  owing   to   the  migratory 
Condition  of  that  race,  and  to  their  widely-spiead  influence, 
prevailed  in  many  parts  of  the  eastern  continent.     It  is  some- 
times styled  Mohanuiiedan.  for  under  the  auspices  of  that  faith 
it  chiefly  flourished;  and  amongst  the  edifices  which  Islamism 
gave  rise  to,  are  to  be  found  some  of  the  most  magnificent 
and  characteristic  examples  of  the  style.     Previous  to  the 
time  of  Mohammed   the  Arabs  seem  to  have  possessed   but 
little  knowledgi^  of  the  arts,  and  to  have  made  little  progress 
in  the  art  of  building  until  the  commencement  of  the  ()m- 
miad  dynasty.    They  would  appear  to  have  acquired  a  great 
portion  of  their  knowledge  of  the  arts  from  the  various  na- 
tions they  subdued,  during  the  reign  of  Omar,  who  died  a.  d. 
644.     It  was  this  ju-ince  who  founded  a  mosque,  still  called 
after  his  name,  on  the  site  of  the  ancient  temple  at  Jerusa- 
lem, and  which,  by  the  additions  and  embellishments  of  suc- 
ceeding kaliphs,  has  been  reared  into  a  large  and  magnificent 
pile.      With   the  commencement  of  the  Omniiad   dynasty, 
was  introduced  a  taste  for  the  cultivati<jn  of  the  fine  arts, 
and  after   the  first  kaliph  of  that  house  had    removed  the 
seat  of  empire  from  Medina  to  Damascus,  the  Moors  began 
to  assume  the  refined  manners  and  the  magnilicence  of  the 
more  polished  Asiatic  empires.     During  this  and  the  follow- 
ing reigns,  Damascus  was  adorned  with  numerous  and  splen- 
did   public    buildings,   amongst    which    the    great    mosque, 
founded    by    Alwalid    1.   is    particularly    celebrated.     This 
prince  was  the  first  to  introduce  the  minaret,  an  appendage 
which,  although  an  innovation  at  the  time,  has  now  become 
a  marked  characteristic  of  Mohammedan  buildings,    lie  like- 
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wise  made  considerable  additions  to  the  mosque  of  Medina, 
and  enlarged  and  adorned  that  built  by  Omar  at  Jerusalem 
to  which  we  have  riferred  above ;  in  short,  he  expended  a 
great  portion  of  his  revenues  in  the  promotion  of  architecture, 
an  example  which  was  followed  by  his  subjects  generally. 

The  zeal  of  this  race,  howevef,  in  the  promotion  of  the 
fine  arts  was  surpassed  by  the  house  of  El  Abbas.  The 
second  kaliph  of  the  Abassides  removed  the  seat  of  empire 
from  Daniiiscus  to  Bagdad,  which  was  founded  by  Almansur, 
A.  D.  702,  and  continued  in  affluence  and  splendour  for  the 
space  of  five  hundred  years.  "  In  the  structure  and  deco- 
ration of  this  city,  neither  labour  nor  expense  were  spared, 
and  the  details  of  the  gorgeous  magnificence  of  the  kaliph's 
palace  would  almost  exceed  the  ordinary  limits  of  belief,  were 
they  not  authenticated  by  contemporary  and  ocular  testi- 
mony." 

Egypt  and  Africa  were  at  an  early  period  in  possession  of 
the  Arabs,  and  the  seat  of  empire  was  placed  at  Cairo<  which 
was  founded  by  the  victorious  general,  Akbah,  and  flourished 
chicHy  under  the  Fatimite  line  of  kaliphs,  who  in  the  tenth 
Century  founded  the  new  city  of  Cairo,  and  aftected  to  rival 
the  kaliphs  of  Asia  in  the  splendour  and  magn'rficence  of 
their  bui. dings.  Numerous  vestiges  of  their  edifices  still 
remain,  and  amongst  the  most  stately  must  be  enumerated  the 
great  mosque,  which  is  accounted  the  most  magnificent  in 
Bai  bary,  and  is  said  to  be  supported  by  five  hundred  columns 
of  granite,  porphyry,  and  Numidian  marble. 

But  of  all  tlie  Moors,  those  of  Spain  were  surpassed  by 
none  in  the  magnificence  and  grandeur  of  their  buildings, 
which  rivalled,  if  they  did  not  excel,  those  of  Damascus, 
Bagdad,  and  Cairo,  even  in  their  most  palmy  days.  The 
exceeding  s|ilendour  of  the  mosque  at  Cordova,  and  of  the 
palaces  of  the  Alhamra  and  El  Geuaralifle,  places  those  build- 
ings on  an  equal  footing  vvith  the  most  celebrated  cities  of 
antiquiiy  ;  and  as  the  remains  here  are  more  numerous,  and 
withal  better  known  and  more  readily  accessible,  than  those  of 
Asia  or  Africa,  they  are  usually  made  to  form  the  ground- 
woik  of  an  examination  of  the  general  style,  and  to  afford 
examples  of  its  application  ; — a  practice  which  we  shall  adopt 
in  the  present  article. 

It  is  remarkable  that  while  the  Arabs  were  diffused  so 
widely  over  the  earth's  surface,  the  style  of  architecture 
adopted  by  them  retained  in  every  place  a  striking  identity. 
It  is  true  that  differences  of  detail  may  be  found  in  different 
places,  as  well  as  variety  of  application,  yet  in  every  country 
their  buildings  retain  a  very  close  general  resemblance.  This 
similarity  is  to  be  accounted  for  probably  by  the  peculiarity 
of  their  religious  cieed,  which,  wherever  it  is  professed,  dif- 
fuses a  close  uniformity  of  habits,  manners,  and  opinions. 
Notwithstanding,  h(jwever,  this  general  resemblance,  which  is 
amply  sufficient  to  identity  all  buildings  of  this  race  as 
belonging  to  the  same  style,  it  must  not  be  understood  that,  as 
a  style,  the  Moorish  was  at  any  given  period  exactly  the 
same  in  dilit;rent  countries  under  their  dominion,  or  in  one 
country  at  difi'erent  periods,  or  even  at  the  same  period,  for 
such  was  not  the  case.  Indeed,  if  we  may  judge  from  the 
remains  of  some  edifices  in  Asia  and  Egypt,  of  apparently 
the  same  date,  we  shall  perceive  many  distinctions  not  only 
in  the  minuti;e  of  the  ornamental  and  apparently  character- 
istic ornaments,  but  also  in  their  distribution.  It  is  to  be 
regretted  that  we  have  but  little  knowledge  of  the  Asiatic 
and  African  remains  of  this  style,  for  we  are  thereby  pre- 
vented instituting  a  satisfactory  comparison  between  the 
example  of  different  localities  and  dates.  The  edifices  of 
Spain,  of  which  we  have  no  inconsiderable  information,  must 
suffice  as  a  type  of  the  style,  for  which  purpose  they  will 
probably  serve  better  tkm  those  of  any  other  country. 


Various  opinions  as  to  the  merits  of  this  style  have  been 
entertained  by  various  writers,  some  speaking  of  it  in  a 
very  disparaging  manner,  as  fanciful  and  capricious,  whilst 
others  extol  it  as  elegant  and  poetical.  It  is  in  truth  emi- 
nently fanciful,  but  this  we  judge  to  be  rather  to  its  praise 
than  otherwise,  as  evidencing  a  lively  and  fertile  imagination 
on  the  part  of  their  architects:  their  buildings  are  indeed 
the  embodiment  of  a  luxuriant  fancy,  tempered,  however,  in 
most  cases  with  taste  and  judgment.  It  is  true  that  this 
style  may  not  rank  amongst  the  higher  examples  of  the  art, 
for  it  is  notably  deficient  in  constructive  science;  and  in  this 
feature  it  falls  immeasurably  below  its  rival  in  variety  and 
luxuriance — the  Gothic  or  Pointed  style.  In  the  latter  the 
construction  is  paramount ;  in  the  former  it  is  made  entirely 
subservient  to  ornamentation. 

Nevertheless,  although  Arabian  architecture  does  not  pre- 
sent that  appearance  of  strength  and  security  which  is  to  be 
looked  for  in  the  perfection  of  the  art,  it  never  fails  to 
gratif}'  the  eye  as  well  as  the  imagination,  by  the  richness  of 
its  picturesque  and  fantastic  decoration ;  for  all  its  parts  are 
perfectly  symmetrical,  and  never  degenerate  into  heaviness 
or  incoherence.  Neither  do  we  mean  to  assert  that  the 
Arabians  erected  their  buildings  without  any  reference  to  the 
principles  of  construction,  for  we  know  that  they  had  attained 
great  proficiency  in  the  mathematics,  and  we  can  scarcely 
suppose  that  they  neglected  to  apply  them  to  such  a  purpose  ; 
indeed,  we  have  very  satisfactory  proof  to  the  contrary  in  the 
durability  of  their  buildings.  We  are  equally  unacquainted 
with  the  rules  by  which  they  were  guided,  or  the  proportions 
which  they  observed  in  the  art,  and  yet  we  know  that  they 
worked  by  well-defined  rules,  and  that  numerous  treatises 
were  written  upon  the  subject,  as  we  learn  from  the  Arabian 
MSS.  in  the  Escurial.  Their  ideas  of  design  in  this  art  must 
have  been  borrowed  from  a  great  variety  of  sources,  amongst 
which  may  be  enumerated  the  edilices  of  Egypt,  Syria,  India, 
Greece,  liome,  and  Byzantium,  and  out  of  all  these  they 
eliminated  a  style  which  is  perfectly  distinct  from  everv  one 
of  them.  All  these  styles,  diverse  as  they  are,  were  blended 
together  with  such  taste  and  skill,  and  the  borrowed  forms  so 
moulded  and  adapted,  as  to  form  one  harmonious  and  perfect 
whole.  The  style,  which  is  eminently  peculiar,  would  seem 
to  have  been  a  development  of  their  religious  creed;  it 
breathes  the  very  spirit  of  Islamism  ;  it  is  sensual  and 
voluptuous,  and  appeals  to  the  gratification  of  the  senses 
rather  than  to  the  higher  and  nobler  faculties  of  thd  mind  : 
the  Egyptian  awes  by  its  grandeur;  the  Grecian  elevates  by 
its  purity  ;  the  Gothic  humbles  by  its  solemnity' ;  but  the 
Moorish  gratifies  only  by  its  luxury.  Of  all  the  Moham- 
medans, the  Turks  seem  to  have  deviated  most  widely  from 
the  general  character  of  this  style,  by  giving  a  preponderance 
to  the  Byzantine  peculiarities  by  which  they  were  sur- 
rounrled  in  their  chief  city,  Constantinople. 

Amongst  the  characteristics  of  Moorish  architecture  the 
horse-shoe  arch  stands  conspicuous.  This  is  sometimes  called 
the  cresce«/ arch,  a  name  which  may  probably  give  us  some  clue 
to  the  reasons  for  the  adoption  of  this  furm,  which  is  indeed 
that  of  a  crescent,  the  peculiar  symbol  of  the  Mohammedan 
faith ;  in  imitation  of  which,  it  is  reasonable  to  suppose  it  was 
introduced  in  a  prominent  position  in  their  buildings.  We 
shall  the  more  readily  concur  in  this  suggestion,  when  we 
consider  that  such  a  form  could  not  have  been  dictated  by 
any  principles  of  construction  ;  against  which  it  offends  not 
a  little.  We  nmst  therefore  look  for  some  other  reason,  and 
that  not  a  weak  one,  which  could  induce  the  Arabians  to  dis- 
regard the  ordinary  and  simple  axioms  of  construction  ;  and 
we  think  we  find  a  sufticieut  one  in  the  idea  just  broached, 
that  it  was  to  symbolize  their  religious  faith.     The  fact  that 
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it  was  iiiiuud  tiy  the  ]\[i  luuiJiiK-rlans,  the  s.icrod  arch,  will 
tend  to  cuiroburate  this  statement.  The  shape  was  (irst 
introduced  into  architecture  l;y  Muavia,  the  first  of  tiie 
Oniiniad  dynasty,  \vh(j  adopted  it  in  all  the  l)uildings  he 
erected,  and"  it  afterwanls  became  common  in  all  countries  into 
wliieh  the  Moors  had  penetrated.  The  same  ijutline  is  found 
in  tlie  Inilbous  dome,  which  is  so  peculiar  a  feature  of  the 
^Mohammedan  mosque  ;  and  there  can  be  no  doubt  but  that 
this  dome  was  sugi,'ested  by  the  crescent  arch,  no  more  indeed 
than  that  the  semicircular  or  segmental  domes  were  derived 
fri>m  tlie  corresponding  arches.  We  might  say  tint  the  pro- 
bability in  the  former  case  is  the  stronger,  inasmuch  as  that 
form  of  dome  is  scarcely  natural,  and  not  to  be  accounted  ihi- 
by  requirements  of  construction.  The  profile  of  the  bulbous 
dome  is  precisely  that  of  the  horse-shoe  arch.  Another 
in>tance  in  which  the  crescent-shape  appears,  is  the  cusping 
or  scalloping  of  the  soffit,  or  sometimes  of  both  outlines  of 
the  ai'eh,  which  is  a  common  practice,  and  may  have  given 
rise  to  the  u^e  of  cusps  in  Gothic  architecture. 

The  piolile  of  the  horse-shoe  arch  is  that  of  a  segnieiit  of 
a  circle  greater  thin  a  seinicircio,  or,  in  other  words,  it  is  a 
circular  segmental  arch,  which  is  struck  from  a  centre  above 
tile  springing  line.  A  modification  of  the  same  form  is  used, 
which  may  be  termed  ihe  pdiiitcd-rrescenl  or  liiirse-slior  arch. 
This  form  consists  of  two  segments  meeting  in  a  point  at 
the  ajiex,  and  is  struck  from  two  centres,  both,  as  before, 
above  the  springing  line. 

The  xcmicirciilar  arch  was  borrowed  liy  them,  and  used 
occasionally  in  conjunction  with  the  others.  The  pointed 
arch  is  by  some  supposed  to  be  invented  by  the  Arabians, 
and  to  have  been  copied  from  them  by  the  Gothic  architects; 
be  this,  hnwever,  as  it  may,  it  is  certain  that  it  was  exten- 
sively in  use  amongst  them,  and  is  found  in  Persia,  Egypt, 
and  Arabia,  but  was  most  prevalent  at  Bagdad  and  in  the  East. 
It  is  said  to  have  been  introduced  by  the  house  of  El  Abbas, 
who  adopted  it  in  opposition  to  the  crescent  form  which  had 
been  employed  Ijy  the  rival  house  of  the  Ommiades  ;  but 
even  by  them  the  old  form  was  not  entirely  discarded, 
being  retained  in  the  principal  entrances,  and  also  in  the 
form  of  the  domes. 

Another  variety  of  arch  is  the  stilled,  which  is  of  semi- 
circular form,  the  centre  from  which  it  is  struck  l)cing  taken, 
as  in  the  case  of  the  liorse-shoe  arch,  somewhat  above  the 
springing  line;  but  instead  of  the  circle  being  continued 
downwards,  and  contracted  in  width  towards  the  impost  line, 
the  ends  of  the  semicircle  are  carried  down  straight  or  per- 
pendicularly, so  as  to  give  an  appearance  of  elevation  and 
lightness  to  the  arch,  which  it  would  not  otherwise  possess. 
The  last  form  which  we  shall  notice  is  the  cnsped  or  scal- 
hiped  arch,  the  outline  of  which  is  similar  to  the  pol\  foil- 
headed  compartments  in  Gothic  apertures,  being  produced 
by  three  or  more  intersecting  semicircles.  Tiiere  is  this 
difference,  however,  that  whereas  the  Gothic  examples  are 
merely  ornamental  accessories,  the  Moorish  form  main  parts 
of  the  construction  ;  the  scallops  are  large  and  form  the 
outline  of  their  main  arches,  the  extrados  as  well  as  the 
inlrados  following  the  same  profile. 

All  the  above  tortus  of  arches  are  treated  in  various  ways, 
both  as  to  their  impost  and  decoration.  Sometimes  the  arch 
springs  directly  from  the  solid  wall,  at  other  times  it  is  made 
to  rest  upon  columns.  In  the  case  of  the  horse-shoe  arch, 
when  the  former  arrangement  takes  place,  the  whole  of  the 
arch  rests  upon  the  wall,  or,  in  other  words,  the  wall  projects 
as  far  as  the  most  prominent  part  of  the  arch,  so  that  the 
areh  does  not  overhang  the  impost;  but  in  the  other  arraniie- 
ment,  the  columns  are  recessed  back  so  as  to  range  with  the 
extremity  of  the  diameter  with  which  the  arch  is  struck, 


thus  leaving  a  space  between  the  colunms  as  wiile  as  the 
diameter  or  extreme  width  of  the  anh ;  the  caj)ital  of  the 
column,  or  an  impost  moulding  above  it,  proji-cts  fiirward  so 
as  to  sustain  the  extremities  of  the  arch.  Sometimes,  but 
more  especially  when  stilted,  the  arch  is  supported  by  corbels 
projecting  from  the  walls,  and  serving  as  imports.  This 
practice  of  corbelling  is  very  prevalent.  In  some  cases  the 
face  of  the  arch,  that  is.  the  widlh  between  the  intrados  and 
extrados,  is  continued  down  the  impost-j.indis,  but  in  others 
it  stops  at  the  springing.  This  face  agdu  varies  con- 
siderably in  breadth,  and  sometimes  is  not  shown  at  all  on 
the  face  of  the  wall ;  it  is  geneially,  however,  a  wide  band  or 
archivoll  following  the  outline  of  the  arch,  sonu'times  plain, 
showing  only  the  joints,  sometimes  plain  with  the  addition 
of  a  moulding  rotmd  the  extrados,  and  at  others  both 
moulded  and  otherwise  decorated.  The  decoration  is  usually 
in  compartments  formed  by  the  joints,  and  frequently  the 
alternate  voussoirs  are  contrasted  by  a  difference  of  ornamen- 
tation. The  depth  of  the  archivolt  was  sometimes  so  great 
as  to  eipial  the  radius.  Cusping  in  the  direction  of  the  out- 
line of  the  arch  is  a  common  mode  of  decoration,  being  some- 
times applied  in  the  shape  of  a  moulding  round  the  extrados, 
and  sometimes  the  intrados  or  soflit  only  being  so  cut  or 
serrated.  Occasionally  the  arches  of  apertures  are  left  blank, 
being  filled  up  with  walling,  and  having  a  square-headed 
aperture  underneath  :  this  is  especially  the  case  with  the 
crescent  arch.  Arches  of  whatever  kind  arc  generally  placed 
within  a  square-headed  panel  or  compartment,  which  is  fre- 
quently surrounded  by  a  b(U'der  or  plat-band,  somewhat 
similar  to  the  square  hood-mould  of  the  perpendicular  period 
of  Gothic  architecture.  This  band,  as  well  as  the  spnndrels 
intercepted  between  it  and  the  arch,  are  usually  covered  with 
ornamentation  of  various  descri[)tions.  Sometimes  two  plat- 
bands are  introduced,  with  a  space  between  them,  which  is 
commonly  filled  up  with  inscriptions  or  other  decoration. 
This  last  method,  however,  is  not  common  except  in  large 
apertures,  or  in  principal  entrances. 

The  columns  are  of  slender  proportions,  and  remarkable 
for  extraordinary  lightness  and  variety  of  form.  Their 
shafts  are  sometimes  plain,  but  often  ornamented  with 
carving,  being  sometimes  surrounded  with  a  spiral  groove 
twisting  round  the  shaft,  at  others  grooved  perpendicukrly. 
The  capitals  are  of  various  forms,  usually  carved  into  clus- 
tered foliage,  being  sometimes  imitations  of  the  classic  orders, 
and  sometimes  designs  of  their  own  ;  the  cap  is  covered  with 
a  plain  abacus.  Columns  were  very  frequent  in  Arabian 
edifices,  disposed  in  clusters  or  rows,  ami  sup]iorting  low 
arcadis ;  they  add  considerably  to  the  light  appearance  of 
their  buildings. 

Corbelling,  which  consists  in  the  projection  of  stones  or 
bricks  at  regular  distances  from  the  nuiin  wall,  is  of  exten- 
sive use  in  Arabian  architecture,  and  was  probably  intro- 
duced into  Europe  by  them.  The  practice  seems  to  have 
originated  in  the  East,  for  it  is  seen  in  Eastern  edifices  of 
very  early  date,  and  prevails  to  a  great  extent  in  the  archi- 
tecture both  of  India  and  China.  The  Arabians  employed 
corbels  in  all  their  structures,  but  more  especially  in  their 
fortresses,  to  throw  out  the  parapets  for  machicolations. 

Amongst  the  many  peculiarities  of  Arabian  art,  perhaps 
none  is  more  worthy  of  mention  than  that  method  of  orna- 
mentation which  has  been  designated  under  the  title  of 
anibes'jitcs,  although  the  term,  as  applied  by  the  moderns, 
does  not  exactly  describe  the  peculiar  ornament  alluded  to; 
with  us,  the  term  includes  a  vi'ider  range  of  decoration.  'I  he 
law  of  the  ilohammedan  faith  prohibited  all  representations 
of  human  or  animal  figures,  as  bordering  too  closely  on  the 
practices  of  Christianity  and  paganism,  and  this  precept  was 
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at  first  very  strictly  adhered  to.  Their  arabesques  therefore, 
excluding  ail  forms  of  animal  life,  consisted  entirely  of  repre- 
sentations of  faiiciful  ]ilants,  stallis,  and  fuliiige,  treated  in  an 
artisiic  manner,  and  ^raceliilly  entwined  in  an  endless  vaiiely 
of  form  ;  tliese  were  introduced  on  the  walls,  sometimes  in 
colour  only,  but  very  often  in  stucco,  the  pattern  standing 
out  from  the  wall  in  high  relief 

Another  style  of  decoration,  very  similar  to  the  last,  con- 
sists of  panels  or  compaitments  tilled  with  lines  or  bands, 
disposed  in  an  infinite  diversity  of  geometiical  figures,  and 
intei  lacing  one  with  another  in  such  a  niaiHier  as  to  form  a 
sort  of  labyrinth,  whose  arrangement  and  combination  was 
unintelligible,  except  by  dose  observation.  Of  this  method 
of  decoration,  a  writer  on  the  subject  very  justly  observes — 
"  Their  geometrical  patterns  exhibit  singular  beauty  and 
complexity,  inexhaustible  variety  of  combinations,  and  a 
wondeiful  degree  of  harmonious  intricacy,  arising  out  of 
very  simple  elements  ;  to  which  must  be  added  the  variety 
produced  by  colour  also,  whereby  the  same  arrangements  of 
lines  and  figures  could  be  greatly  diversified.  Hence,  though 
apparently  quite  unmeaning,  and  intended  only  to  gratify 
the  eve,  such  embellishment  must  have  powerfully  recom- 
menaed  itself  tn  a  people  both  imaginative  and  contemplative, 
and  whose  (iuiey  would  find  occupation  in  patiently  tracing 
and  unravelling  the  manitbid  intricacies  and  involvements, 
the  mazes  of  what  at  first  sight  looks  like  a  mere  labyrinth, 
until  its  scheme  unfolds  itself;  but  merely  momentarily,  as 
it  were,  being  again  lost  when  attention  is  diverted  from  it 
to  particular  parts. 

Another  method  of  decoration,  which  was  very  prevalent, 
and  is  ti)  some  extent  a  characteristic,  consists  in  the  appli- 
cation of  inscriptions  as  a  means  of  enrichment.  This  custom 
was  in  all  probability  borrowed  from  the  E)gyptian  practice 
of  inscribing  hieroglyphics  on  their  walls;  although  the  idea 
is  somewhat  dilierently  applied.  A  nearer  approach  to  the 
Arabian  system,  is  seen  in  that  adopted  by  the  Gothic  archi- 
tects, the  application  in  both  instances  being  almost  identical. 
The  most  usual  position  for  such  inscriptions  was  round 
their  doors  and  wimlows,  or  on  the  surface  of  bands,  archi- 
traves, and  friezes;  they  were  usually  raised  in  relief  from 
the  surface  of  the  wall,  and  oftentimes  inlaid  similarly  to 
mosaic  work,  and  richly  illuminated  with  precious  stones; 
in  almost  all  cases,  they  were  enriched  with  gilding  and 
colour,and  the  characters  rendered  as  calligraphic  as  possible. 
1'he  inscriptions  whieli  mostly  prevailed,  were  sentences 
from  the  Koran,  sometimes  other  moral  and  religious  precepts, 
and  occasionally  passages  of  Oriental  poetry,  the  nature  of 
the  inscription  varying  in  accordance  with  the  requirements 
of  the  place  or  building  they  enriched. 

Another  addition  to  the  decorative  character  of  the  style, 
is  seen  in  the  open  trellis- work  employed  to  close  apertures — 
a  happy  contrivance  for  excluding  the  rays  of  the  sun  at  the 
same  time  that  it  admitted  freely  both  light  and  air;  a  matter 
of  great  importance  in  a  warm  climate.  The  idea  is  supposed 
to  have  been  derived  from  network,  suspended  before  aper- 
tures for  the  same  purposes,  as  well  as  for  the  exclusion  of 
insects;  it  is  decidedly  of  Oriental  origin.  This  fret-work 
is  composed  of  bands  interlaced,  and  forming  an  infinite 
variety  of  figures,  and  is  very  similar  to  the  geometrical 
patterns  we  alluded  to  above. 

'J'he  designs  are  often  very  elegant ;  and  although  they 
app^r  somewhat  intricate  at  first,  upon  closer  examination 
it  '.ill  be  found  that  they  are  composed  of  simple  parts  as 
S'jTply  put  together,  and  yet  they  produce  a  great  variety  of 
tasteful  patterns,  in  which  the  star  is  not  unfrequeiitly 
a  prominent  figure.  The  same  eulogy  will  apply  to  this 
lattice-work,  as  to  the  geometrical  arabesques.     A  similar  ( 


method  of  interlaced  work,  is  not  unfrequently  to  be  seen  in 
their  ])ierced  parapets,  which  were  common  in  the  edifices 
of  the  East. 

The  floors,  and  sometimes  a  portion  of  their  walls,  were 
inlaid  with  mosaic  work,  disposed  in  various  patterns,  in 
which  the  interlacing  band  again  makes  its  appearance,  and 
with  like  success.  The  ro<jfs  are  often  coffered  or  recessed 
in  panels  in  a  very  peculiar  manner,  which  gives  to  them 
very  much  the  appearance  of  a  honeycomb  ;  sometimes 
also  they  are  covered  with  pendants,  in  such  a  w'ay  as  to 
realize  the  idea  of  stalactite  caverns.  A  ver}'  beautiful  method 
of  lighting  their  baths  from  the  roof,  has  been  noticed  and 
extolled  by  almost  every  traveller;  small  star-shaped  a|ier- 
tures  are  cut  in  a  slo[)iiig  direction  through  the  roof,  and 
while  their  form  delights  by  its  beauty  and  propriety,  they 
admit  only  a  subdued  degree  of  light. 

On  the  whole,  when  we  consider  the  fuitastic  form  of  the 
arches,  the  slender  proportions  of  their  columns,  the  infinite 
variety  and  profuseness  of  their  decorations,  and  remember 
that  the  entire  edifice  was  enriched  with  the  most  brilliant 
colouring,  it  must  be  confessed  that  it  would  be  difficult  to 
picture  a  more  vivid  realization  of  our  notions  of  fairy-land, 
than  is  presented  to  us  by  such  a  description. 

Notwithstanding,  however,  the  gorgeou>ness  of  their 
interiors,  the  Arabs,  of  Spain  especiallj',  (laid  littli'  attention 
to  external  decoration.  The  exterior  of  their  edifices  is  de- 
cidedly plain,  sometimes  approaching  to  rudeness, fi-equently 
comjiosed  of  irregular  masses  of  scattered  buildings,  without 
symmetry,  or  any  attempt  at  ornament,  and  to  be  admired 
only  for  their  bold  outline  and  picturesque  effect.  One  cir- 
cumstance  which  adds  to  their  heavy,  massive  ajipearance, 
arises  from  their  custom  of  lighting  their  halls  from  the 
interior  courts,  so  as  to  escape  as  much  as  possible  the  heat 
of  the  sun. 

Their  mosques  and  other  buildings  in  the  East  presented 
a  less  rude  exterior,  the  outline  being  broken  up  and  varied 
by  the  numerous  domes  and  minarets,  the  lofty  and  slender 
forms  of  the  latter  forming  a  picturesque  contrast  with  the 
swelling  curves  of  the  former.  These  minarets  are  light 
circular  towers,  elevated  above  the  rest  of  the  building,  with 
projecting  galleries  round  the  upper  part,  whence  the  imaum 
called  to  prayer;  they  are  usually  enriched  with  a  profusion 
of  delicate  fret-work.  Many  mosques  were  covered  with  a  mul- 
titude of  domes,  one  principal  one  being  larger  than  the  others 
which  surrounded  it.  The  walls  too  are  more  enriched  than 
those  of  the  buildings  in  the  West,  and  altogether  the  exteriors 
were  of  a  much  lighter  and  elegant  description.  See  Mosque. 

M.  Laborde,  in  his  voyage  "Pittoresque  de  I'Espagne," 
divides  Arabian  architecture  of  Spain  into  three  di.^tinct 
chioiiological  periods:  the  first  of' which  dates  from  the 
establishment  of  Islamism  to  the  ninth  century  ;  the  second 
from  the  ninth  to  the  thirteenth  ci'ntury  ;  and  the  last,  from 
that  period  to  the  decline  of  Mohammedan  influence  in  Spain. 
The  mosque  of  Cordova  has  been  -selected  as  the  most  apt 
type  of  the  first  period  :  a  building  which  bears  a  close 
resemblance  to  the  later  works  of  the  lioinans,  the  plan 
coriesponding  in  many  respects  with  the  oldest  churches  in 
Rome,  and  the  materials  being  either  pr.ocured  or  coarsely 
imitated  from  the  Basclaine,  which  had  been  previously 
erected  in  Spain  by  the  Romans. 

In  the  second  period,  we  see  a  considerable  advance  in 
elegance,  of  which  the  palace  of  the  Alhambra  presents  a 
favourable  example.  In  this  period,  most  of  the  traces  "^f 
the  Byzantine  style  disappear,  and  the  new  style  is  seen  in 
a  state  of  perfect  development ;  indeed,  the  examples  of  this 
d.ate  are  of  greater  beauty,  and  more  correct  taste,  than  those 
either  preceding  or  following  it. 
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The  third  period  shows  a  decline  in  art.  and  its  exam- 
ples exhibit  a  mixture  with  the  style  then  prevalent  in 
Italy,  and  which  was  spreading  ilsi-lf  fhiuiighont  Eiimpe. 
M.  l-.iliorde  found  specimens  of  this  style  in  the  fortresses 
of  Henevente,  Pennafiel,  Coidesillas,  Segovia,  and  Seville. 
At  tiiis  date  the  plans  continued  much  the  same  as  before, 
but  (Jreek  ornaments  began  to  be  employed,  and  Corinthian 
columns  are  fieqnently  seen  su[iporiing  Moorish  arches. 
The  resti'ietions  also  respecting  the  lepiesentation  of  living 
figures  began  to  be  less  strictly  adhered  to. 

We  forthwith  proceed  to  give  a  description  of  some  of  the 
more  noted  Spani-h  structures  of  this  style,  at  the  head  of 
which  in  point  of  date,  if  not  of  importance,  stands  the 
mosque  of  Cordova. 

This  place  is  stated  to  have  contained  no  less  than  000 
mosques,  900  baths,  and  2,000  houses.  Of  these  buildings 
the  mosque  to  which  we  allude  was  one  of  the  most  impor- 
tant;  it  was  commenced  by  Abdurrahman  in  the  eighth 
century,  and  completed  by  his  son  and  successor,  Ilisham,  in 
the  same  ceutiu-y,  since  which  pi-rioJ  it  has  been  frecpienily 
enlarged  and  enrichi-d  by  subsequent  kaliphs.  The  plan  of 
the  building  is  a  rectangle  or  oblong,  whose  longest  side 
from  north  to  south  is  ()20  feet,  and  that  from  east  to  west 
440  feet  ;  the  whole  space  being  enclosed  by  a  wall  with 
countertiirts,  both  of  wliicli  are  embattled,  and  surrounded  by 
four  streets,  which  renders  it  i.solated  from  all  other  build- 
ings. The  wall  is  8  feet  thick,  and  vaiies  in  height  from 
35  to  60  feet.  The  entire  space  enclosed  by  it,  is  divided 
into  two  parts,  the  first  of  which,  at  tlie  northern  extremity, 
was  the  court  in  which  the  Moslems  perfortned  the  requisite 
abUitii)iis  ere  entering  the  mosque.  'I'his  quadrangle  inea- 
sured  210  feet  in  depth,  and  was  surrounded  by  a  coloimade 
of  72  columns  enclosing  three  fountains.  The  remaining 
space  is  occupied  by  the  inosquc,  which  is  divided  internally 
into  19  naves,  running  from  north  to  .south,  and  extending 
in  length  about  400  feet,  and  into  32  from  east  to  west. 
Each  of  the  naves  from  south  to  north  is  about  16  feet  wide, 
and  those  in  the  cross  direction  soinewhat  less,  and  are 
separated  from  each  other  in  both  directions  by  rows  of 
Columns,  whose  number  amounted  in  all  to  850,  to  which,  if 
we  add  the  72  in  the  external  colonnade,  we  shall  have  a 
total  of  922  columns.  They  were  composed  of  jasper  and 
the  richest  niarldcs,  measuring  18  inches  in  diameter,  and  on 
an  average  15  feet  in  height:  their  capitals  are  of  various 
designs,  but  all  approat'hiug  the  Corinthian  or  Cimiposite  in 
form,  and  upon  these  s])riiig  the  arches.  There  were  no  less 
than  21  entrances,  the  doors  of  which  were  all  covered  with 
the  best  Andalusian  brass.  The  cupola  was  72  cubits,  or 
108  feet  in  height,  and  was  surmounted  by  three  apples, 
two  of  which  were  of  pure  gold,  atid  the  central  one  of  silver, 
each  measuring  three  spans  and  a  half  in  circumference.  The 
ceilings  were  of  wood  painted,  each  range  forming  on  the 
exterior  a  small-roof,  separated  from  the  adjoining  one 
by  a  gutter.  The  chief  entrance  that  led  into  the  Maksura 
orsanctuary,  issaid  to  have  been  formed  of  gold,  as  were  also 
the  walls  of  the  Mibhra  or  chancel :  the  lloor  of  the  Mak- 
sura was  of  pure  silver,  and  in  it,  on  a  throne  of  wood  of 
aloes,  with  nails  of  pure  gold,  was  preserved,  in  a  case  of  the 
same  metal  set  with  pearls  and  rubies,  the  principal  copy  of 
the  koran.  The  pulpit  was  formed  of  the  mo>t  precious 
woods,  such  as  ebony,  sandal,  brazil,  citron,  and  wood  of 
aloes,  and  occupied  a  period  of  seven  years  in  its  manufac- 
ture. The  interior  of  the  edifice  was  lighted  by  280  chan- 
deliers of  brass  and  silver,  containing  11,000  lamps. 

Cordova  once  possessed  a  palace,  which,  aecoiding  to  the 
accounts  of  Mohammedan  writers,  was  of  the  greatest  mag- 
nificence ;  of  this,  however,  although  uf  more  recent  erection 


than  the  mosque  by  two  centuries,  we  have  no  remains :  it 
is  said  to  have  been  adorned  with  4,000  pillars  of  marble, 
and  to  have  had  floors  of  the  same  material. 

The  Alhambra  is  the  most  perfect  and  beautiful  building 
of  this  style  with  which  we  are  acquainted,  and  one  of  which 
we  have  more  dctaile<l  information  than  of  any  other.  It  is 
situated  on  the  northern  brow  of  one  of  the  steep  hills  of 
Granada,  and  is  approached  from  the  city  through  a  narrow 
street,  which  leads  to  the  entrance,  called  the  Gate  of  Judg- 
ment, so  named  from  the  ancient  practice  of  holding  the 
courts  of  justice  at  the  entrance  of  cities.  This  gate  is  a 
square  tower,  with  an  entrance  under  a  large  horse-shoe 
arch,  which  reaches  half-way  up  the  tower,  and  has  an  open 
hand  sculptured  on  the  key-stone,  emblematical  of  the  omni- 
potence of  the  Deity.  The  gate  is  of  white  marble,  which, 
however,  has  become  much  discoloured  through  age  and  ex- 
posure ;  it  is  decorated  above  with  mosaic  tiling,  about  3 
feet  4  inches  in  height,  beneath  which  is  an  inscription  in 
Cufic  characters,  of  the  motto  "There  is  no  conqueror  but 
God,"  and  beneath  this  again  on  the  keystone  of  the  arch  is 
sculptured  a  key,  one  of  the  principal  symbols  of  the  follow- 
ers of  Miihammed. 

The  entire  plan  of  the  building  measures  2,.300  feet,  by 
600  feet,  and  is  divided  into  several  courts,  all  upon  the  same 
plane.  The  first  of  these  is  the  cnurt  of  cisterns,  so  named 
from  the  cisterns  which  it  contains,  and  which  supplied  the 
palace  with  water.  The  largest  cistern  is  102  feet  long,  and 
56  feet  wide,  the  whole,  lieing  enclosed  by  a  wall  6  feet 
thick,  and  covered  over  with  an  arch  47  feet  6  inches  in  the 
centre,  and  17  feet  6  in<'hes  below  the  surface  of  the  ground. 
There  are  two  circular  apertures  25  feet  6  inches  apart,  and 
3  feet  6  inches  in  diameter,  strongly  built,  and  carried  up  3 
feet  6  inches  above  the  level  of  the  ground.  The  water  is 
by  this  means  kept  in  a  constant  state  of  coolness  ;  in  warm 
cliinates,  a  matter  of  some  importance. 

On  the  north  side  of  the  Court  of  Cisterns,  is  the  Mesuar, 
or  common  bathing-court,  which  is  an  oblong  of  150  feet  by 
56  feet.  This  hall  is  more  enriched  than  the  last,  which 
leads  us  to  notice  a  cotnmon  practice  of  the  Moors,  that  of 
increasing  the  luxury  and  magnificence  of  their  decorations 
towards  the  interior  of  their  buildings.  In  this  hall  there  is 
an  arcade  springing  from  very  light  marble  columns,  of  which 
material  the  flnor  also  is  compoi5ed  ;  the  walls  are  covered 
with  mosaic  tiling  up  to  the  ceiling,  in  which  are  small  aper- 
tures in  the  sh.-ipe  of  stars,  lined  with  green-glazed  tiles,  to 
assist  ventilation,  and  diffuse  a  refreshing  cnolness  through- 
out the  building.  The  bath-rooms  of  the  Icaliph  and  sultana 
are  very  richly  finished,  ornamented  with  gilding  and  porce- 
lain :  the  basins  are  of  white  marble,  and  the  walls  are 
covered  to  the  height  of  the  cornices  with  black  and  white 
mosaics.  The  roof  is  of  stone,  vaulted,  and  is  perforated  for 
ventilation,  as  above. 

At  the  lower  end  of  the  Mesuar  is  the  Court  of  Lions, 
which  is  considered  one  of  the  most  splendid  examples  of 
Moorish  architectm-e  still  existing.  It  is,  like  the  others,  an 
oblong  court,  measuring  100  feet  in  length  by  .50  in  liieadth, 
and  is  surrounded  with  a  corridor  or  arcade,  supported  by 
128  columns  of  white  marl)le,  9  feet  high,  and  Si  inches  in 
circumference.  The  capitals  vary  in  design  ;  e.ach  design 
bein::  frequently  repeated,  but  similar  designs  being  placed 
without  any  regard  to  regularity.  The  columns  also  are 
disposed  irregularly,  soirietiines  singly,  at  others  coupled, 
and  occasionally  in  groups  of  three. 

The  arches  are  of  ditVerent  sizes,  the  larger  being  4  feet 
2  inches  wide,  the  smaller  about  3  feet.  They  are  enriched 
with  a  profusion  of  highly  finished  arabesques,  and  sur- 
mounted with  an  inscrij)tion  ;  a  rich  cornice  runs  round  the 
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enlire  court.  The  floor  of  the  colonnade  is  laid  with  white 
iiiarlile.  and  tho  dado  of  the  wa'. Is  is  formed  of  a  lining  5  feet 
high,  of  brilliant  yellow  and  lilue  mosaic  tiling,  with  a  border 
coniainiiig  the  inscription.  "There  i.s  no  conqneror  bnt  God," 
in  blue  and  gold.  At  each  end  of  this  court  projects  a  kind 
of  portico,  supported,  like  the  colonnade,  with  light  marble 
columns  and  arches,  and  having  a  fine  stuccoed  ceiling.  In 
the  centre  of  the  court  stands  the  celebrated  Fountain  of 
Lions,  which  consists  of  an  alal)asler  basin,  richly  dectirated, 
snppoited  on  the  backs  of  twelve  lions,  and  carrying  another 
smaller  basin  above,  from  which  the  water  fell  into  the  larger 
one,  and  thence  through  the  lions'  mouths  into  a  large  reser- 
voir of  black  nuirlile. 

l'"roin  the  right-hand  side  of  the  Court  of  Lions,  is  a  pas- 
sasie  to  the  Hall  of  the  Two  Sisters,  so  named,  from  the  two 
beautiful  slabs  of  white  marble  forming  part  of  the  pavement 
on  each  side  of  the  fountain,  and  which  nieasure  15  feet  by 
7i  feet,  the  entire  surface  being  perfectly  free  from  crack  or 
stain.  '"The  walls  are  decorated  from  the  pavement  to  the 
rise  of  the  arehes,  with  the  usual  elegant  mosaics;  the  panels 
between  them  are  filled  with  a  delic-ate  ornnment,  which,  at 
a  little  distance,  has  the  appearance  of  a  plain  face  ;  the  ceil- 
ing is  composed  of  stalactites,  in  stucco,  and  (inished  in  a  style 
of  great  elegance.  The  fuir  balconies  of  this  sumptuous 
apartment  were  ap]n-opriated  to  musicians;  the  women  of  the 
harem  sat  below,  and  a  jet  d'eau  in  the  middle  dilTused  a 
refreshing  coolness  through  the  hall.  The  windows  look  into 
a  little  myrtle  garden." 

On  the  other  .side  of  the  Court  of  Lions,  and  opposite  that 
of  the  Two  Sisters,  is  the  Hall  of  the  Abencerrages,  said  to 
be  so  called,  from  the  circumstance  of  some  noble  Arabs 
having  been  [lut  to  death  there  Ity  one  of  the  kings  of  Gra- 
nada. "It  appears  to  have  been  a  central  saloon,  opening  a 
communication  to  the  other  parts  of  the  palace.  Every  pos- 
sible variety  I'f  combination  which  can  be  devised  by  inge- 
nuity and  patience,  are  formed  on  the  walls  and  ceiling;  the 
lines  regularly  cross  each  other  in  a  variety  of  directions,  and 
return  again  to  the  point  from  which  they  were  first  project- 
ed. The  extraordinary  designs  are  thought  to  have  been 
produced  by  pouring  prepared  gypsum  iut^  moulds,  and, 
after  it  was  ajiplied  to  the  walls,  painting  them  with  gold, 
azure,  and  purple. 

"  The  concert-room  of  the  baths  is  a  lofty  saloon,  in  which 
the  royal  fimily  listened  to  the  concerts  of  musicians,  sta- 
tioned in  an  elevated  tribune,  while  the  audience  sat  below 
on  rich  carpets.  The  columns  are  of  white  marble,  and  the 
mosaics  between  the  columns  are  black,  green,  yclh'W,  and 
W'hite,  set  in  a  green  border;  the  roof  is  covered  with  tiles, 
and  the  woodwork  richly  ornamented,  especially  the  three 
lattices  or  windows." 

The  Hall  of  the  Ambassadors  is  a  square  court,  the  sides 
of  which  measure  3(5  feet,  and  the  height  04  feet.  It  is 
entered  through  an  arched  door,  decorated  profusely  with 
aral)esques  in  stucco,  coloured  in  blue  and  gold.  The  walls 
are  cover>-d  with  mo-aics  of  various  [latteins,  interspersed 
with  inscriptions  formed  in  porcelain,  and  made  to  form  a 
most  harmonious  ccmibinaliou  with  the  stucco  arabesques; 
the  Cornices  are  enriched  with  the  same  inscription  as  in  the 
other  halls.  The  ceiling  is  arched  and  decorated  with  great 
variety  ofchiligon  mosaics,  knots,  and  other  ornaments  ;  and 
gold,  silver,  and  azure  purple,  are  the  colours  covering  the 
coloured  facets  ;  the  floor  is  inlaid  with  mosaics.  The  walls 
of  this  hall  are  of  an  immense  thickness,  no  less  than  15  feet 
on  three  sides,  and  9  feet  thick  on  the  fourth ;  they  are  com- 
posed of  a  mi.xture  of  pebbles  and  red  clay.  "  The  ceiling  is 
composed  of  strong  pieces  of  larch,  in  admirable  preserva- 
tion, which  are  keyed  and  fastened  together  in  such  a  man- 
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ner,  that,  on  pressing  the  feet  on  the  centre  of  the  ceiling, 
the  whole  vilirates  like  a  tight  rope.  The  roof  is  formed  >.if 
a  sc.'intling  of  10  inches  square  deal,  and  laid  close  together, 
with  cross-braces  at  the  angles.  Bricks  are  laid  on  these  raf- 
ters, and  upon  them  is  a  coating  of  lime ;  on  these  arc  placed 
the  bricks  and  tiles  forming  the  exterior  covering  of  the 
roof. 

"  The  walls  of  this  splendid  building  are  forined  throughout 
of  a  sort  of  rubble-work  mixed  with  clay,  and  were,  on  an 
average,  7  feet  in  thickness,  flanked  with  .solid  towers  18  feet 
thick  ;  bond-timbers  of  pine  were  inserted  in  the  walls,  and 
at  other  times,  strands  or  twists  made  of  rush  were  inserted 
for  the  same  purpose;  nails  were  driven  into  the  walls  to 
receive  the  plaster,  being  first  coated  with  gypsum  to  prevent 
corrosion,  but  when  timbers  were  to  lie  plastered,  they  twisted 
Esparta  cords  round  them  to  bind  the  plaster.  The  bricks 
with  which  the  open  courts  arc  paved,  are  14  inches  long  l)y 
7^  wide,  and  3  incliesdeep  ;  the  underside  had  a  groove  sunk 
in  it  about  2J  inches  wide  and  1  inch  deep,  and  extending  the 
length  of  the  brick,  for  the  purpo-;e  of  forming  a  good  bond 
with  the  cement.  When  these  bricks  were  laid  over  boarding, 
a  layer  of  potters'  clay,  or  of  bricks  laid  dry,  was  placed 
between  the  timber  and  the  paving. 

"The  durability  of  the  woodwork  throughout  this  build- 
ing is  surprising,  it  is  mostly  of  pine,  and  has  withstood  the 
attacks  of  dry-rot,  worm,  and  every  other  insect,  without 
injury;  it  seems  now  perfectly  sound,  and  fee  from  every 
sign  of  decay,  and  it  is  even  stated,  that,  in  the  Court  of 
Lions,  the  ancient  woodwork  is  perfect,  whilst  that  of  later 
date  is  rapidly  decaying."  I'he  Spaniards  attribute  this  dura- 
bility to  the  timber  being  coated  with  a  composition  consist- 
ing of  Safiie  glue  and  garlic  well  pounded  inamorlar;  these 
being  mixed  together,  with  the  addition  of  vermilion,  are 
boiled  over  a  gentle  fire,  until  the  glue  becomes  as  thin  as 
water ;  too  much  or  too  little  boiling  deprives  it  of  its  viscous 
propertv.  Planks  cemented  with  this  composition  are  said  to 
adhere  so  firmly,  as  to  break  at  any  other  jiart  except  at  the 
joint.  Garlic  being  noxious  to  worms,  the  Moors  evidently 
mixed  it  with  their  cement,  in  order  to  prevent  their  depre- 
dations ;  it  is  not  imjirobable  that  it  was  mixed  with  the  gyp- 
sum used  in  the  Alhambra,  which  may  account  for  the  stucco 
work  remaining  uninjured  either  by  spiders  or  insects.  Some 
suppose  that  this  durability  arises  from  the  trees  having  been 
lanced  or  deprived  of  their  sap  when  felled. 

The  durability  of  the  Arabian  buildings  of  Spain  will 
appear  more  marvellous  when  contrasted  with  other  build- 
ings. The  wooden  gate  of  Cyprus,  belonging  to  the  cele- 
brated temple  of  Diana,  is  said  to  have  existed  for  four  cen- 
turies, and  that  of  the  old  church  of  S.  Peter  at  Rome,  which 
was  composed  of  the  same  material  lined  with  sheets  of  silver, 
continued  undecayed  iov  550  years,  but  the  beams  employed 
in  the  construction  of  the  roof  of  the  mosque  of  Cordova 
manifest  no  symptoms  of  decay  after  a  lap-eof  1,000  years. 
The  arabesques,  paintings,  and  mosaics,  which  give  so  great 
a  charm  to  this  building,  are  very  highly  and  carefully  pre- 
served. The  former  appear  to  have  been  cast  in  moulds,  and 
fixed  to  the  walls  in  pieces  so  accurately  coiuiected,  that  no 
sign  of  juncture  is  visible.  The  ornaments  which  recede  from 
the  eye  are  coloured  in  gold,  pink,  light  blue,  and  dusky  pur- 
ple, the  first  colour  being  nearest  to  the  eye,  and  the  last  far- 
thest from  it,  the  general  surface  being  white,  which  is 
remarkably  pure  and  splendid.  All  the  colours  are  fresh  and 
bright,  and,  if  the  dust  be  removed,  appear  in  all  their  pris- 
tine beauty. 

The  domes  and  arcades  are  formed  of  artificial  casts,  which 
are  almost  as  light  as  wood,  and  as  hard  as  marble,  having 
endured  the  test  of  ten  centuries. 
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A  house  built  during  the  third  period  still  exists  at  Seville, 
whi.h  was  the  roidence  of  a  Moorish  Arab  chieftain;  the 
whole  is  nu)st  voluptuously  contrived  for  a  warm  climate,  and 
is  in  the  most  perfect  state  of  preservation,  though  upwards 
of  500  years  old  ;  one  of  the  a|iartments  is  almost  perfect  of 
its  kind.  The  form  resi-nibles  a  doihble  cube,  the  one  placed 
above  the  other,  its  height  about  (50,  and  its  length  and 
breadth  about  30  fret.  The  ornaments  begin  at  about  10  feet 
from  the  floor,  and  are  continued  to  the  top  of  the  rocjin  :  they 
consist  of  a  kind  of  variegated  network  of  stucco,  designed 
with  the  most  perfrct  regularity,  and  yet  mo-t  admiralile 
variety  in  the  patterns  and  the  interlacii>gs  of  each.  This 
edifice  has  often  been  adduced  as  an  instance  of  the  wonderful 
superiority  of  the  Arabs  over  the  modern  Spaniards  in  the 
art  of  building. 

There  is  one  very  ancient  and  reinarkable  bnihling  which 
we  have  not  here  described,  but  which  may  not  be  passed  over 
without  notice  ;  we  allude  to  the  Caada,  of  which  a  descrip- 
tion will  be  found  under  that  head. 

For  further  and  more  det.dled  descriptions  of  this  stylo  of 
building,  we  relijr  the  reader  to  the  elaborate  works  of  Jones 
and  Miir|ihy. 

MOOli-STONE,  a  very  remarkable  stone,  found  in  Corn- 
wall, and  soine  other  parts  of  England,  used  in  the  coarser 
works  of  modern  builders.  It  is,  in  fact,  a  white  granite, 
and  is  a  very  valuable  stone.  It  is  very  coarse  and  rude, 
but  has  be.iutifiil  congeries  of  variously  constructed  and 
diifereiitly  figun-d  p.-irticles,  not  diffused  among,  or  running 
into  one  another,  but  each  pure  and  distinct,  though  firmly 
cohering  with  whatever  it  comes  in  contact.  Its  colours 
aie  principally  black  and  white:  the  white  are  of  a  soft 
marble  te.xture,  iinil  opaque,  formed  into  larger  congeries,  and 
emulating  a  sort  of  taliulated  structure  ;  among  tiiCse  are 
many  of  a  pure  crystalline  splendour  and  transparence;  and 
in  some  arc  lodged,  in  difK'rent  directions,  many  small  flaky 
masses  of  pure  talcs,  of  several  colours;  some  are  wholly 
pellueid,  others  of  an  opaque  white,  others  of  the  colour  ot 
brown  cry>tal,  and  a  vast  nimiber  perfectly  black.  It  is 
found  in  immense  strata  in  some  parts  of  Ireland,  but  is  dis- 
regaidfd  there. 

It  is  found  with  us  in  Devonshire,  Cornwall  and  some 
other  counties;  and  brought  thence  in  vast  quantities  to 
Loudon.  It  never  forms  any  whole  strata  there,  but  is 
found  on  the  surface  of  the  earth,  in  immense  and  unman- 
ageable masses  ;  to  separate  these,  atid  render  them  portable, 
a  hole  is  dug  in  some  part  of  the  mass,  which  being  sur- 
rounded with  a  ridge  of  clay,  is  lilled  up  with  water;  this 
by  degrees  soaks  in,  and  finding  its  way  into  the  imper- 
ceptible cracks,  so  far  loosens  the  cohesion  of  the  particles, 
that  the  day  after,  i>n  driving  a  large  Nvedgc  into  the  hole, 
the  >toiie  breaks  into  two  or  more  pieces.  It  is  used  in 
Loudon  l(>r  the  steps  of  public  buildings,  and  on  other 
oceasi<itis,  where  great  strength  and  hardness  are  required. 

MOOT- HALL.  Moor.  House,  a  town-hall;  hall  of 
judgment.  lu  the  mool-hnlh,  formerly  connected  with  the 
inns  of  court,  imaginary  or  moot-cases  were  argued  by  the 
students  at  law. 

MOl'.ESK,  or  MORESQUE,  (from  the  Spanish  monVo,) 
a  kind  of  painting,  carving,  iVc,  done  after  the  manner  of  the 
Moors,  consi-ting  of  several  grotesque  pieces  and  compart- 
ments promi.sciiously  intermingled,  not  cont<iiningauy  perfect 
figure  of  a  man  or  other  animal,  but  a  wild  resemblance  of 
birds,  beasts,  trees,  &e. 

They  are  also  called  arabesqtie.i,  and  are  paiticnlarlj-  used 
in  embroideries,  damask-work,  &c. 

MORrAR{from  the  Dutchm';r/ec, cement) in  architecture, 
a  composition  of  lime,  sand,  iSic.  mi.xcd  with  water. 


In  the  construction  of  works  in  masonry,  some  kinds  of 
cemeutitious  matter  is  generally  employed  for  coniiectin;;  the 
stones  together,  and  rendering  them  linn  and  com|iact.  When 
the  works  are  to  be  exposed  to  the  action  of  water  iinmedi 
ately  after  being  built,  this  rementitious  matter  must  be  of 
such  a  nature,  that  it  will  harden  under  water.  Ileiice  it  is, 
that  we  have  occasion  for  two  kinds  of  mortar,  one  that  will 
set  and  harden  under  water,  called  by  Smeaton  a  wn/er- 
mortar,  or  cement;  and  common  mortar,  for  ordinary  build- 
ings.   See  MOHTAR,  IIvURAUl.lC. 

Common  mortar  is  the  substance  placed  between  the  stones 
or  brieks  of  a  building,  to  cement  them  togethi-r,  and  thus 
cause  them  to  retain  their  places,  and  give  strength  and 
stability  to  the  edifice.  Mortar  is  essentially  composed  of 
lime  and  silicious  sand,  the  first  being  in  the  state  of  hydrate 
or  slacked  lime  :  the  sand  is  used  of  different  degrees  of 
fineness.  The  hardness  of  mortar  is  owing  to  the  gradual 
conversion  of  the  hydrate  of  lime  into  carbonate  of  lime, 
which  takes  place  very  slowly  by  the  absorption  of  carbonic 
acid  gas  from  the  atmosphere  ;  in  this  state  it  adheres  very 
firmly  to  the  particles  of  silica  diffused  through  it,  and  both 
are  strongly  united  with  the  material  employed  in  the 
building. 

In  order  that  tliis  change  may  occur  with  advantage, 
certain  conditions  are  requisite  :  if  the  mortar  dries  too 
quickly,  the  carbonate  formed  will  remain  much  divided, and 
will  not  acquire  the  necessary  adhesive  property;  if  on  the 
other  hand,  the  mortar  be  placed  under  water,  a  portion  of 
the  lime  will  gradually  dis-solve,  what  remains  w'ill  become 
carbonate  with  great  difficulty,  and  the  particles  of  sand  will 
be  isolated.  If,  on  the  contrary,  the  inoitar  be  long  kept 
moist  and  exposed  to  the  air,  the  carbonic  acid  gas  acts  slowly 
but  incessantly  on  the  lime,  the  water  of  which  becomes 
gradually  saturated  with  it,  and  this  being  transferred  to  the 
lime,  it  is  converted  into  almost  a  crystalline  c.irbonate,  in 
successive  portions  or  layers,  and  these  adhere  with  great 
force  to  the  particles  of  .sand.  It  follows,  from  what  has 
been  stated,  that  buildings  erected  when  the  weather  is  too 
hot  are  less  stable  than  those  which  are  constructed  later  in 
the  vear ;  but  it  is  to  be  observed,  that  during  frost,  owing 
to  the  freezing  bf  the  water,  the  absorption  of  carbonic  acid 
is  not  only  stcjppeil,  but  the  solidity  of  the  mortar  is  des- 
troyed by  the  freezing  or  crystal  I  izition  of  the  water. 

Much  his  been  said  as  to  the  extreine  hardness  of  ancient 
mortar,  and  it  is  supposed  that  some  secret  method  w.as 
adopted  in  its  preparation  ;  but  the  fict  may  pioliably  be 
accounted  for  by  merely  referring  to  the  circumstance,  th.it 
the  long  exposure  which  it  has  undergone  in  considerable 
masses  has  given  it  the  opportunitv  of  slowly  acquiring  the 
carbonic  acid  from  the  air,  upon  which  its  hardin-ss  and  diira- 
bilitv  depend.  It  is  to  be  observed,  that  lime  whirh  is  not 
sufliciently  burnt,  or  lime  which  has  been  slacked  by  the 
moisture  which  it  has  ac(|uiivd  by  exposure  to  the  atmos- 
phere, cannot  form  good  mortar  :  the  first  li;is  not  been 
•deprived  of  the  carbonic  acid  which  it  is  requisite  to  regain 
slowly  from  the  air;  and  the  latUT  has  reacquired  it  uniler 
circumstances  which  diminish  instead  of  increase  the  solidity 
of  the  mortar. 

Olh.-r  materi.ils,  such  as  limestone,  inarble,  chalk  or  shells, 
mav  be  us<>d  to  burn  fi>r  liniecu'  common  mortar,  all  these  sub- 
stances being  composed  chiefly  of  lime  and  carbonicacid  ;  and 
if  a  piece  of  one  of  them  lie  slowly  burnt  or  calcineil,  so  as  to 
expel  the  whole,  or  nearly  the  whole,  of  its  carbonicacid,  it 
loses  about  41  per  cent,  of  its  weight;  and  when  a  small 
qnantitv  of  w.iler  is  jidded  to  the  calcined  matter,  it  swells, 
gives  out  heat,  and  falls  into  a  finely-divided  powder  called 
slack  lime.     The  bulk  of  the  powder  is  about  double  that 
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of  limestone.  If  this  powder  be  rapidly  formed  intu  a  stiff 
paste  with  water,  it  sets  or  solidities  as  a  hydrate  of  lime, 
and  ultimately  hardens  by  the  absorption  of  eaibonic  aeid 
from  the  air.  'Ihis  constiliitrs  lommon  building-mortar. 
Ihdrate  of  lime  consists  of  100  parts  of  lime,  and  ol  parts 
of  water.  Common  limestone  consists  of  carbonate  of  lime, 
with  very  litlle  of  any  other  substance;  it  produces  a  while 
lime,  which  slakes  freely  when  well  burnt ;  it  dissolves  in 
diluted  muriatic  acid,  with  only  a  ^rnall  portion  of  residue, 
and  never  contains  more  than  a  trace  of  iron.  It  ditl'ers 
much  in  external  characters,  as  chalk,  marble,  common  com- 
pact limestone,  &c. 

These  limestones  do  not  form  cements  to  set  in  water. 
without  the  addition  of  other  kinds  of  cementing  matter  ; 
hence  they  are  usually  employed  only  for  common  mortar. 
The  hardest  marble  and  the  softest  chalk  make  equally  good 
lime  when  well  burnt;  but  chalk-lime  will  slake  when  not 
perfectly  burnt,  and  therefore  seldom  has  a  sufficient  quantity 
of  lire;  whereas  stone-lime  does  not  re-absorb  carbonic  acid 
so  nijjidly  as  chalk-lime. 

Lime  njade  from  common  limestone,  sustains  very  little 
injury  from  being  kept  after  it  has  been  formed  into  mortar, 
provided  the  air  be  effectually  excluded;  indeed,  Albert! 
mentions  an  instance  of  some  which  had  been  covered  up  in 
a  ditch  for  a  very  long  time,  and  }  et  was  found  to  be  of  an 
excclleni  quality. 

To  eliq)loy  Inne  alone  in  the  composition  of  mortar  would 
render  il  expensive;  besides,  it  would  bi.'  of  inferior  quality. 
The  material  commonly  used  to  mix  with  lime  is  sand,  and 
this  sand  should  be  of  a  hard  nature,  not  very  tine,  but  angidar; 
also,  tlie  more  inegular  it  is  in  size,  the  better.  It  should  be 
flee  trom  any  mixture  of  soft  or  earthy  matter,  if  it  can  be 
procured  without.  The  reason  is  obvious;  for  mortar, com- 
posed of  soft  sand,  cainiot  be  harder  than  that  sand.  Sea- 
sand  makes  good  mortar,  particularly  water-mortar.  Very 
hard-burnt  brick,  or  tile,  reduced  to  a  coarse  powder,  also 
makes  an  excellent  subslauce  to  mix  with  lime,  for  many 
purposes,  it  may  be  observed,  although  generally  supposed 
otherwise,  that  there  is  really  no  chemical  affinity  between 
lime  and  sand,  it  is  only  a  mechanical  mixture. 

De  Lorme  observes,  that  the  best  mortar  is  madeof  puz- 
zolana  instead  of  sand  ;  adduig,  that  this  penetrates  black 
Huits,  and  turns  them  w'hite.  Mr.  W'orledge  observes,  that 
fine  sand  makes  weak  m(jrtar,  and  that  the  larger  the  sand 
the  stioiiger  the  moi  tar.  He  therefore  advises,  that  the 
sand  be  washed  betijre  il  is  mixed  ;  and  adds,  that  dirty 
water  weakens  the  mortar  considerably.  VVollius  recom- 
mends that  the  sand  be  dry  and  sharp,  so  as  to  prick  the 
hands  when  rubbed  ;  yet  not  so  earthy  as  to  foul  the  water 
iu  which  it  is  waslied. 

Vitruvius  observes,  that  fossil  sands  dry  sooner  than  those 
taken  out  of  rivers.  Whence,  he  adds,  the  latter  is  fitted 
for  the  ijisides,  the  former  fi)r  the  out»ides  of  a  building. 
But  fossil  sand  lying  long  in  the  air,  becomes  earthy. 

Palladio  takes  notice,  that  of  all  sands  the  white  are  the 
worst,  from  their  want  of  asperity'. 

The  proportion  of  lime  and  sand  in  our  common  mortar  is 
extremely  variable:  Vitruvius  prescribes  three  parts  of  pit- 
sand,  and  two  of  river-sand,  to  one  of  lime;  but  the  quantity 
of  sand  here  seems  to  be  too  great. 

Ihe  best  proportion  of  sand  for  common  mortar,  is  easily 
ascenained  by  trial  ;  enough  should  be  added  to  render  the 
niortar  father  short  than  tough  uiulcr  the  trowel.  The  pro- 
portion varies  from  4  parts  of  sand  to  1  of  lime,  or  li  parts  of 
sand  to  1  of  lime,  by  measure,  the  proportion  dilfering  aceord- 
uig  to  the  coarseness  of  the  .sand,  the  nature  of  the  lime-tone, 
and  the  precautions  used  iu  burning  it ;  all  set  proportions 


beinsT  universally  adhered  to  only  by  tho<e  whi>  are  utterly 
ignorant  of  the  subject.  In  many  situations,  it  is  impossible 
to  procure  good  sand,  except  at  an  enormous  expense. 

Mr.  Dossie,  in  the  second  volume  of  the  ^fem<>irs  of  Aflri- 
culture,  p.  20,  &c.,  gives  the  following  method  of  making 
mortar — impenetraf)le  to  moisture,  acquiring  great  hardriess, 
and  exceedingly  dm-able — discovered  by  a  gentlemau  of 
Ncufchatel  :  Take  of  unslaked  lime  and  of  line  sand,  in  the 
proportion  of  one  p.irt  of  the  lime  to  three  parts  of  the  sand, 
as  much  as  a  labourer  can  well  manage  at  once;  ;nid  then 
adding  water  gradually,  mix  the  whole  well  together  with 
a  trowel,  till  it  is  reduced  to  the  consistence  of  mortar. 
Apply  it,  while  hot,  to  the  purpose,  either  of  mortar,  as  a 
cement  to  brick  or  stone,  or  of  plaster  to  the  surface  of  any 
building.  It  will  then  ferment  for  some  days  in  dry  p'aces, 
and  afterwards  gradually  concrete  or  set,  and  become  hard  ; 
but  in  a  moist  place  it  will  continue  soft  for  three  weeks  or 
more ;  though  it  will,  at  length,  attain  a  firm  consistence, 
even  if  water  have  such  access  to  it  as  to  keep  the  suiface 
wet  the  whole  time.  Th"  lime  for  this  mortar  must  be  made 
of  lime-stone,  shells,  or  marl  ;  and  the  stronger  it  is,  the 
better  the  niortar  will  be.  It  is  proper  also  to  exclude  the 
sun  and  wind  from  the  mortar,  fi)r  some  days  aft:er  it  is 
applied;  that  the  drying  too  fast  may  not  prevent  the  due 
continuance  of  the  fermentation,  which  is  necessary  for  the 
action  of  the  lime  on  the  sand.  When  a  very  great  hardness 
and  firmness  are  required  inthismoriar,  the  using  of  skimmed 
milk  instead  of  water,  either  wholly  or  in  part,  will  produce 
the  desired  effect,  and  render  the  mortar  extremely  tenacious 
and  durable. 

Dr.  Hig^ins,  who  made  a  variety  of  experiments  for  the 
purpose  of  improving  niortar,  says,  the  perfection  of  lime, 
prepared  for  the  purpose  of  making  mortar,  consists  chiefly 
in  its  being  deprived  of  its  fixed  air.  On  examining  several 
specimens  of  the  lime  commonly  used  in  building,  he  found 
that  it  is  seldom  or  never  sufficiently  burned  ;  for  they  all 
effervesced,  and  yielded  more  or  less  fixed  air,  on  the  addition 
of  an  acid,  and  slaked  slowly,  in  comparison  with  well-burned 
lime.  lie  also  recommends  that,  as  lime  owes  its  excellence 
to  the  expulsion  of  tixeil  air  from  it  in  the  burning,  it  should 
be  used  as  soon  as  possible  after  it  is  made,  and  guarded  from 
exposure  to  the  air,  as  much  as  possible,  before  it  is  used. 

From  other  experiments,  made  with  the  view  of  ascertain- 
ing the  best  relative  proportions  of  lime,  sand,  and  water,  in 
the  making  of  mortar,  it  appeared  that  those  specimens  were 
the  best  which  contained  one  part  of  lime  in  seven  of  the 
sand.  Also,  that  niortar,  which  is  to  be  used  where  it  must 
dry  quickly,  ought  to  be  made  as  stiff  as  the  puipose  will 
admit,  or,  with  the  smallest  practicable  quantity  of  w'ater  ; 
and  that  mortar  will  not  crack,  although  the  lime  be  used  in 
excessive  quantity,  provided  it  be  made  stiffer,  or  to  a  thicker 
consistence,  than  mortar  usually  is. 

In  order  to  the  greatest  induration  of  mo-rtar,  it  must  be 
suffered  to  dry  gently,  and  set;  the  exsiccation  must  be  effected 
by  temperate  aii,  and  not  accelerated  by  the  heat  of  the  sun 
or  fire  ;  it  must  not  be  wetted  soon  after  it  sets  ;  and  after- 
wards it  ought  to  be  protected  from  wet  as  much  as  possible, 
until  it  is  completely  indurated  ;  the  entry  of  acidulous  gas 
mu>t  be  prevented  as  much  as  possible,  until  the  niortar  is 
finally  placed  and  quiescent;  and  then  it  must  be  as  freely 
exposid  to  the  open  air  as  the  w^ork  will  admit,  in  order  to 
supply  acidulous  gas,  and  enable  it  sooner  to  sustain  the 
trials  to  which  mortar  is  exposed  in  cementitious  buildings, 
and  incrustations. 

Dr.  Iligginsalso  inquired  into  the  nature  of  the  best  sand 
or  gravel  for  mortar,  and  into  the  effects  produced  by  hone 
ashes,  plaster-powder,  charcoal,  sulphur,  &c.,  and  he  deduces 
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great  aJvantages  from  the  addition  of  bone-ashes,  in  various 
proportions,  according  to  the  nature  of  the  work  for  whicli 
the  composition  is  intended. 

This  author  describes  an  invention  of  his  own  for  a  supe- 
rior kind  of  mortar,  or  stucco,  applicable  to  ornamental  work 
in  imitation  of  stone.  As  tlie  same  general  princi))les  ought 
to  be  followed  in  making  even  the  commonest  kinds  of  mor- 
tar, we  shall  insert  here  the  instructions  given  by  Dr. 
Uiggins. 

Of  sand,  the  following  kinds  are  to  be  preferred  ;  first, 
drift-sand,  or  pit-stiiid,  which  consists  chietly  of  hard  qnar- 
tose  flat-faced  grains,  with  sharp  angles;  second!}',  that 
which  is  the  freest,  or  may  be  most  easily  freed  liy  washing, 
from  clay,  salts,  and  calcareous,  gypseous,  or  otlier  grains 
less  hard  and  duiable  than  quartz  ;  thirdly,  that  which  con- 
tains the  smallest  quantity  of  pyrites,  or  heavy  metallic 
matter,  inseparable  by  washing;  and  fourthly,  that  which 
sutfeis  the  smallest  diminution  of  its  bulk  in  wasliing. 
Where  a  coarse  and  fine  sand  of  this  kind,  and  correspond- 
ing in  the  size  of  their  grains  with  the  coarse  and  fine  sands 
hereafter  described,  caimot  be  easily  procured,  let  such  sand 
of  the  foregoing  quality  be  chosen,  as  may  be  sorted  and 
cleansed  in  the  follow  ing  manner  : — 

T  ■  • 

Let  the  sand  be  sifted  in  streaming,  clear  water,  through 
a  sieve  which  shall  give  passage  to  all  such  grains  as  do  not 
exceed  one-si.\teenth  of  an  inch  in  diameter  ;  and  let  the 
stream  of  water,  and  the  sifting,  be  regulated  so  that  all  the 
sand  which  is  much  finer  than  the  Lynn-sand,  commonly 
used  in  the  London  glass-houses,  together  with  clay,  and 
every  matter  specifically  lighter  than  sand,  may  be  washed 
away  with  the  stream  ;  whilst  the  purer  and  coarser  sand, 
w^iich  passes  through  the  sieve,  subsides  in  a  convenient 
receptacle,  and  the  coarse  rubbish  and  rubble  remain  on  the 
sieve  to  be  rejected. 

Let  the  sand  which  thus  subsides  in  the  receptacle,  be 
washed  in  clean  streaming  water  through  a  fine  sieve,  so  as 
to  be  further  cleansed,  atid  sorted  into  two  parcels  ;  a  coarser, 
which  will  remain  in  the  sieve  which  is  to  give  passage  to 
such  grains  of  sand  only,  as  are  less  than  otie-tlnrteentii  of  an 
inch  in  diameter,  and  which  is  to  be  saved  apart  under  the 
name  of  coarse  sand,  and  a  finer,  which  will  pass  through 
the  sieve,  and  subside  in  the  water,  and  w  hich  is  to  be  saved 
apart  under-  the  name  of  Jine  sand.  Let  tile  coarse  and  the 
fine  sand  be  dried  separately,  either  in  the  sun,  or  on  a  clean 
ironplate,  set  on  a  convenient  surface,  in  the  manner  of  a 
sand-heat. 

Let  the  stone  lime  be  chosen,  which  heats  the  most  in 
slaking,  and  slakes  the  quickest  when  duly  watered  ;  that 
which  is  the  freshest  made  and  closest  kept;  that  which 
dissolves  in  distilled  vinegar  with  the  least  eU'ervescence, 
and  leaves  the  smallest  residue  insoluble,  and  in  the  residue 
the  smallest  quantity  of  clay,  gypsum,  or  material  matter. 
Let  the  lime,  chosen  according  to  these  rules,  be  put  in  a 
brass  wired  sieve,  to  the  quantity  of  fourteen  pounds.  Let 
the  sieve  be  finer  than  either  of  the  foregoing;  the  finer  the 
better  it  will  be;  let  the  lime  be  slaked,  liy  plunging  it  into  a 
butt  filled  with  sott  water,  and  raising  it  out  quickly,  and 
suflering  it  to  heat  and  fume;  and  by  repeating  this  j)lunging 
and  raising  alternately,  and  agitating  the  lime  until  it  be 
made  lo  pass  through  the  sieve  into  the  water ;  and  let  the 
pait  ot  the  lime  which  does  not  easily  pass  through  the  sieve 
be  rejected;  and  let  fresh  portions  o"l  the  lime  be  thus  used, 
unlU  as  many  ounces  of  lime  have  passed  through  the  sieve 
as  there  are  quarts  of  water  in  the  butt. 

Let  the  waier  thus  impregnated  stand  in  the  butt,  closely 
covered,  until  ii  becomes  clear;  and  through  wooden  cocks, 
placed  at  dillerent  heights  in  the  butt,  let  the  clear  liquor  be 


drawn  ofT.  as  fast  and  as  low  as  the  lime  subsides,  for  use. 
This  clear  liquor  is  called  lime-vater.  The  freer  the  water 
is  f  om  saline  matter,  the  better  will  be  the  cementing  liquor 
made  with  it. 

Let  fifty-si.\  pounds  of  the  aforesaid  chosen  lime  be  slaked, 
by  gradually  sprinkling  the  lime-water  on  it,  and  especially 
on  the  unslacked  pieces,  in  a  close  clean  place.  Let  the  slaked 
part  be  immediately  sifted  through  the  last-mentioned  fine 
brass-wire  sieve  :  let  the  lime  which  passes  be  used  instantlv, 
or  kept  in  air-tight  vessels;  and  let  the  part  of  the  lime 
which  does  not  pass  through  the  sieve  be  rejected.  This  finer 
and  richer  part  of  the  lime  which  passes  through  the  sieve, 
may  be  aiWed  piirijied-lime.  Let  bone-ash  be  prepared  in  the 
usual  manner,  by  grinding  the  whitest  burnt  bones  ;  hut  let 
it  be  sifted,  so  as  to  be  much  finer  than  the  bone-ash  com- 
monly sold  for  making  cupels. 

The  best  mateiials  for  making  the  cement  being  thus 
prepared,  take  fifty-six  pounds  of  the  coarse  sand,  and  forty- 
two  pounds  of  the  fine  sand  ;  mix  them  on  a  large  plank  of 
hard  wood  placed  horiznntally,  then  spread  the  sand  so  that 
it  may  stand  to  the  height  of  six  inches  with  a  flat  surliice 
on  the  plank,  wet  it  with  the  lime-water,  and  let  any  super- 
fluous quantity  of  the  liquor,  which  the  sand  in  the  condition 
described  amnot  retain,  flow  away  off"  the  plank.  To  the 
wetted  sand  add  fourteen  pounds  of  the  purified  lime,  in 
several  successive  portions;  mixing  and  beating  them  up 
together,  in  the  mean  time,  with  the  instruments  generally 
used  in  making  fine  mortar;  then  add  fourteen  pounds  of 
the  bone-ash,  in  successive  portions,  nii.\ing  and  beating  all 
together. 

The  quicker  and  more  perfectly  these  materials  are  mixed 
and  beaten  together,  and  the  sooner  the  cement  thus  formed 
is  used,  the  better  it  will  be.  This  may  be  called  cross- 
grained  cement,  which  is  to  be  applied  in  building,  poiliting, 
plastering,  stuccoing,  or  other  work,  as  mortar  and  stucco 
generally  are  ;  with  this  dillii-rence  ( hiefly,  that,  as  this  cement 
is  shorter  than  nu^rtar,  or  common  stucco,  and  dries  sooner, 
it  ought  to  be  worked  expeditiously  in  all  cases  ;  and,  in 
stuccoing,  it  ought  to  l)e  laid  on  by  sliding  the  trowel  upwanls 
on  it.  'J'he  materials  used  along  with  this  cement  in  build- 
ing, or  the  ground  on  which  it  is  to  be  laid  in  stuccoing, 
ought  to  be  well  wetted  with  the  lime-water  in  the  instiuil 
of  laying  on  the  cement.  The  lime-water  is  also  to  be  used 
when  it  is  necessary  to  moisten  the  cement,  or  when  a  liquid 
is  reqiiiied  to  facilitate  the  floating  of  the  cement. 

When  such  cement  is  required  to  be  of  a  still  finer  texture, 
take  98  poinids  of  the  fine  sand,  wet -it  with  the  lime-water, 
and  mix  it  with  the  purified  lime  and  the  bone-ash,  in  the 
quantities  and  in  the  numner  above  described,  with  this 
difference  only,  that  15  pounds  of  lime,  or  thereabouts,  are 
to, be  used  instead  of  14  pounds,  if  the  greater  part  of  the 
sand  be  as  fine  as  Lynn  sand.  This  may  be  called  Jine- 
grained  cement.  It  is  used  in  giving  the  last  ctiating,  or  the 
fiidsh,  to  any  work  intended  to  imitate  the  finer-grained 
stones  or  stucco.  But  it  may  be  applied  to  all  the  uses  of 
the  coarse-grained  cement,  and  in  the  same  manner. 

When,  tijr  any  of  the  foregoing  purposes  of  pointing, 
building,  &c.,  a  cei[ienl  is  required  much  cheaper  and  coarse- 
grained than  either  of  the  foregoing,  then,  much  coarser  clean 
sand  than  the  foregoing  coarse  sand,  or  well  washed  fine 
rubble,  is  to  be  provided.  Of  this  coarse  sand,  or  rub- 
ble, take  50  pounds ;  of  the  foregoing  cflarse  sand,  28 
pounds;  and  of  tlie  fine  sand,  14  pounds;  and,  after  mixing 
these,  and  wetting  them  with  the  cementing  liquor,  in  the 
foregoing  numner,  add  14  pounds,  or  somewhat  less,  of  the 
bone-ash,  mixing  them  together  in  the  manner  already 
described.     When  the  cement  is  required  to  be  white,  white 
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sand,  white  lime,  and  the  whitest  bone-ash,  are  to  be  chosen. 
Gray  sand,  and  gray  bone-ash  formed  of  half-burnt  bones, 
are  to  be  chosen  to  nial(e  cement  gray  ;  and  any  other  colour 
of  the  ct'ment  is  obtained,  either  hy  choosing  coloured  sand, 
or  by  the  admixture  of  the  necessary  quantity  of  coloured 
talc  in  powder ;  »r  of  wloured,  vitreous,  or  metallic  powders, 
or  other  durable  colouring  ingredients,  commonly  used  in 
paint. 

This  cement,  whether  the  coarse  or  fine-grained,  is  appli- 
cable in  forming  artilicial  stone,  by  making  alternate  layers 
of  the  cement  and  of  flint,  hard  stone,  or  bricks,  in  moulds  of 
the  figure  of  the  intended  stone,  and  by  exposing  the  masses 
so  formed  to  the  open  air,  to  harden. 

When  such  cement  is  required  for  water-fences,  two-thirds 
of  the  prescribed  quantity  of  bone-ashes  are  to  be  omitted  ; 
and,  in  the  place  thereof,  an  equal  measure  of  powdered 
terras  is  to  be  used  ;  and,  if  the  sand  employed  be  not  of  the 
Coarsest  sort,  more  terras  must  be  added,  so  that  the  terras 
shall  be  one-sixth  part  of  the  weight  of  the  sand. 

When  such  a  cement  is  required  of  the  linest  grain,  or  in 
a  fluid  form,  so  that  it  may  be  ap[>lied  with  a  brush  ;  flint 
powder,  or  the  powder  of  any  quaitzy  or  hard  earthy  sub- 
stance, may  be  used  in  the  place  of  sand  ;  but  in  a  quantity 
smaller,  in  proportion  as  the  flint  or  other  powder  is  finer; 
so  that  the  flint-powder,  or  other  such  powder,  shall  not  be 
niore  than  six  limes  the  weight  of  thi;  lime,  nor  less  than  four 
times  its  weight.  The  greater  the  quantity  of  lime  within 
these  limits,  the  more  will  the  cement  be  liable  to  crack  by 
quick  drying,  and  vice-versa. 

Where  the  above  described  sand  cannot  be  conveniently 
procured,  or  where  the  sand  cannot  lie  conveniently  washed 
»nd  sorted,  that  sand  which  most  resembles  the  mixture  of 
joarseaud  line  sand  above  prescribed,  maybe  used  as  directed, 
provided  due  attention  be  paid  to  the  quantity  of  the  lime, 
;vhich  is  to  be  greater  as  the  quality  is  finer,  and  vice-versa. 

Where  sand  cannot  be  easily  procured,  any  durable  stony 
body,  or  baked  earth,  grossly  powdered,  and  sorted  nearly 
to  the  sizes  above  prescribed  for  sand,  may  be  used  in  the 
place  of  sand,  measure  for  measure,  but  not  weight  for 
weight,  unless  such  gross  powder  be  specificallj'  as  heavy 
as  sand. 

Sand  may  be  cleansed  from  every  softer,  lighter,  and  less 
durable  matter,  and  from  that  part  of  the  sai;d  which  is  too 
fine,  liy  various  methods,  preferable  in  certain  circumstances 
to  that  which  has  been  already  described. 

Water  may  be  found  natuially  free  from  fixable  gas, 
selenite,  or  clay  ;  such  water  may,  without  any  great  incon- 
venience, be  used  in  the  place  of  the  lime-water;  or  a  lime- 
water  sufticienlly  useful,  may  be  made  by  various  methods 
of  mixing  lime  and  water  in  the  described  proportions,  or 
nearly  so. 

When  stone-lime  cannot  be  procured,  chalk  lime,  or  shell 
lime,  which  best  resembles  stoiie-lirae  in  the  foregoing 
characters  of  lime,  may  be  used  in  the  manner  described, 
excepting  that  fourteen  pounds  and  a  half  of  chalk-lime  will 
be  required  in  the  place  of  fourteen  pounds  of  stone-lime. 
The  propoition  of  lime,  as  prescribed  aliove,  may  be  increased 
without  inconvenience,  when  a  cement  or  stucco  is  to  be 
applied  where  it  is  not  liable  to  dry  quickly  ;  and,  in  the 
oontrary  case,  this  proportion  may  be  diminished.  The 
detect  of  lime,  in  quantity  or  quality,  may  be  very  advan- 
tageously supplied,  by  c^vusing  a  colisiderable  quantity  of 
limewater  to  soak  into  the  work,  in  successive  portions,  and 
at  distant  intervals  of  time  ;  so  that  the  calcareous  matter 
ot"  the  lime-water,  and  the  matter  attracted  from  the  open 
air,  may  fill  and-streiigthen   the  work. 

The  powder  of  almost  every  well-dried  or  burnt  animal 


substance,  may  be  used  instead  of  bone-ash ;   and  several 

earthy  powders,  especially  the  micaceous  and  the  metallic; 
and  the  elixated  ashes  of  divers  vegetables  wh<ise  earth  will 
not  burn  to  lime,  as  well  as  the  ashes  of  mineral  fuel,  which 
are  of  the  calcareous  kind,  but  will  not  burn  to  lime,  will 
answer  the  ends  of  bone-ash  in  some  degree. 

The  quantity  of  bone-ash  described,  may  be  lessened  with- 
out injuring  the  cement ;  ill  those  circumstances  especially, 
which  admit  the  quantity  of  lime  to  be  lessoned,  and  in  those 
wherein  the  cement  is  not  liable  to  dry  quickly.  The  art  of 
remedying  the  defects  of  lime,  may  be  advantageously  prac- 
tised to  supply  the  deficiency  of  bone-ash,  especially  in 
building,  and  in  making  artificial  stone  with  this  cement. 

As  the  preceding  method  of  making  mortar  diflers,  in  many 
particulars,  from  the  common  process,  it  may  be  useful  to 
inquire  into  the  causes  on  which  this  diflTerence  is  f  )unded. 

When  the  sand  contains  much  clay,  the  workmen  find  that 
the  best  mortar  they  can  make  must  contain  about  one-half 
lime;  and  hence  they  lay  it  down  as  certain,  that  the  best 
mortar  is  made  by  the  composition  of  half  sand  and  half 
lime. 

But  with  sand  requiring  so  great  a  proportion  of  lime  as 
this,  it  will  be  impossible  to  make  good  cement  ;  for  it  is 
universally  allowed,  that  the  hardness  of  mortar  depends  on 
the  crystallization  of  the  lime  round  the  other  materials  which 
arc  mixed  with  it;  and  thus  uniting  the  whole  mass  into  one 
solid  substance.  But  if  a  portion  of  the  materials  used  be 
clay,  or  any  other  friable  substance,  it  must  be  evident  that, 
as  these  friable  substances  are  not  changed  in  one  single  par- 
ticular by  the  process  of  being  mixed  up  with  lime  and  water, 
the  mortar,  of  which  they  form  a  proportion,  will  consequently 
be  more  or  less  of  a  friable  nature,  in  proportion  to  the  quan- 
tity of  friable  substances  used  in  the  com[iosition  of  the  mor. 
tar.  On  the  other  hand,  if  mortar  be  composed  of  lime  and' 
good  sand  only,  as  the  sand  is  a  stony  substance,  and  not  in 
the  least  friable,  and  as  the  lime  by  perfect  crystallization, 
becomes  likewise  of  a  stony  nature,  it  must  follow  that  a  mass 
of  mortar,  composed  of  these  two  stony  substances,  will  itself 
be  a  hard,  solid,  unfiiable  substance.  This  may  account  for 
one  of  the  essential  variations  in  the  preceding  method  from 
that  in  common  use,  and  point  out  the  necessity  of  never 
using,  in  the  place  of  sand,  which  is  a  durable  stone  body, 
the  scrapings  of  roads,  old  mortar,  and  other  rubbish,  from 
ancient  buildings,  which  are  frei|uei!tly  made  use  of;  as  all 
of  them  consist  more  or  less  of  muddy,  soft,  and  minutely 
divided  particles. 

Another  essential  point  is  the  nature  and  quality  of  the 
lime.  Now,  experience  proves  that,  when  lime  has  been  long 
kept  in  heaps,  or  untight  casks,  it  is  leduced  to  the  state  of 
chalk,  and  becomes  every  day  less  capable  of  being  made  into 
good  mortar;  because  as  the  goodness  and  durability  of  the 
mortar  depends  on  the  crystallization  of  the  lime,  and,  as  expe- 
riments have  proved,  that  lime,  when  reduced  to  this  chalk- 
like state,  is  always  incapable  of  perfect  crystallization,  it 
must  follow,  that,  as  lime  in  this  state  never  becomes  crystal- 
lized, the  mortar,  of  which  it  forms  the  most  indispensable 
part,  will  necessarily  be  very  imperfect ;  that  is  to  say,  it  will 
never  become  a  solid  stony  substance;  a  circumstance  abso- 
lutely required  in  the  fiirmatioii  of  good  duralile  mortar. 
These  are  the  two  principal  ingredients  in  the  formation  of 
mortar ;  but,  as  water  is  also  necessary,  it  may  be  useful  to 
point  out  that  which  is  the  fittest  for  this  purpose  ;  the  best 
is  rain-water,  river-water  the  second,  land-water  the  next, 
and  spring-water  last. 

The  ruins  of  the  ancient  Roman  buildings  are  found  to 
cohere  so  strongly,  as  to  have  caused  an  opinion,  that  their 
constructors  were  acquainted  with  some  kind  of  mortar,  which. 
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in  comparison  with  ours,  niiglit  justly  be  called  cement: 
and  that,  to  our  want  of  knowledge  of  the  materials  they 
Used,  is  owing  the  great  iiiferioiity  of  modern  buildings  in 
their  duraliility.  But  a  pioper  attention  to  the  above  parti- 
culars would  soon  show,  that  the  durability  of  the  ancient 
edilices  depended  on  the  manner  of  preparing  their  mortar 
.njore  than  on  the  nature  of  the  materials  used.  The  tbllow- 
ing  observations  will,  we  think,  prove  this  beyond  a  possi- 
bility of  doubt. 

Lime,  whieh  has  been  slaked  and  mi.xod  with  sand,  be- 
comes hard  and  eonsistent  when  dry,  by  a  process  similar  to 
tliat  which  produces  natural  stakictiles  in  caverns.  These  are 
always  formed  by  water  dropping  from  the  roof  But,  when 
the  small  drop  of  water  comes  to  be  exposed  to  the  air,  the 
calcareous  matter  contained  in  it  begins  to  attiact  carbonic 
aeid  from  the  atmosphere,  hi  proportion  as  it  does  so,  it  also 
begins  to  separate  from  the  water,  and  to  re-assumo  its  native 
form  ol' lime-stone  or  marble.  When  the  calcareous  matter 
is  perfectly  crystallized  in  this  manner,  it  is  to  all  intents  and 
purposes  lime-stone,  or  marble  of  the  same  consistence  as 
before.  If  lime,  in  a  caustic  state,  be  mixed  with  water,  part 
of  the  lime  will  be  dissolved,  and  will  also  begin  to  crystal- 
lize. The  water  which  parted  with  the  crystallized  lime  will 
then  begin  to  act  upon  the  remainder,  whieh  it  could  not  dis- 
solve before;  and  thus  the  process  will  coniinue,  either  till 
the  lime  be  all  reduced  to  an  effete  or  crystalline  state,  or 
something  hinders  the  action  of  the  water  upon  it.  It  is  this 
cryslallization  which  is  observed  l)y  the  wcnkmen  when  a  heap 
of  lime  is  mixed  with  water,  and  left  for  some  time  to  mace- 
rate. A  hard  crust  is  formed  upon  the  surface,  which  is  igno- 
rantly  called  frostiiu/,  though  it  takes  place  in  summer  as 
well  as  ill  winter.  If.  theretbre,  the  hardness  of  the  lime,  or 
its  becoming  a  cement,  depends  entirely  upon  the  formation 
of  its  crystals,  it  is  evident  that  the  perfection  of  the 
cement  must  depend  upon  the  perfection  of  the  crystals, 
and  the  hardness  of  the  matters  which  are  entangled  among 
them. 

The  additional  substances  used  in  the  making  of  mortar,  such 
as  sand,  brick-dust,  or  the  like,  serve  only  for  a  purpose  simi- 
lar to  what  is  answered  by  sticks  put  into  a  vessel  fidl  of  any 
saline  solution  ;  namely,  to  allbril  the  crystals  an  opportunity 
of  fastening  themselves  upon  a  nucleus.  If,  therefore,  the 
matter  interposed  between  the  crystals  of  the  lime  is  of  a 
friable,  brittle  nature,  such  as  brick-dust  or  chalk,  the  mortar 
will  be  of  a  weak  and  imperfect  kind  ;  but,  when  the  parti- 
cles are  hard,  angular,  and  very  diflieult  to  be  broken,  such  as 
those  of  river  or  pit  sand,  the  mortar  turns  out  e.^ceediiigly 
good  and  strong.  That  the  crystallization  may  be  the  more 
perfect,  a  large  quantity  of  water  should  be  used,  the  ingre- 
dients be  perfectly  mixed  together,  and  the  di-ying  be  as 
slow  as  possible.  An  attention  to  these  particulars,  and  to  the 
quality  of  bricks  and  stones,  would  make  the  buildings  of 
the  moderns  equally  durable  with  those  of  the  ancients,  hi 
the  Iviunan  works,  the  great  thickness  of  the  walls  necessarily 
required  a  vast  length  of  time  to  dry.  The  middh;  of  ihi'iri 
was  composed  of  pebbles  thrown  in  at  random,  and  whieh 
evidently  had  thin  mortar  poured  in  among  them.  Thus  a 
groat  quantity  of  the  lime  would  be  dissolved,  and  the  crystal- 
lization performed  in  the  most  perfect  manner.  The  indefati- 
gable pains  and  perseverance  for  whieh  the  Romans  were  .so 
remarkable  in  all  their  undertakings,  leave  no  room  to  doubt 
that  they  would  take  care  to  have  the  ingredients  mixed 
together  as  well  as  possible.  The  consequence  of  all  this  is, 
that  the  buildings  formed  in  this  manner  are  all  as  firm  as 
if  cut  out  of  a  solid  rock  ;  the  mortar  being  equally  hard,  if 
not  more  so,  than  the  stones  themselves.  &e  Cement,  Con- 
CRErE,  Grout. 


Mortar,  Hydk  auuc,  sometimes  also  called  Iloman  cement 
is  the  composition  used  in  walls  under,  or  exposed  to, 
the  action  of  water,  such  as  those  of  harbours,  docks,  &o. 
The  material  best  adapted  to  the  manufai-ture  of  hydraulic 
mortar  is  the  poorer  sorts  of  limestone,  such  as  contain  from 
8  to  25  per  cent,  of  foreign  matter,  in  silica,  magnesia,  alumina, 
&c.  These,  when  pulverized,  absorb  water  without  swellin" 
up,  or  heating,  as  a  richer  lirrre  does,  and  though  ea'cined,  do 
not  slake  when  moistened,  but  makes  a  paste  which  hardens 
in  a  few  days  under  water,  though  in  the  air  it  never  aeipiires 
niueh  solidity.     These  facts  were  diseovervd  by  Smeaton. 

The  follow-ing  analyses  of  dilferiMit  hydi-aulic  limestones, 
by  Berlhier-.  is  given  by  Dr.  Ure  in  his  Diet,  of  Arts  and 
Manufactures. 


No.  1. 

No,  2. 

No.  8. 

No.  4. 

No.  5. 

A.  Analyses  of  limestones. 
Carbonate  of  lime 

970 
20 

10 

98-5 
1-5 

7f5 
230 

1-2 

76-5 
30 
30 
1-5 

'■  15.2 

800 

Carbonate  of  nraijnesla 

Carbonate  of  protoxide  of  iron 
Carbonate  of  iiiaiiiianesu 

1-5 
18.0 

1000 

100-0 

1000 

1000 

1000 

B.  Analyses  of  the  burnt  time. 
Ijimo 

96-4 
1-8 
1-8 

97-2 

2-8 

78-0 
200 
^0 

G8-3 
20 

240 
5-7 

70'0 

10 

Alumina 

Oxide  of  Iron 

290 

1000 

100.0 

1000  j  1000 

1000 

"  No.  1,  is  from  the  freshwater  lime  f  >rmation  of  Chateau- 
I>andon,  near  Nemours;  No.  2,  the  large-giained  limestone 
of  Paris;  both  of  these  afford  a  fat  lime  when  burnt. 
Delormite  alliirds  a  pretty  fat  lime,  though  it  contains  42  per 
cent,  of  carbonate  of  magnesia  ;  No.  3,  is  a  limestone  from 
the  neighbourhood  of  Paris,  whieh  yields  a  poor  lime,  pos- 
sessing no  hydraulic  propei'ty ;  No  4,  is  the  secondary  lime- 
stone of  Metz ;  No.  .5,  is  the  lime  mar'l  of  Senonches,  near 
Drcux  ;  both  the  latter-  have  the  pr-operty  of  hardening  umler 
water,  particularly  the  last,  which  is  much  used  at  Paris  on 
this  account." 

All  good  hydraulic  mortars  must  contain  alumina  and 
silica;  the  oxides  of  iron  and  manganese,  at  one  time  con- 
sidered essential,  are  rather  prejudicial  ingredients.  By 
adding  silica  and  alumina,  or  merely  the  former,  in  certain 
circumstances,  to  fat  lime,  a  water-cement  m.ay  be  artificially 
formed  ;  as  also  adding  to  lime  any  of  the  following  native 
productions,  which  contain  silicates;  puzzolana,  trass  or  tarras, 
pumice-stone,  liasalt-tulV,  slate-clay.  Puzzolana  is  a  volcanic 
product,  which  forms  hills  of  considerable  extent  to  the  south- 
west of  the  Appeniiies,  in  the  district  of  Rome,  the  Porrtine 
marshes,  Viterbo,  Bolsena,  and  in  the  Neapolitan  region  of 
Puzzuola,  whence  the  name.  A  similar  volcanic  tufar  is  found 
in  many  othi-r  parts  of  the  world.  According  to  Herthier, 
the  Italian  puzzolana  consists  of  44-5  silica  ;  15-0  aluririira  ; 
8-8  lime;  4-7  magnesia;  1-4  potash;  41  soda;  12  oxides 
of  iron  and  titanium;  i)-2  water;    in  100  parts. 

The  tufa  stone,  which  when  ground  forms  trass,  is  com- 
posed of  570  silica,  10  0  clay,  20  lime,  1-0  magnesia,  70 
potash,  1-0  soda.  5  oxides  of  ir-on  and  titimiurri,  it-f!  water. 
This  tirffis  found  abundantly  filling  up  valleys  in  beds  yf  10 
or  20  feet  deep,  ii'  ihe  north  of  Ireland,  among  the  schistose 
formations  upon  the  banks  of  the  Rhine,  and  at  Manheim  in 
Bavaria. 

The  fatter  the  lime,  the  less  of  it  must  be  added  to  the 
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ground  puzzolana  or  trass,  to  form  an  hydraulic  mortar  ;  the 
mi.xtuie  should  be  made  extein[jiiraiieiiusly.  and  must  at  any 
rate  be  kept  dry  till  about  to  be  applied.  Sometimes  a  pro- 
portion of  cnmmon  s;ind  mortar  instead  of  lime  is  ini.ved  «  iih 
the  trass.  When  the  hydraulic  cement  hardens  too  soon,  as  in 
1*2  hours,  it  is  apt  to  crack;  it  is  better  when  it  takes  8  days 
to  concrete.  Through  the  agency  of  water,  silicates  of  lime, 
alumina,  (magnesia.)  and  o.xide  of  iron,  are  fojined,  which 
assume  a  stony  hardness. 

Beside  the  above  two  volcanic  products,  other  native 
earthy  compounds  are  used  in  making  water  cements.  To 
this  head  belong  all  limestones  which  contain  from  20  to  30 
per  cent,  of  clay  and  silica.  By  gentle  calcination,  a  portion 
•of  the  carbonic  acid  is  expelled,  and  a  little  lime  is  combined 
with  the  clay,  while  a  silicate  of  clay  and  lime  results,  a.-so- 
ciatcd  with  iime  in  a  subcarbonated  state.  A  lime-marl  con- 
taining less  clay  will  bear  a  stronger  calcining  heal  without 
prejudice  to  its  qualities  as  a  hydraulic  cement;  but  much 
also  depends  upon  the  proportions  of  silica  present,  and  the 
physical  structure  of  all  the  constituents." 

in  England,  wdiat  is  commonly  called  cement-stone,  is  the 
substance  generally  used  for  making  this  kind  of  mortar. 
It  is  found  in  great  abundance  on  the  coasts  of  Kent,  in  the 
isles  of  Sheppey  and  Thanet,  and  various  other  places.  The 
stones  vary  in  size  from  that  of  a  fist  to  a  man's  head,  are  of 
a  yelluw-gray  or  brown  colour,  interspersed  with  veins 
of  talc  spar.     Their  specific  gravity  is  2.59. 

Tlie  following  analyses  of  several  cement-stones,  and  of 
the  cement  made  with  ihem,  is  taken  from  the  works 
of  Bertliier,  Davy,  and  others — 


No.  1. 

No.  2. 

No.  S. 

No.  4. 

No.  5. 

A.  OomtitiientJi  of  Ou  cement  stones. 

65.7 
0.5 
6.C 
1.6 

18.0 
6.6 

1.2 

61.6 

6.0 

15.0 
-1.8 
3.0 
6.6 

— 

82.9 

1" 

13.0 

trace. 

63.8 

—  magnesia 

—  priitoxiile  of  iron 

—  iiuiiigaTiese 

Silica 

1.5 
11.6 
14.0 

Alumina  or  clay 

5.7 

Ovitie  i)f  iron      

Water 

3.4 

B.  Constituents  of  the  cement. 

55.4 

36.0 
8.6 

54.0 

31.0 
15.0 

55.0 

38.0 
13.0 

— 

56  6 

Magnesia 

1.1 
21  0 

13  7 

The  stones  are  in  this  country  calcined  in  kilns,  ground, 
sifted,  and  packed  in  casks.  The  colour  of  the  powder  is  a 
dark  brown,  with  a  tinge  of  red.  It  absorbs  very  little 
water  when  made  into  paste,  and  soon  hardens.  Immediately 
before  using,  it  is  mixed  with  sharp  sand  in  various 
proportions. 

This  composition  is  employed  in  all  marine  and  river- 
embankments,  in  the  footings  of  walls  in  damp  situations, 
and  in  various  other  purposes  to  which  common  mortar  is 
unsuited. 

ifeRTAR.  Mixing,  Blending,  and  Beating  of;  M.  Felibien 
observes,  that  the  ancient  masons  were  so  very  scrupulous 
in  the  process  of  properly  mixing  and  blending  the  materials 
in  the  making  of  mortar,  that  the  Greeks  kept  ten  men  con- 
stantly employed,  for  a  long  space  of  time,  to  each  bason  ; 
this  rendered  the  mortar  of  such  prodigious  hardness,  that 
Vitruvius  tells  us  the  pieces  of  plaster'^falling  ofi"  from  old 
walls,  served  to  make  tables.  Felibien  adds,  that  it  was  a 
maxim  among  old  masoi>s  to  their  labourers,  that  they  should 
dilute  it  with  the  sweat  of  their  brow,  i.  e.,  labour  at  it  a  long 


time  instead  of  drowning  it  with  water  to  have  done  the 
sooner. 

In  modern  practice,  when  the  buildings  are  of  considcalilo 
magnitude,  the  mortal-  is  usually  ground  in  a  mill ;  but  which- 
ever way  made,  it  may  be  laid  down  as  a  fixed  rule,  that  the 
tiiorc  labour  there  is  bestowed  on  the  mixing  and  thoroughly 
blending  the  mortar,  the  harder  and  better  will  it  be,  and,  as 
a  necessary  conseiiuence  also,  so  much  more  perfect  will  be 
the  work  in  which  it  is  used. 

The  following  excellent  observations  on  the  advantages  of 
heating  mortar,  are  taken  from  Mr.  Wealc's  useful  little 
work,  "  Dictionary  of  Terms  of  Arts." 

"  Mortar  contained  in  a  mould  may  be  beaten  or  rammed 
in  the  manner  of  pise,  'a  mode  of  building  formerly  in  use, 
whereby  walls  were  formed  by  ramming  and  beating  down 
earth,  clay,  &c.,  between  upright  (ilaiiks,'  and  acquires  by 
that  means  great  compactness  ;  but  an  increase  of  resistance 
does  not  always  result  from  it. 

"In  order  that  any  material  be  beaten  with  eflect,  it  is 
necessary  that  it  should  possess  a  certain  degree  of  consis- 
tency, which  is  a  mean  between  complete  fuilverulence  and 
that  state  of  ductility  which  constitutes  a  firm  paste.  No 
compression  is  possible,  when  the  material  escapes  from 
under  the  rammer;  and  this  is  still  practised  by  the  builders 
in  pise,  who  never  employ  any  but  earth  slightly  moistened. 
Mortar  may  always  be  prepared  in  this  way,  leaving  it,  after 
it  has  been  worked  in  the  ordinary  manner,  to  undergo 
desiccation  to  a  proper  extent. 

"  The  successive  approximation  of  the  particles  of  the 
compressed  material  to  one  another,  necessarily  determines 
a  foliated  structure,  which,  though  it  may  not  be  perceived, 
is  nevertheless  real.  Analogy  will  lead  to  the  conclusion, 
that  in  every  possible  case,  a  body  thus  formed  ought  to 
oppose  a  greater  resistance  to  a  tractile  force,  in  proportion 
as  its  direction  forms  a  smaller  angle  with  the  plane  of  the 
laminsB  ;  however,  experience  shows  that  this  in  general  does 
not  take  place.  The  following  has  been  determined  in  this 
respect : — 

"  1st.  Beating  has  the  effect  of  augmenting  the  absolute 
resistance  of  mortars  of  rich  limes  and  pure  sand  in  every 
case,  but  in  an  unequal  manner.  The  greatest  resistance 
assumes  a  direction  perpendicular  to  the  planes  of  the  lamina;, 
when  the  mortars  are  buried  in  a  damp  soil  immediately  after 
their  fabrication.  It  remains  parallel  to  these  same  planes, 
when  the  mortars  have  been  exposed  to  the  atmospheric 
influence. 

"  2nd.  The  eflect  of  beating  is  not  constantly  useful  to 
mortars  of  hydraulic  or  eminently  hydraulic  limes,  and  cal- 
careous or  quartose  sands  or  powders,  except  in  the  case 
when  these  mortars  are  used  under  a  damp  soil.  The  greatest 
resistance  is  then  in  a  direction  perpendicular  to  the  planes 
of  these  lamina;,  as  with  the  mortars  of  rich  limes  ;  but  in 
the  air  the  superiority  of  the  mortars  which  have  been  beaten, 
over  those  which  have  not,  is  only  exhibited  in  one  direction, 
aud  that  is  parallel  to  the  plane  of  the  lamina;. 

"3rd.  Beating  becomes  injurious  in  every  case,  when  the 
hydrates  of  the  hydraulic  or  eminently  hydraulic  limes  are 
employed  without  admixture,  and  subjected  to  the  influence 
of  a  damp  s<iil  ;  and  is  favourable  to  it  only  in  the  direction 
parallel  to  the  laminae,  when  the  stufli"  dries  in  the  air." 

MoRT.\R,  White,  used  in  plastering  the  walls  and 
ceilings,  is  made  of  ox  or  cow's  hair  mixed  with  lime 
and  water,  without  any  sand.  The  common  method  of 
making  this  mortar,  is  one  bushel  of  hair  to  six  bushels 
of  lime. 

Mortar,  used  in  making  water-courses,  cisterns,  &:c.,  is 
made  of  lime   and   hogs'  grease,  sometimes  mixed  with  the 
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juice  of  figs,  and  sometimes  with  liquid  pitch;  after  applica- 
tion, it  is  washed  over  witii  linseed  oil. 

For  this  purpose,  mortar  made  of  terras,  puzzolana,  tile- 
dust,  or  cinders,  is  mi.xod  and  prepared  in  the  same  manner 
as  common  nmrtar:  only  that  those  ingredients  are  mi.xed 
■with  lime  instead  of  sand,  in  a  due  proportion,  which  is  about 
half  and  half  1'he  lime  should  be  made  of  shells,  or  marble; 
and  in  works  which  are  sometimes  dry  and  sometimes  wet, 
instead  of  terias,  which  is  very  dear,  tile-dust  or  cinder-dust 
may  he  used. 

MoBT.tR,  for  sun-dials  on  walls,  or  for  tablets  to  write  on, 
may  lie  made  of  lime  and  sand,  tempered  with  linseed  oil  ; 
or,  for  want  of  that,  with  skimmed  milk.  This  will  grow 
to  the  hardness  of  stone.  For  buildings,  one  part  of  washed 
soap-a^hes,  mi.\ed  with  another  of  lime  and  sand  make  a  very 
durable  mortar. 

^lORTAU  MILL,  a  machine  contrived  by  Mr.  Supple, 
but  since  much  improved  hy  others,  for  the  purpose  of  savini 
labour,  and  more  effectually  mixing  the  ingredients  in 
making  mortar. 

MOIi'l'lSE,  or  Mortice,  (from  the  French,  mortoise,  per- 
haps derived  from  mordeo,  to  bite,  or  pinch,)  in  carpentry  and 
joiui'ry,  an  excavation  recessed  within  the  surface  of  a  piece 
of  timber,  to  receive  a  projection  called  a  tenon,  left  on  the 
end  of  another  piece,  in  order  to  fix  the  two  together  at  a 
given  angle.  The  sides  of  the  mortise  are  generally  four 
planes  at  right  angles  to  each  other,  and  to  the  surface 
whence  the  excavation  is  made.  See  Carprntby  and 
Joinery. 

MORTISE  LOCK,  a  lock  made  to  fit  into  a  mortise  cut  in 
the  style  and  rail  to  receive  it. 

MURTUAKY,  a  term  sometimes  used  to  signify  a  burial- 
place. 

MOSAIC,  or  Mosaic-Work,  (from  momiaim.  a  corrup- 
tion of  mtisitici'm,  as  that  is  of  tniisivu/ii,  as  it  was  called 
among  the  Romans:  but  Sealiger  derives  it  from  the  Greek, 
uuaa,  and  imagines  the  name  was  given  to  this  sort  of  work, 
as  being  very  fine  and  ingenious;  and  Nebricensis  is  of  opi- 
nion it  was  so  called,  because  ex  itlis  picturis  oriinbanter 
mnsea.)  an  asseuihlage  of  little  pieces  of  glass,  marble,  shells, 
precious  stones,  woods,  or  the  like,  of  various  colours,  cut 
square,  and  cemented  on  a  ground  of  stucco,  &c.,  imitating 
the  natural  colours  and  gradations  of  painting.  In  this  sense, 
mosaic  work  includes  marquetry,  or  inlaid  work,  veneering, 
&e.  But,  in  its  more  proper  and  restrained  sense,  mosaic  only 
takes  in  works  of  stone,  metals,  and  glass  ;  those  of  wood 
being  distinguished  by  the  name  of  marquetry  or  inlaying. 
[See  those  words.) 

Others  distinguish  differently  between  mosaic  and  marque- 
try. In  that  properly  called  mosaic,  they  say  the  several 
stones  are  all  of  the  same  colour;  and  the  changes  and  dimi- 
nutions of  colours  .and  shades  are  made  by  applying  different 
stones,  one  on  .another,  but  all  of  the  same  ci>lour.  ^Larque- 
try,  on  the  contrary,  consists  of  stones  of  dill'erent  colours  ; 
and  by  these  the  several  colours,  shades,  gradations,  &c.,  are 
expressed. 

Mosaic  seems  to  have  taken  its  origin  from  paving  :  the 
fine  pfTeet  and  use  of  pavements  composed  of  pieces  of  maible 
of  different  colours, — so  well  joined  together,  .as  that,  when 
dried,  they  might  be  polished,  and  the  whole  make  a  very 
beautiful  and  solid  body,  which,  continually  trodden  upon, 
and  washed  with  water,  was  not  at  all  dam.aged, — gave  the 
painter  the  hint,  who  soon  carried  the  art  to  a  much  greater 
perfection,  so  as  to  represent  foliages,  masques,  and  other 
grotesque  pieces,  of  various  colours,  on  a  ground  of  black 
or  whiti'  m.-irble.  15ut  nature  not  producing  variety  of  colours 
enough  for  them  in  marbles,  to  paint  all  kinds" of  objects, 


they  thought  of  counterfeiting  them  with  glass  and  metals 
coloured. 

This  kind  of  work  is  supposed  to  have  originated  in  the 
Eiist,  to  have  been  brought  from  Phenieia  to  Greece,  and 
thence  to  Rome,  where  it  was  used  more  especially  for  pave- 
ments. These  p.avements  consisted  for  the  most  p.art  of 
patterns  forming  borders  round  a  central  figure  or  device,  and 
sometimes  a  group  or  subject;  others  consisted  solely  of 
patterns  wt)rked  out  in  two  or  three  colours,  \isuallv  black, 
white,  and  red.  Of  all  places,  however,  the  artists  of 
Byzantium  carried  this  art  into  most  extensive  practice,  cover, 
ing  both  walls,  pavements,  and  ceilings  with  such  decoration; 
mosaics  became  indeed  a  very  common  method  of  enrich- 
ment in  Christian  churches,  both  in  Asia  and  Italy.  They 
form  the  most  characteristic  decoration  of  the  Basilica.  As 
a  style  of  art,  as  well  as  a  manufictiu'e,  mnsive  work  may 
be  said  to  have  arisen  wholly  in  the  era  of  Christianity.  The 
material  of  which  the  mediwval  mosaics  are  formed  being 
chiefly  glass,  distinguishes  them  completely  from  the  tessel- 
lated pavements  of  the  Rom.ans.  Perhaps  the  nearest 
approach  to  the  manufacture,  is  the  rude  inlaid  work  of  the 
columns  and  f  luntains  in  some  of  the  Pompeii  gardens  :  at 
all  eveiits,  their  application  is  entirely  peculiar  to  Chri-^ti- 
anity.  The  apex  of  the  apse  was  usually  reserved  fir  this 
species  of  decoration,  which  still  constitutes  the  peculiarcharm 
of  the  ancient  Italian  churches.  The  solemn  gigantic  figures 
and  the  mysterious  im.agery  of  the  mosaics,  diudy  seen  in  the 
darkness  of  the  sanctuary,  produce  an  effect  denied  to  more 
elaborate  specimens  of  art.  In  one  most  important  respect 
they  are  infinitely  preferable  to  paintings,  because,  both  from 
their  position  and  their  character,  •  they  never  became  the 
objects  of  adoration.  Llsually  speaking,  the  main  fiirure  is 
the  Saviour  in  the  act  of  judging  the  world  ;  on  eith<T  side, 
St.  Peter  and  St.  Paul :  other  saints  are  added,  usually  with 
reference  to  the  peculiar  locality.  Portraits  of  popes  or 
emperors  connect  the  s.acred  imagery  with  the  annals  of  the 
age.  Although  not  governed  by  any  definite  system,  yet  there 
is  a  uniform  course  in  the  adaptation  of  the  ornaments. 

Mosaic  work  is  also  common  in  Arabian  edifices,  so  much 
so  indeed  as  to  become  a  feature  of  the  st\  le.  Their  mosaics 
were  principally  of  porcelain,  and  were  used  in  the  decoration 
of  the  lower  part  of  the  walls,  and  also  for  pavements.  See 
Moorish  Architecture. 

A  kind  of  mosaic  work  was  common  on  the  exteriors  of 
some  of  the  mediteval  churches  of  Italy,  as  the  Duomo  at 
Pisa,  where  the  walls  of  the  fiipade  are  decorated  with  a  sort 
of  pattern  in  black  and  white  colours,  brilliant  reds  and  blues 
being  interspersed  occasionally.  Another  instance  of  external 
decoration  in  mosaic  is  to  be  seen  in  the  fayade  of  St.  Mark's, 
Venice. 

Pictures  in  mo.saic,  properly  so  termed,  and  which  are  of 
comparatively  recent  introduction,  differ  from  the  above  in 
being  merely  copies  or  fac-similes  of  paint in<js,  approaching  in 
appearance  as  nearly  to  pictures  .as  po-^sible.  This  style  of 
mosaic  work  dates  only  from  the  commencement  of  the 
seventeenth  century.  The  tints  are  graduated  off  from  light 
to  darker  shades  by  using  an  indefinite  number  of  very  small 
pieces  of  glass  of  various  intensities  of  colour,  so  placed*that 
those  pieces  which  arc  contiguous  exhibit  scarcely  any  per- 
ceptible difference  to  the  eye.  In  the  more  ancient  mosaics 
the  tints  are  not  blended  one  into  the  other,  but  kept  quite 
distinct,  the  outlines  being  hard,  and  the  joints  between  the 
tessera)  plainlv  visible.  In  these  examples  there  is  no 
attenifit  at  making  pictures;  they  are  treated  in  a  con- 
ventional manner,  so  that  such  features  arc  to  be  considered 
as  characteristic  proprieties  rather  than  defects. 

Florentine  work  inav  also  be  added  to  the  list  of  mosaics; 
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it  is  employed  priiici[)aliy  in  the  inlaying  of  marble  slabs  for 
fuiiiitiire,  and  liecorative  work  upon  a  moderate  scale. 

One  desoriplion  of  mosaic  work  is  that  of  introducing, 
alcMi"  vvitli  the  fniest  nuubles,  the  richest  of  precious  stones, 
as  lapis  lazuli,  agates,  cornelians,  emeralds,  turquoises,  &e. 
The  practice  of  making  mosaics  with  colotned  glass  and 
metals  is  now  little  in  use,  though  of  surprising  lustre  and 
durability;  but  that  of  marbles  alone  is  in  common  use;  ihe 
mosaic  in  precious  stones  being  so  very  dear,  that  the  few 
workmen  who  apply  themselves  to  it,  make  little  else  but 
petty  works,  as  ornaments  for  altar-pieces,  tables  for  rich 
cabinets.  «Scc. 

MOSQUE,  (from  the  Arabic,  Maschiad,  or  Mcdsched,  and 
uitermediately  the  Spanish  and  Portuguese  Mezijuita  and 
Masqiieta,)  a  Mohammedan  place  of  worship,  the  distinctive 
marks  of  which  are  generally  cupulas  and  minarets.  Inter- 
nally they  exhibit  nothing  remarkable  as  to  plan  or  accom- 
modation, forming  merely  a  large  hall  or  apartment,  without 
any  seats  or  other  fittings-up,  and  with  no  other  decoration 
than  that  of  pavements  and  carpets,  or  arabesques  and  mosaics 
on  the  walls.  In  regard  to  these  latter,  soine  of  the  mosques 
at  Cairo  are  highly  embellished.  Although  more  famed  than 
any  other,  the  mosque  at  Santa  Sophia  at  Constantinople 
e.xliibils  nothing  of  Mohammedan  or  Arabian  architecture, 
but  was  originally  built  as  a  church,  and  is  in  the  Byzantine 
style. 

All  mosques  are  square  buildings,  generally  constructed  of 
stone.  Before  the  chief  gate  there  is  a  square  court  paved 
with  white  marble;  and  low  galleries  round  it,  whose  roof 
is  supported  by  marble  pillars.  In  these  galleries  the  Turks 
wash  themselves  before  they  go  into  the  mosque.  In  each 
mosque  there  is  a  great  number  of  lamps ;  and  between  these 
hang  many  crystal  rings,  ostriches  eggs,  and  other  curiosities, 
w  hich,  when  the  lamps  are  lighted,  make  a  fine  show.  As  it 
is  not  lawful  to  enter  the  mosque  with  stockings  on,  the  pave- 
ments are  covered  with  pieces  of  stuff'  sewed  together,  each 
being  wide  enough  to  hold  a  row  of  men  kneeling,  sitting,  or 
prostrate.  The  women  are  not  allowed  to  enter  the  mosque, 
but  stay  in  the  porches  without.  About  every  mosque  there 
are  si.\  high  t<,iwers,  called  minarets,  each  of  which  has  three 
little  open  galleries,  one  above  another  :  these  towers,  as  well 
as  the  mosques,  are  covered  with  lead,  and  adorned  with  gild- 
ing and  other  ornaments,  and  from  thence,  instead  of  a  bell, 
the  people  are  called  to  prayers  by  certain  officers  appointed 
for  that  purpose.  Most  of  the  mosques  have  a  kind  of  hos- 
pital belonging  to  them,  in  which  travellers  of  what  religion 
soever,  are  entertained  three  da3's.  Each  mosque  has  also  a 
jilace  called  turlie,  which  is  the  buryingplace  of  its  founders; 
within  which  is  a  tomb  six  or  seven  feet  long,  covered  with 
green  velvet  or  satin  ;  at  the  ends  of  which  are  two  tapers,  and 
round  it  several  seats  for  those  who  read  the  koran  and  pray 
foi-  the  souls  of  the  deceased.     See  Moorish  Architecture. 

MOTION,  Local,  a  continued  or  successive  change  of 
place. 

Motion,  Absolute,  the  change  of  place  in  a  moving  body, 
independent  of  any  other  motion. 

MOVEMENT,  (from  the  French,)  in  architecture,  a  term 
used  by  some  writers  to  express  the  rise  and  fall,  the  advance 
and  recess,  with  other  diversities  of  form,  in  the  different 
parts  of  a  building. 

MOULD,  Glaziers'.  The  glaziers  have  two  kinds  of 
moulds :  in  one  they  cast  the  lead  into  long  rods,  or  canes, 
fit  to  be  drawn  through  the  vice,  in  which  the  grooves  are 
formed  ;  this  they  sometimes  call  inrjot-mould.  In  the  other, 
they  mould  those  little  pieces  of  lead,  a  line  thick,  and  two 
lines  broad,  which  are  fastened  to  the  iron  bars  of  case- 
ments, &c. 
93 


Mould,  among  masons,  a  piece  of  hard  wood,  or  iron,  hol- 
lowed on  the  edge,  answerable  to  the  contours  of  the  mould- 
ings or  cornices,  &c.,  to  be  formed.  It  is  otherwise  called 
a  caliber  ;  and  is  made  to  a  section  of  the  stone  intended  to  be 
cut.  The  ends,  or  heading-joints,  being  formed  as  in  a  cor- 
nice by  means  of  the  mould,  the  intermediate  parts  are 
wrought  down  by  straight-edges,  or  circular  templets,  accord- 
ing as  the  work  is  straight  or  circular  upon  the  plan. 

When  the  intended  surface  is  required  to  be  very  exact,  a 
reverse  mould  is  used,  in  order  to  prove  the  work,  by  apply- 
ing the  mould  in  a  transverse  direction  to  the  arrises. 

MOULDS,  among  plumbers,  the  tables  on  which  they  cast 
their  sheets  of  lead  ;  sometimes  called  simply  tables.  Besides 
these,  they  have  others,  in  which  they  cast  pipes,  without 
soldering. 

MOULDINGS,  in  architecture,  prismatic  or  annular  solids, 
formed  by  plane  and  curved  surfaces,  and  employed  as  orna- 
ments. 

All  parallel  sections  of  straight  mouldings,  all  the  sections 
of  annular  mouldings,  made  by  a  plane  at  the  same  inclination 
to  the  axis,  and,  in  general,  all  sections  of  mouldings  made 
by  a  plane  perpendicular  to  any  one  of  the  arrises,  are  similar 
figures.  Mouldings  are  divided  into  two  classes,  or  kinds; 
Grecian  and  Roman. 

Grecian  mouldings  are  formed  of  some  conic  section,  as  a 
portion  of  the  ellipsis  or  hyperbola  ;  and  sometimes  even 
of  a  straight  line,  in  the  fijrm  of  a  chamfer. 

Roman  mouldings  have  their  sections  composed  of  the 
arcs  of  circles,  the  same  moulding  having  the  same  curva- 
ture throughout. 

In  both  Grecian  and  Roman  mouldings,  their  species  is 
determined  by  the  position  of  their  extremities,  or  the  cir- 
cumstance of  their  being  concave  or  convex  :  if  the  section 
be  a  semicircle  projecting  from  a  vertical  diameter,  the  mould- 
ing is  called  an  astragal,  bead,  or  torus. 

If  the  moulding  be  convex,  and  its  section  the  quarter  of 
a  circle,  or  less,  and  if  one  extremity  project  beyond  the  other, 
that  is,  approach  nearer  to  the  eye  than  the  other,  it  is  termed 
a  Roinan  ovolo ;  and  if  this  Roman  ovolo  project  equal  to  its 
height,  and  the  portion  employed  be  the  quadrant  of  a  circle, 
it  is  then  called  a  quarter-round.  If  the  section  of  a  mould- 
ing be  concave,  but  in  all  other  respects  the  same  as  the  last, 
it  is  denominated  a  cavetto. 

If  the  section  of  a  moulding  be  partly  concave  and  partly 
straight,  the  straight  part  being  vertical  and  a  tangent  to  the 
concave  part,  and  the  conca^n'ty  equal  to,  or  less  than  the 
quadrant  of  a  circle,  the  moulding  is  denominated  an  apophyge. 
scape,  spring,  or  conffe :  this  is  used  in  the  Ionic  and  Corin 
thian  orders  for  joining  the  bottom  of  the  shaft  to  the  base, 
as  well  as  to  connect  the  top  of  the  fillet  to  the  shaft  under 
the  astragal. 

If  the  section  be  one  part  concave  and  the  other  convex, 
and  so  joined  as  to  have  the  same  tangent,  the  moulding  is 
named  a  cymatium  ;  but  Vitruvius  calls  all  crowning  or  upper 
members  cymatiuras,  whether  they  resemble  the  one  now 
described  or  not. 

If  the  upper  projecting  part  of  the  cymatium  be  a  concave, 
it  is  called  a  sima^recta  ;  this  is  generally  the  crowning  mem- 
ber of  cornices,  but  is  sekU)m  found  in  other  situations  ex- 
cept on  pedestals  or  altars. 

If  the  upper  projecting  part  of  the  cymatium  be  convex, 
it  is  called  a  sima-reversa,  and  is  the  smallest  in  any  compo- 
sition of  mouldings,  its  office  being  to  separate  the  larger 
members.  Though  seldom  used  as  a  crowning  member 
of  cornices,  it  is  frequently  employed  with  a  small  fillet 
over  it,  as  the  upper  member  of  architraves,  capitals,  and 
imposts. 
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If  the  convex  [>art  of  a  mouIJing  recede  and  meet  a  hori- 
zonial  ^inl■flce,  llie  recess  fbriiied  by  the  convexity  and  the 
horizontal  surface  is  termed  a  qniik. 

If  the  section  of  the  moulding  be  a  convex  conic  section, 
the  intermediate  part  of  the  curve  projcctiMi;  only  a  small 
distance  from  the  greatest  projecting  extremity,  and  the  tan- 
gent trt  the  curve  at  the  receding  extremity  inoeting  a  hori- 
zontal line,  pri>duced  forward  without  the  curve  at  the  upper 
extremity,  the  moulding  is  called  an  ovolo.  This  is  generally 
einployed  above  the  eye,  as  a  crowning  iiieml)er  in  the 
Grecian  Doric.  Ovolos  may  l)e  used  in  the  same  com [losit ion 
of  did'erent  sizes  ;  it  is  sometimes  cut  into  egg-andtongue, 
or  egg-and-dart,  when  it  is  termed  echinus.  It  is  employed 
instead  of  a  torus  in  the  base  of  the  monument  of  L\sicrates, 
at  Atlien-:.  The  contours  of  ovolos  are  generally  ellifilical 
or  hyperbolical  curves.  These  curves  can  be  regulated  to 
any  degree  of  quickness  or  flatness  ;  the  par.ib(jla  can  also 
be  drawn  utider  these  conditions,  but  its  curvature,  being  of 
the  intennediate  species,  does  nolaflbrd  the  variety  of  change 
admilted  by  the  other  two. 

if  the  section  be  a  concave  semi-ellipsis,  having  its  conju- 
gate diameter  such  that  the  one  may  unite  the  extremities 
of  its  projections,  and  the  other  diameter  parallel  to  the 
horizon,  the  moulding  is  termed  a  .scotia.  This  is  always 
employed  below  the  level  of  the  eye,  between  two  tori.  One 
extiemity  has  generally  a  greater  projection  than  tiie  other, 
the  greater  projection  being  nearest  to  the  level  of  the  eye. 

If  the  section  of  the  moulding  be  the  two  sides  of  a  risiht 
angle,  the  one  vertical,  and  the  other,  of  course,  horizontal, 
it  is  temied  •Ajillet.  Ixiiitl.  or  corona.  A  fillet  is  the  smallest 
rectanaular  member  in  any  composition  of  mouldiuffs.  Its 
altitude  is  generally  ecpi.d  to  its  projection  ;  its  purpose  is 
to  separate  two  principal  mejiibers,  and  it  is  used  in  all 
situations  under  such  circutnstances.  The  corona  is  the 
pi'incipal  member  of  a  cornice.  The  facia  is  a  principal 
meml)er  in  an  aic.hilrave  as  to  height,  but  its  projecti<in  is 
not  more  than  that  of  a  fillet,  unless  it  be  the  low(;r  liicia, 
where  the  .sotlit  is  the  whole  breadth  of  the  top,  or  sometimes 
even  of  the  bottom  of  the  shaft.  Mouldings  are  either  plain, 
or  enriched  with  eggs,  and  with  (iiliasie  displayed  in  a  variety 
of  t'orms  ;  some  enrichniiiits  are  peculiar  to  certain  forms  as 
esl^-andaiK-hors,  or  egg-and-tongue,  to  the  ovolo. 

Mouldings  in  as-emblage  are  used  in  the  firmation  of 
cornices,  architiaves,  bases,  capitals,  &c.  See  Ahopuvgk, 
Cavetto,  Cymatium.  Echinus,  Ovolo,  QuAKrKa-UoiJND, 
ScAPK,  Scotia,  Sima-Uecta,  Si.ma-Reversa. 

I'lale  I. — Figure  1,  a  (juarter-rouud. 

F  fjiire  2,  a  cavetto,  being  exactly  the  reverse  of  the  last 
friure;   both  being  the  quarter  of  a  circle. 

Fi;i>ue  3,  the  sima-reversa,  composed  of  two  quadrants  of 
a  circle. 

F'ljure  4,  the  sima-recta,  l)eing  the  reverse  of  the  sima- 
le  versa. 

Fi:jnre  5,  a  torus,  which  is  a  semicircle  described  upon 
a  Vertical  diameter. 

Fiijiire  6,  a  scolia,  which,  projecting  equally  at  each 
extremity,  occasions  the  contour  to  be  exactly  the  lever.se  of 
the  torus. 

The  fillowing  are  the  methods  of  describing  Roman 
moul.linL's,  where  the  proj.ctions  and  heights  are  unequal  ; 
the  extremities  of  the  moulding  being  given. 

Fi(/iire  7. —  To  describe  tlie  Roman  ovolo.  Let  a  be  the 
upper  extremity,  and  n  the  lower;  take  the  vertical  line  or 
height;  from  n,  with  that  radius,  describe  an  arc;  from  a, 
with  the  same  radius,  describe  another  arc,  cutting  the  former 
at  c  ;  then  from  c.  with  the  same  radius,  describe  the  arc  a  b, 
which  will  be  the  contour  required. 


Fii/ure  8. —  To  dt'scrihe  the  eavello.  With  a  radius  equal 
to  the  height  of  the  moulding,  from  the  points  a  and  u  describe 
arcs,  cutting  each  other  in  c;  then  from  c,  with  the  same 
radius,  describe  the  arc  a  n,  which  will  give  the  contour  of 
the  cavetto  required. 

Figure  9. —  To  describe  a  sima-reversa,  /hat  shall  touch  a 
sfrair/ht  line  at  the  points  of  conlrarij  Jlexure.  Join  the 
projections  a  and  u  by  the  straight  line  a  u  ;  bisect  A  B  in  d; 
draw  the  tangent  E  D,  parallel  to  a  line  given  in  position  ; 
through  D  draw  c  e,  perpendicular  to  e  d;  bisect  A  D  by  a 
perpendicular,  g  c  ;  fom  the  intersection  c,  descrii)e  the  arc 
A  ,'/  u  ;  iriake  D  c  equal  to  c' ;  froin  the  lower  point  c', 
describe  the  arc  D  B  :  then  the  curve  of  contrary  flexure,  A  D  B, 
will  be  the  sima-reversa  required. 

Figure  10. —  To  describe  a  simarec/a  to  touch  a  straight 
line  at  the  points  of  contrary  Jlexure,  parallel  to  a  line  given 
in  position.  Join  the  points  of  projection  A  and  B  ;  bisect 
A  B  in  D,  and  draw  the  line  d  e  parallel  to  the  line  given  in 
position  ;  bisect  a  n  by  the  perpendicular  c  g  ;  from  c,  w  ith 
the  radius  c  d,  describe  the  arc  A  D  ;  make  D  < '  equal  to  D  c, 
and  from  the  other  point  c'  within,  describe  u  ii  :  then  a  d  b 
is  the  sima-recta  refpiired. 

Figure  II. —  To  dcscrihe  the  Grecian  ovolo,  two  tangents 
being  given,  us  also  their  points  of  contact.  Let  A  E  and  E  B 
be  the  tangents  ;  a  and  b  the  points  of  contact ;  complete  the 
parallelogiam  b  E  a  (^  ;  produce  n  (/  to  r,  and  make  (/  c  equal 
to  «/  B  ;  divide  E  A  and  d  A  each  into  the  same  number  of 
equal  parts;  through  the  points  of  division  in  E  A,  draw 
lines  to  b  ;  draw  lines  to  c  through  the  corresponding  points 
in  d  A,  to  meet  the  corresponding  lini'S  drawn  to  u  :  and  the 
intersections  will  be  in  the  curve  of  an  ellipsis.  The  upper 
part.  A  Q,  is  a  coniiniia'ion  of  the  s.ame  curve. 

The  sam(!  directions  extend  to  Figures  12,  13,  14  :  but 
the  following  difl'erence  may  be  observed  : 

In  Figure  11.  the  tani;ent  B  E  is  regulated  by  taking  the 
point  E  in  the  middle  of  a  d.  In  Figure  12,  the  point  e  is 
one-third  of  a  d  from  the  bottom.  In  Figure  13,  in  the 
middle  of  A  D,  as  in  Figure  11.  In  Figure  14,  the  point  E  is 
one-third  of  a  d,  from  A.  Then.  a<cording  as  the  tangent 
is  lower  or  hii;her,  the  curve  will  be  quicker  or  flitter  at  the 
sami>  projection  :  so  that,  among  these  curves,  Figure  12  is 
the  bnldest,  and  Figure  14  the  flattest. 

When  E  B  and  a  e  are  nearly  ecpial,  the  moulding  is  the 
boldest  of  any,  taking  D  E  at  the  same  height;  but  when 
the  projection  is  very  great,  or  very  small,  the  moulding  is 
extremely  flat. 

Figure  15. —  The  same  data  being  given,  to  describe  the 
Grecian  ovolo  ;  supposing  the  point  of  contact,  B,  to  be  the 
e.ctremitg  of  one  of  the  axes.  Diaw  n  k  perpendicular  to  e  n; 
also  P  c  perpendicular  to  b  k.  for  the  other  axis,  so  that  the 
point  p  may  be  above  a  ;  then  e  b  and  p  c  will  be  parallel 
To  find  the  major  axis:  from  a,  with  the  distance  b  c, 
describe  an  arc,  cutting  p  r  at  f  ;  draw  a  f,  and  produce  it 
to  meet  n  K  in  I ;  make  c  p  equal  to  a  i ;  then  with  c  p.  half 
the  major  axis,  and  c  n,  half  the  minor  axis,  describe  the 
curve  B  A  P  Q,  which  will  be  the  moulding  required. 

This  method  forms  the  most  beautiful  moulding  of  any; 
the  curvature  being  contimialiy  increased  from  the  point  b  to  p. 

The  same  description  applies  to  Figures  16  and  17.  With 
regard  to  the  qm'rk  at  thi'  point  q,  it  will  be  more  or  less,  as 
the  point  A  is  more  or  less  distant  from  q. 

The  quantity  of  curvature  depends  upon  the  angle  e  b  d  ; 
so  that  when  the  angle  e  b  d  is  less,  the  curvature  will 
be  greater. 

For  a  description  i.f  mouldinrr<  employed  in  Norman  and 
GoTiito  .•\rciiitkctuhe,  we  must  refer  the  roiider  to  the 
subjects  treated  of  under  these  respective  titles. 
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MOULIMNG-PLANE.   See  Plane,  and  Tools. 

Mouldings,  Rukimj.   See  Raking  Mouldings. 

MUUTII,  ill  the  courts  of  princes,  an  apartment  consisting 
of  several  rooms,  as  offices,  kitchens,  &c.,  where  the  meat 
inteiuleil  for  the  first  tables  is  dressed  by  itself. 

MULLIONS,  in  pointed  architecture,  all  those  parts  of 
windows  which  divide  the  light  into  compartments,  and  arc 
either  curved  or  straight. 

Vcrticjii  mullions  are  willed  munitions;  and  those  which 
run  horizontally  are  called  transom.i.  The  whole  of  the 
mullions  of  a  window  above  the  springing  of  the  arch  are 
called  the  heml-work. 

MULTILATERAL,'  (from  the  Latin,  mullux,  many,  and 
latiru,  sides)  in  geometry,  a  term  applied  to  figures  which 
have  more  than  four  sides  or  angles,  more  usually  called 
poli/'joiis. 

MULTIPLICATION,  (from  tlie  Latin,  multiplicatio)  the 
act  of  multiplyirjg,  or  incieasing  a  number.  Accuiately 
speaking,  in  every  inulli[)lication,  the  multiplier  must  always 
be  considered  as  a  number;  and  it  is  easy  to  conceive  a  quan- 
tity of  any  kind  multiplied  by  a  number.  But  to  talk  of  a 
pound  multiplied  by  a  pnund,  a  debt  by  a  debt,  or  a  line  by 
a  line,  &e.,  is  unintelligible.  However,  by  analogy,  in  the 
application  of  algebra  to  geometry,  we  meet  with  suih  expres- 
sions, and  D' 'thing  is  more  common  than  to  find  a  b  X  b  c, 
to  denote  the  rectangle  a  b  cd,  the  length  of  which  is  a  b, 
and  the  breadth  b  c.  But  this  is  only  to  be  understood  by 
analogy  ;  because,  if  the  number  expressing  the  measure  of 
the  side  a  b  were  multiplied  by  the  number  expressing  the 
measure  of  b  c,  the  product  would  express  the  measure  of 

A  B  c  D. 

The  sign  of  multiplication  mostly  used  among  algebraists, 
is  X.  But  the  Germans,  after  Leibnitz,  only  make  use  of 
a  point  placed  between  the  quantities  multiplying  each  other, 
thus  :  o  .  i  is  the  same  as  a  y,  h  ;  and  A  B  .  b  c,  the  same 
as  A  B  X  B  c,  or  the  rectangle  of  .a  b  into  b  c. 

MUNI.MENr-HOUSE,  "a  small  strong  apartment  in 
cathedral  and  collegiate  churches,  castles,  colleges,  or  the 
like,  destined  for  keeping  the  seal,  evidences,  charters,  &c., 
of  such  church,  colleges,  &c.,  Qa.\\i;il  muiiimeiits,i)V  minimenls. 

MUX  N  |( ) NS.  see  M  ullions. 

MUlvAL,  (from  the  Latin  mtirus)  something  belonging  to 
a  wall.  Thus  mural  monument,  arch,  and  columns,  i.  c. 
attached  to  the  wall. 

Mural  Arch,  a  wall,  or  walled  arch,  placed  exactly  in 
the  plane  of  the  meridian,  i.  e.  upon  the  meridian  line,  for 
the  fixing  of  a  large  quadrant,  sextant,  or  other  instrument, 
to  observe  the  meridian  altitudes,  &c.,  of  the  heavenly 
bodies,  'i'ycho  Brahe  was  the  first  who  used  a  mural  arch 
in  his  observations  ;  after  him,  Helvelius,  Flamsteed,  De  la 
Hire.  &c.,  used  the  .'iame  means. 

■  MUSES,  (from  the  Greek  iiovaai)  fabulous  divinities  of 
the  ancient  heathens,  who  were  supposed  to  preside  over  the 
arts  and  sciences. 

The  ancients  admitted  of  nine  Muses,  and  made  them  the 
daughters  of  Jupiter  and  MneiiKJsyne,  or  Memory.  At  first, 
indeed,  their  number  was  but  three  ;  viz.,  Melete,  Mneme, 
and  Aaide  ;  Greek  w>u'ds,  signif\ing  meili/jilion,  memori/, 
and  siiiyhiJi :  hut  a  certain  seulptur  of  Sicyon,  according  to 
Varro,  having  orders  to  make  three  statues  of  the  three 
Muses  for  the  temple  of  Apollo,  and   mistakinor  l«is  instruc- 


tions, made  three  several  statues  of  each  Muse  :  these  how- 
ever, were  found  so  beautiful,  that  they  were  all  set  up  in 
the  temple  ;  and  from  that  time  they  began  ',o  reckon  nine 
Muses  •,  to  whom  Hesiod  afterwird  gave  names  ;  viz. 
Calliope,  Clio,  Erato,  Thalia,  Melpomene,  Terpsichore, 
Euterpe,  Polyhymnia,  and  Urania. 

Each  of  these  was  to  preside  over  her  respective  art ; 
Calliope  over  heroic  poetry  ;  Clio  over  history  ;  Melpomene 
over  tragedy  ;  Thalia  over  comedy  ;  Euterpe  over  wind- 
music  ;  Urania  over  astronomy  ;  Terpsichore  over  the  harp ; 
Erato,  the  lute  ;  Pulyhymnia,  rhetoric. 

They  are  painted  as  young,  handsome,  and  modest  ; 
agreiably  dressed,  and  crowned  with  flow'ers.  Their  usual 
abodes  were  about  mount  llelii'on.  in  Boeotia,  and  mount 
Painassus.  in  Phocis.  Their  business  was  to  celebrate  the 
victories  of  the  gods,  and  to  inspire  and  assist  the  pnets  ; 
and  hence  the  custom  of  invoking  their  aid  at  the  besrinninCT 
ot  a  poem. 

MU-SEUM,  (fi'om  the  Greek  fiovauov)  originally  signified 
a  paliK'e  of  Alexandria,  which  occupied  at  least  a  fourth  part 
of  the  city  ;  and  was  so  called  from  its  being  set  apart  to 
the  Muses  and  the  sciences. 

Here  were  lodged  and  entertained  a  great  number  of 
learned  men,  who  were  divided  into  companies  or  colleges, 
according  to  the  sciences  or  sects  of  which  they  were  pro- 
fessors. And  to  each  house  or  college  was  allotted  a  hand- 
some revenue.  This  establishment  is  attributed  to  Ptolemy 
Philailelphus,  who  fixed  his  liln-ary  in  it. 

Hence  the  word  has  passed  into  a  general  denomination, 
and  is  now  applied  to  any  place  set  apart  as  a  repository 
for  thini;s  that  have  some  immediate  relation  to  the  arts,  or 
to  the  Muses. 

MUTILATED  CORNICE,  one  that  is  broken  or  dis- 
continued. 

Mutilated  Roof,  see  Rook. 

MUTILATION,  (fom  the  Latin  mu/ilatio,  maiming)  the 
retrenching  or  cutting  away  any  part  of  a  regular  body. 
The  word  is  extended  to  statues  and  buildings  where  any  part 
is  wanting,  or  the  projection  of  any  member  discontinued. 

MUTULE,  in  architecture,  a  part  of  the  Doric  cornice, 
appearing  to  support  the  corona  and  the  superior  members, 
formed  by  three  vertical  parallelograms  at  right  angles,  and 
an  inclined  plane  which  descends  towards  the  front  of  the 
cornice,  until  it  meets  the  rectangular  vertical  plane,  the 
inclined  plane  being  the  soffit,  and  the  two  vertical  parallel 
planes  being  at  right  angles  to  the  surface  of  the  frieze,  and 
the  vertical  plane  on  the  front  parallel  thereto. 

Mutules  had  their  origin  from  the  ends  of  rafters  in  the 
original  wooden  structures,  and  are,  therefore,  properly 
represented  with  a  declinati(jn  towards  the  front  of  the 
corona  ;  though  represented  by  an  architect  of  the  last  cen- 
turv  with  a  level  soflit.     See  Doric   Okdrr. 

MYL.\SSENSE  MARMOR,  in  the  works  of  the  ancients, 
a  species  of  marble  dug  near  the  city  of  Myhissense  in  Caria. 
It  was  of  a  black  colour,  but  with  an  admixture  of  purple, 
not  disposed  in  veins,  but  diffu-ed  through  the  whole  mass. 
It  «as  much  used  in  building  among  the  Romans. 

MYN'CHERY,  the  same  as  .\unnert,  which  see. 

MYRON,  a  celebrated  statuary  of  Greece.  He  made 
a  cow  of  brass,  of  admirable  workmanship,  much  lauded  by 
writers  of  that  period 
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NAILS  (from  the  Saxon  nceffl)  in  building,  &c.  small  metal- 
line-s(.iike.s,  serving  to  bind  or  fasten  the  parts  together,  &e. 

The  several  kinds  of  nails  are  very  numerous  ;  as  back- 
nails,  made  with  flat  shanks  to  hold  fast,  and  not  open  the 
wood.  Clajiip-iiai/s,  proper  to  fasten  the  clamps  in  build- 
ings, &.C.  Claap-iiails.  or  brad.i,  whose  heads  being  flatted, 
clasp  and  stick  into  the  wood,  rendering  the  work  smooth, 
so  as  to  admit  a  plane  over  it :  the  most  common  in  building 
are  distinguished  by  the  names  ten-penny,  twent/i-penny, 
tv>o-fihillinp,  &c.  Clench-nails,  used  hy  boat,  barge,  &c. 
builders,  with  boves  or  nuts,  and  often  without  :  for  fine 
work,  they  are  made  with  clasp  heails,  or  with  the  head  beat 
flat  on  two  sides.  Clout-nails,  ordinarily  used  for  nailing  on 
of  clouts  to  axle-trees,  are  flat-headed,  and  iron-work  is 
usually  fixed  with  them.  Deck-nails  are  for  fastening  of 
decks  iu  ships,  doubling  of  shipping,  and  floors  laid  with 
planks.  Dog-nails,  or  jobent-nails,  proper  for  fastening  of 
hinges  to  doors,  &c.  Flat-points  are  of  two  kinds,  viz.  long, 
much  used  in  shipping,  and  proper  where  there  is  occasion 
to  draw  and  hold  fast,  yet  no  necessity  of  clenching  ;  and 
short,  which  are  fortified  with  points,  to  drive  into  oak,  or 
other  hard  wood.  Lead-nails  used  to  nail  lead,  leather,  and 
canvass,  to  hard  wood,  are  the  same  as  clout-nails,  dipped  in 
lead  or  solder.  /"oz-Z-na?'/.?,  commonly  used  for  nailing  hinges 
to  the  pints  of  ships.  Rihhing-nails,  used  to  fasten  the  rib- 
bing, to  keep  the  ribs  of  ships  in  their  place  in  building. 
Rose-nnils  are  drawn  square  in  the  shank,  and  comnionlv  in 
a  round  tool.  Rother-nails,  ehiefiy  used  to  fasten  rother- 
irons  to  ships.  Scupper-nails,  much  used  to  fiisten  leather 
and  canvass  to  wood.  Sharp-miils,  much  used,  especially 
in  the  West  Indies,  with  sharp  points  and  flat  shanks. 
S.'ieatliing-nuil.i,  used  to  fasten  sheathing-hoards  to  ships  : 
the  rule  for  their  length  is,  to  have  them  full  three  times  as 
long  as  the  board  is  thick.  Square-nails,  of  the  same  shape 
as  sharp-nails ;  chiefly  used  for  hard  wood.  Brads,  long 
and  slender,  without  heads,  used  for  thin  deal  work,  to  pre- 
vent splitting.  To  these  may  be  added  tacks  ;  the  smallest 
serving  to  fasten  paper  to  wood  ;  middling,  for  wool-cards 
and  oars  ;  and  larger,  for  upholsterers  and  pumps.  They 
are  distinguished  by  the  names  of  while-tacks,  two-penny, 
three-penni/,  and  four-penni/.  tacks. 

NAIL-HEAD  MOULDI.NG,  a  Norman  moulding,  so 
named  from  its  appearance,  which  is  that  of  a  surface  studded 
with  nails  or  nail  heads. 

N.\KEr)  FLOORING,  the  whole  assemblage,  or  contig- 
nation  of  timber-work,  for  supporting  the  boarding  of  a  floor 
on  which  to  walk.  Naked  flooiing  consists  of  a  row  of 
parallel  joints,  aiWcA  floor  joists. 

When  naked  flooring  consists  of  two  rows  of  joists,  of 
whieli  the  upper  is  supported  by  the  under  row,  all  the 
joists  of  the  upper  row  crossing  every  one  of  the  under  at 
right  angles,  the  supporting  or  lower  row  are  called  hinding- 
jdisls ;  while  the  joints  supported,  or  those  of  the  upper  row, 
are  denominated  bridging-joists.  When  the  ends  of  binding- 
joists  are  framed  into  each  side  of  a  strong  beam,  such  beam 
IS  called  a  girder.  There  are  many  curious  methods  of  join- 
ing limbers  in  short  lengths;  for  which  the  reader  whose 
curio-ity  inclines  to  investigations  of  thi-:  nature,  may  con- 
sult the  subsequent  part  of  this  article,  from  Wallis's  Opera 
Mathematica,  vol.  i.  pmp.  x.  chap,  vi.,  where  he  will  find 
the    demonstrations    relating    to    the    strength   of  limbers, 


according  to  their  dispositions  and  hearings,  and  where 
several  very  ingenious  methods  of  combining  timbers  in  the 
forms  of  sipiares,  oblongs,  equilateral  triangles,  and  penta- 
gons, are  shown  by  that  renowned  au-thor.  Of  this  species 
of  flooring.  Serlio  has  exhibited  a  design.  Godfrey  Richards, 
in  his  Pallddio,  i^xhibits  the  diagrams  of  t\vo  floors  of  this 
description,  executed  in  Somerset  House,  which,  he  says, 
"  was  a  novelty  in  England."  Notwithstanding  the  ingenuity 
of  this  method  of  construction,  it  has  been  long  out  of  use, 
j>robably,  from  the  genera!  introduction  of  foreign  timber, 
which  furnishes  any  lengths  requisite  for  the  purpose  of 
building. 

All  the  joists  in  the  same  floor,  to  which  the  boarding  is 
attached,  should  be  disposed  in  one  direction,  as  the  heading- 
joints  of  one  set  of  boards  should  never  meet  the  edges  of 
another  :  the  strength  of  the  work,  however,  is  by  no  means 
to  be  sacrificed,  by  a  wrong  disposition  of  the  joisting,  in 
order  to  make  the  joints  of  the  boarding  parallel  to  each 
other  ;  symmetry  of  appearance  being  but  a  trifle  compared 
to  the  strength  of  the  work.  Indeed  the  ends  of  the  boards 
may  be  made  to  meet  the  edges  of  others  under  the  bottom 
edge  of  the  door  in  each  apartment,  should  such  a  disposition 
be  necessary. 

In  double  naked  flooring,  when  the  binding-joists  run 
parallel  to  the  chimney  side  of  the  room,  the  joist  nearest  to 
such  side  ought  to  be  placed  at  a  distance  from  the  breast  of 
the  chimney,  e(pial  to  the  breadth  of  the  hearth,  with  an  allow- 
ance for  the  brick  trimmer  by  which  the  hearth  is  supported. 

Floors  are  constructed  by  ditierent  methods,  according  to 
the  bearing  of  the  timber.  When  the  rooms  have  small 
dimensions,  the  floor  generally  consists  of  single  joists;  when 
large,  the  framing  for  the  support  of  the  floor  consists  of  two 
rows  of  beams,  the  lower  supporting  the  higher  :  when  the 
extent  is  so  great,  that  the  lower  rows  of  beams  would  be  too 
much  weakened  to  support  the  upper  rows  and  the  floor  for 
walking  upon,  a  strong  beam,  called  a  girder,  is  introduced, 
so  as  to  divide  the  length  of  the  apartment;  or  two,  three, 
&c.,  are  introduced,  so  as  to  divide  the  length  into  three  or 
four  eqti.al  parts,  as  may  be  required  for  bearing  the  limber. 
The  girders  thus  introduced  should  always  be  i)laoed  in  the 
breadth  or  least  dimension  of  the  rectangle,  or  floor.  The 
lower  row-  of  parallel  beams  are  called  binding-joists,  and 
the  transverse  beams,  which  arc  supported  by  them,  bridg- 
ings or  bridgingjoists.  The  binding-joists  are  framed  into 
the  girder,  or  girders,  and  the  bridgings  are  notched  upon  the 
biiiiling-joists. 

Plate  1.  Figure  1. — .V  section  of  naked  flooring,  without 
binding-joists,  but  with  a  girder,  into  which  tlie  joists  that 
support  the  flooring  are  framed,  and  the  ceiling-joi>ts  into 
deep  joists,  which  also  support  the  boarding.  The  end  of  the 
girder  is  shown  in  No.  1,  as  also  the  sections  of  the  ceiling- 
joists.  No.  2  is  the  transverse  section  (jf  the  floor,  showing 
the  sections  of  the  boarding-joists,  as  also  the  sections  of  the 
strong  joists,  and  the  sides  or  longitudinal  directions  <if  the 
ceiling  joists. 

Figure  2. — A  section  of  a  double  floor.  No.  1,  shows  the 
longitudinal  section  of  the  binding  joists,  a  section  of  the  gir- 
der, and  the  sections  of  the  bridging  and  ceiling-joists.  No.  2, 
shows  the  sections  of  the  binding-joists,  and  the  longitudinal 
directions  of  the  bridging  and  ceiling-joists. 

When  girders  are  extended  beyond  a  certain  length,  thev 
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acquire  a  degree  of  curvature  from  tlieir  weight,  which  in 
time  reduces  them  to  a  concavity  on  the  upper  side,  called 
mijyiny.  To  prevent  this  disagreeable  consequence,  without 
aiiy  intermediate  support  from  the  Hoor  below,  a  strong  truss, 
in  tlie  form  of  a  low  roof,  is  introduced  between  two  equal 
beams,  so  as  to  nuike  the  whole  discharge  the  weight  at  each 
extremity.  To  prevent  the  bad  effects  resulting  from  the 
shrinking  of  the  timber,  the  truss-posts  are  generally  con- 
structed of  iron,  screwed  and  nutted  at  the  ends;  and  to  give 
a  firmer  abutment,  the  braces  are  let  into  a  groove  in  each 
fitch  or  side.  The  abutment  at  each  end  is  also  made  of  iron, 
and  is  either  screwed,  nutted,  and  bolted  through  the  thick- 
ness of  both  iialves,  that  tlie  braces  may  abut  the  whole 
dimensions  of  their  section  ;  or  othersvise  the  two  abutments 
are  made  in  the  form  of  an  inverted  wedge,  where  they  are 
screwed  and  nutted.  These  modes  may  either  be  constructed 
with  one  truss-bolt  in  the  middle,  or  with  two,  dividing  the 
whole  length  into  three  equal  parts:  a  straining-piece  being 
placed  in  the  middle,  shortens  the  braces,  and  elevates  them 
at  a  higher  angle,  so  that  the  truss  may  give  a  more  powerful 
resistance  to  the  supeiincumbent  weight.  The  braces  may 
be  constructed  of  oak,  or  of  cast-iron  ;  the  bolts,  from  their 
uatuje,  must  be  of  wrought-iron. 

As  iron  is  subject  to  contraction  and  expansion,  it  is  less 
eligible  for  the  braces  than  wood,  which  is  almost  invariable 
in  any  degree  of  temperature,  as  to  heat  or  cold  ;  oak  is  there- 
fore geueially  employed  for  this  purpose. 

Fiyure  '6. — A  longitudinal  section  of  a  truss-girder,  con- 
sisting of  two  biaees,  meeting  the  truss-bolt  in  the  middle. 

Figure  4. — A  longitudinal  section  of  a  truss-girder,  divi- 
ded into  three  parts  ;  consisting  of  two  braces,  with  a  strain- 
ing piece  in  the  middle.  No.  1.  A  longitudinal  vertical  sec- 
tion.    No.  2.  The  upper  side. 

When  tiie  bearing  is  very  great,  the  truss  would  require 
to  be  deep,  to  enable  it  to  resist  with  greater  efficacy  :  this 
construction  may  be  as  in  Fiijure  5. 
Figure  0. — Middle  bolt. 

Figure  7. — Abutment,  as  shown  in  Figures  3  and  4. 
Figure  8. —  Washers,  to  prevent  a  partial  sinking  of  the 
nuts. 

'■  To  construct  the  plain  raftering  for  a  floor,  by  joining 
together  rafters  that  otherwise  would  not  extend  across  the 
given  space,  so  that  the  whole  extent  of  the  area  may  be  per- 
fectly level ;  and  to  estimate,  by  calculation,  tlie  pressure  upon 
the  whole,  and  upon,  the  parts  separately. 

"I.  The  construction  of  the  raftering. — Plate  II.  Let 
Figure  1  exhibit  the  square  area,  any  side  of  which  is  about 
quadruple  the  length  of  the  longest  rafter:  the  rafters  are  so 
fitted  into  each  other  as  reciprocally  to  support  themselves. 
The  rafters  that  are  dovetailed  into  the  beams  laid  on  the 
wall,  are  cut  the  whole  depth  of  the  timber,  into  the  tenon  of 
the  dovetail ;  the  moitise  for  this  tenon  is  therefore  in  the 
wall-beam.  The  other  ends  of  these  rafters,  each  of  which 
is  fitted  into  the  wall-beams,  is  formed  into  a  tenon  of  about 
half  the  depth  of  the  rafter;  the  mortise  for  this  tenon  is 
thereti>re,  in  another  rafter,  notched  to  a  correspondent  depth, 
so  that  the  upper  parts  of  both  may  be  flush  with  each  other, 
as  will  also  happen  to  the  Ic^spr  sides.  And  because  the 
tenon  is  but  half  the  depth  of  tilte  wood,  the  rafter  to  which 
it  belongs  is  supported  by  half  the  depth  of  the  rafter  in 
which  is  the  mortise,  every  rafter  carrying  the  one  that  is 
fitted  into  it ;  as  this  is  the  case  throughout  the  whole  extent 
of  the  area,  they  must  necessarily  support  each  other  over 
all  parts  of  the  area :  and  the  parts  towards  the  middle  of 
the  area,  where,  from  the  natural  flcxibiiity  of  the  timber,  the 
only  fear  is  to  be  apprehended,  lest,  by"  the  weight  above, 
the  interior  of  the  floor  should  sink  down,  have  tivs  disadvan- 


tage provided  against,  by  the  excavations  not  extending  pre- 
cisely to  the  middle  of  the  timber,  but  being  a  little  deficient 
towards  the  middle.  For,  as  by  this  method  the  raftering 
will  rise  progressively  with  each  joint  from  the  exterior  to 
the  centre  of  the  area,  any  small  depression  that,  from  the 
weight  above,  might  take  place,  will  not  be  snfticicnt  to 
reduce  it  below  the  fair  level  throughout;  the  curvature  pro- 
duced on  the  whole  will  compensate  the  weight,  and  prevent 
any  hollow  taking  place. 

"  Figure  2,  exhibits  the  side  face  of  one  of  the  longer  tim- 
bers ;  where  the  end  tenons  and  mortises,  at  one-third  and 
two-thirds  of  the  whole  lengths,  are  suflniiently  well  exhi- 
bited :  and  Figure  3,  shows  one  of  the  shorter  timbers  in  that 
view  which  otters  the  end  tenons  and  the  single  mortise. 
The  upper  face  of  all  the  rafters  appears  very  jdainly  from 
Figure  2. 

"  But  since  they  are  disposed  in  so  compact  an  order  in 
this  last-named  Figure,  the  process  maybe  much  more  easily 
understood  from  a  elo-e  investigation  of  the  diagrams  than  it 
can  be  from  any  explanation. 

"It  is  very  obvious,  that  the  four  great  beams  laid  upon 
the  wall  are  the  first  with  which  we  ought  to  begin  ;  for  we 
would  naturally  proceed  from  these  principal  beams  to  the 
secondaries  or  rafters.  Now,  if  we  examine  these  principal 
beams,  we  shall  find,  that  into  each  there  are  dovetailed  five 
rafters  or  secondaries,  and  these  have  their  other  ends  sup- 
ported bv  other  rafters  parallel  to  the  wall-beams  ;  and  those 
which  carry  the  jafters  dovetailed  into  the  wall-beams,  are 
themselves  supported  by  others  in  a  transverse  direction  ;  and 
so  on,  till  they  arrive  at  the  opposite  wall. 

"For  cx;imple,  the  rafter  <i  s  has  one  end  dovetailed  into 
the  wall-beam,  but  the  other  end  is  supported  by  the  rafter 
<£■  z ;  this  last  rafter,  <£•  z,  has  one  end  dovetailed  into  another 
wall-beam,  but  the  other  end,  z,  is  supported  by  the  rafter 
p  Q :  and  the  rafter  u  y  has  one  end  dovetailed  into  the  wall- 
beam,  but  the  other  end,  Y,  is  carried  by  p  q  in  the  same  man- 
ner as  <£•  z :  p  Q  is  supported  at  p  by  i  k,  and  at  q  by  r  s  :  but 
I  K  and  R  s  do  also  support  the  rafter  o  n,  which  in  its  turn 
supports  the  ends  F,  M,  of  the  rafters  F  E.  M  L ;  H  M  L  sup- 
ports R  X  and  v  w  ;  then  we  have  determined  the  support  of 
R,  one  end  of  the  rafter  s  r;  and  v  w  supporting  v,  the  end 
of  the  rafter  v  u,  we  come  to  v  n  supporting  n  g  and  i  k  : 
but  the  end,  u,  of  the  rafter  v  u,  is  supported  by  Y  u;  y  is 
supported  by  p  q,  and  p  Q  supports  also  t£-  z,  and  is  itself  sup- 
ported by  s  R  :  but  s  r  is  supported  by  r  x  and  s  it-:  and  thus 
we  trace  round  the  exterior  framing,  and  discover  the  aid 
which  these  rafters  reciprocally  lend  each  other,  to  render  the 
whole  secure  and  compact.  For  if  we  follow  the  concate- 
nation, we  shall  discover,  from  the  slightest  inspection  of  the 
diagram,  the  principle  upon  which,  in  regular  succession,  the 
parts  conduce  to  give  strength  to  the  whole.  In  the  same 
manner,  when  we  begin  to  trace,  from  the  centre  of  the  fra- 
ming, every  rafter,  a  b  and  c  d  are  supported  by  a  b  and  e  f  ; 
and  also  from  these  we  trace  i,  m,  g  n.  and  n  o,  reci[irocally 
supported  and  giving  their  support ;  and  f)ilowingth('  others 
that  are  connected  with  those  now  named,  we  go  on  till  we 
arrive  at  those  which  teruiinate,  and  are  supported  by  the 
principal  beam»  i>n  the  wall;  as  clearly  appears  from  the 
plan. 

"This  method  enables  us  to  construct  a  floor  scantling  of 
this  description  with  many,  or  even  with  fvw  rafters ;  hut 
in  any  other  method,  as  in  the  case  of  an  oblong  differing 
but  little  from  a  square,  we  shall  have  to  employ  the  follow- 
ing conditions : 

"  For  exampU',  in  this  same  case  the  whole  wall  can  be 
laid  out,  so  that  the  rafters  r  s,  u  v,  and  d:  s  brace,  and  are 
themselves  braced ;  or,  where  the  rafters  cfc  z,  m  l,  and  p  q, 
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are  braceil  by  others,  or  themselves  are  bracers;  wheiico  the 
area  is  cxIeiRleJ  less  widely,  as  by  the  paucity  of  the  rafters 
it  extends  from  wall  to  wall  by  the  rafters  s  d;  Q  p,  u  v,  L  M, 
R  s,  and  z  <£■ ;  but  so  long  as  there  is  (■ccasion  for  only  four 
rafters,  the  constnietioii  may  bo  similar  to  Fiyure  4,  or  even 
of  only  three,  as  in  Figure  5,  which  is  the  most  simple  form 
of  any. 

"But  even  if  there  were  occasion  {Figiire  1)  the  rafters 
X  R.  w  V,  (and  the  remaining  shorter  ones  that  terminate  in 
the  wall)  might  be  piodnced  to  an  equal  length  with  the 
others,  and  would  support  the  corresponding  rafters  parallel 
i<j  the  principal  beams,  in  which  are  fixed  x  R,  v  w,  and  v  0 ; 
and  thus  the  ends  of  these,  continued,  would  either  be  sup- 
ported by  the  beams  lying  upon  the  wall,  or  even  by  others, 
as  far  as  the  area  is  extended,  parallel  to  M  L  and  p  (j  ;  and 
so  on,  to  any  distance  that  the  work  nuiy  require.  For  in 
the  continued  area,  the  number  of  the  rafters  being  augmented, 
the  weight  may  be  increased  to  as  much  as  the  walls  are  able 
to  sustain  ;  for  rafters  may  be  found  that  will  not  give  way, 
nor  break  under  any  weight  the  walls  will  carry. 

"  But  although  we  ai'e  able  to  proceed  safely  in  this  regular 
proportion,  it  is  from  calculation  that  we  must  discover  the 
weight  which  such  a  piece  of  fiaming  will  bear.  For  if  it 
appears,  from  the  quantity  of  weight  laid  on,  that  the  rafters 
will  everywhere  bear  it,  then  as  much  of  the  weight  as  any 
situation,  or  place  of  the  area,  has  laid  upon  it,  being  in  like 
proportion  also  laid  on  another,  it  becomes  regularly  and 
liiirly  distributed  over  the  whole  ;  and  hence  is  the  best  judg- 
ment formed  of  what  may  safely  be  done.  The  calculation 
when  the  number  of  timi)ers  is  few,  is  pretty  easy  ;  but  more 
laborious  where  there  are  many. 

"  But  I  shall  show  by  w  hat  method  this  may  be  efl'ected  ; 
each  rafter  of  the  continued  framing,  joined  to  its  fellow,  is 
subjected  to  this  calculation  ;  perp)lexed  in  a  manner,  it  is 
true,  from  their  number,  liut  producing  the  result  nuich  more 
rapidly  where  there  are  few  rafters. 

"  Calculation  accommodated  to  the  raftering  now  ex- 
plained. 

"That  the  calculation  delivered  in  the  following  synopsis 
may  be  more  clearly  understood,  it  is  to  be  observed,  as  is 
indeed  sufficiently  indicated  to  the  eye,  that  some  of  the 
rafters  are  longer  than  others;  and  that  the  longer  are  about 
one  and  a  half  of  the  shorter  ones.  On  this  account  we  shall 
designate  the  weight  of  each  of  the  longer  rafters  by  t;  and 
thai  of  each  cjf  the  shorter  by  |-  t. 

"But  the  weight  upon  every  one  of  the  joints  of  the 
rafters,  will  be  indicated  by  the  letter  written  on  that  joint 
in  the  diagram. 

"Let  it  be  moreover  observed,  since  it  may  tend  to  eluci- 
date our  sul))ect,  that  there  are  always  four  points  which,  on 
account  of  their  similarity  of  situation  in  regard  to  the  whole 
framing,  etpially  determine  the  weight  laid  on  them  :  these 
we  shall  always  designate  by  the  same  marks,  lest  the  num- 
ber of  the  symbols  should  increase,  and  the  calculation  be 
thereby  perplexed.  Ilenee  we  shall  have  li)ur  a's.  similarly 
situated  and  equally  loaded,  the  same  number  of  b's,  and  so 
on  with  the  others.  Whence  it  will  be,  for  e.xuniple  (to 
No.  2,  or  the  following  equation)  b  =  ^t  +  |^c  +  y  a  ;  in 
the  same  way,  also,  if  the  point,  b,  of  the  rafter,  a  n,  thus 
subjected,  be  said  to  sustain  as  much  weight  as  is  laid  upon 
it ;  besides  that  firmness  which  is  necessivry  to  prevent  the 
wood  giving  way  from  the  weight  it  carries,  as  this  equation 
does  not  involve  it;  so  much  then  is  i  t  (one  half  of  the 
weight  1)  ing  on  a  b,  one  of  the  longer  rafters)  ;  then  ^  c 
(two-thirds  of  the  weight  of  the  same  A  B,  situated  on  the 
point  c;  seeing  that  in  c,  a,  it  is  understood  to  be  cut  in 
three  dillerent  ways,  by  the  points);  then  ^a  (one-third  of 


the  weight  of  the  same  rafter  a  b  is  placed  in  a.)     Whence 

also  there  will  be  (to  No.  21.)  w  =  i  r  -f-  ^  v :  hei-e  we 
discover  that  in  the  point  w  of  the  laftcr  i.  .m.  the  weight 
placed  upon  it  is  as  nmch  as  is  i  t  (one-half  of  the  weight  of 
the  short  rafter,  which  is  also  a  third  of  the  longer  one)  ; 
then  ^  v  (one-half  of  the  weight,  which  is  placed  over  the 
middle  point,  v,  of  the  rafter  so  lying  upon  this  one) ;  which, 
by  similarity,  enables  us  to  obtain  2.")  in  the  first  equations. 

"'J'he  equation  20.  and  those  which  follow,  are  derived 
from  the  preceding,  w  hich  we  have  cited  by  numbers  written 
for  those  equations ;  whence  the  manner  of  the  whole  process 
may  be  more  clearly  deduced.  These  partly  serve  for 
abbreviating  fractions,  as  often  as  the  numerators  and 
denominators  may  be  divided  by  the  same  common  measure  : 
but  their  most  es.scntial  use  is.  to  reduce  and  explain  the 
preceding  equations,  by  substituting  the  value  of  every  indi- 
vidual symbol,  and  explaining  it  by  other  marks,  on  which 
account,  as  of\en  as  any  synibols  are  expunged,  the  number 
of  those  which  •remain  is  sensibly  lessened,  till  at  last  some 
one  of  the  symbols  unknown  from  the  beginning,  is  expressed 
by  the  known  quantity  t,  the  weight  of  the  longer  rafters, 
considered  simply  by  itself;  and  then,  by  examining  every 
step  of  the  preceding  equations,  the  values  of  the  remaining 
symbols  are  also  found  first  of  the  unknown  weights. 

"For  example,  when  there  is  (No.  1.)  a  =  ^t  -f-  ^  a  +  ^  c 
(on  account  of  a  lieing  found  on  both  sides  of  the  equation) 
it  is  manifest,  that  on  taking  aw-ay  f  a  on  both  sides,  there 
will  remain  iA  =  lT  + Jc;  that  is  (by  multiplying  both 
sides  by  3)  a=|t  +  c;  and  thus  we  have  (No.  26.)  this 
equation,  as  derived  from  the  first  equation  (No.  1.)  and 
which  we  have  cited. 

"By  similarity,  since  it  may  be  (No.  2.)  B  =  ^T-f  j^'^ 
-|-  1 A  ;  and  (by  No.  26)  it  tnay  be  A=f  t  +  c  ;  and  so  |^  a 
=  |t  +  Ic;  B  will  bo  (=^T  +  Jc  -f  ^A=-iT  +  §c  + 
^  T  -+-  ■J-c)  =  T-|-  c.  Whence  we  have  this  equation  (b  = 
T  +  c)  No.  27,  as  derived  from  No.  2  and  20.  And  in  like 
manner  for  the  others. 

"  But,  at  no  time,  as  we  have  said,  is  there  more  than  the 
abbreviation  of  the  fraction,  as  a  reduction  to  less  results  bv 
a  common  divisor.      As  when  (No.  64)  we  have 

0912  T  +  672  G  -f  552  i  +  27<)0         ,     ,         ,,    . 

n  = ■ ;  and    then   all   the 

2907  =  3  X  909 

members  can  be  divided  by  3 ;  wehave  No.  65  (asdeiived  from 

2304  T  -f  224  G  X  184  i  +  930 


909 


No.  64)  the  equation  n 

and  so  for  others. 

"  But  as  all  these  reductions  and  abbreviations  of  the 
equations  are  deduced  singly,  as  we  have  deduced  these  few, 
we  shall  here  briefly  exjiress  them  all  in  a  contimied  synopsis  ; 
indicating  those  antecedent  equations  upon  which  the  other 
depend. 

"  Synopsis  of  this  Calculation. — Figure  1. 
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No. 

12.  M  : 

13.  N  : 

14.  O  : 

15.  P  = 
10.   Q  : 

17.  R   : 

18.  S   : 

19.  V: 

20.  0: 

21.  W: 

22.  X: 

23.  T: 

24.  z  = 

25.  &: 

26.  A  = 

27.  B  = 

28.  C: 

29.  E  = 

30.  F  = 

31.  w  = 

32.  X  = 

33.  T  = 

34.  &. 

35.  z  = 

36.  L  = 

37.  M  : 

38.  B; 

39.  Q-- 

40.  Q  = 

41.  N  = 

42.  o  = 

43.  o  : 

44.  G-. 

45.  g: 

46.  H; 

47.  H 

48.  I    : 


:iT  +  tx+iw. 
:  I  T  +  J  F  +  J  M. 

It  +  Iy+Iz. 

:iT  +  |z+^r. 

iT  +  lQ+lo. 

i  T  +  I  n  +  J  K. 
:  i  T  +  J  K  +  i  H. 
:   1  T  +  ^  V. 
:  A  T  +  i  R. 
:  i  T  +  i  U. 

5  T  +  I  S. 

f  T  +  c,  by  No.  1. 
;     T  +  c,  by  2,  26. 
fT  +  |G  +  ii,by27,3. 


15t  +  5g  +  4i 

"9 

12t  +  4g  +  5i 


,  by  5,  28,  4. 


,  by  6,  4,  28. 


7T  +  4n  +  2k 

i2~ 

7t  4-4o_+  2q 

''  i  2~ 

7t  +  2h  +4k 
'  12~ 

7t  +  2o  +  4q 

'  i2~ 

7j_t+_o  +  2q 

12 

39  T  +  8h  +  4k  +  4o  +  2q 

'  36 

39  T  +  4  H  +  2k  +  8o  +4. 

'  36 

39^t  +  4h  +  8k  +  o  +  2q  ^^ 

36  .    .7       .      . 

20-  +  «  +  2K  +  o+l3,byl6,33,35. 


,  by  21,  19. 
,  by  22,  17. 
,  by  23,  20. 
,  by  25,  18. 
;  by  24,  34. 


,byll,31,32. 
\  by  12,  31,  32. 


18 

20T  +  n  +  2K+o 

16 


,  by  39. 


94iT+16G+2H  +  20i+K+4o+2Q 


54 

45  T+4  G+2  H  +  5i  +  K+4o+2  q 
■  27 

45  T  +  4  G  +  2h  +  5i  +  K  +  2  Q 
'  "23 

213t+40g+8h+32i+4k+4o+2q 


,  by  13,30,37. 


,  by  14,  30,  37. 


,  by  42. 


108 
213t  +  8h  +  32i  +  4k  +  4o4-2q 

68 

48T  +  G  +  4n  +  4i  +  2K  +  2o  +  ( 


,  by  7,29, 36. 


27 

48  T  +  5  G  +  4  i  +  2k  +  2o  +  q 

~23 

65BJt+64g+20h+80i+28k4-19o+14q 
324 


';  by  44. 
Uy8,29,36. 


,  by  46. 


,by9,38,41. 


No. 

49.  I    : 

50.  K  = 

51.  K  = 

52.  G  : 

53.  H: 

54.  H: 
55.1    : 

56.  K: 

57.  K: 
58.0: 
59.0: 

60.  O: 

61.  G: 

62.  G: 

63.  H: 

64.  H: 

65.  H: 
66.1  : 
67.1  : 
68.1    : 

69.  O: 

70.  o  . 

71.  O: 

72.  G: 

73.  G 

74.  G 

75.  H 


658|jr  +  64g  +  20h  +  28k4-19o+14q 

244  ' 

294t  +  16g+14h+20ix2.5k+7o+8(} 


by  48. 


162 


',byl0,38,41. 


294t  +  16g  +  14h  +  20i  +  7o  +  8q 


137 


■,  by  50. 


1724T  +  65H  +  256i  +  34k  +  33o 

■  8  X  68  =  544 

788  T  +  80  G  +  H  +  64r  +  34  K  +  33  o 

16  X  23  =  368 
788t+80g  + 64i  + 34k  +  33o  ^     ^„ 

■ 367 ■  ""^  ^^■ 

5408t+512g4-167h+238k+159o 


,  by  45,  40. 
',  by  47,  40. 


244  X  8  =  1952 
608  T4-32  G+29  h+  40  i  +  2k+15o 

r37  X  2  =  274 
608  T  +  32  G  +  29  H  +  40  I  +  15  o 


,  by  49,  40. 
,  by  51,  40. 


272  =  8  X  34 
380t  +  32o  +  17h  +  40i+  10k +  o 


23  X  S  =  184 
380  T  +  32  G  +  17  H  +  40  I  +  10  K 

l83 
14400  T+32  G+549  h+2088  1+279  o 


,  by  56. 

•,  by  43,  40. 


■,  by  58. 


544  X  8  =  4352 
14400  T  +  549  H  +  2088  i  +  279  o 


',  by  52,  57. 


-,  by  60. 


4320"^  9  X  480 
1600  T  +  61  H  +  2321+31  o 
■  480 

6912  T  +  672  o  +  29  H  +  5.52  i+279  o 


•,  by  61. 


367  X  8  =  2936 
6912  T  +  672  G  +  552  I  +  279  o 


',  by  54,  57. 


,  by  63. 


•,  by  64. 


2907  =  3  X  969 

2304  T  +224  G  +  184  I  +  93  o 
'  969 

47520T+4320o+15.39H+2S0r+1377o 
'        1952  X  8  =  15616 

47520  T  +  4.320  o  +  1539  n  =  1377  o 
'       15336  =  27  X  568 

1760  T  +  160  a  +  57  H  +  51  o 


by  55,  57. 

by  66. 


568 


•,  by  67. 


54720  t+4512g+2457h  +  5640i+75o 

183  X  136  =  24888 
54720  T  +  4512  o  +  2457  h  +  5640  i 


24813  =  3  X  8271 
18240  T  +  1.504G  +  819H+  1880  i 

8271  =  3  X  2757 
1 3799040T + 46624G + 529920h  + 1 977 1 52i 


■,  by  59,  57. 

by  69. 


■,  by  70. 


480  X  8271  =  3970080 
13799040  T  +  529920  h  +  19771 52  i 
•     3923456  =  64  X  61304 
215610  T  +  8280  h  +  30893  i  ^ 

■  61304         '  ^   '   '    . 
6917568t+664192g+2.5.389h  + 5655681 

■  969  X  2757  ^  2671533 


.,by,62,71 


■,  by  72. 


by65,71. 
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No. 
76.  H 


_  6917568  T  +  664192  g  +  565568  i 


■,  by  75. 


77.  H 

78.  I 

79.  I 

80.  I  = 

81.  G  = 

82.0  = 

83.  G  = 

84.  1  = 

85.  I  = 

86.  I  = 

87.  I  = 

88.  1  = 

89.1  = 

90.  G  = 

91.  c  = 

92.  D  =3= 

93.  B  = 

94.  A  = 

95.  E  = 

96.  F  = 

97.  u  = 
98.0  = 
99.  K  = 

100.  V  = 

101.  u  = 

102.  w  = 


2646144  =  64  X  41346 

108087  T  +  10378  o  +  88.37  i  , 

^4134li '  ^y  '^• 

15487200t+1400064g+5  1.321 6.I+9.5880I  , 
^:j^-3-sn=T tttt:^:::^::- ■  by  68, 1 1 


568  X  8271  =4697928" 
_  1 5487200  T+  1400064  G  +  513216  h 


,  by  78. 


4602048  =  96  x  47938 
161325  T  +  14584  G  +  5346  ri 

'-  47938 '  ^y   '^• 

_  980957 1 420t + 85929840g  + 1 350472338i 
61304  X  41346  =  2534675181 
9800571420  t  +  1350472338  i 

'  2448740344=  162X91 9 X  16448'  '^^  ®^' 

65890  T+ 9071  i  , 
■ 16448— '^y«^- 

7247976552T  f  6584708.52g-(-47242602i 
4T938  X  41346  =  1982044548 

7247976552  t  +  658470852  o 

1934801946=18X919X116963'  ^^  ^*' 
4381.56  T  + 39806  G  , 

rT6963 — '  ^y  ®5- 

98-29607228  t  +  361080226  i 

1 16963  X  16448^923807424'  ^^  ®*''  ®^" 

9829607228 t 
1562727198  =  4594x340167'  ^^  ^'^' 
2139662 
340167 
2542309 


',by74,77. 


by  80, 77. 


340167 


■  T.  by  88. 

■  T.  by  83,  89. 


2578443^   ,  „  o„  ^ 

-35or6r  '■  ^>-  ^' «»'  «<>• 

^^^Q^^^  T  by  4  89  90 
340167    y    '   •  "• 

2930522 


340167 

2772350 

340167 


T.  by  5,  92,  93. 
T.  by  6,  92,  93. 


1895418tt 

1690314^- 
340167  ^-  ^y  ^^'  ®^'  ^^'  »^'  ^8. 

2056730 

340167 

1958564 


340167 
1141704 


340167 


-  T.  by  19, 97,  99. 
T.  by  20,  97,  99. 
T.  by  21, 100. 


No. 

103.  T 

104.  Q  : 

105.  R  : 

106.  S  : 

107.  X  : 

108.  &: 

109.  Z  : 

110.  L  = 
lll.Mz 

112.  N  = 

113.  P  ; 


1092671 


340167 
879012^ 
'  340167 
172(5700 
~3T(7r67 
1387898 

340167 
970739 
340167 
807338 


340167 
517058 
'  340167 
1256832^ 

340167 
1201827^ 

340167 
2418926 

340167 
1070883^ 

340167 


T.  by  23, 101. 
T.  by  40,  97,  98,  99. 
T.  by  17,  98,  104. 
T.  by  18,  98,  104. 
T.  by  22,  105. 
T.  by  25,  106. 
T.  by  24,  108. 
T.  by  11,  102,107. 
T.  by  12, 102,  107. 
T.  by  13,  96,  111. 
T.  by  15,  103,  109. 


"  Or  thus,  in  Alphabetical  Order. 


A  =9 


27191 
340167 


„  1972744 
B  =  8  „ ^^   T. 


c  =  7 


E=  8 


F  =8 


340167 
107274^ 
340167 
^  62925i 
340167 
209186 
340167  ' 
51014 


G  =  7 


n  =  5 


I  =  6 


340167 
]61.-)40 
340167 
2839771 
340107 
98660 

34oT(rr 


p  =3 


,  194.583i 

5 —  ' 

340167 

50382^ 


Q  =  2 


R  =  5 


s  =  4 


,  3296461 

K  =  4 T. 

340167 
„  236331  J 
"==^340T6r^- 
„  1813264 

M  =  3 T. 

340167 
„  37757 

''  =  ^340167    '■• 


w=3 


X  =  2 


z  =  1 


&  =  2 


340167 
198678^ 
340167 
2.5865 
340167" 

27230 

340167 

,    1.5728 

'340167" 

257729 

'340167" 

1212.53 

340167 

296405 

340167 

72170 

340167 

176891 

340167" 

127004 


T. 


T. 


T. 


340167 


"  All  this  woight  lying  on  the  building,  or  wall,  is  not 
necessarily  distiiiguishod  by  a  distinct  calculation  ;  because 
those  evidently  correspond  with  others  which  arc  situated  in 
the  ends  of  their  respective  rafters.     For  example,  when  the 
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rafter  x  r  does  not  rest  exactly  upon  its  middle,  the  fulcrum, 
whotluT  it  sustains  one-half  the  weight  of  the  rafter  at  x, 
and  the  other  on  the  wall,  then  also  the  half  of  the  burden  is 
plaeed  at  R. 

'■  It  is  olivious,  from  this  calculation,  that  the  joinings  about 
A,  toward  the  niiddle  of  the  framinsr,  press  most  of  all.  Since 
the  particular  weight  of  these  is  about  nine  of  the  longer 
rafters  (but  of  the  others,  less  by  a  ninth  part  of  the  wood) 
to  each  of  whieh  tliere  will  be  added,  half  the  weight  of  the 
rafter  tor  firmness  deducted,  lest  by  its  own  weight  it  should 
break,  and  moreover  one-half  of  the  weight  of  the  joint  c 
lying  upon  it,  being  about  four  of  the  rafters.  And  so, 
by  computing  the  whole,  the  strength  requisite,  lest  a  raf- 
ter should  give  way,  will  equal  more  than  thirteen  times 
the   weight  of   the    rafters,   and   be    about  fourteen    times 


9 


27101 
3401  (57 


+  4 


394549 

1300608 


=  13 


503313 
13600(58 


13 


167771 
453556 ' 


the 


computation  in  weight  of  each  rafter. 

"No  doubt  Ciin  now  remain  that  the  rafters,  even  the 
longest,  can  be  made  of  such  firmness  as  shall  enable  them  to 
sustain  any  weight  that  may  be  placed  upon  them  individually 
to  fourteen  times  the  weight  of  the  whole  ;  neither  can  it  be 
doubled,  that  raftering  of  this  description  is  the  safest  that 
can  possibly  be  applied  to  purposes  where  great  weights  are 
to  1)C  carried. 

"  Another  form  of  this  construction.  Figure  6  exhibits 
another  form,  differing  from  the  preceding  in  this,  that  where 
the  ends  of  two  of  the  rafters  lie  upon  a  third,  they  are 
jointed  by  two  distinct  dovetails;  into  these  a  third  rafter  is 
notched,  and  all  are  so  placed  as  to  be  supported  by  those 
parts  :  hence,  to  the  middle  part  of  each  rafter  are  fastened 
two  others,  but  to  opposite  parts. 

"  Fignret  exhibits  the  lateral  face :  the  upper  face  is  suffi- 
ciently obvious  from  Figure  6.  All  these  rafters  are  of  an 
equal  length,  and  similar  among  themselves. 

"  But  here,  as  in  the  preceding  construction,  the  work  may 
be  more  or  less  extended,  and  the  condition  of  the  timber 
will  be  equally  determined  both  as  to  the  aid  it  gives  and  the 
weight  it  will  carry.  For,  as  in  the  protracted  area,  the  num- 
ber of  the  beams  is  augmented,  so  is  also  the  weight.  But 
this  construction  is  attended  with  a  disadvantage  from  both 
the  beams'  weiglit  lying  upon  one,  which  having  to  endure 
the  burden  on  an  individual  part  of  the  beam,  it  is  more  stre- 
nuously pressed  ;  that  is,  it  has  to  sustain  the  entire  weight 
of  two  ends,  one  entire  beam  ;  for,  in  this  construction,  equal 
to  that  of  the  half,  which  in  the  preceding  was  nut  borne,  is 
here  to  be  supported  at  one  and  the  same  point ;  on  this 
account,  also,  the  wood  at  that  mortise  is  very  much  weak- 
ened, by  being  cut  away  to  enable  it  to  support  the  two 
beams,  which  rest  their  tenons  in  one  place.  This  in  some 
measure  seems  to  be  compensated  by  the  resting  timbers  being 
placed  towards  opposite  parts,  which  in  the  preceding  con- 
struction lay  towards  the  same  parts  ;  although,  in  this  also 
it  is  not  bf  much  consequence,  especially  if  the  ends  of  the 
beams,  resting  on  the  others,  are  not  extended  toward  the 
centre,  but  kept  pretty  close  to  the  outer  part  of  the  framing, 
which  is  easily  done  by  the  judicious  management  of  the 
architect. 

"  But  this  inconvenience  forms  no  substantial  objection  to 
the  plan,  since  the  rafters  are  sufficiently  strong  and  well 
joined  to  support  any  proportionate  weight,  as  will  be  obvious 
from  the  subjoined  investigation  of  their  strength. 

"  In  looking  at  what   is   before  us,  the  former  of  these 

figures  seems  the  stronger,  because  the  timbers  are  so  disposed 

that  the  workmanship  is  more  obvious  to  the  eye  ;  while  in 

the  latter  it  is  scarcely  distinguishable,  and  the  intervals  are 
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so  varied  as  to  give  the  work  a  distorted  appearance:  yet  in 
both  they  are  squares  ;  and  in  the  latter  the  spaces  beyond 
the  half-rafter  from  the  wall-beams  are  also  resolved  into  the 
same  figure. 

"  The  calculation  in  this  construction,  will  result  from 
the  same  principles  as  in  the  preceding  ;  but  here  it  will 
be  much  more  expeditious,  because,  as  all  the  timbers  are 
of  the  same  length,  and  they  support  the  weight  of  the  cor- 
responding timbers  about  the  centre,  they  are  almost  all 
pressed  by  an  equality  of  weight  about  the  same  part:  all 
which  conduce  to  render  the  results  more  readily  to  be 
obtained. 

■"  Calculation  adapted  to  this  construction. 

"  With  respect  to  the  facility  of  this  calculation,  it  may  be 
observed,  that  the  points  (whether  five  or  four)  which  are 
similarly  posited  in  respect  of  the  scheme,  and  on  that 
account  support  an  equality  of  weight,  are  designated  by  the 
same  symbol  that  was  adopted  in  the  preceding  problem. 
But,  here,  on  account  of  the  individual  pieces  of  wood  sup- 
porting the  same  weight,  and  that  too  about  the  same  part, 
the  two  ends  of  each  rafter  have  to  support  the  same  weight  ; 
these  ends  we  shall  therefore  express  by  the  same  symbols, 
the  equal  weight  being  denoted  by  a  similar  sign.  Other 
methods  of  proof  might  be  mentioned,  but  the  foregoing 
will  be  sufficient  for  our  purpose. 


1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 
10. 
11. 
12. 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 
25. 
26. 

27. 

28. 
29. 

30. 
31. 

32. 

33. 

34. 


"  SYNOPSIS  OF  TFIIS  CALCULATION. 
A    =   a   =   4T-|-B. 


+   i  K   +  I  F. 


^i- 


M. 


B   =   i3   =   :JT 
C    =  I  T   -f  A. 

F    =^T   +   ^C+^G. 
=  y  =  ^  T  +  E. 
^^T-f^ffi   +   ^D. 

"    T   -f    1    «. 

T-f  lA 
=:;7r  =  ^T+^t. 
=  I  T  -f  -»  y. 

=:  T  -t-  B,  by  3,  1. 

=  T  +  ^«,  by4,  11. 

=  f  T  +  i  B  -f  i  E,  by  6,  7,  17. 

=  f  T  -f  i  B  +  i  K,  by  8,  1,  18. 

=  fT-f  it,  by  12,  14. 

=  T  -f  iK  +  ip,  by  13,  11,  12. 

=  f  T  +  i  K  +  i  f,  by  22,  14. 

=  f  T  -f  i  E,  by  15,  7. 

=  f  T  +  i  E  -f  i  f,  by  16,  14,  24. 

=  f  T  -f  i  B  +  i  E  +  +  K,  by  2,  19. 

^^+^l±i^,by26. 


B   = 


E 


f  f  T  +  ;^  E  +  i  I  +  i  K,  by  5,  25,  27. 
87  T  -f  6  1  -f-  16  K 
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-,  by  28. 


2  T  +  1  E  +  tS  K,  by  20,  27. 

iJ  T  -f  i  e  -f  tV  I  +  ^  «,  by  9,  23. 

17T  +  8.+^  by  31. 

15  •' 

IJT-f  jVE  +  iVo^^by  10,80,  32. 

248  T  +  42_E 
■■  ^1^ .  by  33. 


N  AK 
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NAU 


35.  I    =  - 


36.  E  = 

37.  E  = 

38.  E 

39.  G 

40.  Q 

41.  K 

42.  L 

43.  D 

44.  B 

45.  A 
4().  c 

47.  F 

48.  H 

49.  I 

50.  p 

51.  M 

52.  N 

53.  R 


3fil  T  +  140  R 
3'xT7  =  231 
1 1389  T  +  9.^>2  E 


,  by  32,  34. 
,  by  29,  34,  35. 


34  X  77  =  2(518 
1(527  T  +  13(5  E 

3r>ru-^374'  ^>'  ^^■ 

:  w/  f .  by  37. 
:  Ly/  T,  by  7,  38. 

Ill  T,  by  15,  39. 

VW*  T.  by  34,  38. 

:|4|T,  by  11,41. 
^^V  T,  by  4,  42. 
V/f"  T,  by  27,  38,  41. 
VsV  -^  by  1,  44. 
VaV  T,  by  3,  45. 
VtsV  t,  by  6,  39,  46. 
yj-/  T,  l)y  8,  43,  45. 
VW  T.  by  32,  38,  41. 
|§|  T,  by  14.  49. 
Ui  T,  by  12,  50. 
^fLT,  by  13,42,  51. 
Wi*  T,  by  16,  40,  50. 


Tliat  is,  in  Alphabetical  Order. 


A   =   8  2H  T. 


B  =  8  5V« 


T. 


^  —    "    238    '''• 

D  =   4  ^^  T. 

E  =    6  ^f  I  T. 

^  _    O    ZOR.   _ 

G  =  ■'■  /sV  T. 

H  =   7   A%  T. 


I 
K 
L 
M 


6  2^5  T 
"23  8  '■ 
o  2  3  2 
•^  238 
O     42 

/*     0  10 


„    «J     1  37 


P 

Q   =   4 

R 


T. 

238    '■ 
T. 

T. 

T. 

T. 


''238 


-■LP- 
23  8 


4    .15  JL 
^23  8 


It  appears  from  this  calculation  that  the  greatest  of  the 
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separate  weights  will  be  a  =  8  -—  t.     When  therefore  upon 

this  point  (c  c  in  the  mi<Mle  of  tlie  wood)  there  lie  two  a's 
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(on  both  sides)  it  is  7  ——  t;  and  so  on,  in  lil<c  manner,  lest 
2o0 

any  rafter  give  way  by  iis  own  wciiilit.  Whence  onc-lialf 
the  weight  of  the  timber  is  determined.  The  strcngtii 
reqnis^ite  there,  is  the  same,  lest  that  beam  give  way, 
wiiich    is    ei|Uiil    to    the    weiglit    of    the    respective    beams 
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^258  +  «23T  +  2  =  ''23S  =  '^-4-  ^"^  "'''':'  '''' 
weight  is  not  so  great  as  to  occasion  any  apprehension  for 
the  strength  of  the  timber  ;  for  even  if  the  timbers  be  pretty 
long,  they  are  suffirient  to  bear  any  weight  that  may  be  laid 
upon  them,  to  eighteen  or  even  to  nineteen  times  their  own 
weight. 

"Mere  the  weitjht  is  indeed  heaviir  than  in  the  preceding 
case  ;  for  there,  tlie  pressure  amounted  only  to  fourteen  times 
the  weight  of  the  timber. 

"  In  tlic  mean  time,  the  conditions  of  this  construetion 
dispense  with  a  multiplieily  of  rafters,  as  the  length  of  the 
area  wiihin  the  walls  extends  to  twelve  times  the  leni.'th  of 
the  whole,  the  length  and  breadth  of  the  rafters  remaining. 
For  in  this  case  the  rafters  being  joined  are  eqial  to  49,  but 
in  the  other  the  longer  are  40  and  the  shorter  20." 

Nakeu  of  a  Colltmn,  ok  Pilaster,  the  surface  of  the 
shaft  or  trunk,  when  the  mouldings  are  supposed  to  project. 


Thus  we  say,  a  pilaster  ought  to  exeeed  the  naked  of  the 
wall  by  so  many  inches,  and  that  the  liili;iges  of  capital 
ought  to  answer  to  the  naked  of  the  columns. 

Naked  of  a  Wall,  ihe  remote  fice  whence  the  projeetures 
take  their  rise.  It  is  generally  a  plane  surface,  and  when  the 
plan  is  circular,  the  naked  is  the  suiface  of  a  cylinder,  with 
its  axis  perpendicular  to  the  horizon. 

N.\()S  or  Nave  (fiom  the  Greek  Taof,  a  temple)  the 
chamber  or  emlostd  apaitnient  of  a  tenijile.  The  part  of 
the  temple  which  stood  bef  ire  thenao.s,  comprrhended  between 
the  wall  and  the  columns  of  the  portico,  was  called  the 
priiiiiios  ;  while  the  corresponding  part  behind  was  called  the 
2>osticum. 

NAPIER'S  BONES,  or  RODS,  a  contrivance  of  Napier 
to  facilitate  the  perfnrmanee  of  multitilication  and  division, 
explained  by  him,  in  his  Ralidologla,  pulilishcd  in  1617. 
The  invention  would  perhaps  have  been  more  employed,  but 
foi'  his  discovery  of  logarithms  :  but  even  yet  it  might  be 
used  with  advantage  by  young  arithmeticians  in  verification 
of  their  work. 

These  rods  may  bo  made  of  bone,  ivory,  horn,  wood, 
pasteboard,  or  any  other  convenient  material.  There  are 
five  of  them,  and  the  fice  of  each  is  diuded  into  nine  equal 
parts,  each  being  subdivided  by  a  diagonal  line  into  two 
triangles.  In  these  com[iartmcnts  or  sipiares  the  nurTibers  of 
the  nuiltiplication  talde  are  inserted,  the  units  or  right-hand 
figures  being  placed  in  the  right  hand  triangle,  and  the  tens 
in  the  left. 

N.\RT1IEX,  the  name  of  an  enclosed  space  in  the 
ancient  Christian  churches,  and  also  of  an  ante- temple 
or  vestibule  without  the  church.  To  the  Narthex  the 
catechumens  and  penitents  were  admitted  ;  and  there 
appears  to  have  been  several  such  apartments  in  each 
church,  but  nothing  certain  is  known  of  their  position. 
Narthex  is  frequently  used  as  synonymous  with  porch  and 
■portico. 

N  AITES,  a  name  given  to  an  ornament  used  in  the  deco- 
ration of  surfaces  in  the  architecture  of  the  12th  century, 
from  its  resemblance  to  the  interlaced  widths  of  matting. 

N.ATURAL  I5EDS,  of  a  stone,  the  smfaccs  from  which 
the  Inminns  were  se[iarated.  It  is  of  the  utmost  consequence  to 
the  duration  of  stone  walls,  that  the  laminjE  should  be  placed 
perpendicular  to  the  face  of  the  work,  and  parallel  to  the 
horizon,  as  the  connect iui;  substance  of  these  thin  plates,  or 
lannuiE,  is  more  friable  than  the  himinre  themselves,  and 
coiisequi'ntly  liable  to  scale  ofl'  in  huge  flakes,  and  thus 
reduce  the  work  to  a  state  fif  rapid  decay. 

N-W'E  (from  the  Saxon  nnf)  in  architecture,  the  body  of 
a  church  ;  or  the  jdace  where  the  people  are  seated  ;  reach- 
ing from  the  rail  or  baluster  of  the  choir  to  the  cliief  door. 
The  ancient  Greeks  called  the  nave  pronaos ;  the  Latins 
frequently  call  it  cella.     See  Naos. 

The  nave  of  the  church  belongs  to  the  parishioners,  who 
are  bound  to  keep  it  in  repair.  &c. 

N.\rM.\CllIA,  the  representation  of  a  sea-fight  among- 
the  Romans,  which  was  sometimes  performed  in  the  Circus 
Maximus  or  amphiiheatre,  water  being  introduced  sufficient 
to  float  >hips;  but  more  frequt-ntly  in  places  made  especially 
for  the  purpo.se,  which  were  called  Naunrachiic.  Julius 
Ge-ar  appears  to  have  been  the  first  who  gave  a  repre>en- 
tatinn  of  a  sea  light  on  an  extensive  scale.  He  dug  a  lake 
in  the  ('am[)us  Martins  fur  the  purpose,  which,  however,  was 
filled  up  in  his  lile-time.  .\ugustu>^  also  t\uii  a  lake  near  the 
Tiber  for  the  same  pur|iiise,  which  was  afterwards  turned 
into  a  pap-k  or  plaulaiii'U.  Another  lake  was  dui;  in  the 
Campus  Martins  by  Caliirula;  bnl  Claudius  exhibited  a 
naumachia   on    the    lake    Fucinus,  now    Celano.      The   old 
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naum;\chia,  in  which  Titus  is  said  by  Suetonius  to  have 
cxhiliiied  a  sea-lij,Mit,  has  occasioned  some  dispute  among  the 
learned  ;  some  understanding  it  to  be  the  Circus  Maxiinus, 
and  others  the  hilve  dug  1))'  order  of  Augustus.  Domitian 
appeal's  to  have  In-en  the  first  who  erected  a  building  of  stone 
around  tliese  artificial  lakes.  Previous  to  his  tinie  the  spec- 
tators a|>pear  to  have  sat  upon  wooden  l)enches,  which  might 
be  easily  made  to  rise  gradually  above  one  another  with  the 
earth  which  had  been  dug  out  of  the  artilicial  lake.  In  later 
times  the  naumachia  were  usually  surrounded  with  buildings 
like  the  amphitheatre  or  circus. 

The  ships  which  were  engaged  in  these  sea-fights  were 
divided  into  two  parties,  which  were  adled  respectively  by 
the  mimes  of  ditlerent  maritime  nations,  as  the  Tyrian  and 
Egyptian  fleets,  the  Sic'ilian  and  Rhodian.  The  combatants, 
who  were  called  Naumachiarii,  were  usually  composed  of 
Ciiptives  or  criminals,  who  fought  to  death,  unless  saved  by 
the  clemency  of  the  emperor.  These  sea-lights  were  said  to 
have  been  exhibited  on  such  a  scale  of  magnificence  and 
splendour  as  almost  to  surpass  our  belief.  In  the  naumachia 
exiiibited  by  Nero,  there  were  sea-monsters  swimming  about 
in  the  artilicial  lake,  and  Claudius  caused  a  Triton,  made  of 
silver,  to  be  placed  in  the  middle  of  the  lake  Fucinus,  who 
was  nuide,  by  machinery,  to  give  the  signal  of  attack  with  a 
trumpet.  In  Domitian's  naumachia  the  number  of  ships  en- 
gaged was  almost  equal  to  two  real  fleets,  and  in  the  sea^ 
fight  on  the  lake  Eucinus,  there  are  said  to  have  been  no 
fewer  than  19,000  combatants. 

NEBULE  (from  the  Latin  nebula,  acloud)  an  ornament  of 
the  zig-zag  form,  but  without  angles.  It  is  chiefly  found  in 
the  remains  of  ISaxon  architecture,  in  the  archivolts  of  doors 
and  windows. 

NECK,  of  u  Ciipital,  the  space  between  the  channelures 
and  the  annulets  of  the  Grecian  Doric  capital.  In  the 
Roman  Doi  ic,  it  is  the  space  between  the  astragal  and  the 
annulet. 

The  rich  Ionic  capitals  of  ^linerva  Polias,  and  Erechtheus, 
at  Athens,  have  neckings,  but  most  other  antique  examples 
of  the  Ionic  order  are  without  thetn. 

NEEFS,  PEl'EU,  in  biography, a  painter  of  architecture, 
and  a  disciple  of  Henry  Steenwick,  born  at  Antwerp,  in  the 
year  1370.  He  was  particularly  skilful  in  perspective,  and 
generally  chose  such  subjects  as  required  a  considerable 
display  of  that  science;  such  as  the  interior  of  churches, 
splendid  halls,  &c.  These  he  drew  with  great  neatness  and 
etil-ct,  and  painted  very  clear,  gay,  and  agreeable,  but  he 
never  equalled  the  truth  of  his  master.  Ilis  e-xecution  of 
the  mouldings  and  masses  of  columns,  in  the  various  Gothic 
works  which  he  chose  as  models,  is  too  neat,  and  too  much 
made  up  of  lines,  tor  real  imitation  ;  but  that  very  defect  gives 
them  lightness;  and  the  truth  with  which  he  diew  thefbiras 
of  the  building,  and  proportioned  his  figures,  which  are  very 
freely  wrought,  though  not  unfrequently  by  other  artists, 
renders  them  very  agreeable.  Van  Fulden,  Teniers,  and 
Hreughel,  were  often  called  upon  to  assist  Neefs,  and  by 
their  skilful  execution  made  amends  for  his  want  of  know- 
ledge of  the  human  figure.  He  died  at  the  age  of  81,  leav- 
ing a  son,  whose  name  also  was  Peter,  and  who  is  denomi- 
nated the  Young,  in  contradistinction  to  his  father,  whose 
ex  -ellence  in  the  art  of  painting  he  never  rivalled,  although 
he  had  the  advantage  of  his  example  and  in-.truction,  and 
practisi.-d  in  the  same  branch  of  the  art. 

NEGATIVE  QUANTIilES,  are  those  quantities  which 
are  preceded  or  etiected  with  the  negative  sign. 

Negative  sign,  in  algebra,  is  that  character  or  symbol, 
which  denotes  subtraction,  being  a  short  line  preceding  the 
quantity  to  be  subtracted,  and  is  read  minus ;  thus,  a  —  6 


denotes  that  the  quantity  h  is  to  be  taken  from  the  quantity  a, 
and  is  read  a  minus  Ij  ;  like  signs  produce  p/ux,  and  nidike 
signs  7«/;n/s,  hence  —  a  X  b  =  +  a  b.  The  introduction 
of  this  character  has  given  rise  to  various  controversies,  wilh 
regard  to  the  legality  or  illegality  of  certain  conclusions  de- 
pending upon  it;  some  maintaining,  that  as  a  negative  quan- 
tity is  in  itself  totally  imaginary,  it  ought  not  to  be  intro- 
duced into  a  science,  the  e.xcellency  of  which  depends  upon 
the  rigour  and  certainty  of  its  conclusions;  while  others, 
running  into  the  opposite  extreme,  have  endeavoured  to 
illustrate  what  will  not  admit  of  illustration,  and  thus,  like 
other  zealots,  have  been  the  greatest  enemies  of  the  cause 
they  were  endeavouring  to  defend. 

It  is  in  vain  to  attempt  to  define  what  can  have  no  possible 
existence  ;  a  quantity  less  than  nothing  is  totally  incompre- 
hensible ;  and  to  illustrate  it,  by  reference  to  a  debtor  and 
creditor  account,  to  say  the  least  of  it,  says  Bamnv,  is 
highly  derogatory  to  this  most  extensive  and  comprehensive 
science. 

NERVES,  in  architecture,  the  mouldings  of  the  groined 
ribs  of  Gothic  vaults. 

NET,  or  Rete,  (from  the  Saxon,  nel,  derived  from  the 
Gothic,  nati)  the  covering  of  a  body  or  geometrical  solid. 
See  Envelope  and  Soffit. 

Net  Me.\sdre,  in  building,  is  when  no  allowance  is  made 
for  finishing  ;  and  in  artificers'  works,  when  no  allowance  is 
made  for  waste  of  materials. 

Net  Masonry.     See  Masonry  and  Stone  Walls. 
NEWEL,   in   architecture,  the  upright   post  or   central 
column,  round  which   the  steps  of  a  circular  staircase  are 
made  to  wind  ;  being  that  part  of  the  staircase  by  which 
they  are  sustained. 

The  newel  is.  properly,  a  cylinder  of  stone,  which  bears 
on  the  ground,  and  is  formed  by  the  ends  of  the  steps  of  the 
winding-stairs. 

There  are  al.so  newels  of  wood,  which  are  pieces  of  timber 
placed  perpendicularly,  receiving  the  tenons  of  the  steps  of 
wooden  stairs  into  their  mortises,  and  wherein  are  fitted  the 
shafts  and  rests  of  the  staircase,  and  the  flights  of  each  story. 
In  some  of  the  Tudor  and  Elizabethan  residences,  some  very 
fine  examples  may  be  seen  of  the  newel  richly  ornamented, 
and  adding  much  to  the  beauty  of  the  staircase. 

NICHE,  (from  the  Italian,  niecliiu,  shell)  in  architecture, 
a  cavity,  or  hollow  place,  in  the  thickness  of  a  wall,  to  place 
a  figure  or  statue  in. 

Niches  are  made  to  partake  of  all  the  segments  under  a 
semicircle.  They  are  sometimes  at  an  equal  distance  from 
the  front,  and  parallel  or  square  on  the  back  with  the  front 
line;  in  which  case  they  are  called  square  recesses,  or  square 
niches.  The  larger  niches  serve  for  groups  of  figures,  the 
smaller  for  single  statues,  and  sometimes  only  for  busts. 

Great  care  must  be  taken  to  proportion  the  niches  to  the 
figures,  and  the  pedestal  of  the  figures  to  the  niches. 
Niches  are  sometimes  made  with  rustic  work. 
Few  niches  are   to   be  found    in  Grecian  antiquity,  but 
what  may  be  supposed  to  have  been  erected  under  the  do 
minion  of  the  Romans. 

In  the  Pantheon  at  Rome,  the  niches  are  all  rectangular 
recesses,  dressed  in  the  same  manner  as  the  apertures  of 
doors;  the  columns  are  insulated,  and  the  entablatures 
crowned  with  triangular  and  circular  pediments  alternately. 
The  large  niches,  or  exedraj,  on  the  sides,  have  cylindrical 
backs,  but  finish  at  top  with  the  soflit  of  the  architrave  of 
the  general  entablature  ;  these  niches  have  each  two  columns 
placed  in  the  ajiertnre  which  supports  the  aichitrave.  The 
entablature  is  continued  without  any  break  or  interruption 
of   recesses,  except  by   the    large    cylindro-spherical    niche 
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opposite  the  entrance,  and  the  side  through  which  the  en- 
trance is  made  ;  l)ut  neither  of  these  is  supposed  to  have 
been  in  the  orif^inal  edifice,  but  to  have  been  introduced  at 
some  later  period.  The  large  niches  on  the  exterior  side 
within  the  portico  are  c\  litidrospherioaK  without  any  dress- 
ings. In  the  remains  of  the  piazza  of  Xcrva  (see  Desgodelz's 
Antlqnilies  of  Jiome)  a  niche  is  exhibited  upon  a  circular 
plan,  with  a  rectangular  front  and  cylindrical  head  in  the 
middle  of  the  attic,  over  the  intercoluinns  ;  the  axis  of  the 
cylinder,  forming  the  head  of  the  niche,  is  horizontal,  and 
parallel  to  the  naked  of  the  wall.  This  niche  is  surrounded 
with  an  architrave,  standing  upon  the  base  of  the  attic,  which 
projects  to  receive  it,  and  the  head  of  the  architrave  supports 
the  crowning  of  the  attic. 

The  Buins  of  Palmyra,  by  Wood,  exhibit  niches  of  various 
kinds,  some  of  which  are  very  fantastically  dressed.  The 
inside  of  the  portico  of  the  temple  of  the  sun  has  two  niches, 
one  on  each  side  of  the  doorway,  with  cylindrical  backs,  ter- 
minated at  the  head  with  sjjhcroidal  tops,  which  show  an 
ellipsis  on  the  face  with  its  greater  axis  horizontal.  These 
niches  are  decorated  with  four  attached  colutiins,  whose 
axes  are  placed  in  the  surface  of  a  cylinder :  the  entablature 
over  the  columns  terminates  under  the  spheroidal  head  ;  the 
head  is  decorated  with  a  shell,  and  surrounded  on  the  front 
with  an  elliptic  archivolt  upon  the  face  of  the  wall.  See 
Plates  W.  and  IX.  of  the  Ruins  of  Pa  buy  ra. 

The  inside  of  the  jiorlico  of  the  court  of  the  same  edifice, 
shown  in  Plate  XI.  exhibits  two  nichtis  on  each  side  of  the 
doorway,  which  terminate  on  the  front  in  parallel  lines,  and 
with  a  semicircle  at  the  head  ;  they  finish  with  a  pilaster  on 
each  side:  the  cajiital,  which  is  Corinthian,  serving  as  an 
impost  to  the  archivolt  surrounding  the  head.  Besides  this 
dressing,  a  colunni  is  placed  on  each  side,  attached  to  the 
wall,  so  that  the  distance  between  the  insides  of  the  columns 
is  greater  than  that  between  the  outsides  of  the  pilasters; 
the  architiave  of  the  entablature  rests  upon  the  archivolt  of 
the  head  of  the  niche. 

The  inside  of  the  court  of  the  great  temple  of  Balbec  ex- 
hibits niches  dressed  in  the  most  whimsical  manner  :  the 
sides  of  the  niches  terminate  with  the  wall  in  vertical  lines, 
and  the  head  willi  the  said  wail  in  a  semicircle. 

The  sides  finish  with  Corinthian  pilasters;  the  entablature 
is  horizontal  over  the  pilasters;  hut  the  architrave  and  cor- 
nice are  carried  rt)und  the  semicircular  head  of  the  niche, 
which  appears  to  be  spherical  within,  being  decorated  with 
a  shell  resting  upon  an  impost,  and  corresponding  in  its 
situation  to  the  lieight  of  the  capital  on  each  side.  The 
inside  of  the  tcn!j)le  of  Jupiter,  at  Sjialatra,  is  decorated  with 
niches,  one  between  every  two  columns;  the  one  opposite 
the  entrance,  and  those  on  each  of  the  two  sides,  are  rect- 
angular below,  but  finish  with  cylindric  heads  :  the  axis  of  the 
cylinder,  which  forms  the  heail,  is  parallel  to  the  horizon, 
and  in  the  direction  of  radii  which  belong  to  the  cylindric 
wall,  in  which  these  niches  are  placed. 

The  other  four  niches  are  cylindrospherical ;  that  is,  they 
have  cylindrical  backs,  and  are  terminated  with  spherical 
heads.  All  these  niches  are  decorated  with  an  impost,  con- 
tinued from  side  to  side,  and  the  heads  are  furnished  with 
archivolts. 

In  the  pointed  style  of  architecture,  niches  are  sometimes 
highly  decorated.  The  back  very  frequently  consists  of 
three  sides  of  a  hexagon,  and  the  head  is  terminated  with  a 
rich  canopy,  forming  a  com|iiete  hexagon  with  the  interior; 
the  under  part  of  each  of  the  three  projecting  sides  of  the 
canopy  has  a  (iothic  arch,  and  the  solht  represents  a  groined 
vault,  decorated  with  tracery  and  ribs  in  the  most  beautiful 
manner. 


The  bottoms  of  these  niches  are  formed  by  a  table  of  the 
same  shape  as  the  head,  and  terminate  below  in  the  form  of 
a  pendant. 

The  ceiling  of  the  canopy  represents  the  groined  roof  of 
an  hexagonal  building  in  miniature,  as  soipe  of  the  highly 
decorated  chapter-houses  exhibit  ;  the  top  of  the  canopy 
finishes  with  liattlements ;  and  the  vertical  angles  are  some- 
times finished  with  pendant  buttresses,  which  are  surmounted 
with  pinnacles  elaborately  finished  with  crockets. 

NiciiK,  in  carpentry,  the  wood-work  to  be  lathed  over  for 
plastering. 

The  most  usual  construction  of  niches  in  car[)cntry,  are 
those  with  cylindrical  backs  and  spherical  luads,  called 
cyliiidro-spheric  nic/ies  ;  the  execution  of  which  depends  upon 
the  principles  of  spheric  sections. 

As  all  the  sections  of  a  sphere  are  circles,  and  those  pass- 
ing through  its  centre  are  equal,  and  the  greatest  which  can 
be  formed  by  cutting  the  sphere;  it  is  evident,  that  if  the 
head  of  a  niche  is  intended  to  form  a  spherical  surface,  the 
ribs  mav  be  all  formed  by  one  mould,  whose  curvature  must 
be  equal  to  that  of  a  great  circle  of  the  splicre,  viz.,  one  pass- 
ing through  its  centre:  but  the  same  s]iherical  surface  may 
be  formed  bv  ribs  of  wood  moulded  from  the  sections  of 
lesser  circles,  in  a  variety  of  ways;  though  not  so  eligible 
for  the  purpose  as  those  formed  of  great  circles;  because 
their  disposition  for  sustaining  the  lath  is  not  so  good,  aitd 
the  trouble  of  moulding  them  to  difierent  circles,  and  of 
forming  the  edges  according  to  difierent  bevids.  in  order  to 
range  them  in  the  spherical  surface,  is  very  great,  compared 
with  those  made  from  great  circles. 

The  regular  dispositions  for  the  head  of  a  niche  are  the 
following  : 

The  ribs  of  niches  are  generally  disposed  in  a  vertical 
plane,  parallel  to  each  other,  or  intersecting  each  other  in 
a  vertical  line.  When  the  line  of  intersection  passes  through 
the  centre  of  the  sphere,  all  the  ribs  are  great  circles  ;  but  if 
the  line  of  intersection  do  not  pass  through  the  centre  of  the 
sfihere,  the  circles  which  form  the  spherical  surface  ara  all 
of  difierent  radii. 

When  the  ribs  are  fixed  in  parallel  vertical  (ilanes.  their 
disposition  is  either  parallel  to  the  face  of  the  wall,  or  parallel 
to  a  vertical  plane  |)assiug  through  the  centre  of  the  sphere 
perpendicular  to  the  surface  of  the  wall  ;  and  this  will  be 
understood  whether  the  surface  be  a  plane,  or  that  of  a  cylin- 
der, or  that  of  a  cylindroid. 

Though  these  dispositions  arc  the  most  common  and  most 
fit  for  the  purpose,  there  is  still  another  regular  position  of 
the  ribs  of  a  niche,  which  is  easily  constructed  in  practice, 
viz.  by  making  all  the  ribs  intersect  in  a  line  passing  through 
the  centre  of  tlie  sphere  perpendicular  to  the  surface  of  the 
wall  ;   but  this  method  is  not  so  eligible  for  lathing  upon. 

Another  method  is  by  making  the  planes  of  the  ribs 
parallel  to  the  horizon  :  this  is  not  only  attended  with  great 
labour  in  workmanship,  but  is  incommodious  for  lathing 
upon. 

The  number  of  positions  in  which  the  ribs  of  a  niche 
may  be  placed  are  almost  infinite;  as  the  ribs  may  have  a 
common  intersection  in  a  line  or  axis  ol)liipiely  situated  to 
the  horizon,  or  their  position  may  be  in  parallel  planes 
obliquely  situated  to  the  horizon:  but  the  regular  positions, 
already  enumerated,  ought  to  be  those  to  which  the  car- 
penter should  direct  his  attention. 

Plate  I.  Fiyiire  1,  No.  2,  the  elevation  of  a  niche,  where 

aH  the  ribs  intersect  each  other  in  a  vertical  line,  coinciding 

with  the  inside  of  the  fiont  rib,  as  shown  by  the  plan,  No.  1. 

To  describe  any  one  of  the  ribs,  as  m  ti.  continue  the  inside 

circle  of  the  plan  round  beyond  the  wall,  as  far  as  may  be 
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fiiiind  necessary  :  produce /i,  the  base  of  the  rib,  to  meet  the 
opposite  ciicunifertnce  in  g;  bisect  .9  e  at /(  ;  from/;,  with 
the  radius  h  e,  describe  the  arc  e  I;  diaw  d  f  perpendicular 
to  the  other  side  of  the  plan  of  the  rib,  cutting  g  e  at./"; 
from  h,  with  the  radius  h  f,  describe  the  arc/A-;  from  the 
centre  draw  i  n  perpendicular  to  g  e,  the  base,  cutting  the 
other  circles  at  k  and  /;  from  the  same  centre,  /;,  draw  m  n 
at  any  convenient  distance,  so  as  to  make  the  rib  sufticiently 
strong  :  the  two  inner  arcs  /  k\  and  e  I,  show  the  part  to  be 
taken  from  the  side  of  the  rib  in  order  to  range  its  inner 
edge.  In  the  same  manner  every  other  rib  may  be 
described. 

Figure  2,  No.  2,  the  elevation  of  a  niche,  where  the  ribs 
arc  posited  in  parallel  vertical  places  perpendicular  to  the 
face  of  the  wall. 

The  method  of  descriliing  the  ribs  is  as  follows  :  Draw  a 
line  through  the  centre  of  the  circle  which  forms  the  plane, 
parallel  to  the  tiice  of  the  wall.  Suppose  it  were  required 
to  describe  the  rib  w  hose  base  is//;  .•  produce//*  to  meet  the 
line  parallel  to  the  face  of  the  wall  in  g  ;  from  g.  as  a  centre, 
w  ilh  the  distance  g  f,  describe  the  are  fk  ;  draw  the  short  line 
d  e  perpendicular  to  g  f,  cutting  d  f  in  e  .•  from  17,  with  the 
radius  g  e,  describe  the  arc  e  i,  so  that  e  i  and  f  k  may  termi- 
nate upon  the  inside  of  the  front  rib,  a  c,  in  the  points  i  and 
k :  then  e  i  and  /  k  will  show  the  bevelling  of  the  edge  in 
order  to  range  in  the  spheri&d  surface. 

In  the  same  manner  may  all  the  other  ribs  be  described. 

Figure  3,  shows  the  method  of  forming  the  spherical  head 
of  a  niche,  when  the  planes  of  the  ribs  are  parallel  to  the 
front  rib,  or  to  the  face  of  the  wall.  No.  1,  the  plan  ; 
No.  2,  the  elevation.  The  figure  is  so  obvious  as  hardly  to 
require  any  description,  the  ribs  being  all  semicircles  of  dif- 
ferent diameters,  as  shown  by  the  plan  :  the  parts  darkly 
shadowed,  are  the  places  where  the  ribs  come  in  contact  with 
the  plate  oi-  sill  on  which  they  stand  ;  and  show  the  degree 
of  bevelling  requisite  for  the  edges,  in  order  that  they  may 
range  with  the  spherical  surface.  This  disposition  of  the  ribs 
is  very  convenient  for  fixing  the  laths,  which  may  be  all 
directed  towards  the  centre,  the  workmanship  in  bevelling  is 
very  considerable. 

In  order  to  strengthen  the  work,  a  vertical  rib  is  made  to 
pass  through  the  centre  of  the  sphere,  perpendicular  to  the 
surliice  of  the  wall. 

Figure  4,  is  a  very  convenient  method  of  forming  the 
head  of  a  niche,  by  making  the  planes  of  all  the  ribs  to 
intersect  in  a  cojiimon  axis,  passing  through  the  centre  of  the 
sphere,  perpendicular  to  the  surface  of  the  wall;  but  it  is 
not  so  convenient  for  fixing  the  laths. 

Plate  11.  Figure  1,  is  the  most  convenient  method  of  any 
for  fixing  the  laths,  and  the  ribs  are  all  described  from  one 
mould  :  they  need  only  be  cut  to  different  lengths  in  order  to 
agree  with  their  seats  or  plans. 

No.  1,  is  the  elevation;  No.  2,  the  plan.  The  lengths  of 
the  ribs  are  shown  below,  at  No.  3,  4,  and  5.  The  bases 
of  the  different  ribs  are  taken  from  their  seats  on  the  plan. 
The  double  lines  show  the  bevel  at  the  top,  where  they  come 
in  contact  with  the  back  of  the  front  rib. 

Figure  2,  is  a  different  construction  from  the  foregoing 
methods,  which  all  spring  from  a  horizontal  plane  passing 
through  the  centre  of  the  sphere,  and  consequently  the 
cylindrical  surface  will  be  a  tangent  to  the  spherical 
surface,  at  their  junction.  Whereas,  in  the  present  in- 
stance, the  head  of  the  niche  is  still  spherical,  but  the 
hoiizontal  plane  from  which  it  springs  is  higher  than  the 
centre  of  the  sphere:  this  occasions  a  little  more  difficulty 
in  the  formation  of  the  ribs,  of  which  the  construction  is  as 
follows : 


T/ie  pliin,  or  springing  rib,  which  forms  the  lop  of  the 
ci/liudric  hack,  and  the  front  rib,  which  is  the  segtneut  of  a 
circle,  being  given  ;  to  form  the  moulds  nf  the  hack  ribs. 

Through  the  centre,  d.  of  the  plan,  draw  l  m  parallel  to  o  i, 
the  seat  of  the  front  rib ;  from  d,  with  the  radius  d  o,  or  d  i, 
describe  the  arcs  o  L  and  i  m  ;  draw  (/  e  perpendicular  to  L  M  ; 
then  find  the  centre,  e  of  the  front  rib;  and  draw  d  e  per- 
pendicular to  A  c,  cutting  A  c  in  D;  make  d  e  on  the  plan 
equal  to  d  e;  from  e,  as  a  centre,  with  the  radius  e  l,  or  e  m, 
describe  the  arc  l  m  »  0  m,  which  will  be  the  curve  of  all  the 
ribs. 

To  find  the  length  required  for  any  rib. 

hex  f  h,  and  k,  be  the  points  where  the  back  ribs  join  the 
back  of  the  front  rib  :  from  d,  as  a  centre,  with  the  distance 
df  describe  the  a.vo  fg,  cutting  l  m  at  g  ;  draw  g  m  perpen- 
dicular to  L  M :  then  the  part  m  m  is  the  length  which  will 
stand  over  the  seat  of  the  rib,  which  meets  at/  In  the  same 
manner,  the  lengths  of  the  other  ribs,  which  meet  at  h  and  k, 
will  be  ascertained  ;  and  thus  having  obtained  the  ribs  for 
one  half,  the  other  half  is  also  found  ;  they  being  duplicates 
of  each  other. 

The  method  of  bevelling  the  heads  of  these  ribs  is  the 
same  as  in  the  preceding  examples. 

The  plan  of  a  niche  in  a  circular  wall  being  given,  to  find 
the  front  rib. 

Flute  III.  Figure  1,  No.  1,  is  the  plan  given,  which  is  a 
semicircle,  whose  diameter  is  a  b  ;  and  a,  i,  k,  I,  m,  h,  the 
front  of  the  circular  wall ;  suppose  the  semicircle  to  be  turned 
round  its  diameter,  a  b,  so  the  point  v  may  stand  perpendi- 
cular over  h  in  the  front  of  the  wall,  the  seat  of  the  semicircle 
standing  in  this  position  upon  the  plan  w'ill  be  an  ellipsis; 
therefore  divide  half  the  interior  arc  of  the  plan  into  any 
number  of  equal  parts,  as  live;  draw  the  perpendiculars  1  d, 
2  f ,  3  /  4  g,  5  A;  upon  the  centre,  c,  with  the  radius  c  h, 
describe  the  quadrant  of  a  smaller  circle,  which  divide  into 
the  same  number  of  equal  [)arts  as  the  interior  of  the  plan; 
through  the  points  1,  2,  3,  4.  5,  draw  parallel  lines  to  a  6,  to 
intersect  the  others  at  the  points  d.  e,f  g,  h  ;  through  these 
points  draw  a  curve,  and  it  will  be  an  ellipsis;  then  take  the 
stretch-out  of  the  interior  of  the  plan,  round  1,  2,  3,  4,  5, 
and  lay  the  divisions  from  the  centre  bi>th  ways  at  f,  stretched 
out ;  take  the  same  distances  d  i,  e  k.fl,  g  in.  from  the  plan, 
and  at  f  make  d  i,  e  k,f  I,  equal  to  them,  which  will  give  a 
mould  to  bend  undfer  the  front  rib,  so  that  the  edge  of  the 
front  rib  will  be  perpendicular  to  o,  i,  k,  I,  m. 

Note,  The  curve  of  the  front  rib  is  a  semicircle,  the  same 
as  the  giouud-plan  ;  and  the  back  ribs  at  c,  n,  and  e,  are 
likew  ise  of  the  same  curve. 

The  reason  of  this  is  easily  conceived,  the  niche  being 
part  of  a  sphere,  the  curvature  must  be  everywhere  the 
same,  and  consequently  the  ribs  must  fit  upon  that 
curvature. 

Note,  The  curve  of  the  mould  f  will  not  be  exactly  true, 
as  the  distances  d  i,  e  k,  f  I,  &c.  are  rather  too  short  fur  the 
same  corresponding  distance  upon  the  soffit  f;  but  in  prac- 
tice it  will  be  sufficiently  near  for  plaster-work. 

In  applying  the  mould  f,  when  bent  round  the  under  edge 
of  the  front  rib,  the  straight  side  of  the  mould,  f,  must  be 
kept  close  to  the  back  edge  of  the  front  rib;  and  the  rib, 
being  drawn  by  the  other  edge  of  the  mould,  will  give  its 
place  over  the  plan. 

c,  D,  E,  are  the  back  ribs  shown  separately. 

The  plan  and  elevation  of  an  elliptic  niche  being  given,  to 
find  the  carve  of  the  ribs. 

Plate  IV.  Figure  1. — Describe  every  rib  with  a  trammel, 
by  taking  the  extent  of  each  base,  from  the  plan  whereon  the 
ribs  stand,  to  its  centre,  and  the  he  ght  of  each  rib  to  the 
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height  of  the  top  of  the  niche  ;  it  will  give  the  true  sweep  of 
each  rib. 

To  laitije  the  ribs  of  the  niclie. — There  will  be  no  occasion 
fur  making  any  moulds  fur  these  ribs,  but  make  the  ribs 
themselves;  then  there  will  lie  two  ribs  of  each  kind  :  take 
the  small  distances  1  c,'Z  d,  from  the  plan  at  n,  and  put  it  to 
the  bottom  of  the  ribs  d  and  E,  fioiii  d  to  2,  and  e  to  1  ;  then 
the  ranging  may  be  drawn  off  by  the  other  corresponding 
rib,  or  with  the  trammel;  as  for  example,  at  the  rib  e,  by 
moving  the  centre  of  the  trammel  towards  e,  upon  the  line 
e  c,  from  the  centre,  <•,  equal  to  the  distance  1  e,  the  tram- 
mel-rod remaining  the  same  as  when  the  inside  of  the  curve 
was  struck. 

Given  one  of  the  common  ribs  of  the  bracketing  of  a  cove, 
to  find  the  auyle-bnicket  for  a  recVjngular  room. 

Figure  2. — Let  ii  be  the  common  bracket,  b  c  its  base  ; 
draw  b  a  perpendicular  to  A  c,  and  equal  to  it  draw  the  hypo- 
thenuse  a  c,  which  will  be  the  place  of  the  mitre;  take  any 
number  of  ordinates  in  H,  perpendicular  to  6  c,  its  base,  and 
continue  them  to  meet  the  ndtre  line,  a  c,  that  is,  the  base  of 
the  bracket,  at  i ;  draw  the  ordinates  of  i  at  right  angles  to 
its  base ;  then  the  bracket  at  i,  being  pricked  from  ii,  as  may 
be  seen  by  the  figures,  will  be  the  form  of  the  angle-rib 
required. 

J^ote, — ^The  angle-rib  must  be  ranged  either  externally  or 
internally,  according  to  the  angle  of  the  room. 

Niche,  Angular,  one  formed  in  the  corner  of  a  building. 

Niche,  Cut  de  Four  of  a.     See  Cui.  db  Four. 

Niche,  Ground,  that  which  instead  of  bearing  on  a  mas- 
sive base,  or  dado,  has  its  rise  from  the  ground  ;  as  the  niches 
of  the  portico  of  the  I'antheon  at  llojiie.  Their  ordinary 
proportion  is  two  diameters  in  height,  and  one  in  width. 

Niche,  Hound,  one  whose  plan  and  circumference  are 
circular. 

Niche,  Square,  a  niche  whose  plan  and  circumference  are 
sipiare. 

NICHED  Column.     See  Column. 

NICOMEDES,  an  ancient  geometrician,  celebrated  for 
having  been  the  inventor  of  the  curve  named  the  conchoid, 
which  has  been  made  to  serve  equally  for  the  resolutiim  of 
the  two  problems  relating  to  the  duplication  of  the  cube,  .and 
the  trisection  of  an  angle.  It  was  much  used  by  the  ancients, 
in  the  construction  of  solid  problems.  Sir  Isaac  Newton 
approved  of  it  for  trisecting  angles,  or  finding  two  mean  pro- 
portionals, and  f<)r  constructing  some  other  scjlid  problems,  as 
may  be  seen  in  his  Arithmetica  Universalis.  It  is  not  cer- 
tain at  W'hat  period  Nicoinedes  flourished,  but  it  was  probably 
at  no  great  distance  from  the  time  of  Eratosthenes,  who  holds 
him  up  to  ridicule  on  account  of  the  mechanism  of  his  Meso- 
labe,  and  also  from  the  circnmstance  that  Geminus,  who  lived 
in  the  second  century  before  the  Christian  rera,  wrote  on 
conchoids,  of  which  Nicomedes  was  then  allowed  to  be  the 
inventor. 

NIDGED  ASHLAR,  a  kind  of  ashlar  used  in  Aberdeen, 
which  is  brought  to  the  stpiare  by  means  of  a  cavil,  or  ham- 
mer, with  a  sharp  point;  whereby  the  asperities  of  the  stone 
ma-y  be  reduced  in  any  degree  proportioned  to  the  time  em- 
ployed. As  the  species  of  stone  found  in  that  country  is  so 
very  hard  as  to  resist  the  mallet  and  chisel,  this  sort  of  ope- 
ration becomes  necessarv. 

NOGS,  the  same  as  Wood-Bi;K'KS,  which  see.  The  term 
is  used  in  Liverpool,  and  perhaps  in  other  parts  of  Lan- 
cashire. 

NOGGING,  a  species  of  brickwork  carried  up  in  panels 
between  <|uarters. 

NOGGING-PIECES.  horiz..ntal  boards  placed  in  brick- 
nogging,  nailed  to  the  quarters,  in  order  to  strengthen   the 


brickwork.     They   are   disposed   at  equal    altitudes    in    the 
brickwoi-k. 

NON.\G0N,  (Greek.)  a  figure  of  nine  sides,  and  conse- 
quently of  as  immy  angles. 

NORMAL  LINE,  in  geometry,  a  term  used  for  a  perpen- 
dicular line.      See  Peupkndicular  and  SunNORMAL. 

NORMAN  ARCHITECTURE,  a  style  of  architecture 
closely  allied  to  tiie  debased  Roman  examples  of  the  Eastern 
and  Western  empires,  and  with  them  m.ay  be  conveniently 
included  under  the  general  title  of  Romanesque.  It  can 
scarcely,  however,  be  ranked  ,is  a  division  of  equal  import- 
ance with  either  the  Byzantine  or  Lombardic.  of  both  of 
which  it  is  a  modification,  appmximating  more  closely  to  the 
latter,  but  inaintaining  a  general  resemblance  with  both.  It 
may  perhaps  be  correctly  considered  as  a  sub-division  of  the 
same  style,  viz.,  the  Romanesque. 

The  Norman  style  flourished  primarily  and  principally  in 
Normaiiily,  as  its  name  implies,  but  became  prevalent  in  many 
other  places,  wherever  the  Normans  olitained  influence  or 
dominion  ;  amongst  others,  in  this  country.  When  the  style 
was  first  introduced  into  England,  it  is  a  matter  of  consider- 
able difliculty  to  determine,  some  persons  afllrming  that  it  was 
introduced  by  the  Conqueror,  others  by  Edward  the  Confes- 
sor, while  a  third  party  maintain  that  it  was  but  a  develop- 
ment of  the  Saxoii,  or  style  of  building  immediately  pre- 
ceding that  under  consideration,  by  whatever  title  it  may  be 
designated.  Some  writers  entirely  ignore  the  Saxon  asadis 
tinct  style,  including  all  the  examples  usually  classified  under 
that  name,  under  the  same  designation  as  the  latter,  or  Nor- 
man style,  supposing  the  earlier  examples  to  be  but  uncouth 
anil  unskilful  imit.-itions  of  the  continental  architecture.  In 
favour  of  this  a.ssertion,  it  is  ai-gued.  th.'it  it  is  very  improba- 
ble that  a  method  of  building,  practised  on  the  continent, 
should  have  remained  mdvnown  in  England  for  jniy  lensjth  of 
time,  notwithstanding  the  frequent  intercourse  of  neighbour- 
ing nations,  whereas  we  have  good  evidence  that  the  Norman 
style  was  fully  develofied  abroad  at  least  a  century  before  its 
general  adojition  in  this  island.  The  ,s<'cond  statement,  as  to 
the  introduction  of  the  style  by  E<lward,  is  founded,  we 
believe  on  the  authority  of  Matthew  Paris,  who  says,  that 
Edward  rebuilt  Westminster  Abbey  in  a  new  style,  from 
which  others  took  the  idea.  This  passage  has  led  antiquaries 
to  conclude,  that  the  style  referred  to  was  the  Norman,  and 
that  it  was  entirely  unknown  in  England  before  that  time; 
this,  however,  amounts  to  little  better  than  conjecture. 

For  our  own  part,  we  are  inclined  to  consider  the  Saxon 
and  Norman  .as,  to  a  certain  extent,  distinct  styles,  although 
emanating  from  the  same  grand  type,  and,  for  that  reason,  in 
some  sense  modifications  of  each  other.  They  are  both  derived 
fioin  the  Ronuui,  and  are  both  developments  of  the  Roman- 
esque or  debased  Roman,  but  here  we  im,a<;ine  they  part  com- 
pany, and  take  each  its  own  course;  they  bear  such  a  simi- 
larity to  each  other,  as  might  be  expected  from  descendants 
of  a  common  stock,  but  of  dilVerent  branches  of  the  same 
family.  The  Saxon  style  was  reared  on  an  uncultivated  soil, 
and  tended  by  rude  hands,  while  the  Norman  was  developed 
under  more  favourable  circumstances.  When  the  Rcuiians 
invaded  Britain,  they  nalm-ally  introduced  the  style  of  build- 
ing then  prevalent  in  their  own  country,  as  far,  at  least,  as 
circiunstances  would  permit.  The  w.ant.  however,  of  proper 
materials  or  ttuil.s.  as  well  as  the  insuflicimcy  of  skilful  work- 
men, nnist  have  put  a  limit  to  their  success  in  this  indtation, 
as  we  find  to  have  been  the  case  with  their  erections  in  this 
island,  which  were  very  rude  in  comparison  with  those  of 
i;ome.  When  the  Riunans  were  recalled,  and  the  Britons 
left  defenseless  and  unprotected  against  their  forrindable  foes 
in  the  north,  we  may  suppose  that  the  art  of  building  was 
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but  liltio  iir:icti?:e(l  ;  iiiid  whatfver  edifices  wore  erected  during 
that  pericid,  uiiisl  ii;ive  been  nf  a  still  ruderehiiractrrthan  those 
of  a  preceding  age.  The  Saxons  do  not  seem  to  have  had 
any  mode  of  building  of  their  own,  but  foilowid  the  method 
which  they  found  practised  in  the  country  ;  their  buildinijs 
were  for  the  most  part  composed  of  timber,  but  sometimes  of 
stone,  and  Bede  speaks  of  the  monastery  at  Wearmouth  being 
erected  after  the  Roman  manner,  and  states  that  woikmen 
were  procured  from  France  for  the  purpose.  'I'he  Roman 
manner  is  contrasted  with  the  Seotcli,  which  latter  term  was 
applied  apparently  to  the  wooden  structures.  From  the  fact 
of  foreign  workmen  being  employed,  it  would  appear  reason- 
able to  suppose  that  some  foreign  peculiarities  might  have 
been  intrcjdueed  by  them.  The  mere  fact,  however,  of  French 
workmen  being  sent  for  into  Eii'^dand,  would  prove  that  they 
were  considerably  further  advanced  in  the  art  than  those  who 
sent  for  them;  and  it  is  pr(d)able  that  such  importations  of 
f  deign  artisans  led  to  the  introduction  of  some  peculiarities 
of  continental  architecture,  which  however  was  not  introduced 
in  an  entire  and  complete  form  until  after  the  Conquest. 

Many  writers  apply  the  term  Lomlianlic  to  this  style; 
but  although,  as  we  before  observed,  there  is  a  near  resem- 
blance in  many  points,  yet,  on  the  other  hand,  there  are  not 
a  few  distinction-!  between  the  Norman  and  Italian  Lombar- 
dio,  e.  (/.,  the  former  is  wanting  in  a  feature  which  is  very 
conspicuous  in  Lombardic  churches,  the  dome  or  cupola,  nor 
has  it  the  low  pedimental  roof  extending  over  the  whole 
fapade.  The  sloping  arcade  in  the  gable  is  absent,  as  are 
likewise  the  tiers  of  external  g.-dleries  or  arcades  in  the 
fafades  and  sides  of  buildings.  Circular  windows  are  not  so 
common  or  prominent  as  in  Italian  buildings,  nor  do  we  meet 
with  the  peculiar  projecting  porch,  with  its  columns  resting 
on  the  backs  of  animals.  Some  of  the  details  of  the  style, 
such  as  mouldings,  windows,  &c.,  are  similar  to  those  of  the 
Byzantine.  It  agrees  also  with  the  Saxon  in  its  massive 
[■roportions,  the  shape  of  its  arches  and  piers,  and  in  general 
construction  ;  ^in  some  matters  of  detail  also,  such  as  the  zig- 
ZMg  ornament;  it  differs  from  it,  however,  amongst  other 
matters,  in  finish  and  general  decoration,  the  Norman  bear- 
ing a  much  greater  share  of  enrichment  than  its  predecessor, 
and  being,  in  fact,  a  much  more  highly-cultivated  style  of 
building. 

Having  given  this  general  and  rapid  sketch  of  the  origin 
and  nature  of  Norman  architecture,  as  well  as  of  the  relation 
it  bears  to  other  cognate  modes  of  Ijuilding,  we  shall  proceed 
to  consider  the  subject  somewhat  more  in  detail,  referring 
more  especially  to  the  character  and  peculiarities  of  the  style. 
We  must  prem  se,  that  it  is  our  intention  to  confine  ourselves 
almost  exclusively  to  the  Consideration  of  the  style  as  it  is 
developed  in  this  c<juntry  ;  the  ditierence,  however,  between 
the  English  and  Continental  mode  of  treatment,  is  not  very 
considerable. 

The  style  may  be  said  to  have  been  fully  developed  in  this 
country  soon  after  the  successful  invasion,  by  Duke  William 
of  Normandy  ;  whether  it  had  arrived  at  any  degree  of 
perfection  before  that  time,  it  is  difficult  to  say;  but  it  may 
be  said  to  have  flourished  from  the  middle  of  the  eleventh 
century,  and  prevailed  to  the  latter  part  of  the  twelfth,  or 
the  close  of  the  reign  of  Henry  II.  It  is  styled  generally, 
the  architecture  of  the  twelfth  century,  and  dates  from  lOOG 
to  1170,  or,  if  the  Transition  or  Semi-Norman  be  included, 
to  I'JOO.  The  conqueror  and  his  countrymen  were  great 
iniilders,  and  the  monkish  chronicles  tell  us,  that  after  their 
arrival,  churches  were  erected  in  almost  every  village,  and 
monasteries  were  seen  to  arise  in  the  towns  and  cities, 
designed  in  a  new  style  of  architecture.  From  Dooms<lay 
liook,  we  learn  that  the  number  of  churches  had  increased  to 


such  an  extent,  that  at  the  time  of  its  compilation,  there  were 
no  less  than  seventeen  hundreil  in  existence. 

The  plans  of  the  larger  chinches  belonging  to  this  style, 
such  as  those  of  cathedrals,  and  other  ecclesiastical  establish- 
ments, are  usually  cruciform  ;  having  a  low  massive  tower 
at  the  intcrscc_tion  between  the  nave,  choir,  and  transepts ; 
the  choir  being  frequently  terminated  with  a  semicircular 
apse.  The  aisles  of  the  nave  are  frequently  continued  at  the 
sides  of  the  choir  and  round  the  apse,  and  in  this  case  the 
high  altar  is  situated  between  the  easternmost  piers,  with  a 
screen  or  reredos  at  its  back,  stretching  between  the  piers. 
Thus  a  space  was  left  clear  behind  the  altar,  which  was 
named  the  retro-altar,  and  this  allowed  of  proce-isions  passing 
entirely  round  the  church.  In  s-ome  instances,  the  choir  is 
surrounded  with  chapels,  having  likewise  apsidal  teruuna- 
tions.  The  aisles  were  extremely  narrow,  sometimes  not 
more  than  from  four  to  six  feet  in  width.  The  W'estern  fn- 
padesare  occasionally  flanked  by  towers,  but  more  frequently 
by  only  turrets  or  buttresses. 

The  parish  churches  are  generally  of  small  dimensions, 
and  consist  of  a  nave  usually  without  either  porch  or  aisles, 
chancel  and  tower,  the  latter  being  sometimes  at  the  west 
end,  and  at  others  between  the  nave  and  choir,  as  in  cruci- 
form churches.  This  last  disposition  is  somewhat  curious, 
but  in  some  instances  of  the  kind,  arches  of  construction  have 
been  discovered  in  the  north  and  south  walls  of  the  tower,  a 
fact  which  gives  every  reason  to  suppose,  that  transepts 
formed  a  part  of  the  original  design,  and  were  intended  to 
be  added  at  some  subsequent  period.  The  chancel  in  these 
smaller  churches  also,  sometimes  terminated  in  a  semicircular 
apse.  Not  unffcquently,  small  churches  consisted  of  nave 
and  chancel  only,  without  any  tower  or  other  appendage. 

The  walls  of  buildings  of  this  period,  were  of  immense 
thickness,  but  the  masonry  was  not  solid,  being  composed  of 
two  external  walls,  or  facings  of  ashhir-work,  having  the 
intermediate  space  filled  in  with  grouted  rubble,  gravel, 
flints,  &c.  Sometimes,  however,  the  walls  are  made  up  of 
S(did  rubble  -  work,  with  quoins  of  ashlar.  The  joints 
of  ashlaring  in  early  work  are  extremely  wide,  being 
frequently  as  much  as  an  inch  in  thickness.  Many  walls  of 
the  first  description  have  failed,  from  the  outward  pressure 
of  the  core  of  loOse  inaterial,  and  it  is  not  an  unfrequent 
occurrence  to  see  a  Norman  w'all  considerably  out  of  the 
perpendicular.  The  introduction  of  buttresses  at  a  later 
period,  led  to  a  great  improvement  in  the  construction  of 
walls,  adding  materially  to  their  efficiency  and  strength; 
w'hile  at  the  same  time  it  lessened  the  consumption  of 
material. 

Arclies  are  almost  invariably  of  the  semicircular  form,  but 
occasionally  stilted,  and  the  only  variety  in  the  proportions 
of  arcades,  depends  upon  the  height  of  the  piers,  the  height 
of  the  opening  averaging  in  general  about  twice  its  width. 
The  earliest  arches  are  simply  semicircular  apertures  in  the 
wall,  with  a  plain  or  single  soffit;  but  owing  to  the  extreme 
thickness  of  the  walls,  the  intrados  was  very  soon  broken 
into  two  surfaces,  so  as  to  form  a  concentric  rib  or  sub-aich 
attached  to  the  soffit  of  the  outer  or  main  arch  ;  in  the 
majority  of  instances,  the  sub-arch  is  placed  in  the  centre  of 
the  main  arch,  so  as  to  form  a  recess  or  angle  on  either  side, 
but  occasionally,  the  sub-arch  is  set  back,  so  as  to  present 
a  recess  on  one  side  only,  the  other  side  being  flush  with  the 
face  of  the  wall.  Sometimes  we  find  two  sub-arches,  one 
under  the  other,  thus  presenting  three  soffits,  and  two 
recessions  on  either  side  of  the  arch.  The  edges  of  these 
soffits  are  for  the  most  part  rectangular,  but  are  sometimes 
chamfered  or  rounded,  which  is  an  indication  of  later  work  ; 
still  later  in  the  style,  we  find  round  and  other  mouldings 
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intioiiiirc'd,  and  the  intiadosses  and  faces  of  the  arches  en- 
riched with  tlie  zig-zag  and  other  mouldings  and  ornaments, 
characteristic  of  t lie  style.  Some  chancel-arches  are  deeply 
recessed,  and  enriched  with  a  nnniber  of  decorative  mould- 
ings, as  are  also  the  arches  of  doorways,  of  which  we  shall 
speak  more  particularly  presently. 

The  piers  sui)porling  the  principal  arches  of  construction, 
such  as  those  .se|)arating  the  nave  and  aisles,  are  exceedingly 
masvive,  and  frequently  of  stunted  proportions.  The  simplest 
form  presents  a  plain  nkii/t  on  a  square  plan,  which  was 
afterwards  recessed  at  the  four  angles  with  a  rectangular  nook, 
and  this  again  w-as  frequently  filled  up  with  a  slender  shaft. 
The  same  form  is  not  unl'requently  varied  in  appearanc^e  by 
the  addition  of  a  semicircular  projection  on  two  sides  of  the 
pier,  so  that  we  have  a  square  pier  recessed  at  the  angles, 
into  wliich  recesses  slender  circular  shafts  are  introduced,  and 
having  half  a  cylindrical  column  of  massive  proportions 
engiiged  to  two  opposite  sides  of  the  pier,  the  remaining  sides 
benig  left  plain  :  the  former  answer  the  [)urjiose  of  supports 
to  the  sub-arches,  while  tile  latter  range  with  the  length  of 
the  building.  This  plain  face  was  sometimes  broken  by  a 
lofty  shaft  reaching  from  the  ground  to  the  springing  of  the 
vault,  commonly  termed  a  vaultiTig-shaft.  Alassive  cylin- 
drical shafts  are  very  common,  and  are  sometimes  enriched 
with  spiral  or  longitudinal  fiutings  or  bands,  and  sometimes 
with  the  zig-zag  ornament  disposed  in  a  variety  of  ways. 
Octagonal  shafts  are  also  to  be  met  with,  though  not  nearly  so 
frequently  as  the  i)reeeding,  with  which  they  sometimes  alter- 
nate in  a  series  of  arches  :  sometimes,  too,  tile  shafts  are  made 
to  appear  as  made  up  of  a  cluster  of  slender  j)illars.  Cylin- 
drical shafts,  such  as  tbrm  principal  supports  in  an  edifice,  are 
most  frequently,  as  we  have  just  observed,  of  massive  pro- 
portions, but  in  one  or  two  instances  we  find  them  approxi- 
uialing  to  classic<il  proportions,  as  in  Becket's  Crown,  Canter- 
bury, in  which  example  they  bear  in  every  respect  a  closer 
resemblance  to  the  classical  than  probably  in  any  other  in 
England.  Slender  circular  shafts,  however,  are  very  much 
employ  ed  as  subordinate  members  and  ornamental  accessories, 
an  example  of  which  has  been  alluded  to  in  the  case  of  the 
square  pier  with  nook-shafts  at  the  angles  ;  they  are  also 
much  employed  in  the  jambS  of  doorways  and  windows  in  a 
similar  position,  and  as  bearing  shafts  where  an  arch  is  sub- 
divided into  two  or  three  apertures,  as  in  two-light  windows, 
and  ill  the  trilbria  and  clere-stories  of  large  churches.  They 
are  used  very  largely  in  the  blank  arciides  which  decorate 
the  walls,  and  also  as  vaulting-shafts.  In  all  such  cases  their 
proportions  and  treatment  dillcr  very  considerably  :  some  are 
much  more  slender  tlian  others,  and  some  are  plain,  whilst 
others  are  enriched  with  carving  of  various  patterns,  amongst 
which  the  spiral  groove  or  band  of  the  zig-zag  ornament  are 
of  consUint  occurrence  :  sometimes,  too,  spiral  bands  intersect 
each  other  so  as  to  form  diamond-shaped  compartments 
thioughout  the  surtiice ;  and  at  other  times  the  shaft  is  orna- 
mented with  scroll-work,  or  diamond-shaped  leaves,  and  such 
like  enrichment.  In  principal  piers  we  occasionally  but  rarely 
find  clustered  shafts. 

The  cuj)Uals  partake  of  great  variety  of  character,  some 
assimihuing  more  or  less  closely  to  the  Corinthian  and  other 
classical  examples.  They  are  for  the  most  part,  however, 
rude  and  unskilful  imitations,  and  have  a  heavy  appearance 
when  contrasted  with  the  originals;  the  foliage  is  more 
crowded  and  irregular,  and  the  capital  itself  much  more  squat, 
and  therefore  less  elegant,  than  the  classical  examples.  Many 
speeiniens  of  sculptured  foliage  exist  which  can  scarcely  be 
said  to  have  been  borrowed  from  such  sources,  some  of  which 
are  not  unworthy  of  praise.  Some  have  interlaced  bands  or 
foliage  in  slight  relief  from  the  surface,  and  others  are  sculp- 


tured with  grotesque  representations  of  men  and  animals. 
Many  capitals  are  (juite  plain,  the  most  ctmimon  of  which  is 
the  cushion  ca[iital  :  this  is  of  cubical  form,  beins;  rotnided  at 
the  lower  end  to  meet  the  shaft,  the  [irofile  of  the  curve  pre- 
senting somewhat  the  appearance  of  the  ovolo  moulding  ;  or 
it  may  be  described  as  an  inverted  cone  of  convex  contour 
spreading  upwards,  b\it  intersected  at  about  half  its  height  by 
four  vertical  planes  parallel  to  the  four  sides  of  the  abacus, 
which  produce  as  inany  Hat  surfaces  rectilinear  at  the  top  and 
sides,  but  convex  at  the  lower  side  where  it  intersects  with  the 
curve.  Sometimes  the  side  of  the  capital  consists  of  many 
such  figures  of  smaller  dimensions  placed  side  by  side,  the 
lower  edge  of  the  flat  surface  presenting  a  scalloped  appear- 
ance, and  beneath  each  of  the  scallops  is  a  kind  of  inverted 
semi-cone,  which  meets  the  neok-mould  of  the  shaft.  The 
variety  of  capitals  is,  however,  so  great,  that  it  would  be 
useless  to  attempt  to  describe  them  all ;  they  almost  invaria- 
bly terminate  with  a  heavy  square  abacus,  with  a  plain  face 
chamfered  <inly  on  the  lower  edge. 

'llic  base  moulding.'?  are  set  upon  a  shallow  rectangular 
plinth,  and  consist  either  simply  of  a  quirked  ovolo  reversed, 
or  otherwise  of  scuiie  imitation  or  modification  of  the  classic 
b.-ises ;  the  angles  of  the  plinth  are  often  ornamented  with 
leaves  or  other  ornaments,  falling  over  from  the  base 
mouldings. 

Piers  and  pillars  are  very  greatly  varied  even  in  the  same 
building,  and  in  the  same  part  of  it ;  and  this,  too,  not  only 
in  the  minutia;  of  decoration,  but  also  in  the  entire  form  of 
the  shaft  and  capitals,  so  that  two  very  dissimilar  designs 
are  frequently  seen  in  close  proximity,  forming  supports  to 
the  satire  arcade. 

Mural  or  blank  arcades  are  a  very  common  feature  in  this, 
as  also  in  the  Lombardic  style;  they  sometimes  cover  the 
greater  portion  of  both  external  and  internal  walls,  but  are 
more  common  on  the  exterior,  especially  on  the  fiiyades,  the 
clere-stories,  and  the  uppei-  stories  of  tfiwers.  The  arches 
are  mostly  semicircular,  resting  upon  slender  pillars  with 
capitals  and  bases,  which,  together  with  the  shafts,  bear 
various  degrees  of  enrichment ;  sometimes,  however,  the 
arches  intersect  each  other,  producing  at  their  intersection 
arches  of  the  pointed  form  ;  pointed  arches  are  employed 
alone,  but  only  in  late  examples.  The  arcades  are  for  the 
most  part  of  small  dimensions,  but  they  vary  in  size,  as  also 
in  proportions,  some  of  them  being  exceedingly  high  in  com- 
parison  to  their  width.  In  the  interiors  of  larger  churches, 
the  space  or  width  occupied  by  each  arch  in  the  lower  story, 
is  frequently  divided  into  two  arches,  enclosed  within  a 
larger  one  in  the  triforia,  and  into  three  arches  in  the  clere- 
story, the  central  one  being  loftier  than  the  others,  and  the 
whole  contained  within  a  larger  one. 

Bonrwatjs  in  this  style  are  to  be  found  in  great  variety, 
from  the  most  simple  to  the  most  elaborate.  The  simplest 
form  consists  of  merely  a  plain  semicircular-headed  aperture, 
with  a  hood-mould  springing  from  plain  square-edged  jambs  ; 
the  arches  spring  directly  from  an  impost  resting  on  the 
jambs,  which  is  freqijently  a  simple  plat-band,  with  the  under 
angle  chamfered  off.  More  frequently,  however,  the  door- 
wavs  are  recessed,  having  a  nook-shaft  in  the  angle  formed 
by  the  recession,  from  the  capital  of  which  an  arehivolt 
springs,  so  that  the  arch  in  this  case  presents  two  soffits  and 
two  faces  besides  the  hood-mould.  Sometimes  we  have  a 
succession  of  such  receding  arches,  with  a  nook-shaft  in 
each  recess,  from  which  the  arches  spring  alternately  with 
the  projecting  square-edged  jambs.  The  depth  of  the  door- 
ways is  owing  mainly  to  the  great  thickness  of  the  walls,  but 
in  many  cases,  in  addition  to  this,  that  portion  of  the  wall  in 
which  the  entrance  is  inserted,  is  made  to  project  forward 
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beyond  the  general  face,  the  projection  being  finished  above 
cither  with  a  plain  horizontal  capping,  or  with  a  highly- 
pitchi'd  gable  ;  at  St.  Sepulchre's,  Cambridge,  the  outermost 
arch  finishes  the  projection,  or  rather  the  arch  itself  projects 
from  the  face  of  the  wall,  but  this  is  not  a  common  practice. 
With  this  additional  thickness  of  walling  we  sometimes  find 
as  many  as  six  or  eight  recessions,  so  that  the  aperture  of 
the  door  occupies  but  a  very  small  proportion  of  space,  when 
compared  wiih  the  entire  surface  taken  up  by  the  doorway, 
including  the  dressings.  In  some  c;ises,  too,  the  archivolt 
mouldings  extend  on  each  side  considerably  beyond  the 
jambs.  The  soffits  and  faces  of  the  arch,  as  well  as  those  of 
the  jambs,  arc  sometimes  left  plain,  but  more  frequently 
sculptured  with  the  zig-zag,  or  some  other  ornament  peculiar 
to  the  style,  such  as  those  described  under  mouldings  ;  and  to 
such  an  extent  is  this  decoration  carried,  that  sometimes 
there  is  not  a  single  surface  left  uncovered  with  some  orna- 
mentation; even  the  shafts  of  the  pillars  are  sometimes 
decorated  in  a  similar  manner,  but  this  is  not  often  the  case, 
they  are  more  frequently  ]>lain,  and  of  not  inelegant  pro- 
portions, with  capitals  of  various  degrees  of  enrichment. 
Above  the  capitals  is  an  abacus,  which  is  often  continued 
along  the  jambs  from  one  capital  to  the  other,  but  sometimes 
the  mouldings  of  the  archivolt  are  carried  without  interrup- 
tion to  the  ground  ;  occasionally,  also,  an  enriched  band  is 
carried  across  the  shafts  and  jambs,  for  the  apparent  purpose 
of  tyuig  them  together.  The  hood-mould  is  mostly  enriched, 
and  spjings  from  a  continuation  of  the  abacus,  but  if  not,  is 
either  returned  horizontally  as  a  string-course,  or  terminates 
on  either  side  in  a  grotesque  head.  The  aperture  often 
follows  the  form  of  the  arch,  having  a  semicircular  head,  but 
is  very  frequently  square-headed,  having  a  semicircular 
tympanum  of  masonry  above,  which  is  generally  enriched 
with  sculpture,  sometimes  in  a  sort  of  diaper  pattern  of 
reticulated  or  scalloped  work,  but  more  usually  representing, 
in  luw  relief,  some  portion  of  scriptural  or  traditionary 
history.  Not  unfrequently  the  head  of  the  aperture  is  in 
the  form  of  a  square-headed  trefoil,  and  sometimes  of  a 
segment  of  a  circle  larger  than  that  of  the  external  arch. 
Over  some  doorways  is  to  be  found  a  Sinall  niche  containing 
a  rudely  sculptured  figure,  and  sometimes  a  Vesica  Piscis 
is  substituted  for  the  sculptured  subject  in  the  tympanum 
under  the  arch. 

A  great  many  examples  of  Norman  doorways  still  remain, 
even  in  churdies  which  present  no  other  features  of  this  style, 
for  it  seems  to  have  been  a  practice  with  the  architects  of 
later  periods  to  preserve  this  portion  of  an  old  church,  even 
when  they  rebuilt  the  entire  structure  in  a  later  style  ; 
many  of  them  are  certainly  very  rich  and  beautiful,  and 
their  preservation  does  credit  to  the  taste  and  judgment  of 
succeeding  ages. 

In  this  style,  windowa  form  but  subordinate  members  of 
an  edifice,  and  in  the  earlier  examples  are  small  and  insig- 
nificant, being  little  better  than  slits  or  narrow  oblong  aper- 
tures, often  not  exceeding  a  few  inches  in  breadth,  and 
finished  with  a  plain  semicircular  head  ;  the  glass  was  inserted 
close  to  the  external  wall,  and  the  sides  of  the  aperture  were 
splayed  towards  the  interior,  the  circular  heads  being  gene- 
rally concentric  on  both  sides  of  the  wall ;  the  height  of  such 
windows  was  usually  little  more  than  twice  their  breadth, 
but  occasionally  they  were  much  longer  in  proportion.  In 
cathedral  and  the  larger  churches  we  sometimes  find  win- 
dows of  much  greater  dimensions.  After  a  time,  a  slight 
degree  of  enrichment  came  to  be  added  in  the  shape  of  zig- 
zag and  other  mouldings  round  the  arch  ;  and  at  a  still  later 
period,  an  important  improvement  was  made  by  inserting 
nook-shafts  in  the  jambs,  similar  to  those  in  doorways  ;  but 
95  ■' 


in  this  case  they  seldom  exceeded  two  in  number,  that  is  to 
say,  one  on  eitfjer  side;  in  Normandy,  we  have  examples  of 
a  greater  number,  which  add  considerable  importance  to  the 
window,  but  we  do  not  know  of  any  such  in  this  country. 
Such  shafts  were  mostly  slender,  with  plain  caps  and  abacus, 
and  in  such  examples  the  archivolt  was  either  moulded  or 
recessed,  so  as  to  form  two  soffits;  the  zig-zag  mouldinj;  was 
very  common  in  this  position.  Windows  of  this  kind  weie 
usually  larger  than  the  earlier  ones,  though  not  always  so  ; 
they  are  also  frequently  protected  by  a  hood-mould,  and  the 
same  decoratinn  is  sometimes  observed  in  the  interior. 

A  window  of  still  more  advanced  character  is  very  often 
found  in  the  upper  stories  of  towers  ;  it  consists  of  two 
lights  with  semicircular  heads,  separated  by  a  central  shaft, 
and  having  a  jamb-shaft  on  either  side  ;  the  two  lights  are 
enclosed  under  another  larger  semicircular  arch,  the  spandrel 
of  which,  however,  is  veiy  rarely,  if  ever,  perforated  ;  the 
larger  arch  is  surrounded  by  a  hood-mould.  These  windows 
bear  a  remarkable  resemblance  to  those  of  the  Bvzantine 
and  Lombardic  styles,  many  of  w-hich  exist  in  Italy.  Some- 
times, apertures  for  windows  are  pierced  in  a  continuous  ar- 
cade,  running  along  the  church  ;  and  in  that  case,  the  aper- 
tures usually  occur  in  regular  order,  the  intermediate  arcades 
being  left  blank. 

Plain  circularw'indows,  of  small  dimensions,  are  sometimes 
seen  in  clere-stories  and  other  positions  ;  and  in  churches  of 
a  late  date,  are  to  be  found  occasionally  in  gable  walls,  larger 
windows  of  the  same  form,  with  small  shafts  radiating  from 
the  centre,  connected  at  the  circumference  by  small  semi- 
circular or  trefoiled  arches  ;  a  fine  example  exists  at  Bar- 
freston,  Kent. 

Of  mouldings,  such  as  are  distinguished  by  their  profile, 
the  most  usual  combinations  are  composed  of  plain  surfaces, 
or  bands,  chamfers,  and  quarter,  half  and  three-quarter 
cylindrical  mouldings,  but  of  ornamental  bands  of  sculpture, 
which  are  employed  as  mouldings  in  this  style,  there  are  a 
great  variety  ;  amongst  the  most  common  of  which  we  may 
mention  the  following: — 

The  zig-zag  is  formed  of  a  series  of  salient  and  re-entrant 
angles,  recessed  or  otherwise  carved  on  the  surface  of  the 
stone,  sometimes  in  a  single  line,  but  perhaps  more  frequently 
in  two,  three,  or  more  lines,  running  parallel  to  each  other, 
but  sometimes  we  find  them  reversed.  The  name  will  pro- 
bably give  a  better  idea  of  the  moulding  than  any  definition  ; 
it  is  also  termed  the  chevron-mould.  It  is  used  more  than 
any  other  enrichment,  and  is  found  in  all  situations. 

Similar  to  this  is  the  indented  or  trowel-point,  which  pre- 
sents such  an  appearance  as  a  stuccoed  wall  which  has  been 
indented  with  a  trowel-point  before  setting,  the  point  having 
been  pressed  further  into  the  mass,  than  the  wider  portion 
of  the  blade. 

The  beak-head,  bird'' s-head,  and  cai's-head  mouldings,  are 
of  a  similar  character,  and  consist  of  a  series  of  grotesque 
heads,  somewhat  similar  to  those  of  the  animals  whose  names 
they  bear,  each  being  furnished  with  a  pointed  beak  ;  they 
are  set  in  close  proximity  to  each  other,  frequently  over  one 
or  more  plain  mouldings,  with  the  beaks  all  pointing 
downwards. 

The  nail-head  is  composed  of  a  row  of  shallow  pyramids, 
similar  to  nail-heads,  set  in  contact  with  each  other  ;  they 
probably  originated  the  idea  of  the  dog-tooth  moulding,  so 
common  in  the  succeeding  style. 

The  i«7/e/-moulding,  of  which  there  are  two  kinds,  the 
square  and  cylirjdrical,  consists  of  cubes  or  semi-cylinders, 
placed  at  short  intervals  from  each  other,  on  a  plain  surface. 

The  alternate  billet  is  formed  of  two  or  more  rows  of 
billets,  the  billets  and  spaces  alternating  in  each  row.     The 


NOR 


238 


NOR 


sqtiure  billet  is  otien  used  for  supporting  a  bloekiiig-course, 
mill  is  termed  also  the  eoihel-hole. 

The  Jinible  ante  is  formed  of  a  series  C)f  two  cones  set 
base  to  base,  and  point  to  poJiit,  in  a  hollow  moiddiriii. 

The  embattled  is  formed  of  a  band  or  channel  following 
the  form  of  a  battlement,  with  alternate  merlons  and  embra- 
sures. Similar  to  this  is  the  dooe-tail,  bnt  in  this  the  angles 
are  acute,  instead  of  right.  There  are  several  varieties  of 
frets,  trellis,  and  interlacing  bands  employed  as  mouldings, 
some  plain,  and  others  more  or  less  enriched. 

The  /(t6»/f-nioulding  presents  a  wavy  outline,  and  the 
scii/loped  such  as  its  name  implies.  The  pellit  or  slnd- 
nioulding  is  eiu-iched  with  flat  and  slightly  projecting  circular 
pellets  in  close  proxitnity,  or  at  short  intervals  ;  while  the 
ehnin,  star,  miduliion,  and  lozeiif/e  m<nddings  are  of  a  similar 
description,  varying  only  in  the  forms  of  their  respective 
orn.imonts. 

'i'he  roi/e>-nioulding  bears  the  appearance  of  a  cable  placed 
in  a  Concave  nionlding. 

The  above  are  some  of  the  mo.st  usnal  firms,  but  there  arc 
altogether  snch  a  variety  of  shapes  and  combinations,  that  it 
is  impo.ssible  to  describe  them  all. 

The  xIring-courseH  are  very  simple,  consisting  most  fre- 
qnently  of  a  sloping  water-talde  at  top,  with  a  plain  vertical 
face  splayed  ofl'  at  the  lower  edge;  sometimes  the  vertical 
fiiee  is  enriched  with  the  zig-zag,  iMdeiited,  or  other  ornament, 
and  occasionally  a  round  moulding  is  introduced. 

The  parapets  are  usua  ly  plain  and  slightly  projecting, 
supported  upon  corbel-tables,  which  consist  either  of  cubical 
blocks  placed  at  regular  intervals  under  the  parapet,  and 
carved  into  grotesque  heads  an<l  other  devices,  or  of  a  series 
of  small  arches  resting  on  such  blocks;  the  arches  are  either 
semicircular,  interlacing,  or  trefoiled.  Sometimes  the  arches 
are  seen  without  the  blocks.  a"d  at  others  the  talile  consists 
of  a  jirojecting  course,  the  sohio  of  which  presents  a  nebulous 
or  undulating  outline. 

Biillresses  can  .scarcely  be  said  to  exist  in  buildings  of  this 
style,  the  tliickness  and  solidity  of  the  walls  not  requiring 
such  supports;  somewhat  similar,  however,  in  appearaiuM", 
are  those  projections  whi<  h  are  termed  by  Nlr.  Wliewell, 
pilasler-strips.  They  are  piccisely  of  the  same  character  as 
the  projections  in  Lombar.Jic  buildings,  .-uid  re-.eHible  a  broad 
fiat  i>ila^ter,  standing  out  luit  slightly  from  the  general  fic.e 
of  tlie  wall,  and  teriuiiiating  uniier  the  cornice  or  parapet, 
sometimes  with  a  slope,  but  frequently  carried  up  square  to 
the  sollit  of  the  parapet,  the  face  of  the  buttress  beini;  flush 
w  ith  that  of  the  ciu-liel-lable  The  basement  consists  merely 
of  a  ground-table,  and  the  pilaster  is  often  divided  into  two 
or  more  stages  by  string-courses,  which  are  frequently  con- 
tinued along  the  walls,  and  tiver  the  arches  of  apertures. 
Sometimes,  however,  they  stop  at  the  buttresses,  and  in  such 
cases,  tile  latter  are  merely  |ilain  projecting  strips,  without 
any  divisions;  it  is  seldom  that  the  lower  staires  project 
beyond  the  upper  ones,  as  in  the  later  styles.  The  string- 
courses are  mo>tly  plain,  with  the  under  edge  chamfered,  or 
of  a  semi-hexagonal  pnjection,  but  they  are  oceasioiuilly 
hatched  or  chevroned.  At  a  later  period,  the  angles  of  the 
buttre>ses  are  ornamented  with  slender  nook  shafts. 

'J  he  lowers  of  this  peiiod  are  low  and  massive,  with  but 
little  ornami-ntation,  e-peeially  in  the  sm.aller  churches.  In 
iiuiiiy  examph  s,  the  lower  stages  are  jilaiii,  but  the  upper 
ones  enriched  with  Idaiik  arcade^,  or  with  an  areadi'.  some  of 
the  arches  of  w  liich  are  lilinil,  and  olht'rs  pierced  liir  windows. 
I'he  windows  in  the  lowtr  stages  wi're  quite  jilaiu,  but  in  the 
higher  stories,  besides  the  arrangement  just  alluded  to,  we 
iifleu  see  windows  of  two  lights  with  semieircidar  heads, 
both  included  under  a  larger  arch  ;  the  lights  were  divided 


by  a  central  sliaft,  and  flanked  by  a  nook-shaft  on  either 
side.  Tile  towcus  are  often  divided  into  stories  by  string- 
courses, and  terminated  at  the  top  with  a  corbel-table  sup- 
porting a  plain  horizontal  parapet  or  blocking- course. 
Towers  were  probably  roofed  with  low  pyramidal  caps  of 
masonry,  tiles  or  shingles,  in  the  latter  eases  with  projecting 
eaves  ;  wooden  spires  covered  with  lead,  would  seem  also  to 
have  been  occasionally  employed.  Sometimes  a  pinnacle 
adorned  each  angle  of  the  tower. 

Ihe  plans  were  mostly  square,  ha\  ing  in  some  cases 
a  square  or  circular  stair-turret  at  one  of  the  angles;  nuind 
towers,  however,  of  this  date,  are  frequent  in  the  counties 
of  Norfolk  and  Snfliilk.  They  are  mostly  constructed  of 
flint,  and  batter  externally  from  the  base  upwards;  they  are 
s(uiictimes  divided  into  stages  by  string-courses,  and  the 
upper  story  is  more  enriched  than  those  below,  Tiie  win- 
dows in  the  lower  stories  are  small  and  narrow,  and  exceed- 
ingly plain. 

'J'he  piiiiiacles  were  usually  cylindric.'il  in  plan,  and  cov- 
ered w  ith  a  conical  capping,  but  occasionally  the  capjiing  was 
polygonal  or  square  on  the  plan. 

j'orr/ies,  as  we  befiue  stati'd,  rarely  occur  in  this  style,  .some 
few  however  do  remain,  but  mostly  belonging  to  the  larger 
churches.  They  are  most  frequently  vaulted,  and  sometimes 
consist  of  two  stories  having  a  small  apartment  above  the 
po'ch  properly  so  called,  'i  here  are  sometimes  benches  on 
either  side,  and  the  walls  on  the  interior  are  ornamented 
with  blank  arcades.  The  doorways  are  often  deeply  recessed 
and  of  an  ornamental  character. 

The  lion/s  of  this  period  in  large  buildings  are  highly 
pitched,  but  in  the  smaller  churches  they  are  somewhat  more 
depressed,  forming  a  rectangle  at  the  apex.  In  the  interior 
they  are  most  frequently  vaulted,  although  we  have  some 
examples  still  remaining  of  timber  roofs:  there  is  one  at 
Peterborough  cathedral,  which  is  flat,  and  covered  with 
p.iintings  of  figures,  which  have  recently  been  restored.  A 
greater  mmiber  of  roofs  of  this  material  in  all  probability 
existed,  but,  from  their  liability  to  decay  and  destructi>'n  by 
other  means,  very  few  examples  still  remain.  All  wide  spjins, 
such  as  the  naves  of  churches,  and  especially  of  the  larger 
ones,  were  probablv  covered  with  ti ruber  roofs,  as  the  builders 
of  the  perioil  do  not  seem  to  have  been  Ijold  enough  to 
attempt  vaulting  o\  er  wide  intervals  :  this  circumstance  is 
supposed  to  aci-ount  for  the  narrowness  of  the  ai>les,  which, 
together  with  crypts,  porches,  and  other  places  where  the 
bearings  were  inconsiderable,  were  always  vaulted.  Many 
examples  of  stone  vaulting  still  remain,  the  quadripartite,  or 
that  consisting  of  four  cells,  with  diagonal  groins,  being  the 
most  common;  the  barrel  vault,  however,  was  also  employed, 
a  specimen  of  which  is  to  be  seen  in  the  Tower  of  London, 
At  first  the  groins  were  simple  arrises  without  any  projecting 
moulding,  but  afterwards  a  square  moulding  was  added,  and 
still  later  this  simple  form  was  enriched  by  cylindrical 
mouldings  of  various  prijections,  and  sometimes  with  the 
zii.'-zag  and  other  ornamental  mouldings. 

The  later  portion  of  this  style,  which  has  been  named  by 
.some  the  tniiisilioji,  and  by  others  the  Senii-Normaii  style, 
mav  be  said  to  have  commenced  a  little  before  the  middle 
of  the  twelfth  century,  and  f  >rms  the  connecting  link  be- 
tween the  Romanesque  and  Pointed  styles.  It  is  distinguishc-d 
generally  by  its  amalgamation  of  Ncu-man  details  w^ilh  the 
pointed  arch,  or  peih.-ips  we  should  rather  say  by  the  intro- 
duction of  the  pointed  arch  into  what  would  otherwise  be 
Norman  work. 

Pointed  arches  are  found  trenfed  in  all  respects  in  the  same 
manner  as  the  older  semiciicular  form,  having  only  one  or 
two  recessions  on  the  soffit,  and  these  generally  square  at  the 


N  OR 


239 


NOR 


edges  williDit  chamfi-iinii ;  sometimes  we  see  only  one  snffit 
witli  plain  cliiinit'cieil  eilgc-^.  iiiiil  not  unfie(intMitly  the  t;u-es 
of  tlie  arch  are  adorned  with  zig-zag  and  other  mouldings 
of  purely  Norman  character.  These  are  supported  upon 
ma-sive  Norman  piers,  either  cylindrical  or  of  other 
form,  sometimes  square  with  attached  circular  shafts  on  the 
sides,  but  occasioiuilly  consisting  of  several  shafts  clustered 
together,  and  handed  about  midway  between  the  base  and 
Ciipital :  this  last  torms  a  near  approach  to  the  clustered 
pillars  of  a  later  style.  The  abacus  was  in  almost  all  cases, 
square,  and  of  Norman  character,  as  also  were  the  Ijases,  but 
the  eajiital  fre([uently  exhibits  a  more  cliaste  and  delicate 
ornamentatit)n,  consisting  of  foliage  which  bears  some 
appjoach  in  de--ign  to  the  Early  English. 

The  diiorwdi/s  are  recessed  similar  to  Norman  examples, 
but  have  pointed  arches,  and  the  shafts  with  their  capitals  are 
more  delicate  than  in  pure  Norman  worli.  The  arches,  how- 
ever, are  decorated  with  mouldings  which  are  purely  Nurman. 

The  !<v'H(/ii(»i,- generally  retain  the  same  ehaiacter  as  before, 
but  occasionally  the  pointed  arch  is  introduced  here  also.  In 
churches  of  this  period,  we  frerpiently  find  a  triforium  with 
a  semicircular  arcade,  and  a  clere-slory  with  purely  Norman 
wiiidows  ranging  aliove  an  arcade  comjiosed  of  pointed  arches; 
as  also  a  lower  tier  of  mural  arcades  with  pointed  arches  sur- 
mounted by  semicircular  or  intersecting  arcades.  In  short, 
the  architecture  i4'this  period  is  nothing  more  than  a  combi- 
nation of  the  poniled  arch  with  work  which  is  otherwise 
Norman  :  it  is  true,  the  character  of  the  arch  did,  in  some 
ca-es,  affect  ^ome  other  members  of  the  building,  but  not  to 
any  great  extent,  for  the  main  features  of  the  style,  with  this 
exception  of  the  arch,  still  remain  strictly  and  unmistakably 
Norman. 

During  the  wliole  of  the  period  we  have  been  considering, 
architectme  was  making  rapid  progress  in  England,  and  a 
number  of  churches  and  other  edifices  weie  erected. 

The  prelates  in  the  early  Norman  reigns  were  men  of  con- 
summate skill  in  architecture  ;  they  applied  themselves  to  the 
rebuilding  of  cathedral  churches,  and  also  the  rebuilding  of 
the  greater  abbeys.  No  le~s  than  fifteen  of  the  twe)ity-two 
Engli-h  cathedrals  retain  considerable  portions  which  are 
undoubtedly  Norman  workmanship,  and  of  which  the  several 
dates  are  ascertained.  The  Normans,  who  either  w'ere  arihi- 
tcets  themselves,  or  under  whose  auspices  architecture  flou- 
rished, are  Gnndulph,  Bishop  of  Rochester,  who  flourished 
from  .A..D.  1077  to  1107  ;  ^lauritius.  Bishop  of  London,  who 
flourished  from  1086  to  1108  ;  Roger,  Bishop  of  Salisbury, 
from  1107  to  1140;  Ernulf  Bishop'of  Rochester,  from  1115 
to  1 125  ;  Alexander,  Bishop  of  Lincoln,  from  1 123  to  1 147  ; 
Henry  of  Blois,  Bishop  of  Winchester,  from  1129  to  1109; 
and  Roger.  Ai'dilii^hop  of  York. 

The  works  of  Gnndulph  may  be  seen  at  Rochester,  Can- 
terl)ury,  and  Peterborough.  Mauritius,  of  London,  built  Old 
St.  Paul's  cathedral ;  Roger,  of  Salisbur-y,  the  cathedral  of 
Old  Sarum  ;  Einulf  conrpleted  the  work  begun  by  Gundulph 
at  Rochester;  Alexander,  of  Lirrcoln,  i-ebriilt  his  own  cathe- 
dral :  and  Henry  of  BInis,  Bishop  of  Winchester-,  a  most 
eminetrt  architect,  built  the  coiiveirtual  chui-ches  of  St.  Cross 
and  Rumsey,  in  Hampshire;  but  with  respect  to  Roger, 
Archbishop  of  York,  none  of  his  works  remain. 

By  these  architects,  the  Norman  style  of  architecture  was 
progressively  brought  to  perfection  in  England  ;  and  it  will 
be  easily  supposed,  that  the  irrrpr-ovements  made  by  anv  of 
thein  wer-c  only  adopted  in  succession. 

Many  of  the  churches  belonging  to  the  greater  abbeys 
■were  constructed  in  this  a;ra  ;  but  of  these,  few,  indeed, 
have  escaped  tire  general  demolition  that  took  place  at  the 
Reformation. 


With  respect  to  the  military  structrrres  of  the  Normans 
they  knew  they  could  not  live  in  security  without  building 
strong  places  of  defence  ;  they  therefor-e  erected  a  castle  upon 
every  lordship,  or'  assimilated  with  their  own,  what  they  found 
already  erected  to  their  hands. 

The  leadirrg  distinctiorr  in  a  Norman  fiirtrcss,  is  a  lofty 
mound  of  earth  thrown  up  in  the  centre  of  the  other  works, 
from  the  excavations  necessary  in  forming  tire  ditch,  fosse,  or 
moat.  A  square  or  circular  tower,  consisting  of  sevei-al  sto- 
ries, rose  from  the  upper  Iralliitrii,  or  a  low  cir'cnlar  story  of 
considerable  diameter,  which  was  rrsually  approached  by  a 
very  steep  stoire  staircase  on  the  outside. 

The  gateway,  or  tower  of  entrance,  and  the  barbican,  or 
watch-tower,  had  both  of  them  a  conrmunication  with  the 
keep.  Renrarkable  instances  in  the  sqriari-  form  ai-e  those 
of  the  tower-s  of  London,  Nor-wich,  Rochester,  Dover  castle, 
Iledingham  (Esse.x.)  Bamborough  (Northumberland,)  Poi'- 
chester-,  Colchester,  Kenilworth,  Knaresborough.  Carisbrooke, 
and  Oxford.  Of  the  circular  are  Anrndi-1,  Pontefract,  and 
Conisbur-gh  (Yorkshire,)  Lincohr,  and  Tunbridge  in  Kent. 
Besides  the  aliove-stated  towers,  an  irregular  form,  of  which 
the  plan  consists  of  several  segments  of  circles,  may  be  seen 
in  Clifford  tower,  in  York,  and  Berkeley  castle,  Gloucester- 
shire. These  keeps,  or  citailcls,  in  subsequent  reras  under- 
went no  alteration,  whatever  additions  or  impr'ovements  took 
place  in  architecture. 

Bishop  Gundolph  seems  to  have  considered  the  lofty  arti- 
ficial mound,  originally  of  Danish  usage,  as  unnecessary. 
His  central  towers  are  so  lofty  as  to  contain  four  stories,  as 
was  also  the  case  with  most  other  keep-towers.  The  base- 
nrent  was  the  dungeon,  without  light:  the  portal  or  grand 
entrance  was  raised  many  feet  above  the  grourrd  ;  but  his 
great  merit  consisted  in  various  architectural  contrivances, 
by  which  as  mrrch  security  during  a  siege  vvas  given  to  his 
keeps  by  stratagem,  as  by  I'cal  strength.  The  walls  were 
not  unfrc(|uerrtly  from  12  to  20  feet  thick  at  the  b.-ise.  In 
the  souterrain  of  the  vaulted  stone,  the  military  engines  and 
stores  were  deposited.  In  the  thickness  of  the  walls  were 
placed  windirrg  staircases,  the  well  for  water-,  the  vast  oven, 
enclosed  galleries  and  chimrreys,  with  an  aperture  open  to 
the  sky,  and  commrmicatiiig  with  the  dimgeon,  in  which 
prisoners  were  confined,  and  to  whom  it  gave  all  the  light 
and  air  they  could  receive.  Ther-e  was  also  a  kind  of  fine 
for  conveying  sound  to  every  part,  not  moi-e  than  eight 
inches  in  diameter.  The  state  apartment  occupied  the  whole 
third  stor-y,  and  the  staircases  leading  to  it  were  much  more 
commodioirs  than  the  others,  and  even  so  large  as  to  admit  of 
military  engines.  Adjoining  to  the  great  chamber  was  the 
oriel,  lighted  by  a  window  em  bowed  withinside.  In  Roches- 
ter castle  the  chief  room  was  32  feet  high,  including  the 
whole  space  within  the  walls.  The  walls  of  the  ground 
stor-y  had  no  light,  the  second  had  only  loop-holes;  but  the 
thir-d  had  large  ar'ched  windows  placed  so  high  as  not  to 
be  looked  through,  and  so  defended  by  an  internal  arcade 
that  no  missile  weapon  could  enter  or  fall  with  effect.  Each 
floor  had  its  communication  with  the  well.  The  chimneys 
wer'e  very  capacious.projceted  considerably  into  the  rooms,and 
rested  upon  small  pillars  ;  and  the  siirks  were  so  contrived,  in 
an  oblique  direction,  that  no  weapons  could  be  .sent  up  them. 

Gmrilulph  is  said  to  have  introduced  the  architecttrral 
ornaments  of  the  ecclesiastic  style  into  fortresses,  both  within- 
side and  without.  Most  of  the  Norirran  castles  had  a  richly 
carved  do'T-case  or  portal,  as  the  n-mairrs  of  ArunileJ  aird 
Berkeley  amply  testify.  1"he  windows  were  decorated  with 
mouldings,  freqirently  sculptured.  Castle- Rising,  Norfilk, 
and  Norwich  abound  in  admirable  specimens  of  Norman 
arcades  and  mouldings. 
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The  great  tower  of  entrance  was  built  at  the  foot  of  the 
artificial  mount,  from  wliich  was  a  sally-port,  with  stone 
stairs  leadini;  to  the  keep.  It  contained  the  portcullis  and 
dr.iwbridgc  affixed  to  the  archway,  and  several  spacious 
chambers,  in  point  both  of  the  formation  of  the  mount  and 
keejt,  and  their  connection  with  the  entrance-tower,  the 
renuiins  of  Tunbridge,  and  the  more  perfect  state  of  Arundel 
c;istle,  exhibit  a  singular  resemblance.  The  walls  were  pro- 
tected by  strong  buttresses,  and  the  round  towers  had  a 
central  space  left  open,  to  admit  light  and  air.  At  Arundel, 
the  corbel-stones,  which  supported  the  beams  of  timber,  are 
still  to  be  seen.     See  Castlk. 

'J'he  well -authenticated  bnildings  of  Norman  con- 
struction, erected  from  before  a.  d.  1100  to  1150,  are  the 
abbeys  of  Abingdon,  Reading,  and  Cirencester,  destroyed  ; 
Mailing,  Kent;  Tewkesbury,  nave,  aisles,  transept,  and  west 
front;  Malmsbmy,  nave  and  west  front ;  Buildw^is.  Salop  ; 
St.  Botolph,  Colciiester;  Bolton,  Yorkshire;  Winborn 
minster,  Dorsetshire;  Castle-Acre,  Norfolk;  Dunstable, 
liedfoidshire ;  St.  Cross,  Hants;  Romscy,  Hants;  Furness, 
Lancashire,  the  most  ancient  parts;  Lliudisfarne,  Northum- 
berland; IJyland,  Yorkshire;  Lanercost,  Cumberland  ;  Slier- 
bourn,  Dorset  ;  Southwell,  Nottinghamshire ;  Kirkstall, 
Yorkshire,  nave.  Of  those  now  named  Tewkesbury, 
Malmsbuiy,  Winborn  minster,  St.  Cross,  Romsey,  and 
Shcrbourn,  are  now  used  as  parochial  churches. 

From  A.  u.  11. ")5,  the  style  of  architecture  practised  by  the 
Nornnius  Ijcgan  to  be  mixed  with  new  forms  and  decorations, 
antl  was  at  length  superseded  by  that  much  more  elegant 
and  lofty  style  of  building,  improperly  denominated  Oolitic. 

Tiie  principal  works  that  nuiy  be  consulted  in  Norman 
architecture,  are  the  Arc/iteulo'/ia,  Carter's  Ancient  Arc/iitec- 
ture  of  England,  ^v'Mon's  Arcliitectural  Antiquities  of  Great 
Britain,  and  Dalaway's  Enr/lish  Architecture. 

NOSINGS  OF  STEPS,  the  projectir;g  parts  of  the  tiead- 
board  or  cover,  which  stand  before  the  riser.  The  nosings 
of  steps  are  generally  rounded,  so  as  to  have  a  semicircular 
section,  and,  in  good  staircases,  a  hollow  is  ])laced  under  them. 

NOTCII-BOAKD,  a  board  notched  or  grooved  out,  to 
receive  and  support  the  ends  of  the  steps  of  a  staircase. 

NOTCHING,  the  cutting  of  an  excavation  throughout  the 
whole  breadth  of  a  substance. 

By  this  method  timbers  are  fastened  together  ;  or  their 
surfaces,  when  joined  at  angles,  are  made  to  coincide. 

NUCLEUS  (Latin)  the  internal  part  of  the  flooring  of 
the  ancients,  consisting  of  a  strong  cement,  over  which  they 
laid  the  pavement,  bound  with  mortar. 


NUEL,  see  Newel  and  Staircask. 

NUISANCE,  or  Nusance,  (from  the  French,  nuire,  to 
hurl)  in  law,  is  used  not  only  for  a  thing  done  to  the  hurt  or 
annoyance  of  another,  in  his  free  lands  or  tenements,  but 
also  for  the  assize,  or  writ  lying  for  the  same. 

Nuisances  are  either  ^)h'j/«'  or  private:  a  pulilic  or  eonnnon 
nuisance  is  an  olfence  against  the  public  in  general,  either  by 
doing  what  tends  to  the  annoyance  of  all  the  king's  subjects, 
or  by  neglecting  to  do  what  the  common  good  reijuires. 
A  private  nuisance  is  when  only  one  person  or  family  is 
annoyed,  by  the  doing  of  anything ;  as  where  a  person  stops 
up  the  light  of  another's  house,  or  builds  in  such  a  manner, 
that  the  rain  falls  from  his  house  upon  his  neighbour's;  as 
likewise  the  turning  or  diverting  water  from  running  to  a 
man's  house,  mill,  meadow,  &c.,  corrupting  or  poisoning 
a  water-course,  by  erecting  a  dye-h{)use,  or  a  lime-pit,  for 
the  use  of  trade,  in  the  upper  part  of  the  stream  ;  stopping 
np  a  way  that  leads  from  houses  to  lands;  suffering  a  house 
to  decay,  to  the  damage  of  the  next  house  ;  erecting  a  brew- 
house  in  any  place  not  convenient;  or  a  privy,  &c.,  so  near 
another  person's  house  as  to  oficnd  him  ;  or  exercising  any 
olfensive  trade  ;  or  setting  up  a  fair  or  market,  to  the  preju- 
dice of  another. 

The  continuation  of  a  nuisance  is  by  the  law  considered 
as  a  new  nuisance,  and  therefore,  where  a  person  snflers  a 
nuisance  to  be  set  up,  and  then  alienates  and  lets  the  land, 
&c.,  without  removing  it,  an  action  of  the  ease  lies  against 
him  who  erected  it ;  and  also  against  the  alienee  or  lessee, 
for  continuing  it. 

Wi'its  of  nuisance  are  now  properly  termed  trespasses  and 
actions  upon  the  case. 

Nuisance,  Abatement  of  denotes  the  removal  of  it,  which 
the  party  aggrieved  is  allowed  to  do,  so  as  he  commits 
no  riot  in  the  doing  of  it. 

"  If  a  house  or  wall  is  erected  so  near  to  mine,  that  it 
stops  my  ancient  lights,  which  is  a  private  nuisance,  I  may 
enter  my  neighbour's  land,  and  peaceably  pull  it  down." 
Salk.  4.50.  "  Or  if  a  new  gate  is  erected  across  the  public 
highway,  which  is  a  common  nuisance,  any  of  the  king's  sub- 
jects passing  that  way  may  cut  it  down,  and  destroy  it." 
Cro.  Car.  184.  The  reason  why  the  law  allows  this  private 
and  snmmary  method  of  doing  one's  self  justice,  is,  because 
injuries  of  this  kind,  which  obstruct  or  annoy  such  things  as 
are  of  daily  convenience  and  use,  require  an  immediate 
remedy  ;  and  cannot  wait  for  the  slow  progress  of  the  ordi- 
nary forms  of  justice. 
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OAK,  the  well-known  tree,  styled  by  way  of  eminence  the 
"lord  of  the  forest."  The  oak  grows  to  an  enormous  size, 
attaining  frequently  a  height  of  from  80  to  100  feet,  with 
a  tiunk  from  6  to  12  feet  or  more  in  circumference.  Some 
of  the  parks  attached  to  the  mansions  of  our  great  nobles  are 
adorned  with  magnificent  specimens  of  these  monarchs  of  the 
woods.  In  Amphill  Park  stands  an  oak  of  very  large  size. 
The  circumterence  of  its  base  is  upwards  of  40  feet ;  its 
middle  girt  is  about  30  ;  it  is  quite  hollow,  firming  a  conca- 
vity sufticient  to  contain  four  or  five  miildle-sizcd  persons 
standing  together  withinside.  The  chief  of  its  branche-;, 
which  is  nmch  greater  in  dimensions  I'lan  many  parent  oaks, 
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is  supported  by  a  couple  of  large  wooden  props,  on  account 
of  its  weight  being  too  great  to  be  kept  np  by  the  main  body 
of  the  tree.  There  are  numy  fine  oaks  in  numerous  other 
parts  of  the  empire;  as  in  Salcey  forest,  Northamptonshire, 
and  in  the  Duke  of  Hamilton's  park  in  Lanarkshire.  The 
wood  of  this  tree  is  the  most  durable  that  grows,  and 
its  use  in  naval  and  domestic  purposes  is  exceedingly 
great. 

There  are  several  kinds  of  oak  timber  used  in  this  country, 
but  none  are  equal  to  the  common  British  oak,  which  is  more 
durable  than  any  other  wood  attaining  the  same  size. 
The  oak  imported  from  America  is  very  inferior  to  that  of 
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England  ;  the  oak  from  the  central  parts  of  Europe  is  also 
inferior,  especially  in  compactness  and  resistance  of  cleavage. 
The  knotty  oak  of  England,  when  cut  down  at  a  proper  age, 
(from  tilt)'  to  seventy  years.)  is  the  best  timber-  known,  for 
.It  once  supporting  a  weight,  resisting  a  strain,  and  not 
splintering  by  a  cannon-shot ;  hence  its  value  in  ship- 
building. 

OASIS,  is  the  appellation  given  to  those  fertile  spots, 
watered  by  springs  and  covered  with  verdure,  which  are 
scattered  about  the  great  sandy  deserts  of  Africa.  In  Arabic 
they  are  called  wadys.  The  Arabic  and  the  Greek  name 
seem  to  contain  the  same  root,  and  possibly  the  word  may  be 
originallv  a  native  .\frican  term.  The  most  noted  are  in  the 
Libyan  desert,  namely,  Angila.  Siwah,  the  great  oasis  west 
of  Thebes,  or  El  Khargeh  ;  the  little  oasis,  or  Wah  el  Bah- 
ryeh,  and  several  smaller,  ones,  which  are  noticed  under 
p]gypt.  Eezzan  also  mav  be  considered  as  a  great  oasis  of 
the  Saiiara.  IJoinemann  has  described  Fezzan  ;  Brown  has 
given  an  account  of  the  oasis  of  El  Khargeh,  and  Cailliaud 
of  the  smaller  oases  west  of  Egypt. 

The  oases  appear  to  be  depressions  in  the  table-land  of 
Libya.  On  going  from  the  Nile  westvrard,  the  traveller  gra- 
dually ascends  till  he  arrives  at  the  summit  of  an  elevated 
plaui,  which  continues  nearly  level,  or  with  slight  undula- 
tions, for  a  considerable  distance,  and  rises  higher  on  advan- 
cing towards  the  south.  The  oases  are  valleys  sunk  in  this 
plain,  and  when  you  descend  to  one  of  them  you  find  the 
level  space  or  plain  of  the  oasis  similar  to  a  portion  of  the 
valley  of  Egypt,  surrounded  by  steep  hills  of  limestone  at 
some  distance  from  the  cultivated  land.  The  low  plain  of 
the  oasis  is  sand-stone  or  clay,  and  from  this  last  the  water 
rises  to  the  surface  and  fertilizes  the  country  ;  and  as  the 
table-land  is  higher  in  the  latitude  of  Thebes  than  in  that  of 
Lower  Egypt,  we  may  readily  imagine  that  the  water  of  the 
oases  is  conveyed  from  some  elevated  point  to  the  south,  and 
being  retained  by  the  bed  of  clay,  rises  to  the  surface  wher- 
ever the  limestone  superstratum  is  removed. 

OBELISK,  (from  the  Latin,  obeliscus,)  a  quadrangular 
pyramid,  very  slender  and  high ;  raised  as  an  ornament  in 
some  public  place,  or  to  show  some  stone  of  enormous 
size ;  and  frequently  charged  with  inscriptions  atid  hiero- 
glyphics. 

Borel  derives  the  word  from  the  Greek,  ofiiXo^,  a  spit, 
broach,  spindle,  or  even  a  kind  of  long  javelin.  Pliny  says, 
the  Egyptians  cut  their  obelisks  in  form  of  sunbeams; 
and  that,  in  the  Pha-nician  language,  the  wurd  obelisk  signi- 
fies ray. 

The  Egyptian  priests  called  their  obelisks  the  sun's  fin- 
gers;  beftiuse  they  served  as  styles,  or  gnomons,  to  maik  the 
hours  on  the  ground.  The  Arabs  called  them  Pharaoh's 
needles ;  whence  the  Italians  call  them  agtujlia  ;  and  the  Eng- 
lish Cleopatra's  needles.     See  Cleopatra's  Needles. 

The  diti'erence  between  obelisks  and  pyramids,  according 
to  some,  consists  in  this,  that  the  latter  have  large  bases,  and 
the  former  very  small  ones,  compared  with  their  height ; 
though  Cardan  makes  the  difference  to  consist  in  this,  that 
obelisks  are  to  be  all  of  a  piece,  or  consist  of  a  single  stone; 
and  p\*ramids  of  several. 

The  proportions  of  the  height  and  thickness  are  nearly  the 
same  in  all  obelisks;  that  is,  their  height  is  nine,  or  nine  and 
a  half,  sometimes  ten  times  their  thickness  ;  and  their  thick- 
ness, or  diameter,  at  tup,  is  never  less  than  half,  nor  greater 
than  three-fourths  of  that  at  bottom. 

'Ihis  kind  i.f  Mionimient  appears  to  have  been  very  ancient; 
and,  we  are  told,  was  first  made  use  of  to  transmit  to  poste- 
rity the  principal  precepts  of  philosophy  which  were  engra- 
ven on  them  in  hieroglyphic  characters.     In  after-times  they 


were  used  to  immortalize  the  actions  of  heroes,  and  the  me 
mory  of  persons  beloved. 

ITie  first  obelisk  we  know  of  was  that  raised  by  Rameses, 
king  of  Egypt,  in  the  time  of  the  Trojan  war.  It  was  40 
cubits  high,  and,  according  to  Herodotus,  employed  20,000 
men  in  building.  P.hius,  another  king  of  Egypt,  raised  one 
of  45  cubits;  and  Ptolemy  Philadelphus  another,  of  88  cu 
bits,  in  memory  of  Arsenoe.     See  Pokpiivrt. 

Augustus  erected  an  obelisk  at  Rome,  in  the  Campus  Mar 
tins,  which  served  to  mark  the  hours  on  an  horizontal  dial, 
drawn  on  the  |iavement. 

F.  Kircher  reckons  up  fourteen  obelisks,  celebrated  above 
the  rest,  viz.,  that  of  Alexandria,  that  of  the  Barberins,  those 
of  Constantinople,  of  the  Mnns  Esquilimis,  of  the  Campus 
Flaminius,  of  Florence,  of  Heliopolis,  of  Lndovisio,  of  St. 
Mahut.  of  the  Medici,  of  the  Vatican,  of  Mount  Ciclius,  and 
that  of  Pamphylia. 

One  of  the  uses  of  obelisks  among  the  ancients  was,  to 
find  the  meridian  altitudes  of  the  sun  at  different  times  of 
the  year.  Hence  they  served  instead  of  very  large  gnomons. 
One  of  the  obelisks  now  standing  at  Rome,  that  of  St.  .John's 
Lateran,  is  in  height  108  English  feet,  without  the  pedestal ; 
and  the  other  obelisk,  brought  to  Rome  by  Augustus,  buried 
under  the  Campus  Martins,  wants  but  little  of  the  same 
height.  Pliny  gives  a  description  of  this  gnomon,  lib.  xxxvi. 
sect.  15.  From  him  it  appears,  that  there  was  laid  down, 
from  the  foot  of  the  obelisk  northward,  a  level  pavement  of 
stone,  equal  in  breadth  to  the  breadth  of  the  obelisk  itself, 
and  equal  in  length  to  its  shadow  at  noon,  upon  the  shortest 
day  ;  that  is  to  say,  that  its  length  was  to  the  height  of  the 
obelisk,  almost  as  22  to  10,  and  that  under  this  pavement, 
there  were  properly  let  in  parallel  rulers  of  brass,  whose 
distance  from  the  point,  directly  under  the  apex  of  the  obelisk, 
were  perfectly  equal  to  the  length  of  the  shadow  thereof 
at  noon,  on  the  several  days  of  the  year,  as  the  same  lengths 
decreased  from  the  shortest  day  to  the  longest,  and  again 
increased  from  the  longest  day  to  the  shortest.  Vide  Phil. 
Trans.  No.  482,  art.  5,  vol.  xliv.  p.  36o ;  where  we  also  find 
some  remarks  by  Mr.  Folkes  on  Hardouin's  Amendment  of  a 
Passage  in  Pliny's  Natural  History,  lib.  ii.  sect.  74.  about 
the  length  of  the  shadows  of  gnomons  in  different  latitudes. 

OBLIQUE  LINE.  When" one  straight  line  stands  upon 
another,  and  makes  unequal  angles  therewith,  the  angles  are 
said  to  be  oblir/iie,  the  one  being  greater  than  a  right-angle, 
and  the  other  less.  Hence  a  line  is  only  oblique,  as  it  relates 
to  another  line  :  without  this  distinction,  the  word  would  be 
destitute  of  meaning. 

Oblique  Angle,  one  that  is  greater  or  less  than  a  right 
angle. 

Oblique-angled  Triangle,  one  that  has  no  right  angle. 

Oblique  Arches,  are  those  which  conduct  high  roads 
across  a  river,  canal,  open  drain,  &c.,  in  an  oblique  direction. 
— Oblique  arches  are  otherwise  called  skew  bridges.  See 
Bridge  Arch. 

OBLONG  (from  the  Latin  oblongus)  a  rectangle  of  une- 
qual dimensions. 

OBSERVATORY,  or  Observatortum,  a  place  destined 
for  observing  the  heavenly  bodies;  or  a  building  usually  in 
form  of  a  tower,  raised  on  some  eminence,  and  covered  with 
a  terrace  for  making  astronomical  observations.  The  more 
celebrated  observatories  are,  1.  The  Greenwich  Observatory, 
or  Royal  Observatory  of  England,  was  built  in  16Tt!,  by 
order  of  Charles  II.  at  the  solicitation  of  Sir  Jonas  Moore 
and  Sir  Christopher  Wren,  and  furnished  with  the  most 
accurate  instruments  by  the  same,  particularly  a  noble  sextant 
of  seven  feet  radius,  with  telescopic  sights.  The  province  of 
observing  was  first  committed  to  Flamsteed,  a   man  who 
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seemed  burn  fi)r  the  employment.  For  finirteeii  years,  with 
iiiiweariecl  p.iiiis,  he  walehed  the  motions  of  the  planets,  and 
pariicularly  tlioso  of  the  moon,  as  he  had  been  inslruoted  ; 
that  a  new  theory  of  that  phmet  beini;  fonnd,  exhiljitinj;  all 
her  iri-cgul.irities,  the  loncritudc  niif;lit  ihenee  be  dt-termincd. 
In  the  year  KiOO,  having  provideil  himself  with  a  mural  aieh 
of  seven  feet  dianieler,  well  fixed  in  the  [ilaiie  of  the  me- 
ridian, he  verified  his  catalogue  of  the  fixed  stars,  (which 
hilherlo  had  depended  altogether  on  the  distances  measured 
wiih  the  sextant,)  after  a  new  and  very  different  manner, 
viz.,  by  taking  the  meriilian  altitudes,  and  the  movements  of 
culmination,  or  the  right  ascension  and  deelination.  With 
this  instrument  lie  was  so  pleased,  that  he  laid  the  use  of  the 
sextant  almost  wholly  aside  ;  and  in  this  way  was  the  astro- 
nomer-royal em|iloycd  for  thirty  years;  in  the  course  of 
which  time  nolhing  had  appeared  in  public  worthy  so  much 
expense  and  preparation  ;  so  that  the  observer  seemed  rather 
to  have  been  employed  for  his  own  sake,  and  that  of  a  few 
friends,  than  for  the  public  ;  though  it  was  notorious,  the  ob- 
servations that  had  been  made  were  very  numerous,  and  the 
papers  swelled  to  a  great  bulk.  This  occasioned  Prince 
George  of  Denmaik,  in  1704,  to  appoint  certain  members  of 
the  lloyal  Society,  viz.,  the  Hon.  Fr.  Robarts,  Sir  Christo- 
pher Wren,  Sir  Isaac  Newton,  Dr.  Gregory,  and  Dr.  Ar- 
Ijuthnot,  to  inspect  Flamsteed's  papers,  and  select  such  as 
they  should  think  fit  for  the  press,  purposing  to  print  them 
at  his  own  expense,  but  the  prince  dying  before  the  impres- 
sion was  half  finished,  it  lay  still  for  some  time;  till  at 
length  it  was  resumed  by  order  of  Queen  Anne,  jmd  the  care 
of  the  press  committed  to  Dr.  Arbuihnot.  and  that  of  cor- 
recting and  supplying  the  copy  to  Dr.  llalley.  Such  was  the 
rise  and  progress  of  the  •'  Historia  Coelestis,"  the  principal 
part  whereof  is  the  catalogue  of  fixed  stars,  called  also  the 
Greenwich  Catalogue.  Fiamsteed  was  succeeded  by  Dr. 
Halley;  and  Dr. "llalley,  in  1742,  by  Dr.  Bradley,  so  de- 
servedly celebrated  for  his  discovery  of  the  aberration  of  the 
stars,  and  the  mutatioii  of  the  earth's  axis  ;  after  Dr.  Bradley, 
the  appointment  was,  in  1702,  conferred  upon  Mr.  Bliss, 
who  was  succeeded  in  1785  by  Dr.  Maskelyne,  the  late 
worthy  astronorner-royal  ;  upon  whose  demise,  in  1811,  this 
imporlant  office  was  conferred  upon  Mr.  Pond. 

The  Greenwich  observatory  is  found,  by  very  accurate  ob- 
servation, to  lie  in  51°  28'  30"  north  latitude. 

2.  The  French  Observatory,  built  by  Louis  XIV.  in  the 
Fauxbourg  St.  Jacques,  Paris,  is  a  very  singular,  but  withal, 
a  veiy  magnificent  building.  It  is  eighty  feel  high,  and  at 
the  top  there  is  a  terrace.  It  is  here  M.  de  Lahire,  M.  Cas- 
sini,  &c.,  were  employed.  This  observatory  was  begun  in 
1604,  and  finished  in  1072.  The  difference  in  longitude  be- 
tween this  and  Greenwich  Observatory  is  20"  20'  15''  each. 
In  the  Paris  Observatory,  is  a  cave,  or  cellar,  of  170  feet 
descent,  for  making  various  experiments,  particularly  such  as 
relate  to  congelations,  refrigerations,  indurations,  conserva- 
tions. &c.  And  in  this  cave  there  is  a  thermometer  of  M. 
de  Lahire,  which  is  always  at  the  same  height,  indicating  the 
temperature  of  the  place  to  be  always  the  same. 

3.  Tycho  Brahe's  observatory  in  the  little  island  of  Ween, 
or  the  Scarlet  Island,  between  the  coasts  of  Schonen  and 
Zealand  in  the  Baltic,  was  erected  and  furnished  with  instru- 
liienls  at  his  own  expense;  and  was  called  by  him  I'ranien- 
burgh.  In  this  place,  he  spent  twenty  years  in  observing 
the  stars. 

We  may  enumerate  here  some  other  observatories,  as  that 
of  Pekin,  erected  by  a  late  emperor  of  China  in  his  capital, 
iipon  the  reC'iminendalioii  of  the  Jesuit  missionaries  ;  and  that 
of  the  Brahmins  at  Benares,  in  the  East  Indies,  of  which  we 
give  the  following  descri[ition  : — 


The  observatory  at  Benares,  built  by  order  of  the  emperor 
Akbar,  was  once  a  magnificent  structure;  the  lower  part  of 
it  is  now,  however,  converted  into  stables;  the  court-yards 
and  apartments  are  still  spacious.  It  stands  on  the  banks  of 
the  (Janges,  and  the  summit  is  approached  bv  a  staircase 
leading  to  a  large  terrace,  where  numerous  instruments  still 
remain  in  great  preservation  ;  stupendously  lai'go.  immove- 
ablt'  from  the  spot,  and  built  of  stone,  some  of  them  being 
upwards  of  twenty  feet  in  height.  Their  graduation  is  very 
exact. 

OBTUNDIXG,  (from  the  Latin  ohlnndu,)  the  blunting  or 
taking  away  a  sharp  corner. 

OBTUSE,  (from  the  Latin)  anything  that  is  blunt. 

Obtuse-angled  Triangle,  a  triangle  which  has  an  obtuse 
angle. 

Obtise  Section  of  a  Cone,  a  name  given  to  the  hyper- 
bnla,  by  ancient  geometricians,  because  they  considered  it 
only  in  such  a  cone,  whose  section  through  the  axis  was  an 
obtuse-angled  triangle. 

OCIIIIE,  in  painting,  a  colour  prepared  from  a  species  of 
earth,  also  termed  ochre,  composed  of  fine,  soft,  smooth,  and 
argillaceous  particles,  slightly  coherent,  rough  to  the  touch, 
and  easily  difiiisable  in  water;  ochre  is  of  various  colours. 
Yellow  is  the  most  prevalent,  but  there  are  red,  green,  blue, 
and  black  ochres.  The  colouring  matter  of  ochre  is  almost 
always  oxide  of  iron.  Red  chalk  is  much  used  for  drawing  ; 
for  this  purpose,  it  should  be  free  from  grit,  and  not  too  hard. 
In  order  to  free  it  from  grit,  and  render  it  better  for  use,  it 
is  sometimes  pounded,  washed,  mixed  with  gum,  and  cast 
into  moulds  of  convenient  shape  and  size.  Under  the  name 
of  reddle,  this  substance  is  much  used  for  the  marking  of 
sheep,  and,  when  mixed  with  oil,  for  the  piainting  of  pales, 
gates,  and  the  wood-work  of  out-buildings. 

OCTAGON,  (from  6k,tu),  cUjIit,  and  yiovia,  sides)  a  figure 
of  eight  sides,  and  consequently  as  many  angles.  When  all 
the  sides  and  all  the  angles  are  equal,  the  figure  is  called  a 
reffii/iir  ortniinn. 

OCTAIliCDRON,  or  Octaedron,  (Greek,  d/iratdpo^')  in 
geometry,  one  of  the  five  regular  bodies,  consisting  of  eight 
equal  and  equilateral  triangles. 

The  octahedron  may  be  conceived  as  consisting  of  two 
quadrilateral  pyramids  put  together  at  their  bases. 

Its  solidity,  therefore,  is  had  by  multiplying  the  quadran- 
gular base  of  either  by  one-third  of  the  perpendicular  height 
of  one  of  them,  and  then  doubling  the  product.  The  square 
of  the  side  of  an  octahedron  is  in  a  subduple  ratio  of  the 
square  of  the  diameter  of  the  circumscribing  sphere.  See 
Regular  Bohy. 

OCTOGON.  See  Octagon. 

OCTOSTYl^E,  (from  (Sktw,  eight,  and  ct'/lof,  a  column) 
an  ordonnance  with  eight  columns.  It  is  generally  under- 
stood of  columns  when  their  axes  are  all  in  the  same  plane, 
as  in  the  portico  of  the  Pantheon  at  Rome,  and  the  Parthenon 
at  Athens. 

ODEUM,  (Greek,  (hSeiov)  among  the  ancients,  was  a  place 
for  the  rehearsal  of  music  to  be  sung  in  the  theatre. 

Odeum  was  sometimes  also  extended  to  buildings  that  had 
no  relation  to  the  theatre.  Pcuicles  built  an  odeum  at  Athens, 
where  musical  prizes  were  contended  for.  Pausanias  says, 
that  Ilerod,  the  Athenian,  built  a  inagnilieent  odeum  for  the 
sepulchre  of  his  wife. 

Eeclesiastical  writers  also  use  odeum  for  the  choir  of  a 
church. 

ODOMETEU,  an  instrument  for  measuri-.g  the  distance 
travelled  over  by  a  chaise  or  other  carriage  ;  it  is  attached 
to  the  wheel,  and  by  means  of  an  index  and  dial-plate,  showB 
the  distance  gone  over. 
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(ECUS,  (Greek)  a  word  used  by  Vitruviiis,  to  denote 
some  apartment  eonneeted  with  the  dining  room.  The  ceei 
were  very  magnifieent,  as  will  appear  by  reading  chapters  v. 
and  vi.  book  vi.  of  Newton's  Vilrnviiis. 

OFFICES,  (Freneh)  in  arehitcetnre,  denote  all  the  apart- 
ments that  serve  for  the  necessary  occasions  of  a  great  house, 
or  palace,  or  those  where  the  servants  are  employed  ;  as 
kitchens,  pantries,  brewhouses,  confectioneries,  fruiteries, 
granaries,  &c.,  as  also  wash-houses,  wood-houses,  stables,  &c. 
The  ollices  are  commonly  in  the  basxecour  ;  sometimes  they 
are  sunk  under  ground,  and  well  vaulted. 

OFFSETS,  those  planes  of  a  wall  which  connect  two 
faces  in  ditlerent  parallel  planes,  where  the  upper  part  recedes 
from  the  lower. 

OGEE,  or  0-G,  in  architecture,  a  moulding,  consisting 
of  two  members,  the  one  concave,  the  other  conve.x,  tiie 
same  with  what  is  otherwise  called  cymalium. 

Vitruvius  makes  each  member  of  the  ogee  a  quadrant  of  a 
circle ;  Scamniozzi,  and  some  others,  make  them  somewhat 
flatter,  and  strike  ihem  from  two  equilateral  triangles. 

'I'he  figure  of  an  ogee  bears  some  resemblance  to  that  of 
an  S. 

OGIVES,  in  aichitccture,  arches  or  branches  of  a  Gothic 
vault,  which,  in  lieu  "i  being  circular,  pass  diagonally  from 
one  angle  to  another,  and  form  a  cross  with  the  other  arches 
which  make  the  side  of  the  squares,  whereof  the  ogives  are 
diagonals. 

The  middle,  where  the  ogives  cut  or  cross  each  other,  is 
called  tlie  /c/,  wiiich  is  sometimes  carved  in  form  of  a  rose, 
or  a  ciil  de  Unnpe.  The  members  or  mouldings  of  the  ogives 
are  called  iterve.t,  hranches,  or  reiim  ;  and  the  arches  which 
separate  the  ogives,  double  arches. 

OILLETS.  OiLLETTEs,  or  Oylets,  (from  tlie  French  ceil, 
an  eye).  Eyelet-holes,  small  openings,  or  holes  of  various 
forms  in  the  walls  of  fortified  places,  through  which  missiles 
were  discharged  on  the  besiegers. 

OLD  RED  SAN  DSTONE,  in  geology,  the  lowest  member 
of  the  carboniferous  group  of  strata,  extensively  developed 
in  the  counties  of  Shropshire  and  Herefordshire,  in  England  ; 
Biecknoekshire,  in  Wales;  and  Dumfrieshireand  Forfarshire 
in  Scotland.  It  lies  between  the  carboniferous  series  and 
the  Silurian  rocks.  It  consists  of  many  varieties  and  alter- 
nations of  silieious  sandstones,  and  conglomerates  of  various 
colours,  red  predominating.  According  to  Bakewell,  the  old 
red  .--andstone  is  a  graywacke,  coloured  red  by  the  accidental 
admi.xture  of  oxide  of  iron. 

OLYMPIAN  GAMES,  the  chief  of  the  four  great 
national  festivals  of  the  Greeks,  were  celebrated  at  Olympia, 
a  sacred  spot  on  the  banks  of  the  Alpheus,  near  Elis,  every 
fifth  year.  The  exact  interval  at  which  it  recurred,  was  one 
of  forty -nine  and  fifty  lunar  months,  alternately  ;  so  that  it 
fell  sometimes  in  the  month  of  Appollonius  (July)  sometimes 
in  the  mouth  of  Parthenius  (August.)  The  period  between 
two  celebrations,  was  called  an  Olympiad.  It  lasted  during 
live  days. 

The  Olympian  festival  consisted  of  religious  ceremonies, 
athletic  contests,  and  races.  The  chief  deity  who  presided 
over  it  was  Jupiter  Olympius,  whose  teinple  at  Olympia, 
contJiiuing  the  ivory  and  gold  statue  of  the  god  by  Phidias, 
was  one  of  the  most  magnificent  works  of  art  in  Greece. 
The  games  consisted  of  horse  and  foot  races,  leaping,  throw- 
ing, wrestling,  and  boxing,  and  combinations  of  these  exercises. 
'Ihe  earliest  of  these  games  was  the  foot-race,  which  was  the 
only  one  revived  by  Iplutus.  The  space  run,  was  the  length 
of  the  stadium  in  which  the  games  were  held,  namely,  about 
600  English  feet. 

Wrestling  was  introduced  in  the  18th  Olympiad  (b.c.708). 


Tlie  wrestleis  were  matched  in  pairs  by  lot ;  when  there  was 
an  odd  nimilier.  the  person  who  was  lift  by  the  lot  \vithi>ut 
an  antagonist,  wrestled  last  of  all  with  him  who  had  con- 
quered the  others.  The  athlete  who  gave  his  antagonist 
three  throws,  gained  the  victory.  There  w;is  another  kind 
of  wrestling,  in  which,  if  the  combatant  who  fell  could  drag 
down  his  antagonist  with  him,  the  struggle  was  continued  on 
the  ground,  and  the  one  who  succeeded  in  getting  uppermost 
and  holding  the  other  down  gained  the  victory. 

Boxing  was  introduced  in  the  23rd  Olympiad  (b.c.  688). 
The  boxers  had  their  hands  and  arms  covered  with  thongs 
of  leather,  called  cestus,  which  served  both  to  defend  them, 
and  to  annoy  their  antagonists.  Viigil  describes  the  ce.stus 
as  armed  with  lead  and  iron ;  but  this  is  not  known  to  have 
been  the  case  among  the  Greeks.  In  these  games,  the  com- 
batants fought  naked. 

The  horse-races  were  of  two  kinds,  with  chariots,  or 
without.  The  chariot-race  "was  generally  with  four-horsed 
chariots,  and  was  introduced  in  the  25th  Olympiad  (b.c.  680.) 
The  course  had  two  goals  in  the  middle,  at  the  distance  pro- 
bably of  two  stadii  from  each  other.  The  chariots  started 
from  one  of  these  goals,  turned  round  the  other,  and  returned 
along  the  other  side  of  the  hippodrome.  This  circuit  was 
made  twelve  times.'  The  great  art  of  the  charioteer  consisted 
in  turning  as  close  as  possible  to  the  goals,  but  without 
running  asainst  them,  or  against  the  other  chariots.  The 
places  at  the  starting-post  were  assigned  to  the  chariots 
by  lot. 

There  were  two  serts  of  races  on  horseback,  namely,  that 
in  which  each  competitor  rode  one  horse  throughout  the 
course,  and  the  other  in  which,  as  the  horse  approached 
the  goal,  the  rider  leaped  from  his  back,  and  keeping  hold  of 
the  bridle,  finished  the  course  on  foot.  See  Circus  and 
Hippodrome. 

It  seems  to  be  generally  admitted  that  the  chief  object  of 
this  festival  was  to  form  a  bond  of  union  for  the  Grecian 
states.  Besides  this,  the  great  importance  which  such  an 
institution  gave  to  the  exercises  of  the  body,  must  have  had 
an  immense  influence  in  forming  the  national  character. 
Regarded  as  a  bond  of  union,  the  Olympian  festival  seems  to 
have  had  but  little  success  in  pnmioting  kindly  feelings 
between  the  Grecian  states,  and  perhaps  the  rivalry  of  the 
contest  may  have  tended  to  exasperate  existing  quarrels  ;  but 
it  undoubtedly  furnished  a  striking  exhibition  of  the  nation- 
ality of  the  Greeks,  of  the  distinction  between  them  and 
other  races.  Perhaps  the  contingent  effects  of  the  ceremony 
were,  after  all,  most  important.  During  its  celebration, 
Olympia  was  a  centre  for  the  commerce  of  all  Greece,  for  the 
free  interchange  of  opinions,  and  for  the  publication  of 
knowledge.  The  concourse  of  people  from  all  parts  of  Greece 
afforded  a  fit  audience  for  literary  productions,  and  gave  a 
motive  for  the  composition  of  works  worthy  to  be  laid  before 
them.  Poetry  and  statuary  received  an  impulse  from  the 
demand  made  upon  them  to  aid  in  perpetuating  the  victors 
fame. 

ONE-PAIR-OF-STAIRS,  signifies  the  first  story,  or 
floor,  by  passing  up  the  stairs,  or  pair  of  stairs,  as  they  are 
frequently  Ciilled.  from  the  oitrance.floor  to  the  next  floor, 
which  is'  denominated  the  one-pairof-stairs  floor,  and  fre- 
quently (though  very  improperly)  the  first  floor,  the  entrance 
floor  bein;;  naturallv  the  first  floor. 

OOLITE.     See  Roe-Stone. 

OPAE,  the  space,  signifies  the  space  between  joists.  See 
Newton's  Vitruvius,  book  iv.  chap.  ii. 

OPENING.       Sp?  A  PERT  IKE. 

0PER.\  HOUSE,  a  theatre  for  the  express  purpose  of 
performing  operas  or  musical  dramas. 
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OPISTIIODOMOS,  the  enclosed  space  behiiid  a  tem|.le. 
The  treasury  at  Athens  was  so  called,  because  it  stood  Ijehiiid 
the  temple  of  Minerva. 

OPPOSITE  ANGLES,  those  which  are  formed  by  two 
straight  lines  crossing  each  other,  but  not  two  adjacent 
angles. 

Opposite  Cones,  those  to  which  a  straight  line  can  be 
everywhere  applied  on  the  surfices  of  both  cones. 

Opposite  Skctions,  the  sections  made  by  a  plane  cutting 
two  i>p|iosi!e  cones. 

OPTIC  PYRAi\[ID.     See  Perspective. 

Oi'Tic  Rats.     See  Perspective. 

OPTICS,  (from  the  Latin,  optica)  is  properly  the  science 
of  direct  vision.  In  a  larger  sense,  the  word  is  used  for  the 
science  of  vision,  or  visibles  in  general ;  in  which  sense, 
optics  includes  catoptrics  and  dioptrics,  and  even  per- 
spective. 

In  its  more  extensive  acceptation,  optics  is  a  mixed 
mathematical  science,  which  explains  the  manner  by  which 
vision  is  perfurmed  in  the  eye  ;  treats  of  sight  in  the  general ; 
gives  the  reasons  of  the  several  modifications  or  alterations 
which  the  rays  of  light  undergo  in  the  eye  ;  and  shows  why 
objects  appear  sometimes  greater,  sometimes  smaller,  some- 
times more  distinct,  sometimes  more  confused,  sometimes 
nearer,  and  sometimes  more  remote.  In  this  extensive 
signilication,  it  is  considered  by  Sir  Isaac  Newton,  in  his 
admirable  work  called  O/itics. 

Optics  make  a  considerable  branch  of  natural  philosophy  ; 
both  as  it  explains  the  laws  of  nature,  according  to  which 
vision  is  performed  ;  and  as  it  accounts  for  abundance  of  phy- 
sical phenomena,  otherwise  inexplicable. 

From  optics  likewise  arises  perspective,  all  the  rules  of 
which  have  their  foundation  in  optics.  Indeed,  Tacquet 
makes  perspective  a  part  of  optics ;  though  John,  Arch- 
bishop of  Canterbury,  in  his  Perspecliva  Communis,  calls 
optics,  catoptrics,  and  dioptrics,  by  the  common  name  per- 
spective. 

This  art,  for  so  it  should  be  considered  rather  than  as  a 
science,  was  revived,  or  re-invented,  in  the  sixteenth  century. 
It  owes  its  birth  to  painting,  and  particularly  to  that  branch 
of  it  which  was  employed  in  the  decoration  of  the  theatre. 
Vitruvius  informs  us,  that  Agatharchus,  instructed  by  /Es- 
chylus,  was  the  first  who  wrote  upon  this  subject;  and  that 
afterwards  the  principles  of  this  art  were  more  distinctly 
taught  by  Democritus  and  Anaxagoras,  the  disciples  of  Aga- 
thaichus.  How  they  described  the  theory  of  this  art  we  are 
not  intbrmed.  as  their  writings  have  been  lost;  however,  the 
revival  of  painting  in  Italy  was  accompanied  with  a  revival 
of  this  art ;  and  the  first  person  who  attempted  to  lay  down 
the  rules  of  perspective,  was  Pietro  del  liorgo,  an  Italian. 
He  supposed  objects  to  be  placed  beyond  a  transparent  tab- 
let, and  endeavoured  to  traee  the  images  which  ravs  of  Iii;ht, 
emitted  from  them,  would  make  upon  it.  The  book  whicli  he 
wrote  upon  this  subject,  is  not  now  extant  ;  and  this  is  the 
more  to  be  regretted,  as  it  is  very  much  commended  by  the 
famous  Egnazio  Dante.  L  pon  the  principles  of  Borgo,  Albert 
Durer  constructed  a  machine,  by  which  he  could  trace  the 
perspective  appearance  of  objects.  Balthazar  Parussi,  having 
studied  the  writings  of  Borgo,  endeavoured  to  make  them 
more  intelligible.  To  him  we  owe  the  discovery  of  points  of 
distance,  to  which  all  lines  that  make  an  angle  of  45  degrees 
with  the  ground-line  arc  drawn.  Soon  after,  Guido  Ubaldi, 
another  Italian,  found  that  all  the  lines,  which  are  parallel  to 
each  other  and  to  the  horizon,  if  they  be  inclined  to  the 
grounddine,  converge  to  some  point  in  the  horizontal  line  ; 
and  that  through  this  point,  also,  a  line  drawn  from  the  eye, 
parallel  to  them   will  pass.     These  principles  combined,  en-  I 


abled  him  to  make  out  a  pretty  complete  theorj'  of  perspective. 
Great  improvements  were  made  in  the  rides  of  perspective 
by  subsequent  geometricians,  parti<-ularly  by  Professor 
Gravesande,  and  still  more  l>y  Dr.  Brook  Taylor,  whose  prin- 
ciples are,  in  a  great  measure,  new,  and  much  more  sreneral 
thi'.n  those  of  any  person  before  him.  Although  Dr.  Taylor 
really  invented  this  excellent  method  of  perspective,  yet  it  is 
suggested  by  Mr.  Robins,  that  the  same  method  was  pub- 
lished by  Guido  Ubaldi  in  his  Perspective,  printed  at  Pesaro, 
in  1600.  Ill  this  treatise  the  method  is  delivered  very  clearly, 
and  confirmed  by  most  excellent  demonstrations.  In  the  last 
book,  Ubaldi  applies  his  method  to  the  delineation  of  the 
scenes  of  a  theatre  ;  and  in  this,  as  far  as  the  practice  is  con- 
cerned, he  is  followed  by  Signor  Sabatcllini.  in  his  Practica 
di  Fahrica  Scene,  of  which  there  was  a  new  edition  at  Ra- 
venna in  ICSS;  and  to  this  was  added  a  second  book,  con- 
taining a  description  of  the  machines  used  for  producing  the 
sudden  changes  in  the  decorations  of  the  stage.  In  the  cata- 
logue of  the  great  Sir  Isaac  Newton's  works,  at  the  end  of 
his  Life,  is  a  work  on  perspective,  written  in  Latin  ;  Newtoni 
Elementa  Perxpectivm  Uni versa li.s;  I74().  8vo.  We  are  in- 
debted to  opticians  of  a  much  later  period  for  ingenious 
devices  to  apply  the  knowledge  they  had  of  optics,  and  espe- 
cially of  perspective,  to  the  purpose  of  amusement. 

For  the  principles  .and  practice  of  Perspective,  see  that 
article,  where  they  will  be  fiilly  treated  of 

OR.\NGERY,  a  gallery  in  a  garden,  or  parterre,  exposed 
to  the  south,  but  well  closed  with  a  glass  window,  to  preserve 
oranges  in  during  the  winter  season. 

The  orangery  of  Versailles  is  the  most  magnificent  that 
ever  was  built ;  it  has  wings,  and  is  decorated  with  a  Tuscan 
Older. 

ORATORY,  (from  the  Latin,  oratorium,  a  temple,)  a  clo- 
set or  apartment  in  a  large  house,  near  a  bedchamber,  fur- 
nished with  a  small  altar,  or  an  image,  for  private  devotion, 
among  the  Romanists.  The  ancient  oratories  were  little  cha- 
pels adjoining  to  monasteries,  wherein  the  monks  offered  up 
their  prayers,  before  they  had  churches. 

In  the  sixth  and  seventh  centuries,  oratories  were  little 
churches  built  frequently  in  burial-grounds,  without  either 
baptistry,  cardinal,  priest,  or  any  public  office,  the  bishop 
sending  a  priest  to  officiate  occasionally. 

ORB,  (from  the  Latin  orhis,  a  sphere.)  a  knot  of  flowers, 
or  herbs,  in  a  Gothic  ceiling,  placed  upon  the  intersection  of 
several  ribs,  in  order  to  cover  the  mitres  of  every  two  adjoin- 
ing ribs.     This  is  otherwise  called  boss. 

ORCHESTRA,  in  ancient  theatres,  a  place  set  apart  for 
the  chorus,  and  in  modern  theatres  that  division  in  which  the 
musicians  are  located.     See  Theatre. 

ORDER,  the  perfect  arrangement  and  composition  of  any 
architectural  work  ;  but  the  term  is  more  especially  used  to 
designate  the  various  methods  of  arrangement  employed  in 
Grecian  or  Classical  architecture,  and  is  definitely  applied 
to  such  a  portion  of  a  building  as  may  c<imprehcnd  the  whole 
design  by  a  continuity  and  repetition  of  its  parts.  By  those 
who  put  faith  in  Vitruvius,  the  Grecian  ordere  are  supposed 
to  he  but  an  imitation  of  the  parts  of  a  primitive  hut,  and 
which,  according  to  his  theory,  originally  consisted  of  a  roof 
or  covering,  supported  by  posts  made  of  the  trunks  of  trees, 
in  four  rows,  forming  a  quadrangular  enclosure.  Beams  were 
laid  upon  the  tops  of  the  posts,  in  order  to  connect  them,  in 
their  longitudinal  direction,  in  one  body.  To  support  the 
covering,  timbers  were  laid  from  beam  to  beam  across  the 
breadth  ;  and  to  throw  off  the  wet,  other  beams  were  laid 
parallel  to  those  resting  upon  the  posts,  but  jutting  farther 
over  on  each  side  of  the  edifice:  and  these  again  supported 
inclined  timbers,  which  overhung  their  supports,  and  formed 
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a  riilsio  in  theriiiildle  of  the  roof,  for  throwing  otf  the  wet  ; 
and  thus  the  part  supported  formed  three  principal  di-.lincl 
portions,  whieh,  in  proeess  of  time,  were  decorated  with  cer- 
tain moulding-:,  or  other  ornaments,  each  part  still  preserving 
its  distinct  mass,  though  perhaps  not  exactly  similar  to  the 
original  form.  The  three  parts,  taken  as  a  whole,  were  called 
the  enlablixture :  the  lower  part,  consisting  of  the  linteling 
beams,  was  called  Ike  epistyle,  or  architruve:  the  middle  part, 
which  receded  from  the  epistyle,  was  called  the  soophorus,  or 
frieze ;  and  the  upper  part,  which  projected  considerably  over 
the  frieze,  being  in  imitation  of  the  ends  of  the  roof,  was 
called  llie  cornice. 

Therefore  the  entablature  consists  of  a  cornice,  frieze,  and 
architrave. 

The  posts  received  the  name  of  columns,  which  always 
consist  of  two  principal  divisions  at  least,  and  frequently  of 
three.  The  columns  were  ornamented  at  the  top  in  imitation 
of  the  stones  laid  upon  the  posts  in  the  original  wooden  hut, 
for  throwing  olf  the  rain.  These  decorations  at  the  top 
received  the  name  of  capital,  and  each  of  the  wooden  posts 
that  of  sluift. 

\\  hen  ornaments  were  added  to  the  foot  of  the  shaft,  they 
were  termed  tlie  base. 

The  order,  therefore,  consists  principally  of  a  column  and 
entablature.  The  column  is  subdivided  into  a  shaft  and  capi- 
tiil,  or,  at  most,  into  three  principal  parts,  a  base,  shaft,  and 
capital ;  and  the  entablature,  as  has  been  observed,  into  archi- 
trave, frieze,  and  cornice.  These  parts  are  again  divided  into 
smaller  portions,  ternied  »io»/(/(/i(/«,  or  other  ornaments.  See 
Arcuiiectlre,  Okdeks  of. 

Order,  Attic,  the  pilaster  of  an  attic.     See  Attic. 

Order,  Canjatic,  that  in  which  the  entablature  is  sup- 
ported by  women  instead  of  columns.     See  Caryatic. 

Order.  Gothic,  the  pointed  style  of  architecture,  usually 
called  Gothic.     See  Arcihtecture,  Castle,  and  Gothic. 

Orders,  Greek,  are  the  Doric.  Ionic,  and  Corinthian.  See 
each  of  these  articles. 

Order,  Persian,  that  where  the  entablature  is  supported 
by  men  instead  of  columns.  The  history  is  related  in 
Newton's  Vitruvius,  book  i.  chap.  i.  page  3.  See  Per- 
sians. 

Order  of  Te.mplks,  otherwise  called  Species,  are  the 
amphiprostyle,  the  antaj,  the  dipteral,  the  peripteral,  and  the 
prostyle.     See  those  respective  articles. 

ORDINANCE,  or  Ordonnance,  the  same  as  Order  : 
which  see. 

ORDINATES,  in  geometry  and  conies,  are  lines  drawn 
from  any  point  of  the  circumference  of  an  ellipsis,  or  other 
conic  section,  perpendicularly  across  the  axis,  to  the  other 
side. 

The  I^atins  call  them  ordinatim  applicatce. 

The  halvesof  each  of  these  are  properly  on\y  semi-ordi7iates, 
though  po|)iilarly  called  ordimites. 

The  ordinates  of  a  curve  may  more  generally  be  defined 
to  be  right  lines  parallel  to  each  other,  terminated  by  the 
carve,  and  bisected  by  a  light  line  called  the  diameter.  In 
curves  of  the  second  order,  if  any  two  parallel  right  lines  be 
drawn  so  as  to  meet  the  curve  in  three  points,  a  right  line, 
which  cuts  these  parallels,  so  as  that  the  sum  of  two  parts 
terminating  at  the  curve  on  one  side  the  secant,  is  equal  to 
the  third  part  terminated  at  the  curve  on  the  other  side,  will 
cut  all  other  right  lines  parallel  to  these,  which  meet  the 
curve  in  three  points,  after  the  same  manner,  i.  e.  so  as  that 
the  sum  of  the  two  parts  on  one  si.le  will  always  be  equal  to 
the  third  part  on  the  other  side.  And  these  three  parts,  equal 
on  either  side,  Sir  Isaac  i^iiyiton  caXU  ordinatim  applicata, 
or  ordinates  of  curves  of  the  second  order. 


Ordinate,  in  an  ellipsis,  hyperbola,  and  parabola.  See  the 
respective  articles. 

ORCxANICAL  DESCRIPTION  OF  CURVES,  li 
method  of  describing  curves  upon  a  plane  by  coritinued 
motion. 

OIIIEL  WINDOW,  in  architecture,  a  projecting  angular 
window,  mostly  of  a  triagonal  or  pentagonal  form,  and 
divided  by  nmllions  and  transomes  into  dltlerent  bays  and 
other  compartments.  These  windows  are  not  peculiar  to 
the  pointed  style,  as  they  are  of  frequent  occurrence  in  the 
barbarous  style  which  succeeded  it.  During  the  reigns  of 
Elizabeth  and  James  I.  they  became  still  more  common  than 
they  had  been  before  in  the  pointed  style. 

ORLE  (French,  formed  from  the  Latin  orletiim  or  orlvm., 
of  ora,  a  border  or  list)  a  fillet  under  the  ovolo  or  quarter- 
round  of  a  capital. 

When  at  the  top  or  bottom  of  the  shaft,  it  is  called 
cincture. 

Palladio  also  uses  orle  for  the  plinth  of  the  bases  of  the 
columns  and  pedestals. 

ORNAMENTS  (from  the  Latin  ornamentum,io e-mh^Wiah) 
in  architecture,  all  the  sculpture, or  carved  work,  with  which 
a  piece  of  architecture  is  enriched. 

Plate  I.  Some  of  the  most  beautiful  specimens  of  orna- 
ments, in  scrolls  and  branches,  used  in  the  capitals  of  columns, 
in  Grecian  and  Roman  antiquity. 

Figures  1,  3,  3,  4,  5,  Specimens  from  the  most  beautiful 
remains  of  Grecian  architecture.  Figure  5  is  taken  from 
the  capitals  of  that  elegant  piece  of  antiquity  the  Lantern  of 
Demosthenes. 

Figures  6,  7,  8,  9,  10,  11, 12,  are  from  the  ancient  remains 
of  Roman  architecture.  In  particular,  Fiovre  9,  is  taken 
from  the  temple  of  Vesta,  at  Tivoli  ;  Figure  10,  from  the 
three  remaining  columns  of  the  temple  of  Jupiter  Stator,  at 
Rome  ;  Figure  12.  from  the  arch  of  Titus. 

Ornaments  in  Relievo,  those  carved  on  the  contours  of 
mouldings. 

ORTIIOGONAL  FIGURE  (from  dpOdi,  true,  and  yuvla, 
an  aiii/le)  the  same  as  rectangular. 

ORTHOGRAPHICAL  PROJECTIONS.  See  Projec- 
tion. 

ORTHOGRAPHY  {6pdbg,  (rue,  and  yQa<pu,  to  describe) 
in  architecture,  the  elevation  of  a  building,  showing  all  the 
parts  thereof  in  their  true  proportion.  The  orthography  is 
either  external  or  internal. 

Orthography,  Fxternal,  a  delineation  of  the  outer  face 
or  front  of  a  building,  exhibiting  the  principal  wall,  with  its 
aperture.s,  roof,  ornaments,  and  everything  visible  to  an  eye 
placed  at  a  distance,  before  the  building. 

Orthography,  Internal,  called  also  Section,  a  delineation 
or  draught  of  a  building,  such  as  it  would  appear  were  the 
external  wall  removed.     See  Perspective. 

Orthography,  in  geometry,  the  art  of  drawing  or  deline- 
ating the  fore-right  plan  or  side  of  any  object,  and  of 
expressing  the  heights  or  elevations  of  each  part. 

This  art  has  received  its  name  from  its  determining  things 
by  perpendicular  right  lines  falling  on  the  geometrical  plan; 
or  rather,  because  all  the  horizontal  lines  are  here  straight 
and  parallel,  and  not  oblique,  as  in  perspective  represen- 
tations. 

Orthography,  in  fortification,  the  profile  or  representation 
of  a  work  ;  or  a  draught  so  conducted,  as  that  the  length, 
breadth,  height,  and  thickness  of  the  several  parts  are 
expressed  ;  such  as  they  would  appear,  if  it  were  perpen- 
dicularly cut  from  top  to  bottom. 

OSCULATING  CIRCLE,  or  Kissing  Circle,  the  circle 
of  curvature.    That  circle  whose  radius  is  equal  to  the  radius 
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of  curvature  of  any  other  curve  at  a  particular  or  specified 
point.     See  Curve. 

OVA  (from  the  Latin  ovum,  an  egfr)  an  ornament  in  form 
of  an  ej;>5,  usually  employed  in  the  echinus. 

OV.\L,  a  llguro  in  geometry,  bounded  by  a  curve  line 
returning  to  itself. 

Under  this  general  definition  of  an  oval  is  included  the 
ellipsis,  which  is  a  mathematical  oval  ;  also  all  other  figures 
which  resemble  the  elli[isis,  though  with  very  dificrcnt  pro- 
perties ;  and,  in  short,  all  curves  which  return  to  themselves, 
go  under  the  name  of  ovals. 

For  a  dcsciiplion  of  the  mathematical  oval,  the  reader  will 
turn  to  the  article  Ellipsis,  where,  it  is  presumed,  he  will 
meet  with  full  satisfaction. 

One  of  the  most  remarkable  properties  of  the  oval  kind  is 
the  following : 

P/a/e  I.  F'ujure  1. — Let  c  e  f  o  be  a  circle,  o  its  centre; 
draw  any  line,  e  i.  through  the  centre  o  ;  then  take  any  point, 
F,  in  the  circumference.  Let  f  i  be  an  inficxible  line,  and  let 
M  be  a  given  point  in  the  line  f  i;  then,  if  the  point  f  be 
conceived  to  move  round  the  circumference  of  the  circle, 
while  the  point,  i,  the  end  of  this  line,  f  i,  moves  or  slides 
along  the  line  e  i,  the  point  m  will  describe  an  oval,  almost 
similar  to  the  conic  ellipsis.  As  we  have  not  seen  any 
equation  of  this  figure,  it  is  presumed  that  the  following 
investigation,  by  the  author,  will  be  acceptable  : 

Draw  F  H  perpendicular  to  the  diameter,  e  g,  of  the  circle, 
cutting  E  o  at  II  ;  also  draw  m  p  perpendicular  to  e  i,  cutting 
E  I  always  in  p,  wherever  the  point  m  is  situated.  Let  a  be 
the  point  in  the  straight  line  e  i.  in  which  m  will  coincide 
when  F  is  brought  to  e,  and  i!  the  point  where  m  will  coincide 
when  F  comes  to  o. 

Then  let  a  p  =  s 
p  M  =  y 

E  H    = 
H  F   =  « 
I  M    =:   O 
I  F   =   6 

and  Y.  Q  =  d 

From  the  property  of  the  circle  we  have  n  f'  =  rf  v  —  v' ; 
then,  by  similar  triangles,  i  f  ri  and  i  m  p,  we  have 


That  is,  V  :  a?  :  :  d  V  —  v'  :  y''  =  --(dv  —  v') 

Therefore,  y  =^  —-  {d  v  —  v')- 
Then,  to  find  the  value  of  a;  =  a  p,  we  have 


:  I  M'  —  p  M'  =  a-' 


-{dv-v^)  =  -(V-dv  +  t:>); 


Therefore,  i  p  =  l^(h^  -dv  +  v')^ ; 

But  I  M  :  I  p  :  :   M  F  :  p  H ; 
That  \s,a:j(h^-dv  +  ifl)^'  :  :  c  :  vn  =  ^{V -dv  + 1^')* 

IE  =  IP+PH  +  IIE  =  (6'—  (/u  +  »')"'X 1-   V  ; 


IE  —  A  E 


AP  =  IA  —  IP: 


^-  X{V-dv  +  v")^  +  V  -c; 


■[¥—  d  V  -{-  v')'  +  v  —  c ;  by  which  the 


value  of  A  p,  corresponding  to  p  m  or  y  ^  —  (rf  y  —  w')', 

may  be  found  in  the  most  simple  maimer. 

Therefore,  if  a  p  in  the  figui-e  were  always  equal  to  the 
versed  sine  e  ii  of  the  circle,  the  curve  described  by  the 
motion  of  the  point  m,  would  really  be  an  ellipsis  ;  and  because 

a  i  , 

p  M  or  y  ^=  -r-  {d  V  —  r')  it  follows,  that  the  axis  perpen- 
dicular to  the  ordinates,  is  to  the  axis  parallel  to  the  ordi- 
nates,  in  the  ratio  of  i  to  a  ;  that  is,  in  the  ratio  of  i  f  to  i  m 
nearly. 

Let  a  =  20,  6  =  40,  c  =  20,  and  d  =  10  ;  then  will  y 

=  -d  {v  —  ti')'"  =  --—  (6  w  —  t'') " ;  from  which  the  following" 

values  are  obtained,  according  to  the  different  assumptions 
of  the  versed  sine,  v,  of  the  circle : 


Assume  v  =  I,  then  —  (6  X  1  -  l')'  =  -i-  (G  -  1)^  =  ^  =  LI  18  ; 


V  =  3, 

V  =  i, 
v  =  5. 


2   ^-        "'     ~   2 
-1  (.;  X  2  -  2')*  =  1  (12  -  4)*  =  I  =  1.4142 ; 


1(6X3 -3')*  =  1(18 -9)^ 


=  1.5: 


(6  X  4  -  4')*  =  -1-  (24  -  16)'"  =  IT  =  1.4142; 


2 


-1  (G  X  5  -  5')*  =  1  (30  -  25)-  =  ^  =  M18. 


Then,  becau?B  x  =  —  {b''  —  d  v  +  v'')-  +  v  —  c  =  —  (1600  —  G  v  +  v^)  +  v  —  20,  we  shall  have  the  following  values 
of  r,  by  the  different  assumptions  of  t>,  which  must  be  those  answering  to  y,  as  before  : 


«;  =  1,  then  x  =  \  (1600  -6x1  +  1')*  +  1  -  20  =  0.96872 ; 
«  =  2,  x  =  ]-  (1600  -6X2  +  2')-  -f  2  -  20  =  1.94993  ; 
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t;  =  3,  then  J:  -  ^  (ICOO  -6x3  +  3')"  +  3  -  20  =  2.94367 ; 
V  =  4,  «  =  4-  (1600  -6X4  +  4')-  +  4  -  20  =  3.94993 ; 

t;  =  5,  *  =  4-  (1600  -6X5  +  5')^  +  5  -  20  =  4.90872 ; 


Therefore  the  abscissas,  and  the  corresponding  ordinates 
of  the  figure,  are  as  follow  : 

When  X  =    .96872,  then  y  =  1.1180; 
X  =  1.94993,  y  =  1.4142; 

X  =  2.94307,  2/  =  1.5; 

X  =  3.94993,  y  =  1.4142; 

X  =  4.90872,  y  =  1.1180. 

Fit/lire  2. — Draw  the  line  a  b  equal  to  the  diameter  d, 
which  is  6,  from  any  scale  of  equal  parts,  as  Figure  3,  (but 
the  scale  to  be  used  ousht  to  be  a  diagonal  one) ;  make  a  p'^ 
0.96872,  A  p"  =  1.94993,  a  p'"  =2.94367,  a  p"  =  3.94993, 
A  p'  =  4.96872;  then,  having  drawn  all  the  lines,  p  m,  cut- 
ting A  B  at  riifht  angles,  on  both  sides  of  a  b  make  p'  m'  = 
1.1180,  p"m''=  1.4142,  p"'m"'=  1.5,  p'-'m''^  1.4142,  and 
p'm*  =:  1.1180;  and  through  all  the  points  a,  p',  p",  p'",  p", 
p',  draw  a  curve,  which  will  be  the  oval  required. 


Abscissas. 

DisLinces. 

Differences 

A  p'    =  0.96872 

(      .96871    ) 
1      .98121    j 

.01250 

Ap"  -  1.94993 

.01253 

A  p'"  =  2.94307 

f     .99374   ) 
1   1.00626   \ 

.01252 

Ap''   =  3.94993 

.012.53 

A  p'    =  4.96872 

j    1.01879   ) 
]     .98128  j 

.03751 

AP"    =  6. 

So  that  the  last  distances,  being  a  little  wider  than  the 
first,  show  the  figure  to  be  an  eggoid. 

Another  oval,  which  may  be  generated  in  a  similar  man- 
ner, is  the  following : 

Figure  4. — Let  c  d  n  f  be  a  circle ;  let  any  point,  g,  be 
taken  in  the  plane  of  description ;  let  c  be  the  extremity  of 
an  inflexible  line  ;  let  the  point  c  be  carried  round  the  circum- 
ference of  the  circle,  while  the  line  always  moves  through 
the  point  o  ;  then  will  any  point,  m,  taken  in  this  line, 
describe  the  oval  required. 

It  is  hoped  that  the  reader  will  be  satisfied  with  this 
mechanical  description,  as  the  investigation  of  the  principle 
would  extend  this  article  to  too  great  a  length. 

It  is  now  upwards  of  twenty-five  years  since  the  author 
discovered  the  two  above  methods ;  and  a  machine  for 
describing  the  former  has  been  since  exhibited  for  sale  in 
CornhiU,  which  Mr.  J.  B.  Taylor  has  applied  to  the  art  of 
engraving  with  considerable  success ;  and  though  not  mathe- 
matically true,  it  describes  a  beautiful  curve,  so  very  near  to 
an  ellipsis,  that  the  defect  cannot  be  detected  by  the  eye. 
For  describing  concentric  ellipses,  or  those  which  have  their 
axes  in  the  same  ratio,  lio  method  can  be  so  easily  applied, 
as  nothing  more  is  required  than  to  adopt  the  radius  to  the 
length  of  the  curve. 

A  most  beautiful  figure  of  an  oval  may  be  derived  from 
the  equation  of  a  circle  of  the  higher  orders  ;  as  y'"+'  =  x'" 
(a  —  x).  The  proportion  of  the  figure  may  be  varied  at 
pleasure. 


To  find  the  point  in  the  axis  through  which  the  ordinate 
of  the  greatest  breadth  passes.     As  we  have  the  value  of 


y  =  (ax"  —  x"  +  ')"'  +  ',  it  is  evident  that  such  value  has  a 
maximum  ;  therefore,  as  a  x" — a;"'  +  '  will  have  a  maximum, 


'^  x  —  (in  -\-  \)x''  X  =  o  ; 

=  (m+\)x-; 


and  X 


TO  a  X 
max" 

X 

ma, 

—  =(«+l); 

ma  ^  (m  +  1)  x ; 
m  a 


m  +  1 


Now  let  TO  =  2 ;  then  will  y  =  (a  x"  —  «"  +  ')"■+  '  become 
y  =  (a  x'^  —  i')i ;  therefore,  to  make  an  oval  of  this  descrip- 
tion  to   any   length   and   breadth,  we    have   in    this   case 

X  =  =  -5- ;  consequently,  the  value  of  the  ordinate, 

TO  +  1         3 
,        .     .  .  .  /4a'U        ai      , 

when  It  IS  a  maximum,  IS  y  =  I -j;^  I    = -^    ;    hence,    to 

make  the  length  and  breadth  equal  to  each  other,  we  have 

3 
y  =  -—  (a  x''  —  .r')i  =  .945  (a  .r'  —  i')j    nearly,    three 

decimal  places  only  being  U'jed.  Now  let;9  be  any  propor- 
tion, as  ^,  f,  f,  or  any  multiple  of  the  semi-a.xis  of  the  curve; 
then  will  y  =  .94.5  p  (a  x'  —  x^)h  Let  p  =  -h,  and  o  =  9  ; 
then  y  =  .4725  (9  x'  —  x^)i. 

Now  when  x  =  o,  then  will  y  =  o  ;  and  when  x  =  a, 
then  will  y  =  o  again ;  therefore,  by  assuming  x  equal  to 
the  following  values  : 

X  1=  1,  then   will   y  =  .4725  (9  -  1)|  =  .945 

X  -  2,  y  =  .4725  (36  —  8.)^  =  1.435 

X  =  3,  y  =  .4725  (81  -  27)^  =.  1.785 

X  =  4,  y   =  .4725  (144  -  64)|  r=  2.036 

X  =  5,  y  =  .4725  (225  -  125)^  =  2.193 

X  :=  6,  y  =  .4725  (324  -  216)|  =  2.250 

X  =  7,  y  =  .4725  (441  —  343)|  =  2.178 

X  =  8,  y  =  .4725  (576  -  512)^  =  1.890 

Plate  IL  Figure  5.  is  a  curve  drawn,  according  to  these 
abscissas,  and  ordinates  drawn  by  the  diagonal  scale, 
Figure  6. 

But  if,  in  the  following  ordinates  of  the  figure, 

when  a;  =  1,  y  =  1.890 

X  =  2,  y  =  2.870 

X  =  3,  y  =  3.570 

X  =  4,  y  =  4.072 

a:  =  5,  y  =  4.386 

X  =  6,  y  =  4.5 

X  =  7,  y  =  4.356 

X  =  8,  y  =  3.78 

be  respectively  multiplied  by  p,  we  shall  have  the  axis  to  tiie 
maximum  breadth  of  the  figure  in  any  given  ratio,  according 
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to  the  value  of  p.  Thus  i(  p  —  i,  then  tho  axis  of  the  curve 
will  be  to  its  greatest  breadth,  parallel  to  the  ordinates,  as  2 
to  1  ;  for  instance, 

when  X  —  \,  y  =    .945 ; 

X  =  -2,  y  =  1.435; 

X  =  3,  y  =  1.785; 

X  =  4,  y  =  2.036 ; 

X  ^  5,  y  =  2.193; 

X  =  6,  y  =  2.25 ; 

X  =  7,  y  =  2.178; 

X  =  8,  y  =  1.890; 

Again,  suppose  it  were  required  to  make  the  length  of  the 
axis  to  the  greatest  breadth,  as  3  to  2 ; 

o 
then,  when  x  =  \,  y  =  1.890  X  -^  =  1.260 


a;  =  2,  y  =  2.870  X 
a;  =  3,  y  =  3.570  X 
a;  =  4,  y  =  4.072  X 


2 
3 

= 

1.913 

2 
3 

= 

2.380 

2 

¥ 

= 

2.714 

y 


4.386  X  TT  =  2.924 


=  6,  y  =  4.500  X  ^  =  3. 

=  7,  y  =  4.356 

=  8,  y  =  3.780  X^  =  2.5S0 ; 


-  =  2.904 ; 


So  that,  fixing  upon  the  length,  divide  that  length  into 
nine  equal  parts,  and  draw  lines  through  the  points  of  divi- 
sion ;  the  length  being  thus  the  scale  of  the  work,  set  off 
the  ordinates  on  both  sides  of  the  axis,  according  to  the  value 
z  ;  that  is,  eaeh  of  the  first  pair  of  brdinates,  1.26  ;  each  of 
the  next  pair,   1.913  ;  and  so  on. 

Tlie  body  of  the  vase,  Fiyiire  7,  is  drawn  by  this  equation. 

Another  very  useful  proportinn  is  that  in  which  the  great- 
est double  ordinate  is  three-quarters  of  the  length.  From  this 
we  shall  have  the  several  values  of  y,  as  follow  : 


When  X 


1,  y  =  1.890  X  -^ 


a:  =  2,  y  =  2.870  X 
X  =  3,  y  =  3.570  X 
a;  =  4,  y  =  4.072  X 
a;  =  5,  y  =  4.386  X 
a;  =  6  y  =  4.500  X 


1.417; 
=  2.152; 
=  2.677 ; 
=  3.054 ; 
=  3.289 ; 
=  3.375 ; 


a:  =  7,  y  =  4.356  X  4  =  3.267 ; 
4 


ar  =  8,  y 


3.780  X  X  =  2.835 ; 


If  the  oval  be  required  to  have  a  longer  taper,  we  may  use 
the  equation  v  =  {a  x^  —  x*)i,  instead    of  y  —  {ax''  — a^)i, 


which  will   produce  a  most  beautiful  figure  ;  now  the  pro- 
perty  being  y  =  {a  x^ — a,-*)  i ;  let  o  =  8,  then  y  =  (8  x^ — a:*)  i 

Let 

X  =  1  then  y  =  (8  -        l)i-  =  (     7)i  =  1 .626  , 

a:  =  2  y  =  (8x8     -       16)i  =  (  48)j  =:  2.632; 

«  =  3  y  =  {8x27-      81)i  =(135)j  r=  3.408; 

a:  =  4  y  =  (8   X   64   -    256)i  =  (256)j  =  4.000 ; 

x=5  y=(8   X    125-    625)i  =  (375)J  =  4.400 ; 

a;  =  6  y  =  {8   X   216-  1296)i  =  (432)i  =  4..-)59  ; 

a;  =  7  y  =  {8  X   843- 2401  )J  =  (343)i  =  4.303. 

These  several  roots  are  obtained  from  two  extractions  of 
the  square  root,  as  below;  the  last  extraction  is  only  carried 
to  three  places  of  decimals,  as  being  amply  sufficient,  to  con- 
struct the  figure. 

(7)J  =  (  2.6457513)i  =  1.626; 
(48)1  =:  (  6.9282032)i  -  2.632 ; 
(135)J  =  (11.6189.500)4  =  3.408; 
(256)i  =  (1 6.0000000)1  =  4.000; 
(375U  =  (19.3649167)i  =  4.400; 
(432^i  =  (20.7846097)i  =  4.559; 
(343)i  =  (18.5202592)i  =  4.303. 

„.  ma.  -        .    .         ,  ,       , 

bmce  X  =: in  every  description  or  an  oval ;  there- 

m  +\  J  I.  > 

fore,  in  this  particular  curve,  where  m  is  equal  to  3,  we  shall 

have  ^  =  -T"  ;  that  is,  the  greater  double  ordinate  will  pass 

through  a  point  in  the  axis,  distant  from  the  extremity 
where  the  abscissa  begins  three-quarters  of  the  length  of 
the  axis. 

But  in  order  to  accommodate  this  equation  to  everv  length 
and  breadth,  it  will  be  eligible  in  the  first  pl.ico  to  calculate 
the  ordinates,  so  as  to  make  the  greatest  double  ordinate 
equal  to  the  length  of  the  axis,  as  in  the  piecoding  equation. 
The  value  of  the  greatest  ordinate  will  therefore  be  y  = 

-ni  _  /27  a^  _  81_a;u  _  /27«^U  _   «         or. 
256/    -  V050/     --4    X  -'i 


{a  x»  -  X*) 

21ia 


hence 


\  64 

27ja 


:  :  (a; 


^')i  =  ai^  («  ^'  -  ==')i- 


So  that  y  =  ~[aa^  ~  a!')i  when  the  greatest  double  ordi- 
nate is  equal  in  length  to  the  axis ;  and  if  r  be  the  ratio 
which  the  a.\is  has  to  the  greatest  double  ordinate,  y  r- 
2r 


—  (aa^-a;«)i  =  .877r(a.^ 


x')i. 


If  the  several  values  of  y,  as  before  calculated,  be  multi- 
plied by  .877,  we  shall  obtiiin  the  following  : 


When  a;  =  1,  y  =  1.626  X 

.878  =  1.427; 

a:  =  2,  y  =  2.632   X 

.878  =  2.311; 

a;  =  3,  y  =  3.408   X 

.878  =  2.999 ; 

a;  =  4,  y  =  4.000   x 

.878  =  3.511; 

a;  =  5,  y  =  4.400  X 

.878  =  3.860 ; 

a;  =  6,  y  =  4.559    X 

.878  =  4.       ; 

I  =  7,  y  =  4.303  X 

.878  =  3.778 ; 

Eaeh  of  these  values  being  multiplied  by  r,  will  give  the 
proportion  of  the  figure  required. 

Now  li't  r  =  i; 

F/\'/nre  8  is  drawn  by  these  numbers  ;  the  vase,  Figure  9, 
and  the  jug,  Figure  10,  are  drawn  by  the  same  equation,  by 
varying  the  numbers. 
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then  when  at  =  1,  y  =  1.427  r  =  .475 

X  =  2,y  —  2.31  r    =  .77 

X  -3,y  =  2.99  r    =  .996 

X  =  4,y  =  3.51  r    =  1.17 

X  =  5,y  =  3.86  r    =  1.286 

a:  ==  6,  y  =  4.  r        =  1.333 

a;  =  7,  y  =  3.778  r  =  1.259 

Again,  let  r  =  ^  ; 

then  when  a;  =  1,  y  =  1.427  r  =  .713; 

X'  =  2,  y  =  2.31  r  =  1.155; 

I  =  3,  y  =:  2.99  r  =  1.495; 

a;  =  4,  y  =  3.51  r  ■=  1.755  ; 

a;  =  5,  y  =  3.86  r  =  1.93 ; 


a;  =  6,  y  =  4. 

X  —  7,y  —  3.778  r  =  1.889. 


Let  r  =  f ; 


then  when  a;  =  1,  y  =  1.427  r  =     .951  ; 


y 


2.31  r     =  1.54; 


a  =  3,  y  =  2.99  r  =  1.99; 

a;  =  4,  y  =  3.51r  ==2  34; 

a;  =  5,  y  =  3.86  r  =  2.57 ; 

a;  =  6,  y  =  4.  r  =  2.66 ; 

a;  =  7,  y  =  3.778  r  -  2.518. 

And,  lastly,  let  r  =  f ; 

then  when  a;  =  1,  y  =  1.427  r  —  1.07; 
a:  =  2,  y  =  2.31  r  =  1.73; 
a:  =  3,  y  =  2.99  r  —  2.24 ; 
a:  =  4,  y  =  3.51r  =2.63; 
ar  =  5,  y  =  3.86  r  =  2.89 ; 
a;=:6,  yt=4.  r  =3  ; 
a;  =  7,  y  =  3.778  r  =  2.833. 

Another  equation,  which  gives  the  oviform  figure  more 
swell  at  the  quicker  end,  is  the  following:  y  =  (a'  x''  —  x*)i. 
Let 

a:  =  1  then  y  =  (100    —        l)i  =      993- =  3.15; 

a;  =  2  y  =  (400    —      16)i  =    384i  =  4.42  ; 

a;  =  3  y  =  (<J()0    —      81)i=    819f  =  5.31  ; 

a:  =  4  y  =  (1600  —    256)i  =  134-li  =  6.05  ; 

X  =  5  y  =  (2500  —    625)i  —  1875i  =  6.58  ; 

a:  =  6  y  =  (3600  —  1296)i  =  2304i  =  6.92 ; 

a;  =  7  y=  (4900  — 2401  )i  =  2499i  =  7.07; 

a:  =  8  y  =  (6400  —  4096)i  =  2304i  =  6.92 ; 

a;  =  9  y  =  (8100  —  6561)    -  1539i  =  6.26. 

Calling  the  abscissa!  a.\is  the  height,  the  construction  may 

be  accomnKidated  to  any  given  dimensions,  as  follows;  for 

this  purpose  we  have  the  flu.\ion  of  a'  x'  —  a;*  =  0 ;  there- 

o  ct 

fore 4 a:*  a;  =:  2 a'  a;  ;  consequently  x'  =  —;  and  hence  *  ~  -r; 

will  give  the  point  through  which  the  greatest  double  ordi- 
nate passes.     If  therefore  this  quantity  be  substituted  for  x 

(a*        a*\l 
—  —  —\* 

/2a*      a*\i      /a\  a  ,       „       a     a      ,  ,    ,       ,., 

=  (^  -  4  )   =  (  4  )  ^i  =  ■'  '^"^^^"'"^  21  ^  4  =  =  ^'^  "^  -'^)* 

:  —(a'  x''  ~  z*)i  =  7071  (a'z'  —  x'')i  ;  so  that,  taking  x  = 

U  '  (I 

— ,  we  shall  have  2/  =  -^,  as  it  ought  to  be.  Therefore,  if  the 
ratio  be  r,  we  shall  have  .7071  r  {a'  x'  —  a^)i,  for  any  propor- 
tion according  to  the  nominal  value  of  r.     Now  let  r  —  —, 

o 


then  a  being  10,  as  before,  we  shall  have  the  several  values 
of  y  as  follow  : 

when 


.r=  1, 

thei 

y  =  2.23  ; 

a:  =  2 

y  =  3.13; 

a;  ==  3 

y  =  3.75: 

a;  =  4 

y  =  4.28; 

a;  =  5 

y  —  4.65 ; 

a:  =  6 

y  =  4  89; 

a;  =  7 

y  =  5.00 ; 

a:  =  8 

y  =  4.89 ; 

a;  =  9 

y  =  4.43. 

If  the  equation  of  the  curve  be  y  =  (c'  —  a:')',   the  fol- 
lowing values  of  y  will  be  found,  supposing  c  =  5 ; 


when  a;  =  0,  y  =  (125  — 
a;  =:  1,  y  =  (125  — 
a:  =  2,  y  =  (125  — 
a;  =  3,  y  =  (125  — 
X  —  4,  1/  =  (125  — 
a;  =  5,  y  =  (125  — 


0)i  =  5. ; 

1U=  4.986; 

8)i  =  4.89 : 

27  4  =  4.610; 

64)4  =  3.936 ; 

125)4  =  0. 


Figure  11,  is  drawn  by  these  numbers,  according  to  the 
diagonal  scale,  Figure  13. 

Figure  12,  is  drawn  by  the  same  equation,  to  a  different 
set  of  numbers,  to  the  same  scale,  Figure  13. 

Another  equation,  by  which  figures  of  this  description 
may  be  obtained,  is  the  following  : 

y  =  [a  X  —  a'')  J.  Let  a  =  10, 
a;  =  1,  y  =  (10—  1)4  =  1.73; 
a;  =  2,  y  =  (20  —  4)i  =  2. ; 
a:  =  3,  y  =  (30—  9)i  =  2.14; 
a;  =  4,  y  =  (40  —  16)i  =  2.21 ; 
a;  =  5,  y  =  (50  —  25)i  =  2.23. 

But  perhaps  the  most  beautiful  figure  of  the  oval  species 
is  the  ellipsis.  The  equation  of  the  circle  is  y  =  ((I  x  —  a;')4  ; 
let  d  =  20,  then  will  y  =  (20  x  —  a;')4 ;  then  when 


19i  =  4.3588989; 
361  =  6. 

514  =  7.1414284; 
644  =  8. 
754  =  8.660254 ; 
84A  =  9.1651514; 
914  =  9  539392; 
964  =  9.797959 ; 
994  =  P.  9493744; 
1004  =  10. 


X    = 

1,  y  =  (20   - 

\)i  = 

X    = 

2,  y  =  (40    — 

4)4  = 

X   = 

3,  y  =  (60    — 

9)4  = 

X    = 

4,  y  =  (80    - 

16)4  = 

X  =: 

5,  y  =  (100  — 

25)4  = 

X  = 

6,y  =  (120- 
7,y  =  (140  — 

3;J)4  = 

a;  = 

49)4  = 

X  = 

8.  y  =  (160  — 

64)4  = 

X   = 

9,  y  =  (180  — 

81)+  = 

a;  =  10,  y  ?=  (200  —  100)i 


From  these  numbers,  ellipses  may  be  constructed,  of 
any  length  and  breadth,  by  multiplying  them  by  the  ratio 
of  the  a.xis  \.  ^,  f ,  ^,  J,  supposing  the  breadth  to  be  \  ,^,  f, 
i   I  of  the  length. 

A  kind  of  oval,  as  it  is  called,  which  may  easily  be  des- 
cribed through  point.-i,  is  the  following: 

Figure  14,  No.  1,  describe  a  semicircle,  a  p  c,  on  the 
diameter  a  c,  for  the  length  :  draw  a  d  perpendicular  and 
equal  to  .4.  c ;  take  any  poijit,  n,  in  a  0;  join  b  d;  draw  b  p 
parallel  to  a  d,  cutting  the  circle  in  p  ;  draw  ,0  m  perpen- 
dicular to  B  p,  cutting  u  D  at  w  ;  make  a  c.  No.  2.  equal 
to  a  c.  No.  1  ;  and  every  a  p  in  No.  2,  equal  to  every  a  b 
in  No.  1  ;  also  every  p  m  in  No.  2,  eq\ial  to  the  correspond- 
ing p  m  in  No.  1  :   through  all  the  points,  m,  draw  a  curve. 

This  figure  is  of  the  form  of  a  pear,  and  not  what  may 
be  denominated  an  oval. 


OUT 


UdO 


OXY 


OVICULUM,  in  ancient  architecture,  a  little  ovum, 
or  i.'.<ig. 

ON'OLO,  (from  tho  Latin  ovinn,  an  cgsi)  a  convex  mould- 
ing, of  which  the  lower  extremity  recedes  from  a  perpen- 
dicular or  vertical  line  drawn  froiji  the  upper.  See 
Mouldings. 

OUNCE,  a  small  weight,  the  sixteenth  part  of  a  pound 
avoirdupois,  and  the  twdfth  part  of  a  pound  Troy. 

OUTER  DOORS,  those  which  are  common  to  both  the 
exterior  and  inteiior  sides  of  a  building,  made  to  prevent 
entrance  at  the  pleasure  of  the  occupier. 


OUTFAI^L,  or  Outlet,  the  exit  or  terjiiination  of  a 
drain,  t.\;c..  where  it  discharges  its  contents. 

OUTLINE,  the  contour  or  boundary  of  an  oliject. 

OUT  OF  W  INDING.  a  term  used  l»y  artilicers  to  signify 
that  the  surface  of  a  body  is  that  of  a  plane;  or,  when  two 
straight  edges  are  in  the  same  plane,  they  are  said  to  be 
out  of  winding. 

0UT-TO-Oir]\  an  expression  used  when  a  dimension  is 
taken  to  the  utumst  hounds  of  a  body  or  figure. 

OUTWARD  ANGLE,  the  same  as  salient  angle. 

OXY' (JON,  (Greek,  o^og,  sharj),  and  ywwa,  an  angle), 
an  acute-aniiled  Irhmgle. 


P. 


PAG 

PACE,  two  and  a  half  feet.  The  geometricjil  pace  is  five 
feet,  and  00,000  such  paces  make  one  degree  of  the 
equator. 

PACE,  a  raised  platform,  such  as  the  dais  at  the  upper  end 
of  the  old  lialls,  &c. 

PADULK,  (from  the  Welsh,  pattul)  a  small  sluice,  simi- 
lar to  those  by  which  locks  are  filled  or  emptied. 

Paddle  Holes,  the  crooked  arches  through  which  the 
water  passes  from  the  upper  pond  of  a  canal  into  the  lock,  to 
fill  it;  or  through  which  it  is  let  out  into  the  lower  pond,  on 
the  entrance  and  exit  of  vessels.  They  are  sometimes  called 
Clougii  Arches. 

Paddle  Weirs.     See  Lock  Weirs. 

PADDOCK,  or  Paddock  Course  (from  the  Saxon  pado, 
or  Dutch  padde)  a  piece  of  ground  generally  taken  out  of  a 
park,  ordinarily  a  mile  long,  and  a  quarter  of  a  mile  broad, 
encompassed  with  pales  or  a  wall,  for  the  exhibiting  of  races 
with  greyhounds,  for  w'agers.  plates,  or  the  like. 

At  one  end  of  the  paddock  was  a  little  house,  where  the 
dogs  were  to  be  entered,  and  whence  they  were  slipped  ; 
near  which  were  pens  to  enclose  two  or  three  deer  for 
the  sport. 

The  deer,  when  turned  loose,  ran  along  by  the  pale  ;  and 
the  spectators  were  placed  on  the  other  side. 

Along  the  course  were  several  posts;  viz.,  the  lawpost, 
100  )  ards  from  the  dog  house  and  pens  ;  the-quarter-of-a-mile 
post;  half  mile  post;  and  pinching  post;  beside  the  ditch, 
a  place  made  to  receive  the  deer,  and  preserve  them  from 
farther  pursuit.     Near  the  ditch  were  the  judges,  or  triers. 

P.,ESTUM,  a  town  of  Italy,  about  sixty  miles  distant  from 
Na[)les,  remarkable  for  the  remains  of  a  large  and  very 
beautiful  temple,  dedicated  to  Neptune.aud  of  the  Doric  order. 
Remains  of  other  temples,  an  amphitlieatre  and  the  city  wall, 
are  also  to  be  seen  here. 

PA  GOD,  or  Pagoda,  a  name  probably  Indian,  which 
the  Port\iguese  have  given  to  all  the  temples  of  the  Indians, 
and  all  the  idolaters  of  the  East. 

These  pagods,  or  pagoilas,  are  mostly  square ;  they  ai'e 
stone  buildings,  which  are  not  very  lofty,  and  are  crowned 
with  a  cupola.  Within  they  are  very  dark  ;  for  they  have 
no  windows,  and  only  receive  their  light  through  the  entrance. 
The  image  of  the  idol  stands  in  the  deepest  and  darkest 
recess  of  the  temple;  it  is  of  a  monstrous  shape,  and  of 
uncouth  dimensions,  having  many  arms  and  hands.  Some 
of  these  idols  have  eight,  and  others  sixteen  arms  ;  with  a 
human  body,  and  the  head  of  a  dog,  with  drawn  bows  and 
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instruments  of  war  in  their  hands.  Some  of  them  are  black, 
others  of  a  yellowish  hue.  In  some  pagodas  there  are  no 
images,  but  only  a  single  black  polished  stone,  lying  u[)on  a 
round  altar,  covered  with  flowers  and  sandal-wood,  which 
were  strewed  upon  it.  Greater  veneration  is  manifested  for 
these  stones  than  for  the  idols  themselves.  Their  worship 
of  these  divinities  consists  in  throwing  themselves  upon  the 
ground,  and  making  their  salam,  or  salutation,  with  their 
hands,  and  ejaeulating  their  prayers  in  silence,  in  that  pos- 
ture. The  ofl'erings  which  they  are  accustomed  to  present 
to  their  gods,  consist  of  flowers,  rice,  pieces  of  silk  and  cotton, 
and  sometimes  gold  and  silver.  Everything  is  laid  before 
the  idols,  and  is  taken  care  of  by  the  Bianiins,  who  profit 
the  most  by  it.  They  guard  the  pagodas  both  by  day  and 
night.  The  pagodas  of  Cliina  are  lofty  towers,  which  some- 
times rise  to  the  height  of  nine  stories,  of  more  than  20  feet 
each.     See  Chinese  Akciiitecture. 

In  order  to  give  such  an  idea  of  these  buildings  as  may 
enable  the  reader  to  judge  with  respect  to  the  early  state  of 
the  arts  in  India,  we  shall  briefly  describe  two,  of  which  we 
have  the  most  accurate  accounts.  The  entry  to  the  pagoda 
of  Chillambrum.  near  Porto  Novo,  on  the  Coromandel  coast, 
hidd  in  high  veneration  on  account  of  its  antiquity,  is  by  a 
stately  gate  under  a  pyramid,  122  feet  in  height,  built  with 
large  stones  above  forty  feet  long,  and  more  than  live  feet 
scpiare,  and  all  covered  with  plates  of  copper,  adorned  with 
an  immense  variety  of  figures,  neatly  executed.  The  whole 
structure  extends  1332  feet  in  one  direction,  and  030  in 
another.  Some  of  the  ornamental  parts  are  finished  with 
an  elegance  entitled  to  the  admiration  of  the  most  ingenious 
artists.  The  pagoda  of  Seringham,  superior  in  sanctity  to 
that  of  Chillambrum,  surpasses  it  as  much  in  grandeur: 
and,  fortunately,  we  can  convey  a  more  [lerfect  idea  of  it  by 
adopting  the  words  of  an  elegant  and  accurate  historian. 
This  pagoda  is  situated  about  a  mile  from  the  western 
exiremily  of  the  island  of  Seringham,  fcnmcd  by  the  division 
of  the  great  river  Caveri,  into  two  channels.  "It  is  com- 
posed of  seven  square  enclosures,  one  within  the  other,  the 
walls  of  which  are  25  feet  high,  and  four  thick.  These 
enclosures  are  350  feet  distant  from  one  another,  and  each 
has  four  large  gates  with  a  high  tower;  which  are  placed, 
one  in  the  nuddle  of  each  side  of  the  enclosure,  and  opposite 
to  the  four  cardinal  points.  The  outward  wall  is  near  four 
miles  in  circumt'eienoe,  and  its  gateway  to  the  south  is 
onuimented  with  pillars,  several  of  which  are  single  stones, 
33  feet  long,  and  nearly  five  in  diameter :  and  those  whieli 
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firm  the  roof  are  still  larger;  in  the  inmost  inclosures  are 
the  chapels.  About  half  a  mile  to  the  east  of  Srringliarn, 
and  nuaro.r  to  the  Cavc-ri  tiian  the  Oileroon,  is  another  large 
pagoda,  called  Jembiki>ma;  but  this  has  only  one  iuclosure. 
The  extreme  veneration  in  which  Seriiighani  is  held,  arises 
from  a  belief  that  it  contains  that  identical  image  of  the  god 
Wistelinu,  which  used  to  be  worshipped  by  the  god  Urahma. 
Pilgrims  from  all  parts  of  the  Peninsula  come  here  to  obtain 
absolution,  and  none  come  without  an  offering  of  money  ; 
and  a  large  part  of  the  revenue  of  the  island  is  allotted  for 
the  maintenance  of  the  Brahmins  who  inhabit  the  pagoda ; 
and  these,  with  their  fair.ilies,  formerly  composed  a  multitude 
not  less  than  forty  thousand  souls  maintained  without  labour, 
by  the  liberality  of  superstition.  Here,  as  in  all  the  other 
great  pagodas  of  India,  the  Brahmins  live  in  a  subordination 
which  knows  no  resistance,  and  slumber  in  a  voluptuousness 
which  knows  no  wants." 

The  pagodas  of  the  Chinese  and  Siamese  are  e.\ceedingly 
magnificent.     Sec  Indian  Arciiitectdre. 

P.\1NTERS,  House.  Painter's  work  is  measured  by  the 
square  yard  in  the  same  manner  as  wainscoting,  the  mould- 
ings being  measured  by  a  thread.  The  sashes  of  windows 
are  paid  for  by  the  piece;  and  it  is  usual  to  allow  double 
measure  for  carved  mouldings,  &o. 

PAINTING,  the  art  of  imitating  the  appearances  of 
natural  objects,  by  means  of  artificial  colours  spread  over  a 
surface  ;  the  colouring  substances  being  used  eiiher  dry,  as 
in  crayon  painting;  or  compounded  with  some  fluid  vehicle, 
as  oil,  water,  or  solutions  of  difl'erent  gums  and  resins  in  oil 
or  spirits,  &c. 

The  theory  and  practice  of  this  ingenious  art  are  divided 
by  its  professors  into  five  principal  parts;  viz.,  invention,  or 
the  power  of  conceiving  the  materials  proper  to  be  introduced 
into  a  picture  ;  coinpnsiiion,  that  of  arranging  those  materials  ; 
deisi(/H,  that  of  delineating  them  ;  chiaroscuro,  or  the  arr.mge- 
ment  and  management  of  the  lights  and  shades,  and  of  light 
and  dark  colours  ;  and  colouriiuj,  whose  name  sufficiently 
designates  its  end. 

Painting,  Economical,  that  application  of  artificial  colours, 
compounded  either  with  oils  or  water,  which  is  employed  in 
preserving  or  embellishing  houses,  ships,  furniture,  &c.  &c. 
The  term  economical,  applies  more  immediately  to  the  power 
which  oil  and  varnishes  po.ssess,  of  preventing  the  action  of 
the  atmosphere  upon  wood,  iron,  and  stucco,  by  interposing 
an  artificial  surface  ;  but  it  is  here  intended  to  use  the  term 
more  generally  ;  in  allusion  to  the  decorative  part,  as  applied 
to  buildings;  as  well  as  to  its  more  essential  ones;  and  as  it 
is  employed  by  the  architect,  throughout  every  part  of  his 
work,  both  externally  and  internally. 

In  every  branch  of  painting  in  oil,  as  applicable  either  to 
churches,  theatres,  houses,  or  any  other  public  or  private 
buildings,  or  edifices,  the  general  process  will  be  found  very 
similar;  or  with  such  variations,  as  will  easily  be  suggested 
by  the  judicious  artist  or  workman. 

The  fir^t  coatings,  or  layers,  if  on  wood  or  iron,  ought 
always  to  be  of  ceruse  or  white  lead,  the  very  best  that  can 
be  obtained;  which  should  have  been  previously  ground  very 
fine  in  nut  or  linseed  oil,  either  over  a  stove  with  a  muller, 
or,  as  that  nu)de  is  too  tedious  for  large  quantities,  it  may  be 
passed  through  a  mill.  If  used  on  wood,  as  shutters,  doors, 
or  wainscoting  made  of  fir  or  deal,  it  is  highly  requisite  to 
destroy  the  etleets  of  the  knots  ;  which  are  generally  so  com- 
])letely  saturated  with  turpentine,  as  to  render  it,  perhaps, 
oueot  the  most  difficult  processes  in  the  business  to  conquer. 
The  best  mode  in  common  cases,  is  to  pass  over  the  knots 
with  ceruse  ground  in  water  ;  bound  by  a  size  made  of  parch- 
ment, or  some  other  animal  substance.     When  that  is  dry, 


paint  the  knots  with  white  lead  ground  in  oil,  to  which  add 
some  powerful  siccative,  or  dryer;  as  red  lead,  or  lithaigeof 
lead,  about  one-fourth  part  of  the  latter.  These  prejiaralions 
should  be  done  carefully,  and  laid  very  smoothly  with  the 
grain  of  the  wood.  When  the  last  coat  is  dry,  which  will 
be  in  twelve  or  twenty-four  hours,  then  smooth  it  with 
pumice-stone,  or  give  the  work  the  first  coat  of  paint,  pre- 
pared, or  diluted  with  nut  or  linseed  oil.  When  that  is  dry, 
all  the  nail-holes  or  other  irregularities  on  the  surface  should 
be  carefully  stopped  with  a  composition  of  oil  and  Spanish 
white,  a  whiting  commonly  known  by  the  name  of  l)Utty  :  but 
which  is  frequently  made  and  sold  in  the  shops  of  very  infe- 
rior articles.  When  that  is  done,  let  the  work  be  painted 
over  again,  with  the  same  mixture  of  white  lead  and  oil, 
somewhat  diluted  with  the  essence  of  oil  of  turpi^ntine,  which 
process  should  be  repeated  not  less  than  three  or  four  times, 
if  the  work  is  intended  to  be  left,  when  finished,  of  a  plain 
white  or  stone  colour  ;  if  of  the  latter,  the  last  coat  should 
have  a  small  quantity  of  ivory  or  lainp-black  added  to  reduce 
its  whiteness  a  little;  and  this  is  also  of  service  in  preserving 
the  colour  from  changing  :  a  circumstance  which  the  oil  is 
apt  to  produce.  But  if  the  work  is  to  lie  finished  of  any  other 
colour,  either  gray,  green,  &c.,  it  will  be  requisite  to  provide 
for  such  colour,  after  the  third  operation,  particularly  if  it  is 
to  be  finished  flat,  or  as  the  painters  style  it,  dead  white, 
gray,  fawn,  &c.  In  order  to  finish  the  work  flatted  or  dead, 
(which  is  a  mode  much  to  be  preferred  for  all  superior  works; 
not  only  for  its  appearance,  but  also  for  preserving  the  colour 
and  purity  of  the  tint)  after  the  work,  supposing  it  to  be 
wood,  has  been  painted  four  times  in  oil-colour,  as  directed  in 
general  cases,  one  coat  of  the  flatted  colour,  or  colour  mi.xed 
up  with  a  considerable  quantity  of  turpentine,  w-ill  be  f  )und 
sufficient;  although  in  large  surfaces  it  will  frequently  be 
requisite  to  give  two  coats  of  the  flatting  colour  to  make  it 
quite  complete.  Indeed,  on  stucco  it  will  be  almost  a  general 
rule  ;  but  as  that  will  be  hereafter  treated  on,  we  shall  at 
present  say  no  more  concerning  it. 

It  must  be  observed,  that  in  all  the  foregoing  operations,  it 
will  be  requisite  to  add  some  sort  of  siccative.  A  very  gene- 
ral and  useful  one  is  made  by  grinding  in  linseed,  or,  per- 
haps, prepared  oils,  boiled,  are  better,  about  two  parts  of  the 
best  white  copperas,  which  must  be  well  dried,  with  one  part 
of  litharge  of  lead  ;  the  quantity  to  be  added  will  much 
depend  on  the  dryness  or  humidity  of  the  atmosphere  at 
the  time  of  painting,  as  well  as  the  local  situation  of  the 
building. 

It  is  highly  proper  here  .to  ob.serve,  that  there  is  a  kind 
of  copperas  made  in  England,  and  said  to  be  used  for  some 
purposes  in  medicine,  that  not  only  does  not  assist  the  opera- 
tion of  drying-in  the  colours,  but  absolutely  prevents  those 
colours  drying,  which  would  otherwise  have  done  .«;o  by  them- 
selves. The  best  dryer  for  all  fine  whites,  and  other  delicate 
tints,  is  saceharum  saturni,  or  sugar  of  lead,  ground  in  nut- 
oil  ;  but  which  being  very  active,  a  small  quantity,  about  the 
size  of  a  walnut,  will  be  sufficient  for  twenty  poimds  of 
colour,  where  the  basis  is  ceruse.  It  will  be  always  worthy 
to  be  observed,  that  the  greatest  care  should  be  taken  to  keep 
all  the  utensils,  brushes,  &c.,  particularly  clean,  or  the 
colours  will  soon  become  very  foul,  so  as  to  destroy  the  sur- 
face of  the  work.  If  this  should  so  happen,  the  colour  should 
be  passed  through  a  fine  sieve,  or  canvass;  and  the  surface 
of  the  work  be  carefully  rubbed  down  with  sand-paper, 
or  pumice-stone  ;  and  the  latter  should  be  prepared  by 
being  ground  in  water,  if  the  paint  be  tender,  or  recently 
laid  on. 

The  above  may  suffice  as  to  painting  on  wood,  either  on 
outside  or  inside  works ;  the  former  being  seldom  finished 
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otherwise  than  in  oil,  four  or  five  coats  are  generally  quite 
sutrnieiit. 

We  >hall  now  proceed  to  note  what  is  requisite  for  the 
painlin;;  of  new  walls,  or  stucco,  not  jjaintcd  before  and  pie- 
pared  for  oil-colours. 

It  does  not  appear  that  any  painting  in  oil  can  be  done  to 
any  good  or  sers  iceable  etfect  in  stucco,  unless  not  merely  the 
surface  appear  dry,  but  that  the  walls  have  been  erected  a 
sufficient  time  to  permit  the  mass  of  brick-work  to  have 
acquired  a  sufficient  degree  of  dryness:  when  stucco  is  on 
battened  work,  it  may  be  painted  over  much  sooner  than  when 
prepared  as  brick-  Indeed,  the  greatest  part  of  the  mystery 
of  painting  stucco,  so  as  to  stand  or  wear  well,  certainly  con- 
sists in  attending  to  these  observations ;  for  whoever  has 
observed  the  expansive  power  of  water,  not  only  in  conge- 
lation, but  also  in  evaporation,  must  be  well  aware  that  when 
it  meets  with  any  fnreign  body  obstructing  its  escape,  as  oil- 
paintings  for  instance,  it  immediately  resists  it;  forming  a 
number  of  vesicles,  or  particles,  containing  an  acrid  lime- 
water,  which  forces  off  the  layers  of  plaster,  and  fi-equently 
causes  large  defective  patches  extremely  difficult  to  get 
the  better  of 

Perhaps,  in  general  cases,  where  persons  are  building  on 
their  own  estates,  or  for  themselves,  two  or  three  rears  are 
not  too  long  to  suffer  the  stucco  tn  remain  unpainted  ;  though 
frequently,  in  speculative  works,  as  many  weeks  are  scarcely 
allowed.  Indeed,  there  are  some  nostrums  set  forth  in  favour 
of  which  it  is  stated,  in  spite  of  all  the  natunii  properties  of 
bodies,  that  stucco  may,  after  having  been  washed  over  with 
these  liquids,  be  painted  immediately  with  oil-colours.  It  is 
true  there  may  be  instances,  and  in  many  experiments  some 
wiH  be  found,  that  appear  to  counteract  the  general  laws  of 
nature ;  but,  on  following  them  up  to  their  causes  it  will  be 
found  otherwise. 

Supposing  the  foregoing  precautions  to  have  been  at- 
tended to,  there  can  be  no  better  mode  adopted  for  priming 
or  laying  on  the  first  coat  on  stucco,  than  by  linseed  or  nut- 
oil,  boiled  with  dyers,  as  before  mentioned,  with  a  proper 
brush  ;  taking  care,  in  all  cases,  not  to  lay  on  too  much,  so 
as  to  render  the  surface  rough  and  irregular,  and  not  more 
than  the  stucco  will  absorb.  It  should  then  be  covered  with 
three  or  four  coats  of  ceruse,  or  white  lead,  prepared  as 
described  for  painting  on  wainscoting  ;  letting  each  coat  have 
sufficient  time  to  dry  hard.  If  time  will  permit,  two  or  three 
days  between  each  la\  er  will  not  be  too  long. 

If  the  stU'-co  be  intended  to  be  finished  of  any  given  tint, 
as  gray,  light  green,  apricot,  &c.,  it  will  then  be  proper, 
about  the  third  coat  of  painting,  to  prepare  the  ground  for 
such  tint  by  a  slight  advance  tow'ards  it. 

Gray  is  made  with  ceruse,  Prussian  blue,  ivory  black,  and 
lake  ;  sage  green,  pea,  and  sea  greens,  with  white,  Prussian 
blue,  and  fine  yellows;  apricot  and  peach,  with  lake,  white, 
and  Chinese  vermilion  ;  fine  yellow  fawn  colour,  with  burnt 
terra  Sienna,  or  umber,  and  while  ;  olive  greens,  with  fine 
Prussian  blue  and  Oxfordshire  ochre. 

Painting  in  distemper,  or  water-colours  mixed  with  size, 
stucco,  or  plaster,  which  is  intended  to  be  painted  in  oil 
when  finished,  but  not  being  sufficiently  dry  to  receive  the 
oil,  may  have  a  coating  in  water-colours,  of  any  given  tint 
required,  in  order  to  give  a  more  finished  appearance  to  that 
part  of  the  building.     See  Distemi-bu  Fresco. 

Straw  colours  inay  be  made  with  French  white,  ceruse, 
and  masticot,  or  Dutch  pink.  Grays,  fine,  with  some  whites, 
and  refiners'  verditer.  An  inferior  gray  may  be  made  w  ith 
blue-black,  or  bone-black,  and  indigo.  Pea-greens,  with 
French  gn-en,  Olympian  green,  &c.  Fawn  colour  with  burnt 
terra  de  Sienna,  or  burnt  umber  and  white :  and  so  of  any 


intermediate  tint.  The  colours  should  all  be  ground  very 
fine,  and  incorporated  with  white,  and  a  size  made  of  parch- 
ment, or  some  similar  substance;  isinglass  being  too  ex- 
pensive for  common  works. 

It  will  not  require  less  than  two  coats  of  any  of  the  fore- 
going colours  in  order  to  cover  the  plaster,  and  bear  out  with 
a  uniform  appearance.  It  must  be  recollected,  that  when 
the  stucco  is  sufficiently  dry,  and  it  is  desirable  to  have 
it  painted  in  oil,  the  whole  of  the  water-colour  ought  to  be 
removed  ;  which  may  be  easily  done  by  washing  ;  and  when 
quite  dry,  proceed  with  it  after  the  directions  given  in  oil- 
painting  of  stucco. 

When  old  plastering  has  become  discoloured  by  stains, and 
it  is  desired  to  have  it  painted  in  distemper;  it  is  then  ad- 
visable to  give  the  old  plaster,  when  properly  cleaned  off 
and  prepared,  one  coat  at  least  of  white  leail  ground  in  oil, 
and  used  with  .spirits  of  turpentine,  which  will  generally  fix 
all  old  stains  ;  and  when  quite  dry,  will  take  the  water- 
colours  ver)'  kindly. 

The  above  processes  will  also  apply  to  old  wainscoting,  in 
cases  where  temporary  painting  is  only  required  ;  but  cannot 
be  recommended  for  durability. 

PADDLE  WEIRS,  see  Lock  Weirs. 

PALACE,  (from  the  Latin  pahilivm),  a  word  implying,  in 
its  stricter  sense,  a  royal  abode,  but  occasionally  applied  to 
the  residences  of  other  persons;  the  accompanying  epithet 
indicating  the  quality  of  the  inhabitants,  as  imperial  palace, 
ducal  palace,  &c.  In  Italy  the  term  Palazzo,  taken  by  itself, 
is  used  for  any  large  mansion  or  nobleman's  house  ;  and 
palaces  of  this  class  constitute,  after  churches,  the  principal 
architectural  features  of  Genoa,  .Florence,  Rome,  Milan, 
Vicenza,  Venice,  and  other  cities,  to  which  they  impart  an 
air  of  grandeur  which  is  wanting  in  the  street  architecture 
of  this  country  ;  for  in  spite  of  all  other  defects,  and  the  bad 
taste  they  frequently  display,  they  generally  po>sess  the 
redeeming  quality  of  dignity.  Our  own  metropolis,  on  the 
contrary,  possesses  scarcely  half  a  dozen  private  mansions 
that  have  any  pretensions  to  external  nobleness  of  style.  In 
fact,  the  most  palazzo-like  buildings  we  have  arc  our  modern 
club-houses.  Neither  are  any  of  our  royal  palaoes,  with  the 
single  exception  of  Windsor,  stamped  with  architectural 
magnificence  ;  both  in  extent  and  style  they  are  sur|iassed  by 
several  of  the  country  seats  of  our  nobility.  Throughout 
the  whole  of  Europe  very  few  royal  palaces,  whatever  may  be 
their  magnitude,  are  at  all  distinguished  by  superior  archi- 
tectural taste.  In  the  French  capital  it  is  (juIv  the  eastern 
fafade  of  the  Louvre,  the  river-front,  and  the  inner-court, 
which  can  lay  claim  to  beauty  or  richness,  the  Tuikries 
being  only  a  mass  of  quaint  grotesqueuess.  The  Vatican  at 
Rome  is  merely  a  huge  irregular  pile;  and  Versailles  and  the 
Escurial,  not  withstanding  the  mil  I  ions  they  cost,  are  both  monu- 
ments of  exceedingly  bad  taste.  Though  far  from  beautiful, 
the  royal  palace  at  Madrid,  begun  in  17:>7,  fiom  the  designs 
of  Giambattista  Sachetti,  an  Italian  architect,  is  a  stately  and 
regular  pile,  it  being  470  feet  square,  and  100  in  height,  but 
the  effect  such  a  mass  would  otherwise  produce  is  greatly 
impaired  by  the  mmiber  of  mezzanines.  The  same  remark 
applies  to  the  celebrated  palace  erected  by  the  king  of  Naples, 
about  the  middle  of  the  last  century,  at  Caserta,  and  of  w  hich 
Vanvitelli  was  the  architect.  This  building  is  certainly 
characterized  by  magnitude,  for  it  extends  731  feet  from  east 
to  west,  and  5(59  from  north  to  south;  yctof  either  grandeur 
of  conception,  or  majesty  of  style,  there  is  very  little,  cer- 
tainly not  enough,  to  reconcile  us  to  the  prodigal  execution  of 
so  very  indillerent  a  design.  The  royal  palace  at  Stockholm 
is  a  stately  edifice  in  the  Italian  style,  although  the  original 
design,  by  C<junt  Tessin,  was  considerably  curtailed.     The 
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original  imperial  winter  palace  at  St.  Petersburgh  wasa  vast 
pile  iiocIlmJ  l)y  the  Italian  architect  Rastrclli,  in  the  reign  of 
the  ciiipiess  Elizabeth,  of  most  imposing  asptnt  towards  the 
quay  of  the  Neva,  but  exceedingly  heavy  and  grotesque  as 
to  style. 

Enormous  as  have  been  the  sums  expended  upon  many  of 
these  edifices,  every  one  of  them  falls  very  short  of  the  ideal 
of  a  royal  palace,  in  which,  if  anywhere,  not  only  all  the 
luxury  and  pomp  of  architecture,  but  a  certain  colossal 
dignity  of  aspect,  should  present  itself  This  can  never  be 
accomplished  where  stories  above  stories  are  allowed  to 
display  themselves  externally.  That  is  but  a  vulgar  species 
of  architectural  grandeur  which  is  produced  by  a  numerical 
multiplication  of  little  parts  and  featuies.  All  the  rooms 
recjuired  for  the  accomodation  of  an  extensive  household 
should  be  turned  towards  inner  courts,  and  the  whole  ex- 
terior, having  oidy  a  single  range  of  lofty  windows  above 
the  ground-floor,  should  be  left  for  the  unrestrained  display 
of  architecture,  and  sculpture  upon  a  noble  scale,  without 
any  intermixture  of  littlenesses.  By  such  a  disposition,  too, 
convenience  would  perhaps  be  found  far  better  consulted 
than  at  present,  because,  while  all  the  apartments  for  official 
and  state  receptions  and  court  entertainments  could  he  con- 
nected together,  the  whole  of  the  vast  number  of  subordinate 
rooms  required  in  such  a  habitation  would  be  concentrated 
within  the  general  plan,  and  at  the  same  time  might  be  kept 
entirely  apart,  by  means  of  galleries  between  the  outer  and 
inner  range,  communicating  at  intervals  with  lesser  vesti- 
liults  and  staircases  attached  to  the  suites  of  lesser  rooms 
and  private  apartments  of  every  description. " 

PAL^'ESTRA,  or  Palestka,  (from  the  Greek  naXat^pa) 
anumg  the  ancient  Greeks,  a  public  building,  where  the 
youth  exercised  themselves  in  wrestling,  running,  playing  at 
quoits,  &c. 

Some  say  the  palestrtB  consisted  of  a  college  and  an 
academy  ;  the  one  for  exercises  of  the  mind,  the  other  for 
those  of  the  body.  But  most  authors  rather  take  the 
palestra  to  be  a  .xystus,  or  mere  academy  for  bodily  exercises, 
according  to  the  etymology  of  the  word,  which  comes  from 
Tra/^T],  wrestling,  one  of  the  chief  exercises  among  the 
ancients. 

The  length  of  the  palajstra  was  marked  out  by  stadia, 
each  equal  to  125  geometrical  paces;  and  hence  the  name 
s/iidiiim  was  given  to  the  arena  whereon  they  ran. 

PALATl.NE  BRIDGE,  a  bridge  of  ancient  Rome,  now 
called  St.  Mary's  bridge,  which  crosses  over  fjom  the 
present  chin-ch  of  St.  Mary  the  Egyptian,  at  the  lower  end 
of  the  F(u-um  Boarium  to  the  Via  Transtiberina.  This 
bridge  is  supposed  to  be  that  which  Livy  speaks  of  [DecaJ. 
4.  lii).  10.)  built  by  M.  Fulvius,  washed  down  by  the  Tiber, 
and  afterwards  rebuilt  by  the  censors  Scipio  Africanus  and 
L.  Mummius.  Another  indundation  having  damaged  it, 
Pope  Gi-egory  XIII.  repaired  it,  partly  upon  the  old  piles, 
in  the  year  1575.  But  another  inundation  sweeping  away 
some  of  it  in  1598,  it  has  never  since  been  repaired,  so  as  to 
be  serviceable. 

PALE,  (Irom  the  Latin  palms)  a  little  pointed  stake,  or 
piece  of  wood,  used  in  making  enclosures,  .separations,  &c. 

PA.LES,  or  Piles,  in  carpentry,  rows  of  stakes  driven 
deep  in  the  ground  to  make  wooden  bridges  over  rivers,  and 
to  erect  other  edifices  on. 

Du-Cange  derives  the  word  from  the  Latin  name  palla,  a 
ham/iiig  or  piece  of  tupe.stry  :  the  ancients  gave  the  name 
pales  to  the  hangings  or  linings  of  walls  :  thus  a  chamber 
was  said  to  be  paled  with  cloth  of  gold,  with  silk,  &c.,  when 
covered  with  bands  or  stuffs  of  two  colours.  Hence  also 
the  original  of  the  word  pale,  a  slake,  &c. 
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Tertullian  observes,  that  the  Romans  planted  pales  to 
serve  as  boundaries  of  inheritances ;  and  that  they  con- 
secrated them  to  the  god  Terminus,  under  the  name  of  Pali 
Teniti /tales. 

Ovid  tells  us,  they  were  crowned  and  adorned  with  flowers, 
festoons,  &e..  and  that  the  god  was  worshipped  before  these 
pales.     &>?  Terminalia. 

Pales  for  building,  serve  to  support  the  beams  which  are 
laid  across  them,  from  one  row  to  another ;  and  are  strongly 
bound  together  with  cross  pieces.     See  Piles. 

PALETIE  (French)  among  painters,  a  little  oval  table, 
or  piece  of  wood,  or  ivory,  very  thin  and  smooth  ;  on  and 
round  which  the  painters  place  the  several  colours  they  have 
occasion  for.  to  be  ready  for  the  pencil. 

The  middle  serves  to  mix  the  colours  on,  and  to  make  the 
teints  required  in  the  work.  It  has  no  handle,  but  a  hole  at 
one  end,  to  put  the  thumb  through  to  hold  it. 

PALING,  in  agriculture,  a  kind  of  fence-work  for  fruit- 
trees,  &c.,  planted  in  exposed  places. 

It  consists  of  three  small  posts  driven  into  the  ground,  at 
a  foot  and  half  distance,  with  cross  bars  nailed  to  each  other, 
near  the  top. 

In  fixing  the  pales  in  form  of  a  triangle,  room  is  to  be 
left  for  the  tree  to  play  and  bow  by  the  high  winds,  without 
galling.  The  trees  are  to  be  bound  to  a  stake  for  a  year  or 
two  ;  after  which  fern  or  straw  may  be  stuflied  in  between 
the  tree  and  uppermost  rails,  to  keep  it  upright. 

If  the  place  be  open  to  deer,  rabbits,  or  the  like,  a  ])ost  is 
to  be  nailed  to  the  bar  between  every  two  pales. 

Paling  Fence,  that  sort  of  fence  which  is  constructed 
with  pales. 

PALISADE  (French)  or  Palisado  (Italian)  in  fortifica- 
tion, an  enclosure  of  stakes  or  piles  driven  into  the  ground, 
each  six  or  seven  inches  square,  and  nine  or  ten  feet  long  : 
three  of  which  are  hid  under  ground.  They  are  fixed 
about  six  inches  asunder,  and  braced  together  by  pieces 
nailed  across  them  near  the  tops,  and  secured  by  thick  posts 
at  the  distance  of  every  four  or  five  yards. 

Palisades  are  placed  in  the  covert-way,  at  three  feet  from, 
and  parallel  to,  the  parapet  or  ridge  of  the  glacis,  to  secure 
it  from  being  surprised.  They  are  also  used  to  fortify  the 
avenues  of  open  forts,  gorges,  half-moons,  the  bottoms  of 
ditches,  the  parapets  or  covered  ways  ;  and,  in  general,  all 
posts  liable  to  surprise,  and  to  which  the  access  is  easy. 

Palisades  are  usually  planted  perpendicularly  ;  though 
some  make  an  angle  inclining  towards  the  ground  next  the 
enemy,  that  the  ropes  cast  over  them,  to  tear  them  up, 
may  slip. 

Palisades,  Turning,  are  an  invention  of  M.  Coehorn,  in 
order  to  preserve  the  palisades  of  the  parapet  of  the  covert- 
way  from  the  besiegers'  shot. 

These  palisades  are  so  arranged  that  as  many  of  them  as 
stand  in  the  length  of  a  rod,  or  in  about  ten  feet,  turn  up 
and  down  like  traps  ;  so  as  not  to  be  in  sight  of  the  enemy 
till  they  just  bring  on  their  attack ;  and  yet  are  always  ready 
to  do  the  proper  service  of  palisades. 

PALLADIAN  ARCHITECTURE.  A  style  of  Italian 
Architecture  introduced  by  Palladio,  for  an  account  of  which 
see  Italian  Architecture,  and  the  following  article. 

PALLADIO,  ANDREA,  in  biography,  a  celebrated 
Italian  architect,  born  at  Vicenza  in  1518.  He  obtained 
instructions  from  the  poet  Trissino,  who  discovering  in  him 
a  genius  for  sculpture  and  the  arts  connected  with  it,  taught 
him  the  elements  of  the  mathematics,  and  explained  to  him 
the  works  of  Vitruvius.  He  soon  obtained  distinction  as  an 
architect,  and  having  an  opportunity  of  accompanying  his 
patron  to  Rome,  he  employed  all  his  faculties  in  examining 
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the  remains  of  iiiioioiit  i-ilifices  in  that  capital,  ainl  Ibniu'd 
his  taste  upon  then.  On  liis  roliim,  many  works  oCinipor- 
V.UKe  were  coinniitteil  to  him,  which  he  managed  wi.h  great 
skill,  and  obtnined  for  himself  a  high  reputation.  He  was 
now  sent  for  to  Venice,  where  he  bnilt  the  palace  Foseari  in 
the  style  of  pure  antiiiuit y.  Several  other  Italian  cities  were 
afterwards  decorated  with  niagnilicent  edifices,  public  and 
private,  of  his  construction,  and  lie  was  invited  to  the  court 
of  Emanuel  Philibert,  Dnke  of  Savoy,  who  received  him 
with  distinguished  honours.  To  Palladio  is  chiefly  atlriliuted 
the  classic  taste  which  reigns  in  so  many  of  the  liuildirigs  of 
Italy.  Hi-;  master-piece  is  reckoned  the  <J1\  mpic  theatre  at 
Vicenza,  in  imitation  of  ihat  of  Marcellus  at  ]!ome.  lie  died 
in  that  city  in  1580.  having  greatly  impr<ived  the  art.  not 
only  by  his  eililiccs,  but  by  his  writings,  which  are  standard 
performances.  Of  these  the  following  account  is  given:  his 
Tieatixe  on  Arrhilectiire,  in  foui'  books,  was  first  pnl)li>lied 
at  Venice  in  l.")70.  folio,  and  has  several  times  been  reprinted. 
A  magnilici-nt  edition,  in  ihree  volumes,  folio,  was  pnlilislird 
at  Li>ndon  in  171.").  in  Italian,  French,  and  Knglish. 
Another,  eipially  s|).cnilicl.  has  since  been  published  at 
Venice,  in  four  volumes,  tiilio,  with  the  addition  of  his  inedi- 
ted  iiuildiugs.  Lord  Burlinuton  published  in  Loudon,  in 
17o0,  a  volume  entitled,  Idisei/iii  delte  Tcrme  Aiitiche  di 
Aiidreii  Pdtlalio.  He  composed  a  small  work,  intitled  Li: 
Antichila  di  RitiiHi,  not  printed  till  after  his  death.  He  illlis 
trated  (.';esar's  Coinmeiiliiriex,  by  amie.xing  to  Badelli  s  trans- 
laiioii  of  that  work,  a  preliice  on  the  military  system  of  the 
liomans,  with  copper-plates,  designed,  for  the  most  part,  by 
his  two  sons,  Leonida  and  Orazio,  who  both  died  soon  after. 
Palladio  was  moJest  in  regard  to  his  ow'n  merit,  but  he  was 
a  friend  to  ail  men  of  talents;  his  memory  is  highly  h<uioured 
by  the  votaries  of  the  (iiie  arts;  and  the  sim[)licity  and 
purity  of  his  taste  h.ive  given  him  the  appellation  of  the 
liaphae.  of  architects. 

PALLADIU.M  (from  the  Greek  UaXXag.  the  r/oUes.s  of 
wnr)  in  antiquity,  a  sttitue  of  the  goddess  Pallas,  or  Minervti, 
three  cubits  high,  holding  a  pike  in  the  right  hand,  and  a 
distal!'  and  s|iiud  e  iu  the  left,  preserved  in  Troy,  in  the 
temple  of  Miiu-iva,  on  which  the  tiite  of  that  city  is  said  to 
have  depended. 

The  tiiiditiou  is,  that  in  building  a  citadel,  in  hnnonr  of 
Pallas,  and  a  temple  in  the  most  elevated  part  of  it,  the  pal- 
ladium dropped  from  heaven,  and  marked  out  the  place 
which  the  goddess  was  pleased  to  possess.  After  this,  Apollo 
gave  an  orticle,  importing  lliit  Troy  should  never  be  t.iken 
while  the  palladium  was  found  within  its  walls:  which 
occasioned  Diomedes  and  Ulysses,  during  the  Trojan  war,  to 
undertake  the  stetding  of  it.  For  this  purpose  having 
entered  the  citadel  by  night,  or  by  means  of  secret  intelli- 
gence, they  stoK'  away  this  va'uable  pledge  of  the  security  of 
the  Troj.-ins,  and  conveyed  it  into  ihi'ir  camp  ;  where  they 
h.id  scarcely  arrived,  when  the  goddess  gave  testimonies  of 
her  wr.ith 

It  is  said,  there  was,  anciently,  a  statue  of  Pallas  preserved 
at  Rome,  in  the  temple  of  Vesta;  which  some  pretended  to 
be  the  ti  ue  palladium  of  Troy,  brought  into  Italy  by  .'Eneas: 
it  was  kept  among  the  sacred  things  of  the  temple,  and  only 
known  to  the  priests  and  vestals.  This  sttitue  was  esteemed 
the  destiny  of  Rome  ;  and  there  were  several  others  made 
peifectly  like  it,  ti>  secure  it  from  being  sti>len.  There  was 
also  a  palladium  in  the  citadel  of  Athens,  placed  there  by 
Nicias. 

PALLII'^R.  or  P.tiLi.iEB  (French)  in  building,  a  landing- 
place  In  a  stair-case,  which  being  broader  than  the  rest  of  the 
stiiirs,  serves  to  rest  upon.  The  term,  which  is  pure  French, 
is  not  much  used  by  English  builders.     On  laige  staircases, 


where  there  are  sometimes  several  pillars  in  a  range  or  line, 
the  palliers  ought  each  to  htive,  at  least,  the  width  of  two 
stejis.  Vitruvius  c;ills  the  j)alliers  on  landing-places  of  the 
theatres  dia-oinafd. 

P.\LLIFIC.\TION,  or  PiLi.N-n,  in  architecture,  the  act 
of  piling  the  ground-work,  or  strengthening  it  with  piles,  or 
timber  driven  into  the  ground;  this  plan  is  adopted  upon 
moist  or  marshy  soils,  where  an  edifice  is  intended  to  be 
erected. 

PALM,  a  measure  of  length  amoiiij  the  Italians,  but  vary- 
ing in  Viilne  in  ditlerent  localities.  The  palm  of  Genoa  mea- 
sures nine  inches,  nine  lines,  that  of  iXaples  eight  inches 
seven  lines,  thtit  of  Ptilernu)  eight  inches  five  lines,  and  the 
modern  Itoin.-ni  palm  eight  inches  three  and  a  half  lines. 

PALMYli.\,  Riiiiix  of,  or  Palmvkenk  Ruins,  the  ruins 
of  a  celebrated  city  of  this  name,  situate  in  a  desert  of  Syria, 
in  the  pachalic  of  I'anuiscus,  about  48  leagues  from  Alepjio, 
and  as  far  fnuii  Damascus.  This  city,  under  the  name  of 
Tadmor.  tippears  to  htive  been  originally  built  by  Solomon 
(I  Kings,  i.x.  18.  2  Chron.  viii.  4.)  ,l('se|)hus  assures  us, 
that  thi-  was  the  same  city  which  the  (Greeks  and  Romans 
afterwards  called  Palmyra;  and  it  is  still  called  Tadmor  by 
the  Arabs  of  the  country.  But  many  circumstances  besides 
the  style  of  the  buildings,  render  it  p:obable  that  the  firesent 
ruins  are  not  those  of  the  city  built  by  Solomon,  though 
iieiiher  history  nor  traditiou  mention  the  building  of  any 
other. 

With  respect  to  thi'  ruins,  they  ttfipetir  to  be  of  two  dis- 
tinct periods  ;  the  oldest  are  so  liir  decayed  as  not  to  admit 
of  mensuration,  and  seem  to  have  been  reduced  to  that  state 
by  the  hand  of  time ;  the  others  apfiear  to  htive  been  broken 
into  fragments  by  violence.  Of  the  inscrij^tions.  none  are 
earlie)-  than  the  birth  of  Christ,  nor  are  any  later  thtin  the  des- 
truction of  the  city  by  Aurelian,  except  one,  which  mentions 
Dioclesian.  It  is  scareely  less  diflicult  to  account  for  the 
situation  of  this  city  thtni  fi)r  its  mtiginficeiice  ;  the  most 
probable  conjecture  is,  that  as  soon  as  the  springs  of  Palmyra 
were  discovered  by  those  who  first  traversed  the  desert  in 
which  it  is  situated,  a  settlement  was  made  there  for  the 
purpose  of  carrying  on  the  trade  to  India,  and  preserving  an 
intercourse  between  the  Mediterraiietin  and  the  Red  Sea. 
This  trade,  which  flourished  long  bef.u-e  the  Christian  .era, 
ac(M)uuts  not  only  f  u'  its  situtition,  but  also  few  its  wealth. 
As  it  lay  between  Egypt,  Persia,  and  Greece,  it  was  natural 
to  expect,  that  traces  of  the  manners  and  sciences  of  those 
nations  should  be  discovered  among  the  P.dmyrenes;  who 
accordingly  appc^ar  to  have  imitated  the  Egyi'tians  in  their 
funeral  rites,  thi^  Persians  in  their  luxury,  tuid  the  Greeks  in 
their  buildings  ;  and  therel(>re  the  buildiuits,  which  now  lie 
in  I  uins,  were  [irobably  neither  the  works  of  Solomon,  nor  of 
the  SeleucidiC.  nor.  few  excepted,  by  the  Roman  emperors, 
but  of  the  Palmyrenes  themselves. 

Pabnyia  was  formerly  encompassed  by  palms  and  fig- 
trees,  and  covered  an  area,  according  to  the  .Ar.ibs,  of 
netir  ten  miles  in  circumference;  and  might  probably  have 
been  reduced  to  its  present  confined  and  ruined  state  by 
quantities  of  sand,  driven  over  it  by  whirlwinds.  The 
walls  of  the  city  are  flanked  with  square  towers  ;  and  it  is 
probable,  from  their  general  direction,  that  they  included 
the  great  temple,  and  are  three  miles  in  cireiimference.  But, 
of  all  the  monuments  of  art  and  magnificence  in  this  city, 
the  most  Considerable  is  the  temple  of  the  sun.  The  whole 
sp.ice  containing  its  ruins,  is  a  square  of  :i'iO  yards,  encor^' 
passed  with  a  stately  wtill,  and  adorned  with  pilasters  wtlliin 
and  without,  to  the  number  of  sixty-two  on  a  side.  Within 
the  court  are  the  remains  of  two  rows  of  very  noble  mtirble 
pillars,  37    feet  high  ;  the  temple   was   encompassed    with 
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another  row  of  pillars  50  feet  high  ;  but  the  tem|ile  itself 
was  only  33  vards  in  lengih,  and  13  or  14  in  breadth.  This 
is  now  converted  into  a  mosque,  and  ornamented  after  the 
Turkish  manner.  North  of  this  p'aee  is  an  ol.elisk,  ccmsist- 
in"  of  seven  large  stones,  liesides  its  capital  and  the  wreathed 
work  ahout  it,  about  50  feet  liigli.  and,  just  above  the  pedes- 
tal. 12  in  rireumfereiiee.  I'poi)  this  there  was,  proljably,  a 
statue,  whieh  liie  Tuiks  have  destroyed.  At  a  small  dis- 
tance theie  are  two  others,  and  a  fragment  of  a  third,  whieh 
gives  reason  for  concluding  ihat  tiiey  were  once  a  continued 
row.  There  is  al-o  a  piazza  40  feet  broad,  and  more  than 
half  a  mile  in  Imgth.  enclosed  with  two  rows  of  marble  pil- 
lars, 20  feet  high,  and  8  or  9  feet  in  ojmpass  ;  and  the  num- 
ber of  these,  it  is  computed,  could  not  have  been  less  than 
500.  Near  this  piazza  ajipear  the  ruins  of  a  stately  building, 
supposed  to  have  been  a  banqueting  house,  elegantly  fini-hed 
with  the  best  .sort  of  marble.  In  the  west  side  of  the  piazza 
there  are  several  apertures  for  gates  into  the  court  of  the 
palace,  each  adorned  with  four  porphyry  pillars,  30  feet  long 
and  9  in  circumference.  There  are  several  other  marble 
Diilars  differently  arranged,  on  the  pedestals  of  which  there 
appear  to  have  been  inscriptions  both  in  the  Greek  and  Pal- 
nivrene  languages,  which  are  now  altogether  illegible. 
Among  these  ruins  there  are  also  many  sepulchres,  which 
arc  square  towers,  four  or  five  stories  high,  and  varying  in 
size  and  splendour.  We  are  indebted  for  an  account  of  these 
vei'v  magnificent  remains  of  antiquity,  paitly  to  some  Eng- 
lisli  merchants  who  visited  them  in  1078  and  1091,  {Pliil. 
Trans.  No.  217,  218,  or  Lowthorp's  Ahr.  vol.  iii.)  but 
chiefly  to  Mr.  Bouverie  and  Mr.  Dawkins,  acwmipanied  by 
Mr.  R.  Wood,  who  travelled  thillur  in  1751.  The  lesult  of 
tlu-ir  observation  was  [)ublislied  in  1753,  in  the  form  of  an 
Atlas,  containing  57  copper-plates,  admirably  executed. 
Since  this  publieatioii,  it  is  universally  acknowledged  that 
antiquity  has  left  notliing,  either  in  Greece  or  Italy,  to  be 
compared  with  the  magnificence  of  the  niins  of  Palmyra. 

I'A.MPIiK,  a  wreath  conqiosud  of  the  leaves  and  fruit  of 
the  vine.  emj)loyed  to  decorate  the  spiial  grooves  of  tuisted 
Columns. 

PANCAKPI,  garlands  or  festoons  of  flowers,  fruit,  &c. 
PANEL,  or  P.\xN£L  (from  the  Latin  pioielliim,  a  small 
pane),  in  joinery,  a  tympan,  or  square  piece  of  wainscot, 
sometimes  carved,  framed,  or  grooved  in  a  large  piece, 
between  two  mounters  or  upright  pieces,  and  two  traverses 
or  cross  pieces.  Hence  also  panels  or  panes  of  glass,  are 
compartments,  or  pieces  of  glass  of  various  forms  ;  square, 
hexagonal,  &c. 

Pankl.  in  masonry,  one  of  the  faces  of  a  hewn  stone. 
PA.NNIEK,  the  same  as  Corbel;  which  see. 
PANORAMA,  a  picture  exhibiting  a  succession  of  objects 
upon  a  spherical  or  eyiiiulrieal  surface,  the  rays  of  light 
being  .supposed  to  pass  from  all  points  of  external  objects, 
through  the  surface,  to  the  eye  in  the  centre  of  the  sphere, 
or  axis  ol'  the  cylinder. 

This  ingi-nious  pictorial  contrivance  was  first  devised  by 
an  English  artist,  Robert  Barker,  about  the  year  1794  ;  and 
is  not  so  much  anew  mo  e  of  pain  ting — the  process  itself  being 
similar  to  scene-painting,  or  in  distemper — as  a  novel  appli- 
cation of  it.  Conlraiy  to  the  diorama  [See  Dior.\m.\],  the 
panorama  forms  tlie  surface  of  a  hollow  cylinder,  or  rotunda 
(whence  it  is  frequently  called,  in  German,  Riindyemulde.  or 
kiiiidhitil,  cyclorama),  in  the  centre  of  which  is  a  detached 
circular  platform  for  the  spectators,  covered  over  head  to 
conceal  the  >.k\  light,  and  thereby  increase  the  illuMOu,  and 
give  greater  effect  to  the  painting  itse.f  This  latter  is  not 
painted  on  the  walls,  but  upon  canvass,  like  the  scenes  of  a 
theatre,  and  afterwards  fixed  up,  in  oider  that  the  views  may 
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be  changed,  and  a  fresh  one  may  be  in  progress  while  another 
is  open  tor  exhibition.  Yet,  although  there  is  nothing  what- 
ever particular  in  regard  to  the  execution  or  process  of  such 
pictures,  they  are  attended  with  diffuulties  which  can  be 
mastered  only  by  practice  and  experience. 

The  fir.st  of  these  aiises  from  the  circumstance,  that  the 
artist  cannot  either  concentrate  his  light,  or  ailapt  the  direc- 
tion of  it  arbitrarily,  as  best  suits  his  purpose;  but  while 
portions  of  his  view  will  be  entirely  in  sunshine,  the  opposite 
one  will  be  almost  a  mass  of  shadow ;  the  see<ind  is  the 
difficulty  of  representing,  on  a  curved  surfice,  the  straight 
hoiizontal  lines  of  buildings;  the  third  and  greatest  of  all  is, 
that  there  can  be  no  single  fixed  point  of  si<;ht.  sinc(^  the  eye 
traverses  around  the  whole  circle  of  the  lioiizon.  Hence  it 
may  be  supposed,  that  many  parts  of  such  a  picture  would 
appear,  if  not  quite  distorted,  mcu-e  or  less  out  of  perspective. 
Yet  such  is  not  the  case,  no  doubt  partly  because  the  eye 
accommodates  itself  to  certain  principal  points  fixed  upon  by 
the  artist  as  centres  of  vision,  and  on  account  of  the  optical 
fascination  attending  the  whole.  The  subjects  generally 
chosen  are  views  of  cities,  or  interesting  sites,  whose  entire 
locality  and  buildings  may  thus  be  vividly  placed  before  the 
eye  in  a  manner  no  less  instructive  than  it  is  interesting. 

Panoramic  Projection  is  the  method  of  forming  a  pano- 
rama from  the  geometrical  consideration  of  the  i>roperties  of 
vision. 

In  the  following  principles  of  the  panorama,  the  surfiice  on 
whieh  idijects  are  sujiposed  to  be  represented  is  that  of  a 
cylinder;  though  a  sphere  may  be  considered  still  more  per- 
fect, as  its  surface  is  everywhere  equally  distant  from  the 
eye;  but  a  cylindric  sniface  is  more  conveidcnt  for  the  pur- 
pose of  delineation  ;  and  if  the  objects  are  not  very  distant 
from  the  intersection  of  a  plane  passing  throuiih  the  eye 
perpendicular  to  the  axis,  the  distortion  will  not  be  per- 
ceptible.     We  prendsc  the  following  definitions  : 

1.  The  c.\  lindric  surfiice  vn  which  objects  are  to  be 
represented,  is  called,  also,  t/ic  panoramic  surface  ;  and  the 
picture  formed  is  called  «  panoramic  view,  or  paiiorumic 
picture. 

2.  The  point  of  sir/lit  is  the  place  where  the  organ  of  vision 
is  placed,  in  order  to  receive  the  impression  of  the  images  of 
the  objects  on  the  panoramic  picture. 

3.  An  original  object  is  any  oliject  in  nature,  or  an  object 
which  may  be  supposed  to  exist,  in  a  given  position  and  dis- 
tance, as  a  point,  line,  or  solid. 

4.  An  original  jdane  is  the  plane  on  which  original  objects 
are  supposed  to  be  placed. 

5.  The  point  where  an  indefinite  original  line  cuts  the 
picture,  is  called  Ike  intersection  of  that  original  line. 

0.  The  line  on  the  picture  where  an  original  plane  meets 
or  intersects  it,  is  called  the  intersection  of  that  original 
plane. 

7.  A  line  drawn  through  the  point  of  sight  parallel  to  an 
original  line,  is  called  tlie  parallel  of  that  original  line. 

8.  A  plane  passing  through  the  point  of  sight  parallel  to 
any  original  plane,  is  called  the  parallel p>lane. 

9.  A  surface  of  rays  is  that  which  proceeds  from  an  origi- 
nal line,  or  from  any  line  of  the  original  object,  by  rays  from 
all  points  of  that  line  terminating  in  the  eye.  If  the  line  in 
the  oriuinal  object  be  straight,  the  surfiice  of  rays  is  called  a 
plane  of  rays,  optic  plane,  or  I'ixual  plane. 

10.  When  the  rays  proceed  from  one  or  more  surfaces  of 
an  original  object,  the  whole  is  called  a  pyramid  of  rays,  or 
optic  pyramid  ;  and  if  the  base  be  circular,  it  is  called  a  cone 
of  rays,  visual  cone,  or  optic  one. 

In  "every  kind  of  projection  from  a  given  point,  the  projec 
tiou  of  a  straight  line  upon  any  surface  is  the  intersertion  of 
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a  plane  of  rays  with  the  suifacc!  from  all  points  of  the  straight 
line  to  the  given  point.  Tlierefore,  the  paiioratnie  projection 
of  a  straight  line  is  the  intersection  of  the  eylindric  surface 
and  a  plane.  If  a  right  cylinder  be  cut  by  a  plane  perpen- 
dicular to  its  axis,  the  section  is  a  circle;  if  cut  parallel  to 
the  axis,  the  section  is  a  rectangle  ;  and  if  cut  oliliquely  to 
the  axis,  the  section  is  an  ellipsis.  If  the  surface  of  the 
cylinder  be  extended  upon  a  plane  with  the  sections  of  the 
cyliiidric  surface,  and  a  plane  cut  in  each  of  the  positions 
here  stated,  the  section  made  by  the  plane  perpendicular  to 
the  axis  will  be  a  straight  line  ;  and  the  section  made  by 
cutting  it  parallel  to  the  axis  will  also  be  a  stiaight  line  ;  but 
the  section  made  by  cutting  it  obli(pieiy  will  be  a  curve  of 
similar  properties  with  that  known  to  mathematicians  by  the 
name  of  the  Jiyure  of  the  lines  ;  therefore,  the  projection  of 
every  straight  line  in  a  plane  passing  through  the  eye  per- 
pendicular to  the  axis  of  the  cylinder,  will  also  be  a  straight 
line  on  the  extended  surface  ;  and  every  straight  line  in  a 
plane  passing  through  the  axis  will  also  be  a  straight  line  on 
the  extended  surtace,  perpendicular  to  that  formed  by  the 
plane  passing  through  the  eye  perpendicular  to  the  axis. 

The  panoramic  jirojeetiou  of  any  straight  line  not  in  a 
plane  passing  through  the  eye  perpendicular  to  the  axis,  nor 
in  a  plane  passing  through  the  axis,  is  in  the  curve  of  an 
ellipsis  ;  for  in  this  case  the  optic  rays  which  cut  the  cylinder 
will  neither  be  in  a  plane  ])arallcl  to  the  axis,  nor  in  a  plane 
perpendicular  to  it. 

'I'he  panoramic  representation  of  any  straiglit  line  in  aplane 
perpendicular  to  the  axis,  but  not  passing  through  the  eye,  is 
in  the  curve  of  an  ellipsis,  and  the  optic  plane  will  be  at 
right  angles  to  another  plane  passing  through  the  axis  at 
right  angles  to  the  original  line. 

In  the  panoramic  ri'presentation  of  any  series  of  parallel 
lines,  the  optic  planes  have  a  common  intersection  in  a  straight 
line  passing  through  the  eye,  and  the  common  intersection 
will  be  parallel  to  each  of  the  original  straight  lines;  there- 
fore, the  indefinite  representations  will  pass  through  the 
extremities  of  the  comnn)n  intersection. 

In  the  panoramic  representation  of  any  series  of  parallel 
lines  in  a  plane  perpendicular  to  the  axis,  but  not  pas-ing 
through  the  eye,  the  common  intersection  of  the  ojitic  planes 
is  parallel  to  the  plane  on  which  the  original  lines  are 
situated. 

In  the  indefinite  representations  of  any  number  of  straight 
lines  parallel  to  the  axis,  the  visual  planes  will  have  a  com- 
mon intersection  in  the  axis,  and  will  divide  the  circumf 'r- 
ence  of  the  cylinder  into  jiortions  which  have  tiie  same  ratio 
to  each  other  as  th«  inclination  of  the  visual  planes. 

If  an  original  straight  line  parallel  to  the  axis  be  divided 
into  portions,  the  represciitatioivs  of  the  portions  will  have 
the  same  ratio  to  each  other  as  the  originals. 

If  in  any  original  plane  there  be  a  series  of  strai^iht  lines 
parallel  to  each  other,  and  also  another  series  of  straight 
lines  parallel  to  each  other,  and  at  any  given  angle  with  the 
former  seiie>,  the  common  intersections  of  the  visual  planes 
will  make  the  same  angle  with  each  other,  which  any  line  of 
the  one  series  makes  with  any  one  of  the  other  series,  and 
the  common  intersections  will  be  in  a  plane  parallel  to  the 
original  plane  ;  and,  therefore,  if  the  original  jilane  be  perpen- 
dicular to  the  axis,  the  common  inter.--ections  of  the  visual 
planes  will  also  be  in  a  plane  perpendicular  to  the  axis. 
Hence  the  common  intersections  of  visual  planes  from  any 
two  systems  of  straight  lines,  parallel  to  any  two  straight 
lines  at  a  given  angle  with  each  other  in  a  plane  perpendi- 
cular to  the  axis,  are  also  in  a  plane  perpendicular  to  the 
axis,  and  make  the  same  angle  wilh  each  til  her  which  the 
two  lines  in  the  oiigiual  plane  make  with  each  other. 


11.  The  two  points  where  the  parallel  of  an  original  line 
inclined  to  the  axis  of  the  cylinder  meets  the  panoramic  sur- 
face, are  called  the  vaiii.slihuj  /joiiit-t  of  that  orii/iiial  Hue. 

12.  The  inter.^ection  of  the  parallel  of  an  original  plane  is 
Cillled  the  I'diiishiiif/  line  of  that  plane. 

13.  A  straight  line  drawn  from  any  point  in  the  axis  of 
the  cylinder,  at  right  angles  to  the  same,  to  meet  the  pano- 
ramic surface,  is  called  the  distance  of  the  picture. 

14.  Tlie  centre  if  a  plane  parallel  to  the  u.r>s,  is  the  point 
where  a  straight  line  from  the  eye  perpendicular  to  the  plane 
meets  it. 

15.  Tlte  panoramic  centre  of  a  plane  parallel  to  the  oris, 
is  the  ])oint  where  a  straight  line  drawn  from  the  eye  perpen 
dicular  to  the  plane,  cuts  the  picture. 

10.  The  station  point,  is  the  point  where  the  axis  inter- 
sects the  original  plane. 

17.  The  centre  of  an  original  line,  is  the  point  where  a 
straight  line,  drawn  from  the  station  point  perpendicular  to 
the  origiiuil  line,  cuts  the  original  line. 

18.  The  piinornmic  centre  of  an  original  line,  is  the  point 
where  a  straight  line,  drawn  from  the  station  point  perpen- 
dicular to  the  oi'iginal  line,  cuts  the  picture. 

19.  The  (listanee  of  an  original  plane  parallel  to  the  axis 
from  the  pictnre,  is  the  straight  line  drawn  fi'om  the  pano- 
ramic centre  to  the  centre  of  the  original  fdane. 

20.  The  distance  of  an  original  line  from  the  picture,  is 
the  straight  line  drawn  from   the  panoramic  centre  to  the 

.centre  of  the  original  line. 

21.  7Vie  distance  of  an.  original  plane,  is  the  straight  line 
drawn  from  the  eye  to  the  centre  of  the  original  plane. 

22.  The  distance  of  an  original  line,  is  the  straight  line 
drawn  from  the  station  point  t(.)  the  centre  of  the  line. 

An  original  line  parallel  to  the  axis  of  the  panorama  has 
no  vanishing  [)oints. 

An  original  plane  p;irallel  to  the  axis  of  the  panorama  has 
two  vanishing  lines. 

The  vanishing  line  of  a  plane  perpendicular  to  the  axis  of 
the  panorama,  is  a  circle  on  the  panoramic  picture;  but  if 
the  panoramic  sm-face  be  extended  upon  a  plane,  it  becomes 
a  straight  line. 

The  vanishing  lines  of  all  planes  inclined  to  the  axis  are 
ellipses,  and  when  extended  upon  a  plane  become  sinical 
curves,  which  are  also  termed  panoramic  curves,  as  being  the 
only  kind  of  curve  which  the  cylindric  picture  produces  when 
developed. 

Proiu.k.m  1. — Plate  I. — Figure  1. —  To  describe  the  pano- 
ramic curve  to  given  dimensions. — Let  A  B  be  the  length  of 
the  curve  ;  bisect  a  b  in  c,  draw  c  d  perpendicular  to  a  b  ; 
make  c  n  equal  to  the  deflection  of  the  arc  from  the  chord 
A  u  ;  from  the  point  c,  with  the  di-stance  c  d,  describe  the 
quadrant  u  E  ;  divide  the  arc  D  E  into  any  numlier  of  equal 
parts,  (say  four)  al>o  divide  either  half,  c  b,  into  the  same 
nunilier  (t'om-)  of  equal  ]iarts  ;  let  /,  i,  g,  be  the  points  of 
division  in  the  quadrantal  arc;  draw  I  k,  i  h,  g  f,  perpendi- 
cular to  A  B,  cutting  it  at  X-,  h,f;  and  let  k,  n,  F,  be  the  points 
of  division  in  c  b  ;  draw  k  l,  ii  i,  f  g,  perpendicular  to  a  b  ; 
make  k  l,  h  i,  f  g,  respectively  equal  to  k  I,  h  i,  fg  ;  con- 
struct perpendiculars  upon  c  a,  in  the  same  manner;  through 
all  the  points  o,  i,  l,  d,  describe  a  curve,  which  will  be  that 
of  the  panorama. 

The  cm-ve  a  D  B  is  that  which  would  be  found  by  cutting 
a  senii-cvlinder,  whose  circumference  is  a  b,  at  an  altitude, 
c  D,  distant  on  the  surface  from  a  plane  perpendicular  to  lh<> 
axis,  at  a  quadrant  distance  from  the  point  a  or  n  in  the 
extremity  of  the  diameter  of  the  plane  perpendicular  to  the 
axis.  Therefore  the  whole  panoramic  curve  will  be  double 
the  length  of  a  b  ;  the  other  part  being  a  similar  and  equal 
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curve  above  the  line  a  b,  produced,  and  consequently  a  curve 
of  contrary  llcxure. 

The  |iaiioraniic  curve  takes  place  when  the  cylinder  is  cut 
by  a  plane  at  oblique  an{;les  to  the  axis. 

Pkoulem  11. —  To  find  the  indefinite  representation  of 
lines  parallel  to  the  original  plane,  in  a  plane  parallel  to  Ike 
axis  of  the  picture ;  given  the  height  of  the  eye,  the  intersec- 
tion of  the  original  plane,  and  the  distance  of  the  original 
plane  from  the  picture. 

Figure  2,  No.  1. — Let  i>  be  the  sUition  point;  g  k  h  i  the 
intersection  of  the  picture  ;  and  a  b  a  line  in  the  original 
plane,  on  which  the  plane  parallel  to  the  axis  stands. 

In  Figure  2,  No.  f),  dniw  p  K,  which  make  equal  to  p  K, 
No.  1.  In  No.  5,  draw  v  o  and  k  w  perpendicular  to  p  k  ; 
make  v  o  equal  to  the  height  of  the  eye  ;  draw  o  w  parallel 
to  p  K  ;  produce  p  K  to  r ;  in  No.  1,  draw  p  r  perpendicular 
to  A  B,  culling  A  n  at  r,  and  the  inter>oction  of  the  oiiginal 
plaue  with  the  panoramic  surface  at  K  ;  make  p  ;•,  No.  5,  equal 
to  p  r,  No.  1  :  draw  r  s  perpendicular  to  k  p  :  in  No.  5,  make 
r  t,  t  u,  u  V,  equal  to  the  height  of  the  several  lines,  whose 
indolinite  represeiitaUons  are  required,  above  the  original 
plane  ;  produce  o  w,  meeting  r  «  at  s  /  produce  k  «  to  meet 
o  s  at  w  ;  draw  o  r,  o  t,o  u,  and  o  v,  cutting  k  w  respectively 
at  V,  X,  y,  and  z.  In  No.  2,  make  g  ii  equal  to  the  semi-cir- 
cumference o  K  H,  No.  1  ;  bisect  G  H  at !»  ;  draw  w  v  perpen- 
dicular to  o  H  ;  make  w  v,  w  x,  w  y,  and  w  z,  respectively 
equal  to  iv  c,  w  x,  to  y,  and  to  z.  No.  5  ;  then  with  the  common 
length  G  H,  aud  the  deflections  w  v,  w  x,w  y,  and  w  z,  describe 
the  curves  G  v  h,  G  x  H,  a  y  H,  Q  z  h,  which  will  be  the  de- 
velopment of  the  representation  of  the  lines  required,  and  g 
and  H  will  be  their  vanishing  points.  For  o  p  r  «,  No.  5,  may 
be  considered  as  a  plane  passing  along  the  axis  of  the  cylin- 
der ;  o  p  the  axis,  o  the  eye,  p  the  stiition  point,  k  w  a.  sec- 
tion of  the  cyliiidric  surface,  and  o  r,  o  t,  o  u,  and  o  v,  visual 
rays;  and,  consequently,  the  points  v,  x,  y,  z,  will  be  the 
representalioiis  of  y,  t,  u,  v  ;  and  since  r,  t,  u,  v,  may  be  con- 
sidered as  the  centres  of  the  original  lines,  whose  represen- 
tations are  required,  and  since  the  optic  planes  of  these  lines 
cut  the  cylinder  obliquely,  the  sections  will  be  elliptical,  and, 
consequently,  their  envelope  will  be  the  figure  of  the  sines, 
as  here  described. 

Pboble.m  hi. —  To  describe  the  representation  of  a  line  in 
a  plane  perpendicular  to  the  axis  of  the  cylinder,  giving  the 
seat  of  the  line  on  the  original  plane. 

In  No.  2,  draw  o  d  perpendicular  to  g  h  ;  make  o  d  equal 
tc  the  descent  or  deflection  of  the  curve,  and  describe  the 
quadrantal  siuical  curve  d  w,  and  d  ui  will  be  the  represen- 
tation of  a  line  perpendicular  to  the  plane,  in  which  the  origi- 
nals of  a  V  H,  G  X  H,  a  y  h,  and  a  z  a,  are  situated. 

Problem  1\'. —  Given  the  indefinite  representation,  a  z  h. 
No.  2,  if  a  straight  line,  to  determine  the  finite  portion,  whose 
seal  is  a  b,  No.  1. 

Draw  p  A  and  p  b.  No.  1,  cutting  the  intersection  at  a  and 
6  ;  make  w  a.  No.  2,  equal  to  the  extension  of  k  a.  No.  1  ; 
and  w  b,  No.  2,  equal  to  the  extension  of  k  b.  No.  1  ;  draw 
a  a'  and  b  b',  No,  2,  perijendicular  to  g  h,  cutting  the  curve 
G  2  H  at  a'  and  b',  and  u'  z  6'  will  be  the  finite  portion  re- 
quired ;  a"  y  6",  a'"  .r  b"\  and  a''  v  b'\  will  be  the  same 
portions  of  the  indefinite  representations  o  y  a,  g  x  u,  and 

Q  V  H. 

The  following  examples  show  the  application  of  the  prin- 
ciples in  the  representation  of  solid  objects. 

Example  1.  Figure  2,  No.  1. — Let  c  D  E  F,  be  the  plan  of 
a  house,  in  contact  with  the  picture  at  c.  Thnrngh  the  sta- 
tion point  p,  draw  g  h,  parallel  to  D  c,  cutting  the  intersec- 
tion of  the  panoramic  picture  in  the  points  g  and  h;  also 
tiu-ough  p  draw  k  i,  parallel  to  e  d,  or  f  c,  cutting  the  pic- 


ture in  I  and  k  ;  then  g  and  h  are  the  vanishing  points  of  all 
lines  parallel  to  E  F  or  d  c,  and  i  an<l  k  the  vanishing  points 
of  all  lines  parallel  to  c  p  or  d  e  ;  draw  f  p  and  d  p,  cutting 
the  picture  at  /and  d.  Let  w  v  be  the  ridge  of  the  build- 
ing, bisecting  e  D  at  w,  and  e  c  at  v ;  produce  w  v  to  y,  cut- 
ting I  K  at  u  ;  make  u  y  equal  to  the  height  of  the  house, 
Nos.  3  and  4  ;  and  make  the  angle  u  t  z  equal  to  half  the 
vertical  angle  of  the  roof,  and  let  y  z  cut  i  k  at  z ;  diaw  x  q 
parallel  to  y  z,  cutting  k  i,  or  k  i  produced  at  q;  draw  z  x 
parallel  to  v  w  ;  produce  e  d  to  ar,  and  f  c  to  meet  x  z  at  t  ; 
join  Q  X  and  q  t,  which  are  the  intersections  of  the  optic  planes 
formed  by  the  inclined  side  of  the  roof,  and  the  vertical 
planes  standing  upon  d  b  and  c  f;  draw  i  n  parallel  to  p  o, 
and  o  N  parallel  to  i  p.  To  find  the  inclination  of  the  optic 
planes;  draw  p  M  perpendicular  to  x  q,  cutting  x  Q  at  u,  and 
the  panoramic  intersection  at  m  ;  from  p,  with  the  distance 
p  V,  describe  the  arc  "  J,  cutting  p  i  at  j ;  join  o  j  ;  produce 
N  I  and  o  J  to  meet  each  other  in  s.  In  like  manner,  draw  p  t 
perpendicular  to  t  q,  cutting  t  q  at  v,  and  the  panoramic  in- 
tersection at  t ;  from  p,  as  a  centre,  with  the  ladius  p  v, 
describe  the  arc  v  w,  cutting  i  p  at  w  ;  j(jin  o  w  ;  produce  N  i 
and  o  w  to  meet  each  other  in  R  ;  then  n  o  s  is  the  inclination 
of  the  optic  plane,  whose  intersection  is  q  x  ;  and  n  o  r  is  the 
inclination  of  the  optic  plane,  whose  intersection  is  q  t. 

Figure  2,  No.  0. — Up<-)n  any  convenient  line,  i  h,  extend 
the  panoramic  intersection  ;  according  to  the  corresponding 
places  of  No.  1,  as  shown  by  similar  letters  ;  that  is,  i  t,l  a, 
G  d',  d  c',  c'/'/'  K,  and  k  h,  No.  6,  would  cover  i  t,  t  0,0  d', 
d'  c',  c  f',f  K,  and  k  h.  No.  L  In  No.  6,  draw  <  r,  g  o,  d'  d, 
c'  0,  f'f,-s.k  perpendicular  to  i  h. 

In  No.  ft,  produce  K  p  to  n  ;  make  p  a  equal  to  the  radius 
of  the  cylinder  ;  through  a  draw  i  o  parallel  to  o  p ;  on  p  a 
make  p^'  equal  to  p^.  No.  1,  and  p  q.  No.  5,  equal  to  p  q.  No.  1  ; 
draw  j  g  and  q  h.  No.  5,  perpendicular  to  p  a  ;  make  q  h 
and  _;'  g  each  equal  to  the  height  of  the  walls,  Nos.  3  and  4; 
join  o  g  and  o  h  ;  produce  o  g  to  I,  and  o  h  to  i,  meeting  oi ; 
produce  o  _;'  and  o  j  to  meet  g  o  at  o  and  k. 

In  No.  6,  make  t  r  equal  to  n  r.  No.  1  ;  g  o  equal  to  g  o, 
No.  5  ;  g  /  ecpial  to  a  I ;  k  ^■  equal  to  a  k  ;  k  i  equal  to  g  i  ; 
describe  the  panoramic  curves  i  /  k,  i  o  k,  g  A-  h,  g  i  h  ;  then 
the  curves  i  o  k  and  g  ^-  h  will  cut  each  other  at  c,  and  the 
curves  I  I  k,  G  i  u,  will  cut  each  other  at  c.  so  that  the  points 
c',  c,  c,  will  be  in  the  same  perpendicular;  cc  will  thus 
represent  the  angular  line  of  tlie  building.  Let  the  perpen- 
dicular d'  d  cut  the  curve  G  /  H  at  D.  and  the  curve  G  k  n  at  d  ; 
and  the  intercepted  portion  d  d  is  the  angular  line  at  one  end  ; 
in  like  manner,  let  the  perpendicular  /* /cut  the  curve  ilk 
at  F,  and  the  curve  I  o  K  at/;  and  the  intercepted  portion  f/ 
of  the  perpendicular/'/,  is  the  representation  of  the  angular 
line  at  the  other  end  ;  therefore  c  c  t>  d  represent  the  front, 
and  r  c  F  /  the  end,  exclusive  of  the  triangular  part  adjoining 
the  roof,  which  will  be  formed  in  the  following  manner  : 
make  t  x  and  x  ti  equal  to  g  k  each  ;  describe  the  same 
panoramic  curve,  r  c  a;  ;  and  if  the  other  semi-panoramic 
curve,  X  V  w,is  described,  and  if  A-  k  be  produci-d  to  v,  v  will 
be  the  vanishing  point  for  the  gable  top  ;  and  if  k  n  be  made 
equal  to  k,  v,  n  will  be  the  vanishing  point  of  the  other 
inclined  plane  of  the  rocd";  and  thus  the  representation  of 
lines  and  planes  will  have  vanishing  points  and  vanishing 
lines,  as  in  the  methods  of  descriliing  the  perspective  repre- 
sentation of  objects  upon  a  plane  surface  ;  and  if  the  points 
d,  D  c,  c,  f,  F.  are  (bund,  and  the  lines  c  d,  c  D,  and  <■  /  c  F, 
are  madestraight  instead  of  being  cnrvi^d  and  produced,  th.-y 
will  find  their  own  vanishing  pniuts  in  ihe  line  i  ii  ;  but  more 
remote  from  each  other  than  the  [loints  a  and  k. 

What  is  here  observed,  is  exemplified  in  No.  7,  as  will 
appear  sufliciently  clear  by  a  little  reflection. 
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The  example  here  shown  is  very  distorted,  on  account  of 
the  siiuillnoss  of  the  panoramic  cylinder,  and  the  size  of  llie 
object,  wliicli  was  obliged  to  be  very  large,  in  order  to  give 
a  clear  elucidatiiin  of  the  principles. 

Example  2. — Fiytire  3,  shows  the  panoramic  represont^ition 
of  a  row  uf  houses,  upon  the  surtiice  of  a  cylinder  of  greater 
radius  than  that  uf  Figure  2,  No.  1,  where  the  pictural 
objects  appear  much  more  agreealde  to  the  eye  than  that  of 
Fiyare  2;  tlie  lines  which  form  the  roofs  are  in  this  example 
represented  as  straight,  though  in  reality  they  are  curves, 
as  a  great  deal  of  trouble  is  saved,  and  the  error  occasioned 
by  their  introduction  is  too  trifling  to  be  observed. 

It  remains  to  show'  the  truth  of  the  operations  used  in  the 
construction  of  Figure  2.  Let  it  now  be  proved  that  x  q 
and  T  Q  are  the  intersections  uf  the  optic  planes,  (urmed  by 
the  inclined  lines  of  the  gables.  From  the  deliniliun  given, 
an  optic  plane  is  one  passing  along  an  original  line,  and 
through  the  eye;  therefore,  if  a  straight  line  be  drawn 
through  the  eye  parallel  to  the  original  line,  the  line,  thus 
passing  through  the  eye,  and  the  original  line,  will  both  be 
in  the  same  plane,  that  is,  both  in  the  optic  jilane  ;  and  if  two 
planes  be  drawn  along  two  parallel  lines,  their  intersections 
with  a  third  plane  will  be  jiarallcl ;  now  the  parallels  f  t 
and  K  I  are  the  intersections  of  two  parallel  planes;  r  t  that 
of  the  vertical  plane,  in  which  the  inclined  original  line  is 
situated,  and  k  i  that  in  which  the  eye  is  situated,  or  in 
which  the  line  parallel  to  the  inclined  line  is  situated;  the 
point  T  is  the  intersection  of  the  inclined  line  of  the  roof 
and  the  point  q  the  intersection  of  the  line  drawn  thrungh 
the  eye  parallel  to  the  inclined  line  of  the  roof;  therefore 
the  optic  plane  will  pass  through  the  points  t  and  q,  and 
consequently  t  q  is  the  intersection  of  the  optic  plane  and  the 
original  plane.  In  the  same  mainn-r,  it  may  be  shown  that  j  Q 
is  the  intersection  of  the  optic  ]ilane,  formed  by  the  other 
inclined  line  of  the  farther  gable  in  the  same  plane  with  the 
former  line. 

Next  let  it  be  show'ii  that  the  angles  Nosand  n  o  r,  No.  1, 
are  the  inclinaliuns  of  the  optic  planes,  whose  intersections 
are  x  q  and  t  q.  The  inclination  of  any  two  planes  is 
measured  by  a  third  plane,  perpendicular  to  their  common 
intersection ;  now  t  q  is  the  intersection  of  the  optic  plane, 
and  p  V  is  perpendicular  to  t  q  ;  and  because  i>  w  is  equal 
to  p  V,  and  p  o  perpendicular  to  p  to,  and  equal  to  the  height 
of  the  eye ;  conceive  the  plane  of  the  triangle  w  p  o  to  be 
raised  perpendicular  to  the  original  plane,  so  that  the  base  p  lo 
may  coincide  with  p  v ;  then  o  will  represent  the  eye  in  its 
true  place,  and  the  point  ii)  will  be  upon  v  ;  and  since  the 
intersection  t  q  would  be  perpendicular  to  the  plane  of  the 
triangle,  every  line  drawn  in  the  ])lane  of  the  triangle  from  v, 
would  be  perpendicular  to  the  intersection  t  q,  and  conse- 
quently, the  line  drawn  in  this  plane  from  v  to  o,  would  also 
be  perpendicular  to  the  intersection  ;  therefore  the  angle  p  w  o 
is  the  inclination  of  the  plane,  and,  consequ«ntly,  the  alter- 
nate angle  n  o  r.  In  the  same  manner,  it  may  be  shown, 
that  N  o  s  is  the  inclination  of  the  plane  whose  intersection 

is  X  Q. 

Now  to  show  that  n  r  is  the  deflection  of  the  curve  made 
by  the  optic  plane,  it  only  requires  to  be  considered,  that  the 
transverse  axis  of  the  ellipsis  mad<!  by  the  oplic  ])lane,  is  in 
the  plane  which  measures  the  inclination  of  the  optic  plane 
to  the  original  plane  :  for  this  purpo-e,  p  o  y  H  may  be  con- 
sidered as  a  semi-section  of  the  cylinder  along  the  axis, 
and  N  R  a  section  upon  the  surface  ;  therefore  o  h  will  repre- 
sent half  tlie  greater  axis,  and  n  r  the  deflexion  of  the  curve, 
or  its  descent  below  the  vanishing  line  of  the  horizon. 
Figure  2,  No.  5.  is  also  to  be  considered  as  a  section  of  the 
cylinder,  of  which  o  p  represents  the  axis,  o  o  and  w  k  the 


sides;  and  because  the  appearance  of  all  points  in  the  same 
plane  ])erpendicular  to  the  axis,  at  equrd  distances  from  the 
station  point,  will  be  at  the  same  height  on  (he  surface  from 
the  original  plane,  or  from  the  plane  passing  through  the  eye 
parallel  to  the  original  plane,  their  heights  will  be  found  by 
setting  iheir  distances  upon  p  «,  then  erecting  lines  perpen- 
dicular to  p  a,  from  each  point  (pf  the  section;  then  setting 
the  heights  of  the  points  upon  these  lines,  and  drawing  lines 
from  o.  through  the  top  of  each  perpendicular  till  they 
cut  G  0  ;  then  the  distance  from  o,  to  each  point  of  section, 
gives  the  distance  of  each  point  from  the  plane  passing 
through  the  eye  upon  the  panoramic  surface. 

Now  let  the  cylinder  be  conceived  lo  be  enveloped  hy  No.  6, 
so  that  I  11  may  fall  upon  the  circumference  of  a  circle  in  a 
plane  perpendicular  to  the  axis;  then  every  line  will  fall  in 
its  true  position,  and  the  representative  object  will  produce 
the  same  pyramid  of  rays  as  the  original,  the  eye  being  sup- 
posed to  be  fixed  at  its  true  distance  above  the  line  i  h  ;  and, 
consequently,  nothing  more  will  be  required  to  excite  an  idea 
of  the  existence  of  the  object,  than  to  give  the  representative 
surfaces  their  proper  colours,  liaht,  and  shade,  according  to 
the  distance  of  the  original.  Hitherto  .straight  lines  have 
been  represented  by  portions  of  the  sinical  curve  when 
extended,  or  by  portions  of  an  ellipsis,  when  the  sheet  on 
which  the  objects  are  represented,  is  brought  in  contact  with 
the  surface  of  the  cylinder,  as  they  ought  properly  to  be ; 
but  if  the  radius  of  the  cylinder  is  of  suflncient  extension, 
and  the  objects  to  be  reprc'^ented  of  proper  magnitude,  any 
attempt  to  represi>iit  straight  lines  by  curves  fi'om  the  hands 
of  an  artist  would  be  absurd,  except  when  the  object  to  be 
represented  is  very  near  to  the  panoramic  surface,  in  which 
case  a  curvatm-e  in  the  line  may  be  sensible,  also  at  a  moderate 
distance  ;  the  curve  can  only  be  oliserved  in  a  series  of  obji'Cts 
in  a  straight  line;  it  will  therefore  be  snflieieiit  to  represent 
the  straight  lines  of  each  in(-!ividual  oliject  by  straight  lines 
also,  but  to  preserve  the  curve,  or  rather  the  polygonal  figure 
inscrilied  in  the  sinical  curve  in  the  series,  as  the  inflexions 
or  angles  will  hardly  be  visible. 

A  straight  line  will  theret(.)re  be  represented  by  finding 
the  representation  of  its  extremities,  and  joining  the  repre- 
sentative points;  but  if  it  is  of  great  extent,  it  may  be 
obtained  by  finding  anumber  of  points,  and  joining  every  two 
adjoiinng  points  in  succession  by  a  straight  line,  and  the 
whole  will  assume  the  li)rm  of  a  curve,  which  will  be  the 
representative  of  the  straight  line. 

Plate  II.  shows  a  series  of  figures,  such  as  may  be  supposed 
to  constitute  the  whole  of  the  practice  of  representing  panora- 
mic objects,  s  is  the  station  point ;  the  objects  are  referred 
to  in  alphabetical  order  from  a,  b,  c,  &e.  to  h  ;  each  extreme 
point  of  the  linear  parts  of  the  same  i>bjeet  has  the  same  letter 
affixed,  with  a  numerical  index,  which  iiu'i-eases,  by  imity.  in 
tracing  round  the  circumfijrenee  in  progressive  order.  The 
points  where  the  optic  lines  cut  the  panoramic  surface,  are 
numbered  with  the  same  figure  from  the  same  object,  each 
number  having  an  index  corresponding  to  that  of  the  point 
of  the  object  to  be  represented.  The  numbers  are  placed  in 
successive  order,  agreeing  with  that  of  the  alphabet.  No.  1, 
the  intersection  of  the  panorama  and  the  original  plane,  with 
the  figures  of  the  objects  to  be  represented. 

No.  2,  3,  4,  vertical  sections  of  the  panorama,  passing 
along  its  axis,  in  order  to  ascertain  the  heights  of  the  several 
places  of  each  object;  e  the  point  of  sight,  or  pl.ice  of  the 
eye;  s  the  station  point;  p  o  a  section  of  the  cylin<ler,sliow- 
iiig  the  heights  of  the  objects. 

The  objects  to  be  represented  arc,  a,  a  point,  the  optic 
ray  from  which  cutting  the  intersection  at  1  ;  n  a  straight 
line,  the  optic  ray  from  which  cutting  the  intersection  at 
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ii'  :i- :  (,'  ;i  liiif  ytaiuliiig  upon  c,  the  optic  ray  from  which 
ciiniiig  the  iiUcr.scc-lion  at  o  ;  D  an  inclined  phuic,  whose 
seat  is  reprcsiiited  by  u',  l)',  the  optic  rays  from  which  cut- 
ting the  interseolion  at  4',  4';  f.  an  angle,  the  optic  rays 
froin  which  cutting  the  intersection  at  5',  5',  5' ;  Fa  triangle, 
the  optic  rays  from  which  cutting  the  intersection  at  0',  6',  & ; 
a  a  rectangle,  the  optic  rays  from  which  cutting  the  intersec- 
tion at  7',  7^,  7^  7*;  and,  lastly,  ii  a  circle,  the  optic  rays 
from  whiih  cutting  the  intersection  at  8',  8",  8'. 

The  distances  of  the  objects  are  |ilaced  u[)on  the  panoramic 
sections  No.  2,  3,  4,  from  s,  upon  the  lines  s  p,  or  upon  s  p 
produced  ;  then  drawing  lines  fro[n  the  points  to  E,  give  the 
heights  upon  p  q. 

'Ihe  perpendicular  standing  upon  c,  No.  1,  is  thus  found  : 
in  No.  3.  draw  c  c  from  c,  pe-rpeiidicular  to  s  p.  equal  to  the 
height  of  the  perpendicular  upon  c  No.  1,  and  draw  the 
straight  lines  c  E,  c  E.  No.  3,  cutting  p  (j  at  3  3,  then  3  3  is 
the  panoramic  length  of  c  c.  The  upper  e.xtremity  of  the 
inclined  line,  d,  will  be  found  by  ascertaining  the  panoramic 
height  of  the  jjerpendicular,  from  the  elevated  end  to  the 
original  plane.  No.  5  shows  the  panoramic  representation  of 
the  several  objects  ;  v  L  the  vanishing  line  of  the  horizon  ; 
the  intersections  of  the  optic  rays  are  extended  upon  v  l  from 
No.  1,  the  references  upon  the  intersection  No.  1,  and  upon 

V  L,  No.  5,  being  the  same.  The  heights  of  the  several  points 
are  taken  from  the  sections  No.  2,  3,  and  4,  from  q  downwards 
towards  p,  and  placed  from  the  corresponding  points  in  v  L, 
No.  5,  also  downwards  upon  the  perpendiculars,  gives  the 
several  points  of  the  objects  ;  thus  u  is  the  representation  of 
the  point  a,  No.  1  ;  4',  i',  of  b',  b*,  &c.  In  the  circle,  the 
points  for  half  the  curve  are  found,  the  other  half  being 
repeated  in  the  same  order  from  the  middle  line,  each  line 
serving  for  two  points,  so  that  the  three  lines  give  eight 
points  ;  the  extreme  lines  are  tangents  which  are  equivalent 
to  two  points. 

The  points  around  the  circumference  of  the  intersection 
No.  1,  are  extended  upon  v  w  and  x  v,  according  to  the  prin- 
ciple of  lienaldinus,  by  setting  three-fourths  of  the  radius, 
without  the  circle,  upon  the  opposite  side  of  the  tangents  v  w, 
and  X  V,  and  transfTring  the  divisions  of  v  w  and  x  v  upon 

V  L.  No.  5,  gives  the  points  corresponding  to  the  intersection. 
The  {)anoranuc  surface  being  enveloped  by  No.  5,  and  the 

repre>entutions  of  the  objects  placed  in  their  true  position, 
will  form  the  same  picture  at  the  point  of  sight,  if  correctly 
painted,  as  the  objects  themselves  would  in  nature. 

A  practical  method  of  forming  all  straight  lines  on  the 
panoramic  surliice  in  its  place,  without  development,  is  to 
ascertain  the  position  of  the  objects,  also  the  heights  of  the 
centres  of  the  lines  to  be  represented  ;  then  fixing  the  eye  in 
its  position,  and  holding  a  straight-edge  parallel  to  the  line 
to  be  drawn  in  a  plane  with  the  point  of  sight  and  the  point 
representing  the  centre  of  the  line,  mark  several  points  in 
the  same  plane,  on  the  panoramic  surface ;  these  points  being 
joined,  will  give  the  representation  of  the  line  required.  In 
preparing  for  panoramic  projections,  whatever  objectsare  in- 
tended to  be  represented,  a  proper  point  of  \  iew  should  be 
chosen  from  this  situation  ;  a  sketch  of  all  the  surrounding 
objects  should  l)e  made  according  to  the  development  of  the 
panorama;  for  though  the  jjainting  itself  may  be  performed 
ujiou  the  cylindric  surface,  it  is  more  eligible  to  sketch  upon 
a  plane.  The  next  thing  to  be  done  is  to  take  a  survey  of 
the  objects,  ob  ierving  their  positions  to  each  other ;  then, 
with  a  plane  tabic  fixed  on  the  point  of  view,  quite  level, 
take  the  successive  angles  of  the  surroiuiding  objects  by 
means  of  a  moveable  limb,  which  may  carry  two  pieces,  one 
at  each  extremity,  perpendicular  to  the  surface  of  the  plane 
table ;  one  piece  being  fixed   in   the  supposed  axis  of  the 


panorama,  containing  a  sight-hole  for  the  point  of  view,  so 
that  the  moveable  part  will  consist  of  three  bars,  the  bottom 
one  serving  as  a  straight  edge  for  drawing  the  angles  of  posi- 
tion :  the  heights  of  the  object  may  bo  marked  upon  the  other 
limb  parallel  to  that  fixed  in  the  axis  ;  and  let  it  be  observed, 
that  the  point  of  view  in  the  axis,  the  edge  of  the  limb  which 
gives  the  heights  of  the  objects,  and  the  edge  of  the  bottom 
bar  by  which  the  angles  are  drawn,  must  be  in  a  plane  passing 
along  the  axis:  mark  the  vertical  lines  on  the  sketch,  and 
the  lines  on  the  plane  table,  which  show  their  position,  with 
corresponding  characters,  otherwise  it  would  be  difficult  to 
distinguish  what  thenumerous  lines  apply  to.  The  moveable 
edge  of  the  index,  which  describes  the  circumference  of  the 
cylinder,  should  be  of  ivory,  as  the  various  heights  may  be 
markeil  with  pencil,  and  rubbed  out  at  pleasuie.  as  these 
heights  may  be  transferred  to  a  piece  of  paper,  marking  them 
with  the  same  character  as  that  of  the  sketch,  and  with 
the  addition  of  the  words  lop  of  chymney,  slwft,  ridye  of  roof 
top  of  wall,  iVc,  as  the  heights  may  be  the  terminations  ot 
such  parts  of  the  said  objects,  or,  instead  of  writing  any 
word,  a  slight  representation  may  be  drawn  of  the  parts  of 
the  object. 

Instead  of  the  ivorv  edge  of  the  bar,  which  describes  the 
panoramic  surface,  a  slit,  or  very  narrow  aperture,  formed 
by  a  double  bar,  may  be  used.  The  tendency  of  every  line, 
horizontal  or  inclined,  may  be  found  by  a  fifth  bar,  moveable 
round  a  centre,  which  centre  must  also  be  moveable  upon  the 
edge  of  the  limb  which  gives  the  panoramic  heights  of  the 
objects  ;  the  plane  in  which  this  fourth  bar  moves  must  be 
a  tangent  to  the  panoramic  surface,  at  the  line  which  is  inter- 
sected by  the  plane  passing  along  the  axis,  along  the  straight- 
edge of  the  bottom  bar,  and  along  the  edge  where  the  heights 
of  the  objects  are  marked  ;  then  if  the  edge  of  this  fourth 
moveable  bar  be  brought  in  a  plane  with  the  eye  and  the 
original  line,  the  angle  which  it  forms  with  the  edge  of  the 
vertical  limb  is  the  inclination  of  the  line  on  the  picture. 

PANT,  a  conduit  for  water. 

PANTHEON,  (from  the  Greek  Trav,  a«,andi9«ov,  gods,) 
in  architecture,  a  temple  or  church,  of  a  circular  form,  de- 
dicated to  all  the  gods,  or  to  all  the  saints. 

The  Pantheon  of  ancient  Rome  is  of  all  these  edifices  the 
most  celebrated,  and  that  from  which  all  the  rest  take  their 
name.  It  was  built  by  Agrifipa,  son-in-law  to  Augustus,  in 
his  third  consulate,  twenty-five  years  before  the  Christian 
era  ;  though  several  antiquaries  and  artists  have  supposed 
that  the  Pantheon  existed  long  before,  during  the  common- 
wealth, and  that  Agrippa  only  emliellished  it  and  added  the 
portico.  To  this  purpose  they  allege  the  authority  of  Dion 
Cassius,  who,  speaking  of  Agrippa,  says,  he  also  finished  or 
peifected  the  Pantheon. 

It  was  dedicated  by  him  to  Jupiter  Ultor.  Jupiter  the 
Avenger,  according  to  Pliny's  account;  according  to  Dion 
Cassius,  to  ALirs,  Venus,  and  Julius  Gesar;  but,  according 
to  the  most  probable  opinion,  to  all  the  gods  ;  and  had  the 
name  PuHtkeon,nn  account  of  the  great  number  of  statues  of 
the  gods,  raised  in  seven  niches  all  round  it ;  and  because  it 
was  built  of  a  circular  form,  to  represent  heaven,  the  resi- 
dence of  the  gods,  or.  because  it  was  dedicated  to  all  the 
gods,  [quasi  navTov  -^eiov.)  It  had  but  one  door.  It  was 
144,  or,  as  Fabricius  says,  140  feet  diameter  within,  and 
just  as  much  in  height,  and  of  the  Corinthian  order.  The 
roof  was  curiously  vaulted,  void  spaces  being  left  here  and 
there  for  greater  strength.  The  rafters,  40  feet  long,  were 
plated  with  brass.  There  were  no  windows  in  the  whole 
edifice  ;  but  sufficient  light  was  let  in  through  a  round  hole 
in  the  top  of  the  roof  Before  each  niche  were  two  columns 
of  antique  yellow   marble,  fluted,  each  of  one  entire  block. 
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The  whole  wall  of  the  temple,  as  high  as  the  grand  cornice 
iinlii>ive,  was  caseJ  with  divers  sorts  of  preciuus  marble  in 
&>m)>artiiiciits;  and  the  frieze  was  entirely  of  jiorphyry. 
The  oiit.-ide  of  the  front  was  ancifntly  covered  w  ith  plates 
of  gilt  brass,  and  ihe  lop  with  plates  of  silver;  in  lieu  of 
which,  lead  was  afterwards  substituted.  The  };ates  were 
of  brass,  arrd  of  cxtraordiiiaiy  size  and  workmanship.  The 
eruption  of  Vesuvius,  in  the  reign  of  Tiberius,  and  a  great 
(ire  in  the  reign  of  Titus,  damaged  the  Pantheon  very  con- 
siderably ;  but  it  was  successively  repaired  by  Doinitian, 
Adrian,  and  Septiniius  Severus :  and  having  subsist<d  in  all 
its  grandeur  till  the  incursion  of  Alaric,  in  the  reign  of 
Ilonorius,  it  was  then  stripped  of  several  of  its  statues  and 
oriraments  of  gold  and  silver.  About  thirty-nine  years  after 
this,  Genseric,  king  of  the  Vandals,  took  away  part  of  its 
marbles  and  statues ;  and,  at  length.  Pope  Boniface  IV. 
obtaining  this  Pantheon  of  the  Emperor  Phocas,  converted 
it  into  a  church,  without  any  alteration  in  the  building,  and 
dedicated  it  to  the  Virgin  and  all  the  martyrs;  but,  in 
1665,  Constantius  II.  stripped  it  of  its  inside  and  outside 
brazen  coverings,  which  he  transported  to  Syracuse.  It 
still  subsists  at  Rome,  under  the  title  of  Notre  Dame  de  la 
Rotunda. 

The  square  of  the  Pantheon,  or  Piazza  della  ROlon/la,  is 
adorned  with  a  fountain  and  an  obelisk,  and  terminated  by 
the  portico  of  Agrippa.  This  noble  colonnade  consists  of 
a  double  range  of  Coiinthian  [lillars  of  red  granite.  Between 
the  middle  columns  a  passage  opens  to  the  brazen  portals, 
which,  as  they  unfold,  expose  to  view  a  circular  hall  of 
immense  extent,  crowned  with  a  lofty  dome,  and  lighted 
solely  from  above.  It  is  paved  and  lined  with  marble.  Its 
cornice  of  white  marble  is  supported  by  sixteen  columns,  and 
as  many  pilasters  of  Giotto  antico;  in  the  circumference 
there  are  eight  niches,  and  between  these  niches  are  eight 
altars,  adorned  each  with  two  pillars  of  less  size,  but  the  same 
materials.  The  niches  were  anciently  occupied  by  statues  of 
the  great  deities  ;  the  intermediate  ahars  served  as  pedestals 
for  the  inferior  powers.  The  proportions  of  this  temple  are 
admirable  for  the  eftect  intended  to  be  produced  ;  its  height 
being  equal  to  its  diameter,  and  its  dome  not  an  oval,  but  an 
exact  hemisphere.  The  Pantheon  is  the  most  noble  and 
perfect  specimen  of  Roman  art  and  magnificence  which  time 
has  spared,  or  the  ancients  could  have  wished  to  transmit  to 
posterity.  It  has  served,  in  fact,  as  a  model  to  succeeding 
generations,  and  to  it  C'-'H-stantinople  is  indebted  for  Santa 
Sophia,  and  to  it  Rome,  or  rather  the  universe,  owes  the 
unrivalled  dome  of  the  Vatican.  Upon  the  whole,  this  is 
the  most  ancient  edifice  that  now  remains  in  a  state  of  full 
and  almost  perfect  preservation. 

There  was  also  another  Pantheon  at  Rome,  dedicated  to 
Minerva,  as  the  goddess  of  medicine.  It  was  in  form  of  a 
decagon, and  the  distance  from  one  angle  to  another  measured 
22i  feet.  Between  the  angles  there  were  nine  chapels  of  a 
round  figure,  designed  for  so  many  deities  :  and  over  the  gate 
there  was  a  statue  of  Minerva. 

The  I'antheon  of  Nismes,  was  a  temple  in  that  city,  in 
which  were  twelve  niches,  for  statues  supposed  to  have  been 
destined  for  the  twelve  great  gods. 

The  Pantheon  of  Athens  was,  in  many  respects,  little 
inferior  to  that  at  Ronie,  built  by  Agrippa.  The  Greek 
Christians  converted  it  into  a  church,  dedicated  to  the  Virgin, 
under  the  name  of  Fanegia,  but  the  Turks  changed  it  into 
a  mosque. 

In  the  Escnrial  is  a  magnificent  chapel,  called  Pantheon, 
35  f.et  in  diameter,  and  38  high  from  the  pavement,  which 
is  of  niarble  and  jasper  iidaid.  The  whole  inside  of  the 
chajiel  is  of  bhick  marble,  except  thi^  lantern,  and  sonie  orna- 


ments of  jasper  and  red  marble.  In  this  chapel  are  deposited 
the  bodies  of  the  kings  and  queens:  there  are  only  places 
made  for  twenty.six,  eight  of  whiih  are  already  filled. 

PAN-T1M-:S.  «r  Tiles. 

PANTOMETEU,  an  instruinent  for  measuring  all  sorts 
of  elevations,  angles,  and  distances. 

PAPEIl,  Drawing,  a  stout  coarse  kind  of  paper  used  fi)r 
drawing  iq>on,  of  which  sheets  are  manufactured  of  the  fol- 
lowing sizes  : 


Demy    .     . 

Medium 
Royal    .     . 
Super  royal 
Imperial     . 
Colonibier 


Inches. 
20  by  15 
22  "  17 
24  "  19 
27  "  19 
30  "  21 
34   "  23 


Inclu'9. 
Atlas  ....  34  by  26 
Double  Elephant  40  "  26 
Antiquarian  .  52  "  31 
Extra-.Anliquarian  56  "  40 
Emperor  .     .     .     68   "   48 


PAR.ABOLA,  (from  the  Greek  Trapa,  through,  and  jSaAAu, 
to  throw)  in  geometry  a  curve  line  made  by  the  common 
intersection  of  a  conic  surface  and  a  plane  which  cuts  it,  and 
is  parallel  to  another  plane  that  touches  the  conic  surface. 

A  conic  section  made  by  a  plane  ever  so  little  inclined  to 
the  parabola  on  the  one  side,  is  an  ellipsis;  and  a  section 
made  by  a  plane  inclined  ever  so  little  on  the  other  side,  is  an 
hyperbola  ;  thus  the  parabola  is  the  limit  between  these  two 
curves,  to  which  they  both  continually  appr(^ach,  while  their 
transverse  axes  increase  more  and  more;  being,  as  it  were, 
the  passage  fiom  one  of  them  to  the  other. 

Parabola,  a  plain  figure,  liounded  by  a  curve  and  a  straight 
line,  possessing  the  property  that  a  x  ^  g- ;  in  which  x  is 
the  abscissa,  and  g  the  ordinate. 

Parabolic  Asvmptote,  in  geometry,  a  parabolic  line 
approaching  to  a  curve,  but  never  meeting  it;  yet. by  pro- 
ducing both  indefinitely,  their  distance  froin  each  other 
becomes  less  than  any  given  line. 

There  may  be  as  many  different  kinds  of  asymptotes  as 
there  arc  parabolas  of  ilifl'erent  orders. 

When  a  curve  has  a  common  parabola  for  its  asymptote, 
the  ratio  of  the  subtangent  to  the  abscissa  approaches  con- 
tinually to  the  ratio  of  two  to  one,  when  the  axis  of  the  para- 
bola coincides  with  the  base  ;  but  this  ratio  of  the  subtangent 
to  the  abscissa  approaches  to  that  of  one  to  two,  when  the 
axis  is  perpendicular  to  the  base.  And  by  observing  the  limit 
to  which  the  ratio  of  the  subtangent  and  abscissa  approaches, 
parabolic  asymptotes  of  various  kinds  may  be  discovered. 

Paradolic  Conoid,  See  Paraboloid. 

PARAnOLic  CuitvE,  the  curved  boundary  of  a  parabola 
which  terminates  its  area,  except  at  the  double  ordinate. 

Parabolic  Spiral,  or  TIelicoid,  a  curve  arising  from  a 
supposition  of  the  axis  of  the  common  parabola  being  bent 
into  the  periphery  of  a  circle  while  the  ordinatesare  portions 
of  the  radii  next  to  the  circumference. 

Paraboloid  (from  TxapafioXf)  and  ii6o^)vi.  solid  formed  by 
the  revolution  of  a  parabola  about  its  axis.  It  is  described 
by  Harris  as  a  parabolic  firm  curve,  whose  ordinates  a."e  sup- 
posed to  be  in  snbtriplicate,  subquadruplicate,  &c.,  ratio  of 
their  respective  abscissas. 

PARADIGRAMMATIZE.  (from  the  Greek  Trapad«)7ia, 
an  example,  and  ypafifta,  a  kiter)  the  act  of  forming  all  sorts 
of  figures  in  plaster.  The  artists  themselves  are  called  ggp- 
sochi.      Neither  term  is  much  used. 

PARADOX  (from  the  Greek  Trapa,  against,  and  do£a, 
opinion)  in  philosophy,  a  proposition  seemingly  absurd, 
because  contrary  to  the  received  opinions  ;  but  yet  true  in 
effect. 

The  Copernican  system  is  a  paradox  to  the  common  people ; 
but  the  learned  are  all  agreed  as  to  its  truth. 


I 

§ 

^ 


1 


'.4 


T  T?iniT!". 


-;   SECT3  0;: 


PAR 


261 


PAR 


Geometricians  have  been  accused  of  maintaining  paradoxes ; 
and,  it  must  hi-  owned,  that  some  use  very  mysterious  terms 
ill  expressing  themselves  about  asymptotes,  the  sums  of"  infi- 
nite progressions,  the  areas  compnhended  between  curves 
and  their  asymptotes,  and  the  si>lids  generated  from  these 
areas,  the  length  of  some  spirals,  &c.  Hut  all  these  para- 
doxes and  mysteries  amount  to  no  more  than  that  the  line  or 
number  may  be  continually  acquiring  increments,  and  those 
increments  may  decrease  in  such  a  manner,  that  the  whole 
line  or  number  shall  never  amount  to  a  given  line  or 
number. 

The  necessity  of  admitting  this  is  obvious  from  the  nature 
of  the  most  common  geometrical  figures;  thus,  while  the 
tangent  of  a  circle  increases,  the  area  of  the  corresponding 
sector  increases,  but  never  amounts  to  a  quadrant.  Neither 
is  it  difficult  to  conceive,  that  if  a  figure  be  concave  towards 
a  base,  and  have  an  asymptote  parallel  to  the  base  (as  it 
happens  when  we  take  a  parallel  to  the  asymptote  of  the 
logaiitlimie  curve,  or  of  the  hyperbola,  for  a  base)  that  the 
ordinate  in  this  case  always  increases  while  the  base  is  pro- 
duced, but  never  amounts  to  the  distance  between  the  asymp- 
tote and  the  base.  In  like  numner,  a  curvilinear  area  may 
increase  wdiile  the  base  is  produced,  and  approach  continually 
to  a  certain  linite  space,  but  never  amount  to  it;  and  a  solid 
may  increase  in  the  same  manner,  and  yet  never  amount  to 
a  given  solid. 

A  spiral  may  in  like  manner  approach  to  a  point  con- 
tinually, and  yet  in  any  number  of  revolutions  never  arrive 
at  it;  and  there  are  progressions  of  fractions,  which  may  be 
continued  at  pleasure,  and  yet  the  sum  of  the  terms  shall 
be  always  less  than  a  given  number.  In  Maclaurin's  Flux- 
ions (book  i.  C"h.  10.  el  seq.)  various  rules  are  demonstrated, 
and  illustrated  by  examples,  for  determining  the  asympt(;tes 
and  limits  of  figures  and  progressions,  without  having  recourse 
to  those  mysterious  expressions  which  have  of  late  years 
crept  into  the  writings  of  mathematicians.  For,  as  that 
excellent  author  observes  elsewhere,  though  philosophy  has, 
and  probably  always  will  have,  mysteries  to  us,  geometry 
ought  to  have  none. 

PARALLEL,  (from  the  Greek  napaXXrjXog,)  in  geometry, 
a  term  applied  to  lines,  figures,  and  bodies,  which  are  every 
where  equidistant  from  each  other  ;  or  which,  though  infi- 
nitely produced,  would  never  approach  nearer  to,  nor  recede 
farther  from,  each  other. 

Parallel  Copings,  such  copings  as  have  their  upper  sur- 
face i)arallel  to  the  bed  of  the  stone,  as  in  those  which  cover 
the  gable  of  a  house. 

Pauallel  Right  Lines,  such  lines,  as,  though  infinitely 
produced,  could  not  meet  at  any  finite  distance. 

Parallel  Motion,  among  practical  mechanics,  denotes 
the  rectilinear  motion  of  a  piston-rod,  &c.,  in  the  direction  of 
its  length ;  and  contrivances,  by  which  such  alternate  recti- 
linear motions  are  converted  into  continuous  rotatory  ones,  or 
vice  versa,  for  pumps,  steam-engines,  saw-mills,  &c.,  are 
usually  called  parallel  niutions  or  parallel  levers.  The  object 
of  the  parallel  motion  is,  to  convert  the  motion  of  the  end  of 
a  reciprocating  beam  or  lever,  into  a  vertical  or  rectilinear 
motion  ;  or  the  continuous  motion  of  a  crank  at  once  into  a 
reciprocating  motion. 

The  simplest  and  most  obvious  method  of  producing 
either  of  these  eflects,  is  to  connect  the  end  of  the  piston-rod 
to  the  beam,  or  tiie  crank,  by  means  of  joints,  with  a  con- 
nectiiig  rod  of  a  proper  length  between  them,  and  confine  the 
former,  to  preserve  its  rectilinear  movement,  by  sliding 
through  a  collar,  or  in  grooves.  Friction-wheels  may  be 
used  to  make  it  work  easily  ;  but  in  machines  which  have 
great  strains,  the  constant  wear  of  the  grooves  or  wheels, 
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would  soon  produce  looseness,  and  destroy  the  parallelisin 
of  the  motion  :  recourse  must,  therefore,  be  had  to  parallel 
levers. 

Parallel  Planes,  those  which  if  produced  cannot  meet 
at  any  finite  distance. 

Parallel  Ruler,  See  Instuuments. 

Parallel  Cut,  in  inland  navigation,  a  counter  drain,  to 
carry  off  water,  and  prevent  the  adjoining  lands  from  being 
flooded. 

PARALLELOPIPED,  (from  the  Greek  TrapaXXTjXog, 
parallel)  in  geometry,  one  of  the  regular  bodies,  or  solids, 
comprehended  under  six  parallelograms,  the  opposite  sides  of 
which  are  similar,  parallel,  and  equal. 

A  parallelopiped  is  by  some  defined  an  upright  prism, 
whose  base  is  a  parallelogram,  and  the  planes  of  whose  sides 
are  perpendicular  to  the  plane  of  the  base. 

A  rectangular  parallelopiped  is  one  whose  bounding  planes 
are  all  rectangles,  and  which  stand  at  right  angles  to  each 
other.  Every  rectangular  parallelopiped  is  said  to  be  con- 
tained under  the  planes  that  constitute  its  length,  breadth, 
and  altitude. 

It  is  demonstrated,  that  if  from  one  of  the  angular  points 
of  any  parallelogram,  a  right  line  bo  elevated  above  the  plane 
of  the  parallelogram,  so  as  to  make  any  luigles  with  the  con- 
tiguous sides  of  it,  and  there  be  also  drawn,  from  the  three 
remaining  angular  points,  three  other  right  lines  parallel  and 
equal  to  the  foriner,  and  the  extremes  of  these  lines  be  joined, 
the  figure  thus  described  will  be  a  parallelopiped.  If  the 
angle  of  the  parallelogram  be  right,  and  the  elevated  line  be 
erected  perpendicular  to  the  plane  of  the  base,  then  will  the 
parallelopiped  be  a  rectangular  one. 

Parallelopiped,  Properties  of  the.  All  parallelopipeds, 
prisms,  and  cylinders,  &c.,  whose  bases  and  heights  are  equal, 
are  themselves  equal. 

Every  upright  prism  is  equal  to  a  rectangular  parallelo- 
piped of  equal  base  and  altitude. 

A  diagonal  plane  divides  the  parallelopiped  into  two  equal 
prisms  :  a  rectangular  prism,  therefore,  is  half  a  parallelo- 
piped upon  the  same  base,  and  of  the  same  altitude. 

All  parallelopipeds,  prisms,  cylinders,  &e.,  are  in  a  ratio 
compounded  of  their  bases  and  altitudes  ;  wherefore,  if  their 
bases  be  equal,  they  are  in  proportion  to  their  altitudes ;  and 
conversely. 

All  parallelopipeds,  cylinders,  &c.,  are  in  a  triplicate  ratio 
of  the  homologous  sides  ;  and  also  of  their  altitudes. 

Equal  parallelopipeds,  prisms,  cones,  cylinders,  &c.,  are  in 
the  reciprocal  ratio  of  their  bases  and  altitudes. 

Rectangular  parallelopipeds,  contained  under  the  corres- 
ponding lines  of  three  i-anks  of  proportionals,  are  themselves 
proportionals. 

To  measure  tlie  surface  and  soUdily  of  a  parallelopiped. — 
Find  the  areas  of  the  parallelograms  i  l  m  k,  l  m  o  n,  and 
o  M  K  p  {See  Parallelogram)  ;  add  these  into  one  sum, 
multiply  that  sum  by  2,  and  the  product  will  be  the  surface 
of  the  parallelopiped. 

"  If,  then,  the  base,  i  l  m  k,  be  multiplied  by  the  altitude, 
M  o,  the  product  will  be  the  solidity. 

Suppose  L  M  =  3(),  M  K  =  15,  M  o  =  12 ;  then  l  i  k  m  = 
36  X  15  =  540  ;  L  M  o  N  =  3(j  X  12  =  432 ;  M  o  K  p  =  15 
X  12  =  180.  The  sum  of  which  is  =  1152.  which  multi- 
plied by  2,  gives  the  superficies  e(iual  t<^  2304.  And  540  X 
12  gives  the  solidity  equal  to  6480.  Or  the  solid  content  of 
a  parallelopiped  may  be  obtained  by  multiplying  the  area 
of  the  base  by  the  altitude  of  the  parallelopiped.  Thus,  if 
the  two  dimensions  of  the  base  be  16  and  12  inches,  and  the 
height  of  the  solid  10  inches;  then  the  area  of  the  base  being 
192.  the  content  of  the  solid  will  be  1920  cubical  inches. 
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The  parallelopiped  with  oblique  angles  is  a  figure 
very  common  to  many  kinds  of  stones,  especially  of  the 
sollei"  sort. 

PAIJALLEI.OGKAM,  (from  the  Greek  -rrapaXXr^Xo^.  a 
paial/el,  and  ypafifia,  a  fiffiiic)  in  geometry,  a  ([uailrilateral 
right-iined  (igure,  whose  opposite  sides  are  [jaraliel  and  equal 
to  each  (jther. 

\  parallelogram  is  generated  liy  the  equable  motion  of  a 
right  line  alwavs  parallel  to  itselt'. 

When  the  |iarallelogram  has  all  its  fom-  angles  right,  and 
only  its  oppo?ite  sides  equal,  it  is  called  «  rectamjle,  or  an 
obluiiff. 

When  the  angles  arc  all  right,  and  the  sides  are  all  equal, 
it  is  called  a  square,  which  some  make  a  species  of  parallelo- 
gram, others  not. 

If  all  the  sides  are  equal,  and  the  angles  unequal,  it  is 
called  a  rhomlnis,  or  lozeitye. 

If  both  the  sides  and  angles  be  unequal,  it  is  called  <i 
rhomlioide.i. 

Every  other  quadrilateral,  whose  opposite  sides  are  neither 
parallel  nor  equal,  is  called  a  trapezium.  See  each  of  these 
articles. 

In  every  species  of  parallelogram,  a  di.agonal  divides  it 
into  two  equal  parts;  the  angles  diagonally  oppii>ite  are 
equal  ;  the  opposite  angles  of  the  same  side  are,  together, 
equal  to  two  right  angles;  and  every  two  sides  are.  together, 
greater  than  the  diag  nal.  Every  <|uaclrilateral,  whose  oppo- 
site sides  aie  equal,  is  a  parallelogram. 

Two  parallelograms  on  the  same,  or  on  an  equal  base,  and 
of  the  same  height,  or  between  the  same  parallels,  are 
equal.  Hence  two  triangles  on  the  same  base,  and  of  the 
same  height  are  also  equal;  as  are  all  parallelograms  or 
triangles  whatever,  whose  bases  and  altitudes  are  equal 
among  themselves. 

Hence,  also,  every  triangle  is  half  a  parallelogram  upon 
the  same  or  an  equal  base,  and  of  the  .same  altitude,  or 
between  the  same  parallels.  Hence,  also,  a  triangle  is  equal 
to  a  parallelogram  having  the  same  base  and  half  the  alti- 
tude, or  h  ilf  the  base  and  the  same  altitude. 

Parallelograms,  therefore,  are,  in  a  given  ratio,  com- 
pounded of  their  bases  and  altitudes.  If  then  the  altitudes  be 
equal,  they  are  as  the  bases;  and  conversely. 

In  similar  parallelograms  and  triangle-^,  the  altitudes  are 
pioportional  to  the  Ivimologous  sides;  and  the  bases  are  cut 
proportionally  thereby.  Hence  similar  parallelograms  and 
triangles  are  in  a  duplicate  ratio  of  their  homologous  sides, 
also  of  their  altitudes,  and  the  segments  of  their  bases  ;  they 
are,  therefore,  as  the  squares  of  the  sides,  altitudes,  and 
homologous  segments  of  the  bases. 

In  every  parallelogram,  the  sum  of  the  squares  of  the  two 
diagonals  is  equal  to  the  sum  of  the  sipiares  of  the  four  sides  : 
and  the  two  diagonals  bisect  each  other. 

This  proposition  M.  de  Lagny  takes  to  be  one  of  the  most 
important  in  all  geometry  ;  he  even  ranks  it  with  the  cele- 
brated forty-seventh  of  Euclid,  and  with  that  of  the  simili- 
tude of  triangles;  and  adds,  that  the  whole  first  book  of 
liuclid  is  only  a  particular  case  of  it.  For  if  the  parallelo- 
gram be  rectangular,  it  follows,  that  the  two  diagonals 
are  equal  ;  and,  of  consequence,  the  square  of  a  dia- 
gonal, or,  which  comes  to  the  same  thing,  the  square  of  the 
hypothenuse  of  a  right  angle  is  equal  to  the  squares  of  the 
sides. 

If  the  p.arallelogram  be  not  rectangular,  and,  of  conse- 
quence, the  two  diagonals  be  not  equal,  which  is  the  most 
general  case,  the  proposition  becomes  of  vast  extent ;  it  may 
serve,  for  instjince,  in  the  whole  theory  of  compound 
motions,  &c. 


There  are  three  ways  of  demonstratins  this  proposition  ; 
the  first  by  trigonometry,  which  requires  twenty-one  opera- 
tions ;  the  second  geometrical  and  analytical,  which  requires 
lilteen.  But  R[.  De  Lagny  gives  a  more  concise  one,  in 
the  .\femoirex  de  I'  Arad.,  which  only  requires  seven. 
Pahai.lk].oi:uam,  See  Pe.ntagraph. 

PAU.ViMETEK  (from  the  Greek  Trapa,  ihroxah,  and 
jjerQtu,  to  measure)  in  conic  sections,  a  constant  right  line  in 
each  <vf  the  three  sections;  called  also  latns  rectum.  In  the 
parabola,  the  rectangle  of  the  parameter  and  an  abscissa  are 
equal  to  the  square  of  the  correspondent  semi-ordinate.  Sefi 
Parabola. 

In  an  ellipsis  and  hyperbola,  the  parameter  is  a  third  pro 
portional  to  a  conjugate  and  transverse  axis.  See  Ellipsis 
and  HYPEHnoLA. 

PARAPET,  (French)  or  Breastwork,  in  fortification,  a 
defence  or  screen,  on  the  extreme  of  a  rampart,  or  other 
woik,  serving  to  cover  the  soldiers  and  the  cannon  from  the 
enemy's  fire. 

The  thickne'^s  of  the  parapet  should  be  about  eighteen  or 
tweiUy  feet,  in  order  to  be  eamion-proof,  and  it  should  be 
about  seven  or  ei<;ht  feet  high,  when  the  enemy  has  no  com- 
mand above  the  battery  ;  otherwise  it  should  be  rais^-d  high 
enough  to  cover  the  men  while  they  load  the  guns.  Its 
length  depends  on  the  number  of  guns  to  be  employed  in  the 
battery  :  for  one  gun,  it  is  common  to  allow  eight  yards  in 
length,  and  six  yards  more  for  every  other  gun.  The  para- 
pet consists  of  two  parts  ;  the  wall  contained  iu  one  piece  from 
end  to  end,  and  about  two  and  half  or  three  feet  high;  and 
the  merlons,  which  are  detached  pieces  of  the  parapet,  leav- 
ing openings,  called  embrasures,  through  which  the  cannon 
deliver  their  shot. 

The  parapet  of  the  wall  is  sometimes  of  stone.  The 
parapet  of  the  trenches  is  either  made  of  the  earth  dug 
up;  or  of  gabions,  fascines,  barrels,  sacks  of  earth,  or 
the  like. 

Parapet,  is  also  a  little  wall,  bre.ist-high,  raised  on  the 
brinks  of  bridges,  quays,  or  high  buildings ;  to  serve  as  a  stay, 
and  prevent  accidents  from  falling  over. 

In  roof  buildings,  it  assists  in  (i>rming  the  gutter,  and 
tends  to  resist  the  outward  thrust  of  the  roof  by  its  weight 
or  vertical  pressure.  It  is  worthy  of  remark,  that  in  the  lato 
Gothic  buildings,  when  the  roofs  were  of  a  low  pitih.  and 
consequently  had  considerable  lateral  thrust,  the  walls  were 
almost  invariably  terminated  by  a  parapet. 

P.\RASTAT,\.  (Greek,)  in  ancient  architecture,  a  kind 
of  pier,  or  piedroit,  serving  as  a  defence  or  support  to  a 
column  or  ai-ch. 

Mr.  Evelyn  makes  the  parastata  the  same  with  pil.astcr; 
Barbaro  and  others,  the  same  with  anta; ;  and  Daviler,  the 
same  with  piedroit. 

P.VIICLOSE,  a  screen  frequently  of  open-work,  employed 
in  churches  to  separate  chapels,  tombs,  and  other  portions  of 
the  church  from  the  main  body. 

PARENT,  A.XTIIO.N'Y,  in  biography,  an  eminent  iiialhe- 
matician,  born  at  Paris  in  the  year  1(5(50.  At  a  very  early 
period,  he  discovered  a  strong  propensity  to  the  study  of  ma- 
thematics ;  for,  at  the  age  of  fourteen,  accidentally  meeting 
with  a  dodecahedron,  upon  every  face  of  which  was  deline- 
ated a  sundial,  excepting  the  lowest,  upon  which  it  stood,  he 
attempted  to  imitate  them,  and  was  led  from  the  practice  to 
investigate  the  theory,  and  in  a  short  time  wrote  a  treati.so 
upon  Giiomonics,  which,  though  said  to  be  extremely  rude 
and  unpolished,  had  the  merit  of  being  his  own  invention,  as 
was  a  work  on  Geometri/,  which  he  wrote  about  the  same 
time.  At  the  earnest  desire  of  his  relations,  he  entered  upon 
the  study  of  the  law,  as  a  profession   for  his  life  ;  but  he  no 
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sooner  completed  his  studies  in  that  faculty,  than  he  betook 
himself,  with  increased  ardour,  to  those  pursuits  which 
accorded  best  with  his  genius  and  inclination.  He  attended, 
very  diligently,  the  lectures  of  M.  de  la  Hire  and  M.  Sauveur, 
and,  as  soon  as  he  felt  himself  capable  of  teaching  otliers,  he 
look  pupils;  and  fortification  l)eing  a  branch  of  study  which 
the  war  had  brought  into  particular  notice,  he  was  called  upon 
frequently  to  teach  the  principles  of  that  science.  In  l(iO!>, 
M.  Fillaii  des  Billets  having  been  admitted  a  member  of  the 
Academy  of  Sciences  at  Paris,  with  the  title  of  their  acade- 
mician, nominated  M.  Parent  for  his  eleoe,  who  particularly 
excelled  in  that  branch  of  knowledge.  It  was  soon  discovered 
that  he  directed  his  attention  to  all  the  subjects  that  came 
before  the  Academy,  and  that  he  was  competent  to  the 
investigation  of  every  topic  which  was  recommended  to  their 
notice,  in  the  year  1716,  the  king  abolished  the  class  of 
etives,  and  on  this  occa>ion  he  made  AI.  Parent  an  adjunct, 
or  assistant  meml)er  of  the  class  of  geometry.  He  lived  but 
a  short  time  to  enjoy  his  honour,  being  in  the  same  year  cut 
off  by  the  srnall-pt>.x,  when  he  was  about  fil'ty  years  of  age. 
Although  of  a  very  irritable  disposition,  he  is  said  to  have 
possessed  great  goodness  of  heart;  and  though  his  means 
were  e.vtremely  limited,  he  devoted  much  of  his  income  to 
acts  of  benilicence.  He  was  author  of  Elements  of  Mechanics 
and  ^^atiual  Fhilosop/ii/,  Matlieinatical  and  Fhysicitl  Re- 
setirckes,  a  sort  of  journal,  which  first  appeared  in  1705,  and 
which,  in  1712,  was  greatly  enlarged,  and  publi-hed  in  three 
vols.,  4to.  ;  and  ^4  Treatise  on  Arithmetic.  Besides  these,  he 
wrote  a  great  number  of  papers  in  the  ditierent  Fiench 
Journals,  i\ni\  in  the  volumes  of  the  Memoirs  of  the  Academy 
of  Sciences,  from  the  year  1700  to  1714,  and  he  left  behind 
him,  in  manuscript,  many  works  of  considerable  research  ; 
amung  which  were  some  complete  treatises  on  divers  branches 
of  mathematics,  and  a  work  conlainiug  proofs  of  the  divinity 
of  Jesus  Christ,  in  four  parts. 

PAKGET,  (fiom  the  Latin,  purees,  a  wall,)  in  natural 
history,  a  name  given  to  the  several  kinds  of  gypsum  or 
plaster-stouc,  which,  when  slightly  calcined,  make  what  is 
called  plaster  of  Paris,  used  in  casting  statues,  in  stuccoing 
floors  and  ceilings,  &c. 

The  word  paryet,  though  generally  applied  to  all  the  gyp- 
sums, is,  however,  given  by  the  workmen  principally  to  the 
two  species  which  make  up  the  first  genus  of  that  class,  called 
by  Dr.  Hill  the  pholides.  These  are  the  Moutmartre  kind, 
and  that  of  Derbyshire. 

PAKGEriNG.  in  building,  a  term  used  for  the  plastering  of 
walls  ;  sometimes  for  the  plaster  itself 

P.-irgeting  is  of  various  kinds;  as,  1.  White  lime  and  hair 
mortar  laid  on  bare  walls.  2.  On  bare  laths,  as  in  partition- 
ing and  plain  ceiling.  3.  Rendering  the  insides  of  walls,  or 
doubling  partition  walls.  4.  Rough-casting  on  heart-laths. 
5.  Plastering  on  brickwork,  with  finishing  mortar,  in  imita- 
tion of  stone  work  ;  and  the  like  upon  heart-laths. 

The  term  pargetmg  is  also  applied  to  the  ornamental 
plaster-work  common  in  timber  houses  of  the  Elizabethan 
period. 

PARKER'S  CEMENT.  See  Ceme.vt,  Mortar,  &c. 
PARLOUR,  (French,  parler,  to  speak,)  a  room  for  con- 
versation. Primarily,  the  apartment  in  a  nunnery  where 
the  nuus  are  permitted  to  meet  and  converse  with  friends 
and  visitors;  hence  with  us  the  parlour  is  the  room  in  a  house 
which  the  family  usually  occupy  wlien  there  are  no  visitors, 
as  distinguished  from  a  drawing-room,  for  the  reception  of 
Company,  or  from  a  dining-room,  when  a  distinct  apartment 
is  allotted  for  that  purpose.  The  term  is  likewise  used  to 
signify  a  room  on  the  ground-floor,  and  a  belter  sort  of 
apartment  in  houses  of  entertainment. 


PARQUETRY,  inlaid  work,  the  same  as  Marquetrv, 
which  see. 

PARSONAGE,  a  house  adjoining,  or  in  pro.ximity  to  a 
church,  the  residence  of  the  ofliciating  priest. 

PAlvTIIENOiN,  one  of  the  finest  temples  of  ancient 
Athens,  dedicated  to  Minerva.  It  was  of  the  Doric  order, 
erected  by  Ictinas  in  the  palmy  days  of  Greek  art,  the 
sculptor  being  Phidias.  It  is  situated  about  the  middle  of 
the  citidal,  and  is  built  altogether  of  admirable  white  marlde  ; 
the  plan  of  it  is  above  twice  as  long  as  it  is  broad,  being  217 
feet  9  inches  long,  and  98  feet  C  inches  broad.  It  has  an 
ascent  on  all  sides  of  five  steps.  The  peristyle  consists  of 
40  pillars  of  the  Doric  order,  chennelled,  8  whereof  are  dis- 
tributed at  each  end  of  17  on  either  side  ;  they  are  42  feet 
high,  and  \1^  feet  in  circumference,  the  intercolumns  mea- 
suring 7  feet  four  inches. 

The  following  particulars  are  extracted  from  Stuart: — 
"  Within  the  peristyle,  at  either  end,  there  was  an  interior 
range  of  0  columns  of  5i-  feet  in  diameter,  forming  a  vesti- 
bule to  the  door  of  the  cella  or  adytum,  these  vestibules  were 
ascended  by  two  steps  from  the  peristyle. 

"  The  cella,  62^  feet  broad  within,  was  divided  into  two 
unequal  chambers,  of  which  one  was  nearly  44  feet  long,  and 
the  other  about  97^  feet  long.  The  ceilings  of  the  smaller 
chamber  was  supported  by  4  columns,  and  of  the  larger  by 
16  columns  ;  the  order  of  these  interior  columns  is  unknown, 
as  all  traces  of  their  ornaments  appear  to  have  perished  ; 
even  their  existence  can  be  but  conjectured  by  means  of  the 
construction  of  the  pavement,  and  by  a  trace  of  one  of  the 
columns  in  either  chamber. 

"  The  existence  of  these  internal  columns  is  not,  however, 
admitted  by  Wilkins,  who  made  a  very  minute  inspection  of 
the  building  in  1801.  The  metopes  were  enriched  with 
sculptures  executed  in  high  relief;  the  subject  a  series  of 
combats  between  one  of  the  Lapithie  and  the  Centaurs  ;  in 
the  tympan  of  the  pediments,  were  sculptured  groups  of  a 
colossal  size,  many  of  the  figures  being  perfect  statues,  wholly 
detached  from  the  tympanum,  and  sculptured  all  round.  The 
circumstances  attending  the  birth  of  ^Minerva,  were  repre- 
sented over  the  one  entrance,  and  also  the  contest  between 
the  goddess  and  Neptune  for  the  honour  of  presiding  over 
the  attairs  of  the  city  ;  for  the  Athenians,  in  choosing  a  tute- 
lary diety,  did  not  omit  the  opportunity  of  paying  a  compli- 
ment to  their  national  vanity.  Behind  the  columns  of  both 
fronts,  was  another  range  of  columns  of  lesser  dimensions, 
advanced  before  the  antai  of  the  pronaos  and  pasticum,  con- 
trary to  the  usual  Greek  practice,  as  the  area  of  the  pronaos 
and  of  the  pasticum  was  elevated  two  steps  above  the  peri- 
style. The  entablature  or  frieze  of  the  inner  range  was  con- 
tinued along  the  side-walls  of  the  temple,  and  enriched  with 
sculptures  executed  in  bas  relief;  it  was  not  broken  by  the 
insertion  of  triglyphs,  but  in  the  epistylium,  the  guttoe  or 
drapo  are  introduced  in  the  same  manner  as  when  the  usual 
insertion  of  trigly[ihs  was  made.  This  afforded  an  opportu- 
nity for  an  uninterrupted  representation  of  the  grand  pro- 
cession which  took  place  at  the  celebration  of  the  Panathe- 
nffian  festival. 

"  The  transverse  walls  terminating  the  pronaos  and  pasti- 
cum, receded  12  feet  behind  the  columns  of  the  interior 
ranges,  and  doorways  of  ample  width  and  height  were  left 
in  them  for  the  approaches  to  the  cella.  Stuart  imagined 
the  Parthenon  to  have  been  of  that  description  of  temples 
called  Hvpaethral,  or  those  of  which  the  cella  was  divided 
into  three  aisles,  of  which  the  two  next  the  side-walls  were 
covered  with  a  roof,  and  the  middle  aisle  left  open  to  the  sky. 
The  researches  of  recent  travellers  h-aving  thrown  additional 
light  on   this  subject,  his  opinion  is  no  longer  tenable,  and 
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the  passage  in  Vitruvius,  which  was  considered  to  allude  to 
tliis  temple,  has  been  shown  to  be  a  corruption  of  that  author's 
t'Xt.  There  were  no  columns  in  the  cclla  of  tlie  temple. 
Tlie  roof  was  unquestionably  of  timber,  and  coverod  with 
marble,  sculptured  so  as  to  repre.-ent  large  tili-s,  after  the 
mode  observed  in  the  temple  of  Jupiter  at  Olvnipia. 

Some  of  the  blocks  of  stone,  of  which  the  I'arllnnfin  is 
composed,  are  so  closely  fitted,  that  no  separation  is  vi>ible; 
and  in  some  instances,  where  the  adjoininj^  fragments  of  two 
contiguous  stones  have  broken  otf,  they  adhere  almost  as 
firmly  as  though  they  had  never  been  disjoined  ;  this  cohe- 
sion is,  however,  only  observable  in  the  vertiail  joints,  the 
separation  between  the  horizontal  beds  of  the  blneks,  is  far 
more  conspicuous.  The  want  of  cement  was  amply  sup[)lied 
by  the  liberal  use  of  iron  crumps  ;  in  a  block  of  four  feet  in 
length,  three  cramps  are  sometimes  found  connecting  it  with 
the  next  adjoining.  One  set  of  cramps  being  used  for  con- 
necting the  stones  of  the  same  bed  together,  and  the  other 
for  connecting  the  superincumbent  courses;  the  first,  which 
united  both  the  end  and  at  the  sides,  resembled  the  letter  H, 
protracted  so  as  to  be  from  11  to  15  inches  in  length.  The 
others  were  plates  of  iron,  5  inches  in  depth,  3  in  width,  and  f 
of  an  inch  thick.  They  are  usually  inserted  half  their  depth 
into  the  stones  beneath  the  vertical  joints  of  the  next  supe- 
rior course,  the  other  remaining  to  be  received  into  a  groove 
made  across  the  common  joint  of  the  two  blocks  meeting 
above  it.  Holes  of  the  sajne  form,  but  of>  greater  dimen- 
sions, were  sunk  for  the  reception  of  the  first  sort  of  cramps, 
the  space  being  filled  around  with  melted  lead  ;  lead  was 
also  used  in  fixing  the  second  sort  of  cramps  in  the  horizon- 
tal courses,  but  no  means  appear  to  have  been  employed  for 
its  introduction  at  the  angles  of  two  blocks,  whoso  vertical 
joint  is  immediately  above  them.  The  stones  composing  the 
shaft  of  each  column,  were  held  together  by  round  pins  of 
wood  ;  square  sockets  of  the  same  material  were  lirst  sunk 
in  the  centre  of  two  adjoining  blocks,  the  .socket  of  the  lower 
course  received  half  the  pin,  and  the  other  half  projected  into 
the  socket  in  the  upper  stone.  The  pins  w  Inch  have  been 
found,  appear  to  have  shrunk  very  considerably;  besides 
these,  there  were  usually  two  metal  plates  of  the  kind  already 
mentioned,  inserted  in  those  blocks  composing  the  column, 
as  in  the  other  part  of  the  building. 

P.\RT1TI0.\,  (from  the  Latin,  partilio,  to  divide,)  a  wall 
which  divides  and  separates  one  apartment  from  another.  It 
may  be  either  of  brick,  stone,  or  timber.  When  a  partition 
wall  has  no  support  from  below,  it  ought  to  be  so  constructed 
as  to  lay  no  stress  upon  the  floor  ;  and,  therefore,  a  truss 
partition  should  be  employed  to  discharge  the  weight.  See 
Truss. 

PARTY  WALLS,  in  building,  partitions  of  brick  made 
between  buildings  in  separate  occupations,  for  preventing  the 
spread  of  fire.  For  the  regulations  prescribed  by  act  of 
Parliament,  see  House. 

PAR\'IS,  or  Parvise,  a  name  formerly  given  to  the  porch 
of  a  church,  but  now  applied  to  the  area  romid  a  church. 
Of  late,  it  has  been  used  to  signify  the  room  often  found 
above  the  porch  of  a  church.  It  is  supposed  to  be  a  corrup- 
tion of  piiraJise. 

PASCAL,  BLAISE,  a  celebrated  mathematician  .'uid  phi- 
losopher, born  at  Clermont,  in  Auvergne,  in  the  year  1023. 
His  father,  who  was  a  man  tif  great  consideration  in  his  pro- 
vince, was  also  illustrious  as  a  general  scholar,  as  well  as  an 
able  mathematician.  To  promote  the  studies  of  his  only 
son,  Blaise,  he  relinquished  his  oflicial  situation,  settled  at 
Paris,  and  undertook  the  employment  of  being  his  tutor. 
The  pupil  was,  from  a  very  early  period,  remarkably  inqui- 
sitive, and  desirous  of  knowing  the  principles  of  things  ;  and 


when  good  reasons  were  not  given  to  him,  he  would  search 
for  better  ;  nor  would  he  rest  contented  with  any  that  did 
not  appear  to  his  mind  well  founded.  His  fiithi'r  soon  dis- 
covered that  the  bent  of  his  genius  was  decidedly  to  mathe- 
matics, fiom  which  he  was  determined,  if  possible,  to  keep 
him,  lest  he  should,  by  this  pursuit,  be  prevented  from  learning 
the  languages.  He  accordingly  locked  up  all  the  books  that 
treated  of  geometry  and  the  sciences,  properly  so  called,  and 
refrained  even  from  speaking  of  them  in  his  presence.  On 
one  occasion,  however,  the  youth  asked,  with  an  impor- 
timity  not  to  be  put  off,  what  was  geometry  ?  to  which  the 
fiither  replied,  "  geometry  is  a  science  which  teaches  the  way 
of  making  exact  ligures,  and  of  finding  out  the  f>roportions 
between  them  ;"  but,  at  the  same  time,  he  forbade  him  to 
speak  or  tliink  of  the  subject  any  more  ;  which  was,  peihaps, 
the  very  readiest  way  to  excite  in  him  an  earnest  desire  to 
become  acquainted  with  it.  Accordingly,  the  science  soon 
occujiicd  all  his  thoughts;  and  though  but  lwclv{!  years  of 
age,  he  was  found,  in  the  hours  of  recreation,  making  figures 
on  the  ehamber-Uoor,  with  charcoal,  the  proportions  of  which 
he  sought  out  by  means  of  a  regular,  though  perhaps  uncouth, 
series  of  definitions.  axiom.s,  and  demonstrations.  It  is  said, 
ap|)arently  upon  unquestionable  authority,  that  he  had  pi-o- 
ceeded  with  his  inquiries  so  far  as  to  have  come  to  what  was 
just  the  same  with  the  ihiity-seeond  proposition  of  the  first 
book  of  Euclid,  and  that  without  any  assistance  either  from 
living  insiructors  or  the  works  of  the  illustrious  dead.  From 
this  time,  young  Pascal  had  full  liberty  to  indulge  hisg<'nius 
in  mathematical  pursuits,  and  was  furni>hed  by  his  father 
with  Euclid's  Elements,  of  which  he  made  hiuiself  master  in 
a  very  short  time.  So  great  was  his  proficiency  in  the  sciences, 
that,  at  the  age  of  sixteen,  he  wrote  a  Treatise  on  Conic  Sec- 
tions, which,  in  the  judgment  of  the  most  learned  men  of  the 
time,w'as  considered  asagreat  effort  of  genius.  At  the  ai'e 
of  nini'teen  he  contrived  his  admirable  arithmetical  mnehine 
furlli^hing  an  easy  and  expeditious  method  of  making  arith- 
metical calculations,  in  the  fundamental  rules,  without  any 
otluT  aid  than  that  of  the  eye  an-d  the  hand.  About  this 
time,  owing  to  ill  health,  he  was  obliged  to  suspend  hisstudies, 
which  he  was  unable  to  renew  for  four  years;  when,  havinu 
been  witness  to  the  famous  Torricellian  experiment  I'cspect- 
ing  the  weight  of  air,  he  instantly  directed  his  attention  to 
discoveries  in  the  science  of  pneumatics.  He  made  a  vast 
number  of  experiments,  of  which  he  circulated  a  printed 
account  through  the  whole  of  Europe.  He  soon  ascertained 
the  fact  of  the  general  pressure  of  the  atmosphere,  and  com- 
posed a  large  treatise,  in  which  he  fully  explained  the  subject, 
and  answered  llie  oiyections  which  were  advanced  against 
his  theory  :  afterwards,  thinking  it  too  proli.x,  he  divided  it 
into  two  small  treatises,  one  of  which  he  entitled,  A  Disser- 
tation on  the  E(jiiilil>riuni  of  Fluids  ;  and  the  other.  An  Essai/ 
on  the  Weight  of  the  Atmosphere.  These  ticatiscs  were  not 
published  till  after  the  author's  death. 

The  high  reputation  which  M.  Pascal  had  acq\iired,  caused 
him  to  be  looked  up  to  by  the  most  considerable  fialhe- 
maticians  .and  philosophers  of  the  age.  who  applied  for  his 
assistance  in  the  resolution  of  various  difiicuH  questions  and 
problems.  Among  other  subjects  on  which  his  inijenuity 
was  employed,  was  the  solution  of  a  prcjblem  susrcested  by 
Mersenne,  which  had  bafiled  the  penetration  of  all  who  had 
attempted  it  ;  this  was  to  determine  the  curve  described  in 
the  air  by  the  nail  of  a  coach-wheel,  while  the  machine  was 
in  motion  ;  which  curve  w-as  at  that  time  known  l)y  the  name 
of  the  roitl/elte,  but  is  now  designated  the  cycloid. 

Befiu-e  this  timi^  he  had  drawn  up  a  tableof  numbers,  which, 
from  the  form  in  which  the  liguies  were  disposed,  he  called 
his  Arithmetical  Triaiiyle.     He  might  peihaps  have  been  an 
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inventor  of  it,  liut  it  is  cortain  that  it  had  been  treated  of, 
a  century  before  Pascal's  lime,  by  Caidan,  and  other  arith- 
metical writers. 

When  M.  Pascal  was  in  the  twenty-fourth  year  of  his  age, 
anti  the  hii;hest  expectations  were  formed  of  the  advantages 
to  be  attained  in  science  from  his  hibours,  he  on  a  sudden 
renounced  the  study  of  inatlieniatics,  and  all  human  learning; 
devoted  himself  wholly  to  a  life  of  mortification  and  prayer  ; 
and  became  as  great  a  devotee  as  almost  any  age  has  pro- 
duced. He  was  not,  however,  so  completely  abstracted  from 
the  world,  as  to  be  wholly  indillereut  to  what  was  passing  in 
it  ;  and  in  the  disputes  between  the  Jesuits  and  the  Jan- 
senists,  he  became  a  partisan  of  the  latter,  and  wrote  his 
celebrated  Proviiiciol  Letters,  published  in  10.50,  under  the 
name  of  Lewis  de  ifontalte,  in  which  he  only  employed  his 
talents  of  wit  and  humour  in  ridiculing  the  former.  These 
letters  have  been  translated  into  almost  all  the  European 
langu;jges,  and  probably  nothing  did  more  injury  to  the  cause 
of  the  Jesuits.  The  course  of  life  which  he  prescribed  to 
himself,  proved  unfavourable  to  his  health  of  body  and  mind. 
His  reason  became  in  some  measure  atlected,  and  in  these 
circumstances,  an  accident  produced  on  his  mind  an  impres- 
sion which  could  not  be  efiaced.  In  1654,  while  he  was 
crossing  the  Seine  in  a  coachand-four,  the  two  leading 
horses  became  unmiinageable  at  a  part  of  the  bridge  where 
the  parapet  was  partly  down,  and  plunged  over  the  side  into 
the  river.  Their  weight  fortunately  broke  the  traces,  by 
which  means  the  other  horses  and  the  carriage  were  extri- 
cated on  the  bank  of  the  precipice.  In  his  then  enfeebled 
state,  this  fright  was  too  inueh  for  the  unfortunate  Pascal  ; 
and  >o  serious  were  its  effects  on  him,  that  he  never  after- 
wards had  the  possession  of  his  mental  faculties.  He  always 
imagined  that  he  was  on  the  edge  of  a  vast  abyss  on  the  left 
siue  of  him,  and  he  would  at  no  time  sit  dow'n  till  a  chair 
was  jilaced  theiv,  to  assure  him  there  was  no  real  danger. 
After  languishing  some  years  in  this  miserable  state,  he  died 
at  Paris  in  1002^  at  the  age  of  39. 

PASSAGES,  the  avenues  or  accesses  which  lead  to  the 
various  apartments  of  a  building. 

Passages  must  always  be  convenient  to  give  ready  access, 
and  proportional  in  width  and  height  to  the  magnitude  of  the 
other  apartments,  and  with  suitable  decorations. 

PASTIL,  or  Pastel,  (from  the  Latin  pasttllus.)  among 
painters,  iScc.  a  sort  of  paste,  made  of  several  colours  ground 
up  with  gum-water,  either  together  or  separately,  in  order  to 
make  crayons,  to  paint  with  on  [laper  or  parchment. 

PASTOPIIORIA,  (Greek)  in  antiquity,  apartments  near 
the  temples,  for  lodging  the  pastophori,  or  priests,  whose 
business  it  was,  at  solemn  festivals,  to  carry  the  shrine  of  the 
deity. 

Clemens  Ale.xandrinus,  describing  the  temples  of  the 
Egyptians,  says,  that  "after  having  passed  through  mag- 
nilicent  courts,  you  are  conducted  to  a  temple,  which  is  at 
the  farther  end  of  these  courts,  and  when  a  pasto|ihorus 
gravely  lifts  up  the  veil,  which  is  the  door,  to  show  you  the 
deity  within,  which  is  nothing  but  a  dog  or  a  eat,  or  some 
other  animal."'  Ajiuleius  speaks  of  the  pastophori  that  car- 
ried the  Syrian  goddess. 

In  the  temple  of  Jerusalem  there  were  two  courts  sur- 
rounded with  galleries,  and  roundabout  were  several  lodging- 
ronms  for  the  priests  to  lay  up  wood,  wine,  oil.  salt,  meal, 
spices,  incense,  ve-stments,  valuable  vessels,  and  provisions, 
necessary  for  the  sacrifices  and  lamps,  as  also  for  the  support 
and  maintenance  of  the  priests.  See  1  Chron.  ix.  20,  33  ; 
.\xvi.  10.  Ezek.  xl.  17,  18. 

PASTOliAL-STAFF,  the  official  staff  used  by  a  bishop. 
See  Crozier. 


PATE,  in  foitification,  a  kind  of  platform,  like  what  they 
call  a  horse-shoe  ;  not  always  regular,  but  generally  oval, 
encompassed  only  with  a  parapet,  and  having  nothing  to  flank 
it.  It  is  usually  erected  in  marshy  grounds,  to  cover  a  gate 
of  a  town,  or  the  like. 

PATEN,  a  plate  or  salver  employed  in  the  eucharist. 

PATERA,  (from  jjateo,  I  am  open,)  among  antiquaries, 
a  goblet,  or  vessel,  \ised  by  the  Romans  in  their  sacrifices,  in 
which  they  received  the  blood  of  their  victims,  offered  their 
consecrated  meats  to  the  gods,  and  made  liliations. 

On  medals,  the  patera  is  seen  in  the  hands  of  several 
deities  ;  and  frequently  in  the  hands  of  princes,  to  mark  the 
sacerdotal  authority  joined  with  the  imperial,  &c.  Hence 
¥.  Joubert  observes,  that  besides  the  patera,  there  is  fre- 
quently an  altar,  upon  which  the  patera  seems  to  be  pouring 
its  contents. 

The  patera  is  an  ornament  in  architecture,  frequently 
introduced  in  friezes,  fascias,  and  impusts,  over  which  are 
hung  festoons  of  husks  or  flowers  ;  or  they  are  sometimes 
used  by  themselves,  to  ornament  a  space  ;  and  in  this  case  it 
is  common  to  hang  a  string  of  husks  or  drapery  over  them; 
sometimes  they  are  much  enriched  with  foliage,  and  have 
a  mask  or  head  in  the  centre. 

In  vol.  xiv.  of  the  Archjeologia,  a  description  and  plate 
are  given  of  a  Roman  patera  and  vase  dug  up  when  sinking  a 
ditch  in  Essex,  in  June,  ISOO.  They  were  found  near  an  ancient 
Roman  road,  between  Camelodunum  and  Cambtu-itum.  "The 
metal  vase  and  patera  merit  attention,  as  none  similar  to  the 
first  have  been  figured  or  described  in  the  works  of  the  society  ; 
nor  do  1  know  that  any  like  either  have  been  presented  for 
their  inspection.  The  vase  is  of  that  form  which  Montfaucon 
has  figured  in  his  2d.  vol.,  pi.  19,  fig.  10,  and  calls  ^praferi- 
culinn.  used  by  the  Romans  at  their  sacrifices,  for  pouring 
w  ine  into  the  patera.  See  p.  88,  where  he  controverts  Festus's 
opinion  that  the  prretericiila  were  without  handles.  Another, 
more  nearly  resembling  that  here  represented,  is  given  in  his 
3d.  vol.,  pi.  24,  fig.  9,  and  called  by  Beger  an  epichysis,  but 
not  allowed  to  be  such  by  Montfaucon.  The  metal  patera 
which  belongs  to  the  above,  diflers  fro;n  the  earthen  paterse 
in  general,  by  being  bossed  in  the  centre,  a  circumstance  not 
easily  to  be  accounted  for,  unless  it  was  for  the  firmer  fixing 
the  prajfericulum  upon,  when  placed  with  the  body  at  the 
time  of  interment."  With  the  above  Roman  antiquities  were 
found  several  little  cups  of  Sam  ian  ware.  "  The  u-;es  of  these 
elegant  little  cups  have  not,"  the  antiquary  continues,  "  that 
I  know  of,  been  ascertained  by  any  author.  The  real  pur- 
poses to  which  they  were  applied  must  remain  at  present  in 
obscurity." 

It  may  be  stated,  also,  that  the  Hindoos,  in  their  sacrifices 
and  ceremonies,  have  imniemorially  used,  and  still  use,  articles 
exactly  similar  to  those  described  in  vol.  xiv.  of  the  Arclueo- 
logia,  plates  1  and  5;  and  it  is  curious  to  see  how  nearly  they 
agree  in  form.  A  comparison  of  the  article  in  the,  plates  just 
adverted  to,  with  tlio^e  in  plates  83,  80,  and  105  of  the 
Hindoo  Pantheon,  will  strikingly  evince  this.  The  saciiji'cial 
vase,  in  the  latter  plate,  has  the  same  form,  though  more 
elaborately  ornamented,  as  the  above  described  pnefericulum; 
and  the  others  exhibit  metallic  circular  patera;,  and  the  central 
embossment,  which,  though  "  not  easily  accounted  for,"  is 
found  among  Hindoo  mystics  to  have  very  profound  allusions. 
The  Roman  patera  has  also  the  mysterious  rim,  or  yoni, 
respecting  which  the  reader  may  consult  the  work  last 
referred  to.  Dr.  Clarke,  in  his  Travels,  notices  that  "  the 
patera  used  by  priestesses  in  the  rites  of  Ceres,  had  this 
pyramidal  node  or  cone  in  the  centre.  A  priestess  is  repre- 
sented holding  one  of  these,  on  a  bas-relief,  in  the  vestibule 
of  Cambridge  University  library."     Vol.  ii.,  p.  334.    Greek 
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^Marbles,  No.  xv..  p.  37.  Similar  articles  are  still  used  in 
the  rites  of  the  Hindoo  Ceros  ;  as  are  also  the  "  little  cups" 
described  and  e.vhibited  in  the  Archajologia,  as  above  let'erred 
to,  and  in  many  of  the  plates  of  th(!  Hindoo  Pantheon.  In 
India,  they  are  used  for  holding  clarified  butter,  a  common 
ingredient  in  the  frequent  oblations  to  fire;  and  unguents, 
and  holy  water,  in  the  srad/ta,  or  funeral  obsequies,  and  in 
other  rites  and  ceremonies. 

P,\TEI\N(^STERS,  in  architecture,  a  sort  of  ornaments 
in  form  of  beads,  either  round  or  oval,  used  on  baguettes, 
astragals,  &p. 

PAVEMENT,  (from  the  Tiatin  pnviweiiliim,  derived  from 
pavire,  to  make  the  earth  firm  and  strong  by  beating,)  a 
layer  or  stratum  of  stone,  or  other  matter,  serving  to  cover 
ind  strengthen  the  ground  of  divers  places,  for  the  more 
jomniodious  walkiitg  on,  or  for  the  passage  of  carriages. 

The  paving  of  streets  is  one  of  the  most  beneficial  regula- 
;ions  of  police  that  have  been  transmitted  to  us  from  our 
ancestors.  Several  cities  had  paved  slrei-ts  before  the  com- 
mencement of  the  Christian  era;  nevertheless,  those  which 
are  at  present  the  ornament  of  Europe  (Rome  excepted) 
were  destitute  of  this  great  advantage  till  almost  the  twelfth 
or  thirteenth  century.  It  is  probable  that  those  people  who 
first  carried  on  the  greatest  trade,  were  the  first  who  paid 
attention  to  have  good  streets  and  highways,  in  order  to 
fiicilitate  that  intercourse  which  is  so  necessary  to  keep  up 
the  spirit  of  commerce.  Accordingly,  we  are  tt)ld  by 
Isidorus  [Oriffiii.  lib.  xv.  cap.  10),  that  the  Carthaginians  had 
the  first  paved  streets,  and  that  their  example  was  soon 
copied  by  the  Romans.  Long  before  that  period,  however, 
Semiramis  paved  highways,  as  appears  by  the  vain-glorioiis 
inscription  which  she  herself  caused  to  be  put  up  (Strabo, 
lib.  16.  Diod.  Sicul.  lib.  ii.  v.  13.  Polyreni,  Slrattigem,  lib. 
viii.  cap.  26.)  The  streets  of  Thebes,  and  probably  those  of 
Jerusalem,  were  paved  ;  but  neither  the  streets  of  Rome 
nor  the  roads  around  it  were  paved  during  the  time  of  its 
kings.  In  the  year  u.  c.  188,  after  the  abolition  of  the 
monarchical  form  of  government,  Appius  Claudius,  being  then 
Censor,  constructed  the  first  real  highway,  called  after  him 
the  Appian  Wat/,  and,  on  account  of  its  excellence,  the 
queen  of  ruads.  The  time  when  the  streets  were  first 
paved  cannot  be  precisely  ascertained  ;  some  have  referred 
this  improvement  to  the  year  578,  after  the  building  of  the 
city ;  others  to  584  ;  and  others  to  450 ;  at  which  several 
periods  some  parts  of  the  city  and  suburbs  might  have  been 
paved.  That  streets  paved  with  lava,  having  deep  ruts 
made  by  the  wheels  of  carriages,  and  raised  banks  on  each 
side,  for  the  aceommodatinn  of  foot-passengers,  were  found 
both  at  Ilerculaneum  and  Pompeii,  is  well  known. 

Of  modern  cities,  the  oldest  pavement  is  commonly 
ascribed  to  that  of  Paris;  but  it  is  certain  that  Cordova,  in 
Spain,  was  paved  so  early  as  in  the  middle  of  the  ninth  century, 
or  about  A.  D.  850.  The  capital  of  France  was  not  paved 
in  the  twelfth  century,  but  the  orders  for  this  purpose  were 
issued  by  the  government  in  the  year  1184,  on  which 
occasion  it  is  said  that  the  name  of  Lntetia,  deduced  from  its 
dirtiness,  was  changed  into  that  of  Paris.  Nevertheless,  in 
the  year  1041,  the  streets  in  m.any  quarters  of  Paris  were 
not  paved.  That  the  streets  of  London  were  not  paved  at 
the  end  of  the  eleventh  century  is  asserted  by  all  historians. 
It  does  not  appear  when  paving  was  first  introduced  ;  but  it 
was  gradually  extended  as  trade  and  opulence  increased. 
Several  of  the  principal  streets,  such  as  Holborn.  which  are 
at  present  in  the  middle  of  (he  city,  were  paved  for  the  first 
time  by  n^yal  comniand,  in  the  year  1417  ;  others  were  paved 
under  Henry  Vlll.  ;  some  ill  the  suburbs  in  1514  :  others  in 
1571  and  1005  :  and  the  great  market  of  Smithfield  in  1014. 


In  England,  the  pavements  of  the  principal  streets  &c.,  are 
made  of  various  descriptions  of  materials,  .according  to  the 
kind  of  stone  most  readily  procured.  In  London,  .\berdeen 
granite,  broken-stone,  &c.  are  used.  Wood  and  asphalte 
have  also  been  used  to  a  great  extent.  Courts,  stables, 
kitchens,  halls,  churches,  &c.  are  paved  with  tiles,  bricks, 
flags,  or  fire-stone;  sometimes  with  a  kind  of  free-stone,  and 
rag-stone. 

In  some  cities,  as  at  Venice,  the  streets,  &c.  are  paved 
with  brick  ;  churches  sometimes  arc  paved  with  marble,  and 
sometimes  with  mosaic  work,  as  the  Church  of  St.  Mark,  at 
Venice.  In  France,  many  of  the  public  roads,  streets, 
courts,  &c.,  are  paved  with  gres,  or  grit,  a  kind  of  free- 
stone. 

In  Amsterdam,  and  the  chief  cities  of  Holland,  they  call 
their  brick  pavement  the  hiirg/ier-inastcr's  p(ii>eiiieiit,  to  dis- 
tinguish it  from  the  stone  or  flint  pavement,  which  usually 
takes  up  the  middle  of  the  street,  and  which  serves  for  car- 
riages ;  that  which  borders  it  being  for  the  passage  of  people 
on  foot. 

The  several  kinds  of  pavement  are  as  various  as  the  mate- 
rials of  which  they  are  composed,  and  whence  they  derive  the 
name  by  which  they  are  distinguished  ;  as, 

1.  Pehhle.puving,  which  is  done  with  stones  collected  from 
the  .sea-beach,  mostly  brought  from  the  islands  of  Guernsey 
and  Jersey  ;  they  are  very  durable,  indeed,  the  most  so  of 
any  stone  used  for  this  purpose.  They  are  used  of  various 
sizes,  but  those  which  are  from  six  to  nine  inches  deep  are 
esteemed  the  most  serviceable.  When  they  are  about  three 
inches  deep,  they  are  denominated  bnldem  or  boivlers  ;  these 
are  used  for  paving  court^yards.  and  other  places  not  accus- 
tomed to  receive  carriages  with  heavy  weights  :  when  laid 
in  geometrical  figures,  they  have  a  very  pleasing  appearance. 

2.  Rag  paving  was  formerly  much  used  in  London,  but  is 
very  inferior  to  the  pebbles  ;  it  is  dug  in  the  vicinity  of 
Maidstone,  in  Kent,  from  whence  it  has  the  name  of  Kentish 
rag-stone ;  there  are  squared  stones  of  this  material  for 
paving  coach-tracks  and  foot-ways. 

3.  Purbeck  pilc/icns ;  squared  stones  used  in  foot-ways; 
they  are  brought  from  the  island  of  Purbeck,  and  also 
frequently  used  in  court-yards ;  they  are  in  general  from  six 
to  ten  inches  square,  and  about  five  inches  deep. 

4.  SijiKircd  paving,  for  distinction  by  some  called  Scotch 
paving,  because  the  first  of  the  kind  paved  in  the  manner 
that  has  been,  and  C'liitinues  to  be  paved,  came  from  Scotland  ; 
the  first  was  a  clear  close  stone,  called  blue  ivynn,  which  is 
now  di^^used,  because  it  has  been  found  inferior  to  others, 
since  introduced,  in  the  order  they  are  hereafter  placed. 

5.  Granite  of  various  kinds,  as: — 

First — Guernsey  Granite,  a  very  close,  hard,  and  durable 
stone,  exceedingly  well  adapted  for  pavement,  but  subject 
to  become  polished,  and  consequently  slippery.  It  is  that 
kind  of  slipperiness  which,  for  distinction  sake,  may  be 
called  dry,  as  if  black-lead  had  been  rubbed  upon  it. 

Second — Heron  Granite ;  not  so  fine  in  its  grain  as 
Guernsey,  but  very  close,  hard,  and  durable.  Its  defect  is 
a  tendency  to  become  greasily  slippery — a  very  dangerous 
quality  as  respects  the  foot-passengers. 

Third — Mount  Sorrel  Stone.  This  stone  is  pronounced 
by  mineralogists  to  be  not  a  Granite,  but  a  Sieiiite.  It  is 
extremely  close,  hard,  and  durable,  and  it  has  the  rare 
quality  of  neither  becoming  dryly  nor  greasily  slippery.  It 
has  all  the  very  best  qualifications  of  good  paving-stone,  but 
(and  it  is  a  drawback  of  some  importance)  its  intense  hard- 
ness makes  it  biittle  under  the  hammer  when  being 
re-dressed. 
I       Fourth — Aberdeen  Granite.     That  which   is  commonly 
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termed  the  OIJ  Blue  Aberdeen,  is  a  very  fine  stone,  not  so 
dark  in  eoloui-,  more  Ijiiiliant  in  appearance,  almiist  as  close 
in  texture,  and  equally  duiablc,  under  wear,  as  ihe  best 
Guernsey  stone;  but  there  is  sometimes  a  ditlieulty  in 
obtaininsi  an  ample  supply  for  the  London  market.  The 
Granites" from  Aberdeen  vary  much  in  colour  and  in  texture 
even  in  the  same  j)aving-stoue,  one  end  being  often  much  in- 
ferior to  the  other. 

Fifth — The  Tyar  Baggar  Stone,  also  from  Aberdeen,  is 
redder  in  colour,  and,  although  beautifully  brilliant  and  close, 
and  apparently  hard,  is  decidedly  inferior  in  durability  to  the 
Old  Blue  Aberdeen. 

Sixth — The  Foggintor  Devonshire  Granite  is  not,  in  its 
appearance,  equal  to  Aberdeen,  but  there  is  an  equality  and 
toughness  in  its  composition,  whicli,  as  far  as  experience 
of  it  has  gone,  leads  us  to  consider  it  durable  and  service- 
able. 

Seventh — The  Haytor  Devonshire  Granite,  perhaps  from 
greater  inequality  of  texture,  has  not  proved  so  durable. 

Eighth — The  While  Koek,  a  Cornish  Granite,  has  worn 
exceedingly  well  in  some  streets  of  Loudon. 

The  Cornish  Granites  are,  however,  generally  too  soft  for 
use  as  jiaviug-stones. 

All  these  stones  are  less  slippery  than  Guernsey  or  Herm- 
stone. 

Ninth — The  Budle  Stone,  from  Northumberland,  and  the 
best  of  the  Red  and  the  Blue  Scotch  whinstones,  scarcely  now 
make  their  ai)pcarance.     They  are  very  good  stones. 

An  extremely  dark-green  SVhiu^tone,  from  near  Queens- 
ferry,  has  been  manufactured  into  curbstone  and  paving-stone, 
but  it  is  decidedly  too  soft  for  use,  for  either  purpose.  Vari- 
ous kinds  of  limestone,  or  coarse  marble,  and  ragstones  and 
pebbles,  are  used  in  provincial  places,  as  they  formerly  were 
in  the  streets  of  London ;  they  are  not  now  sent  to  the 
metropolis  in  any  quantity. 

G.  Purbeck  paring,  for  footways,  is,  in  general,  got  in  large 
surfaces,  about  two  inches  and  a  half  thick ;  the  blue  sort  is 
the  hardest  and  the  best  of  this  kind  of  paving. 

7.  Yorkshire  paving  is  an  exceedingly  good  material  for 
the  same  purpose,  and  is  got  of  almost  any  dimensions,  of  the 
same  thickness  as  the  Purbeck ;  this  stone  will  not  admit  the 
wet  to  pass  through  it,  nor  is  it  alVected  by  the  frost. 

8.  liyegate,  or  jire-stone  paving,  is  used  for  hearths,  stoves, 
ovens,  and  such  places  as  are  liable  to  great  heat,  which  does 
not  artect  this  stone,  if  kept  dry. 

y.  A'ewcusde  Jiags,  are  stones  about  two  feet  square,  and 
one  and  a  half  or  two  inches  thick  ;  they  answer  very  well 
for  paving  out-offices;  they  are  somewhat  like  the  York- 
shire. 

10.  Portland  paving,  with  stone  from  the  island  of  Port- 
laud;  this  is  sometimes  ornamented  with  black  marble 
dots. 

n.  Sweedland  paving,  is  a  black  slate,  dug  in  Leicester- 
shire, and  looks  well  for  paving  halls,  or  in  party-coloured 
paving. 

12.  Marble  paving,  is  mostly  variegated  with  different 
marbles,  sometimes  inlaid  in  mosaic. 

13.  Flat  brick  paving,  done  with  brick  laid  in  sand, 
mortar,  or  grout,  as  when  liquid  lime  is  poured  into  the 
joints. 

14.  Brick-on-edge  paving,  done  with  bricks  laid  edgewise 
in  the  same  manner. 

15.  Bricks  are  also  laid  flat  or  edgewise  in  herring- 
bone. 

16.  Bricks  are  also  sometimes  set  endwise  in  sand, 
mortar,  or  grout. 

17.  Paving  is  also  performed  with  paving-bricks. 


18.  With  ten-inch  tiles. 

19.  With  foot  tiles. 

20.  With  clinkers,  for  stables  and  out-offices. 

21.  With  the  bones  of  animals,  for  gardens,  &c.     And, 

22.  We  have  nob-paving,  with  large  gravel-stones,  for 
porticoes,  garden-seats,  &c. 

By  most  writers,  common  stone  pavements  are  divided 
into  two  classes :  rubble  causeway,  in  which  the  stones  are 
of  irregular  shape,  and  very  imperfectly  dressed  with  the 
hammer;  and  aisler  causeway,  which  is  formed  of  stones  of 
larger  size  accurately  squared  and  dressed.  In  both  kinds 
the  excellence  of  the  pavement  depends  greatly  on  the  firm- 
ness and  evenness  of  the  bed,  and  the  careful  fitting  of  the 
stones  to  each  other,  which  may  be  accomplished  with  very 
irregular  stones  Vjy  judicious  selection.  If  one  stone  be  left 
a  little  higher  or  lower  than  those  adjoining  it,  or  if  it  become 
so  in  consequence  of  defective  building,  the  jolting  of  car- 
riages in  pas>ing  over  the  defective  place,  will  quickly  damage 
the  pavement ;  the  wheels  acting  like  a  rammer  in  driving 
the  depressed  stones  deeper  into  the  earth,  while  the  derange- 
ment of  the  lateral  support  that  each  stone  should  receive 
from  those  adjoining  it.  occasions  the  dislocation  of  the  pave- 
ment to  a  considerable  distance,  and  the  consequent  working 
up  of  the  earth  through  the  disturbed  joints.  Defective  joints 
form  .another  fruitful  source  of  injury  and  inconvenience  both 
to  the  pavement  itself  and  the  vehicles  jolted  over  it.  If,  as 
is  often  the  case  in  inferior  pavements,  the  edges  of  two  .ad- 
joining stones  do  not  meet  with  accuracy,  narrow  wheels  will 
have  a  tendency  to  slip  into  the  joint,  and  by  doing  so,  to 
wear  the  edges  of  the  stones,  till,  as  m.ay  be  frequently  seen, 
the  surface  of  each  stone  is  worn  into  a  convex  that  renders 
the  footing  of  horses  insecure,  and  causes  the  motion  of 
vehicles  drawn  rapidly  over  them  to  consist  of  a  series  of 
bounds  or  leaps  from  one  stone  to  another,  accompanied  by 
a  degree  of  lateral  slipping  highly  injurious  to  the  carriage, 
while  the  irregular  percussion  produced  tends  greatly  to  the 
destruction  of  the  pavement. 

The  formation  of  the  bed  on  which  the  stones  are  to  rest 
is  of  great  importance,  and  various  substances,  as  sand, 
gravel,  broken-stone,  (tc,  have  been  used  by  paviours  for 
this  purpose  ;  the  general  introduction  of  concrete,  however, 
has  removed  the  difficulty  formerly  experienced,  as,  by  means 
of  this  valuable  composition,  a  firm,  hard,  and  dry  foundation 
is  easily  obtained. 

The  bed  of  the  pavement  should  be  laid  with  concrete. 

For  paving  stones,  hard  rectangular  blocks  of  granite  are 
preferred,  though  whinstone,  limestone,  and  even  fiee-stone, 
may  be  used.  Guernsey  granite,  as  we  have  shown,  appears 
to  be  the  most  durable,  but  it  is  more  liable  to  beconie  in- 
conveniently smooth  than  some  stones  of  infisrior  hardness. 
The  stones  may  vary  according  to  the  traffic,  from  6  to  10 
inches  deep,  6  to  18  inches  long,  and  4  to  18  inches  wide; 
but  it  is  very  essential  that  the  depth  of  .all  the  blocks  in  one 
piece  of  pavement  should  be  alike,  and  that  where  the  width 
is  unequjil,  the  stones  may  be  so  sorted  that  all  used  in  one 
course  are  uniform  in  this  particular.  The  accurate  dressing 
of  the  stones  is  a  point  often  too  little  attended  to;  and  an 
injudicious  mode  of  forming  contracts  for  paving,  in  which 
the  payment  has  been  by  the  square  yard  of  paving  laid,  has, 
in  connection  with  the  effect  of  competition  in  bringing  prices 
below  the  remunerating  point,  led  to  the  use  of  stones  in 
which  the  base  is  smaller  than  the  upper  snrflice,  and  which, 
when  laid,  scarcely  come  in  contact  with  each  other  except  at 
their  upper  edges.  In  some  pavements  the  stones  are  made 
smaller  at  the  top  th.an  at  the  bottom,  the  joints  being  filled 
up  with  stone  chi|is,  concrete,  or  an  iisphaltic  composition; 
and  in  those  of  the  more  common  construction,  the  sides  of 
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the  stones  are  occasionally  hollowed,  so  as  to  receive  a  small 
quantity  of  j^ia\ el  or  mortar,  which  serves  as  a  kind  of 
dowclling.  IJanirning  the  stones  with  a  heavy  wooden  rani- 
iner  is  a  practice  that  has  been  much  recoin mended,  and  it 
is  considered  that  a  more  edicient  apjilieation  of  the  process, 
by  means  of  a  ramming  machine,  ov  portable  tnonkey,  would 
remove  some  of  the  detects  arising  troni  imperfect  bedding; 
but  when  the  stones  are  well  laid,  and  bedded  in  strong 
mortar,  as  the  best  recent  pavements  arc,  a  few  blows  with  a 
wooden  maul,  of  about  fourteen  pounds  weight,  are  sufhcient 
to  lix  them  firmly  in  their  place.  Grouting  with  lime-water, 
poured  all  over  the  pavement,  facilitates  the  binding  of  the 
whole  together,  and  tills  up  the  joints,  so  as  eflectually  to 
pjevent  the  working  up  of  the  substratum.  The  blocks  are 
commonly  laid  in  rows  across  the  road,  the  joints  in  each 
row  being  ditlerent  from  those  of  the  adjoining  ones;  but 
pavements  of  superior  smoothness  have  been  laid  in  courses 
stretching  diagonally  across  the  street,  by  which  means  all 
the  joints  are  passed  over  by  carriages  with  greater  ease. 
This  arrangement  is  particularly  desirable  at  the  intersection 
of  streets,  as  it  diminishes  the  risk  of  horses  slipping.  Lon- 
gitudinal courses  are  objectionable,  on  account  of  the  tendency 
of  narrow  wheels  to  enter  the  joints.  In  paving  steep  inclina- 
tions, it  is  well  to  use  narrow  stones,  on  account  of  the 
number  of  cross  joints ;  or  if  large  stones  be  used,  to  cut 
deep  furrows  across  their  surface,  to  afford  secure  footing. 

'I'he  enormous  e-\pense  of  maintaining  some  of  the  great 
metropolitan  thoroughfares,  led  to  the  introduction  of  various 
plans  for  paving  with  wood,  asphalte,  and  other  materials. 
Of  these,  with  the  exception  of  wood,  little  ni;ed  be  said,  as 
a  very  short  tiial  of  any  of  tliem  proved  that  they  were  not 
suited  to  bear  the  wear  of  Ijondon  traffic.  Wood-pavement, 
however,  has  been  tried  on  so  large  a  scale,  and  though  not 
equal  to  broken  granite,  or  a  well-paved  road,  for  durability, 
has  yet  so  many  advantages,  that  some  account  of  it  seems 
necessary.  The  most  primitive  descriptionof  a  wooden  road, 
perhaps,  is  that  known  in  America  by  the  name  of  corduroy 
road,  consisting  of  rough  logs  of  timber  laid  close  together 
across  the  track,  but  the  wooden  pavement,  properly  so 
called,  seems  to  have  been  first  used  in  Russia,  and  tried  on 
a  limited  scale  at  Vienna,  New  York,  and  some  other  places. 
One  of  the  earliest  kind  used  consisted  of  blocks  of  lir  or 
other  wood  cut  in  hexagonal  cylinders  of  six  or  eight  inches 
diameter,  and  from  eight  to  twelve  or  fifteen  inches  deep, 
and  placed  close  together,  with  the  grain  vertically.  Such  a 
pavement  is  smooth  when  first  laid,  but,  unless  the  founda- 
tion be  very  carefully  prepared,  it  is  liable  to  sink  into  hol- 
lows like  the  common  stone  pavement,  owing  to  the  want 
of  cohesion  between  the  individual  blocks,  a  delicieney  which 
it  has  been  proposed  to  remedy  by  pegging  or  dowelling  the 
pieces  together,  though  their  form  is  not  very  suitable  for 
the  purpose.  Of  the  numerous  other  plans  of  wood-paving 
proposed,  but  one  has  been  tiied  on  an  extensive  scale,  that 
of  the  Metropolitan  Patent  Wood-Paving  Company.  The 
mode  of  paving  by  this  Company  was  invented  by  the  Count 
de  Lisle.  In  this  the  blocks  are  sawn  into  a  rhoinboidal 
shape,  the  upper  surface  forming  an  angle  of  about  05°  with 
the  direction  of  the  grain,  by  which  the  durability  of  an  end- 
section  is  in  a  great  degree  preserved,  while  the  inclination 
of  the  sides  causes  each  block  to  receive  support  from  those 
adjoining  it,  and  allords  facilities  for  pinning  the  whole  paving 
together  by  pegs.  One  course,  or  transverse  row  of  blocks 
being  laid  so  that  they  all  incline  in  one  direction,  each 
block  has  on  one  side  two  projecting  pegs,  and  an  the  other, 
two  holes.  The  adjoining  course  is  laid  in  like  manner,  but 
sloping  in  the  opposite  direction.  By  this  disposition  the 
two  pegs  on  one  side  of  a  block  enter  two  distinct  blocks  in 


the  adjoining  row,  while  the  holes  on  the  other  side  receive  in 
like  manner  the  jiegs  of  two  other  blocks,  so  that  each  blocK 
is  pinned  to  f  mr  others,  besides  receiving  support  from  the 
adjoining  l>lorks  of  its  own  course.  Where  this  principle  of 
construction  is  fully  carried  out,  the  w  hole  pavement  of  a 
street  becomes,  as  it  were,  one  mass,  being  so  pinned  together 
that  no  block  could  lie  raised  without  breaking  the  dowels; 
but  as  it  is  necessary  sometimes  to  disturb  the  pavcmrnt  in 
order  to  got  at  the  gas  and  water  pipes,  the  practice  of  this 
Company  has  been  to  lay  down  the  wood  in  masses  of 
twenty-four  or  thirty-six  blocks,  so  unitec  by  iron  cramps 
that  the  blocks,  thus  connected  together,  may  be  laid  down 
and  taken  up  when  necessary,  at  once.  This  sort  of  pave- 
ment is  always  laid  on  a  well-formed  foundation  of  concrete, 
about  six  inches  deep. 

Wood-pavement  has  been  laid,  to  a  great  extent,  in  the 
principal  thojoughfares  of  London,  and  in  manv  provincial 
towns.  Its  undeniable  advantages  were  its  smoothness  when 
first  laid,  producing  great  ease  of  draught,  quietness,  and 
cleanliness,  but,  on  the  other  hand,  its  slippcriness  rendered 
it,  in  some  states  of  the  weather,  extremely  dangerous  to 
horses.  Besides  this  objection,  unless  kept  in  a  very  high 
state  of  repair,  it  became  rough  and  uneven,  and  if  so  kept, 
its  expense  was  quite  equal  to  a  good  broken-stone  road,  and 
much  more  so  than  a  well-paved  granite  road. 

The  advocates  of  wood-pavement,  however,  have  been 
obliged  to  abandon,  in  a  great  measure,  its  use  for  the  pul)lic 
streets,  and  from  these  it  is  gradually  disappearing,  though  it 
is  still  retained, 'and  extensively  used,  for  stables,  warehouses, 
railway  stations,  &c. ;  in  such  places  it  answers  exceedingly 
well,  and  is,  perhaps,  the  best  description  of  paving  that  cim 
be  adopted. 

Foot-pavements  of  flag-stones  require  very  little  remark. 
The  curb-stones  should  be  very  hard,  and  firnily  set  in 
cement,  or  in  a  bed  of  gravel  or  concrete.  They  should  be 
set  from  four  to  six  inches  above  the  surface  of  the  carriage- 
way, which  may  be  made  to  abut  immediately  upon  them 
without  the  intervention  of  a  gutter.  Where  gutters  are 
introduced,  cast  iron  ones  have  sometimes  been  used  ;  but  in 
our  opinion,  dressed  granite  stone  channels  are  to  be  pre- 
ferred. The  flag-stones,  which  should  never  be  less  than  two 
inches  and  a  half  thick,  are  commonly  bedded  in  mortar  in  a 
layer  of  gravel ;  but  sometimes,  when  there  are  no  cellars 
underneath,  are  laid  dry.  A  slight  degree  of  slope  should  be 
given  to  the  pavement,  to  conduct  water  to  the  gutters,  for 
which  purpose  a  tall  of  one  inch  in  ten  feet  is  suflicient, 
while  a  steep  inclination  is  objectionable  from  its  danger  in 
slijipery  weather.  The  best  material  for  foot-pavements  is 
Yorkshire  stone. 

Among  the  substitutes  for  common  flagstones  that  have 
been  recommended,  may  be  mentioned  slate,  which  appears 
to  be  very  durable.  Some  pavements  or  floors  of  this 
material  have  been  laid  at  the  London  Docks,  where,  among 
other  advantages,  it  is  found  preferable  to  wood  in  point  of 
cleanliness.  Tramways  of  slate  two  inches  thick  are  found 
strong  enough  to  bear  waggons  or  carts  with  four  or  five  tons 
of  goods;  and  some  are  laid,  of  only  half  that  thickness,  on 
an  old  wooden  floor. 

Several  descriptions  of  asphalte  have  also  been  used  for 
footways  with  various  success.  The  best  is  that  known  as 
Claridge's  Asphalte  of  Syssel ;  this  answered  extremely  well, 
though  not  equal  to  Yorkshire  stone.  It  has  been  usc^d 
extensively  for  footways  in  railway  stations  and  similar  situ- 
ations, for  which  it  is  well  adapted. 

PAVEMENT  OF  TERRACE,  that  which  serves  for 
covering  in  manner  of  a  platform  ;  whether  it  be  over  a  vault 
or  a  wooden  floor.     Those  over  vaults  arc  usually  of  stones 
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squared  and  bedded  in  lead.  Tho>ie  on  wood,  called  by  the 
1/iUn-i,  pavimeiitnm  coiitiyiiula,  are  either  stones  wilh  beds 
<br  bridges,  tiles  for  ceiling  of  rooms,  or  lays  of  mortar  made 
of  (lenient  and  lime,  with  flints  or  bricks  laid  flat,  as  is  still 
practised  by  eastern  and  southfrn  nations  on  the  tops  of 
liouses.  All  those  pavements  which  lie  open,  were  called 
by  the  Latins,  pnvimeiila  subdialia. 

Pavembnt,  Diamond,  those  pavements  of  which  the 
stones,  flags,  or  bricks,  are  laid  with  their  diagonals  parallel 
and  nerpoMillcular  to  the  sides  of  the  apartment. 

PAVILION,  (French,  from  the  ha.\\An.  padiglione,  a  tent; 
derivt-d  fmrn  the  Latin,  papi/io)  in  architecture,  a  kind  of 
turret, or  buiiding  usually  insulated, and  contained  underasin- 
gli-roof;  sometimes  square,  and  sometimes  in  form  of  a  dome; 
and  thus  called  fiom  the  resemblance  of  its  roc<f  to  a  tent. 

Pavilions  are  sometitnes  also  projecting  parts,  in  the  front 
of  a  building,  marking  their  middle.  Sometimes  the  pavilion 
flanks  a  corner,  in  which  case  it  is  called  an  angular piiviUon. 
The  Louvre  is  flanked  with  four  pavilions.  They  are 
usually  higher  than  the  rest  of  the  building. 

There  are  pavilions  built  in  gardens,  popularly  called 
snmnier-hoii.ses,  plensnre-hoKses,  &c.  Some  castles  or  forts 
consist  onlv  of  a  single  pavilion. 

P AUTRE,  ANTONY  LE,  in  biography,  an  eminent 
French  architect,  born  at  Paris  in  1614,  who  distinguished 
himself  by  his  taste  in  the  decoration  of  buildings.  Several 
eiiifices  from  his  designs  were  erected  in  the  capital  and  its 
iieighbdurhood,  of  which  the  most  noted  were  the  wings  of 
yt.  Clouil,  the  church  of  the  nunnery  of  Port-Royal,  and  the 
hotels  of  Gevres  and  Beauvais.  He  was  appointed  architect 
to  the  king's  brother,  and  afterwards  to  the  king  himself. 
lie  was  a  member  of  the  Academy  of  Architecture  from  its 
first  institution,  and  published  a  work  on  that  art,  intitled 
Lts  CEiivrea  d' Aichitectiire  d'Antoine  le  Pautre,  of  which 
the  first  edition  appeared  in  10.52.  He  died  in  l(i91.  His 
son  Pi-ter  was  eminent  as  a  sculptor. 

PAX,  a  small  tablet,  generally  of  metal,  with  a  handle 
used  fir  the  osculunt  pads,  or  kiss  of  peace. 

PEL) EST .\L,  (from  the  LaUn,  pes,  pedis,  foot,  and  ^v?.og, 
ciduinn)  inarrhilecture.  the  lowest  |  art  of  an  ordcrof  columns; 
being  that  which  sustains  the  colunni,  and  serves  it  as  a  foot 
to  stand  on. 

The  pedestal,  called  by  the  Greeks  sti/lohales,  and  stereo- 
hales,  consists  of  three  principal  parts  :  viz.,  a  square  trunk, 
or  dye,  which  makes  the  body;  a  cornice,  the  head;  and 
a  ba.se,  the  foot  of  the  pedestal. 

The  pcdi'stal  is  properly  an  appendage  to  a  column  ;  not 
an  essential  part  thereof;  though  M.  Le  Clerc  thinks  it  is 
essential  to  a  complete  order. 

The  proportions  or  ornaments  of  the  pedestal  are  diflerent 
in  the  different  orders :  Vignola,  indeed,  and  most  of  the 
moderns,  make  the  pedestal,  and  its  ornaments,  in  all  the 
orders,  one-third  of  the  height  of  the  column,  including 
the  base  and  Ciipital  :  but  some  deviate  from  this  rule. 

M.  Perrault  makes  the  proportion  of  the  three  constituent 
parts  of  pedestals  the  same  in  all  the  orders,  viz.,  the  base 
one-fourth  of  the  pedestal ;  the  cornice  an  eighth  part;  and 
the  socle,  or  plinth,  of  the  base,  two-thirds  of  the  base  itself. 
The  height  of  the  dye  is  what  remains  of  the  whole  height 
of  the  pudestal. 

Pedestal,  Tuscan,  is  the  simplest  and  the  lowest  of  all. 
Palladio  and  Scamozzi  make  it  three  modules  high  ;  Vignola 
five.  Its  members,  in  Vignola,  are  only  a  plitith,  for  a  base  ; 
the  dye  ;  and  a  talon  crowned,  for  a  cornice.  This  has  rarely 
any  base. 

Pedkstal,    Doric,    Palladio    makes    four    modules   five 
minutes  hii.'h  ;  and  Vignola,  five  modules  four  minutes. 
<J9 


In  the  antique,  we  not  only  do  not  meet  with  any  pedestals, 
but  even  not  with  any  base,  in  the  Doric  order. 

The  members  in  Vignola's  Doric  pedestal  are  the  same 
with  those  in  the  Tuscan,  with  the  addition  of  a  mouchette 
in  its  cornice. 

Pedestal,  Ionic,  in  Vignola  and  Scrlio,  is  six  modules 
high;  in  Scamozzi  five;  in  the  temple  of  Fortuna  Virilis  it 
is  seven  modules  twelve  minutes.  Its  members  and  orna- 
ments are  mostly  the  same  with  those  of  the  Doric,  only 
a  little  richer.  The  pedestal  now  usually  followed,  is  that 
of  Vitruvius,  though  we  do  not  find  it  in  any  work  of  the 
antique.  Some,  in  lieu  hereof,  use  the  attic  base,  in  imitation 
of  the  ancient. 

Pedestal,  Corinthian,  is  the  richest  and  most  delicate 
of  all.  In  Vignola  it  is  seven  modules  high  ;  in  Palladio  five 
modules  one  minute;  in  Scrlio  si.x  modules  fifteen  minutes; 
in  the  Coliseum,  four  modules  two  minutes. 

Its  members,  in  Vignola,  are  as  follow  :  in  the  base  are 
a  plinth  fir  a  socle,  over  that  a  tore  carved,  then  a  reglct,  a 
gula  inverted  and  enriched,  and  an  astragal.  In  the  dye 
are  a  reglet,  with  a  conge  over  it ;  and  near  the  cornice 
a  reglet,  \\Mth  a  conge  underneath.  In  the  cornice  is  an 
astragal,  a  frieze,  fillet,  astragal,  gorge,  and  a  talon.  See 
each  under  its  proper  article. 

Pedestal,  Composite,  in  Vignola,  is  of  the  same  height 
with  the  Corinthian,  viz.  seven  modules ;  in  Scamozzi  si.x 
modules  two  minutes,  in  Palladio  si.x  modules  seven  minutes, 
in  the  Goldsmiths'  arch  seven  modules  eight  minutes. 

Its  members,  in  Vignola,  are  the  same  with  those  of  the 
Corinthian ;  with  this  difl'crence,  that,  whereas  these  are 
most  of  them  enriched  with  carvings  in  the  Corinthian,  they 
are  all  plain  in  the  Composite.  Nor  must  it  be  omitted,  that 
there  is  a  difference  in  the  profiles  of  the  base  and  cornice, 
in  the  two  orders. 

The  generality  of  architects,  Daviler  observes,  use  tables, 
or  panels,  either  in  relievo  or  creux,  in  the  dyes  of  pedestals, 
w  ithout  any  regard  to  the  character  of  the  order.  Those  in 
relievo,  he  observes,  only  fit  the  Tuscan  and  Doric  ;  the 
three  others  nmst  be  indented;  but  this,  he  adds,  is  a  thing 
the  ancients  never  practised,  as  being  contrary  to  the  rules 
of  solidity  and  strength. 

Pedestal,  Square,  that  whose  height  and  width  are  equal ; 
as  that  of  the  arch  of  the  lions  at  Verona,  of  the  Corinthian 
order;  and  such  some  followers  of  Vitruvius,  as  Scrlio, 
Philander,  &c.,  have  given  to  their  Tuscan  orders. 

Pedestal,  Bonhle,  that  which  supports  two  columns,  and 
is  larger  in  width  than  height. 

Pedestal,  Continued,  that  which  supports  a  row  of  columns 
without  any  break  or  interruption;  such  is  that  which  sus- 
tains the  fluted  Ionic  columns  of  the  palace  of  the  Tuileries, 
on  the  side  of  the  garden. 

Pedestals  or  Statues,  are  those  serving  to  support 
figures  or  statues. 

Vignola  observes  there  is  no  part  of  architecture  more 
arbitrary,  and  in  which  more  liberty  may  be  taken,  than 
in  the  "pedestals  of  statues;  there  being  no  laws  pre- 
scribed for  them  by  antiquity,  nor  any  even  settled  by  the 
moderns. 

There  is  no  settled  proportion  for  these  pedestals ;  but  the 
height  depends  «m  the  situation,  and  the  figure  they  sustain. 
Yet,  when  on  the  ground,  the  pedestal  is  usually  twcv-thirds, 
or  two-fifths,  of  that  of  the  statue  ;  but  always  the  more 
massive  the  statue,  the  stronger  nmst  be  the  pedestal.  Their 
form,  character,  &c.,  are  to  be  extr.anrdinary  and  ingenious, 
far  from  the  regularity  and  sinipli<ity  of  the  pedestals  of 
columns.  The  same  author  gives  a  great  variety  of  forms — 
oval,  triangular,  multangular,  &c. 
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PEDIMENT,  in  architecture,  a  iiiml  of  low  pinnacle, 
serving  to  crown  porticos,  or  finish  a  frontispiece  ;  and  placed 
as  an  ornament  over  gates,  doors,  windows,  niches, 
altars,  &c. 

The  pinnacles  of  the  ancient  houses.  Vitruvius  observes, 
gave  architects  the  first  idea  of  this  noble  part;  which  still 
retains  the  appearance  of  its  original. 

The  parts  of  the  pediment  are,  the  tympanum  and  its 
cornice.  The  first  is  the  panel,  nuked,  or  area  of  the  pedi- 
ment, enclosed  between  the  cornice,  which  crowns  it,  and  the 
entalilatiire,  which  serves  as  a  base,  or  socle. 

Architects  have  taken  a  great  deal  of  liberty  in  the  form 
of  this  member;  nor  do  they  vary  less  as  to  the  propcirlion 
of  the  pediment.  The  mo<t  beautiful,  .according  to  Daviler, 
is  that  where  it-:  height  is  about  one-fifth  of  the  length  of  its 
base.  The  pediment  is  usually  triangular,  and  .sometimes 
an  equilateral  triangle ;  this  is  also  called  ,a  pointed  pediment. 
Sometimes  it  is  circular;  though  Pelibien  observes,  that  we 
h:ive  no  instances  of  rounil  pediments  in  the  antique,  heside 
those  in  the  chapels  of  the  IJotunda.  Sometimes  its  upper 
coniiie  is  divided  into  three  or  four  sides,  or  light  lines; 
sometimes  the  cornice  is  cut,  or  open  at  top,  which  is  an  abuse 
introduced  hy  the  mud.  rns,  particularly  by  Michael  Angelo. 
For  the  design  of  this  part,  at  least  over  doors,  windows,  &c,, 
being  chiefly  lor  the  purpose  of  sheltering  those  underneath 
from  the  rain,  to  leave  it  open  in  the  middle  is  evidently  to 
frustrate  its  end. 

Sometimes  the  pediment  is  fortned  of  a  couple  of  scrolls 
or  wreaths,  like  two  consoles  joined  together.      See  Console. 

Sometimes,  again,  the  pediment  is  without  base,  or  its 
lower  cornice  is  cut  out,  all  but  what  is  bestowed  on  two 
columns,  or  pilasters,  and  on  these  an  arch  or  sweep,  raised 
in  lieu  of  an  entablature;  of  which  Serlio  gives  an  instance 
in  the  antique,  in  a  Corinthian  gate  at  Foliguy,  in  Umbria  ; 
and  JJaviler,  a  more  modern  one,  in  the  church  of  St.  Peter 
at  Rome. 

Under  this  kind  of  pediments,  also  come  those  little  arched 
cornices,  which  form  pediments  over  doors  and  windows, 
supported  by  two  consoles,  in  lieu  either  of  entablature  or 
columns. 

Sometimes  the  pediment  is  made  double,  i.  e.  a  less  pedi- 
ment  is  made  in  the  tympanum  of  the  larger,  on  account  of 
s(une  projerture  in  the  middle;  as  in  the  f ontispiece  of  the 
church  of  the  great  Jesus,  at  Home  :  lint  this  repetition  is 
an  abuse  in  architecture,  though  authorizeil  by  some  very 
good  liuildings;  as  may  be  seen  in  the  large  pavilion  of  the 
Louvre,  where  the  Caryatides  support  three  pediments,  one 
in  another. 

Sometimes  the  tympanum  of  the  pediment  is  cut  out,  or 
left  open,  to  let  in  light;  as  we  see  under  the  portico  of  the 
Capitol,  at  Rome. 

lu  all  the  remains  of  Greeiin  architecture,  the  horizontal 
cornice  is  never  interrupted  or  broken,  nor  is  there  any 
instance  of  a  circular  pediment,  nor  of  any  open  at  the  top. 
The  proportion  of  the  tympanum  is  from  one-fifth  to  one- 
ninth  pait  of  the  span,  in  the  pediments  which  remain  of 
Grecian  edifices.  In  the  Doric  tetrastyle  portico  at  Athens, 
the  height  of  the  tympanum  is  about  one-seventh  part  of  its 
triangular  base.  The  portico  of  the  temple  of  Theseus  is 
hexastyle;  and  the  height  of  the  tympanum  of  the  pediment 
is  about  an  eighth  part  of  the  span  of  its  triangular  base. 
The  portico  of  the  temple  of  Minerva  is  octostyle;  and  the 
height  of  the  triangular  tympanum,  about  one-ninth  of  its 
base.  So  that  the  higher  the  pediment,  the  less  is  the  height 
in  pioporlion.  And  thus  the  pediments  of  doors  and 
windows  ought  to  be  slill  higher,  as  is  verifi.d  in  the 
frontispiece  of  the  entrance-doorof  the  Tower  of  the  Winds, 


at  Athens,  where  the  height  of  the  tympanum  is  only  one- 
fifth  [tait  of  the  triangular  base. 

Vitruvius  expressly  disapproves  of  the  use  of  dentils, 
modillions,  or  mutnles,  in  pediments,  for  this  reason;  that  as 
mutules  and  modillions  were  the  representations  of  rafters, 
and  dentils  the  representations  of  laths,  and  as  these  essential 
parts  were  always  placed  in  the  inclined  sides  of  the  roof 
from  the  ridge,  to  overhang  the  eves,  it  would  cert.-iiidv  have 
been  improper  to  use  mutules.  modillions,  or  dentils,  in  a 
situation  where  the  originals  themselves  never  existed. 

Arches  under  pediments,  is  an  abuse  in  architecture. 

PELASGIAN,  or  Cvclopean  Architecture.  These 
titles  are  applied  indiscrimiiuUely  to  a  class  of  ancient  build- 
ings, to  V)e  found  in  various  parts  of  Greece,  which  consist 
principally  of  walls  and  fortifications,  such  as  the  walls 
surroiuiding  their  acropoles.  They  are  of  colossal  dimen- 
sions, and  composed  of  immense  stones,  or  rather  masses  of 
rock,  from  which  circumstance  they  have  obtained  the  title 
of  Cyclopean,  as  also  because  structures  of  a  similar  descrip- 
tion have  heeu  attributed  to  the  labours  of  the  Cyclopes  by 
many  of  the  Greek  historians.  The  erection-^  it  is  certain 
are  of  very  early  date,  and  are  in  all  probahility  of  Pelasgic 
origin,  thouiih  whether  the  Pelasgi  and  Cyclopes  are  of  the 
same  race  or  not,  it  would  be  difficult  if  not  impossible  to 
decide.  The  Pelasgi,  it  is  well  known,  were  settled  in 
Greece  at  a  very  early  period,  and  were  spread  over  the 
greater  part  of  the  country,  until  the  arrival  of  the  Hellenes : 
it  is  also  very  probable  that  they  had  emigrated  originally 
from  Asia  across  the  Hellespont,  and  round  the  northern 
shores  of  the  jEgean  sea.  It  is  true  that  this  is  somewhat 
opposed  to  the  Greek  traditions,  which  make  the  Pelopoimesus 
the  original  seat  of  the  Pelasgi ;  but  this  is  probably  but  a 
national  boast,  ami  m.ay  be  classed  in  the  same  category  as 
the  Athenian  claim  to  the  title  of  avroKdeveg.  This  matter, 
however,  as  well  as  the  whole  of  the  early  history  of  Greece, 
is  involved  in  great  obscurity,  and  has  been  the  subject  of 
much  learned  controversy,  into  which  it  is  not  our  intention 
to  enter  in  this  place,  nor  is  it  at  all  requisite  to  the  due 
consideration  of  the  matter  before  us.  There  is  also  a  striking 
similarity  in  the  construction  of  these  edifices,  and  of  those 
described  uiuier  Celtic  Architecture;  but  here  again  it 
is  next  to  impossible  to  tell  what  connection  existed  between 
the  builders  of  Stoneheuge  and  those  of  Argos  or  Myceiix, 
although  this  circumstance,  as  well  as  others,  would  lead  us 
to  su])pose  that  they  had  a  common  origin.  The  invcstigiv- 
ti(.n  of  such  sul)jects  are  interesting,  but  are  attended  with 
great  uncertainty.  We  shall  hereafter  have  occasion  to 
call  attention  to  a  particular  instance  of  the  similarity  exist- 
ing between  buildings  of  the  two  classes,  which  is  very 
remarkable;  one  of  the  structures  existing  in  Ireland,  the 
other  at  Mycenie. 

The  Pelasgian  buildings  are  remarkable  chiefly,  as  we  have 
l>efore  stated,  fir  the  rudeness  of  their  eoustructii>n,  and  the 
enormous  dimensions  of  the  stones  of  which  they  are  com- 
posed ;  indeed,  they  are  little  better  than  piles  of  rock  heaped 
together,  and  sustained  in  their  places  by  their  own  gravity, 
without  the  assistance  of  any  ccinentitious  preparation. 
Mr.  Hamilton  divides  the  existing  remains  into  four  classes, 
the  earliest  and  most  rude  being  that  in  which  vast  masse* 
of  rock  were  piled  one  'upon  the  other  in  the  same  state  as 
they  came  to  hand,  without  any  squaring  or  other  adaptation 
for  the  position  they  were  to  occupy.  In  such  masonry,  there 
must  have  been,  of  course,  apertures  of  considerable  size  left 
between  the  separate  masses,  and  these  were  filled  up  with 
smaller  stones,  so  as  to  render  the  work  solid  and  compact. 
Of  the  larger  stones,  some  of  the  masses  are  of  sn<h  vast 
dimensions,  as  to  contain  as  nmch  as  210  cubic  feet.    Of  this 
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do'-cripti<.ii  !vre  tlie  walls  of  Tiryns  and  Mycense,  although 
the  latter  are  pmbably  of  more  recent  date  than  the  funiier, 
tlie  sides  of  the  stones  being  somewhat  adapted  to  each 
other. 

in  the  second  method,  the  stones  are  somewhat  smaller, 
ami  are  of  irregular  size  and  figure,  the  diflerent  stones  vary- 
ing from  each  other  in  both  respects;  but  the  surfaces  of 
each  are  adapted  to  the  others  with  great  nicety.  It  would 
seem  as  if  the  ^toncs,  when  taken  from  the  quarry,  were 
woiked  according  to  the  shape  in  which  lliey  ha|)pened  to  be 
detached  from  their  beds,  by  reducing  the  sides  ti)  an  even 
surface,  but  still  pieserving  the  general  form  of  the  mass. 
These  polygonal  stones  were  generally  of  seven  or  eight 
sides,  but  sometimes  of  as  many  as  thirteeii;  they  form  a 
wail  of  C(iii>iderable  -tability  and  strength. 

In  the  third  mode,  the  stones  were  laid  in  horizontal 
courses,  but  were  of  diilerent  dimensions,  one  stone  occasion- 
ally rising  above  the  level  of  the  adjoining  ones,  so  that  the 
courses  were  somewhat  iri-egular  ;  the  joints,  too,  were  some- 
times perpendicular,  but  at  others  inclined  to  the  horizon  at 
various  angles. 

The  fourth  method  comprises  walls  composed  of  stones 
squared  on  all  sides,  and  of  the  form  of  parallelopipedons, 
layed  in  regular  horizontal  courses.  In  all  these  methods, 
the  stones  were  layed  dry  without  any  mortar,  and  yet  they 
are  so  strong  as  to  have  resisted  the  vicissitudes  of  three 
thousand  years.  Sometimes  we  find  more  than  one  method 
adopted  in  the  same  structure,  but  this  is  probably  owing  to 
more  recent  additions  or  repairs. 

Amongst  the  more  noted  exam])les  of  this  mode  of  build- 
ing, stand  the  walls  of  Tiryns  and  Mycente,  and  the  treasury 
of  Atreus,  which  we  proceed  to  describe  seriatim;  but  we 
nnist  premise,  that  we  are  indebted  for  the  descriptions  to 
the  accounts  of  Stuart  and  Hughes. 

Tlie  ruins  of  Tiryns  arc  probably  the  oldest  and  best  ex- 
amples now  in  existence,  and  are  supposed  to  have  been 
erected  about  fourteen  centuries  u.  c.  This  acropolis  is  built 
on  a  small  mount  about  50  teet  above  the  level  of  the  plain, 
and  tlie  tiiuiulations  of  the  enclosure  are  still  perfect.  It  had 
entrances  from  the  east  and  west,  and  one  at  the  south-eastern 
angle.  That  at  tlie  east  is  still  in  tolerable  preservation,  and 
is  approached  by  an  incline.  15  feet  wide,  along  the  eastern 
and  southern  sides  of  a  lower  20  feet  square,  and  40  feet 
high,  passing  at  the  end  of  the  second  side  under  a  gateway 
composed  of  immense  blocks  of  stone;  the  stone  forming 
the  architrave  being  lOi^  feet  long.  It  is  thought  that  theie 
was  formerly  a  triangular  stone  above  the  architrave  of  this 
portal,  forming  a  kind  of  pedinitnt;  the  fragments  are  now 
lying  on  the  spot,  but  withcjut  any  appearance  of  having 
been  sculptured.  The  walls  are  generally  25  feet  thick, 
and  .-ire  formed  of  three  paiallel  ranks  of  stone.s,  five  feet 
thick,  which  separate  two  ranges  of  galleries  in  the  walls, 
each  five  feet  broad,  and  about  twelve  feet  high  ;  the  sides 
of  the  galleries  are  formed  of  two  courses  of  stone,  and  the 
Covering  of  other  two  horizontal  courses,  which  project  until 
they  meet. 

The  roof  is  pointed  when  seen  from  below,  the  lower  sur- 
faces of  the  stones  being  cut  at  an  angle  of  45  degrees.  That 
part  of  the  gallery  which  is  n<AV  uncovered,  is  about  90  feet 
long,  and  has  six  openings  or  recesses  towards  the  east,  one 
of  which  is  a  kind  of  window  or  door,  which  probably  com- 
municated with  some  exterior  building,  of  which  there  are 
still  some  traces  of  the  f()undaiion  in  existence;  the  space 
between  these  niches  varies  from  10  feet  6  inches  to  9  feet  S 
inches,  and  the  niches  themselves  are  from  5  feet  6  inches  to 
4  feet  10  inches  wide.  These  galleries  probably  continued 
all    round    the    citadel ;    but    they    are    only    accessible   at 


present  where  the  walls  are  least  perfect,  at  the  southern 
part  of  the  enclosure.  They  were  probably  constructed  for 
shelter  of  the  garrison  in  case  of  siege,  as  no  loopholes  or 
other  apertures  open  from  them  into  the  plain,  which  would 
have  been  the  case  had  they  been  o<jnstrucled  for  any  defen- 
sive purpose.  If  the  inner  gallery  received  light  from 
the  arched  area,  the  exterior  must  have  renniined  almost 
dark. 

No  remains  of  the  south-eastern  portal  remain  :  it  appears 
to  have  been  coimected  with  the  eastern  gate  by  an  avenue 
enclosed  between  the  outer  wall  and  the  inner  curtain,  yet  it 
is  not  easy  to  conjecture  the  use  of  this  singular  place. 
Olheis  of  a  sinnlar  kind  are  met  with  at  Argos,  and  in  some 
other  ancient  cities  of  Greece. 

The  northern  point  of  the  hill  is  less  elevated  than  any 
other,  and  its  wall  is  composed  of  stones  of  a  smaller  size 
than  those  employed  in  the  galleries.  All  the  exterior  walls 
are  composed  of  rough  stones,  some  of  them  9  feet  4  inches 
in  length,  and  4  feet  thick — their  usual  size  is  from  3  to  7 
feet.  The  wall,  when  entire,  must  have  been  about  60  feet 
high.  On  the  eastern  side,  the  wall  has  been  entirely 
destroyed,  probably  by  the  Argives,  about  460  years  beforo 
Christ,  that  the  city  might  be  left  entirely  unprotected. 

There  is  a  small  entrance-gate,  in  \.\\&  j^oliited  form,  6  feet 
1  inch  wide,  situated  in  the  recess  of  the  western  wall;  it  is 
defended  by  a  wall  projecting  in  a  curve. 

The  whole  length  of  the  citadel  is  about  G60  feet,  and  the 
breadth  about  ISO  feet;  and  the  walls  are  constructed  upon 
a  straight  line,  without  any  reference  to  the  sinuosities  of  the 
rock. 

"The  Propylcea,  or  massive  portal  of  the  Acropolis  of 
Mycenoe,  is  one  of  the  most  interesting  antiquities  which  time 
has  spared.  It  is  of  Cyclopean  architecture,  constructed  with 
blocks  of  surprising  nuignitude,  the  architrave  consisting  of  a 
single  stone,  15  feet  in  length,  by  4^  in  height :  two  parallel 
wails,  composed  of  huge  masses,  piled  up  in  an  uncouth 
maimer,  which  nothing  but  their  size  and  weight  would  ever 
have  kept  firm,  project  fioni  the  gateway,  and  form  an  oblong 
court  about  50  feet  deep.'"  '-Over  the  architrave  of  this 
portal  is  one  of  the  most  ancient  pieces  of  sculpture  existing 
perhaps  in  the  world;  it  is  cut  in  high  relief  upon  a  triangu- 
lar stone,  the  base  of  which  is  11  feet,  and  the  perpendicular 
height  10,  being  very  similar  in  appearance  to  an  armorial 
shield.  The  subject  is  an  inverted  column  resting  upon  a 
portion  of  its  entablature,  between  two  lions  rampant  for 
.supporters;  each  animal  stands  on  a  columnar  plinth,  at 
equal  distances  from  the  pillar,  whose  inverted  pedestal  is 
decorated  with  a  kind  of  beaded  string,  consisting  of  four 
spheiical  balls ;  there  is  also  seen  on  the  frieze  of  the 
entablature  immediately  under  the  capital  of  the  column,  an 
elliptical  excavation,  and  half  the  same  device  appears  under 
each  of  the  plinths  on  which  the  lions  stand." 

To  the  south  of  the  gate  of  the  linns,  the  wall  of  the 
capital  is  much  ruined,  in  one  part  something  like  a  tower 
is  visible,  which  being  perpendicular,  while  the  curtain 
inclines  a  little  inward  from  its  base,  there  remained  a  pro- 
jection at  the  top  sufficient  for  an  archer  to  defend  the  wall 
below.  The  blocks  of  the  superstructure  are  in  general  of 
large  dimensions,  while  those  of  the  foundation  are  consider- 
ably smaller. 

With  the  exception  of  the  gates,  the  whole  circuit  of  the 
citadel  is  constructed  of  rough  masses  of  rock,  very  accu- 
rately adjusted  and  fitted  to  each  other,  though  the  smaller 
stones  which  filled  up  the  interstices  have  generally  dis- 
appeared :  this  style  of  building  has  commonly  been  called 
Cyclopean.  It  certainly  appears  that  the  walls  of  the  most 
ancient  cities  of  the   Peloponnesus,  whether  attributed   to 


PEL 


272 


PEL 


the  Cvclops  or  not,  were  of  this  construction.  Tiiyiis  and 
Myceniu  dillcr  from  other  aciopoles  in  iheir  gallfriis  mid 
gates,  so  that  perhaps  the  ponderous  method  which  so 
nearly  resembles  llie  style  used  \>y  the  Egyptians,  of  which 
the  gate  of  the  lions  is  the  best  specimen  in  Europe,  is  the 
real  Cyclopean;  while  the  remainder  of  the  circuit  is  the 
work  of  llie  natives.  These  fortifications  were  reputed  to  be 
impregnable,  and  were  so  in  ancient  limes.  At  the  siege 
of  Mycenas  by  the  Argives,  these  warriors  found  themselves 
unable  to  destroy  the  city,  but  they  forced  the  iidiabitants  to 
surrender  through  famine.  Myccnse  was  demoli.shcd  by  the 
Argives  at  the  time  of  the  destruction  of  Tiryns;  the  build- 
ings were  overthrown,  and  the  city  for  nearly  3,000  years 
has  been  desolate. 

The  southern  ramparts  of  the  citadel  and  all  the  other 
walls  follow  the  natural  irregularity  of  the  precipice  on 
which  they  are  founded.  At  its  eastern  point  it  is  attached 
by  a  narrow  isthmus  to  the  mountain.  It  is  a  long,  irregular 
triangle,  standing  nearly  east  and  west ;  the  walls  are  mostly 
constructed  of  the  second  style  of  well-jointed  polygons, 
although  the  rough  construction  is  occ;isionallv  seen. 

So  small  a  fortress  seems  unworthy  of  the  'I'irvnthian 
hero;  but  though  the  space  it  occupies  is  so  circumscribed, 
the  walls  are  truly  hereiilean ;  their  general  tbieliness  is 
21  feet,  in  some  placis  they  are  2;') ;  their  present  height,  in 
the  most  perfect  part,  is  43  feet.  In  some  places  there  are 
square  projections  from  the  walls,  in  tiirm  of  towers;  but 
the  projection  is  very  slight:  the  most  perfect  of  these  is  at 
the  south-east  angle,  its  breadth  is  33  feet,  and  its  height 
43  feet. 

The  construction  of  the  lateral  walls  is  nearly  regular, 
dilU'riiig  from  the  walls  which  constitute  the  peribolus,  or 
boundary,  of  the  acropolis,  which  are  irregular  polygons; 
they  are  of  the  hard  breccia  stone  found  on  the  spot,  but  the 
block  ornamenled  with  the  lions  resembles  in  its  appearance 
the  green  basalt  of  Egypt.  The  back  or  inner  part  of  the 
gate  of  the  lions  is  highly  interesting,  as  it  exhibits  two 
styles  of  constnietion  totally  ditlering  from  each  other;  that 
side  which  is  towards  the  plain  of  Argos  is  of  the  rough 
C_)clopean  masonry,  while  the  other  side  is  regularly  con- 
structed like  the  front  of  the  gate  and  two  lateral  walls  which 
diverge  from  it.  It  would  appear  that  the  gate  had  been 
made  some  time  after  the  original  Cyclopean  structure. 
Without  presuming  to  decide  whether  the  regular  as  well  as 
the  irregular  or  polygonal  construction  were  not  sometimes 
employed  at  the  same  peiiod,  there  are  indeed  reasons  for 
believing,  that  while  the  walls  of  acropoles,  or  citadels,  and 
other  strong  places,  were  composed  of  Cyclopean  masoiny, 
the  temples,  sepulchres,  and  sacred  edifices  were  formed  of  a 
moie  regular  construction  ;  as  the  former  were  principally 
adapted  to  resist  the  impulse  of  warlike  engines,  while  the 
sanctuaries  of  the  gods,  and  the  chambers  of  the  dead,  were 
regarded  with  reverential  awe  even  by  enemies. 

A  nuignifieent  wall,  composed  of  irregular  polygons, 
closely  united  and  carefully  smoothed,  supports  the  terrace 
on  which  tile  gate  of  the  lions  is  situated. 

The  area  of  the  acropolis  is  a  long  irregular  triangle, 
standing  nearly  east  and  west.  On  the  northern  side,  the 
declivity  alo  is  very  stec|),  and  there  is  a  gate  which  con- 
sists nf  two  stones,  covered  by  a  third.  The  opening  is  5 
feet  11  inches  wide  at  bottom,  and  5  feet  4  inches  at  top. 
Above  the  architrave  is  a  large  stone  approaching  the  form 
of  a  triangle,  with  which  the  ruin  is  about  14  feet  high. 
The  gates  folded,  and  were  secured  by  bars.  The  access  to 
this  entrance  was  by  an  artificial  terrace,  which  was  com- 
pletely Commanded  by  the  wall.  A  curtain  nearly  in  a 
right  line  extends  from  this  gate  to  that  of  the  lions;  and  it 


is  very  probaV)le  that  certain  holes  in  the  earth  above  this 
wall,  which  are  shown  by  the  natives  as  cisterns,  are 
actually  connected  with  galbries  similar  to  those  nf  Tir\  nthus. 
After  entering  the  gale,  there  was  a  road,  commande<l  by  a 
wall,  which  traversed  the  hill  almost  to  the  opposite  side  be- 
fore it  turned  to  the  summit;  so  that  the  acropolis  was 
defended  by  at  least  a  triple  enclosure:  on  the  northern  side 
is  a  small  gate,  with  its  lintel,  entire.  The  structure  is  so 
disposed,  that  those  who  entered  it  would  have  their  left  arm, 
which  was  guarded  by  the  shield,  on  the  side  of  the  acropolis, 
which  is  a  deviation  from  the  common  rule  followed  in  con- 
stnicting  ancient  Greek  fortresses  of  all  ages.  The  grooves 
for  the  bolts  in  the  jambs  of  the  door  are  of  large  dimensions. 
A  deep  i-ocky  glen  separates  the  acropolis  from  the  neigh- 
bouring hill  :  there  was  anciently  a  bridge  over  the  ravine: 
one  of  the  side-walls  still  remains,  consisting  in  well  jointed 
polygons. 

Of  the  treasury  at  Atrens,  near  Mycensc,  which  is  a  very 
remarkable  building,  Mr.  Hughes  gives  us  the  following 
description,  which  we  would  lieg  the  reader  to  compare  with 
the  account  of  a  structure  at  New  Grange,  near  Droi;heda, 
Ireland,  given  under  Celtic  Arohitectuue.  It  is  the 
opinion  of  many  archajologists  that  the  Titan  Celtie  were  of 
the  same  race  as  the  Cyclops,  who  built  the  acropolis  of 
Tiryns. 

"  Descending  down  a  slope  flanked  by  enormous  walls,  we 
arrived  at  a  plain  entrance,  noble  in  its  simplicity  and  mag- 
nitude;  it  is  10  feet  in  breadth  by  18  in  depth— one  of  the 
stones  composing  the  architrave  or  lintel  being  a  single 
block,  27  feet  long,  Iti  broad,  and  4  deep.  Immediately  over 
it  is  a  triangular  aperture,  whicn  probably  contained  sculp- 
ture appertaining  to  Egyptian  rites;  the  pyramidal  form  of 
tlie  triangle  being  considered  an  emblem  of  the  fiery  element. 
The  chief  apartment  of  this  treasury  is  a  dome,  very  similar 
in  shape  to  an  English  bee-hive,  constructed,  like  the  gal- 
leries of  Tiryns,  with  large  blocks  in  horizuntal  courses,  each 
course  projecting  over  the  one  immediately  below  it,  whilst 
the  interior  surface  is  cut  into  form  by  the  chisel.  The 
diameter  of  its  area  is  47  feet;  and  at  the  end  of  the  first 
quadrant,  to  the  right  of  the  entrance,  is  a  passage  leading 
into  an  inner  room,  about  27  feet  by  20  in  dimensions,  the 
walls  of  which  are  not  lined  with  any  kind  of  masonry. 
This  vault,  near  50  feet  high,  is  finished  at  the  top  by  a 
single  stone,  like  the  treasury  of  Minyas,  at  Orchomenos; 
however,  it  is  not  a  key-stone,  for  the  principle  of  the  arch 
is  unapplied  to  this  peculiar  mode  of  construction.  The 
inner  surfaces  of  the  blocks  are  pierced  with  holes,  from 
whence  many  bronze  nails  have  been  extracted,  which  are 
supposed,  not  wilhuut  probability,  to  have  fastened  plates 
of  that  metal  over  the  interior  surface  of  the  edifice,  as  at  the 
Pantheon,  Rome." 

The  approach  to  the  treasury  is  20  feet  in  width.  The 
blocks  of  stone  composing  the  larger  chamber  are  laid  in 
regular  courses,  of  which  there  are  thirty-fiuir  visible,  each 
cour.so  being  about  two  feet  in  thickness.  The  sti  nes,  how- 
ever, are  not  all  of  eriiial  dimensions,  but  are  united  with  the 
greatest  precision,  and  wilhout  the  aid  of  cement ;  they  are 
composed  of  the  hard  and  beautiful  breccia  of  whii-h  the 
neighbouring  rocks  almost  entirely  consist.  The  entrance  to 
the  inner  chamber  is  9^  feet  high,  4  feet  7  inches  wide  at  the 
base,  and  4  feet  3  inches  at  top :  it  has  also  a  triangular  cavity 
above,  similar  to  that  over  the  larger  chamber.  These  tri- 
angular spaces  have  been  thought  by  some  to  be  a  rude 
method  of  relieving  the  centre  of  the  linttd  stone,  and  throw 
the  weight  upon  its  ends;  but  others  suppose  them  to  have 
some  mystical  allusion,  which  is  not  impmbable. 

Various  other  e.xamples  besides  those  just  described  still 
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remain  in  various  pai  t>  of  (Greece,  in  Bow^tia,  Attica,  Argolis, 
and  I'hocis;  also  at  Julis  and  Delphi;  but  the  above  will 
probably  give  a  sufficiently  explicit  idea  of  their  general 
character. 

PELECOIDES,  (from  the  Greek  mXeKvg,  a  hatchet,  and 
eiSog,  form)  a  figure  in  the  form  of  a  hatchet.  Such  is  the 
figure  B  c  D  A,  contained  under  the  inverted  quadrantal  arcs 
A  B  and  A  D,  and  the  semicircle  b  c  d. 

The  area  of  the  pelecoides  is  demonstrated  to  be  equal  to 
the  square  A  c ;  and  that,  again,  to  the  rectangle  e  b.  It  is 
equal  to  the  square  a  c,  because  it  wants,  of  the  square  on 
the  left  hand,  the  two  segments  a  b,  and  A  d,  which  are  equal 
to  the  two  segments  b  c  and  c  d,  by  which  it  exceeds  on  the 
right  hand. 

PEND,  a  vaulted  roof  without  groining. 
PENDENT,  or  Philosophical  Bridge,  a  wooden  bridge 
supported  by  posts  and  pillars,  and  sustained  only  by  but- 
meiits  at  the  ends.     See  Bridge. 

Pkndest,  an  ornament  not  uncommon  in  the  vaulted  roofs 
of  the  late  or  perpendicular  period  of  Gothic  architecture. 
It  consists  of  a  boss  of  foliage,  or  other  ornament,  suspended 
fiom  the  summit  of  the  vaulting  at  the  end  of  ribs,  which, 
converging  from  the  soffit  of  the  roof,  meet  at  a  point  below, 
which  is  covered  with  the  boss  alluded  to.  Beautiful  exam- 
ples exist  at  Henry  Vll.'s  chapel,  Westminster. 

Ornaments  of  a  similar  description  occur  also  in  the  timber 
roofs  of  the  same  date,  as  likewise  attached  to  the  ends  of 
the  hammer-beams,  or  to  the  extremities  of  the  ridge-pieces 
of  a  roof,  to  receive  the  ends  of  the  baige-boards. 

PENDENTIVE,  in  architecture,  the  whole  body  of  a 
vault,  suspended  out  of  the  perpendicular  of  the  walls,  and 
bearing  against  the  arc-boutants. 

Daviler  defines  it  a  portion  of  a  vault  between  the  arches 
of  a  dome,  usually  enriched  with  sculpture.  Felibien,  the 
plain  of  the  vault  contained  between  the  double  arches,  the 
ibriniiig  arches,  and  the  ogives. 

The  pendentives  are  usually  of  brick,  or  soft  stone  ;  and 
care  must  be  taken  that  the  joints  of  the  masonry  be  always 
laid  level,  and  in  right  lines  proceeding  from  the  sweep 
whence  the  rise  is  taken. 

The  joints,  too,  must  be  made  as  small  as  possible,  to 
save  the  necessity  of  filling  them  up  with  slips  of  wood,  or 
of  using  much  moi  tar. 

Pendentive  Bracketing,  a  cove  bracketing,  springing 
from  the  rectangular  walls  of  an  apartment  upwards  to  the 
ceiii-^  so  as  to  form  the  horizontal  part  of  the  ceiling  into  a 
complete  circle,  or  ellipsis. 

The  proper  criterion  for  such  bracketing  is,  that  if  the 
walls  are  cut  by  horizontal  planes  through  the  coved  parts, 
all  the  sections  through  such  parts  will  be  portions  of  circles, 
or  portions  of  ellipses,  having  their  axes  proportional  to  the 
sides  of  the  apartment,  so  that  each  section  will  be  a  com- 
pound figure.  Besides  having  four  curvilinear  parts,  it  will 
have  four  other  paits,  which  are  portions  of  the  sides  of  the 
rectangular  apartment ;  and  the  axis  of  the  ellipsis  will 
bisect  each  side  of  the  rectangle. 

Pendentive  Cradling.  The  surfiice  to  be  formed  may 
be  thus  conceived.  Let  a  square  be  inscribed  within  the  cir- 
cumterence  of  the  base  of  a  hemisphere,  and  let  the  hemisphere 
be  cut  by  four  planes  through  the  sides  of  the  square,  per- 
pendii-ular  to  the  plane  of  the  base  ;  then  let  this  hemisphere 
be  again  cut  by  another  plane  parallel  to  the  plane  of  the 
base,  to  touch  the  section  of  the  four  parts  cut  ofi';  the  sur- 
face of  the  remaining  solid  will  then  consist  of  a  portion  of 
the  hemisphere,  one  entire  circle,  and  four  equal  semicircles, 
each  at  right  angles  to  the  entire  great  circle.  Therefore,  if 
the  ribs  be  fi.xed  in  planes  passing  through  the  axis  of  the 


sphere,  and  the  two  ribs,  which  stand  upon  the  diagonals, 
will  be  entire  semicircles  ;  or,  if  a  dome  be  perforated  by  a 
cylindric  surface,  of  which  the  axis  is  that  of  the  dome,  the 
ribs  will  still  have  the  same  position  at  any  springing,  which 
is  one  of  the  semicircular  arches. 

Plate  I.  Figure  1.— The  representation  of  the  pendentive 
cradling  of  a  dome.  No.  1,  a  b  c  d,  the  plan  ;  b  f  c  the 
springing-line  of  a  semicircular  form,  described  on  the  diame- 
ter, b  c.  The  shaded  parts,  at  i,  k,  I,  m,  n,  mark  the  places 
for  the  feet  of  the  ribs  to  stand  upon.  g,  h,  sections  of  the 
curb.  No.  2.  The  elevation,  o  p  and  q  b,  the  shortest  ribs 
used ;  of  these,  there  are  four  each,  standing  in  the  middle. 
Figure  2.  No.  1,  2. — Plan  and  elevation,  representing  the 
pendentive  cradling  of  a  dome. 

Figure  3. — The  geometrical  construction  of  the  pendentive 
cradling  of  a  segment  dome.  This  figure  shows  the  portions 
of  the  ribs  that  must  be  used  in  the  construction  of  the  car- 
pentry :  thus,  c  ti,  c  V,  c  w,  c  X,  are  the  ribs  which  every 
eighth-part  of  the  plan  requires. 

Figure  4.  No.  1,  2. — The  plan  and  elevation  of  the  pen- 
dentive cradling  of  a  cone. 

Plate  2.  Figure  1. — Plans,  sections,  and  ribs  of  penden- 
tive cradling. 

To  construct  this  cradling,  let  a  b  c  d.  No.  1,  be  the  plan, 
which  is  an  oblong  figure.  We  must  find  the  circumscribing 
plan  of  the  spheroid,  s»  that  the  length  and  breadth  shall  be 
in  the  same  ratio  as  the  two  dimensions  of  the  plan.  For 
this  purpose,  draw  the  diagonals,  a  o  and  b  d,  cutting  each 
other  in  e.  Through  the  centre  e,  draw  m  i  parallel  to  b  c, 
or  a  d,  cutting  the  plan  at  x  and  h  ;  also,  through  e  draw 
K  L,  parallel  to  b  a,  or  c  d,  cutting  the  side  b  c,  at  f.  From 
the  centre,  e,  describe  a  quadrant,  to  touch  the  side  of  the 
plan  at  f,  so  that  the  portion  of  the  circumference  may  be 
contained  between  k  e  and  i  e  ;  bisect  the  arc,  and  through 
the  point  of  bisection,  draw  a  line  parallel  to  b  c,  or  any  of 
its  parallels,  cutting  the  diagonal,  a  c,  in  u ;  join  f  g  and  o  h, 
and  draw  c  k  and  c  i  respectively  parallel  to  g  f  and  g  h  ; 
make  e  l  equal  to  e  k.  and  e  m  equal  to  e  i ;  then  about 
the  two  axes,  m  i  and  k  i,  describe  an  ellipsis,  which  will  be 
the  ba^e  of  the  spheroid  that  will  form  the  surface  for  the  ribs. 
When  the  plane  of  th  figure  to  be  covered  is  square,  draw 
the  seats  of  the  ribs  as  in  preceding  examples.  Also,  draw 
the  kirb  for  the  skylight  in  the  same  proportion  as  the  sides 
of  the  plan  :  then  "the  rib  which  stands  upon  f  u  will  be  the 
portion  of  the  quadrant  of  a  circle,  described  with  the  radius 
E  K,  as  at  No.  4,  where  e  k,  No.  4,  answers  to  e  k,  No.  1  ; 
yfc  /  to  K  F  ;  and  fu  to  f  u;  then,  by  drawing  the  perpcn- 
dicular,/Zand  t«  n,  No.  4, to  cut  the  quadrant,  /•  m,  at  /  and 
n,  I  n  will  show  the  portion  of  the  curve  which  will  form  the 
complete  edge  of  the  rib  to  cover  the  part  f  u. 

Take  half  the  transverse  axis,  m  e.  No.  1,  and  apply  it  in 
the  straight  line,  m  e,  the  left-hand  figure  at  the  bottom  ; 
draw  e  o  perpendicular  to  7»  e,  and  make  e  o  equal  e  k,  No.  1 ; 
describe  the  quadrant  of  an  ellipsis,  o  nlm;  make  m  x,xw, 
respectively,  equal  to  m  x,  x  w.  No.  1,  draw  the  perpendicu- 
lars, ID  n  and  x  I,  then  the  portion  of  the  ellipsis,  intersected 
at  n  and  /,  will  be  the  edge  of  the  rib  to  cover  x  w  on  the 

plan. 

In  like  manner  b  n,  No.  5,  is  the  edge  of  the  ribs  to  cover 
the  half  of  either  diagonal,  a  c  or  b  d. 

No.  2,  the  transverse  section  and  elevation. 

No.  3.  the  longitudinal  section  and  elevation,  showing  how 
the  ribs  are  to  be  fixed. 

PENETRALE,  the  most  sacred  chamber  of  a  heathen 

temple. 

PENETRALIA,  chapels  in  Roman  houses,  in  which  the 
females  or  household  gods  were  placed. 
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PEM'IF.NTIAKY  IKJUSE.     See  Prisos. 

I'ENS'l'OCK,  ill  eiij;iiu-L'riiig.  a  irate  employed  for  pond- 
ing l)uck-w;iler;   it  works  up  vertically  in  a  grooved  frame. 

PEN'TADt  »ltC)N.  a  lioman  brick,  whose  length  measures 
live  palms.      See  I'kick. 

PENTAGON  (from  the  Greek  Trevrayovog,  qvinquangu- 
lus,  compounded  of  Trevre,  five,  and  yiovia,  an  aiiyte)  in  geo- 
metry, a  figure  of  live  sides  and  live  angles. 

If  the  live  sides  are  equal,  the  angles  are  so  too ;  and  the 
figure  is  called  a  regular  pentagon.  Most  citadels  are  regu- 
lar pentagons. 

The  most  considerable  property  of  a  pentagon  is,  that  one 
of  it-s  sides,  for  example,  d  e,  is  equal  in  power  to  the 
sides  of  a  he.xagon  and  a  decagon  inscribed  in  the  same  circle, 
abode;  that  is.  the  square  of  the  side  d  e  is  equal  to  the 
sum  of  the  squares  of  the  sides  d  a  and  d  b. 

A  pentagon,  and  also  a  decagon,  may  be  inscribed  in  a 
circle,  by  drawing  the  tw(j  iliaiiieters,  a  p,  m  n,  perpendicu- 
lar to  each  other,  and  bisecting  the  radius  on  at  q.  With 
the  centre  q,  and  distance  q  a.  describe  the  arc  A  r ;  and  with 
the  centre  a,  and  radius  a  r,  describe  the  arc  r  b;  then  a  b 
is  one-liflh  i>f  the  circumference;  and  a  u,  carried  live  times 
over,  will  form  the  pentagon;  and  the  arc  A  b  bisected  in  s, 
will  give  A  «,  the  tenth-part  of  the  circumference,  or  the  side 
of  the  decagon. 

If  tangents  be  drawn  through  the  angular  points,  they 
will  form  the  circumscribing  pentagon,  or  decagon.  See 
Polygon,  and  Regdlar  Fiuure. 

Pappus  has  also  demonstrated,  that  twelve  regular  penta- 
gons contain  more  than  twenty  triangles  inscribed  in  the 
same  circle,  lib.  v.  probl.  45. 

The  dodecahedron,  which  is  the  fourth  regular  body,  con- 
sists of  twelve  pentagons. 

PENT.\(jU.\PI1,  or  more  correctly  Pantagraph,  or 
Parallelogra.m,  an  instrument  for  copying  jilans,  maps, 
designs,  &c.,  with  expedition,  even  by  a  person  unskilled  in 
the  art  of  drawing. 

This  instrument  consists  of  four  brass  or  w'ooden  rulers,  in 
the  form  of  a  parallelogram,  with  moveable  joints  at  the 
angles ;  two  of  the  rulers  are  extended  beyond  the  parallelo- 
gram, one  for  the  purpose  of  carrying  a  fixed  socket,  called 

C,  with  a  metal  tracer,  in  order  to  trace  over  the  (uitlines  uf 
the  original  drawing  or  print;  and  the  other,  called  b,  for 
carrying  a  moveable  socket ;  also  called  b,  wilh  a  pencil,  in 
order  to  trace  out  a  drawing  similar  to  the  original.  The 
parts,  B  and  c,  of  the  rulers  thus  extended,  being  upon  the 
same  side  of  one  of  the  diagonals,  the  side  of  the.  parallelo- 
gram, called  D,  which  adjoins  the  ruler  with  the  moveable 
socket,  has  another  moveable  socket,  also  called  d.  in  order 
to  insert  a  vertical  pin,  which  is  fixed  in  a  flat  piece  of  lead; 
both  of  the  moveable  sockets,  b  and  d,  are  clamped  by  means 
of  a  screw.     As  the  metal  tracer,  c,  the  pin  in  the  socket 

D,  and  the  pencil  in  the  socket  b.  are  cylindricaL  in  fixing 
the  instrument,  the  axes  of  the  thnn;  cylinders  must  be  .set 
all  in  the  same  plane,  and  they  will  remain  so  throughout 
every  movement  of  the  instrument. 

The  pins  which  fasten  the  parallelogram  at  the  angles 
being  also  vi'itical  c\  lindcrs  to  the  plane  of  the  instrument, 
the  axis  of  the  metal  tracing  point,  in  the  socket  c,  and  those 
of  the  two  pins  in  the  sockets  of  r.  and  d,  must  be  in  the 
same  plane ;  aKo,  the  axis  of  the  pin,  in  the  socket  d,  and 
thiise  of  the  ruler  d  at  the  joints,  must  also  be  in  a  plane. 
In  order  to  make  the  movement  of  the  instrument  easy,  it  is 
provided  with  casters,  or  rollers,  each  of  which  turns  on  an 
axis  in  the  same  line  with  the  axis  at  the  joints  or  angles. 

The  extended  part  of  the  ruler  b,  on  which  the  socket  and 
pencil  are  carried,  has  several  graduations,  or  divisions,  which 


show  the  proportion  of  the  drawing  lo  be  made  to  the  original ; 
and  thus  i-alliug  the  centre  of  the  joint  connecting  the  extend- 
ed bars,  the  apex  of  the  iuxtniment,  the  lirst  division  on  the 
extended  part,  b,  is  equally  distant  from  the  apex  with  the 
axis  of  the  tracing  point  on  the  other  extended  part,  c ;  and 
the  ruler,  d,  which  has  the  steel  pin,  has  a  corresponding 
division,  exactly  opposite  the  vertex,  when  the  extended 
rulers,  b  and  c,  are  brought  into  a  straight  line,  and,  conse- 
quently, the  instrument  is  divided  thereby  into  two  equal 
parts ;  and  thus  it  becomes  necessary  to  have  the  two  oppo- 
site sides  of  the  parallelogram,  which  has  the  side  marked  n, 
longer  than  the  other  two  sides,  one  of  which  has  the 
extended  part  B. 

The  divisions  upon  the  extended  part,  B,  being  fixed  upon, 
and  numbered  from  1-1,  1-2,  1-3,  1-4,  to  1-12;  that  is, 
1,  ^,  ^,  ■^,  &c.,  towards  the  vertex,  the  other  divisions  upon 
the  side  of  the  parallelogram,  d,  are  marked  with  correspond- 
ing figures.  1-1,  1-2,  1-3,  &c.,  in  such  a  manner,  that  when 
the  extended  sides  are  brought  into  a  straight  line,  the 
division  marked  1-2,  on  the  side  d,  divides  the  instrument 
into  three  equal  parts,  from  the  division  1-2  on  b,  to  the 
point  c,  on  the  axis  of  the  tracing  point  on  the  other  extended 
leg,  c;  and  thus  the  distance  from  1-2,  on  the  side  d,  to  1-2 
on  the  side  D,  will  be  half  the  distance  between  1-2  on  the 
side  D  and  the  point  c,  on  the  extended  part  c. 

In  like  manner,  the  division  marked  1-3.  on  the  side  n, 
divides  the  instrument  into  four  equal  parts,  from  1-3  on  b, 
to  the  tracer  on  c;  and  thus  1-3  on  d  will  be  distant  from 
1-3  on  B,  and  one-third  of  the  distance  from  1-3  on  d  to  the 
axis  of  the  tracer  on  c. 

The  other  proportions  are  found  in  a  similar  manner. 

The  lidncia!  edges  of  the  clamps,  which  carry  the  socket 
for  the  steel  pin,  and  the  socket  for  holding  the  pencil,  cross 
the  rulers,  to  which  they  are  attached,  at  right  angles,  and 
would,  if  produced,  cut  the  axis  of  the  cylindrical  socket  in 
each  of  the  said  rulers.  The  upper  part  of  the  cylindrical 
case,  which  holds  the  pencil,  is  provided  with  a  cup,  to  con- 
tain shot,  or  a  small  weight,  in  order  to  make  the  pencil  press 
siifTiciently,  so  as  to  mark  the  paper.  In  order  to  prevent 
the  pencil  from  tracing  the  same  path  it  has  already  described, 
a  silk  thread,  or  catgut  string,  connected  with  the  pencil,  passes 
through  an  eye  at  the  vertex,  returns  to  the  hand  of  ihit  ope- 
rator, and  being  drawn  tight,  raises  the  pencil  from  the  paper. 

To  use  the  instrument,  suppose  the  drawing  required  to 
be  one-half  of  the  original ;  set  the  fiducial  edge  of  the 
clamp  B  upon  1-2  in  the  extended  part  b.  and  the  fiducial 
edge  of  the  clamp  d,  upon  1-2  of  the  ruler  d;  slide  the 
socket  D  upon  the  pin  fixed  into  the  lead  weight,  then  liaving 
adjusted  tiie  original  drawing,  or  print,  under  the  tracer,  and 
the  paper  under  the  pencil,  trace  over  all  the  lines  of  the 
original,  and  the  pencil  at  the  remote  extremity  will  trace 
out  a  similar  figure. 

Again,  let  us  take  another  example :  suppose  the  drawing 
required  to  be  one-third  of  the  origin.il ;  set  the  fiducial  edge 
of  the:  clamp  b  upon  1-3  in  the  extended  part  b,  and  the 
fiducial  edge  of  the  clamp  D  upon  1-3  of  the  ruler  d;  slide 
the  socket  D  upon  the  pin  fixed  into  the  leaden  weight,  then 
proceed  as  before.  In  the  same  manner  the  drawing  may 
be  reduced  to  ^,  j.&c.  of  the  lineal  dimensions,  as  shown  by 
thegraduations!  butifany  intermediate  proportion  isivqnired, 
as  between  a  third  and  a  fourth;  bring  the  fiducial  edge  of 
the  clamp  B  to  the  intermediate  point,  and  the  fiducial  edge 
of  the  clamp  D  in  a  straight  line,  then  proceed  as  above. 
On  the  contrary,  should  it  be  required  to  enlarge  the  draw- 
ing, it  is  only  necessary  to  change  the  pencil  in  the  socket  or 
tube  of  the  clamp  B.  for  that  of  the  metal  tracer,  and  the 
paper  for  the  original,  and  proceed  as  before. 
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['ENTASTYLE.  (tVom  TrevTe,_/!V,and  arvXo<;,a  column) 
ill  :i  fiiitectiiio,  a  work  containing  five  rows  oftoiumns. 

Tlic  [loi'tico  begun  bv  the  (.MnpiToi-  Gallionus,  and  wliich 
was  to  have  been  fontinued  from  tlie  Fianiiiiian-galc  to  the 
bridge  Milviiis,  i.  e.  I'roni  tile  Purlo  del  Pojiolo  to  the  Porte 
Mole,  was  a  pentastyle. 

PENT-IIOL'SE,  "an  open  shed  or  projection  placed  over 
a  door,  window,  clock,  statue,  &c.,  to  project  them  froni 
till'  weather. 

I'ent-Roof,  a  roof  consisting  of  two  equally  inclined  sides 
meeting  in  a  common  apex,  the  former  being  that  of  a 
triangular  prism. 

PEUAMBULATOR,  (.from  the  Latin,  perambulo,  to 
tra\el)  an  insLinimeut  fur  the  mcasuiing  of  distances,  and  in 
frei^uent  use  for  measuring  distances  on  roads,  for  settling 
disputes  concerning  the  charges  of  tiie  drivers  of  hackney- 
cairiagi-s,  and  lor  othcT  purposes.  It  consists  principally  of 
a  «  hiel,  upon  which  it  runs,  and  an  index  which  shows  the 
number  of  turns  of  such  wheel,  reduced  into  miles,  furlongs, 
poles,  and  yards. 

The  eaniage  or  stock  is  made  of  wood,  and  is  about  3 
feet  long.  At  one  end  is  a  handle  for  the  person  who  uses 
it,  and  the  other  is  furnished  with  sockets  in  which  the  a.xle 
of  the  wheel  turns  ;  this  end  of  the  stock  has  the  centre 
part  removed,  by  which  are  left  two  arms  between  which 
the  wheel  w'orks.  Upon  the  stock,  and  just  in  front  of  the 
handle,  is  the  dial-plate,  with  its  two  hands  by  which  the 
distance  is  registered.  The  wheel  is  8  feet  3  inches,  or  5 
pole  in  circumference.  Upon  one  end  of  the  axis  of  this 
wheel  is  a  small  pinion,  which  works  into  a  smaller  pinion  at 
the  end  of  a  rod,  which  passes  up  the  stock  or  carriage  to  the 
woiks  beneath  the  dial-plate.  Motion  is  communicated  by 
means  of  this  rod  to  a  worm  or  micrometer  screw,  which 
turns  once  round  for  each  revolution  of  the  carriage-wheel  of 
the  perambulator.  This  worm  works  into  a  wheel  of  80 
teeth,  which  is  moved  forward  one  tooth  for  every  ^  pole, 
and  carries  a  hand  or  index,  which  makes  one  revolution  for 
40  poles  or  one  furlong.  On  the  axis  of  this  wheel,  is  a 
pinion  of  S  teeth,  which  works  into  a  wheel  of  40  teeth,  and 
on  the  axis  of  this  second  wheel  is  a  pinion  of  10  teeth, 
which  moves  a  wheel  of  ItiO  teeth.  This  last  wheel  carries 
another  hand,  which  makes  one  revolution  for  80  of  the 
former.  These  hands  are  arranged  in  the  same  manner  as 
the  hour  and  ininute  hand  of  a  watch,  so  that  the  three  cir- 
cles on  the  dial-plate  are  all  concentric.  The  first  of  these 
circles  is  divided  into220,  and  the  second  into40,  the  number 
of  yards  and  poles  contained  in  a  furlong  ;  the  figures  in  these 
circles  are  read  ofi'  by  the  first  mentioned  index,  that  which 
is  attached  to  the  wheel  of  80  teeth.  The  third  circle  is 
di\  ided  into  80,  the  number  of  furlongs  in  10  miles,  and  to 
this  circle  belongs  the  index  attached  to  the  wheel  of  160 
teeth.  The  distance  is  ascertained  by  reading  off  the  figures 
in  the  reverse  order  in  which  the  circles  are  given  above  ; 
divide  the  iiumbLT  on  the  first  circle  by  8,  and  you  will 
have  the  distance  required  in  miles,  furlongs,  poles,  and  yards. 
The  instrument  is  furnished  with  a  stop  or  strap,  so  that  after 
the  distance  is  measured,  the  perambulator  may  be  conveyed 
without  the  index  being  altered. 

Unlike  the  pedometer,  it  requires  no  regulating,  and  the 
only  risk  of  its  giving  the  distance  incorrectly,  if  well  con- 
structed, is  passing  over  rugged  and  uneven  roads,  which  will 
ot  course  c;iuse  the  index  to  show  more  th.in  the  true  distance. 
In  gineral,  however,  for  short  distances,  this  error  is  very 
trifling. 

VV  hen  about  to  commence  a  measurement,  the  wheel  .should 
be  turi-ed  round  until  the  first  mentioned  index  points  to  220 
on  the  ciiele  of  yards.     Some  are  provided  with  a  click  and 


racket,  by  which  this  may  be  done  with  much   less  trouble 
than  by  the  wheel. 

There  are  other  instruments  for  the  same  or  similar  pur- 
poses, beaiiiig  different  names,  as  wuywiaer  and  udomclci-,  but 
the  ctmstruetion  of  all  of  them  is  very  similar. 

Way  wiser  is  the  name  generally  given  to  that  form  of  the 
instrument  which  is  applied  to  a  carriage,  in  which,  by  a 
slight  adaptation  to  one  of  the  wheels  of  the  carriage,  the 
instrument  is  made  to  register  the  number  of  turns  of  such 
wheel,  in  the  same  manner  as  the  perambulator. 

PERCH,  in  land-measure,  the  40th  part  of  a  square  rood, 
containing  30^  square  yards;  also  used  as  a  measure  of 
length,  being  equal  to  5^  yards,  or  \G\  feet,  called  otherwise 
a  rod  or  pole. 

Perch,  a  bracket  or  corbel,  a  small  projecting  beam  near 
the  altar  of  a  church. 

PERCLOSE.     Sue  Parclose. 

PEKIBOLUS,  the  enclosure  surrounding  a  Grecian  tem- 
ple, which  frequently  contained  a  grove,  and  was  adorned 
with  altars,  statues,  &c. 

PERIDROME,  Peridromus,  in  ancient  architecture,  the 
space,  or  an  aisle  in  a  periptere,  between  the  columns  and 
the  wall. 

Salmasius  observes,  that  the  peridromes  served  for  walks 
among  the  Greeks. 

PERIMETER,  (from  the  Greek  Tiept,  about,  and  mpKpepo), 
measure)  in  geometry,  the  ambit  or  extent  that  bounds  a 
figure  or  body. 

The  perimeters  of  surfaces,  or  figures,  are  lines  ;  those  of 
bodies  are  surfaces. 

In  circular  figures,  &c.,  instead  of  perimeter,  we  say  cir- 
cumference, or  peripJiery. 

PERIPHERY,  (from  the  Greek  -rrepi^Epw,  1  surround,  or 
nepi,  about,  and  0spw,  I  bear,  or  carry)  in  geometry,  the  cir- 
cumference or  bounding  line  of  a  circle,  ellipsis,  parabola,  or 
other  regular  curvilinear  figure. 

The  periphery  of  every  circle  is  supposed  to  be  divided 
into  three  hundred  and  sixty  degrees ;  which  are  again 
subdivided,  each  into  sixty  minutes,  the  minutes  into 
seconds,  &c. 

The  division  of  desrees,  therefore,  are  fractions,  whose 
denominators  proceed  in  a  sexigesimal  ratio;  as  the  minute 
■Jj.  second  5^0'  '^'''^  STeVoo-     '^^''  Sexigesimal. 

But  these  denominators  being  troublesome,  in  their  stead 
are  used  the  indices  of  their  logarithms;  hence  the  degree, 
being  the  integer,  or  unit,  is  marked  by  °,  the  minute  by  ', 
second  by  ",  &e.     See  Circle. 

PERIPTERE,  (from  the  Greek  TTepinrepog,  formed  of 
TTept,  about,  and  TTrepDV,  winy,  winged  on  every  side)  in 
ancient  architecture,  a  building  encompassed  on  the  outside 
with  a  seiies  of  insulated  columns,  forming  a  kind  of  aisle, 
or  portico,  all  round.  Such  were  the  basilica  of  Antonine,  the 
septizon  of  Severus,  the  portico  of  Pompey,  &c. 

Peripteres  were  properly  temples  with  columns  on  all  the 
four  sides,  by  which  they  were  distinguished  from  prostyles 
and  amphiprostyles,  the  one  of  which  had  no  columns  before, 
and  the  other  none  on  the  sides. 

M.  Perrault  observes,  that  periptere,  in  its  general  sense, 
includes  all  the  species  of  temples  which  have  porticos  of 
columns  all  round,  whether  the  column  be  diptere,  or  pseudo- 
diptere,  or  simple  periptere  ;  which  is  a  species  that  bears 
the  name  of  the  genus,  and  has  its  columns  distant  from  the 
wall  by  the  breadth  of  an  intercolumniation.  For  the  dif- 
ference between  periptere  and  peristyle.     See  Peristyle. 

PERIPTERAL,  surrounded  by  a  periptere  or  continuous 
colonnade  ;  the  term  is  applied  to  a  class  of  temples  which 
answers  to  this  description. 
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PERIRRAXTERION.  (from  the  Greek  mpi,  about,  and 
paivo),  to  sprinkle,)  iustrul  vases  placed  nt  the  entrances  of 
heathen  temples,  in  which  the  priests  washed  their  hands,  and 
with  which  they  sprinkled  their  worshippers. 

PEKISTYLE,  (from  the  Greek  -nepig^oXo^,  formed  from 
Trept.  about,  and  g~vXog,  colvmn,)  in  ancient  architecture,  a 
place  or  building,  encninpassed  with  a  row  of  columns  on  the 
inside  ;  by  which  it  is  distinguished  from  the  periptere,  where 
the  columns  are  disposed  on  the  outside.  Such  was  the 
hyprethral  temple  of  Vitruvius,  and  such  are  now  some 
basilicas  in  Rome,  several  places  in  Italy,  and  most  cloisters 
of  religious  houses. 

Peristvlk  is  also  used  by  modern  writers  for  a  range  of 
columns,  either  within  or  without  a  building  :  thus  we  say, 
the  Corinthian  peristyle  of  the  portal  of  the  Louvre,  &c. 

PERISTYLION,  (from  the  Greek  nepi^vXiov,)  among  the 
Athenians,  a  large  square  place,  though  sometimes  oblong, 
in  the  middle  of  the  gymnasium,  designed  fur  walking,  and 
the  performance  of  those  exercises  which  were  not  peculiar 
to  the  p.ihxstra. 

PERISTYLIUM,  a  contin\ied  row  or  series  of  rows  of 
columns  all  round  a  court  or  building,  in  contradistinction  to 
porticos,  in  which  the  pillars  do  not  surround  a  space,  but  are 
arranged  in  one  or  more  parallel  lines. 

PEKITHERIDES,  the  same  as  Ancones. 

PERITKOCIIIUM,  (from  rrept,  about,  and  rpoKiXog,  a  cir- 
cle,) in  mechanics,  a  wheel,  or  circle,  concentric  with  the 
base  of  a  cylinder,  and  moveable  together  with  it,  about  an 
axis.  The  axis,  with  the  wheel  and  levers  fixed  in  it,  to 
move  it,  constitutes  that  mechanical  power  called  axis  in 
perilrochio. 

PERPENDICULAR,  (from  the  Latin  perpendicularis,) 
in  geometry,  a  line  falling  directly  on  another  line,  so  as  to 
make  equal  angles  on  each  side;  called  also  a  normal  line. 

From  the  very  notion  of  a  perpendicular,  it  follows  : — 

1.  That  the  perpendicularity  is  mutual ;  i.  e.,  if  a  line,  as 
1  o,  be  perpendicular  to  another,  k  h  ;  that  other  is  also 
perpendicular  to  the  first. 

2.  That  only  one  perpendicular  can  be  drawn  from  one 
point  in  the  same  plane. 

3.  That  if  a  perpendicular  be  continued  through  the  line 
to  which  it  was  drawn  perpendicular,  the  continuation  will 
also  be  perpendicular  to  it. 

4.  That  if  there  be  two  points  of  a  right  line,  each  of 
which  is  at  an  equal  perpendicular  distance  from  two  points 
of  another  right  line,  the  two  lines  are  parallel  to  each 
other. 

5.  That  two  right  lines  perpendicular  to  one  and  the  same 
line,  are  parallel  to  each  other. 

6.  That  a  line,  which  is  perpendicular  to  another,  is  also 
perpendicular  to  all  the  parallels  of  the  other. 

7.  That  perpendiculars  to  one  of  two  parallel  lines,  ter- 
minated by  those  lines,  are  equal  to  each  other. 

8.  That  a  perpendicular  line  is  the  shortest  of  all  those 
which  can  be  drawn  from  the  same  point  to  the  same  right 
line. 

Hence  the  distance  of  a  point  from  a  line,  is  a  right  line 
drawn  from  the  point  perpendicular  to  the  line  or  plane;  and 
hence  the  altitude  of  a  figure  is  a  perpendicular  let  fall  from 
the  vertex  to  the  base. 

Perpendiculars  are  best  described  in  practice  by  means  of 
a  square;  one  of  whose  legs  is  applied  along  that  line,  to  or 
from  which  the  perpendicular  is  to  be  let  fall  or  raised. 

A  line  is  said  to  be  perpendicular  to  a  plane,  when  it  is 
perpendicular  to  all  right  lines,  that  can  be  drawn  in  that 
plane,  from  the  point  on  which  it  insists. 

A  plane  is  said  to  be  perpendicular  to  another  plane,  when 


all  right  lines  drawn  in  the  one,  perpendicular  to  the  common 
section,  are  perpendicular  to  the  other. 

If  a  right  line  be  perpendicular  to  two  other  right  lines, 
intersecting  each  other  at  the  common  section,  it  will  be  per- 
pendicular to  the  plane  p.assing  by  those  two  lines. 

Two  right  lines  perpendicular  to  the  same  plane  are 
parallel  to  each  other. 

If,  of  two  parallel  right  lines,  the  one  is  perpendicular  to 
any  plane,  the  other  must  also  be  perpendicular  to  such 
plane. 

If  a  right  line  be  perpendicular  to  a  plane,  any  plane  pass- 
ing by  that  line  will  be  perpendicular  to  the  same  plane. 

Planes,  to  which  one  and  the  same  right  line  is  perpen- 
dicular, are  parallel  to  each  other  :  hence  all  right  lines  per- 
pendicular to  one  of  two  parallel  planeSj  are  also  perpendicular 
to  the  other. 

If  two  planes,  cutting  each  other,  be  both  perpendicular  to 
a  third  plane,  their  common  section  will  also  be  perpendicular 
to  the  same  plane. 

Pekpesdicular  to  a  Curve,  is  a  right  line  cutting  the 
curve  in  the  point  in  which  any  other  right  line  touches  it, 
and  is  also  itself  perpendicular  to  that  tangent. 

PERPENT-STONE,  a  long  stone  reaching  right  through 
a  wall  ;  a  bond  or  thorough-stone. 

PERPEYN-WALL,  a  projecting  pier,  buttress,  or  other 
support  employed  to  sustain  a  beam  or  other  weight. 

PERRAULT,  CLAUDE,  an  eminent  architect,  born  at 
Paris  in  1613.  He  was  brought  up  to  the  medical  profession, 
and  took  his  degree  as  doctor  of  the  faculty  of  Paris  in  lC-11. 
He  practised  little,  however,  excepting  among  his  friends 
and  the  poor ;  and  having  a  decided  taste  for  drawing  and 
the  fine  arts,  he  turned  his  attention  to  the  science  of  archi- 
tecture, in  which  he  became  greatly  distinguished.  When 
the  Academy  of  Sciences  was  founded,  under  the  patronage 
of  Colbert,  in  the  year  1066,  Perrault,  who  was  one  of  the 
first  members,  was  appointed  to  select  a  spot  for  an  obser- 
vatory ;  and  he  also  gave  a  plan  of  the  building  which  was  to 
be  executed.  When  it  was  resolved,  under  Louis  XIV., 
to  proceed  in  completing  the  palace  of  the  Louvre,  all  the 
eminent  architects  were  invited  to  give  in  designs  of  the 
fapade ;  and  that  of  Perrault  was  preferred.  This  is  accounted 
the  masterpiece  of  French  architecture,  and  it  would  alone 
suffice  to  transmit  his  name  with  honour  to  posterity.  It  was 
in  vain  that  persons,  jealous  of  his  reputation,  endeavoured 
to  make  the  public  believe  that  the  real  designer  was  Le  Veau ; 
they  entirely  failed  in  their  proof,  and  the  glory  of  Perrault 
remained  untarnished.  When  Colbert,  after  the  king's  first 
conquests,  proposed  to  construct  a  grand  triumphal  arch  to 
his  honour,  Perrault's  design  had  the  preference,  and  the 
edifice  was  commenced.  It  was,  however,  never  finished. 
In  its  masonry,  Perrault  employed  the  practice  of  the  ancient.?, 
of  rubbing  the  surface  of  the  stones  together  with  grit  and 
water,  so  as  to  make  them  cohere  without  mortar.  Other 
works  of  this  architect  were,  the  chapel  at  Sceaux,  that  of 
Notre  Dame,  the  church  of  the  Petits  Peres  in  Paris,  the 
water-alley  at  Versailles,  and  most  of  the  designs  of  the  vases 
in  the  park  of  that  palace.  By  the  king's  command,  he 
undertook  a  translation  of  Vitruvius,  with  notes,  published 
in  1673.  All  the  designs  for  the  plates  of  this  work  were 
drawn  by  himself,  and  have  been  esteemed  as  master-pieces 
of  the  kind.  He  afterwards  published  an  abridgement  of 
that  author,  for  the  use  of  students.  He  likewise  facilitated 
the  study  of  architecture  by  a  work  entitled  Ordonnance  des 
Cinq  Especes  de  Colonncs  scion  la  Methode  des  Anciens.  In 
the  preface  to  this  work,  he  miiintains  that  there  is  no  natural 
foundation  for  the  architectural  proportions  ;  but  that  they 
may  be  infinitely  varied,  according  to  taste  and  fancy — an 
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opinion  which  gave  much  ofTenee,  though  justified  by  the 
[ii-jHtice  of  the  ancients  themselves.  A  collection  of  the 
diawings  of  several  machines,  which  he  at  different  times 
invented,  was  published  after  his  death  in  4to.  This  excel- 
lent artist  holds  a  respectable  place  among  writers  in  his 
original  profession,  and,  besides  various  memoirs  on  this 
subject,  communicated  to  the  Academy  of  Sciences,  he  pub- 
lished Memoirspour  serviraV Histoire  Xutuielle  des  Animaux, 
in  2  vols.  His  other  writings  of  this  class  are  contained  in 
his  Exmis  de  Phijsujue,  4  vols.  One  of  these  volumes  relates 
entirely  to  the  oriian  of  hearing,  under  the  title  of  Trttile  de 
Bruit.  .Another  relates  to  the  mechanism  of  animals,  in 
which  he  auiieipate<l  Slahl  in  some  of  his  opinions  respecting 
the  functions  of  the  animal  soul.  In  other  parts  of  these 
es>a\  s.  he  treats  on  the  peristaltic  motion  of  the  intestines, — 
on  the  senses, — on  nutrition,  &c.  He  died  in  Paris  in  1688, 
aged  75. 

Perrault  published  a  Dissertation  upon  the  Music  of  the 
Ancients,  in  1080.  He  had,  indeed,  given  his  opinion  upon 
the  subject  veiy  fieely,  in  the  notes  to  his  translation  of 
Vitruvius,  in  1073;  where,  in  his  commentary  of  the  chapter 
upon  Harmonic  Music  nccordinf/  to  the  doctrine  of  Aristoxenus, 
he  declares  that  "  there  is  nothing  in  Aristoxenus,  who  was 
the  fu'st  that  wrote  upon  concords  and  discords,  nor  in  any  of 
the  Greek  authors  who  wrote  after  him,  that  manifests  the 
ancients  to  have  had  the  least  idea  of  the  use  of  concords  in 
music  of  many  parts." 

PERRON,  (French),  in  aichitecture,  a  staircase  lying 
open,  or  withoutside  the  building  ;  properly  the  steps  before 
the  front  of  the  building,  leading  into  the  first  story,  when 
raised  to  a  little  above  the  level  of  the  ground.  Perrons  areof 
diHerent  forms  and  sizes,  according  to  the  space  and  height 
they  are  to  lead  to.  Sometimes  the  steps  are  round,  or  oval ; 
more  usuallv  thcv  are  square. 

PERR()NET,"jOHN  RODOLPHUS,  director  of  the 
bridges  and  roads  of  France,  born  in  1708.  He  was  iuought 
U|>  to  the  profession  of  architecture  in  the  city  of  Paris,  and 
made  great  progress  in  the  art.  In  1745,  he  became  inspector 
of  the  school  of  engineers,  of  which  he  was  afterwards  a 
director.  France  is  indebted  to  him  for  several  of  its  finest 
bridges  and  best  roads,  the  canal  of  Bnrgundv,  and  other 
great  works.  He  was.  for  his  public  services,  honoured  with 
the  order  of  St.  Michael,  and  admitted  a  member  of  the 
Academy  of  Sciences  at  Paris,  of  the  Royal  Society  of  Lon- 
don, and  of  the  Academy  of  Stockholm.  He  died  at  Paris 
ill  1794.  He  wrote  a  Description  of  the  Bridges  which  he 
had  constructed,  2  vols.  12mo. ;  and  Memoirs  on  the  Method 
of  constructing  Grand  Arches  of  Stone  from  200  to  500  Feet 
in  span. 

PERSEPOLIS.  a  town  of  Persia,  formerly  called  Elyma'is, 
now  known  only  by  its  ruins  and  monuments,  which  have 
been  described  by  many  travellers,  from  Chardin  to  Niebuhr 
and  Franklin.  They  are  situated  at  the  bottom  of  a  moun- 
tain, fronting  the  south-west,  about  40  miles  to  the  north  of 
Shirauz.  They  command  a  view  of  the  extensive  plain 
of  Merdasht  ;  and  the  mountain  of  Rehumut  encircles  them, 
in  the  form  of  an  amphitheatre.  Here  are  many  inscriptions, 
in  a  character  not  yet  explained  ;  but  which  Niebuhr  seems 
to  have  represented  with  great  accuracy.  The  letters  some- 
what resemble  nails,  disposed  in  various  directions,  in  which 
suigularity  they  approach  to  what  are  called  the  Helsing 
Bunes  of  Scandinavia,  but  the  form  and  disposition  seem 
more  complex.  Behind  the  ruin,  to  the  north,  is  a  curious 
apartment  cut  in  the  solid  r.,ck,  and  a  subterraneous  pas- 
s;ige,  apparently  carried  to  a  very  considerable  extent, 
isituated  about  three  ndles  and  a  half  to  the  north-east 
of  th.-^e  rums  is  the  touib  of  Rustan,  the  ancient  Persian 
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hero.  The  temple,  or  palace,  at  Persepolis,  now  called  the 
throne  of  Jenishid,  is  supposed  to  have  been  erected  in  the 
time  of  Jcmshid,  and  to  have  been  posterior  to  the  reign  <<( 
[he  Hindoo  monarchs.  The  figures  at  Persepolis  difier  froni 
those  of  Elephanta,  which  are  manifestly  Hindoo;  and  J^ir 
William  Jones  conjectures  that  they  are  Sabian,  which  con- 
jecture is  confirmed  by  a  circumstance,  which  he  believes  to 
have  been  a  fact,  viz.,  that  the  Takhti  Jemshid  was  erected 
after  the  time  of  Cayumers,  when  the  Brahmans  had  migrated 
from  Iran,  and  when  their  intricate  mythology  had  been 
superseded  by  the  simpler  adoration  of  the  planets  and  of  fire. 
Chardin,  who  observed  the  inscriptions  on  these  ancient 
monuments  on  the  spot,  observes,  that  they  bear  no  resem- 
blance whatever  to  the  letters  used  by  the  Guebres,  in  their 
copies  of  the  Vendidad  ;  whence  Sir  William  Jones  inferred 
that  the  Zend  letters  were  a  modern  invention  ;  and  in  an 
amicable  debate  with  a  friend  named  Bahman,  that  friend 
insisted  that  the  letters,  to  which  he  had  alluded,  and  which 
he  had  often  seen,  were  monumental  characters,  never  used 
in  books,  and  intended  either  to  conceal  some  religious  mys- 
teries from  the  vulgar,  or  to  display  the  art  of  the  sculptor, 
like  the  embellished  Cufick  and  Nagari  on  several  Arabian 
and  Indian  monuments.     See  Next  Article. 

PERSIAN  or  PERSEPOLITAN  ARCHITECTURE, 
is  that  style  of  building  employed  by  the  ancient  Persians; 
it  is  called  Persepolitan  from  Persepolis,  the  capita]  of  Persia, 
where  also  are  found  the  principal  remains  of  this  style. 
The  Persian  architecture  bears  some  resemblance  to  that  of 
India  and  Egypt  in  general  character,  but  differs  from  it 
considerably  in  matters  of  detail.  In  all  three  places  we 
meet  with  excavated  tombs  and  sepulchral  chambers  hewn 
out  of  the  perpendicular  face  of  the  rock  ;  yet  beyond  the 
circumstance  of  their  position  and  method  of  formation,  w-e 
find  little  in  common  between  those  of  Persepolis  and  the 
other  countries  :  in  the  latter,  the  excavations  are  usually  of 
very  great  extent,  and  consist  of  one  or  more  passages  lead- 
ing into  a  large  number  of  difTerent  apartments  ;  whereas 
those  of  Persia  are  very  shallow,  and  consist  mainly  of  an 
architectural  fapade  or  portico,  richly  adorned  with  sculpture 
and  other  embellishments.  Such  are  those  at  Naksh-i- 
Rustam  ;  also  the  tomb  of  Darius,  at  the  foot  of  Mount 
Rachmed,  near  the  ancient  Araxes.  Another  .similarity  is 
to  be  found  in  their  massive  proportions;  and  although  in 
the  works  of  Persia  there  is  less  real  massiveness  than 
in  those  of  Egypt,  yet  the  similarity  of  appearance  points  to 
a  common  origin.  The  pyramidal  inclination  of  their  walls 
is  another  indication  of  the  same  fact ;  and  great  resemblance 
in  this  point  and  in  others  may  be  observed  in  their  porticos 
or  propylaa,  which,  besides  the  pyramidal  form  of  the  erec- 
tion, present  us  with  the  same  description  of  entablature 
which,  in  the  ruins  of  Persepolis  as  well  as  in  those  of  Egypt, 
consist  of  a  lofty  crowning  hollow  or  concave  member,  orna- 
mented with  vertical  ribs  or  leaves,  and  in  both  cases  termi- 
nated with  a  large  fillet.  The  sculpture  of  the  two  countries  is 
also  of  similar  character,  stiff  and  formal,  and,  together  with 
the  arrow-headed  characters  which  are  found  eciually  in  both 
styles,  presents  a  very  fliir  argument  in  favour  of  their  rela- 
tionship. 

The  principal  ruins  of  this  style,  as  we  have  before  men- 
tioned, are  to  be  found  in  Persepolis,  in  the  great  plain  of 
Merdasht  or  Istakhr  ;  but  others  are  also  existing  at  Shapur, 
where  they  cover  an  area  of  six  miles  in  circumference, 
amidst  rocks  and  precipices,  many  of  which  are  decorated 
with  sculpture.  At  Moorghab,  forty-nine  miles  north-east 
of  Istakhr,  are  other  extensive  ruins,  amongst  which  a  ruin, 
called  by  the  natives  Musjed-i-Madre-Solyman,  is  remark- 
able, being  considered  by  some  as  the  tomb  of  Cyrus  the 
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Groat.  SoiiicNvhit  iicaivr  to  the  niiiis  of  Persepolis  are  the 
Niiksh-i-Hejili.  ;iii'i  the  Nakshi-lioostaii,  both  of  which  are 
supposed  to  be  the  tombs  of  ri'i^al  pi-r.^oiiages.  The  ruins 
of  the  neighboui  bond  of  Fiiozi'-abad  are  very  extensive,  occu- 
pyin"  a  space  of  about  17  miles  l)y  about  half  the  distance  : 
oiher  ruins  exist  at  Daral>iThe]d,  and  iiuiny  in  other  places, 
of  some  of  which  we  shall  attempt  to  give  a  short  descrip- 
tion, and  as  the  ruins  of  Persepolis  are  amongst  the  most  re- 
markable and  better-known  e.vamples,  we  proceed  with  their 
description  forthwith. 

These  rnins  are  situated  in  the  plains  of  Merdasht,  at  the 
foot  of  the  mounlain  of  Kniiraj-met,  and  stand  upon  an  ele- 
vated terrace  or  [ilatforni,  formed  by  levelling  the  surface  of 
the  rock.  'I'he  platfoim  is  in  the  shape  of  a  parallelogram, 
but  somewhat  irregular  in  its  outline,  which  follows  the  pro- 
file of  the  rock  ;  its  dimensions  are  on  the  south  face  802 
feet,  on  the  north  92ti,  and  on  the  west  1,425.  On  each  of 
these  sides  the  terrace  is  elevated  above  the  general  surface 
of  the  surrounding  country,  but  on  the  east  side  the  moun- 
tain rises  above  it ;  the  vertical  height  of  the  three  sides 
varies  from  14  to  40  feet,  the  faces  being  formed  of  gigantic 
scpiarc  blocks  of  a  dark-grey  marble,  beautifully  polished,  and 
fitted  to  each  other  with  the  greatest  exactness  without  the 
aid  of  cement.  The  surface  of  the  platform  is  not  on  the 
same  level  throughout,  those  parts  which  were  covered  with 
buildings  being  somewhat  elevated  above  the  rest.  On  the 
west  side,  which  may  be  considered  the  principal  one,  and  at 
a  spot  about  midway  between  the  centre  and  the  north-west 
angle,  is  the  approach,  which  consists  of  two  flights  of  steps 
in  contrary  directions,  which  return  again  to  the  upper  land- 
ing-place. The  height  of  the  platform  at  this  place  is  about 
20  feet,  and  the  flight  on  tlie  north  side  consists  of  55,  and 
tiiat  on  the  south  of  .")3  step-;,  the  risers  measuring  4  inches, 
and  the  threads  14;  tlie  width  of  tlie  flights  is  25  feet  7 
inches,  and  the  distance  between  them  at  the  base  42  feet. 
The  steps  are  cut  out  of  immense  masses  of  solid  marble, 
sufficiently  large  to  compose  f  oiu  10  to  14  steps.  The  half 
Sjiace  at  the  top  of  the  first  flight  is  51  feet  4  inches  between 
the  flights,  and  that  at  the  top  of  the  upper  flight  75  feet  ; 
the  upper  flights  are  separated  from  the  lower  by  a  wall. 

Having  arrived  at  the  top  of  these  .steps,  the  first  thing 
vvliiih  presents  itsidf  to  your  notice  is  a  portal  or  propylon, 
staiiiling  at  about  42  feet  east  of  the  steps.  'I'his  lofty  mass. 
wliieh  is  similar  in  ail  respects  to  the  propyla  of  Egypt,  forms 
an  entrance  to  the  rnins,  and  consists  of  a  pyramiilal  mass  of 
m.isoiiry,  diminishing  upwards  on  all  sides,  and  crowned  liy 
a  cavetto,  or  hollow  cornice,  having  a  large  aperture,  which 
firms  a  doorway  or  entrance.  The  interior  faces  of  this  propy- 
Icin  are  sculptured  into  the  firms  of  two  colossal  bulls,  whii-h 
are  elevated  on  a  pedestal  five  feet  above  the  level  of  the 
platfirm.  At  a  cousiderable  heiglit  above  their  backs  are 
three  small  compartments  filled  with  inscriptions  in  the  ar- 
row-headed characters.  Passing  I'orward  thruugli  this  portal 
still  in  an  easterly  direction,  we  lind  the  ruins  of  a  fine  group 
of  columns,  at  a  distance  of  24  feet  from  the  portal  ;  there 
were  originally  4  columns,  which  were  all  erect  in  Chardin"s 
time,  but  when  Sir  Robert  Ker  Porter  visited  the  place,  two 
.if  tliem  only  remained.     They  are  the  most  perfect  examples 

a ig   the   ruins,  and  were  placed   eipiidisiant  from  each 

other,  at  a  distance  of  22  feet  apart.  Their  bases  are  buried 
ill  the  ruins;  their  Ciipitals  are  singular  and  beautiful,  con- 
sisting, as  it  were,  of  three  combined  in  one.  The  shaft 
graiiiially  narrows  towards  the  top,  varied  by  39  flutiiigs 
near  the  cincture,  each  of  which  is  four  inches  in  breadth  ; 
the  total  height  of  the  columns  is  54  feet.  A  space  of  24 
feel  separates  these  columns  from  a  .second  propylon,  resem- 
bling the  former  both  in  shape  and  dimensions,  except  that 


its  length  is  18  feet  instead  of  21.  The  remains  of  the  first 
portjil  are  39  feet  high,  and  of  the  second  28  feet ;  the  base 
of  the  piers  is  5  feet  2  inchis  high,  and  projects  inwards, 
and  the  bases  upon  which  the  figures  stand  are  1  foot  2  inches 
high.  The  second  [iropylon  is  sculptured  on  the  inner  fiiees 
similarly  to  tlie  first,  but  the  animals  represented  have  the 
body  and  leg>  of  a  bull,  au  enormous  pair  of  wings  project- 
ing from  the  shoulders,  and  the  heads  looking  to  the  east, 
showing  the  faces  of  men.  On  the  head  is  a  cylindrical 
diadem,  on  both  sides  of  which  horns  are  clearly  represented 
winding  friim  the  brows  upwards,  to  the  front  of  the  crown  ; 
the  whole  being  surmounted  with  a  sort  of  coronet,  f.rmed 
of  a  range  of  leaves  like  the  lotus,  and  bound  with  a  fillet 
beautifully  carved  in  roses.  At  the  distance  of  52  feet  >outh- 
eastward  from  the  second  portal  is  a  water-trongh,  cut  out 
of  a  single  stone  20  feet  long,  and  17  fi-et  5  inches  broad, 
and  standing  three  feet  high  from  the  ground.  From  hence 
to  the  northern  w;ill  of  the  platform  is  covered  witli  frag- 
ments, and  the  remains  of  one  column  not  channelled  as  the 
others  are,  which  is  12  feet  4  inches  high. 

The  propyla,  in  all  probability,  lead  to  some  main  court  or 
building  of  which  there  are  no  remains,  for  it  would  seem 
unreasonable  to  suppose  that  these  portals  formed  only  an 
entrance  to  the  Palace  of  Forty  Pillars  as  it  is  termed,  and 
which  now  forms  the  principal  mass  of  remains  ;  this  palace 
is  to  the  south  of  the  poitals,  which  are  placed  east  and  west 
of  each  other,  and  east  of  the  staircase,  or  approach  from 
below,  so  that  to  a  person  approaching  from  that  quarti'r  the 
Palace  of  Forty  Pillars  would  be  invisible,  and  it  would  be 
necessary  to  turn  to  the  right  immediately  after  passing  undei 
the  first  propylon.  Owing  to  these  diflic-ulties,  it  has  bci-ii 
sugsesled  that  the  principal  ruins  are  not  those  of  a  palace, 
liut  of  a  temple,  and  that  the  |ialace  was  eastward  of  ttieni. 
This  conjecture  is  somcNvhat  confirmed  by  the  nature  of  the 
court,  which  from  its  remains  woiihl  seem  to  be  too  crowded 
with  columns  fiir  a  hall  of  entertiiinment ;  and  fiirthi-r.  it  is 
precisely  similar  in  arrangement  to  the  Egyptian  temples. 
If  such  be  the  case,  it  must  be  supposed  that  the  ruins  nf  the 
buildings  of  which  the  propyla  firmed  the  entrance,  have 
been  removed  from  the  north-ea^t  portion  of  the  platform. 
Be  this  as  it  may,  at  the  distance  of  172  feet  from  the  pro- 
pyla, in  a  southward  direction,  is  the  approach  to  the  court, 
whii-h  consists  of  a  staircase  of  two  flights,  one  west  and  the 
other  east,  giving  access  to  the  platfiirm  on  which  the  c<iiirt 
is  erected.  "  On  drawing  near  the  Chehel-minar,  or  Palace 
of  Forty  Pillars,"  says  Sir  Rolicrt  Ker  Porter,  "  the  eye  is 
riveted  by  the  grandeur  and  beautiful  decorations  of  the  flight 
of  steps  which -lead  up  to  them.  This  superb  approach  con- 
sists of  a  double  staircase,  projecting  considerably  bef  ire  the 
northern  face  of  thi-  terraci',  tiie  whole  length  of  which  is 
212  feet;  at  each  extremity,  cast  and  west,  rises  aiu.ther 
range  of  steps,  and  again,  about  tiie  middle,  projecting  from 
it  IS  feet,  appear  two  smaller  flights  rising  from  the  same 
point.  Here,  the  extent  of  the  lange,  including  a  landing- 
place  of  20  feet,  amounts  to  80  feet.  The  ascent,  like  that 
of  the  great  entrance  from  the  plain,  is  extremely  gradual, 
each  flight  containing  only  32  steps,  none  exceeding  4  inches 
in  heigiit,  in  breadth  14  inches,  and  in  length  10  fi-et.  The 
whole" front  of  the  advanced  range  is  covered  with  siuliiture. 
The  eye  at  first  roves  over  it,  lost  and  liewildered  by  the  mul- 
titude of  figures."  Amongst  these  seuljitures,  the  figures  of 
the  bull  and  the  lion,  and  representations  of  the  flower  of  the 
lotus,  repeatedly  occur;  some  of  the  figuies  exceed  the  natural 
size.  The  wall  occu|)ied  by  these  sculptures  extends  for 
a  length  of  98  feet,  and  the  sculptuies  are  arranged  in  three 
rows,  one  above  the  other;  the  faces  of  the  inner  terrace 
walls  were  also  decorated  wiih  bas-reliefs.     The  staircase 
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itself  is  half-buried  and  the  flights  are  of  unequal  height,  the 
western  eon-istiiig  of  28  stops  and  the  eastern,  where  the 
gnuuid  is  higher,  Dfonly  IS. 

On  arriving  at  the  top  of  this  stairense.  another  large  plat- 
form presents  itself,  paved  with  large  bloeks  of  stone,  and 
cuvei-ed  with  fragments  of  pillars;  it  is  of  large  extent, 
stretching  north  and  south  3o0  feet,  and  from  east  to  west 
380  feet.  The  distribution  of  the  columns  comprised  four 
divisions,  consisting  of  a  central  phalanx  of  six  deep  every 
wa\,  an  advance  body  of  twelve  in  two  ranks,  and  the  same 
nui'iiber  simihirly  disposed  flanking  the  crntral  body.  At 
the  distance  of  23  feet  from  the  parapet  of  the  landing,  are 
the  mo>t  northern  or  advanced  body  of  columns,  originally 
12  in  number,  but  of  which,  iu  Sir  11.  K.  Porter's  time,  only 
oni'  remained.  At  71  feet  southward  from  these,  stood  the 
central  phalanx  of  30,  at  intervals  of  22  feet  2  inches  frona 
each  other,  of  which  only  5  now  remain  :  the  bases,  however, 
of  all  the  others  are  in  their  places,  though  most  of  them 
much  mutilated.  To  the  east  and  «  e-.t  of  this  group  are  two 
other  groups  of  12  each,  whereof  5  still  remain  in  the 
eastern  one,  and  4  in  the  western.  The  form  of  the  colujuns 
which  compose  the  three  smaller  colonnades  at  the  front  and 
sides  of  the  main  b"dy  is  the  same  in  all.  The  total  height 
of  each  column  is  60  feet,  of  which  the  shaft  from  capital  to 
base  occupies  44;  the  circuniference  of  the  shaft  is  Iti  feet. 
The  base  consists  of  a  plintli  8  inches  high,  and  24  feet  6 
inches  in  circumference,  from  which  ri^es  the  pedestal  in  the 
form  of  the  cup  and  leaves  of  a  pendant  or  inverted  lotus; 
above  this  is  a  torus  one  foot  dee]),  and  upon  this  again,  a 
cincture  connecting  the  base  with  the  shaft  only  2  inches 
deep.  The  total  height  of  the  base  from  the  ciiictme  to  the 
plinth  measures  5  feet  10  inches.  The  caf)itals  consist  of 
two  demi-bulls,  comprising  the  fore  part  of  two  bulls  with 
head  and  fure-legs  overhanging  the  shaft  on  either  side,  the 
bodies  Connected  in  the  middle,  and  sustainhig  a  sort  of 
abacus  ;  the  heads  of  the  animals  project  very  consideralily 
beyond  the  shat't,  and  form  a  kind  of  bracket  to  sustain  the 
entablature.  The  columns  of  the  central  group  are  only  55 
feet  high,  and  difler  considerably  from  the  others  ;  the  shafts 
are  fluted,  and  about  '35  feet  in  length,  and  the  capitals 
which  resemble  those  of  the  great  portal,  occupy  a  large  pro- 
portion of  the  height,  and  are  adorned  with  a  series  of  small 
scrolls,  one  above  another,  beneath  which,  and  immediately 
above  the  necking,  the  shaft  presents  a  bulging  appearance, 
widening  rapidly  at  the  lower  part,  and  gathering  in  gradu- 
ally towards  the  scrolls,  then  spreading  out  again  in  the 
shape  of  a  calyx  or  cup  to  receive  the  scrolls. 

Eastward  of  this  hall,  and  towards  the  mountainous  side 
of  the  platform  is  situate  a  large  mass  of  ruins,  consisting  of 
portals,  passages,  &c.,  the  plot  of  ground  on  which  they 
stjincl  is  about  95  paces  fiom  east  to  west,  and  125  paces 
from  north  to  south.  In  the  centre  are  scattered  fragments 
of  columns  and  other  stones,  and  in  the  interior  there  seems 
to  have  been  a  group  of  76  columhs. 

To  the  south-west  of  the  hall  of  Forty  Gjlumns,  is  a 
building  elevated  on  a  platform  about  8  feet  above  the  plane 
of  the  colonnades,  which  measures  170  feet  from  tiorth  to 
south,  and  95  t'roin  east  to  west.  It  is  approached  from  the 
west  by  a  double  flight  of  steps,  which  appear  to  have  been 
enriched  withsculpture  similar  to  those  of  the  great  platf 'rm; 
another  flight  on  the  south  extends  the  whole  width  of  the 
terrace,  the  landing  place  of  which  is  48  feet  long  by  10 
wide  :  the  east  side  is  buried  in  fallen  ruins.  The  platform 
outside  the  building  is  occupied  with  fnigments  of  portals, 
colossal  statuary,  &c.  "  From  the  western  landing-place 
two  portals  lead  into  a  room  48  feet  square  ;  it  has  two  doors 
on  the  north,  two  to  the  west,  one  to  the  south,  and,  origi- 


nally, two  to  the  east.  On  three  sidles  of  the  room  are 
several  square-headed  niches,  each  t'xcavated  in  one  solid 
stone  to  a  depth  of  3  f-et,  5  feet  high,  and  6  feet  wide  ;  they 
appear  to  have  been  exquisitely  polished  within,  while  upright 
lines  of  cuneiform  characters  run  along  their  edges.  Four 
windows  10  feet  high,  open  to  the  south.  There  is  another 
apartment  of  the  same  building  30  feet  by  48,  open  to  the 
south." 

South-east  of  this  building  is  another  large  edifice  covering 
a  space  of  160  feet  from  north  to  south,  and  190  feet  from 
east  to  west ;  the  plan  seems  to  have  been  very  regular,  and 
consists  of  a  polystylar  hall  of  36  columns,  arranged  in  6  rows 
of  6  each,  surrounded  with  no  less  than  10  portals.  The 
ground  is  covered  with  fragments,  and  beneath  the  pavement 
has  been  discovered  a  subterraneous  aqueduct.  To  the  west 
of  this,  and  100  feet  south  of  the  previous  building,  have 
been  found  traces  of  columns  belonging  to  a  smaller  struc- 
ture, and  amongst  them  Le  Bruyn  discovered  a  staircase 
leading  to  a  subterranean  apartment. 

The  above  arc  the  principal  edifices  of  Persepolis  ;  there 
are  some  othersof  smaller  size,  which  we  do  not  think  neces- 
sary to  describe  ;  the  entire  area  too,  which  is  equal  to  nearly 
thirty  acres,  is  covered  with  innumerable  fragments  of  various 
descriptions.  Excavated  out  of  the  rock  at  the  east  side  of 
the  platform  are  two  tombs,  which  are  probably  of  the  same 
date  as  the  structures  we  have  been  describing;  they  are 
about  400  yards  apart,  and  each  contains  a  chamber  about 
30  feet  wide,  18  deep,  and  10  or  12  high  ;  the  fafades  are 
richlv  sculptured  in  both  cases. 

Ai)out  f  mr  miles  from  this  place  are  the  sculptured  tombs, 
called  by  the  natives  Naksh-i-Rustam,  the  entrances  to  which 
are  nearly  60  feet  above  the  general  surface  of  the  ground. 
One  of  the  tombs  consistti  of  a  chamber  35  feet  long,  7  broad 
at  each  end,  and  8  in  the  middle;  in  the  side^  are  three 
arched  recesses  cut  out  of  the  rock,  and  measuring  9  feet  in 
length,  by  5^  in  breadth.  The  roof  of  the  chamber  is  arched, 
and  its  height  measures  10  feet  at  the  highest  point.  Oppo- 
site these  tombs  is  a  square  building  about  24  feet  wide,  and 
35  high,  constructed  of  white  marble.  At  about  11  feet 
above' the  ground  is  a  small  doorway,  which  gives  access  to 
a  chamber'about  12  feet  square,  and  20  feet  high,  the  roof 
being  composed  of  two  immense  slabs  of  marble.  On  the 
outside  the  walls  are  varied  with  many  oblong  recesses,  and 
are  surmounted  by  a  cornice  enriched  with  dentils,  that  on 
the  north  side  being  formed  of  a  single  slab  22  feet  6  inches 
in  length. 

A  building  somewhat  resembling  a  pyramid  exists  amongst 
the  ruins  of  Pasargada;,  and  is  thus  described  by  Mr.  Morier  : 
"  It  rests  upon  a  srpiare  base  of  large  blocks  of  marble,  which 
rise  in  seven  layers  pyramidically.  It  is  in  the  form  of  a 
parallelogram,  the  lowest  range  of'  the  foundation  is  43  feet 
by  37;  and  the  edifice  itself,  which  crowns  the  summit, 
diminishes  to  21  feet  by  16  feet  5  inches.  It  is  covered  with 
a  shelving  roof,  built  o"f  the  same  massy  stone  as  its  base 
and  sides,  which  are  all  fixed  together  by  clamps  of  iron. 
Around  it,  besides  a  great  profusion  of  broken  marbles,  are 
the  shafts  of  14  columns,  once,  perhaps,  a  colonnade,  but 
now  arranged  in  the  square  wall  of  mud  which  surrounds 
the  whole  remains."  This  monument  contains  a  small  and 
plain  chamber ;  it  is  considered  by  some  to  be  tiie  tomb  of 
Cvrus,  but  the  Mohammedan  writers  call  it  the  tomb  of  the 
mother  of  Solomon. 

The  fire-altars,  which  are  of  not  imfrequent  occurrence, 
consist  of\en  of  a  single  upright  stone  about  12  feet  high, 
and  3  or  4  feet  square  at  the  bottom,  being  slightly  pyrami- 
dical,  and  therefore  of  somewhat  smaller  dimensions  at  the 
top,  in   which   there  is  a  deep   hollow  to  receive  the  fire. 
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A  rude,  low  wall  of  large  stones  forms  an  enclosure  round 
tlie  altar,  having  an  entrance  in  one  of  its  sides.  Sir  VV. 
Oiiselc-y  obseived  several  structures  resembling  those  of  the 
Druid-  in  our  own  coiinti y  ;  he  mentions  one  at  Daraligerd, 
which  consisted  of  an  irregular  cliisti-r  of  large,  rude  stones, 
some  of  which  were  fjoiu  20  to  2o  feet  in  height.  (.)ne, 
taller  than  the  lest,  stood  in  the  cenire,  and  another  towards 
the  west  resembled  a  table  or  altar,  being  flat  at  the 
top ;  and  under  two  or  three  others  were  recesses  or  small 
caverns. 

]t  would  be  useless  to  attempt  any  description  of  the 
details  of  the  style,  with  such  slender  infonnation  ;  some  idea 
may  be  formed  finm  the  above  desciiptions,  and  for  further 
information  we  must  refer  the  reader  to  the  writings  of  those 
travellers  who  have  visited  the  spot,  amongst  uhoiii  we  may 
mention  I'orler,  Ouseley,  Morier,  Rich,  Niebulir,  Le  Brun, 
and  Chiirdin. 

PERSIANS,  or  PERSIC  ORDER,  in  architecture  a  name 
common  to  all  statues  of  men,  serving  instead  of  columns  to 
support  entablatures.  They  only  differ  fjom  caryatides,  in 
that  the  latter  represent  women. 

The  Per.-ian  is  a  kind  of  order  of  columns,  first  practised 
among  the  Athenians,  on  occasion  of  a  victory  their  general, 
Pausanias,  obtained  over  the  Persians.  As  a  trophy  of  this 
victory,  the  figures  of  men  dressed  in  the  Persian  mode,  with 
their  hands  boimd  before  them,  and  other  characters  of 
slavery,  \rere  charged  with  the  weight  of  Doric  entablatures, 
and  made  to  supply  the  place  of  Doric  columns.  Persian 
culumns,  M.  le  Clerc  observes,  are  not  always  accompanied 
with  the  mai  ks  of  slavery  ;  butarc  frequently  used  as  symbols 
of  virtues,  vices,  joy,  strength,  valour,  &c.,  as  when  made  in 
the  liguies  of  Hercules,  to  represent  strength  ;  and  of  Mai's, 
Mercury,  Eauns,  Satyi's,  &c.,  on  other  occasions.  See 
Carvatic  Okdek. 

PEIiSPECriV'E  (from  the  Latin  persjncio,  to  see,)  the 
art  of  representing  objects  on  a  definite  surface,  so  as  to 
atl'ect  the  eye  when  seen  from  a  certain  position,  in  the  same 
manner  as  the  olgect  itself  would,  when  the  e\e  is  fixed  on 
the  point  in  view. 

The  art  of  perspective  owes  its  birth  to  painting,  and  par- 
ticularly to  that  branch  of  it  which  was  employed  in  the 
decorations  of  the  theatre,  where  landscapes  were  principally 
introduced,  and  which  would  have  looked  unnatural  and 
horrid,  if  the  size  of  the  objects  had  not  been  pretty  nearly 
proportioned  to  their  distance  from  the  eye.  The  ancients 
must,  therefore,  have  had  considerable  knowledge  of  this  art, 
though  the  only  ancient  author  fiom  whom  we  can  obtain 
any  information  relative  to  its  antiquity  is  Vitruvius,  who, 
in  the  ]iroem  of  his  seventeenth  book,  informs  us,  that 
Agatharcus,  at  Athens,  was  ihe  first  who  wrote  on  this  sub- 
ject, on  occasion  of  a  play  exhibited  by  /Eschylus,  fur  which 
he  prejiared  a  tragic  scene;  and  that  afterwards  the  prin- 
ciples of  the  art  were  more  distinctly  taught  in  the  writings 
of  Demoeritus  and  Anaxagiuas,  disciples  of  Agatharcus, 
which  are  no  longer  extant.  The  perspective  of  Euclid  and 
of  Heliodorus  Larisseus  contains  only  some  general  elements 
of  optics,  that  are  by  no  means  adapted  to  any  particular 
practice  ;  though  they  furnish  some  matL-rials  that  might  be 
of  service  even  in  the  linear  perspective  of  painters.  Gemi- 
nus  of  Rhodes,  who  was  a  celebrated  mathematician  in  the 
time  of  Cicero,  h.ith  likewise  written  on  the  subject.  It 
seems  probable  that  the  Roman  artists  were  acquainted  with 
the  rules  of  per.spective,  from  the  account  given  of  their 
scenic  representations;  but  of  the  theory  of  this  art  among 
the  ancients  we  know  nothing — perspective,  no  doubt,  having 
been  lost  when  painting  and  sculptuie  no  longer  existed. 
John  TzetZL's,  «ho  lived  in   the  twelfth  century,  speaks  of 


perspective  as  if  well  acquainted  with  its  importance;  and 
the  Gjeek  painters,  who  were  employed  by  the  Venetians 
and  Florentines  in  the  tliiiteeiith  century,  seem  to  have 
bi ought  some  knowledge  of  it  into  Italy.  The  disci|iles  of 
(jiotto  are  commended  for  observing  jierspective  more  than 
thi-ir  predecessors  had  done;  they  lived  in  the  beginning  of 
the  fourteenth  century. 

The  Arabians  were  not  ignorant  of  this  art,  as  we  may 
presume  from  the  optical  writings  of  Alhazen,  who  lived 
about  the  year  1100,  cited  by  Roger  Bacon,  when  treating 
on  this  subject.  Vitellus,  a  Polander,  about  the  year  1270, 
wrote  largely  and  learnedly  on  optics  ;  and  our  own  Friar 
Bacon,  as  well  as  John  Peckham,  Archbishop  of  Canterbury, 
treated  the  subject  with  surprising  accuracy,  considering  the 
times  in  which  they  lived. 

The  most  ancient  authors  who  professedly  laid  down  rules 
of  [icrspeetive,  were  Bartolomeo  Bramantino,  of  Milan,  whose 
book,  entitlid  Refinh  dl  Perspellii'u^  e  Mlsure  delle  Antichila 
di  Lnmhardia,  is  dated  1440  ;  and  Pietro  del  Borgo,  who  is 
supposed  to  ha\e  died  in  1443.  He  supposed  olijects  to  be 
]>laced  beyond  a  transparent  tablet,  and  endeavoured  to  trace 
the  images,  which  rays  of  light,  emitted  from  them,  would 
make  upon  it.  His  work  is  not  now  extant  ;  but  Albert 
Durer  constructed  a  machine  upon  the  same  principles,  by 
which  he  could  trace  the  perspective  appearance  of  objects. 
In  1450,  Leon  Battista  AibeVetti  wrote  his  treatise  De 
Pitlura,  in  which  he  treats  principally  of  perspective. 

Balthazar  Peruzzi,  of  Sienna,  wrote  his  Method  < if  Perspec- 
tive, published  by  Serlio  in  1540.  To  him,  it  is  said,  we 
owe  the  discovery  of  points  of  distance,  to  which  all  lines 
that  make  an  angle  of  45°  with  the  ground  line  are  drawn. 
Guido  Ubaldi,  another  Italian,  soon  after  discovereil  that  all 
lines  parallel  to  each  other,  if  inclined  to  the  groiuid-line, 
converge  to  some  point  in  the  horizontal  line;  and  that 
through  this  point,  also,  a  line  drawn  from  the  eye,  parallel 
to  them,  will  pass.  His  Perspective  was  printed  at  Pessaro 
in  lt)00,  and  contained  the  lir>t  principles  of  the  method 
afterwards  discovered  by  Dr.  B.  Taylor.  In  15S3,  a  book  was 
published  by  Giacomo  IJarozzi,  of  Vignola,  commonly  called 
Viguola,  entitled.  The  Two  Rules  of  Perspective ;  with  a 
learned  Comment,  by  Ignalii'S  Dante.  Iii  1(515,  the  work  of 
Marolois  was  printed,  in  Latin,  at  the  Hague,  and  engraved 
and  published  by  Hondius.  And  in  1625,  Siiigatti  pub- 
lished a  treatise  of  perspective,  which  is  little  more  than  an 
abstract  of  Vignola's.  The  art  of  perspective  has  been 
gradually  improved  by  subsequentgeometricians,  particularly 
by  Pi-ofessor  Gravesande  and  Dj'.  Biook  Taylor.  The  latter 
did  not  confine  his  rules,  as  his  predecessors  had  done,  to  the 
horizontal  plane  only,  but  made  them  general,  so  as  to  affect 
every  species  of  planes  and  lines,  whether  parallel  to  the 
horizon  or  not;  and  thus  the  principles  were  made  universal. 
Farther,  from  the  simplicity  of  his  rules,  the  whole  tedious 
process  of  drawing  out  plans  and  elevations  for  any  object  is 
rendered  entirily  useless,  and  therefore  avoided  ;  for  by  this 
method,  not  only  the  fewest  lines  imaginable  are  reciuiivd  to 
jiroduce  any  peispective  representation,  but  evei:y  figure  thus 
drawn  will  bear  the  nicest  mathi'inatieal  examination. 

Vanishing  points,  in  every  pnsilion,  were  known  to  Guido 
Ubaldi ;  and  Gravesande  not  only  understood  the  use  of 
vanishing  points,  but  the  use  of  directors  also,  in  the  repre- 
sentation of  a  point,  prior  to  the  appearance  of  any  thing 
pnbii-hed  by  Brook  Taylor;  but  the  latter  h.is  extended  his 
theory  not  only  to  vanishing  points,  but  to  the  vanishing 
lines  of  planes  in  every  situation,  which,  when  once  ascer- 
tained, the  representation  of  an  object  is  found  by  the  same 
means  in  each  plane,  consequently  with  the  same  facility. 
Hamilton  seems  to  be  the  first  writer  who  introduced  the 


PER 


281 


PER 


practice  of  setting  the  radial,  or  parallel  of  the  original  line 
i'roMi  the  vani>hing  point,  upon  the  vanishing  line,  and  the 
oiigiiial  line  from  the  intersecting  point  upon  the  intcisocting 
line,  in  order  to  ascertain  the  representation  of  any  point,  or 
anv  part  or  parts  of  the  original  line,  and  to  find  the  origi- 
nals from  the  representations  given.  This  author  is  the  first 
who  has  applied  the  harmonic-il  division  of  lines  to  perspec- 
tive. Noitlc's  J'(rspeceii<e  contains  several  inventions  ;  par- 
ticularly his  methods  of  drawing  indefinite  representations 
to  inaccessible  vanishing  points,  both  by  scales  and  other 
means.  Thomas  Malton's  treatise  on  this  subject  is  also  an 
able  performance. 

In  the  following  list  will  be  found  the  names  of  some  of 
the  principal  writers  on  perspective,  with  the  dates  of  their 
performances,  down  to  a  comparatively  modern  period. 
ISome  of  these  authors  have  been  already  mentioned  ;  but  in 
addition,  several  mathematicians  of  eminence  have  writteui 
on  perspective ;  the  latter  have  treated  the  art  as  the  subject 
of  pure  geometry,  as  it  really  is.  The  performances  of  Dr. 
I>n>i)k  Taylor,  Gravesande,  Wolf,  De  la  C'aille,  and  Emeison, 
especially,  are  truly  valuable,  from  the  perspicuous  simplicity 
and  universality  with  which  they  have  treated  the  subject. 

FOREIGN    AUTHORS. 

Dates.  I  Dates. 

Guido  Ubaldas  .     .     .   1000  I  Andrea     Pozzo  —  two 

Maroloi 1015  1      treatises.     .   1700  &  1707 

Marolois  ■  Vredeman  -  Bernard  Lamy    .     .     .    1701 

Friese,  the  Jesuit     .   1619  |  Gravesande   ....   1711 


ENGLISH    AUTHORS. 

Uare  .... 
Priestley  .  .  . 
Kdward  Noble  . 
Thomas  Malton  . 
Biadbcrry 
Sliiraton  . 
W.K.d.  .  .  . 
Douslas    . 


1768 
1770 
1771 
177.5 
1775 
1775 
1797 
1805 


Edwards 1800 

\V.  Daniel     ....   1810 
D.  Cresswell      .     .     .1811 

Milne 1812 

Hayter 1813 


Humphrey  Ditton  .     .  171'2 

Moxon 1712 

liiuok     Taylor  —  two 

treatises  .     .   1 7 1 5  &  1 7 1 9 

Langley 17o0 

Oakley ll:]s 

Hamilton 173s 

Sirigath  (translated  by 

Ware) 1754 

Kirby 1700 

Highmore      ....  1703 

Fournier 1704 

Cowley 1705 

Ferguson 1765 

Within  the  last  few  years,  writers  on  perspective  have 
been  so  numerous,  that  it  is  impossible,  as  indeed  it  is  un- 
necessary, to  enumerate  them. 

We  shall  now  proceed  to  describe  the  art  of  perspective, 
in  such  a  manner  as  will,  we  trust,  be  found  a  very  easy- 
way  of  acquiring  a  genejal  knowledge  of  the  subject.  Let 
the  stuileiit  place  himself  in  a  darkened  chamljer.  and  then 
let  him  make  a  small  hole,  not  larger  than  a  pea,  in  the  door 
or  window,  opposite  to  some  remarkable  objects,  such  as 
houses  or  trees,  the  distance  of  which  should  be  at  least 
eqiuil  to  thi-ir  height,  and  may.  with  propriety,  be  two  or 
thr^-e  times  that  distance;  and  the  experiment  will  be  most 
agreeably  conducted,  when  the  sun  shines  strongly  on  the 
surfaces  facing  the  hole.  If  a  sheet  of  paper,  or  anv  white 
scr.-en,  be  placed  within  the  room  before  the  hole,  an  \m:we 
of  tlie  e.xtertial  obj.cts  opposite  the  aperture  will  be  depicted 
upon  It.  Ihe  tillage  will  be  beautiful,  although  the  outline 
of  the  objects  will  n..t  be  very  well  defined,  nor  their  colours 
very  distinct  for  rea>ons  which  the  study  of  optics  will  fullv 
e.xplam.  Ihe  instruction,  however,  to  be  derived  fn.m  the 
expenment,  will,  for  the  present  object,  be  the  same.  It 
will  be  observed  that  the  images  of  all  objects  are  inverted  • 


and,  to  understand  this,  the  student  must  be  reminded  of  the 
rectilinear  motion  of  light.  The  image  on  the  screen  can,  of 
course,  be  formed  only  by  those  rays  of  light  which  enter  the 
chamber  at  the  aperture,  and  it  will  be  admitted  that  the 
rays  from  the  top  of  the  external  objects  cannot  proceed  in  a 
right  line  to  the  screen,  unless  they  proceed  to  the  bottom  of 
the  screen,  and  the  objects  on  the  left  hand  will  be  on  the 
right  of  the  image.  That  the  lays  of  light  from  the  objects 
cross  each  other  at  the  aperture,  and  s[)read  afterwards  as 
they  advance,  may  be  proved  by  varying  the  distance  of  the 
screen;  the  size  of  the  image  upon  which  is  enlarged  by 
drawing  it  back,  and  lessened  by  placing  it  nearer  the  aper- 
ture. The  student  must  further  be  informed,  that  if  he 
could  trace  the  image  on  the  screen  exactly  as  it  is  there 
delineated,  he  would,  on  reversing  the  screen,  have  an  out- 
line of  the  external  objects  in  accurate  perspective.  As  the 
proportions  of  the  several  parts,  therefore,  are  not  altered  by 
the  inverted  position  of  the  image,  they  may  be  contemplated 
and  compared  with  the  original  objects,  as  if  no  inversion 
took  place.  Suppose  the  front  of  a  single  house  to  be  paral- 
lel to  the  surfiice  of  the  screen,  and  its  centre  very  ncaly 
opposite  to  the  centre  of  the  aperture,  its  image  up^in  the 
screen  will  he  of  the  same  shape  as  th<'  front  itself  is  known 
to  have,  and  its  dimensions  will  he  obtained  by  a  rule  easily 
discoverable ;  for  the  image  will  be  very  nearly  as  much  less 
than  the  original  as  the  distance  between  the  original  and  the 
aperture.  This  estimate  of  the  proportion  between  the 
image  and  the  object,  would  not  require  the  qualif\  iiig  term 
nearli/,  but  would  be  correct,  if  the  aperture  were  exactly 
opposite  the  centre  of  the  front  of  the  house  ;  but  we  have 
supposed  the  aperture  to  be  nearer  one  side  of  the  building 
than  the  other,  in  order  that  the  rays  from  the  nearest  gable 
of  the  house  may  pass  through  the  aperture.  This  being 
attended  to,  there  will  be  an  image  of  the  gable  end  upon  the 
screen  ;  and  the  size  and  shape  of  this  part  of  the  linage  must 
be  particularly  noticed.  It  will  be  found,  that,  though  the 
gable  may  be  in  reality  as  broad  as  the  front,  its  image  is 
extremely  naiTow  ;  that  its  ground-line,  instead  of  being 
level  with  that  of  the  front,  inclines  more  and  more  towaids 
the  top  as  it  recedes  from  the  eye,  and  that  the  further  edge  of 
the  inclined  roof  inclines  to  this  line  with  a  greater  degree 
of  inclination  than  the  original  is  kiiow-n  to  have :  thus, 
besides  the  narrowness  in  point  of  breadth,  the  height  of  the 
most  distant  corner  of  the  srable  is  in  the  image  shorter  than 
the  hithermost  corner.  This  visual  contraction  of  surfaces 
is  called  fore-shortening. 

To  understand  how  it  happens,  let  the  student  suppose  a 
thread  stretched  from  any  given  point  in  the  most  distant 
angle  or  vertical  edge  of  the  gable  to  its  image  on  the  screen, 
or  spot  on  which  it  would  foil  by  taking  a  rectilinear  course; 
let  another  line  be  supposed  to  be  drawn  from  an  opposite 
point  of  the  nearest  angle  of  the  gable,  and  it  will  be  per- 
ceived that  as  these  lines,  like  the  rays  of  light,  cross  the 
aperture,  they  will,  at  the  screen,  form  but  a  very  narrow 
opening;  and  as  the  breadth  of  the  image  cannot  be  greater 
than  this  opening,  the  breadth  of  the  gable  must  be  incon 
siderable  on  the  screen.  It  will  be  obvious  .at  the  same  time, 
that  the  more  nearly  the  gable  is  taken  in  front,  the  greater 
will  be  the  breadth  of  its  image,  while  that  of  the  apparent 
extent  of  the  front  will  be  proportionally  contraf'ted.  The  incli- 
nation of  the  ground-line  of  the  gable  will  be  explained,  by  sup 
posing  lines  to  be  drawn  fiorii  the  four  corners  or  limits  of  the 
gable,  to  their  respective  places  on  the  screen;  for  the  line 
which  bounds  the  further  side  of  the  gable  must  have  a  less 
image  on  the  screen  than  the  hithermost,  because  it  is  more 
distant,  and  at  an  intermediate  distance,  any  vertical  line  in 
the  gable  must  have  an  intermediate  height ;  therefore,  there 
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must  lie  in  the  picture  a  gradual  rising  of  the  jirounil-line 
tuwiinls  a  point  linriziiiilally  opposite  the  place  of  the  aper- 
ture : — N'lW  the  whole  art  of  perspective  consists  in  ohserv- 
iug  rules  which  teach  us  to  discover  the  diminutions  of  all 
ol)jects  seen  obliquely,  like  the  galile-end  of  the  house.  To 
render  this  experiment,  and  the  inferences  drawn  from  it, 
perfectly  clear,  it  onght  to  be  tried  and  fullv  considered.  It 
will  then  speak  to  the  eye,  and  the  object  to  be  obtained  by 
perspective  can  scarcely  be  misunderstood,  whereas  the 
impression  of  mere  words  is  speedily  effaced. 

'I'o  prevent  any  incorrect  infiTcncc,  we  shall,  however, 
refer  to  fig.  1,  where,  let  c  d  represent  the  window-shutter 
of  the  darkened  chamber,  and  //  the  aperture  in  it,  a  b  an 
external  object,  and  k  p  the  screen  which  receives  its  image. 
It  must  be  cibserved,  that  the  darkened  chamber  is  used  only 
as  a  means  of  se|)ara'ing  the  rays  which  lorm  an  iniiigc  from 
any  other;  and  that  if  the  direction  of  the  rays  could  be 
asci^rtained  as  much  before  the  shutter,  as  they  are  here 
behind  it,  an  image  of  the  original  object  wniuM  be  obtained 
of  the  same  size  as  that  upon  the  screen,  and  in  its  erect 
position,  because  the  rays  have  not  crossed.  Accordingly 
in  the  practice  of  jiers|)ective,  the  rays  of  light  f  om  an  object 
arc  always  supposed  to  be  intercepted  as  thi'y  converge  to 
the  eye  at  some  point,  as  at  h,  between  the  original  object 
and  the  eye.  In  the  experiment,  therefore,  the  aperture  in 
llie  win(h>w-shuttcr  must  be  considered  as  representing  the 
pupil  of  the  eye,  the  darkened  chiimber  of  the  eye,  and  the 
screen  tJie  retina,  or  as  a  means  of  rendering  visible 
the  pictures  which  the  eye  receives  of  visible  objects.  We 
need  not  observe,  that  a  larger  aperture,  with  a  convex  glass 
set  in  it,  would,  in  fact,  form  a  camera  obscura,  and  a  very 
distinct  image  would  be  painted  on  the  screen,  at  the  focus 
of  the  glass,  but  the  experiment  would  then  be  less  simple, 
and  the  direction  of  the  rays  not  so  evident.  Without  a  glass, 
the  distinctness  of  the  picture  is  sufficient  to  be  agreeable, 
when  the  eye  has  been  sometime  in  the  chamber. 

To  consider  the  foundation  of  perspective  in  another  point 
of  view,  let  a  d  c  d,  fig.  2.  represrnt  a  house,  seen  by  the  eye 
at  N.  The  e\  e  n,  is  supposed  to  be  opposite  the  corner  q  of 
the  house;  its  distance  from  which  is  equal  to  n  q,  and  its 
height  five  feet  from  the  ground.  The  situation  of  the  eye 
corresponds  to  that  of  the  hole  in  the  window-shutter  of  the 
former  experiment,  and  the  picture  of  the  house  formed 
in  the  eye  itself  corresponds  to  that  which  the  screen 
received.  In  this  situation,  as  in  every  other,  straight  lines 
drawn  from  every  part  of  the  house  to  the  eye,  represent  the 
direction  of  the  rays  which  form  the  images  of  those  parts 
respectively,  and  thereby  render  the  house  visible.  The  eye, 
it  must  be  undeistood,  is  fixed  upon  the  point  q,  directly 
before  it,  and  in  order  that  no  sensible  deviation  may  be 
possible,  we  may  suppose  it  to  be  hxjking  through  a  very 
sinall  aperture  in  a  piece  of  thin  brass,  g.  If  now  a  trans- 
parent plane,  for  example  a  pane  of  glass,  k  l,  be  interposed 
between  the  house  and  the  eye,  at  a  short  distance  from  the  eye, 
the  whole  of  tlie  house  will  be  seen  through  the  transparent 
plane,  although  the  latter  is,  comparatively  with  the  house, 
of  very  small  dimensions,  because  the  rays,  in  proceeding  to 
their  point  of  convergence  at  the  eye,  have  approached  each 
other  in  a  proportion  inversely  as  the  distance;  that  is,  at 
half  the  distance  from  the  object,  they  only  extend  over  half 
the  space  contained  between  the  point-s  of  emission  ;  at  one- 
fouith  of  the  distance  from  the  eye,  they  only  take  up  one- 
fi)urth  of  the  space;  and  the  .same  proportion  for  other  dis- 
tances. Suppose  the  pane  of  glass  to  be  within  arnrs  reach 
of  the  eye  at  N,  and  that  it  is  coated  with  gum-water  or 
isinglass,  so  as  to  receive  the  marks  of  a  ])cncil,  without 
naving  its  transparency  destroyed  ;  trace  the  outlines  of  the 


house  upon  the  glass,  by  observing  and  f  illowing  exactly  the 
tllrcction  in  which  they  are  seen  througli  the  small  aperture 
in  the  piece  of  brass.  When  this  is  done,  it  will  be  found 
that  the  real  or  measured  extents,  forining  the  different 
external  surfaces  of  the  house,  are  represented  by  extents 
modified  by  the  distance  and  oblicpiity  of  these  surfaces  to 
the  eye  ;  in  short,  as  shown  in  the  figure,  a  representation  of 
the  house  in  true  perspective  will  be  obtained,  in  the  given 
situation  of  the  eye.  To  yotnig  persons,  the  difJiculty  of 
understanding  an  explanation  of  this  kind  is  occasioned  by 
their  indistinct  perception  of  the  relation  between  the  rays 
and  lines  from  a  real  object,  and  the  projection  of  those  lines 
upon  a  flat  surface,  as  a  sheet  of  paper.  It  appears  eon- 
fusing  to  them  to  .say  that  the  eye  is  ojiposite  to  the  corner  q 
of  the  hou-^e,  and  yet  to  represent  it  at  n  on  one  side.  Uidess 
this  dilfieulty  be  overeonu',  and  the  mind  can  form  a  distinct 
ijnage  of  the  direction  which  the  line  shown  on  paper  would 
have  if  drawn  from  a  real  object,  perspective  diagrams 
will  be  contemplated  with  pain,  and  the  remembrance  of 
thetn  will  soon  be  effaced.  We  shall  therefore  propose  a 
little  experiment,  which  we  recommend  to  be  tried  by  those 
who  feel  the  iliftltnilty  alluded  to. 

Let  a  small  modid  of  a  house  be  made  of  wood,  anil  to 
every  corner  of  it  which  can  be  seen  in  any  one  situation, 
affix  a  thread  of  silk,  two  or  three  times  as  long  as  theinodel 
of  the  house  is  high.  These  threads  will  represent  the  rays 
of  light  proceeding  from  the  corners  a  b  c  d.  f  k  I  m  of  the 
house  in  Fiiim-e  3.  Let  the  threads  be  drawn  through  a  hole 
in  a  piece  of  thin  brass,  just  large  enough  to  admit  them  to 
be  moved  freely.  The  hole  in  the  piece  of  brass  will  repre- 
sent the  eye.  Let  small  weights  be  attached  to  the  extremi- 
ties of  the  threads  which  have  been  passed  through  the  hole 
in  the  brass;  the  threads  being  thus  stretched,  will  form  a 
right  line  from  the  house  to  the  brass,  and  the  apparalius  will 
be  ready  for  eluci<lating  the  nature  of  perspective.  While 
the  model  of  the  house  remains  stationary,  let  the  position  of 
the  brass  be  varied,  .sometimes  placing  it  higher,  sometimes 
lower,  at  different  distances,  and  towards  difiirent  sides; 
and  let  the  angles  fiirmed  by  the  threads  in  each  situation  be 
attentively  considered,  by  the  observer  placing  himself  behind 
the  brass,  and  supposing  himself  to  regard  the  house  as  if  he 
saw  it  through  the  hole.  Let  liim  alter  each  remove  of  the 
brass,  suppose  that  the  threads  representing  the  rays  of  light, 
without  altering  their  direction,  were  to  pass  through  a  sheet 
of  p;iper,  interposed  at  any  distance  between  the  brass  and 
the  house,  and  he  wotdd  find  that  by  drawing  lines  to  join 
the  points  thus  obtained,  an  outline  representation  of  the 
house  would  be  produced,  and  this  representation  would  be 
in  true  perspective.  For  any  one  situation,  it  would  not 
bo  a  troublesome  matter  to  perforate  a  piece  of  paper,  to  be 
slipped  upon  the  threads  without  distorting  them;  and  for 
other  situations,  a  good  idea  of  what  the  representation  would 
he,  or,  in  other  words,  of  the  perspective  sp.aee  between  any 
given  points,  would  be  obtained  by  measm-ing  the  openings 
between  the  threads  at  ej^nal  distances  from  the  brass.  After 
the  trial  and  proper  consideration  of  this  experiment,  it  will 
be  easv  to  form  a  tolerably  correct  idea  of  the  perspective 
appearance  of  anv  object,  or  assemblage  of  olijeets,  and  not 
diflicult  to  exhibit  th  it  appearance  on  paper.  In  perspective 
diagrams,  lines  mii^t  be  drawn  to  represent  the  rays,  tho 
direction  of  which  in  this  experiment  is  indicated  by  threads, 
and  as  the  view  of  an  object  varies  from  the  point  in  which 
it  is  seen,  the  situation  of  the  eye,  both  in  height  .and  distance, 
must  be  laid  down  upon  paper,  on  which  the  perspective 
drawing  of  an  object  is  to  be  made,  unless  we  propo.se  to  look 
at  the  object  itself  as  through  a  trans|iarent  plane.  Tho 
question  then  occurs,  how  shall   the  position  ff  the  eye  be 
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desij;nated  on  paper  1  It  can  no  way  be  represented  so  clearly 
as  by  |)lacin<;  it  on  one  side,  a-;  shown  in  the  tigiiro,  or  by 
placiiig  it  verlit'a  ly  lieneath  the  object  to  be  drawn,  as  re- 
presented in  Figure  !2. 

My  whatever  means  the  representation  t  »,  Figure  2.  of  an 
object  A  n  c  D,  is  ol)tainid,  if  the  outline  be  accurate,  and 
viewed  at  a  proper  distance,  it  is  plain  it  will  make  an  out- 
line of  the  same  form  in  the  eye  as  the  object  itself;  and  if 
the  colourint;  were  equally  perfect,  the  eye  niiiiht  mistake  the 
%ure  for  the  original.  But  even  when  colours  arc  not  em- 
ployed, correct  dimensions  give  the  whole  a  pleasing  ap- 
pearance, and  constitute  the  first  great  requisite  to  every  good 
picture. 

Having  thus  endeavoured  to  explain  the  nature  of  perspec- 
tive, we  may  next  advert  to  the  limits  of  vision.  We  may 
Consider  the  eye,  in  whatever  direction  we  look,  as  situated 
in  the  centre  of  a  sphere,  which  we  may  suppose  to  be  repre- 
sented by  the  circle  K  K  F  i,  Figure  3.  The  hemisphere  elf 
is  behind  the  eye,  and  therefore  obviously  invisible;  and  it  is 
also  certain,  that  the  eye,  looking  forward  hoiizontally  to  K, 
catniot  take  in  at  once  the  whole  of  the  hemisphere  e  k  f. 
ISo  far  from  this,  it  cannot  take  in  a  larger  angle  than  s  k  t, 
«hich  is  but  half  a  hemisphere,  or  equal  to  90  degrees.  And 
as  the  rays  which  the  eye  takes  in,  extend  all  round  to  an 
equal  distance  fi'om  the  ceiitial  ray  k  r,  it  follows  that  the 
whole  of  the  rays  whieh  enter  the  eye  at  once,  will  be  in  the 
fojm  of  a  cone,  of  which  the  apex  is  at  the  eye  ;  and  of  such 
a  cone  of  rays,  s  r  i  may  be  considered  as  the  profile.  It  is 
however  f  ■und,  that  to  have  an  agreeable  view  of  large  ob- 
ji'cls,  snch  as  buildings,  the  angle  of  vision  should  not  exceed 
00  degrees,  or  one-third  of  an  heinispheje ;  in  other  words, 
that  we  cannot  distinctly  see  the  whole  of  an  object,  unless 
its  distance  from  the  eye  be  at  least  equal  to  its  height ;  and 
the  appearance  of  a  picture  will  be  more  agreeable,  if  not 
made  to  compivhend  above  45,  or  at  most  50  degrees;  in- 
deed, for  small  objects,  or  such  as  do  not  exceed  the  length 
of  a  foot  ill  any  of  their  dimensions,  it  is  not  advisable  to 
exceed  an  angle  of  oO  degrees.  As  a  picture  therefore  should 
lever  comprise  more  than  the  eye  can  easily  take  in  at  one 
view,  a  distance  of  25  degrees  on  either  side  of  the  point  of 
sight,  may  be  considered  a  standard  limit.  Fifty  degrees  to 
tlie  eye  at  B,  are  comprehended  in  the  angle  x  n  y  ;  and  we 
n(!ed  scarcely  observe,  that  the  measure  of  an  angle,  is  the 
S|iace  it  lakes  up  on  the  circumference  of  a  circle,  which  has 
the  point  i>f  the  angle  for  its  ceiure  ;  a  circle  being  ahvavs 
supposed  to  contain  3(10  degrees.  Hence,  if  the  lines  form- 
ing the  angle  j  R  //  were  extended,  the  angle  v  K  I  would  still 
be  only  one  of  fifty  degrees,  because,  whatever  were  the 
size  of  a  circle  drawn  tVoin  the  point  r,  through  its  two 
legs,  if  that  ciic.e  wen^  divided  into  300  |iaits,  the  nuniber 
of  those  pans  enclosed  by  the  angle,  could  not  be  more 
than  fifty. 

\\  e  siiall  now  proceed  to  the  definition  of  the  terms  used 
in  treating  of  persjieclive,  and  then  show  the  method  of  put 
ling  into  perspective,  those  forms  which  luay  be  considered 
as  the  elements  of  all  others. 

DfiFiNrrioNS. — 1.  An  original  object  is  any  object  what- 
ever, which  is  rendered  the  subject  of  a  picture. 

2.  Original  planes  or  lines  are  the  surliices  or  lines  of 
original  objects. 

3.  Perspectivt  plane  is  ihe  surface  on  which  a  picture  is 
deluiealed.  It  may  be  here  observed,  that  painters  regard 
tite  trame  of  a  picture  nieiely  as  an  apeiture  through  which 
original  objects  are  seen;  and  they  therefore  consider  the 
jieispective  plane  to  be  transparent",  to  admit  of  this  view. 
It  is  on  this  account  that  the  perspective  plane  is  frequently 
called  the  transparent  plane. 


4.  Ground-plane  is  the  earth  or  surface  on  which  stand  the 
objects  to  be  delineated,  as  well  as  the  spectator. 

5.  O'ronnd-line  is  the  line  on  which  the  perspective  plane 
is  supposed  to  rest. 

0.  Visual  rays  are  those  which,  passing  through  the  trans- 
parent plane,  render  oiiginal  objects  visible. 

7.  Frincipal  visual  rag  is  that  which  passes  through  the 
axis  or  centre  of  the  eye,  and  the  course  of  which,  therefore, 
from  the  perspective  plane,  is  shorter  than  any  other,  be- 
cause it  is  perfectly  direct.  Its  height  above  the  ground-line 
is,  of  course,  alwav  s  the  same  as  that  of  the  eye. 

8.  Point  of  sight  is  that  fixed  point  from  which  the  spec- 
tator looks  upon  the  perspective  plane,  when  any  original 
object  is  delineated. 

9.  Centre  of  the  picture  is  that  point  of  the  perspective 
plane  which  is  exactly  opposite  the  point  of  sight,  that  is, 
where  the  principal  visual  ray  enters  the  transparent  or 
perspective  plane.  It  must,  therefore,  be  carefully  distin- 
guished from  the  measured  centre  of  .any  picture,  as  it  can 
never  exceed  the  height  of  the  eye  from  the  ground-line. 

10.  Tlie  distance  of  the  picture,  or  point  of  distance,  is  the 
distance  between  the  eye  and  point  of  sight,  and  the  centre 
of  the  picture. 

11.  Vanishing  points  are  those  points  to  which  all  lines 
inclined  to  the  picture  appear  to  converge,  and  which  those 
lines  meet  when  produced.  Vanishing  points  have  no  place 
in  a  finished  picture ;  they  are  used  to  facilitate  drawing  in 
perspective. 

12.  The  horizontal  line  is  a  line  parallel  with  the  horizon, 
at  the  height  of  the  eye, — that  is,  it  passes  horizontally 
through  the  centre  of  the  picture. 

Distance  of  a  vanishing  point  is  the  distance  upon  the 
vanishing  point  on  the  picture  to  the  eye  of  the  spectator. 
It  may  also  be  proper  to  remind  some,  of  the  difference  be- 
tween a  perpendicular  and  a  vertical  line  or  plane  :  a  vertical 
line  points  directly  to  the  centre  of  the  earth  ;  it  is  therefore 
at  right  angles  to  the  plane  of  the  horizon,  and  is  the  same 
with  the  direction  of  a  plumb-line:  a  perpendicular  line  is 
any  line  which  is  at  right  angles  to  another ;  it  may  therefore 
be  sometimes  a  vertical  line,  sometimes  a  horizontal  one,  or 
in  any  other  position,  according  to  the  direction  of  the  line 
or  surface  with  which  it  forms  a  right  angle. 

Methods  of  jiulting  squares  into  perspective. — Suppose  a 
square  to  be  traced  upon  the  ground  at  some  distance  before 
us  ;  that  we  find,  upon  admeasurement,  the  length  of  each 
side  to  be  8  feet,  and  that  we  are  opposite  the  centre  of  the 
nearest  side,  at  the  distance  of  18  feet.  We  know,  that  if 
we  wish  to  obtain  what  is  called  a  ground-plan  of  this 
square,  we  must  represent  it  by  a  square  uj)on  paper,  as  in 
Figure  4,  and  thus  we  shall  have  its  real  appearance,  sup- 
posing the  eye  to  be  looking  down  upon  it,  just  over  its  cen- 
tre;  but  looking  upon  it  obliquely,  as  we  have  stated,  and 
with  the  eye  at  the  height  of  0  feet  from  the  ground,  we  are 
convinced,  from  the  nature  of  perspective,  as  before  ex- 
plained, that  the  side  nearest  to  us  will  make  a  longer  line 
upon  the  retina  than  any  of  the  rest.  The  question  is,  there- 
fore, to  obtain  the  true  appearance  of  the  whole  square, — 
that  is,  the  ti  ue  form  of  the  image  it  makes  on  the  retina.  In 
the  first  place,  determine  the  scale  to  be  observed, — that  is, 
what  space  shall  correspond  to  a  foot  of  the  original.  For 
example,  suppose  one-tenth  of  an  inch  ;  then  draw  a  line,  a  b, 
Figure  5,  eight-tenths  of  an  inch  long,  and  another  line,  n  d, 
parallel  with  this  base-line,  at  the  height  of  six-tenths  of  an 
inch  from  it.  Raise  a  perpendicular  from  the  centre  of  the  line 
A  B,  and  the  point  c,  in  which  cuts  the  horizontal  line,  will  be 
the  centre  of  the  picture.  From  c  on  the  horizontal  line,  set 
off  the  distance  at  which  the  square  is  seen,  which  will  here  be 
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eightcen-tenths  of  an  imli.  and  the  point  of  distance  d  will  be 
obtained.  From  A.  draw  the  line  a  c;  and  from  B,  the  line 
B  c-  then  from  A,  dniw  the  line  A  D,  and  to  the  point  /(,  in 
which  A  D  intersects  b  c,  diaw  a  line  <j  A,  parallel  with  the 
ground-line  A  B  ;  thi-n  will  \  g  -a  k  form  the  pers|ieetive  out- 
line of  the  square  required.  Let  it  be  supposed  that  the 
square  above  described  is  viewed  by  an  eye  situated  ojiposite 
one  of  its  corners,  as  in  Figure  6.  Draw  a  ba>e-line,  b  l,  as 
before,  and  on  each  side  of  any  assumed  point,  k,  set  otf  half 
the  measured  length  of  the  diagonal  of  the  square,  viz.,  half 
the  distance  between  the  corners  y  z.  Figure  4.  I'arallel  to 
the  base-line,  at  the  height  of  si.x-tenths  of  an  inch  from  it, 
draw  the  hoiizontal  line  p  n  d,  and  raise  from  k  the  perpen- 
dicular k  c.  From  f,  draw  the  line  f  c,  and  from  g,  the  line 
G  c.  On  each  side  of  the  centre  c,  set  oil'  on  the  horizontal 
line  the  points  of  distance  p  d,  and  from  each  side  of  them 
draw  lines  to  the  centre  of  the  base  k  ;  then  from  a,  draw 
the  line  a  p,  and  from  6,  the  line  z  d,  and  the  diagonal  view, 
a  b  f  k,  of  the  square,  will  be  completed. 

We  shall  give  one  more  e.xample  respecting  squares  : — 
Suppose  we  have  a  square  pavement,  composed  of  equal 
alternate  pieces  of  black  and  white  marble  ;  the  total  niunber 
of  small  pieces  to  be  144,  and  each  of  them  1  foot  sijuare, 
as — 

Here  there  will  be  si.\  black  and  six  white  pieces  on  each 
side  of  the  square.     Suppose  the  spectator  to  stand  opposite 
the   middle   of  the  third   square   on   the  left,  and   that,  for 
greater  clearness,  the  scale  be  two-tenths  of  an  inch  to  a  foot, 
with  the  eye  5  feet  above  the  ground,  but  at  the  distance  of 
18  feet,  as  before.     Draw  a  base  line  r  k,  and  divide  a  part 
of  it  into  as  many  equal  divisions  as  there  are  squares  on  one 
side  of  the  original,  as  1,  2.  3,  4,  <kc.    These  divisions,  by  the 
scale  now  adopted,  will  each  be  two-tenths  of  an  inch.    Draw 
the  horizontal  line  at  the  distance  of  5  feet  (according  to  the 
scale)  from  the  base.  Prom  the  middle  of  the  sjiacc  between 
2  and  3,  raise  a  perpendicular,  and  to  the  point  c,  in  which 
it  cuts  the  horizontal  line,  draw  lines  from  the  commencement 
and  the  termination  of  the  divisions  on  the  ground-line,  viz., 
r  c  and  12  c.     From  c,  set  otl"  the  distance  c  d,  18  feet,  for 
the  distance  of  the  eye.     Draw   the   line  r  d  ;  and  from  e, 
where  it  intersects  the  line  12  c,  draw  a  line,  ef,  parallel 
with  the  base-line  r  k;  then  will  r/e  12,  give  the  boundaries 
of  the  pavement.     To  obtain  the  reticulations,  draw  lines 
from   each   of  the  divisions,  1,  2,  3,  &c.,   on   the   base-line, 
to  the  centre  of  the  picture  c,  and  from  each  of  the  same 
divisions  to  the  point  of  the  distance  d.     The  lines  drawn 
from  the  divi--ions  to  c,  from  the  right  and  lelt  sides  of  the 
small   squares,  and   the  lines  drawn  from  the  divisions  to  D, 
give  the  points  on  the  line  c  12,  from  which  the  horizontal 
lines  may  be  drawn  to  form  the  other  sides  of  the  squares. 
Or,  after  all  the  lines  are  drawn  from  the  divisions  on  the 
ground-line  to  the  centre  c,  and  also  the  line  r  d,  the  reinain- 
in"  sides  of  the  squares  may  be  obtained  by  drawing  jiarallel 
lines  ihi  ongh  the  various  points  in  «  hich  the  pai  t  ;•  e,  of  the 
line  r  u,  intersects  the  lines  drawn  to  the  centre  c. 

It  is  often  thought  by  those  who  are  commencing  this 
study,  that  representations  such  as  the  one  now  given,  have 
uo  resemblance  to  the  originals  ;  but  if  they  be  examined,  as 
every  picture  ought  to  be  examined,  opposite  to  the  point  of 
sight,  and  at  the  distance  for  whicli  they  are  drawn,  the  idea 
ol  their  incorrectness  will  disappear  ;  to  render  the  illusion 
the  mure  complete,  the  tigure  should  be  vii;wed  through  a 
small  lube  or  aperture,  to  prevent  the  intrusion  of  surround- 
ing olyects.  It  must  also  be  observed,  that  diagrams  upon 
paper  have  frequently,  tor  the  sake  of  convenience,  a  vanish- 
ing point  so  near,  that  the  eye  has  nut  the  power  of  distinct 
vision    at    the   distance  for  which    they  arc  drawn.      Such 


designs,  therefore,  although  correct  in  principle,  will  not  ap- 
pear  correct  to  the  eye  unless  enlarged. 

To  put  a  circle  into  perspectivf. — The  perspective  or  ob- 
lique view  of  a  circle,  is  an  ellipse,  and  it  is  usually  obtained 
by  drawing  a  square  of  a  size  just  sufficient  to  corit:iin 
the  circle,  and  dividing  it  into  small  circles,  then  putting 
the  divided  square  into  the  perspective,  and  drawing  within 
it  a  line  through  the  corresponding  parts  of  the  small  squares, 
and  this  line  will  be  an  ellipse.  Thus,  to  obtain  the 
perspective  of  a  circle  e  f  o  ti,  fig.  8,  draw  round  it  the 
square  A  B  c  D.  Divide  the  square  into  small  squares,  the 
number  of  which  should  be  increased  in  proportion  to 
the  exactness  with  which  the  perspective  curve  must  be 
obtained  ;  draw  also  the  diagonals,  c  B  and  a  d.  Throw  the 
square  and  reticulations  into  perspective,  as  represented  in 
fig.  9,  where  c  is  the  centre  of  the  picture,  and  d  the  point 
of  distance;  then  draw  the  curve  by  hand  through  the  parts 
corresponding  to  those  through  which  the  circle  passes  in 
fig.  8.  The  perspective  view  of  a  circle  will  be  an  ellipse, 
whether  the  square  opposite  the  middle  of  one  of  its  sides,  as 
in  lig.  5);  or  even  with  one  of  its  angles,  as  in  fig.  10,  where 
B  c  is  the  line  of  sight;  or  at  a  distance  on  one  side,  as  in 
fig.  11,  where  l  c  is  the  line  of  sight.  The  point  of  distance, 
in  figs.  10  and  11,  is  the  same  as  in  fig.  9,  though  in  fig.  11 
it  could  not  be  drawn  without  extending  beyond  the  limits 
of  the  plate. 

To  put  a  Irianguhir  prism  into  perspective.- — To  represent 
in  perspective  a  tri.angular  prism  or  solid,  standing  vertically 
upon  one  of  its  ends,  and  viewed  by  an  eye  just  opposite 
one  of  its  angles ;  draw  by  admeasurement  a  plan  of  a  prism, 
as  a  b  c,  fig.  12 ;  then  draw  the  line  o  k  across  the  outermost 
boundary  of  the  triangle,  and  make  e  f  parallel  with  o  k. 
From  e  let  fall  the  line  e  d,  perpendicular  to  g  k.  On  c  d 
set  ofl'the  measured  distance  of  the  eye  from  the  prism,  and 
mark  the  place  of  the  eye  at  d.  From  a  and  b,  draw  lines 
meeting  each  other  in  d.  From  rf,  draw  the  line  </  m  p;i- 
rallel  with  a  c  of  the  triangle,  and  on  the  othei'  side  of  the 
line  d  I  parallel  with  b  c.  From  e  raise  the  perpendicular 
e/to  the  measured  height  of  the  nearest  angle  of  the  prism 
to  which  the  eye  is  opposite.  On  ef,  measure  the  height  of 
the  eye  from  the  ground-line  o  k,  and  draw  the  horizontal 
line  H  H.  Take  the  distance  c  m.  set  it  off  on  each  side  from 
?t,  and  it  will  give  the  vanishing  points  v  p  and  v.  Draw 
the  lines  e  v  p  and  e  v.  Then  from  o  and  p,  where  the  lines 
from  a  and  b,  in  proceeding  to  the  eye,  cut  the  line  k  f,  draw 
the  lines  p  q  and  o  .s-,  parallel  with  e  f.  Draw  the  lines  v  xf, 
awAfw  V  p,  and  the  perspective  outlines  w  fx  r  e  z,  of  the 
prism,  whose  base  is  equal  to  the  triangle  a  h  c,  will  be  olv 
tained,  and  may  be  finished  by  shading  it  according  to  the 
direction  in  which  the  light  falls  upon  it.  This  mode  of 
drawing  from  a  ground-plan  is  extremely  useful,  and  well 
calculated  to  show  the  difl'erence  between  the  visual  and 
real  dimensions  of  objects.  The  outlines  of  the  house  a  b  c  u, 
in  fi'f.  2,  were  obtained  by  it;  it  should  be  rendered  familiar 
by  frequent  practice  on  figures  in  dillerent  positions. 

To  put  a  cube  and  cylinder  into  perspective. — As  the  base 
of  a  cube  is  a  square,  it  may,  wl»en  viewed  as  in  the  present 
example,  opposite  one  of  the  angles,  be  put  into  perspective 
by  the  same  process  as  the  square  in  fig.  13,  and  figs.  9,  10, 
and  11,  will  explain  the  manner  in  which  the  perspective  of 
a  square,  seen  in  other  positions,  may  be  obtained.  Having 
then  obtained  the  base,  we  shall  find  that  when  h  is  the 
horizontal  line,  p  D  the  ])oints  of  distance,  and  a  b  half  tllte 
measured  length  of  the  diagonal  of  the  cube,  the  perspective 
of  the  base  will  be  represented  by  a  f  d  g.  Make  the  height 
of  a  c  equal  to  the  measured  length  according  to  the  scale,  of 
one  of  the  sides  of  the  cube,  then  draw  the  lines  c  d  and  e  v. 
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From /and  g  draw  lines  parallel  with  a  e,  for  the  sides  of 
the  figure ;  draw  the  line  e  f  to  a  perpendicular  let  fall  from 
the  horizontal  line  at  p  to  m.  From  f  draw  a  line  to  any 
part  of  the  horizontal  line,  as  to  l,  and  draw  from  m  a  line 
to  meet  this  in  l.  To/draw  the  line /'A,  ajid  to  (/  the  line  i  d  ; 
then  from  h  and  i  raise  perpendiculars  to  intersect  f  l,  and 
from  the  points  of  intersection  draw  the  lines  /)  I  and  r  k  ;  thus 
will  be  obtained  the  perspective  outline  of  the  cube  k  I  fag  o  e. 
If  the  cube  had  not  been  viewed  directly  opposite  one  of  its 
angles,  the  points  of  distimce  would  not  on  each  side  have 
coincided  with  the  vanisiiing  points,  and  the  vanishing  points 
would  have  been  best  obtained  as  for  the  triangular  prism, 
fig.  12. 

The  procedure  of  a  parallelopiped,  is  essentially  the  same 
as  for  a  cube.  To  put  a  cyluider  into  perspective,  first  pro- 
ceed as  for  a  cube  or  parallelopiped,  draw  on  the  perspective 
of  each,  and  such  an  ellipse  as  it  will  admit;  let  the  longer 
or  conjugate  axes  be  eq^ual,  and  join  the  opposite  extremities 
of  these  axes  by  two  parallel  lines,  as  shown  in  Figure  14. 
Having  thus  obtained  the  perspective  of  the  cylinder,  it  only 
remains  to  erase  the  lines  which  belong  to  the  cube  or 
parallelopiped. 

Of  sluidows,  and  description  for  drawing  2'crspective. — 
Having  now  shown  the  mode  of  putting  into  perspective 
those  elementary  forms  which  enter  into  the  composition  of 
drawings  of  every  description,  we  shall  be  obliged  to  be  con- 
cise with  the  remainder  of  the  subject.  The  student  must 
be  aware  how  much  dillerence  of  position  atTects  the  visual 
appearance  of  objects.  And  that  by  a  proper  attention  to 
this  circumstance,  the  few  rules  which  have  been  given,  may 
be  applied  to  subjects  of  considerable  complication.  To 
acquire  a  knowledge  of  the  principles  of  perspective,  it  is 
recommended  not  merely  to  compare  the  plates  with  the 
printed  page,  but  to  copy  the  diagrams,  and,  lijr  the  sake  of 
greater  perspicuity,  to  do  this  on  as  laige  a  scale  as  may  be 
convenient.  Afterwards,  some  treatise  especially  devoted  to 
the  subject  may  be  perused,  and  perhaps  Brook  Taylor's  and 
Alatton's  may  be  the  best ;  for  although  these  authors  will 
require  considerable  attention,  they  have  the  merit  of  being 
sure  guides. 

With  respect  to  shadows,  the  proper  distribution  of  which 
give  such  life  to  perspective  drawings,  it  may  be  useful  to 
remark,  that  the  shadow  cast  by  any  object,  covers  the  pre- 
cise space  which  that  object  would  prevent  the  eye  from 
seeing,  if  the  eye  were  in  the  place  of  the  luminous  body. 
The  position,  therefore,  of  the  luminous  body  must  always  be 
ascertained,  and  the  shadow  to  be  assigned  to  any  object  in 
a  picture,  will  be  a  perspective  view  of  the  space  which  the 
eye  would  be  prevented  from  seeing,  if  in  the  place  of  the 
luminous  body.  A  few  experiments  with  a  caudle  at  night 
will  be  an  easy  mode  of  gaining  a  little  acquaintance  with 
this  sul)ject ;  it  must,  however,  be  observed,  that  the  shadow 
from  a  candle  is  every  way  larger  than  that  part  of  the  object 
which  intercepts  the  rays  ;  but  in  point  of  breadth,  this 
never  happens  with  the  shadows  of  the  sun.  The  reason  is, 
that  the  rays  from  the  candle  considerably  diverge,  while 
those  fiom  the  sun,  on  account  of  the  immense  distance  of 
th;it  luminary,  have  no  perceptible  deviation  from  parallelism. 
It  must  be  remembered  also,  that  strung  reflections  from 
surrounding  objects  will  diminish  the  intensity  of  shades, 
and  that  not  only  the  quantity  of  light  which  falls  on  an 
(jbject,  but  the  quantity  which  can  be  reflected  to  the  eye, 
must  be  considered. 

As  it  frequently  happens  that  persons  have  occasion  to 
draw  in  perspective,  who  have  acquired  no  theoretical  know- 
ledge of  the  art ;  for  the  use  of  such,  a  great  variety  of 
machines  have  been  constructed.  Most  of  these  madiines 
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are  on  optical  principles;  the  camera  obscura,  which  we 
have  already  described,  is  one  of  them,  ami  the  camera  lucida 
is  another.  In  praise  of  the  latter,  much  has  lately  been 
said;  but  although  it  must  be  admitted  to  be  a  very  portable 
and  beautiful  instrument,  the  acquisition  of  the  proper  art  of 
using  it  is  extremely  dillicult  to  all,  and  to  some  impossible. 
Its  chief  use  will  be,  that  of  allbrding  the  means  of  contem- 
plating the  real  perspective  appearance  of  objects,  and  per- 
haps to  obtain  the  position  of  a  few  points;  but  for  very 
minute  delineation,  it  is  of  little  value.  For  general  use  we 
may  venture  to  recommend  an  instrument  described  by  Fer- 
guson, to  whom  the  knowledge  of  it  was  communicated  by 
Dr.  Bevis.  It  has  the  advantage  of  other  machines  in  two 
points  ;  it  may  be  constructed  at  a  small  expense  by  any 
tolerably  skilful  artisan  in  wood,  and  the  use  of  it  will  con- 
stantly tend  to  render  the  practice  of  perspective  drawing 
more  easy,  by  the  maimer  in  which  it  produces  the  measure 
of  surfaces  or  angles.  It  will  therefore,  better  than  most 
other  instruments  for  the  same  purpose,  supply  the  want  of 
a  more  extended  essay. 

The  machine  in  question  is  represented  at  Figures  15  and  1 G. 
Figure  15  is  a  plan,  and  Figure  16  a  view  of  it  on  a  larger 
scale.  The  same  letters  refer  to  the  corresponding  parts  in 
both  figures,  a  b  e  f  is  an  oblong  board,  and  x  y  are  two 
hinges  on  which  the  part  c  l  n  is  moveable.  This  part  con- 
sists of  two  arches  or  portions  of  afches,  c  m  l,  and  d  n  l, 
joined  together  at  the  top  l,  and  at  the  bottom  to  the  cross 
bar  D  c,  to  which  one  part  of  each  hinge  is  fixed,  and  the 
other  part  to  a  flat  board,  half  the  length  of  the  board  a  b  e  f, 
and  glued  to  its  uppermost  side.  The  centre  of  the  arch 
c  M  L  is  at  D,  and  the  centi'e  of  the  arch  d  n  l  is  at  c. 

On  the  outer  side  of  the  arch  d  n  l  is  a  sliding  piece,  n, 
(much  like  the  nut  of  the  quadrant  of  altitude  belonging  to 
a  common  globe)  which  may  be  moved  to  any  part  of  the 
arch  between  d  and  l  ;  and  there  is  such  another  slider  o, 
on  the  arch  c  m  l,  which  may  be  set  to  any  part  between 
c  and  L.  A  thread  c  p  n  is  stretched  tight  from  the  centre  o 
to  the  slider  n,  and  such  another  thread  is  stretched  from 
the  centre  d  to  the  slider  o  ;  the  ends  of  the  threads  being 
fastened  to  these  centres  and  sliders.  It  is  plain,  therefore, 
that  by  moving  the  sliders  on  their  respective  arches,  the 
intersection  p  of  the  threads  may  be  brought  to  any  point  of 
the  open  space  within  those  arches. 

In  the  groove  k  is  a  straight  sliding  bar  i,  which  may  be 
drawn  farther  out,  or  pushed  further  in,  at  pleasure.  To  the 
outer  end  of  this  bar  i.  Figure  16,  is  fixed  the  upright 
piece  H  z,  in  which  is  a  groove  for  receiving  the  sliding 
piece  Q.  In  this  slider  is  a  small  hole  u,  for  the  eye  to  look 
through  in  using  the  machine  ;  and  there  is  a  long  slit  in  h  z, 
to  let  the  -hole  r  be  seen  through  when  the  eye  is  placed 
behind  it,  at  any  height  of  the  hole  above  the  level  of  the 
bar  I. 

Suppose  a  house,  q  s  r  p,  to  be  at  a  considerable  distance 
beyond  the  limits  of  the  plate,  to  obtain  a  perspective  repre- 
sentation of  it,  place  the  machine  on  a  table,  with  the  end  e  f, 
of  the  horizontal  board  abef  towards  the  house,  so  that, 
when  the  arch  d  l  c  is  set  upright,  the  middle  part  of  the 
open  space  (about  p)  within  it,  may  be  even  with  the  house 
when  the  eye  is  placed  at  z,  and  looking  at  the  house  thronch 
the  small  hole  r  ;  and  then  fix  the  corners  of  a  square  piece 
of  paper  with  four  wafers,  on  the  surface  of  that  half  of 
the  horizontal  board  which  is  nearest  the  house. 

To  complete  the  arrangement  of  the  apparatus  for  draw- 
ing, set  the  arch  upright,  as  in  the  figure,  which  it  will  be 
when  it  comes  to  the  perpendicular  side  t,  of  the  upright 
piece  ST,  fixed  to  the  horizontal  board  behind  d.  Then  placing 
the  eye  at  z,  look  through  the  hole  at  r  at  any  point  of  the 
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house,  as  q  ;  and  move  the  sliders  n  and  o,  till  the  intersection 
of  the  threads  at  p,  is  directly  between  the  eye  and  the  point 
<7  ;  then  put  down  the  arch  llat  upon  the  paper  on  the  board, 
as  s  t,  and  the  intersection  of  the  threads  will  be  at  w.  ^lark 
the  point  w  on  the  paper  with  the  dot  of  a  blacklead  pencil, 
and  set  the  arch  uprij^ht  aj;;ain  as  before  ;  then  look  through 
the  hole  R,  and  move  the  sliders  n  and  o,  till  the  intersection 
of  the  threads  comes  between  the  eye  and  any  other  point  of 
the  house,  as  ;«  ;  this  being  done  put  down  the  arch  again 
to  tlie  paper,  and  make  a  pencil-mark  thereon  at  the  inter- 
section of  the  thread  as  before  ;  obtain  the  point  p  in  the 
same  manner,  and  draw  a  line  from  that  mark  to  the  one  at 
w.  The  line  p  w,  thus  obtained,  will  be  a  representation  in 
true  perspective  of  the  corner/)  q  of  the  house. 

IJy  thus  bringing  the  intersection  of  the  threads  success- 
ively between  the  eye  and  other  points  of  the  outlines  of 
the  house,  as  r  s,  &e.,  and  putting  down  the  arch  to  mark 
the  corresponding  points,  on  the  paper,  at  the  intersection 
of  the  threads,  then  connecting  these  points  by  straight  lines, 
the  entire  perspective  outline  of  tlie  house  will  be  obtained. 
In  like  manner,  fuid  points  for  the  corners  of  the  doors,  win- 
dows, &c.,  and  draw  the  finishing  lines  from  point  to  point. 
The  perspective  drawing  thus  jiroduced,  may  then  be  com- 
pleted, by  shading  it  according  to  the  manner  in  which  the 
light  is  observed  to  tall  on  the  original. 

Great  care  must  be  taken,  during  the  whole  of  the  time, 
that  the  position  of  the  machine  be  not  shifted  on  the  table; 
and  to  prevent  such  an  accident,  the  table  or  support  em- 
ployed should  be  perfectly  steady,  and  the  machine  fixed 
down  upon  it  by  screws  or  clamps. 

It  is  obvious  that  a  landscape,  or  any  number  of  objects 
within  the  field  of  view  through  the  arch,  may  be  delineated, 
by  finding  a  suilicicnt  number  of  points,  and  connecting 
them  by  straight  or  curved  lines,  as  they  appear  in  the 
original  objects. 

The  arch  ought  to  be  not  less  than  a  foot  wide  at  the  bot- 
tom, that  the  eye  at  z  may  have  a  large  field  of  view  through 
it  ;  and  the  eye  should  be  then  at  least  ten  inches  and  a  half 
from  the  intersection  of  the  threads  at  p,  when  the  arch  is 
set  uprigiit.  If  tlie  eye  be  nearer,  tlie  bounilaries  of  the  view 
at  the  sides  near  the  foot  of  the  arch  will  subtend  an  angle 
at  z  of  more  than  sixty  degrees,  which  will  not  only  strain 
the  eye,  but  will  cause  the  outermost  parts  of  the  drawing 
to  have  a  disagreeable  ajipearance.  To  avoid  this  it  will  be 
proper  to  draw  back  the  sliding  ban  till  z  be  fourteen  inches 
and  a  half  distant  from  v  ;  then  the  whole  field  of  view 
through  the  foot-wide  arch,  will  not  subtend  an  angle  to  the 
eye  at  z  of  more  than  forty-five  degrees  :  which  will  give  a 
more  easy  and  pleasant  view  not  only  of  the  objects  them- 
selves, but  of  their  representations  upon  the  papier  on  which 
they  arc  delineated.  Ilenco,  whatever  may  l)e  llic  width  of 
the  arch,  the  distance  of  the  eye  from  it  shouhl  be  in  this  pro- 
portion :  as  twelve  is  to  the  width  of  the  arch,  so  is  fourteen 
and  a  half  to  the  distance  of  the  eye  (at  z)  from  it. 

If  a  pane  of  glass,  previously  coated  with  thin  gum- water, 
and  dried,  be  fixed  in  the  arch,  a  person  who  looks  through 
the  hole  at  it,  may  delineate  upon  the  glass  the  objects  which 
he  sees  at  a  distance,  and  the  delineation  may  be  afterwards 
tiansferred  to  paper.  By  this  means  will  be  saved  the  trou- 
ble of  putting  down  the  arch  to  take  the  position  of  every 
point,  but  it  will  not  be  so  easy  to  obtain  a  correct  repre- 
sentation. 

Persi-kctivb  of  Shadows. — The  shadow  of  an  object  is 
no  more  than  the  projection  of  its  contour  upon  one  or  more 
planes,  from  a  given  luminous  point,  and  is  therefore  the  dark 
space  upon  these  planes,  occasioned  by  the  intervention  of  the 
object,  which  hides  the  rays  of  light    from    proceeding  in 


straight  lines.  To  avoid  difliicultics,  the  luminary,  whether 
the  sun  or  artificial  light,  is  considered  as  a  point,  and  the 
sun's  rajs  are  considered  as  parallel. 

Proble.m. — Given  tlie  vanishing  line  of  a  plane,  the  image 
of  a  line  insisting  upon  thai  plane,  and  its  vanishing  poi7tt  ; 
also  the  vanishing  point  of  the  suit's  rags  ;  to  find  the  shadow 
of  the  line. 

Plate  I.  Figure  1. — Let  a  b  be  the  vanishing  line  of  the 
plane,  a  b  the  image  of  the  line,  v  its  vanishing  point,  and  s 
the  vanishing  point  of  the  sun's  rays  ;  join  v  s,  and  produce 
it  to  meet  a  b  in  s :  join  b  s  and  a  s,  cutting  each  other  in  c, 
then  i  c  is  the  shadow  of  the  line  required. 

For  the  vanishing  point  of  the  line,  and  that  of  the  sun's 
rays,  are  in  the  vanishing  line  of  the  plane  of  shade ;  there- 
fore V  s  s  is  the  vanishing  line  of  the  plane  of  shade  ;  but  the 
shadow  is  occasioned  by  the  intersection  of  the  plane  of  shade 
witli  the  original  plane,  whose  vanishing  line  is  given  ;  there- 
fore the  point  s,  the  intersection  of  the  vanishing  line  of  the 
plane  on  which  the  line  insists,  with  the  vanishing  line  of  the 
plane  of  shade  occasioned  by  the  line,  is  the  vanishing 
point  of  the  shadow. 

Exantj^le  to  find  the  shadow  of  a  cube. 

Figures  2  and  3. — a  b  being  the  vanishing  line  of  the  plane 
of  its  base,  and  of  the  surface  on  which  it  rests  ;  the  edges 
g  d,b  a,  m  n,  being  supposed  to  be  perpendicular  to  the  base ; 
then,  if  the  picture  be  perpendicular  to  the  original  plane, 
the  vanishing  line  of  a  plane  of  shade  occasioned  by  the  ver- 
tical arrises,  will  be  perpendicular  to  the  vanishing  line  A  B  ; 
therefore  let  s  s  be  the  vanishing  line  of  the  plane  of  shade 
occasioned  by  the  vertical  edges,  s  being  the  vanishing  point 
of  the  sun's  rays,  and  s  the  intersection  of  the  vanishing  line 
of  the  plane  of  shade  with  that  of  the  plane  on  whic4i  the 
shadow  -is  to  be  thrown. 

Join  b  s  and  o  s,  cutting  each  other  in  c ;  then  b  c  is  the 
shadow  occasioned  by  the  edge  b  a  ;  join  c  b  and  ds,  cutting 
each  other  in  e,  or,  if  necessary,  produce  them  to  cut  ine,  and 
c  e  is  the  shadow  occasioned  by  the  edge,  a  d,  parallel  to  the 
plane  of  its  base  ;  also  join  e  a  and  s/,  cutting  each  other  in 
i,  or,  if  necessary,  produce  them  to  cut  each  other  in  i  ;  then 
c  i  will  be  the  shadow  of  the  edge  df;  lastly  draw  i  s,  which 
will  complete  the  shadow  of  the  cube,  as  required. 

Figure  2  shows  the  shatlow  when  the  sun  is  before  the  pic- 
ture :  Figure  3  shows  the  shadow  when  the  sun  is  behind 
the  picture ;  and  Figure  4,  the  shadow  when  the  sun  is  in  the 
plane  of  the  picture. 

]\Iany  more  examples  of  the  shadows  of  objects  might  be 
given,  but  if  the  lu-ineiples  here  shown  are  understood,  the 
student  will  not  be  at  a  loss  to  find  the  shadow  of  any  right- 
lined  object  whatever.  To  find  the  shadow  of  any  right- 
lined  object,  is  no  more  than  to  find  the  shadow  of  the  lines, 
or  arrises,  formed  by  the  meeting  of  the  sides,  and  those  only 
of  the  lines  forming  the  contour;  if  a  circle  be  given,  the 
circumference  may  be  divided  by  parallel  lines  into  parts,  and 
the  shadows  of  the  points  of  division  may  bo  found  by  find- 
ing the  shadows  of  the  intercepted  parts,  then  drawing  f.  curve 
round  the  extremities.  If  it  were  required  to  find  the  sha- 
dows upon  several  planes ;  first,  find  the  shadow  in  the  plane 
on  which  the  object  rests  ;  then,  observe  w  here  the  shadow 
meets  the  next  plane;  then,  having  the  vanishing  line  of  this 
second  plane,  observe  where  the  vanishing  line  of  the  plane 
of  shade  cuts  the  vanishing  line  of  the  second  plane ;  then  the 
point  of  intersection  is  the  vanishing  point  of  the  shadow  in 
this  second  plane.  See  more  of  shadows  under  the  article 
Projection',  where  the  principles  apply  as  well  to  perspec- 
tive as  to  (U'lhographical  projection. 

PEIIUZZI,  BAI.D.VSSAUE,  in  biography,  was  born  at 
Accajano,  in  the  territory  of  Sienna,  in  1481,  in  poor  and  dis- 
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tressed  circumstances ;  his  father  having  been  reduced  from 
a  state  of  comparative  atlhicnce,  by  the  civil  wars  which 
ravaged  Florence  and  its  territory.  Baldass^arc  exhibited 
his  genius  at  a  very  early  age  ;  first  by  imitation  of  the  wori<s 
of  others,  and  afterwards  by  original  productions  in  the  city 
of  Volterra,  where  his  family  resided.  Thence  he  went  to 
Rome,  where  he  placed  himself  with  the  father  of  Maturino; 
and  becoming  conspicuous  for  ability,  he  was  at  length  em- 
ployed by  pope  Alexander  V'l.,  and  also  in  many  churches 
and  convents  in  that  city,  in  which  he  produced  pictures 
justly  entitled  to  exalted  praise. 

Together  with  painting,  he  studied  architecture ;  and  prac- 
tised it  with  considerable  success.  He  was  also  renowned 
for  his  knowledge  of  perspective  ;  and  the  works  he  produced 
in  imitation  of  architectural  projections,  excited  even  the  sur- 
prise and  admiration  of  Titian.  But  his  highest  renown  is 
ibunded  upon  works  of  a  much  more  elevated  class  ;  viz.,  his 
paintings  in  fresco  and  in  oil ;  in  whicli  he  exhibited  a  taste 
and  style  not  unworthy  of  Kaphael.  There  is  at  Wilton  a 
picture  of  his  of  the  Four  Evangelists  in  Glory,  with  their 
peculiar  characteristic  accompaniments,  which  bears  ample 
testimony  to  the  truth  of  this  remark  ;  and  perhaps  it  is  the 
only  real  specimen  of  his  pencil  in  England.  He  wrote  a 
treatise  upon  the  antiquities  of  Rome,  and  a  commentary 
on\'itruvius,  but  did  not  live  to  publish  them;  being  poisoned 
by  some  who  were  probably  envious  of  his  reputation  and 
talents,  in  1536,  at  the  age  of  55. 

PEST-HOUSE,  a  lazaretto,  or  infirmary,  where  goods, 
persons,  &c.,  infected,  or  suspected  to  be  infected,  with  some 
contiigious  disease,  are  disposed,  and  provided  for. 

PEi'ER  OF  COLECHURCH,  an  architect  and  priest, 
who  built  the  late  Loudon  Bridge,  in  the  reigns  of  Henry  II. 
and  his  sons  Richard  and  John. 

PEW,  or  PuE,  a  wooden  seat  or  bench  used  in  churches, 
of  sufficient  length  to  contain  several  persons.  The  term  has, 
of  late  years,  been  particularly  applied  to  the  closed  boxes 
provided  with  doors,  but  is  equally  applicable  to  the  open 
seats  of  a  previous  age,  which  are  now  again  happily  super- 
seding the  closed  pews.  We  have  many  beautiful  examples 
of  such  benches,  some  very  richly  carved;  they  consist,  for 
the  most  part,  of  a  low  seat  and  back,  fixed  into  a  standard 
at  each  end,  which  is  either  plain  or  carved,  and  is  sometimes 
finished  at  the  top  with  a  finial,  boss,  or  poppy-head. 

PHALANGiE,  a  term  applied  by  Vitruvius  to  wooden 
rollers  employed  to  transport  heavy  weights  from  place  to 
place. 

PHAROS,  or  Phake,  a  lighthouse,  or  pile  raised  near  a 
port,  where  a  fire  is  kept  burning  in  the  night,  to  guide  and 
direct  vessels  near  at  hand.  The  pharos  of  Alexandria, 
built  in  a  small  island  at  the  mouth  of  the  Nile,  was  anciently 
very  famous,  insomuch  as  to  communicate  its  name  to  all 
the  rest.  It  was  so  magnificent  a  structure,  being  built  by 
the  celebrated  architect  Sostrates,  a  native  of  Cnidos,  or,  as 
some  say,  by  Deiphanes,  the  father  of  Sostrates,  that  it  cost 
Ptolemy  Philadelphus  eight  hundred  talents.  It  had  several 
stories,  raised  one  over  another,  adorned  with  columns, 
balustrades,  and  galleries,  of  the  finest  marble  and  workman- 
ship; to  which  some  add,  that  the  architect  had  contrived 
to  fasten  looking-glasses  so  artificially  against  the  highest 
galleries,  that  in  them  could  be  seen  all  the  ships  that  sailed 
in  the  sea  for  a  great  way ;  instead  of  which  noble  structure, 
there  is  now  only  a  kind  of  irregular  castle,  without  ditches, 
or  outworks  of  any  strength,  the  whole  being  accommodated 
to  the  inequality  of  the  ground  on  which  it  stands,  and 
which,  it  seems,  is  no  higher  than  that  which  it  should  com- 
mand. Out  of  the  midst  of  this  clumsy  building  rises  a 
tower,  which  serves  for  a  lighthouse,  but  possessing  nothing 


of  the  beauty  and  grandeur  of  the  old  one.  The  colossus 
of  Rhodes  also  served  as  a  pharos.  See  Eddvstoxe,  and 
Lighthouse. 

PHEASANTRY,  a  building  or  place  constructwl  for  the 
purpose  of  breeding,  rearing,  and  keeping  pheasants,  which 
should  always  be  near  to,  and  well  covered  with,  plenty  of 
wood,  in  difl'erent  states  of  growth  ;  the  whole  being  enclosed 
with  a  high  fence,  that  the  young  may,  as  soon  as  possible, 
run  freely  through  it,  and  pick  up  their  food.  &c. 

PHENGITES,  in  the  natural  history  of  the  ancients,  the 
name  of  a  very  beautiful  species  of  alabaster.  It  is  a  very 
rude  and  irregular  mass,  very  friable,  yet  of  a  brightness 
superior  to  that  of  most  of  the  other  marbles,  and  excelling 
them  all  in  transparency  ;  it  i>  in  colour  of  an  agreeable  pale- 
yellowish  white,  or  honey  colour;  the  yellowish  is  more 
intense  in  some  places  than  in  others,  and  sometimes  has  an 
obscure  resemblance  of  veins.  It  is  very  weak  and  brittle  in 
the  mass ;  and  when  reduced  to  small  pieces,  easily  crumbles 
between  the  fingers  into  loose,  but  considerably  large  angular 
pieces,  some  perfect,  others  complex,  irregular,  or  mutilated, 
and  all  approaching  to  a  flat  shape. 

The  ancients  were  very  fond  of  this  species  in  their  public 
buildings ;  and  the  Temple  of  Fortune,  built  wholly  of  it, 
has  long  been  celebrated.  Its  great  beauty  is  its  trans, 
parency.  from  which  alone  this  temple  was  perfectly  light 
when  the  doors  were  shut,  though  it  was  built  without  a 
window,  and  had  no  other  light  but  ^vhat  was  transmitted 
through  the  stone  walls.  It  was  anciently  found  in  Cappa- 
docia,  and  is  still  plentiful  there:  it  is  also  met  with  in 
Germany  and  France,  and  in  our  own  kingdom  in  Derby- 
shire, and  some  other  counties.  It  takes  an  excellent  polish, 
and  is  very  fit  for  ornamental  works,  where  no  great  strength 
is  required. 

PHIALS,  vases  used  by  the  ancients  in  the  construction 
of  vaults;  they  were  made  of  a  slightly  conical  form,  so  as 
to  fit  into  each  other,  and  were  manufactured  of  a  light 
material,  so  as  to  ease  the  weight  and  thrust  of  the 
vault. 

PHIDIAS,  in  biography,  an  Athenian,  the  most  celebrated 
sculptor  of  antiquity.  His  distinguishing  character  was 
grandeur  and  sublimity  ;  and  he  particularly  studied  optical 
efi'ect.  To  this  purpose  it  is  related,  that  having,  in  compe- 
tition with  Alcamenes,  made  a  statue  of  Minerva  to  be 
placed  on  a  column  ;  the  work  of  the  latter  appeared  so 
finished  when  viewed  on  the  ground,  that  it  was  universally 
admired,  whilst  that  of  Phidias  seemed  to  be  a  mere  rough 
sketch  ;  but  when  both  were  seen  from  their  destined  situa- 
tions, the  beauties  of  the  first  were  lost,  while  the  second 
produced  the  most  striking  eflect.  After  the  battle  of 
Marathon,  he  converted  a  block  of  marble,  which  the  Per- 
sians had  brought  for  a  trophy  of  their  expected  victory,  into 
a  fine  statue  of  Nemesis,  the  goddess  of  Vengeance.  His 
reputation  was  so  higli  at  Athens,  that  Pericles  regai'ded 
him  as  his  particular  friend,  and  appointed  him  superin- 
tendent of  all  the  public  edifices  with  which  that  city  was 
decorated.  One  of  his  greatest  performances  was  a  colos-siU 
statue  of  Minerva,  in  the  temple  called  Parthenon.  In  this 
work  he  displayed  his  skill  in  minute  sculpture,  no  less  than 
his  grandeur  of  conception  in  the  main  figure.  On  the  con 
vexity  of  the  goddess's  shield  was  represented  the  battle  of 
the  Amazons,  and  on  its  concave  surfiice  the  combat  of  the 
gods  with  the  giants;  whilst  ner  slippers  were  adorned  with 
the  fight  of  the  Centaurs  and  Lapitha;.  On  her  breastplate 
was  a  Medusa's  head.  The  base  contained  the  birth  of 
Pandora,  with  twenty  figures  of  the  gods.  He  is  said  to 
have  been  the  first  who  brought  the  bas-relief  to  perfection. 
His  fame  and  fortune  excited  envy,  and  several  accusations 
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were  brought  against  him,  which  he  was  enabled  to  repel. 
At  length,  he  was  thaigpcl  with  having  introduced  the  por- 
traits of  hirnsclt'and  Pericles  in  the  battle  of  the  Amazons; 
and  this  being  regarded  as  a  kind  of  pruiiination,  he  was 
thrown  into  prison,  where,  according  to  Plutarch,  he  died. 
Others,  however,  aflirni,  that  ho  escaped  to  Elis,  where  he 
afterwards  executed  his  Olympian  Jupiter,  the  most  remark- 
able piece  of  sculpture  in  all  antiquity.  It  was  a  colossal 
statue,  sixty  feet  high,  of  incomparable  majesty  and  dignity 
in  its  attitude  and  expression.  The  name  of  the  artist  was 
engraved  on  the  base.  The  Eleans,  in  gratitude  for  this 
extraordinary  work,  settled  upon  his  descendants  a  perpetual 
oflice,  the  sole  duty  of  which  was  to  preserve  the  lustre  of 
the  statue. 

PIACIIE,  or  Piazza,  a  covered  arched  walk,  or  portico. 
See  Piazza  and  Portico. 

PIAZZ.V  (from  the  Italian  piache)  a  portico,  or  covered 
walk,  supported  by  arches.  The  word  literally  signifies  a 
broad  upfn  place,  or  square;  whence  it  also  became  applied 
to  the  walks,  or  tiie  porticos  around  them.     Sec  Portico. 

PlCTS'  WALL,  in  anti(piity,  a  remarkable  piece  of 
lloman  work,  begun  by  the  emperor  Adrian,  a.d.  124,  on 
the  northern  bounds  of  England,  to  prevent  the  incursions 
of  the  I'icts  and  Scots. 

At  first  it  was  made  only  of  turf,  strengthened  with  pali- 
sadoes,  till  the  emperor  Severus,  coming  in  person  into 
Britain,  repaired  it,  as  some  say,  with  solid  stone,  reaching 
eighty  miles  in  length,  from  the  Irish  to  the  German  sea, 
through  Carlisle  and  Newcastle ;  with  watch-towers  gar- 
risoned, now  called  castle-steeds,  at  the  distance  of  a  mile 
from  each  other. 

It  does  not  appear  with  sufficient  evidence,  that  Severus's 
wall  was  formed  of  stone ;  Bede  expressly  asserts  the  con- 
trary, tliough  Spartian  intimates  that  Severus  built  both  a 
mums,  i.e.  a  wall  of  stone,  and  a  vallum,  or  a  wall  of  turf. 
Bede  relates,  that  "Severus,  after  several  great  and  diffieidt 
engagements,  tliouglit  it  necessary  to  separate  that  part  of 
the  island,  which  he  had  recovered,  from  the  other  nations 
that  were  unconquered ;  not  with  a  murus,  as  some  think, 
but  with  a  vallum.  Now  a  murus,"  continues  he.  "  is  of 
stone ;  but  a  vallum,  such  as  they  made  round  a  camp,  to 
secure  it  against  the  attacks  of  the  enemy,  is  made  of  turf, 
cut  regularly  out  of  tlie  ground,  and  built  high  above  ground, 
like  a  wall,  with  the  ditch  before  it,  out  of  which  the  turf 
has  been  dug ;  and  strong  stakes  of  wood  all  along  the  brink." 
Severus,  therefore,  drew  a  great  ditcli,  and  built  a  strong 
earthen  wall,  fortihed  with  several  turrets  from  sea  to  sea. 
The  learned  Camden  adopts  this  opinion ;  and  adds,  that 
Severus's  wall  is  expressed  by  no  other  word  than  vallum, 
either  in  Antoninus  or  the  Notitia. 

This  wall  was  ruined  several  times  by  the  Picts,  and  often 
repaired  by  the  Komans.  At  last  Aetius,  a  Romas  general, 
ordered  it  to  be  rebuilt  of  stone,  about  the  year  420 ;  but 
the  Picts  ruining  it  in  the  year  following,  it  was  thencefor- 
ward regarded  only  as  a  boundary  between  the  two  nations. 
The  wail  was  eight  feet  thick,  and  twelve  high,  from  the 
ground  :  it  ran  on  the  north  side  of  the  rivers  Tyne  and 
Irthing,  up  and  down  several  hills :  the  tract,  or  remains  of 
it,  are  to  be  seen  to  this  day  in  many  places,  both  in  Cum- 
berland and  Northumberland. 

The  inhabitants  of  the  country  pretend,  that  there  was  a 
brazen  trumpet,  or  pipe,  so  artidcially  laid  in  the  wall  between 
each  castle  and  tower,  that,  upon  the  apprehension  of  danger 
at  any  one  place,  by  the  sounding  of  it,  notice  might  be 
given  to  the  next,  and  then  to  the  third,  &c.,  whence  it 
derived  the  ancient  name  cornaije  ;  and  in  the  inside 
a  sort   of    fortified    little    town,   now  called    Chester,   the 


foundations  of  which  appear,  in  some  places,  in  a  square 
form. 

PICTS'  HOUSE,  a  name  given  to  the  remains  of  some 
ancient  buildings  not  uncommon  in  the  Scottish  isles,  the 
erection  of  which  is  attributed  to  the  Picts.  They  are 
composed  of  large  stones  uncemented,  built  up  in  a  conical 
form,  and  are  of  various  sizes.  Some  consist  of  only  a 
single  chamber,  with  one  external  wall,  others  have  an  outer 
and  inner  wall,  about  two  feet  distant  from  each  other,  the 
space  between  being  occupied  by  a  winding  stair.  There  is 
an  example  at  Kirkwall,  the  form  of  which  is  that  of  a  trun- 
cated cone,  the  height  being  about  14  feet,  and  its  circum- 
ference at  the  base,  384  feet.  "  It  is  probable,"  says  a  writer 
on  the  subject,  "  that  it  was  surrounded  by  two  walls,  but 
the  quantity  of  rubbish  rendered  tliis  circumstance  difficult 
to  ascertain.  Internally,  it  consists  of  several  cells  or  apart- 
ments, the  principal  one  of  which  is  in  the  centre,  built  with 
large  flat  stones  without  cement,  the  one  immediately 
projecting  over  that  below,  so  as  gradually  to  contract  the 
space  within  as  the  building  rises,  till  the  opposite  walls  meet 
at  the  top,  when  they  are  bound  together  by  large  stones 
laid  across.  Six  other  apartments  of  a  similar  form  and 
construction,  but  of  little  more  than  half  the  dimensions, 
communicate  with  the  central  one,  each  by  a  pa-^sage  of 
about  two  feet  square,  on  a  level"with  the  floor.  There  does 
not  appear  to  have  been  any  contrivance  for  the  admission 
of  light.  The  earth  at  the  bottom  of  the  cells,  as  deep  as 
could  be  dug,  was  of  a  dark  colour,  of  a  greasy  feel,  and  of 
a  fetid  odour,  plentifully  intermingled  with  bones  both  of 
men,  of  birds,  and  of  some  domestic  animals.  In  one  of  the 
apartments,  an  entire  human  skeleton  in  a  prone  attitude 
was  found,  but  in  the  others  the  bones  were  not  only  sepa- 
rated from  one  another,  but  most  of  them  divided  into  small 
fragments.  From  their  appearance,  some  have  supposed 
the  inhabitants  to  have  been  cannibals." 

PICTURE  (from  the  Latin  p'lctura^,  an  imitation,  or 
representation  by  lines  and  colours  of  any  natural  oljject. 
Such  representations  are  also  called  paintinr/.i,  from  the  name 
of  the  art  by  w  hich  they  are  produced  ;  which,  being  capable 
of  general  application,  and  of  great  influence  upon  the  mind, 
has,  at  all  times,  since  men  have  cultivated  their  intellectual 
powers,  been  regarded  with  peculiar  interest. 

The  subject  of  a  picture  may  be  represented  in  colours, 
on  canvass,  wood,  or  the  like;  and  enclosed  in  a  frame. 

Pictures  or  paintings  in  oil  are  preserved  by  coating  them 
with  some  transparent  or  hard  substance,  as  a  varnish,  in 
order  to  secure  the  colours  from  the  injuries  of  the  air  or 
moisture;  and  to  defend  the  surfaces  from  scratches  or  any 
damages  the  painting  might  receive  from  slight  violence. 
The  substances  that  have  been,  or  may  be  used  for  this  pur- 
pose, are  gum-arabic,  dissolved  in  water,  with  the  addition 
of  sugar  or  sugar-candy  to  prevent  its  cracking ;  glair  or 
whites  of  eggs,  mixed  with  a  little  brandy  or  spirit  of  wine, 
in  order  to  make  it  work  more  freely,  and  a  lump  of  sugar 
to  prevent  its  cracking  ;  isinglass,  used  as  either  of  the  for- 
mer, or  mixed  with  a  fourth  or  fifth  of  its  weight  of  honey 
or  sugar,  and  varnishes  formed  of  gum  resins  dissolved  in 
spirit  of  wine,  or  oil  of  turpentine ;  which  last  are  called 
oil-varnishes. 

Paintings  in  miniature  are  preserved  by  plates  of  glass, 
or  the  talc  called  isinglass,  placed  before  them  in  the  frame. 
Paintings  in  distemper  may  be  rendered  more  durable,  and 
preserved  from  foulness,  by  varnishing  them  with  hot  size, 
boiled  to  a  strong  consistence,  in  which  a  fifteenth  or  twen- 
tieth part  of  honey  has  been  dissolved.  Crayons  must  be 
preserved  in  the  same  manner  as  paintings  in  water-colours, 
by  plates  of  glass  or  isinglass. 
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When  pictures  are  cut  or  torn,  they  may  be  repaired  by 
laying  them  on  an  even  board  or  table,  carefully  putting 
together  tlie  torn  or  divided  parts  with  colour  laid  as  a 
cement,  in  and  over  the  joint,  and  keeping  them  in  that  situa- 
tion till  the  cement  is  thoroughly  dried.  The  protuberance 
of  the  cement  may  be  easily  reduced  with  a  penknife,  and 
the  repaired  part  properly  coloured  so  as  to  correspond  with 
the  picture.  When  part  of  the  cloth  is  destroyed,  a  piece  of 
canvass,  somewhat  bigger  than  the  vacant  space,  is  to  be 
plastered  over  on  the  outside  of  the  cloth  with  white  or  any 
other  colour,  and  when  it  is  thoroughly  dry,  the  inequality 
of  the  picture  in  this  part  is  to  be  filled  up  with  the  same 
matter,  properly  reduced  and  coloured. 

The  art  of  cleaning  pictures  and  paintings  is  of  great  con- 
sequence in  order  to  their  preservation :  in  this  operation 
great  skill  and  care  are  requisite,  so  that  the  menstruum  used 
for  taking  oil"  any  foulness  may  not  dissolve  the  oil  in  the 
painting  itself,  or  disorder  its  colours,  and  that  each  sort  of 
varnish  with  which  paintings  are  coloured  may  be  taken  oft' 
without  injury  to  the  painting.  The  first  and  most  general 
substance  used  for  cleaning  pictures  is  watei-,  which  will 
remove  any  foulness  arising  from  many  kinds  of  glutinous 
bodies,  as  sugar,  honey,  glue,  &c.,  and  any  varnish  of  gum- 
arabic,  glair  of  eggs,  or  isinglass,  without  affecting  the  oil 
that  holds  the  colours  together.  Olive  oil  or  butter  will  dis- 
solve pitch,  resin,  and  other  substances  of  a  like  kind,  with- 
out injuring  the  oil  of  the  painting.  Pearl-ashes,  dissolved 
in  water,  form  a  proper  menstruum  for  most  kinds  of  matter 
that  foul  paintings  ;  but  they  must  be  very  cautiously  used, 
as  they  will  corrode  the  oil  of  the  painting,  if  there  be  no 
varnish  of  the  gum  resins  over  it.  Soap  is  of  the  same 
nature,  and  should  be  cautiously  applied,  and  onl}'  to  par- 
ticular spots,  that  elude  all  other  methods.  Spirit  of  wine 
will  dissolve  all  the  gums  and  gum  rosins,  except  gum  arable, 
and  is  therefore  very  necessary  for  taking  olf  from  pictures 
varnishes  composed  of  such  substances,  but  it  also  corrodes 
the  oil  of  the  painting.  This  Is  also  the  case  with  oil  of 
turpentine,  and  essence  of  lemon,  spirit  of  lavender,  and 
rosemary,  and  other  essential  oils.  With  regard  to  paintings 
that  are  varnished  with  gum-arabic,  glair  of  ckss,  or  isinglass, 
the  varnish  should  be  taken  off  when  they  are  to  be  cleaned. 
This  may  be  easily  distinguished  by  wetting  any  part  of  the 
painluig,  which  will  feel  clammy,  if  varnished  with  any  sub- 
stance soluble  in  water.  This  kind  of  varnish  may  be  taken 
off  wiih  hot  water  and  a  sponge,  or  by  gentle  rubbing  with 
a  linen  cloth  dipped  in  warm  water.  If  paintings,  on  this 
trial,  appear  to  be  varnished  with  gum  resins,  or  such  sub- 
stances as  cannot  be  dissolved  in  water,  they  may.  In  some 
cases,  be  sufiiclently  cleaned  by  a  sponge  with  warm  water ; 
and  any  remaining  foulness  may  be  removed  by  rubbing  the 
painting  over  with  olive  oil  made  warm,  or  with  butter, 
which  should  be  wiped  off  with  a  woollen  cloth  ;  and  if  the 
picture  require  farther  cleaning,  wood-ashes  or  pearl-ashes 
may  be  used  in  the  following  manner :  take  an  ounce  of 
pearl-ashes,  and  dissolve  them  in  a  pint  of  water;  or  take 
two  pounds  of  wood-ashes,  and  stir  them  well  in  three  quarts 
of  water,  once  or  twice  in  an  hour  for  half  a  day.  Then 
pour  off  the  clear  fluid,  and  evaporate  it  to  a  quart  or  three 
pints ;  wash  the  painting  well  with  a  sponge  dipped  in  either 
of  these  leys,  and  rub  gently  any  foul  spots  with  a  linen  cloth 
till  they  disappear.  If  this  method  fail,  recourse  must  be 
had,  first  to  spirit  of  wine,  then  to  oil  of  turpentine,  and  if 
these  are  ineffectual,  the  essence  of  lemons:  with  either  of 
which  the  foul  spots  should  be  slightly  moistened,  and  the 
part  immediately  rubbed  gently  with  a  linen  cloth.  After  a 
little  rubbing,  if  oil  of  turpentine  or  essence  of  lemon  has 
been  applied,  olive  oil  should  be  put  upon  the  spot ;  and 


water,  if  spirit  of  wine  has  been  used  ;  which  should  be  taken 
oft' with  a  woollen  cloth  ;  repealing  the  operation  till  the  foul- 
ness be  removed.    When  paintings  appear  to  have  been  var- 
nished with  those  substances  that  will  not  dissolve  In  water, 
and,  after  the  use  of  the  above  means,  retain  their  foulness, 
the    following  method  will  succeed ;    place  the  picture  or 
painting  in  a  horizontal  situation  ;  and  moisten,  or  rather 
flood,  by  means  of  a  sponge,  the  surface  with  very  strong 
rectified  spirit  of  wine  :  keep  the  painting  thus  moistened, 
by  adding  fresh  quantities  of  the  spirit,  for  some  minutes  ; 
then  flood  the  whole  surface  copiously  with  cold  water ;  wash 
off  the  whole  without  rubbing ;   and,  when  the  painting  is 
dry,  repeat  the  operation  till  the  whole  varnish  is  taken  off. 
The  art  of  removing  paintings  in  oil  from  the  cloth  or 
wood  on  which  they  are  originally  done,  and  transferring 
them  to  new  grounds  of  either  kinds  of  substance,  is  of  great 
use.  For  those  on  cloth  or  canvass,  the  method  is  as  follows : 
let  the  decayed  picture  be  cleansed  of  all  grease  that  may  be 
on  its  surflice,  by  rulibing  it  very  gently  with  crumb  of  stale 
bread,  and  then  wiping  it  with  a  very  fine  soft  linen  cloth. 
It  must  then  be  laid,  with  the  face  downwards,  on  a  smooth 
table  covered  with  fan-paper,  or  the  India-paper  :    and  the 
cloth  on  the  reverse  must  be  well  soaked  with  boiling  water, 
spread  upon  it  with  a  sponge,  till  it  appears  perfectly  soft 
a-nd  pliable.     Turn  the  picture  with  the  face  upwards,  and, 
having  stretched  it  evenly  on  the  table,  pin  it  down  with 
nails  at  the  edges.     Having  melted  a  quantity  of  glue  and 
strained  it  through  a  flannel,  spread  part  of  it,  when  a  little 
stiffened,  on  a  linen  cloth  of  the  size  of  the  painting,  and 
when  this  is  set  and  dry,  lay  another  coat  over  it;  when  this 
becomes  stiff,  spread  some  of  the  glue,  moderately  heated, 
over  the  face  of  the  picture,  and  lay  over  it  the  linen  cloth 
already  prepared  in  the  most  even  manner,  and  nail  it  down 
to  the  picture  and  table.     Then  expose  the  whole  apparatus 
to  the  heat  of  the  sun,  in  a  place  where  it  may  be  secured 
from  rain,  till  the  glue  be  perfectly  dry  and  hard  ;  when  this 
is  the  case,  remove  the  picture  and  linen  cloth  from  the  table. 
Turn  the  picture  with  the  face   downwards,  and  let  it  be 
stretched  and  nailed  to  the  table  as  before  ;  then  raise  round 
its  edge  a  border  of  wax,  as  in  the  etching  of  copper-plates, 
forming  a  kind  of  shallow  trough  with  the  surface  of  the 
picture  ;  into  which  pour  a  proper  corroding  fluid,  as  oil  of 
vitriol,  aquafortis,  or  spirit  of  salt,  but  the  last  is  to  be  pre- 
ferred :  dilute  either  of  these  with  water  to  such  a  degree, 
determined  by  previous  trials,  that  they  may  destroy  the 
threads  of  the  original  canvass  or  cloth  of  the  picture,  with- 
out discolouring  it".     When  the  corroding  fluid  has  answered 
this  purpose,  drain  it  off  through  a  pass.age  made  at  one  end 
of  the  border  of  wax,  and  wash  away  the  remaining  part  by 
repeatedly  pouring  quantities  of  fresh  water  on  the  cloth. 
The  threads  of  the  cloth  must  be  then  carefully  picked  out 
till  the  whole  be  taken  away.     The  reverse  surface  of  the 
painting,  being  thus  wholly  freed  from  the  old  cloth,  mu.st  be 
well  washed  with  water  by  means  of  a  sponge,  and  left  to 
dry.  In  the  mean  time  prepare  a  new  piece  of  canvass  of  the 
size  of  the  painting;  and  having  spread  some  hot  glue, purified 
as  before,  and  melted  with  a  little  brandy  or  spirit  of  wine,  over 
the  reverse  of  the  painting,  lay  the  new  canvass  evenly  upon  It 
while  the  glue  is  hot,  and  compress  them  together  with  thick 
plates  of  lead  or  flat  pieces  of  polished  marble.     When  the 
glue  is  set,  remove  these  weights,  let  the  cloth  remain  till 
the  glue  is  become  perfectly  dry  and  hard.     Then  the  whole 
must  be  again  turned  with  the  other  side  upwards,  and  the 
border  of  "wax  being  replaced,  the  linen  cloth  on  the  face  of 
the  painting  must  be  destroyed  by  means  of  the  corroding 
fluid;  particular  care  is  necessary  in  this  part  of  the  opera- 
I   tion,  because  the  face  of  the  painting  is  defended  only  by 
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the  coat  of  glue  which  cemented  the  linen  cloth  to  it.     The 

painting  must  then  he  freed  from  the  glue  by  washing  it  with 
hot  water,  sjiread  and  rubbed  on  the  suiface  by  a  sponge. 
Tlie  painting  may  afterwards  be  varnished  as  a  new  picture; 
and  if  the  operation  be  well  conducted,  it  will  be  transferred 
to  the  new  ck)lh  in  a  pei-fect  state. 

When  the  painting  is  originally  on  wood,  it  must  first  be 
detached  from  the  ceiling  of  the  wainscot  where  it  was  frxed  ; 
and  the  surface  of  it  covered  with  a  linen  eluth,  cemented  to 
it  by  means  of  glue,  as  already  directed.  A  proper  table 
being  then  provided,  and  overspread  with  a  blanket,  or  thin- 
ner woollen  cloth,  laid  on  in  several  doubles ;  the  painting 
must  be  laid  upon  it  with  the  face  downwards,  and  fi.xed 
steady :  and  the  board  of  wood  on  which  it  was  done  must 
be  planed  away,  till  the  shell  remains  as  thin  as  it  can  be 
made,  without  damaging  the  paint  under  it.  The  process  is 
afterwards  the  same  as  that  in  the  case  of  paintings  on  can- 
vass, till  the  painting  on  wood  be  in  like  manner  transferred 
to  a  cloth  or  canvass. 

PIEDROIT  (French)  in  architecture,  a  pier  or  square 
kind  of  piilar,  part  of  wiiich  is  hid  within  the  wall.  It  only 
diU'ers  from  a  pilaster  in  having  no  regular  base  and  capital, 
which  the  other  has.     See  Pil.^stek. 

This  term  is  also  used  for  a  part  of  the  solid  wall 
annexed  to  a  door  or  window ;  comprehending  the  door-post, 
chambr-inle,  tableau,  leaf,  &c. 

PIEU  (from  the  French  pierre,  a  stone)  a  mass  of 
stone,  &o.,  opposed  against  the  force  of  the  sea,  or  great 
river,  for  the  security  of  ships  that  lie  at  harbour  in  any 
liaven. 

Piers  are  also  used  in  architecture  for  a  kind  of  pilasters, 
or  buttresses,  raised  for  support,  strength,  and  sometimes  for 
ornament. 

Piers,  Circular,  also  called  massive  columns,  are  with  or 
without  caps,  and  are  frequently  seen  in  Norman  archi- 
tecture. 

Piers  of  a  Bridge,  the  supports  of  the  arches  over  the 
openings,  when  more  than  one,  not  ineluding  the  supports 
at  the  extremities,  which  are  called  abutments.     See  Bridge. 

M.  Belidor  observes,  that  when  the  height  of  the  piers  is 
about  six  feet,  and  the  arches  are  circular,  it  is  suftieient  to 
make  their  thickness  the  sixth  part  of  the  width  of  the  arch, 
and  two  feet  more ;  but  when  the  arehes  become  of  a  great 
span,  the  thickness  of  the  piers  may  be  reduced  to  the  sixth 
part ;  but  then  the  depression  of  the  two  feet  does  not  take 
j>laec  at  once  ;  that  is,  in  an  arch  of  about  forty-eight  feet, 
three  inches  arc  taken  ofT  for  every  six  feet  of  increase  of 
the  width  of  the  arch.  The  thickness  of  the  piers  supporting 
elliptic  arches  is  greater  than  in  the  former  proportion:  thus, 
in  an  arch  of  seventy-five  feet  wide,  the  thickness  of  the 
pier,  whose  height  is  abo\it  six  feet,  should  be  13.5  when  Uie 
arch  is  circular,  and  fifteen  feet  when  it  is  elliptical.  The 
same  author  makes  the  abutments  one  sixth  part  more  than 
the  piers  of  the  largest  arch  ;  and  Mr.  Mullcr  has  calculated 
a  taiile,  containing  the  thickness  of  the  piers  of  bridges. 

Rectangular  piers  are  seldom  used  except  in  bridges  over 
small  rivers;  in  all  others  they  project  from  a  bridge  by  a 
triangular  prism,  which  presents  an  edge  to  the  stream,  in 
order  to  divide  the  water  more  easily,  to  prevent  the  ice  from 
sheltering  there,  as  well  as  vessels  from  running  foul  against 
them.  This  edge  is  terminated  by  the  adjacent  surfaces  at 
right  angles  to  each  other  at  Westminster  Bridge ;  but  those 
of  the  Pont-royal,  at  Paris,  make  an  acute  angle  of  about 
GO  degrees.  Engineers,  however,  in  their  later  constructions, 
make  this  angle  to  terminate  by  two  cylindric  surfaces,  whose 
bases  are  ai-cs  of  00  degrees. 

PlGGEllY,  the  place  where  hogs  or  swine  are  lodged. 


PIG-STY,  the  name  of  the  place  where  hogs  are  kept. 
Buildings  of  this  kind  should  always  be  largo  and  com- 
modious. 

PILA,  or  Pile.    Sec  Piles. 

PIL^,  according  to  Vitruvius,  square  blocks  placed  upon 
the  cpistylia,  immediately  over  the  columns,  to  support  the 
timbers  of  the  roof 

PILASTEi;,  (from  the  French,  pilaslre,  or  Italian,  pilas- 
tro,)  in  architecture,  a  square  column,  sometimes  insulated, 
but  more  frequently  let  into  a  wall,  and  only  projecting  with 
a  fourth  or  fifth  part  of  its  thickness. 

The  pilaster  borrows  the  name  of  each  order,  and  has  the 
same  proportions,  capitals,  members,  and  ornaments,  with 
the  columns  themselves. 

The  pilasters  in  the  Attic  order  are  sometimes  at  equal 
distances,  and  sometimes  coupled  ;  but  tliis  depends  on  the 
intercohnnniation  of  the  order  below.  If  the  Attic  order  be 
straight,  and  immediately  over  it,  it  must  partake  of  the  same 
dist.ances,  and  stand  over  the  column  in  the  lower  order. 

Pilasters  are  made,  usually,  without  either  swelling  or  di- 
minution, as  broad  at  top  as  at  bottom  :  though  some  of  the 
modern  architects,  as  !M.  Mansard,  &c.,  diminish  them  at  top, 
and  make  them  swell  in  the  middle,  like  columns;  particu- 
larly when  placed  behind  columns. 

Pilasters.  M.  Perrault  observes,  like  columns,  become  of 
difierent  kinds,  according  to  the  manner  in  which  they  are 
applied  to  the  wall.  Some  are  wholly  detached,  and  called 
by  Vitruvius  parastalce ;  others  have  three  faces  clear  out  of 
the  wall  ;  others  two  ;  and  others  only  one  :  these  arc  all 
called  by  Vitruvius  anta:. 

Insulated  pilasters  are  but  rarely  found  in  the  antique. 
The  chief  use  they  made  of  pilasters  was  at  the  extremities 
of  porticos,  to  give  the  greater  strength  to  the  corners. 

There  are  four  principal  things  to  be  regarded  in  pilasters  ; 
viz.,  their  projecture  out  of  the  wall,  the  diminution,  the  dis- 
position of  the  entablature,  when  it  happens  to  be  common 
to  them  and  to  a  column,  and  their  flutings  and  capitals. 

1.  The  projecture  of  pilasters,  which  have  only  one  face 
out  of  the  wall,  is  to  be  one-eighth  of  their  breadth  ;  or,  at 
most,  not  above  one-sixth.  When  they  receive  imposts 
against  their  sides,  their  projecture  may  be  a  quarter  of  their 
diameter.  They  are  made  to  project  in  different  pro|)(irti()ns 
to  their  diameters,  as  one-eighth,  one-fourth,  one-half,  and 
three-fonrths ;  but  are  never  used  gracefully  quite  square, 
except  at  angles ;  and  then  only  in  massive  buildings,  as  the 
portico  at  St.  Paul's,  Covent  Garden. 

2.  Pilasters  are  but  seldom  diminished,  when  they  have 
only  one  face  out  of  the  wall.  Indeed,  where  they  stand  in 
the  same  line  with  columns,  and  the  entablature  is  continued 
over  both,  without  any  break,  the  pilasters  are  to  have  the 
same  diminution  with  the  columns  ;  that  is  to  say,  on  the  face 
respecting  the  column  ;  the  sides  being  left  without  any  dimi- 
nution. When  they  are  diminished,  they  have  an  ill  effect; 
where  it  becomes  necessary  to  make  them  correspond  with 
the  lines  of  the  columns  at  top,  as  is  sometimes  the  case  in 
porticos  and  returns,  then  it  is  better  for  the  architect  to 
make  them  entirely  of  the  smallest  diameter  of  the  column 
to  which  they  are  opposed. 

3.  Pilasters  are  sometimes  fluted,  though  the  columns 
they  accompany  are  not  so  ;  and,  on  the  other  hand,  the 
columns  are  sometimes  lluted,  when  the  pilasters  that  accom- 
pany them  arc  not.  The  flutings  of  pilasters  are  always  odd 
in  number,  except  in  half  pilasters,  meeting  at  inward  angles; 
where  four  flutings  are  made  for  three,  &c. 

4.  The  proportions  of  the  capitals  of  pilasters  are  the  same 
as  to  height  with  those  of  columns,  but  they  diifer  in  width, 
the  leaves  of  the  former  being  much  wider  ;  because  pilas- 
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ters,  though  of  equal  extent,  have  only  the  same  number  of 
kaves  for  their  girt,  viz.,  eight.  Their  usual  disposition  is  to 
have  two  in  eaeh  face  in  the  lower  row,  and  in  the  upper 
row  one  in  the  middle,  and  two  halves  in  the  angles,  in  the 
turns  whereof  they  meet.  Add  to  this,  that  the  rim  of  the 
vase,  or  tambour,  is  not  straight,  as  the  lower  part  is,  but  a 
little  circular,  and  prominent  in  the  middle.  In  pilasters  that 
support  arches,  the  proportions,  Palladio  shows,  must  be 
regulated  by  the  light  they  let  in  ;  and  at  angles,  by  the 
weight  they  are  to  sustain.  For  which  reason,  says  Sir  Henry 
Wutton,  a  rustic  superficies  best  becomes  them. 

Pilaster,  Demi,  or  JIembretto,  a  pilaster  that  supports 
an  arch :   it  generally  stands  against  a  pier,  or  column. 

PiL.\STEus,  in  ship-building,  flat  columns,  or  ornaments, 
made  of  deal,  fluted  or  reeded,  with  moulded  caps  and  bases, 
and  placed  in  the  middle  of  the  raunnions,  which  part  the 
lights  of  the  stern  and  quarter-galleries;  also  on  the  mun- 
nions  of  the  bulkheads  of  the  captain's  cabin,  &c. 

Pilasteu-Masses,  in  Gothic  architecture,  piers  of  a  rect- 
angular plan  capped  with  impost  mouldings. 

PILE.     See  Piles. 

Pile,  a  word  used  among  architects,  for  a  mass  or  body  of 
building. 

Pile-Driver,  a  machine  for  driving  piles  into  the  ground, 
i)f  which  there  are  many  kinds  ;  some  are  worked  by  a  great 
number  of  men,  who  raise  a  heavy  weight  to  a  small  height, 
and  then  let  it  fall  upon  the  pile,  till,  by  reiterated  blows,  they 
drive  it  to  the  required  depth.  This  machine  is  extremely 
simple.  A  long  thick  plank  of  wood  is  fixed  up  close  to  the 
pile,  having  a  mortise  through  the  upper  end,  in  which  a  pul- 
ley is  fitted  ;  a  rope  goes  over  this  to  suspend  the  rammer, 
which  is  a  large  block  of  hard  wood,  properly  hooped,  to  pre- 
vent it  from  splitting.  In  rising  and  falling,  it  slides  against 
the  face  of  the  plank,  and  is  guided  by  irons,  which  are  fixed 
to  the  ram,  and  bent  round  the  edges  of  the  plank,  in  the 
manner  of  hooks.  The  plank,  when  placed  upright,  is  secured 
by  guy-ropes,  in  the  manner  of  the  mast  of  a  ship ;  the  end 
of  the  great  rope  which  suspends  the  ram,  has  ten  or  twelve 
small  ropes  spliced  into  it,  for  as  many  men  to  take  hold,  and 
work  it  by  ;  they  raise  the  ram  up  two  or  three  feet  by  pull- 
ing the  ropes  all  together,  and  then  letting  them  go,  the 
ram  falls  upon  the  pile-head.  When  the  pile  becomes  firm 
enough  to  cause  the  ram  to  rebound,  they  take  care  to  pull 
the  ropes  instantly  after  the  blow,  that  they  may  avail  them- 
selves of  the  leap  it  makes. 

This  is  the  simplest  form  of  the  machine.  Others,  instead 
of  a  plank,  have  two  upright  beams  attached  together,  at  such 
a  distance  as  to  leave  an  opening  between  them  for  the  recep- 
tion of  a  piece  of  wood  which  is:afiixed  to  the  ram,  and  by 
this  means  it  is  guided.  Instead  of  guy-ropes,  these  are 
usually  fixed  upon  a  base,  consisting  of  a  triangular  frame, 
upon  one  angle  of  which  the  uprights  are  erected  ;  and  from 
the  other  two  angles,  braces  arise,  inclined  so  as  to  reach  the 
uprights  at  one-half  or  two-thirds  of  their  height,  to  steady 
them.  This  plan  is  very  convenient  for  driving  piles  in  cor- 
ners ;  but  for  driving  in  rows,  it  is  more  advantageous  to 
have  the  uprights  fixed  at  the  middle  of  one  side  of  the  tri- 
angular base,  and  have  stays  from  all  the  three  angles.  A 
machine  of  this  kind,  with  a  ram  of  beech,  four  feet  long  and 
one  foot  square,  may  be  worked  by  ten  or  twelve  men,  at  the 
rate  of  twenty-four  blows  per  minute,  and  fixes  the  pile  very 
quickly.  To  estimate  the  force  of  the  rammer,  its  weight 
ought  to  be  multiplied  into  the  velocity  it  acquires  in  falling. 
Thus,  if  a  rammer  weighing  5001bs.  drop  from  four  feet,  it 
will  fall  in  half  a  second,  and  have  at  the  time  of  percussion 
a  velocity  capable  of  carrying  it  uniformly  eight  feet  in  half 
a  second,  without  any  forther  helo  from  gravil,y  ;  so  that  we 


must  multiply  500  by  IG,  or  its  weight  by  the  number  of  feet 
it  would  fall  in  a  second,  and  the  product,  8,000,  gives  the  mo- 
mentum of  the  stroke.  If  a  capstan,  pulley,  or  windlass,  be 
made  to  raise  the  rammer  to  a  considerable  height,  and  then, 
by  an  easy  contrivance,  loosen  it  at  once  from  its  hook,  the 
momentum  of  the  stroke  will  always  be  as  the  square  root  of 
the  height  from  Mhich  the  rammer  fell. 

Notwithstanding  the  momentum,  or  force  of  a  body  in 
motion,  is  as  the  weight  multiplied  by  the  velocity,  or  sim[ily 
as  its  velocity,  when  the  weight  is  given  or  constant ;  yet  the 
efiect  of  the  blow  will  be  nearly  as  the  square  of  that  velo- 
city ;  the  effect  being  the  quantity  the  pile  is  driven  into  the 
ground  by  the  stroke.  For  the  force  of  the  blow,  transferred 
to  the  pile,  being  destroyed  in  some  certain  definite  time  by 
the  friction  of  the  part  within  the  earth,  which  is  nearly 
a  constant  quantity,  and  the  spaces  in  constant  forces  being 
as  the  squares  of  the  velocities ;  therefore,  the  eflects,  which 
are  those  spaces  sunk,  are  nearly  as  the  square  of  the  velo- 
cities, or,  which  is  the  same  thing,  nearly  as  the  heights  fallen 
by  the  ram  or  hammer  to  the  head  of  the  pile. 

For  large  works,  such  as  bridges,  &c.,  the  piles  are  driven 
by  a  different  kind  of  machine :  this  has  a  very  heavy  iron 
ram,  with  inechanical  powers,  by  which  it  is  raised  to  a  very 
considerable  height,  and  then  let  flill,  instead  of  continually 
repeating  small  blows.  These  are  sometimes  worked  by 
horses,  or  steam-engines. 

Figures  1  and  2. — a,  a,  the  uprights,  erected  on  the 
frame,  b,  and  supported  by  the  braces,  c ;  connected  by  the 
cross  feet,  a,  at  bottom,  and  the  piece,  d,  at  top ;  in  this 
the  pulley,  b,  for  the  rope,  d,  is  fitted.  Fillets  of  iron  arc 
fixed  withinside  the  uprights,  a,  a,  and  enter  grooves  made 
in  the  edges  of  the  great  iron  ram,  e,  which  is  thereby 
guided  as  it  rises  and  falls :  f  is  a  piece,  called  the  follower 
(see  Figures  3  and  4)  consisting  of  a  wooden  block,  sliding 
between  the  uprights,  and  mortised  to  receive  the  iron 
tongs,  e,  which  take  hold  of  an  eye.  on  the  top  of  the  cast-iron 
ram:  the  rope  is  attached  to  the  follower  by  an  iron  hoop,/, 
through  which  the  centre  pin  of  the  tongs  passes.  On  the 
base,  a  d,  of  the  machine,  an  iron  frame  is  bolted,  to  contain 
the  windlass,  g,  on  which  the  rope,  d,  winds.  On  the  end 
of  the  windlass  a  cog-wheel,  g,  is  fixed,  and  a  pinion  upon 
the  axis,  A,  engages  its  teeth.  Motion  is  given  to  the 
spindle.  A,  by  the  winches,  k,  fixed  to  each  end  of  it,  and  the 
fly-wheel,  /,  regulates  its  motion,  when  turned  by  two  men 
at  each  handle.  The  pile  is  of  course  included  in  the  space 
between  the  two  uprights,  a,  a,  before  it  is  driven  down; 
and  the  ram,  being  engaged  by  the  tongs,  e,  is  drawn  up  by 
turning  the  handle,  k,  till  the  tails,  «,  of  the  tongs  come  to 
the  inclined  planes,  m.  Figure  1 :  by  these  they  are  closed 
together,  which  opening  the  lower  ends,  disengages  them 
ivom  the  eye  of  the  ram,  and  it  falls  upon  the  head  of  the 
pile  immediately.  The  men  at  the  handles  shift  the  spindle.  A, 
endwise,  which  disengages  the  pinion  from  the  wheel,  and 
then  the  weight  of  the  follower,  f,  runs  back  the  windlass,  g, 
and  descends  till  its  tongs  take  hold  of  the  ram,  ready  to  take 
it  up  again.  The  inclined  planes,  m,  are  not  fixed  to  the 
uprights,  A,  A,  but  are  connected  together  by  pieces  of  wood, 
which  embrace  the  uprights,  and  these  have  holes  through 
them  to  receive  iron  bolts,  which  also  pass  through  the 
uprights.  By  this  means  the  inclined  planes  can  be  shifted, 
to  set  them  at  any  required  height,  that  they  may,  by  dis- 
charging the  ram  at  the  proper  height,  give  a  blow  propor- 
tioned to  the  pile  to  be  driven.  The  tongs  are  sometimes 
made  with  rollers  in  the  ends,  n,  n,  as  shown  in  Figure  12, 
that  they  may  act  more  easily  in  the  inclined  planes.  Other 
machines  have  a  kind  of  latch,  shown  in  Figure  11,  instead 
of  the  tongs;  in  this, /represents  the  iron  loop  for  the  rope; 
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the  centre  pin  of  which,  passing  through  the  latch,  r  s  t, 
catches  the  eye  of  the  rain  by  the  hook,  I,  and  is  discharged 
by  tiie  line  r,  when  the  men  snatch  it.  The  weight,  s,  is  to 
cause  the  hook  to  catch;  and  the  loop,/;  is  attached  to  the 
wooden  follower,  which  guides  it  between  the  upriiihts. 

Machines  of  this  kind  are  frequently  actuated  by  steam- 
engines.     A  pulley,  fi.xed  on  the  end  of  the  spindle,  h,  in 
place  of  the  handle,  k;  receives  an  endless  rope  from  some 
wheel  put  in  motion  by  the  engine;  one  man  then  attends  it, 
to  throw  the  spindle  endwise  at  the  proper  time,  to  permit 
the  descent  of  the  follower ;   but  we  have  seen  one  in  which 
levers,  and  a  connecting  rod  from  tiie  inclined  plane,  m,  were 
used  to  disengage  the  spindle  the  moment  after  the  follower 
discharges  the  ram ;  by  adopting  tliese  means  much  expense 
of  labour  would  be  saved,  as  the  steam-engine  which  is  after- 
wards to  be  employed  in  i)um[iiiig  tiie  water  out  of  the  coffer- 
dams, would  drive  the  j)iles  tor  them  and  for  the  foundations. 
The  piles  of  the  works  of  Westminster-bridge,  whilst  it 
was  building,  were  driven  by  a  horse-machine,  invented  by 
Mr.  Valoue.     A  pair  of  the  uprights,  such  as  represented  in 
Fiijures  1  and  2,  but  thirty  feet  liigh,  were  erected  at  one 
end  of  a  frame,  w  hicli  supported  a  vertical  sliaft,  turned  round 
by  the  horses,  and  the  framing  was  of  course  laigo  enough 
to  iidniil  a  circular  walk  of  sufficient  size  for  them  to  work 
in,  when  they  drew  tiie  ends  of  arms  or  levers  projecting 
from  the  vertical  shaft.     The  whole  was  erected  upon  a  plat- 
form, which  was  built  over  a  barge  in  the  manner  of  a  deck. 
The  vertical  shaft  had  a  wheel  or  drum  upon  it,  to  wind  up 
the  rope  of  the  follow'er,  and  it  was  in  the  construction  of 
this  part  that  the  invention  lay.    A  section  of  the  upper  part 
of  the  vertical  shaft  and  drun^  is  given  in  Figure  8,  and  a  plan 
in  Figure  9.     Here  a  is  the  great  upright  shaft,  or  axle, 
turned  by  the  horses  attached  to  the  levers,  which  are  not 
shown.  The  cog-wheel,  b,  turns  the  pinion,  x,  having  a  fly,  o, 
at  the  top  to  regulate  the  motion,  and  to  act  against  the 
horses,  and  keep  them  from  falling,  when  the  ram  is  disen- 
gaged.    The  drum,  c,  is  loose  upon  the  axle  of  the  shaft,  a, 
but  is  locked  to  the  wheel,  n,  by  the  bolt,  v.     On  this  drum 
the  great  rope,  h,  is  wound,  one  end  of  it  being  fixed  to  the 
drum,  and  the  other  to  the  follower,  passing  over  proper 
pulleys.     ]n   the   follower  are   contained    the    tongs,  which 
take  hold  of  the  ram,  by  the  staple  for  drawing  it  up,  as 
described  in  Figure  2 ;  d  is  a  spiral,  or  fusee,  fixed  to  the 
drum,  c,  on  which  winds  the  small  rope,  t:  it  goes  over  a 
pulley,  and  has  a  small  counterpoise  hung  to  the  end  of  it, 
which  hinders  the  follower  from  accelerating  as  it  goes  down 
to  take  hold  of  the  ram  ;  for,  as  the  follower  tends  to  acquire 
velocity  in  its  descent,  the  line,  t,  winds  downwards  upon 
tlie  fusee  on  a  larger  and  larger  radius,  by  which  means  the 
counterpoise  acts  stronger  and  stronger  against  it ;    and  so 
allows  it  to  come  down  with  only  a  moderate  and  uniform 
velocity.     The   bolt,  v,  locks  the  drum  to  the  great  wheel, 
being  pushed  upwards  by  the  small  lever,  3,  which  passes 
through  a  mortise  on  the  shaft,  a,  and  turns  upon  a  pin ;  the 
lower  end  of  the  bolt  is  guided  by  passing  through  a  piece  of 
wood,  C,  fixed  into  the  great  shaft,  and  the  upper  end  passes 
through  an  arm  of  the  wheel ;  the  lever,  3,  has  a  weight,  4, 
which  alw.ays  tends  to  push  up  the  bolt,  v,  through  the  wheel 
into    the   drum ;    G  L    is   the    great  lever,    turning  on   the 
centre,  m,  and  resting  its  end,  o,  upon  the  forcing  bar,  5, 
which  goes  down  through  a  hollow  in  the  shaft,  a,  and  bears 
upon  the  little  lever,  3.     The  other  end  of  the  lever,  l,  is 
long  enough  to  reach  the  uprights,  and  has  there  a  small 
rope,  extended  from  its  end  up  to  the  inclined  planes,  so  that 
the  follower,  when  drawn  to  the  highest,  pulls  this  rope,  and 
raises  the  long  end,  l,  of  the  lever,  depressing  the  other,  and 
forcing  tlie  bar,  5.     By  the  horses  going  round,  the  great 


rope,  n,  is  wound  about  the  drum,  c,  and  the  ram  is  drawn 
up  by  the  tongs  in  the  follower,  till  they  come  between  the 
inclined  planes,  which,  by  shutting  the  tongs  at  the  top, 
open  thorn  below,  and  so  discharge  the  ram,  which  falls 
down  between  the  uprights  and  the  pile,  and  drives 
it  by  a  few  strokes  as  far  into  the  ground  as  it  can  go, 
or  as  is  desired ;  after  which,  the  top  part  is  saw  ed 
off  close  to  the  mud,  by  an  engine  for  that  purpose. 
Immediately  after  the  ram  is  discharged,  a  piece  upon  the 
follower  takes  hold  of  the  rope,  which  raises  the  end  l,  of  the 
lever  L  G,  and  causes  its  end,  o,  to  descend,  and  press  down 
the  forcing-bar,  5,  upon  the  little  lever,  3,  which,  by  drawing 
down  the  bolt,  v,  unlocks  the  drum  c,  from  the  great  wheel, 
B  ;  and  then  the  follower  being  at  liberty,  comes  down  by 
its  own  weight  to  the  ram  ;  and  the  lower  ends  of  the  tongs 
slip  over  the  eye  of  the  ram,  the  weight  of  their  heads  causing 
them  to  fall  outwards,  and  fasten  upon  it :  then  the  weight, 
4,  pushes  up  the  bolt,  r,  into  the  drum,  which  locks  it  to  the 
great  wheel,  and  so  the  ram  is  drawn  up  as  before.  As  the 
follower  comes  down,  it  cjmses  the  drum,  c,  to  turn  back- 
ward, and  unwinds  the  rope  from  it,  while  the  horses,  the 
great  wheel,  the  pinion  x,  and  the  fly,  go  on  with  an  uninter- 
rupted motion ;  and  as  the  drum  is  turning  backward,  the 
counterpoise  is  drawn  up  by  its  rope,  t,  winding  upon  the 
spiral  fusee,  d. 

There  are  several  holes  in  the  under  side  of  the  drum,  and 
the  bolt,  T,  always  fakes  the  first  that  it  finds,  when  the  drum 
stops  by  the  falling  of  the  follower  upon  the  ram,  till  which 
stoppage  the  bolt  has  not  time  to  slip  into  any  of  the  holes. 
But  the  same  effect  is  more  certainly  produced  by  a  crooked 
lever,  t,  Figure  9,  fixed  on  the  framing,  r,  over  the  end  of 
the  vertical  shaft ;  one  end  of  this  has  a  roller,  which  is 
pressed  upon  by  the  great  rope,  h,  while  the  other  end  holds 
down  the  catch,  5,  of  the  forcing  bar,  but  as  soon  as  the  great 
rope  slackens,  it  retires,  and  gives  liberty  to  the  small  lever, 
3,  to  push  up  the  bolt.  As  long  as  the  great  rope  has  a 
tension  upon  it,  to  support  the  weight  of  the  ram,  or  follower, 
the  crooked  lever  is  kept  in  close  contact  with  the  forcing- 
bar,  and  when  that  is  depressed  (to  discharge  the  bolt,  y)  by 
locking  over  its  catch,  5,  the  crooked  lever  keeps  it  down, 
till  the  follower  touches  the  ram  ;  the  great  rope  then 
slackens,  and  the  spring,  v  h,  discharges  the  crooked  lever 
from  the  catch  of  the  ibrcing-bar,  and  gives  liberty  to  the 
small  lever,  4,  to  push  up  the  great  bolt,  and  to  lock  the 
drum  to  the  great  wheel,  when  the  ram  is  drawn  up  again, 
as  before. 

The  peculiar  advantages  of  this  engine  are,  that  the  weight 
of  the  ram,  or  hammer,  may  be  raised  with  the  force  of  horses 
instead  of  men  ;  that  when  it  is  raised  to  a  proper  height,  it 
readily  disengages  itself,  and  falls  with  the  utmost  freedom; 
that  the  forceps,  or  tongs,  are  lowered  down  speedily,  and 
instantly  of  themselves  again  lay  hold  of  the  ram,  and  lift  it 
up;  onwhich  account  tliis  machine  will  drive  the  greatest 
number  of  piles  in  the  least  time,  and  with  the  fewest 
labourers. 

The  piles  at  AVcstminster  bridge,  when  driven  by  the 
above  machine  till  they  were  quite  fn-m,  were  cut  off,  under 
water,  by  a  machine  to  a  level  with  the  surface  of  the 
ground,  to  build  the  piers  upon.  This  machine  consisted  of 
a  fratning  adapted  to  fit  upon  the  upper  part  of  the  pile,  and 
fixed  fast  thereto.  The  lower  part  of  this  frame  formed 
guides  for  the  saw%  which  reciprocated  horizontally  at  a  cer- 
tain depth  beneath  tlie  top  of  the  pile,  and  had  weights  to 
cause  it  to  advance  up  to  the  cut.  The  saw  was  put  in 
motion  by  ropes  from  each  end,  which  were  conducted,  over 
proper  pulleys,  to  two  men  standing  on  a  float  or  raft  at  the 
surface.     After  fixing  the  machine,  before  the  sawing  was 
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be<;un,  the  whole  machine  was  siisponclecl  by  a  tackle,  which 
Ihercfore  took  up  the  top  part  of  tiic  pile  with  the  machine 
as  soon  as  it  was  cut  oH".  This  was  tlie  invention  of  Mr. 
Ethcridge,  carpenter  to  the  works  at  Westminster  bridge; 
it  was  very  effect ive,  as  the  time  eni|)loyed  in  cutting  oil"  a 
fir  pile  of  14  or  10  inches  square,  in  10  feet  depth  of  water, 
was  seldom  more,  and  often  less,  than  a  minute  and  a  half. 
A  maciiine,  more  convenient  than  this  in  its  application,  and 
not  less  efliictive,  was  also  invented  by  Mr.  Foulds,  to  whom 
the  Society  of  Arts  presented  a  gold  medal  for  the  invention; 
see  Fiijures  5  and  7,  where  a  a  b  is  the  e.\ternal  frame,  con- 
sisting of  four  parallel  rails,  a,  framed  into  two  others,  b,  at 
right  angles,  with  proper  cross  pieces  to  unite  them,  and 
inclined  to  strengthen  the  whole :  within  this  fiame  a 
second,  or  internal  frame,  d  e,  is  situated  ;  like  the  other,  it 
has  four  parallel  [>ieee-;,  d  and  e,  connected  together  into  one 
frame  by  cross  pieces  ;  at  the  top  it  has  two  pieces,  «,  a, 
wiiieh  rest  upon  the  beam,  b,  and  suspend  its  weight,  and  on 
these  it  is  c:ipal)le  of  sliding  backwards  and  forwards  between 
B  B,  always  pj-eserving  its  parallelism,  because  it  is  moved  by 
the  racks,  d,  d,  allixed  to  it,  one  at  top,  and  the  other  at  the 
bottom;  the  |)inions  for  both  are  fixed  on  a  vertical  a.xis,  e, 
sup])ortcd  in  the  external  frame;  therefore,  by  turning  the 
handle,  r,  the  internal  fiame  with  the  saw  is  advanced  to 
the  pile,  as  at  K,  FU/tire  (5.  The  saw  itself  is  sustained  in  a 
frame,  l,  Fiyure  7,  which  fits,  in  the  manner  of  a  sash- 
frame,  between  the  two  beams,  d,  of  the  internal  frame,  and 
has  racks,  f,f\  (dotted)  behind  it,  v  hich  work  in  pinions  on 
an  axis,  y,  extended  across  the  frame,  and  by  the  iiandle,  y, 
it  is  capable  of  being  drawn  up  anil  let  down,  or  detained  at 
an}'  height  by  a  ratchet-wheel  and  elicl^,  x  ;  tiie  saw,  tii,  is 
fixed  upon  a  spindle  n,  supported  in  bearings  on  the  frame, 
L,  and  turned  by  the  handle,  r,  at  the  top  ;  the  saw  is  con- 
nected with  the  spindle  by  a  piece  of  iron,  p,  having  a 
mortise  through  it  for  the  reception  of  the  spindle,  to  which 
it  ia  fastened  by  a  nut  beneath  ;  by  this  means  the  edge  of 
the  saw  may  be  advanced  as  the  work  goes  on. 

In  using  this  machine,  the  beams,  b,  are  fi.ved  across  a 
barge,  which  is  ballasted  till  they  are  horizontal,  and  the 
spindle  of  the  saw  is  therefore  vertical  in  this  state;  it  is 
moored  with  her  side  against  the  pile,  k,  to  be  cut  ofli^  as 
shown  by  the  dotted  line,  v,  Figure  6  ;  then,  by  the  rack  and 
pinion,  f  g,  the  saw  is  adjusted  in  height  to  the  level  where 
the  pile  is  to  be  cut;  by  the  handle,  r,  it  is  advanced  to  the 
pile,  ic,  whilst,  by  the  other  handle,  r,  the  saw  is  kept  in 
continual  motion  backwards  and  forwards,  till  the  pile  is  cut 
through,  and  the  piece  is  taken  into  the  barge  ;  it  then  pro- 
ceeds to  cut  oft'  the  next  by  the  same  means.  By  this 
machine,  temporary  piles,  used  in  coffer-dams,  may  be  cut 
off  level  with  the  bottom,  when  the  work  is  finished,  which 
is  a  very  superior  metiiod  to  drawing  them  up  out  of  the 
ground,  as  is  the  usual  practice  ;  because  this  must  neces- 
sarily make  a  deep  ditch  or  trench  all  round  the  pier  or 
foundation,  and  tend  to  loosen  the  ground. 

To  draw  i)iles  out  of  the  ground  when  they  have  been 
driven  fast,  requires  a  very  great  force.  There  are  different 
methods  of  exerting  this  force:  one  for  drawing  them  in 
water,  is  by  having  a  very  strong  barge,  with  a  windlass  at 
one  end  to  receive  a  strong  chain,  which  is  passed  several 
times  round  the  head  of  the  pile,  and  made  fostto  the  barge; 
two  long  beams  are  laid  upon  the  barge,  to  form  a  railway 
for  a  small  waggon  to  run  upon  from  one  end  to  the  other, 
loaded  with  stones  of  several  tons  weight;  when  this  is 
wheeled  to  one  end  of  the  barge,  it  will,  of  course,  depress  it 
in  the  water,  elevating  the  other;  then,  in  this  state,  the 
lowest  end  of  the  barge  is  chained  to  the  pile,  by  putting  a 
very  large  bolt  through  it,  and  passing  a  chain  round  the 
102 


pile  under  this  bolt  a  great  many  times;  the  carriage  is  then 
wheeled  to  the  other  end  of  the  barge  by  a  windlass  and 
rope;  this  tends  to  raise  the  end  to  which  the  pile  is  fixed  ; 
and  when  the  carriage  is  so  far  advanced  that  it  exerts  a 
sufticient  power,  it  will  draw  up  the  pile,  if  the  chain  is  pro- 
perly fixed  ;  and  then  the  carriage  is  returned  to  draw 
another  pile.  A  plan  was  adopted  at  Waterloo  Bridge,  for 
drawing  the  useless  piles  by  one  of  Mr.  Bramah's  hydrostatic 
cylinders.  This  is  represented  in  Figure  10,  where  a  is 
supposed  to  be  the  top  of  a  range  of  piles  forming  the  coffer- 
dam, and  b  the  pile  to  be  drawn.  A  chain,  a,  is  made  fast 
to  the  pile,  and  carried  many  times  round  a  large  beam,  c  n, 
the  end,  n,  of  which  rests  upon  a  fulcrum,  or  support,  e, 
consisting  of  a  block,  supported  on  the  head  of  a  iicighliouring 
pile,  &c.  F  is  a  block  of  two  ]iicces  of  wood,  screwed  toge- 
ther in  two  places,  and  enclosing  between  them  a  cast-iron 
cylinder,  h,  into  which  is  fitted  the  piston,  or  cylinder,  d,  the 
joining  being  made  tight  b}'  a  collar  of  leather;  e  is  a  small 
copper  pipe,  communicating  with  the  cylinder,  and  also  with 
a  small  forcing-pump,  the  piston,/!  of  which,  is  actuated  bv 
the  lever,  g  h  ;  the  pump  is  fi.xed  upon  the  top  of  a  small 
cistern,  Ic,  to  contain  water.  Now,  by  working  the  lever  of 
the  pump,  water  is  injected  into  the  cylinder,  i,  which  pro- 
trudes the  piston,  d,  from  it  with  a  force  proportioned  to  the 
force  exerted  upon  the  lever,  in  the  same  degree  as  the  areas 
of  the  pump  to  that  of  the  cylinder  multiplied  by  the  propor- 
tions of  the  lever,  h.  By  this  means,  the  power  of  one  or 
two  men  is  increased  to  such  a  degree  as  to  draw  up  the 
largest  jiile ;  the  copper  pi|>e,  c,  is  made  to  unscrew  at  seve- 
ral joints,  which  are  provided  with  leather,  to  make  them 
tight ;  by  which  the  pump  is  separated  when  the  machine  is 
to  be  removed.  As  it  has  no  connection  with  the  ♦)eam  (u- 
lever,  d,  the  cylinder  is  frequently  employed  in  the  inamier 
of  a  hand  jack,  for  any  purposes  where  enormous  weights  are 
to  be  lifted  for  a  small  space.  The  same  figure  also  shows  a 
very  complete  way  of  catc-liing  fast  hold  of  the  pile,  in>tead 
of  putting  a  bolt  through  the  pile-head  to  stop  the  chain 
under:  it  is  simply  a  strong  iron  ring,  /,  large  enough  to 
drop  over  the  pile  loosely,  and  having  a  strong  shank  or  eye, 
»i,  projecting  from  it  to  run  the  chain  through  ;  when  this  is 
drawn,  the  ring  jambs  so  forcibly  upon  the  wood  of  the  pile 
as  to  draw  it  out  of  the  ground  rather  than  slip  off,  for  it 
holds  flister  in  proportion  to  the  force. 

The  theory  of  Mr.  Valoue's  engine  depends  on  the  following 
principles,  viz. — 1.  If  the  resistance  of  the  ground  and  the 
masses  of  the  piles  be  equal,  the  depths  to  which  they  will  be 
driven  with  a  single  blow  will  be  as  the  product  of  the 
weight  of  the  ram  into  the  height  through  which  it  falls. 

2.  If  the  masses  of  the  ram,  and  heights  through  which  it 
falls,  are  both  equal,  the  depths  to  which  the  piles  will  be 
driven  will  be  in  the  inverse  ratios  of  the  masses  of  the  piles 
into  the  superficies  of  that  part  of  them  which  is  already 
immersed  in  the  earth. 

3.  If  all  these  be  unequal,  the  depths  will  be  in  a  ratio 
compounded  of  the  direct  ratio  of  the  heights  through  which 
the  ram  falls  into  its  mass,  and  the  inverse  ratio  of  the  mass 
of  the  pile  into  its  immersed  superficies. 

4.  If  the  weights  of  the  ram  be  equal,  and  also  the  weights 
of  the  piles,  the  depths  to  which  they  will  be  driven  will  be 
as  the  heights  through  which  the  ram  fidls  directly,  and  the 
immersed  superficies  of  the  piles.  Or,  because  the  immersed 
superficies  are  as  the  depths  through  which  the  piles  are 
already  driven  into  the  earth,  these  depths  are  simply 
as  the  square  roots  of  the  heights  through  which  the  ram 
falls. 

These  principles  are  founded  on  the  general  supposition 
that  the  space  through  which  the  weight  falls  is  estimated  by 
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the  product  of  its  mass  into  the  square  of  its  velocity,  or  into 
the  iieiglit  through  which  it  falls. 

Hence  it  is  inferred,  that  the  distance  through  which  a 
pile  will  be  driven  by  each  succeeding  blow,  will  be  less  and 
less,  as  the  superficies  of  that  part  of  the  pile  which  is 
immersed  in  the  ground  increases;  and,  consequently,  that 
there  is  a  certain  depth,  beyond  which  a  pile  of  a  given  mass 
and  scantling  cannot  be  driven  ;  the  mass  of  the  ram  and 
the  height  through  which  it  falls  at  first  being  assigned. 

At  the  close  of  the  year  I8I0,  a  new  method  of  sinking 
piles  by  atmospheric  agency,  was  patented  by  Dr.  Potts.  In 
this  invention  the  piles  are  of  cast-iron,  and  hollow,  and  are 
lowered  by  drawing  out  the  sand  or  soil  through  the  centre 
by  means  of  an  air-jiump.  The  pile  is  closed  at  the  top  with 
an  air-light  cap,  through  which  a  pipe  passes  to  a  receiver, 
and  from  this  again  another  pipe  connected  with  an  air- 
pump.  By  this  nu;ans  a  communication  is  kept  up  between 
the  pump  and  the  interior  of  the  pile,  and  by  woiking  the 
former  the  air  is  exhausted  from  the  pile,  the  sand  rises 
through  the  interior  into  the  receiver,  and  the  pile  gradually 
sinks  into  the  vacuity  so  produced.  This  method  of  piling 
has  been  successfully  employed  on  the  Goodwin  Sands  by  the 
Trinity  Board,  the  piles  being  driven  through  the  sands  to  a 
depth  of  75  feet,  when  tlu;y  reached  a  solid  foundation. 
These  piles  are  especially  adapted  for  such  situations;  they 
are  attended,  however,  in  many  instances,  with  some  disad- 
vantage, for  by  removing  the  earth  occupied  by  the  piles, 
they  lose  that  firmness  of  position  which  is  ensured  in  the 
old  method  by  its  compression.  This  defect  is  somewhat 
compensated  for  by  the  injection  by  hydraulic  pressure  of 
certain  chemical  solutions,  and  hydraulic  cements  round  the 
feet  of  tbe  piles,  to  consolidate  the  earth  on  which  they  stand, 
and  give  them  a  firm  bearing. 

The  most  important  of  all  inventions  for  this  purpose  is 
Nasmyth's  steam-hammer,  which  consists  of  a  steam  cylinder, 
through  a  steam-tight  aperture  in  the  bottom  of  which  the 
piston-rod  passes,  having  the  hammer,  or  "  monkey,"  sus- 
pended from  it.  The  steam  admitted  at  the  bottom  of  the 
cylinder  raises  the  piston  with  the  monkey  attached  to  it,  and 
in  so  doing,  closes  the  induction  and  oprns  the  eduction  pipe, 
which  reverses  the  motion,  and  the  monkey  falls  with  great 
force  upon  the  head  of  the  pile  beneath.  The  following 
description  of  the  action  of  this  machine  is  extracted  from  a 
contemporary,  and  has  especial  reference  to  its  emjjloyment 
at  Morice  Town,  Devon. 

"  There  are  two  features  which  most  remarkably  distin- 
guish this  important  invention  ii-om  all  jiile-driving  machines. 
These  consist,  in  the  first  place,  in  the  direct  manner  in  which 
the  elastic  power  of  the  steam  is  em])loyed  to  lift  up  the  mass 
of  iron  by  whose  fall  on  the  head  of  the  pile  it  is  driven  into 
the  ground;  secondly,  in  the  peculiar  manner  in  which  the 
block  of  iron  and  its  guide-case  and  cylinder  are  made  to  sit,  as 
it  were,  on  the  shoulders  of  the  pile,  so  as  to  pi'cdispose  and 
assist  it  in  its  descent  into  the  ground.  In  this  manner,  the 
entire  dead-weight  of  this  part  of  the  ap[iaratus  is  rendered 
available,  and  made  to  act  in  a  most  important  degree  as  a 
portion  of  the  pile-driving  agency,  and  as  the  entire  part  of 
the  apparatus  follows  the  pile  down,  it  never  ceases  for  one 
instant  to  yield  a  most  important  assistance  towards  the 
attainment  of  the  desired  object.  The  energy  and  rapidity 
of  the  blows,  whidi  arc  dealt  out  on  the  iiead  of  the  pile  at 
the  rate  of  upwards  of  70  per  minute,  is  such,  that,  assisted 
by  the  dead-weight  of  the  ajiparatus  sitting  upon  the  shoul- 
ders of  the  pile,  it  is  seen  to  sink  into  the  ground  in  steps 
varying  from  G  feet  to  3  inches  per  stroke, — the  whole  opera- 
tion of  driving  the  pile,  CO  feet  in  length,  occu])ying  little 
more  than  from  two  and  a  half  to  lour  minutes, — in  fact,  such 


is  the  case  and  rapidity  with  which  these  enormous  piles  are 
driven  into  the  ground  by  these  powerful  machines,  when 
compared  with  the  old  system,  that  the  spectator  is  as  much 
inclined  to  laugh  at  the  ridiculous  contrast,  as  to  be  astonished 
at  its  vast  powers,  and  the  perfect  control  under  which  it  is 
placed.  The  whole  movements  are  governed  by  one  handle, 
regulating  the  supjily  of  steam  from  the  boiler  to  the  cylinder 
and  piston,  which  yields  the  requisite  rising  and  falling  motion 
of  the  monkey  or  hammer  that  diives  the  pile.  We  are  par- 
ticularly attracted  by  the  simple  and  eflicient  contrivance 
which  Air.  Nasmyth  lias  adopted  lor  carrying  the  steam  from 
the  boiler  to  the  cylinder  on  the  head  of  the  pile,  namely,  by 
wrought-iron  jointed  pipes,  which  fold  up  in  the  most  beau- 
tiful manner  in  a  succession  of  joints  or  lengths,  so  as  to 
accommodate  the  length  of  steam  at  all  the  various  heights 
of  the  apparatus,  which,  having  to  descend  through  a  per- 
]iendicular  space  of  upwards  of  50  feet  in  following  down  the 
sinking,  double  up  or  fold  together  in  the  most  perfect  yet 
simple  manner.  The  same  boiler  which  supplies  the  steam 
to  the  actual  pile-driving  apparatus,  likewise  supplies  steam 
to  a  small  engine,  which  is  employed  to  give  the  requisite 
locomotive  action  to  the  whole  apparatus  in  either  direction, 
so  as  to  cause  it  to  move  from  pile  to  pile.  The  same  small 
engine  hoists  and  pitches  the  piles  in  the  most  perfect  man- 
ner; also  raises  the  pile-driving  apparatus  to  the  head  of  the 
highest  pile,  some  of  which  are  00  feet  in  height,  and  places 
it  on  the  shoulders  of  the  pile  with  the  utmost  ease  and  exact- 
ness. Some  idea  of  the  performance  may  be  formed  when 
we  state,  that  it  drives  a  pile  of  CO  feet  in  length  in  four 
minutes,  while,  with  the  ordinary  machines,  upwards  of  15 
or  20  hours  would  be  occupied  in  doing  the  same  work,  to 
say  nothing  of  the  entire  absence  of  all  damage  to  the  head 
of  the  pile,  which,  in  the  case  of  the  employment  of  Mr. 
Nasmyth's  machine,  is  not  in  the  slightest  degree  injured  ; 
while  in  driving  such  a  pile  by  the  ordinary  machine,  the  head 
of  the  pile  is  so  shattered  by  the  repetition  of  its  destructive 
and  inell'cctual  blows,  as  to  require  to  be  cut  ofl'and  reheaded 
several  times  during  the  operation.  Practical  pile-di'ivers  will 
have  some  idea  of  the  remarkable  superiority  in  the  action 
of  Mr.  Nasmyth's  machine,  when  we  inform  them,  that  the  iron 
hoop  hitherto  employed  to  preserve  the  head  of  the  pile  from 
being  split  into  matches,  is,  in  the  steam  pile-driver,  cntii'cly 
dispensed  with,  and  the  heads  of  the  piles,  after  driving, 
bear  scarcely  any  evidence  of  force  having  been  applied  to 
them." 

Pile-planks,  are  jilanks  whose  ends  are  sharpened,  to 
drive  into  any  canal  or  water,  close  to  each  other,  in  order  to 
form  a  dam,  hy  which  the  water  may  be  stopped  and  dis- 
charged.    See  Piles. 

PiLE-snEETixo,  the  same  with  dovetail  piling. 

Piles,  in  hydraulic  architecture,  are  beams  of  timber,  or 
stakes  of  wood,  driven  firmly  into  the  ground,  for  various 
purposes  ;  as,  for  forming  a  foundation  for  buildings,  pier,-) 
of  bridges,  &c.,  in  which  cases  they  are  driven  quite  down 
into  the  ground,  or  are  cut  olf  level  with  its  surface,  w'th  a 
view  of  obtaining  a  solid  bearing  for  the  weight  of  the 
intended  superstructure. 

Amsterdam,  and  some  other  cities,  are  wholly  built  upon 
piles.  The  stoppage  of  the  breach  in  the  banks  of  the 
Thames  at  Dageidiam,  was  effected  by  dovetail  piles ; 
that  is,  by  piles  mortised  into  each  other  by  a  dovetail 
joint. 

Piles  arc  not  employed  for  foundations,  unless  the  ground 
is  suspected  to  be  unsound,  or  when  the  weight  to  be  borne 
is  exceedingly  great.  They  make  the  f  >undation  solid,  by 
reaching  deep  into  the  earth,  down  to  a  more  substantial 
stratum  than  that  of  the  surface.     Indeed,  the  maiu'.er  of 
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fixing  the  piles,  by  driving  them  by  repeated  blows  of  a 
powerful  machine  till  ihcy  will  go  no  farther,  ensures  that 
they  come  to  a  good  bearing. 

Piles  are  also  used  for  making  the  fiiccs  of  wharfs,  banks 
of  rivers,  piers  for  the  soa.  &c.  For  these  purposes  they  are 
driven  in  rows,  but  only  a  sufficient  depth  in  the  earth  to 
make  them  stand  firm,  and  support  the  planking  or  framing 
which  is  fixed  against  them.  These  piles  are  usually  driven 
rather  in  an  inclined  position.  For  temporary  defence 
against  the  water,  in  laying  the  foundation  of  bridges,  &c., 
piles  are  always  required ;  they  are  employed  in  different 
ways  to  form  an  enclosui-e,  or  water-tight  wall,  called  a 
coller-dain,  round  the  area  where  the  work  is  to  be  laid,  and 
from  which  space  the  water  is  drawn  by  pumps.  This  is 
the  most  difficult  of  all  kinds  of  piling  ;  because  it  must 
stiuid  a  great  height  above  the  ground,  have  sufficient 
strength  to  resist  the  pressure  of  water,  and  be  perfectly 
close  and  tight.  Jn  navigable  rivers  detached  piles  are 
driven,  and  ver)-  firmly  fixed,  to  mark  the  enclosures  where 
barges  are  to  lie,  and  to  fender  off  others  from  them,  as  well 
as  to  moor  them  to. 

Piles  are  in  general  formed  of  square  timber,  tapering  if 
the  tree  happens  to  be  so,  cut  to  a  sharp  point  at  one  end, 
and  shod  with  iron  to  enter  the  ground.  The  other  end  is 
bound  by  a  strong  iron  hoop,  to  prevent  the  pile-head  from 
splitting  by  the  violence  of  the  blows  which  drive  it  down. 
When  they  are  to  be  driven  quite  below  ground,  small  trees, 
if  sufficiently  straight,  may  be  used  witliout  squaring  ;  but 
for  coffer-dams,  square  piles  are  always  used,  except  for 
filling  up  a  row  between  such  square  piles.  When  they  are 
to  touch  each  other,  flat  ones,  called  pUe-jyhmliS,  are  used ; 
they  are  three  or  four  inches  thick,  according  to  the  depth  of 
water,  and  have  grooves  formed  in  their  adjacent  edges,  to 
receive  tongues  or  slips  of  wood,  which  make  the  joints  quite 
tight.  This  method  is  termed  sheel-jnling.  To  enclose  an 
area  for  a  coffer-dam,  two  rows,  or  walls  of  piles,  are  usually 
driven  one  within  the  other,  at  a  distance  usually  equal  to 
the  depth  of  water  where  they  are  driven ;  or,  if  the  current 
is  rapid,  once  and  a  half  The  space  between  these  is  filled 
with  clay,  so  as  to  form  a  mound  or  rampart  of  that  material, 
defended  on  the  outside  and  inside  by  wooden  walls  of  piles. 
To  make  these  walls,  large  square  piles  are  first  driven,  at  a 
distance  of  ten  or  twelve  feet  asunder,  in  the  line  of  the 
intended  range  of  the  dam  ;  horizontal  tie-beams  are  then 
extended  from  one  pile  to  the  next,  on  the  inside,  and  some- 
times on  the  outside  also,  each  tie  being  notched  into  the 
piles,  so  that  its  outer  edge  is  in  a  line  with  the  inside  of  the 
groove  fcr  the  plank-piles,  which  are  to  be  driven  down  to 
fill  up  the  spaces  between  the  piles,  and  will  be  guided  by 
these  ties  to  stand  exactly  vertical,  and  in  a  straight  line. 
The  first  plank-piles  are  fixed  adjacent  to  the  main  piles,  and 
thus  they  are  continued  from  both  ends  of  the  interval,  till 
the  planks  meet  in  the  centre,  where  the  last  plank  is  inserted, 
and,  being  furmed  rather  wedge-like,  it  makes  all  the  rest 
tight.  The  pile-planks  are  cut  inclined,  or  wedge-like,  on 
one  side  only,  to  form  the  point,  by  which  means  the  point  is 
in  the  line  of  one  of  the  edges  of  the  plank.  When  a  plank 
pile  is  to  be  driven  adjacent  to  another,  this  edge  is  applied 
to  the  one  already  fixed,  and  then,  as  it  is  driven,  the 
inclined  or  wedge-like  edge  entering  the  ground,  causes  the 
pile  to  approach,  and  press  very  close  to  its  neighbour ;  and 
it  is  chiefly  by  this  means  they  are  made  to  fit  water-tight. 
The  fillets  are  made  by  spiking  a  ledge  or  ruler  of  wood  fast 
upon  the  edge  of  one  plank,  and  a  groove  of  corresponding 
depth  and  width  is  ploughed  in  the  edge  of  the  adjacent  plank 
to  receive  it. 

The  square  gauge  or  guide  piles,  as  they  are  termed,  are 


usually  composed  of  whole  timbers  from  twelve  to  fourteen 
inches  scantling,  but  the  plank  piles,  or  ^heet-piling,  as  well 
as  the  horizontal  ties  or  waliiigs  t)f  half-timbers,  being  of 
the  same  width,  but  only  half  the  thickness  of  the  square 
piles. 

Piles  of  cast-iron  w^ere  first  employed  by  Mr.  Mathews  in 
the  formation  of  IJridlington  harbour,  in  which  work  he  made 
use  of  sheets  of  iron  8  or  9  feet  long  by  2  feet  in  width,  and 
half  an  inch  thick,  so  contrived  at  the  sides,  that  each  pile 
should  form  a  dovetail  joint  with  the  adjoining  one.  Mr. 
Ewart,  however,  was  the  first  who  brought  this  kind  of  piling 
into  general  notice ;  he  took  out  a  patent  for  his  invention  in 
1822.  These  piles  consisted  of  plates  of  iron  from  10  to  15 
feet  in  length,  14i  inches  in  width,  and  11  inch  in  thickness; 
they  have  a  flanch  running  down  the  centre,  and  one  at  each 
extremity,  turned  off  at  an  acute  angle  with  the  face.  To 
connect  these  together,  he  made  use  of  a  smaller  pile  only  6 
inches  wide,  but  having  a  flanch  at  each  side  corresponding 
with  those  at  the  sides  of  the  larger  plate,  so  as  to  form  a 
dovetail  joint  with  them.  W^here  a  greater  length  of  piling 
was  required,  a  method  of  lengthening  them  w'as  adopted,  Vjy 
placing  one  above  another,  and  securing  the  horizontal  joints 
by  means  of  dovetail  cramps. 

!Mr.  Ewart's  piles  have  been  extensively  adopted,  espe- 
cially by  Mr.  Hartley,  in  the  Liverpool  docks,  who  has  em- 
ployed them  successfully,  and  speaks  favourabl}'  of  their 
employment  in  such  works  as  coffer-dams.  He  states,  that 
considerable  care  is  required  in  keeping  the  piles  in  a  vertical 
position,  as  they  are  apt  to  shrink  every  blow,  and  drive 
slanting.  They  require  to  be  driven  between  two  heavy  balks 
of  timber  to  keep  them  in  a  straight  line,  as  they  expose  very 
little  section  to  the  blow  of  the  ram,  and  are  so  sharp,  that 
they  are  easily  driven  out  of  a  light  line.  There  is  another 
very  necessary  precaution  to  be  taken,  which  is  the  keeping 
the  fall  of  the  ram  in  the  same  line  as  the  pile  ;  otherwise, 
the  ram  descending  on  the  pile,  and  not  striking  it  fairly,  all 
parts  equall}',  the  chances  are,  that,  if  in  a  pretty  stiff  stra- 
tum, the  head  breaks  off  in  shivers,  and  the  pile  must  be 
drawn,  which  is  sometimes  no  easy  matter. 

Mr.  Mylne  has  also  employed  those  piles  to  a  considerable 
extent,  especially  in  a  large  coffer-dam  opposite  the  New 
Eiver  Company's  establishment  at  Broken  Wharf,  where  he 
succeeded  in  driving  the  larger  and  smaller  piles  or  cramps 
simultaneously,  the  usual  practice  being  to  drive  them  sepor 
rately. 

A  work  on  a  much  larger  scale  was  constructed  of  the 
same  material  by  Mr.  Cubitt  at  the  sea  entrance  of  the  Nor- 
wich and  Lowestoft  navigation  ;  but  the  form  of  the  piles 
was,  in  this  instance,  of  a  somewhat  different  description. 
The  wall  consisted  exclusively  of  sheet  piling  without  any 
guide-piles  whatever,  each  pile  being  30  feet  long,  18  inches 
broad,  and  1-J-  inch  thick,  having  a  deep  flanch  in  the  centre, 
without  any  dovetail  or  other  jointing  at  the  sides;  the  per- 
fectness  of  the  joints  depending  entirely  upon  close  and 
accurate  driving.  As  some  assistance  to  the  driving,  a  pair 
of  strong  wrought-iron  cheeks,  projecting  two  or  three  inches 
beyond  the  edge  of  the  pile,  were  riveted  on  to  the  lower 
end,  which  served  as  a  guide  or  groove  to  keep  the  piles 
flush.  The  entire  length  of  wharfing  thus  constructed  was 
about  2,000  feet. 

Another  work  of  importance  is  that  of  Walker  and  Bur- 
gess at  the  Bruns^^■ick  W^harf,  in  front  of  the  East  India 
Docks  at  Blackwall,  of  which  we  copy  the  following  descrip- 
tion, as  given  by  Mr.  Borthwick  in  the  Transactions  of  the 
Institution  of  Civil  Engineers. 

"The  first  operation  was  to  dig  a  trench  two  yards  deep 
in  the  intended  line,  and  this  was  immediately  followed  by 
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the  driving  of  the  timber  guide-piles.  The  deepening  in 
front,  wliich,  to  give  liie  required  depth  of  10  feet  at  low 
water,  was  as  much  as  12  feet,  was  not  done  until  near  the 
conclusion  of  the  work  ;  to  have  effected  it  in  the  fust  in- 
stance would,  without  any  countervailing  advantage  except 
some  saving  in  the  driving,  have  been  attended  with  the 
double  expense  of  removing  the  ground  forming  the  original 
bottoTn  between  the  old  and  new  lines  of  wharfing,  and  al'ter- 
w'ards  refilling  the  void  so  left  by  a  material  that  would  re- 
quire time  to  make  it  of  equal  solidity  ;  and  even  if  this  had 
been  otherwise,  such  an  attempt  would  have  endangered  the 
old  wall,  or  ratiier  would  have  been  fatal  to  it.  The  perma- 
nent piling  was  next  begun,  the  main  piles  being  driven  first 
at  intervals  of  seven  feet,  and  the  intermediate  spaces  or 
baj's  then  fdled  in,  working  always  from  right  to  left,  towards 
which  the  drafts  of  the  sheet-piles  were  pointed.  The  ground 
is  a  coarse  gravel,  with  a  stratum  of  the  hard  Ulackwall 
rock  occurring  in  places,  and  some  trouble  was  occasionally 
experienced  from  its  tendency  to  turn  the  piles  from  the 
proper  direction  ;  but  due  attention  being  paid  to  the  form 
of  the  points,  the  drawing  was,  on  the  whole,  eflected  pretty 
regularly,  but  few  of  the  bays  requiring  closing  piles  made 
specially  tor  them,  so  that  the  work  may  be  said  to  be  nearly 
iron  and  iron  from  end  to  end  ;  at  the  same  time,  the  vertical 
joints  of  the  piling  being  all  covered,  as  will  be  noticed  pre- 
sently, any  slight  imperfection,  in  this  respect,  is  no  serious 
detiimcnt  to  the  work  as  a  whole. 

"  The  main  piles  are  in  two  pieces,  the  lower  end  of  the 
upper  one  being  formed  so  as  to  fit  into  a  socket  on  the  top 
of  the  under  length,  and  the  joining  made  good  by  means  of 
a  strong  screw-bolt ;  the  only  object  of  this  was  to  insure  a 
supply  of  truer  castings,  and  lessen  the  dithculty  of  transport- 
ing such  unwieldy  masses  from  Northumberland  and  Staf- 
fordshire to  London.  Each  sheet-pile  is  secured  at  the  top 
by  two  bolts  to  the  uppermost  wale  of  the  woodwork  behind, 
and  the  edge  of  the  end-ones  of  each  bay,  it  will  be  observed, 
pass  behind  the  adjoining  main  pile,  while  the  other  joints 
are  overlapped  by  the  bosses  w'ith  which  all  the  sheet-piles, 
except  the  closers,  are  furnished  on  one  side.  Besides  adding 
to  the  perl'ection  and  security  of  the  works,  by  breaking  the 
joints,  so  that  the  water,  if  it  penetrate,  (as,  even  with  the 
best  pile-driving,  it  will,)  cannot  draw  the  backing  from  its 
place,  these  projections  appear  to  me  to  relieve  the  appear- 
ance of  the  otherwise  too  uniform  space,  and  a  like  etiect  is 
produced  by  the  horizontal  fillets  on  the  lower  edges  of  the 
plates  above,  which  also  ma>k  the  joints.  These  plates  fdling 
up  the  sjsace  over  the  sheet-piling,  are  bolted  to  the  main 
piles  and  to  each  other,  in  the  maimer  shown,  and  the  joints 
stopped  with  iron  cement.  Whore  the  mooring-rings  come, 
the  plates  are  cast  concave,  with  a  hole  perforated  in  the 
middle,  to  allow  a  bolt  to  pass  through,  and  this  bolt  is  se- 
cured, as  well  as  tlie  land-ties,  from  the  main  piles  to  the  old 
wharf,  which  was  not  otherwise  disturbed,  or  to  needle-piles 
driven  adjoining  to  it.  The  backing  consists  of  a  concrete 
of  lime  and  grave],  in  the  proportion  of  about  one  to  ten, 
extending  down  to  the  solid  bottom.  The  coping,  with  the 
water-chaimel  in  its  rear,  is  of  Devonsliire  granite  ;  the  water 
is  conveyed  from  the  channel  at  intervals  by  pipes  extending 
from  gratings  in  the  bottom,  in  a  slanting  line,  to  the  lower- 
most plate,  and  discharging  themselves  immediately  above 
the  sheet-]jiling.  The  main  jiiles  were  originally  proposed 
to  be  hollow,  but  this  was  given  up  on  further  consideration 
of  the  uncertainty  of  procuring  sound  castings  of  the  intended 
form,  and  of  the  greater  liability  to  break  afterwards  from  a 
blow  sideways. 

"  The  solid  form  w.as  therefore  adopted,  according  to  which 
t)ie  lower  lengths  weighed  about  28  cwt.,  and  that  tliis  was 


not  too  much,  was  shown  by  the  circumstance  of  sover.il  of 
the  piles,  particularly  the  early  ones,  breaking  in  the  testing, 
or  driving,  and  showing  in  the  fracture  the  danger  of  even 
a  slight  defect.  The  greater  care  subscqtiently  taken  at  the 
foundry,  and  probably  also  greater  experience  in  driving, 
made  accidents  of  this  kind  of  rare  occurrence  in  the  later 
statics  of  the  work  ;  and  it  may  be  mentioned  as  no  bad  proof 
of  the  care  of  all  parties,  that  of  upward  of  600  piles,  includ- 
ing both  descriptions,  only  16  broke  in  driving — 7  being  of 
one  sort,  and  9  of  the  other:  the  failure  was  in  five  cases 
attributed  to  strains  in  driving,  and  to  iinperfections  of  cast- 
ing in  the  other  cloven.  The  sheet-piles,  which  bear  a  con- 
siderable resemblance  in  their  general  outline  to  those  used 
at  Downes  wharf  ten  years  before,  were  proposed  to  be  an 
inch  thick,  but  it  was  found  necessary  to  increase  thisdimen- 
sion,  and  some  of  them  was  as  much  as  1^  inch  ;  the  average, 
however,  was  not  above  1^  inch,  and  weight  of  each  pile  17 
cwt. ;  the  length  of  the  wharf  is  about  720  feet,  and  the  whole 
weight  of  iron  used,  upwar<ls  of  900  tons. 

"The  crab  engine  was  em|iloyed  invariably,  the  heads  of 
the  piles  being  covered  with  a  slip  of  three-quarter  inch  elm, 
to  distribute  the  force  of  the  blow  equally  over  the  iron,  and 
so  prevent  jarring.  The  monkeys  used,  weighed  from  1.3  to 
15  cwt.  each,  and  it  was  found  necessary  to  limit  the  fall  to 
a  height  of  3  feet  6  inches,  and  sometimes  less  ;  when  the 
resistance  proved  more  than  usually  great,  the  pile  showed 
a  tendency  to  turn  froin  its  straightforward  course.  The 
driving  throughout  was  very  hard,  more  especially  at  the 
west  end,  where  the  sheet-piles  in  four  bays,  could  not  be 
forced  to  the  full  depth,  the  space  above  being  in  two  of 
them  made  up  with  two  plates  in  height,  and  in  the  other 
two  admitting  only  one  instead  of  three,  as  iir  the  rest  of  the 
work.  Driving  was  the  only  means  resorted  to,  or  indeed 
practicable,  in  the  gravelly  soil  that  prevailed.  Tiad  the 
i)0ttom  been  clay,  or  other  similar  substance,  the  plan  of 
boring,  to  receive  the  points,  might  probably  have  been  par- 
tially adopted  in  the  main  piles  with  advantage  ;  but  I  should 
say,  certainly  not  to  the  extent  of  depending  mainly  upon  it 
for  getting  the  piles  home  to  their  places." 

Piles  similar  to  the  above  have  been  employed  in  many 
situations,  differing  only  in  matters  of  detail,  which  we  do 
not  think  it  requisite  more  fully  to  describe. 

Piling  of  cast-iron  seems  to  be  very  well  adapted  for  coffer- 
dams, wharf-walls,  embankments,  and  such  works,  but  is  not 
to  be  substituted  tor  timber  when  employed  for  foundations, 
for  unless  based  upon  a  very  firm  stratum,  they  are  not  so 
secure  against  sinking  when  heavily  loaded  ;  nor,  on  account 
of  their  small  sectional  area,  do  they  compress  anti  consoli- 
date the  soil  through  which  they  pass  to  the  same  extent  as 
timber  pilings,  and  this  compression  greatly  assists  in  forming 
a  solid  foundation  for  the  superstructure.  Another  disadvan- 
tage which  attends  the  use  of  this  material,  is  the  deteriora- 
tion which  it  undergoes  by  the  action  of  water  upon  it,  and 
especially  of  sea-water. 

The  screw-pilo  introduced  by  Mr.  Mitchell,  is  admirably 
adapted  for  loose  and  moveable  strata,  and  has  been  found 
very  useful  in  situations  where  all  other  means  had  failed. 
This  pile  consists  of  a  spindle  of  the  required  length,  with 
a  broad  cast-iron  plate  or  disc,  in  a  spiral  or  helical  form,  at- 
tached to  the  lower  end,  so  as  to  form  a  screw  by  means  of 
which  the  pile  is  secured  in  the  ground.  The  following  ac- 
count of  them  is  taken  from  a  simiinary  of  a  paper  read  by 
Mr.  A.  Mitchell,  and  published  in  a  cotemporary. 

"The  origin  of  the  screw-pile  was  the  screw-mooring, 
which  was  designed  for  the  ]>urpose  of  obtaining,  for  an  os. 
pecial  purpose,  a  greater  holding  power  than  was  possessed 
by  either  the  ordmary  pile,  or  any  of  the  usual  mooring 
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anchors  or  blocks,  of  however  large  dimensions.  It  was 
proved  by  t-xperinicnt,  that  if  a  screw  with  a  broad  spiral 
flange  were  fixed  upon  a  spindle,  and  forcibly  propelled  by 
rotary  motion  to  a  certain  depth  into  the  ground,  an  enormous 
force  would  be  required  to  abstract  it  by  direct  tension,  and 
that  the  power  employed  must  be  suflicient  to  drag  up  a  mass 
of  the  form  of  a  frustum  of  a  cone  reversed,  the  base  being 
at  the  surface  of  the  ground,  and  the  section  of  the  apex  being 
equal  to  the  diameter  of  the  screw.  The  extent  of  the  resist- 
ing mass  must  of  course  depend  upon  the  natural  tenacity  of 
tho  soil ;  even  in  this  reasoning  it  must  be  evident  that  a 
vertical  force  was  calculated  upon,  but  as  practically  that 
seldom  or  never  occurred,  the  angle  of  tension  and  the  curve 
of  the  buoy-cable  again  gave  the  moorings  greater  power. 
This  was  found  to  be  correct  in  practice,  and  the  applications 
of  these  moorings  became  verj'  extensive.  An  anaugernent 
was  made  with  the  port  of  Ncwcastle-on-Tyne,  by  which, 
for  the  sum  of  £2,500,  the  right  of  fixing  the  mooi'ings  in 
the  Tyne  was  given  ;  and  Mr.  Brookes,  the  engineer,  showed 
that  last  year,  (1847,)  whilst  in  the  neighbouring  port 
damage  was  done  to  the  shipping  to  the  extent  of  nearly 
ioO.OOO,  no  injury  was  sustained  in  the  Tyne,  entirely 
owing  to  the  sound  holding  of  Llitchell's  screw-pile 
moorings. 

"  It  naturally  occurred  to  Mr.  ^Mitchell,  that  the  same 
means  of  resistance  to  downward  pressure  might  be  used, 
and  he  proposed  to  apply  it  for  the  foundations  of  lights 
houses,  beacons,  and  other  structures,  which  for  maritime 
purposes  it  might  be  desirable  to  place  upon  sand  and  mud 
banks,  where  hitherto  it  had  been  considered  impracticable 
to  place  any  permanent  edifices.  In  the  year  1838,  a  plan 
for  a  structure  of  this  nature  for  a  lighthouse  on  the  Maplin 
Sand,  at  the  mouth  of  the  Thames,  was  laid  before  the  cor- 
poration of  the  Trinity  House,  supported  by  the  opinion  of 
Mr.  James  Walker,  their  engineer.  The  9  iron  piles, 
5  inches  in  diameter,  with  screws  4  feet  in  diameter,  were 
accordingly  driven  22  feet  deep  into  the  mud,  and,  with 
proper  precaution,  they  were  allowed  to  stand  for  two  years, 
before  any  edifice  was  placed  upon  them.  The  lighthouse 
was  subsequently  constructed,  and,  as  was  testified  by  Mr. 
\Yalker,  had  stood  perfectly  until  the  present  time  (March, 
1848"').  The  jilan  of  the  piling  in  this  instance  was  octagonal, 
one  pile  being  driven  in  each  of  the  angles  of  the  octagon, 
and  another  in  the  centre,  making  in  all  9  piles,  which  were 
fixed  in  their  places  in  9  consecutive  days,  being  screwed  to 
a  depth  of  22  feet  in  the  bank.  The  piles  were  made 
of  malleable  iron,  5  inches  in  diameter,  and  26  feet  long, 
with  a  cast-iron  screw,  4  feet  in  diameter,  screwed  To 
the  foot. 

'•  Another  lighthouse  was  erected  to  point  out  the  entrance 
to  the  harbour  of  Fleetwood  on  Wyre ;  and  under  the  advice 
of  Captain  Denham,  R.N.,  the  screw-piles  were  adopted. 
The  si)ot  fixed  on  was  the  point  of  a  bank  of  loose  sand 
about  two  miles  from  the  shore.  Screw-iron  piles,  with 
screws  of  3  feet  in  diameter,  were  forced  about  16  feet  into 
the  bank,  and  upon  them  timber-supports,  48  feet  in  vertical 
height,  were  fixed,  to  carry  the  house  and  lantern.  This 
structure  was  completed  in  six  months,  and  it  was  said 
had  never  required  any  repairs  to  the  present  time," 
(iMarch,  1848.) 

Another  method  of  piling  was  invented  by  Dr.  Potts, 
but  as  this  is  connected  more  especially  with  Pile  Driving, 
It  has  been  described  under  that  article,  and  does  not 
demand  any  further  observation  in  this  place. 

PILLAGE,  among  builders,  a  word  sometimes  used  for  a 
square  pillar,  standing  behind  a  column  to  bear  up  the 
ai-ches ;  havmg  a  round  base  and  capital,  as  a  pillar  has. 


PILL.'VIv  (from  the  Italian  piliere,  or  French  plll'i'r)  a 
kind  of  irregular  column,  round  and  insulate;  but  devi^iliiig 
from  the  proportions  of  a  just  column. 

Pillars  are  always  cither  too  massive  or  too  slender  for 
regular  architecture.  In  eflcct,  pillars  are  not  restrained  to 
any  rules  ;  their  parts  and  proportions  arc  iirbitiiiry.  Such, 
for  instance,  are  the  pillars  which  support  Gutliic  vaults,  and 
other  buildings,  >.Vc. 

A  square  pillar  is  a  massive  work,  called  also  pier,  or 
piedroit,  serving  to  support  arches,  &c. 

A  butting-pillar  is  a  butmcnt,  or  body  of  masonry,  raised 
to  prop,  or  sustain,  the  thrust  of  a  vault,  arch,  or  other 
work. 

It  seems  not  impossible  for  stone  to  be  east  into  the  shape 
of  pillars.  We  find  mention  made  in  the  Phllosnphiail 
Transactions  (No.  481,  p.  328,  in  note.^  of  two  pillars  of 
stone  at  Fontevraud,  in  France,  each  about  60  feet  hiL'h.  all 
of  one  solid  piece,  which  are  said  to  have  been  run.  Pillars 
of  stone  were  anciently  erected  as  sepulchral  monuments, 
near  the  highways  ;  and  also  in  memory  of  some  victory. 
We  find  traces  of  this  custom  in  Cornwall  and  Wales,  where 
these  pillars  are  often  found,  and  called  meinir/wir,  a  stone 
for  play,  perhaps  in  memory  of  funeral  games  ;  and  some- 
times Uech,  that  is,  lalnila  saxea. 

Pompey's  pillar  is  a  famous  monument  of  antiquity,  con- 
structed of  red  granite,  and  situated  on  a  rock,  about  a  mile 
without  the  walls  of  Alexandria,  in  Egypt.  By  the  mensu- 
ration of  Edward  Wortley  Montagu,  Esq.,  the  capital  of  the 
pillar,  which  is  Corinthian,  with  palm-leaves,  and  not 
indented,  is  9  feet  7  inches  high  ;  the  shaft  00  feet  1  j  inch  ; 
the  base  5  feet  9|  inches;  the  pedestals  10  feet  5A-  inches; 
the  height  from  the  ground  92  feet :  though  Dr.  Pococke, 
by  the  shadow,  determined  the  whole  height  to  be  114  feet; 
and  its  diameter  9  feet  and  an  inch.  It  is  perfectly  well 
polished,  and  only  a  little  shivered  on  the  eastern  side. 
Nothing  can  equal  the  majesty  of  this  monument :  seen  from 
a  distance,  it  overtops  the  town,  and  serves  as  a  signal  for 
vessels.  Approaching  it  near,  it  produces,  says  Savary,  an 
astonishment  mixed  with  awe.  One  can  never  be  tired  with 
admiring  the  beauty  of  the  capital,  the  length  of  the  shaft, 
nor  the  extraordinary  simplicity  of  the  pedestal.  This  pro- 
digious mass  stands,  as  on  a  pivot,  on  a  reversed  obelisk  ;  and 
was  erected,  as  many  have  supposed,  either  by  Pompey,  or 
to  his  honour.  But  as  no  mention  is  made  of  it  by  Strabo, 
Diodorus  Siculus,  or  any  other  ancient  writers,  Mr.  ^Montagu 
concludes  that  it  was  not  known  before  the  time  of  Vespasian, 
and  that  it  was  erected  to  his  honour.  In  proof  of  this 
opinion,  he  found  within  the  circumference  of  the  pillar  a 
medal  of  Vespasian,  in  fine  order. 

Savary,  on  the  authority  of  Abu'lfeda,  who  calls  it  "  the 
pillar  of  Severus,"  ascribes  it  to  this  emperor;  alleging,  that 
he  visited  Egypt,  gave  a  senate  to  Alexandria,  and  deserved 
well  of  its  inhabitants.  Accordingly,  it  is  said  that  this 
column  was  a  mark  of  their  gratitude.  The  Greek  inscrip- 
tion, half  efliiiced,  which  is  visible  on  the  west  side  when  the 
sun  shines  upon  it,  was  legible,  without  doubt,  in  the  time  of 
Abu'lfeda,  and  preserved  the  name  of  Severus.  Nor  is  this 
the  only  monument  erected  to  him  by  the  gratitude  of  the 
Alexandrians.  In  the  midst  of  the  ruins  of  Antinoij,  built 
by  Adrian,  is  seen  a  magnificent  pillar,  the  inscription  on 
which  is  still  remaining,  dedicated  to  Alexander  Severus. 

Denon  has  given  a  drawing  of  this  pillar,  with  the  marked 
dimensions  of  its  various  parts  :  he  makes  its  whole  height  a 
fraction  more  th.an  92  feet ;  and  the  height  of  the  shaft, 
which  is  of  a  single  piece,  03  feet  \-^g  inch.  It  acquired, 
as  this  author  says,  the  name  of  Pompey's  pillar  in  the  1.5th 
century.     A  monument,  as  he  supposes,  had  been  raised  by 
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Pompey  at  Alexandria,  but  it  had  disappeared,  and  was 
thought  to  be  rocovLTed  in  this  pillar  or  coliimn;  which  has 
since  been  converted  into  a  trophy  erected  to  the  memory  of 
Septimius  Scvcrus.  It  is,  however,  placed  on  the  ruins  of 
the  ancient  city;  and  in  the  time  of  Septimius  Severus,  the 
city  of  the  Ptolemys  was  not  in  a  ruinous  state.  To  support 
this  column  by  a  solid  foundation,  an  obelisk  has  been  sunk 
in  the  earth,  on  which  is  placed  a  very  clumsy  pedestal, 
having  a  fine  shaft,  and  surmounted  by  a  Corinthian  capital 
of  bad  workmanship.  )f  the  shaft  of  this  column,  continues 
Denon,  separating  it  from  the  pedestal  and  the  capital,  once 
belonged  to  an  ancient  edifice,  it  is  an  evidence  of  its  ma"- 
nificence,  and  of  the  skill  with  which  it  was  executed.  It 
ought,_  tiierefore,  to  be  s;.-id,  that  what  is  called  Pompey's 
pillar  is  a  fine  column,  and  not  a  hue  monument ;  and  that  a 
colunni  is  not  a  monument.  The  earth  about  the  foundation 
of  this  pillar  having  been  cleared  away  by  time,  two  frag- 
ments of  an  obelisk,  of  white  marble,  the  only  monument  of 
that  substance  seen  by  Denon  in  Egypt,  have  been  added  to 
the  original  base,  to  render  it  more  solid.  After  havin" 
observed  that  the  column,  entitled  Pompey's  pillar,  is  very 
chaste  both  in  style  and  execution ;  that  the  pedestal  and 
capital  are  not  formed  of  the  same  granite  as  the  shaft;  that 
their  workmanship  is  heavy,  and  appears  to  be  merelv  a 
rough  draft ;  and  that  the  foundations,  made  up  of  fragments, 
indicate  a  modern  construction;  it  may  bo  concluded,  savs 
our  -author,  that  this  monument  is  not  antique;  and  thatit 
might  have  been  erected  either  in  the  time  of  the  Greek 
emperors,  or  of  the  caliphs :  since,  if  the  capital  and  pedestal 
arc  well  enough  wrought  to  belong  to  the  former  of  these 
periods,  they  are  not  so  perfect  but  that  art  may  have 
readied  so  far  in  the  latter. 

PINION,  an  arbor,  or  spindle,  in  the  body  of  which  are 
several  notches  to  catch  the  teeth  of  a  wheel  that  serves  to 
turn  it  round.  Or  a  pinion  is  a  lesser  wheel,  which  plays  in 
the.  teeth  of  a  larger. 

PLNNACLK,  (from  the  Lnt'm,  2niina,  or  pinnaciiliim,)  the 
top  or  roof  of  a  house,  terminating  in  a  point.  This  kind  of 
roof,  among  the  ancients,  was  appropriated  to  temples;  their 
ordinary  roofs  being  all  flat,  or  made  in  the  platform-way. 
It  was  fiom  the  pinnacle  that  the  form  of  the  pediment  took 
its  rise. 

But  the  term  is  more  generally  applied  to  the  slender  and 
spire-like  terminations  in  Gothic  architecture,  which  rise  from 
the  top  of  buttresses,  roots,  and  other  parts  of  an  edifice. 
They  form  a  very  beautiful  enrichment  to  the  more  delicate 
carvings  in  screens,  shrines,  and  other  works  of  a  decorative 
cliaracter. 

PINNING,  the  fastening  of  tiles  together  with  pins  of 
heart-of-oak  ;  for  the  covering  of  a  house,  &c. 

Pi.NNiKCi-uP,  the  process  of  driving  the  wedges  in  under- 
pinning the  upper  work,  so  as  to  make  a  good  bearing  upon 
the  work  below. 

PIPE,  a  tube  for  the  conveyance  of  water,  gas,  steam, 
soil,  &c.,  made  of  various  materials,  as  lead,  iron,  earthen- 
ware, &e. 

PISCINA,  (from  the  Latin,  pisces,  Jish,)  a  large  bason  in 
an  open  public  place  or  square,  where  the  Iloinau  youth 
learned  to  swim  ;  it  was  surrounded  with  a  high  wall,  to  pre- 
vent the  casting  of  filth  into  it. 

PisciKA,  was  also  used  for  the  square  bason  in  the  middle 
of  a  bath. 

Piscina,  or  Probatica,  (from  the  Greek,  Trpaparov,  sheep,) 
a  pool  or  reservoir  of  water,  near  the  court  of  Solomon's  tem- 
ple; here  the  cattle,  destined  for  sacrifice,  were  washed. 
By  this  piscina  it  was,  that  our  Saviour  wrought  the  mira- 
culous cure  of  the  paralytic.     Davilier  observes,  there  are 


still  remaining  live  arches  of  the  portico,  and  part  of  the 
bason  of  this  piscina. 

Piscina,  or  Lavatort,  among  the  Turks,  a  large  bason 
placed  in  the  middle  of  the  court  of  a  mosque,  or  under  the 
porticos  that  encompass  it.  Its  form  is  usually  a  long  square. 
It  is  built  of  stone  or  marble,  furnished  with  a  great  number 
of  cocks,  wherein  the  Mussulmans  wash  themselves  before 
they  offer  their  prayers. 

Piscina,  the  perf  irated  stone  usually  found  in  aniche  on  the 
right-hand  side  of  the  altar,  in  our  ancient  churches  and  cha- 
pels, into  which  the  water  used  in  washing  the  hands  of  the 
officiating  priests,  and  other  sacred  ablutions,  was  cast. 

Piscinas  were  almost  always  placed  on  the  south  side  of 
the  .altar,  and  usually  in  the  south  wall,  but  sometimes  in  the 
east  wall.  They  were  of  various  degrees  of  ornamentation, 
some  being  very  plain,  and  others  elabor;itely  enridied  ;  not 
unfrcqucntly  we  find  a  double  niche,  and  sometimes  a  single 
niche,  with  a  sink  and  shelf  above  it,  which  is  supposed  to 
have  been  used  as  a  credence-table. 

PISE,  a  term  applied  to  a  peculiar  modeof  forming  build- 
ings of  different  kinds,  but  more  especially  those  designed 
for  farm-purposes,  with  some  sort  of  stiff'  earthy  materials 
of  a  loamy  quality.  It  is  an  easy,  economical,  and  convenient 
method,  which  had  its  rise  on  the  continent,  and  has  been  had 
recourse  to  in  different  parts  of  this  kingdom,  as  in  Bedford- 
shire, Lancashire,  &c. 

The  difference  between  this,  and  the  common  mud-walling, 
consists  in  the  earth  being  pressed  in  moulds,  by  which  it  is 
rendered  much  more  compact,  and  is  not  subject  to  crack  so 
readilv  in  the  drying. 

PIT  or  A  THEATRE,  all  that  space  between  the  am- 
phitheatre,orgalleries,and  the  theatre,  or  stage;  called,  by  the 
ancients,  orchestra :  and  by  the  French,  parterre.  This  being 
the  most  commodious  part,  it  was  here  the  Poman  senate  was 
placed.  It  has  its  name,  pit,  in  Latin,  cavea,  from  its  being 
sunk  below  the  level  of  the  stage. 

PITCH,  in  building,  the  vertical  angle  of  a  roof,  or  the 
proportion  between  the  height  and  span;  as,  when  the 
height  is  one-fourth,  one-third,  or  one-half  of  the  breadth  of 
the  building.  If  the  height  is  one-half  of  the  breadth,  the 
inclination  of  the  planes,  forming  the  vertical  angle,  is  a  right 
angle. 

In  former  times,  the  vertical  angles  of  roofs  were  m.ade  so 
very  acute,  that  the  length  of  the  rafter  was  three-fourths 
of  the  breadth  of  the  building;  but,  in  the  present  d.ay,  when 
the  coverings  are  mostly  of  slate,  mansions  and  dwelling- 
houses  have  the  height  of  the  roof  one-fourth  or  one-third 
of  that  breadth ;  though  in  some  country-pl.aces,  the  practice 
still  continues  of  making  the  rafters  tlirce-fourths  of  the 
breadth  of  the  building,  which  they  call  true-pitch  ;  but  when 
the  length  of  the  rafters  is  equal  to  the  breadth  of  the  build- 
ing, the  pitch  is  denominated  Gothic. 

PITCIIINGPIECE,  in  staircjising  an  horizontal  piece  of 
timber,  having  one  of  its  ends  wedged  into  the  wall,  at  the 
top  of  a  flight  of  steps,  to  support  the  ujiper  ends  cf  the 
rough-strings. 

PIX,  the  casket  in  which  the  consecrated  host  was  pre- 
served for  the  use  of  the  sick.  It  was  usually  of  metal, 
placed  upon  the  altar  undera  canopy,  but  was  sometimes  made 
in  the  form  of  a  dovo,  and  suspended  over  the  altar. 

PL.VCARU,  the  decoration  of  the  door  of  an  apartment, 
wliieh  is  sometimes  a  cornice  supported  by  consoles. 

PL.XCE-BUICKS,  were  originally  kiln-burnt  red  bricks 
of  a  fidl  size,  now  entirely  disused  in  the  metropolis;  but  in 
lieu  of  them,  the  soft  insufficiently  burnt  bricks  from  the  out- 
side of  the  clamps  are  called,  by  way  of  distinction  from 
Stock  or  hard-burnt  bricks,  lAace-bricks.     These  arc  of  a  foul 
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red  colour,  and  will  easily  break  or  crush  to  pieces.  The  par- 
ticular niaimor  in  which  place-bricks  were  formerly  made, 
was  b)-  dipping  the  mould  in  water  before  the  cla^'  was  put 
iu  ;  which  made  the  outer  surfaces,  when  burnt,  very  coarse 
and  hard.     See  Brick. 

PLAFOND,  or  Platfond,  (French)  the  ceiling  of  a 
room,  whether  it  be  flat  or  arched  ;  lined  with  laths  and 
plaster,  and  sometimes  also  enriched  with  paintings,  &c. 
See  Ceilino. 

Plafond  is  also  more  particularly  used  for  the  bottom  of 
iho  projecture  of  the  larmier  of  the  cornice;  called  also 
t/ie  soffit. 

PLAIN  ANGLE,  an  angle  contained  under  two  lines,  or 
surfaces,  so  called  in  contradistinction  to  a,  solid  angle. 

Plain  Figure,  that  of  which  the  surface  is  a  plane,  bounded 
by  one  or  more  lines. 

Plain  Tiles,  or  Plane  Tiles,  such  as  are  intended  to 
have  iheir  surfaces  planes. 

Plain  Tkiasgle,  a  triangle  included  under  three  right 
lines,  or  surfaces  ;  in  opposition  to  a  spherical,  and  a  mixed 
triangle. 

Plais  Trigonometry,  the  doctrine  of  plain  triangles,  their 
measures,  proportions.  &c. 

PLAN,  (French)  a  representation  of  something  drawn  on 
a  plane.     Such  are  maps,  charts,  and  inchnographies. 

Plan,  in  architecture,  is  particularly  used  for  a  draught  of 
a  building ;  such  as  it  appears,  or  is  intended  to  appear,  on 
the  ground  ;  showing  the  extent,  division,  and  distribution  of 
its  area  into  apartments,  rooms,  passages,  &c. 

To  render  plans  intelligible,  it  is  usual  to  distinguish  the 
massives  with  a  black  wash.  The  projectures  on  the  ground 
are  drawn  in  full  lines,  and  those  supposed  over  them,  in 
doited  lines.  The  augmentations,  or  alterations,  to  be  made 
are  distinguished  by  a  colour  different  from  what  is  already 
built;  and  the  tints  of  each  plan  are  made  lighter  as  the 
stories  are  raised.  In  large  buildings,  it  is  usual  to  have 
three  several  plans  for  the  first  three  stories. 

The  plan  is  the  first  device,  or  sketch,  the  architect  makes; 
it  is  also  called  the  ground  plot,  platform,  and  ichnography,  of 
the  building. 

Plan,  Geometrical,  that  in  which  the  solid  and  vacant 
parts  are  represented  in  their  natural  proportion. 

Plan,  Perspective,  one  that  is  conducted  and  exhibited  by 
degradations,  or  diminutions,  according  to  the  rules  of 
pei-spective. 

Plan,  Raised,  that  where  the  elevation,  or  upright,  is 
shown,  upon  the  geometrical  plan,  so  as  to  hide  the  distribu- 
tion.    See  Elevation. 

Plan  of  a  Bastion,  in  the  military  art,  the  same  with 
the  /ace  of  the  bastion. 

Plan,  in  ship-building,  the  section  of  a  ship,  as  designed 
upon  paper,  previously  to  the  actual  building,  of  which  three 
are  the  chief,  viz.,  the  plan  of  elevation  or  sheer-plan  ;  the 
horizontal  or  half  breadth-plan  ;  the  plan  of  projection  or 
body-plan;  these  three  compose  the  sheer-draught.  But  it 
must  be  observed,  that  the  extreme  length,  breadth,  and 
height  must  be  determined  ;  by  which  the  three  plans  afore- 
said may  be  delineated.  These  may  be  called  the  outlines, 
and  the  several  parts  contained  within  them  may  be  delineated 
so  as  to  answer  the  intended  purpose ;  and  likewise  have  a 
distuict  view  of  the  whole  design,  so  that  any  inconveniencies 
attending  such  a  disposition  may  be  easily  remedied,  and  the 
true  dimensions  of  every  particular  may  then  be  had  upon 
the  draught.  The  delineating  of  a  ship  upon  a  plan  is  called 
drawing,  and  the  representation  is  called  draught. 

PLANCERE,  the  soffit  of  the  corona  of  a  cornice. 

PLANE,  (from  the  Latin,  iilanus,)  a  tool  used  by  artificers 


who  work  in  wood,  to  produce  straight,  flat,  and  even  sur 
faces  upon  that  material. 

Almost  all  trades  which  fiibricate  articles  of  wood,  employ 
planes  at  times ;  but  as  joiners  make  a  greater  use  of  these 
tools  than  any  others,  they  are  usually  considered  as  joiners' 
and  carpenters'  tools.  Planes  have  been  of  late  years  used 
by  some  artists  to  produce  flat  surfaces  in  metals.  A  plane 
operates  to  cut  off  a  thin  chip,  or  shaving,  from  the  wood  on 
which  it  is  applied,  by  the  sharp  edge  of  a  steel  cutter,  or 
broad  chisel,  called,  very  improperly,  the  ^;/aHe  iron  :  this  is 
fixed  in  a  hole  made  through  a  wooden  block,  called  the 
2)lane  stocl;  and  the  edge  of  the  iron  projects  in  a  very  small 
degree  through  the  lower  side  of  the  stock,  called  the /ace  of 
the  plane ;  the  surface  of  which  face  is  made  a  perfectly 
true  plane. 

The  iron  is  fixed  in  an  inclined  position  in  the  hole  through 
the  stock,  by  means  of  a  wedge  driven  in  before  it,  to  jamb 
it  fast  in  the  hole,  which  being  wider  than  the  thickness  of 
the  iron,  leaves  an  aperture  before  the  iron,  called  the  mouth 
of  the  plane  ;  this  is  very  narrow  where  it  opens  in  the  lower 
side,  or  face,  but  grows  wider  as  it  rises  up  through  the  stock : 
the  wedge  is  also  cut  forked,  to  allow  more  room  for  the 
shavings  which  the  plane-iron  cuts,  to  pass  up  before  it 
through  the  mouth.  When  a  plane  of  this  kind  is  applied 
with  its  face  upon  the  surface  of  a  piece  of  wood,  and  pressed 
down  upon  it  whilst  it  is  moved  forwards,  the  edge  of  the 
iron  penetrates  the  wood  to  the  depth  which  it  projects 
through  the  flice,  and  removes  a  shaving  of  that  thickness, 
the  whole  breadth  of  the  edge  of  the  iron  ;  the  shaving  turn- 
ing up  before  the  iron,  passing  through  the  mouth,  and 
escaping.  The  inclination  of  the  iron  makes  it  cut  easily  ; 
and  if  the  iron  is  set  fine,  that  is,  if  the  edge  projects  but 
very  little  beyond  the  flice,  it  will  remove  very  thin  shavings, 
and  produce  a  flat  and  smooth  surface :  on  the  other  hand, 
if  it  is  set  rank;  that  is,  with  a  considerable  projection,  it  will 
cut  away  very  fast,  producing  a  flat,  though  rough,  surface, 
and  quickly  reducing  the  wood  to  its  intended  thickness  :  if 
the  wood  has  an  irregular  surface,  it  soon  reduces  it  to  a  plane, 
because  the  face,  being  flat,  will  not  suffer  the  edge  of  the 
iron  to  descend  into  the  hollow  places,  but  removes  all 
the  eminences  it  passes  over  till  they  are  reduced  to 
one  level. 

This  is  a  general  description  of  several  kinds  of  planes, 
which  are  all  known  by  dillerent  names,  from  their  various 
dimensions  and  purposes. 

Joiners  use  the  jack  plane,  the  long  plane,  trying  plane, 
shooting  plane,  OTJointer,and  the  smoothing  2ylane  ;  all  which 
they  denominate  bench  planes,  because  the  wood  they  are 
used  upon  is  generally  laid  on  the  work-bench.  They  have 
also  the  straight  block,  for  straightening  short  edges ;  rebating 
planes,  for  forming  rebates  ;  others  for  the  same  use,  are 
called  the  moving  fillister,  sash  flUistcr,  and  side-rebating 
jAane.  The  plough  is  a  narrow  plane,  provided  with  an 
apparatus  to  guide  it,  in  moving  straight  forward,  to  plow 
a  groove  or  trench  at  a.ny  required  distance  from  the  edge 
of  a  board,  or  other  piece  of  wood,  and  to  any  depth 
or  width.  The  dado  grooving  plane  is  also  for  forming 
grooves. 

There  are  several  other  tools,  which,  having  an  iron  fitted 
into  a  stock,  are  called  planes,  because  they  cut  in  the  same 
manner,  though,  in  strictness,  they  are  not  planes,  for  they  do  not 
make  plane  surfaces  ;  these  are  moulding  planes,  with  faces  and 
cutting  edges  curved,  to  produce  all  the  varieties  of  ornamental 
mouldings,  and  which  are  known  by  the  names  of  snipers-bills, 
side  snipers-bills,  beads,  hollows,  and  rounds,  ovolos,  and  ogees. 
The  varieties  and  different  sizes  of  these  form  a  vast  number, 
with  which  every  complete  joiner  is  furnished.     It  is  impos 
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siblc  to  describe  the  terms  ajiplied  to  these  tools  without 
figures,  as  they  are  arljitrary,  though  generally  known  among 
workmen.  The  faces  of  all  these  planes  are  straight  in  the 
direction  of  their  length,  but  a  section  across  the  face  is  the 
impression  or  reverse  of  the  moulding  they  are  intended  to 
make,  and  the  edge  of  the  iron  is  curved  to  correspond  with 
this  curve  when  in  its  place,  though  in  reality  it  is  a  very 
dillcronl  figure,  because  it  is  inclined  to  the  face  of  the  plane 
at  an  angle  of  about  forty-five  degrees.  Another  distinction 
between  these  and  the  bench  planes  is  that  their  mouths  do 
not  open  so  as  to  discharge  the  siiuving  through  the  stock  at 
the  top  thereof,  but  the  wedge  completely  fills  the  hole,  and 
the  shaving  passes  out  sideways  through  a  hole  for  that  pur- 
jiosc :  in  some,  these  apertures  are  on  the  right,  and  in 
others  on  the  left  side  ;  in  the  first  case,  the  shaving  is  said, 
by  the  workmen,  to  be  thrown  on  the  bench,  that  is,  npon 
the  right  side  of  the  plane  ;  but  when  the  orifice  of  discharge 
is  on  tlie  left,  and  consequently  the  shaven  thrown  ujion 
the  left,  then  the  plane  is  said  to  throw  the  shaving  ofi"  the 
bench.  The  compass  plane  is  used  by  coach-makers,  cabinet- 
makers, &c. ;  it  is  made  with  a  convex  face,  formed  to  an  arc 
of  a  circle  in  the  direction  of  its  length,  and  it  therefore 
ibnns  the  concave  surfiice  of  a  cylinder.  The  fork-staff 
jilane  is  straight  in  the  direction  of  its  length,  but  its  fiice 
is  made  concave  in  its  breadth,  to  the  arc  of  a  small  cylinder  ; 
the  edge  of  the  iron  is  of  cour.sc  curved  in  the  same  manner, 
and  it  planes  cylindrical  surfaces.  Coopers  also  employ 
long  and  heavy  planes  to  form  the  edges  of  the  staves  of 
barrels,  those  arc  mounted  in  an  inclined  position  on  legs 
like  a  stool,  with  their  faces  upwards,  and  the  stave  is  drawn 
backwards  and  forwards  npon  them. 

Planes  are  so  necessary  for  all  kinds  of  work,  that  any 
who  intend  to  work  in  wood,  should  understand  the  struc- 
ture, and  the  manner  of  ushig  them.  The  jack  plane  is 
used  for  taking  off  the  rough  and  prominent  parts  from  the 
surface  of  the  wood,  and  reducing  it  nearly  to  the  iutended 
thickness,  in  coarse  shavings,  or  slices.  The  stock  of  this 
plane  is  about  seventeen  inches  in  length,  three  inches  high, 
and  three  and  a  half  inches  broad  ;  all  the  sides  arc  straight, 
and  at  right  angles  to  each  other  :  the  mouth  is  cut  through 
the  solid  of  the  stock  to  receive  the  iron,  and  hold  it  at  such 
an  elevation,  as  to  make  an  angle  of  forty-live  degrees  with 
the  face  of  the  plane ;  the  iron  is  a  thin  metal  plate,  one  side 
consisting  of  iron,  the  other  of  steel ;  the  lower  end  of  the 
iron  is  ground  to  an  acute  angle  otF  the  iron  side,  forming  a 
sloping  part  called  the  basil  of  the  iron,  so  as  to  bring  the 
steel  side  to  a  sharp  edge  :  the  wedge  which  fixes  the  iron 
in  its  place  is  let  into  two  grooves  of  the  same  form,  on  the 
sides  of  the  opening  or  mouth  :  two  sides  of  the  wedge  are 
parallel,  and  it  is  forked,  or  cut  away  in  the  middle,  leaving 
the  sides  like  two  prongs,  to  fill  the  lower  part  of  these 
grooves;  this  allows  the  shaving  to  pass  up,  without  obstruc- 
tion, before  the  wedge :  for  the  mouth  or  opening  through 
the  stock  must  be  uninterrupted  from  the  face  to  the  top, 
and  must  be  no  w  idcr  on  the  face  of  the  plane,  than  is  suffi- 
cient for  the  thickest  shaving  to  pass  with  ease  ;  and  as  the 
shaving  is  discharged  at  the  upper  side  of  the  plane,  the 
opening  through  it  must  expand  or  increase  from  the  face  to 
the  top,  so  as  to  prevent  the  shavings  from  sticking  tiierein. 
A  handle,  called  the  tote,  is  fixed  to  the  upper  side  of  the 
stock,  immediately  behind  the  irtm  ;  it  is  formed  to  the  shape 
of  the  hand,  and  the  direction  of  the  motion,  so  as  to  produce 
the  most  power  in  pushing  the  plane  forward. 

A  workman  in  uiiing  the  jack-plane,  lays  the  piece  of  wood 
on  the  bench  parallel  to  its  sides,  with  the  farther  end  lodged 
against  the  bench-hook  ;  then  laying  the  fore  part  of  the 
plane  upon  the  hind  end  of  the  wood,  with  the  right  hand  he 


takes  the  handle,  and  pressing  with  his  left  upon  the  fore-end, 
thrusts  the  plane  forward  in  the  direction  of  the  fibre  of  the 
wood  and  length  of  the  plane,  until  he  has  extended  the  stroke 
the  whole  length  of  his  arm,  the  shaving  being  discharged  at 
the  orifice ;  he  then  draws  back  the  jilane,  and  repeats  the 
operation  in  the  next  adjacent  rough  part,  proeeedinj;  in  this 
manner  until  he  has  removed  the  rough  parts  throughout  the 
whole  breadth.  He  then  steps  forward  the  distance  of  the 
length  he  has  planed,  and  operates  upon  another  length  in 
the  same  manner,  proceeding  this  way  by  steps  until  the 
whole  length  is  gone  over  and  rough-planed.  To  do  this  is 
very  easy  ;  but  a  workman  will  not  make  good  progress,  nor 
do  clean  work,  unless  he  has  first  adjusted  his  tool  properly 
for  the  work.  The  methods  for  doing  this  are  nearly  the  same 
for  all  planes.  The  first  care  is  to  obtain  a  sharp  cutting-edge 
to  the  iron  ;  if  it  requires  grinding  on  the  grindstone,  the 
carpenter  places  his  two  thumbs  under  the  iron,  and  the  fin- 
gers of  both  hands  above,  laying  the  basil  side  to  the  grind- 
stone, and  holding  it  to  the  angle  he  intends  it  shall  make 
with  the  steel  side  of  it,  keeping  it  steady  while  the  stone 
revolves  ;  and  pressing  the  iron  to  the  stone  with  his  fingers; 
in  order  to  prevent  the  stone  from  wearing  the  edge  of  the 
iron  into  irregularities,  he  moves  it  alternately  from  edge  to 
edge  of  the  stone,  with  so  much  pressure  on  the  different 
parts,  as  will  reduce  it  to  the  required  bevel,  and  make  the 
edge  straight. 

The  basil  being  brotight  to  a  proper  angle,  and  the  edge  to 
a  regular  and  slight  curvature,  the  roughness  occasioned  by 
the  gritty  particles  of  the  stone  is  taken  away  by  rubbing  its 
edge  on  a  smooth  flat  stone,  or  turkey-stone,  sprinkled  with 
olive-oil  on  its  surface.  As  the  basil  is  generally  ground,  to 
give  a  more  acute  angle  than  the  edge  of  the  iron  would 
stand,  for  the  quicker  dispatch  of  wetting  it,  the  face  of  the 
iron  is  inclined  nearer  to  the  perpendicular,  wiiile  it  is 
rubbed  backwards  and  forwards  with  the  same  inclination 
throughout.  Every  time  the  iron  becomes  dull  or  blunt  by 
use,  the  sharpening  is  produced  by  grinding  on  the  rubber- 
stone,  or  flat  grindstone,  or  on  a  turkey-stone  ;  but,  in  repeat- 
ing this,  after  the  edge  gets  thick,  it  requires  so  much  time 
to  bring  it  up  to  an  edge,  that  recourse  must  be  had  to  the 
grindstone.  The  iron  being  thus  sharpened,  must  be  fixed  in 
the  plane  by  its  wedge :  the  projection  of  the  cutting-edge 
must  be  just  so  much  beyond  the  face  of  the  plane,  as  that 
the  workman  may  be  able  to  work  it  freely  in  the  act  of 
planing,  and  must  be  regulated  by  the  stuff'  to  be  wrought, 
whether  it  be  hard  or  soft,  cross-grained  or  cilrling;  so  that 
a  man  may  be  able  to  perform  the  most  work,  or  reduce  the 
substance  most  in  a  given  lime.  If  the  stuff  is  good  and 
clean-grained,  it  is  evident  that  a  considerable  projection  may 
be  allowed,  as  a  thicker  shaving  may  be  taken.  The  extreme 
ends  of  the  edge  of  the  iron  must  never  enter  the  wood,  as 
this  not  only  retards  the  progress  of  working,  but  chokes  mid 
prevents  the  rogidar  discharge  of  the  shavings  at  the  orifice 
of  the  plane.  -The  projection  of  the  cuttiiig-cdgo  is  called 
iron,  and  the  plane  is  said  to  have  more  or  less  iron,  as  the 
projection  is  greater  or  less ;  when  tiiero  is  too  much  iron, 
the  workman  knocks  with  a  hammer  on  the  fi^re  end  of  the 
top  of  the  stock,  and  the  blows  will  loosen  the  wedge,  and 
raise  the  iron  in  a  certain  degree,  after  which  the  head  of  the 
wcdiie  must  be  knocked  down  to  fix  it  again.  ^Vhcn  the  work- 
manluis  occasion  to  take  out  the  iron  to  sharpen  it,  he  strikes 
the  fore  end  of  the  top  of  the  stock  smartly  with  the  hammer, 
which  loosens  both  the  w^'dge  and  the  iron. 

All  the  other  bench-planes  are  adjusted  in  the  same  manner, 
and  indeed  do  not  dilfor,  except  in  dimensions,  as  we  shall 
explain,  from  the  jack-plane.  Of  late  years  a  great  improve- 
ment has  been  introduced  in  the  irons  of  planes,  to  cause 
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them  to  cut  smooth:  these  are  called  douhle-ironed  ;  they 
were  at  first  only  used  in  the  ihiest  sliooting  planes,  but  the 
advantages  have  been  found  so  great,  partieularly  in  planing 
bad  wood,  that  they  have  become  general  tor  all  sorts  of 
planes.  The  double  iron  consists  of  a  second  iron,  wilh  a 
reversed  basil,  screwed  against  the  front  side  of  the  iron,  so 
that  its  edge  lies  against  the  iron  at  a  very  small  distance 
from,  and  parallel  to,  the  cutting-edge;  and  applying  closely 
to  the  steel  side  of  the  iron  ;  it  forms  an  inclined  plane,  which 
turns  the  shaving  over  immediately  after  it  is  separated  or 
cut  by  the  edge,  and  thus  it  prevents  the  iron  from  splitting 
the  shaving  deeper  down  than  it  will  afterwards  cut,  and 
therefore  leavin;;  u  rough  or  torn  surface.  This  second  iron 
is  called  tlie  cover  of  the  iron  ;  and  the  basil  ot  its  edge. 
instead  of  being  ground  flat,  as  that  of  the  iron,  is  rounding; 
the  screw,  which  binds  the  cover  upon  the  iron,  passes 
through  a  slit  in  the  cover,  and  thus  admits  of  its  edge  being 
adjusted  at  any  required  distance  fioin  the  cutting-edges  of 
the  iron,  and  this  distance  depends  altogether  on  the  nature 
of  the  wood  the  pilane  is  to  be  worked  upon.  If  the  stuti'is 
clean-grained,  the  edge  of  the  cover  may  be  set  at  a  con- 
sideraLile  distance,  because  the  difficulty  of  pushing  the  plane 
forwards  becomes  greater,  as  the  edge  of  the  cover  is  nearer 
the  edge  of  the  iron,  and  the  contrary  when  moje  remote  : 
this  is  occasioned  by  the  edge  of  the  cover  turning  the 
shaving  over,  immediately  upon  its  being  cut  up.  The 
trijiiig-plaiie  is  usually  twenty-two  inches  long,  three  inches 
and  three-quarters  broad  on  the  face,  and  three  inches  and 
one-eighth  in  height ;  it  does  not  ditfer  from  the  jack-plane, 
except  in  having  a  double  handle,  adapted  for  greater  force; 
in  use,  it  succeeds  the  operation  of  the  jack-plane,  to 
straighten  the  wood,  and  remove  the  ridges  left  by  the 
former;  it  is  set  with  less  iron,  and  cuts  a  liner  shaving: 
the  mouth  is  also  much  narrower.  When  it  is  used  upon  a 
long  piece  of  work,  the  workman  takes  every  shaving  the 
whole  length,  by  stepping  forwards,  instead  of  stopping  at 
arm's  length,  as  with  the  jack-plane.  The  shaving  of  this 
plane,  though  liner,  is  so  much  broader  than  that  of  the  jack, 
that  it  requires  as  much  force  to  push  it  forwards. 

The  long  plane  is  set  very  fine,  for  finishing  work  which 
is  to  be  very  straight ;  it  is  twenty-six  inches  long,  three 
and  a  half  broad,  and  three  inches  and  one-eighth  in 
height. 

The  shooting  plane,  or  jointer,  is  the  longest,  and  most 
correct  plane  used ;  it  is  employed  after  all  the  others,  chiefly 
in  shooting  the  straight-edges  of  boards  which  are  to  be 
jointed  together;  it  is  generally  made  two  feet  and  a  half 
long,  three  inches  and  three  quarters  broad,  and  three  and  a 
half  high ;  it  is  used  like  the  others,  but  with  great  care  to 
move  it  steadily  from  one  end  of  the  work  to  the  other, 
without  pressing  it  down,  as  that  might  spring  the  plane,  or 
the  work,  and  cause  the  iron  to  cut  when  the  work  was 
something  hollow,  whereas  the  object  is  to  make  a  perfectly 
straight  edge.  The  face  of  this  plane  must  be  kept  quite 
true,  and  therefore  it  is  a  great  object  to  make  it  of  a  fine 
piece  of  clean-grained,  hard  beech,  well  seasoned,  that  it  may 
not  warp,  or  vary,  by  the  weather. 

The  smoothing  plane  is  very  short,  without  any  handle, 
and^  its  sides  are  curved,  so  that  it  very  much  resembles  a 
oolfin  ;  it  is  seven  inches  and  a  half  long,  three  broad  at  the 
mouth,  and  two  inches  and  three  quarters  in  height;  it  is 
used  for  finishing  work  when  put  together,  and  to  give  the 
greatest  degree  of  smoothness  to  the  wood,  for  which  pur- 
pose it  is  set  with  as  fine  an  edge  as  possible. 

Rcbiiliag  planes  are  used  for  cutting  out  rebates  :  these 
are  a  kind  of  semi-grooves  upon  the  edge  of  a  board,  or  other 
piece  of  wood,  formed  by  cutting  down  or  reduciu"!  a  small 
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part  of  the  breadth  of  the  board  to  half,  more  or  less,  of  tho 
general  thickness  :  by  this  means,  if  a  rebate  be  cut  on 
the  upper  side  of  one  board,  ami  the  lower  side  of  another, 
the  two  may  be  made  to  overlap  each  other,  without  making 
them  any  thicker  at  the  joint.  Itebates  are  also  used  for 
ornamenting  mouldings,  and  many  other  purposes  in  joiners' 
work.  The  planes  for  cutting  them  are  of  difierent  kinds, 
some  having  the  cutting-edgirat  the  side  of  the  iron  and  of 
the  stock,  others  at  the  l)0tt<jm  edge  of  the  iron  and  the  face 
of  the  stock,  and  others  cutting  in  both  these  directions  ;  the 
former,  being  used  to  smooth  the  side  of  the  rebate,  are 
therefore  called  side-rebating  jdanes  ;  whilst  the  others  are 
used  for  smoothing  the  bottom.  There  is  also  a  third  sort^ 
caWadi  JilUsters,  used  for  sinking,  or  cutting  away  the  edge  of 
a  piece  of  wood  to  form  the  rebate,  leaving  it  for  the  others 
to  smooth  the  surfaces  when  cut.  The  rebate  planes  are 
about  nine  inches  and  a  half  long,  and  of  various  widths  upon 
the  face,  from  half  an  inch  to  an  inch  and  three  quarters, 
in  all  cases  they  have  the  mouth  and  the  edge  of  tiie  iron 
coming  out  at  one  edge  of  the  face,  and  the  side  of  the  iron 
also  exposed  at  one  of  the  upright  sides  of  the  stock,  whether 
it  is  formed  with  a  cutting-edge  there  or  not ;  this  exposed 
side  is  either  on  the  right  or  left,  and  they  are  named  accor- 
dingly, hi  all  eases,  they  throw  the  shaving  out  on  the 
side,  instead  of  the  top  of  the  stock.  The  cutting-edges  and 
mouths  are  generally  situated  obliquely  across  the  face, 
instead  of  being  at  right  angles  to  the  length  of  the  plane,  as 
in  others. 

The  moving  fillister  is  a  rebating  plane,  which  has 
a  ruler  of  wood,  called  tho  fence,  fixed  upon  its  face 
by  screws,  in  the  direction  of  its  length,  and  e.xactly 
parallel  to  the  edge  of  the  face  ;  it  therefore  covers  part  of 
the  length  of  the  cutting-edge,  and  can  be  fixed  at  any 
required  distance  from  the  edge,  to  leave  more  or  less  of 
the  cutting-edge  exposed,  and  this  quantity  will  be  the 
breadth  of  the  rebate  it  will  cut ;  because  when  it  is  used, 
the  edge  of  the  fence  is  applied  against  the  edge  of  the 
piece  to  be  rebated,  and  thus  gauges  the  breadth  its  iron 
shall  cut  away.  Tho  cutting-edge  of  this  plane  is  not 
situated  at  right  angles  to  the  length  of  the  stock,  but  has  an 
obliquity  of  about  forty-five  degrees,  the  exposed  side  of  the 
iron  being  more  forwards  than  the  other.  By  this  obliquity, 
when  the  plane  is  wcjrkcd  it  has  a  tendency  or  drift  to  run 
farther  into  the  breadth  of  the  wood,  but  as  the  fence,  sliding 
against  the  edge,  prevents  this,  the  drift  always  keeps  the 
fence  in  contact  with  the  edge,  without  the  attention  of  the 
workmen  ;  it  also  causes  the  iron  to  cut  the  bottom  of 
the  rebate  smiwther,  particularly  in  a  transverse  direction  to 
the  fibres,  or  where  the  stuff  is  cross-grained,  than  could 
otherwise  be  done,  when  the  steel  face  of  the  iron  is  perpen- 
dicular to  the  vertical  sides  of  the  plane.  The  principal  use 
is,  however,  to  contribute  with  the  form  of  the  cavity  to 
throw  the  shaving  into  a  cylindrical  form,  and  thereby  make 
it  issue  from  one  side  of  the  plane.  The  iron  is  what  is 
called  shouhlered,  that  is,  the  lower  part,  or  shoulder,  where 
the  edge  is,  has  double  the  width  of  the  upper  part,  which  is 
received  into  the  mortise,  and  jandied  fast  by  the  wedge.  It 
is  the  edge  of  this  wide  part  only  which  is  exposed  at  the 
side  of  the  stock.  Besides  this  principal  iron,  there  is  another 
small  iron,  called  the  tooth,  which  precedes  the  other,  to 
scratch  or  cut  a  deep  crack  at  the  width  of  the  rebate,  thus 
making  the  shavings,  which  the  iron  cuts  up  from  the  bottom, 
separate  sideways  from  the  rest  of  the  wood.  This  tooth  is 
inserted  in  a  vertical  mortise  through  the  stock,  between  the 
fore  end  of  the  stock  and  the  iron.  The  lower  end  of  this 
little  iron  is  ground  with  a  basil  on  the  inside,  so  as  to  brin" 
the  bottom  of  the  narrow  side  of  the  iron  to  a  very  convex 
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edge  ;  it  is  ilvsteiicd  by  a  wedge  passing  down  before  it  in 
the  mortise  in  tlie  stock.  Tlie  use  of  tiiis  tooth  is  prineipally 
for  tutting  tlio  wood  transversely  when  wrougiit  across  the 
fibres,  and,  by  this  means,  it  not  only  cuts  the  vertical  side 
of  the  rebate  qiiilc  sniootli,  but  prevents  llie  iron  from  rag- 
ging or  tearing  the  stull'.  The  iron  between  the  fence  and 
tlie  edge  of  the  face  of  tile  plane,  must  project  the  whole 
breadth  of  the  unconvered  Jiart  of  tlie  face,  otherwise  the 
wood  of  the  plane  will  bear  it  up,  and  prevent  the  plane 
sinking  as  it  cuts  away  the  rebate,  and  the  edge  of  the  tooth, 
or  little  iron,  should  stand  out  a  little  farther  on  the  side  of 
the  plane  than  the  iron.  The  depth  of  the  rebate,  which 
this  plane  will  cut,  is  regulated  by  a  stop  lixed  on  the  out- 
side of  the  plane,  at  the  intended  height,  above  the  level  of 
the  face  :  then,  when  the  plane  has  penetrated  or  sunk  the 
intended  depth  of  the  rebate,  the  stop  conies  to  bear  upon 
the  solid  vt'  the  wood  beyond  the  rebate,  and  bears  it  utf  from 
cutting  any  longer.  The  stop  is  a  jiiece  of  brass,  which  moves 
in  a  vertical  groove  made  in  the  side  of  the  stock,  between  the 
iron  and  the  fore  end  of  the  plane  ;  in  this  it  is  moved  up 
and  down  by  a  screw,  which  is  inserted  in  a  rertical  pertora- 
tion  from  the  lop  of  the  plane  to  the  groove,  and  passing 
through  a  part  projecting  from  the  stop  into  the  groove  :  the 
ufiper  part  of  tlie  screw  is  firmed  to  a  tliuiiib-init,  to  turn  it 
round  by,  and  it  is  so  confined  by  proper  collars,  that 
it  can  neither  move  up  nor  down  ;  but  being  turned,  the 
inclination  of  the  threads  will  rise  or  fall  according  to  the 
direction  in  which  the  thumb-screw  is  turned,  and  cause 
the  stop  to  move  up  and  down  in  the  groove  on  the  side  of 
the  plane,  thus  regulating  it  at  pleasure  to  the  depth  to  which 
the  rebate  is  required  to  be  sunk. 

In  grinding  and  fixing  the  iron  of  this  plane,  it  is  neces- 
sary that  the  cutting-edge  of  the  iron  should  stand  equally 
prominent  in  all  parts  out  of  the  face,  otherwise  the  plane 
cannot  make  shavings  of  an  equal  thickness  ;  and,  conse- 
quently, insti;ad  of  keeping  the  vertical  position,  w-ill,  as  it 
proceeds,  become  deeper  on  the  side  on  which  the  shavings 
are  thickest,  and  then  the  part  cut  away  will  not  be  regular,  for 
the  bottom  of  the  rebate  will  not  be  parallel  to  the  upper 
surface  of  the  wood,  and  the  side  which  ought  to  have  been 
vertical,  will  be  a  kind  of  a  ragged  curved  surface,  formed 
by  as  many  gradations  or  steps  in  the  depth,  as  the  number 
of  sliavings. 

The  sa-ih  jilUster  diflers,  in  several  particulars,  from  the 
moving  fillister  :  the  breadth  of  the  iron  is  something  more 
than  the  whole  breadth  of  the  sole,  so  that  the  extremities  of 
the  cutting-edge  are,  in  a  small  degree,  without  the  vertical 
sides  of  the  stock  :  the  fence  is  adapted  to  bo  moved  to  a 
considerable  distance,  not  being  fixed  as  in  the  moving  fil- 
lister, by  screws  upon  the  face,  but  sustained  by  two  bars 
fixed  fast  to  it,  which  pass  through  the  two  vertical  sides  of 
the  stock,  at  riglit-angles  to  the  sides,  fitting  tight  iu  the  two 
holes  througli  wliich  they  jiass :  these  bars  are  made  round- 
ing upon  the  iqiper  side,  and  fiat  on  the  kiwer  side  :  at  the 
point,  where  they  are  united  to  the  fence,  they  have  thicker 
parts,  or  shoulders,  projecting  downwards,  because  it  is 
necessary  to  have  the  fence  fixed  on  a  lower  level  than  the 
face  of  the  plane  ;  the  ends  of  the  bars  are  ferruled,  to  pre- 
vent their  splitting  when  the  ends  are  struck  with  the  mallet, 
in  order  to  move  them  in  the  holes  through  the  stock,  and 
this  brings  the  fence  cither  nearer,  or  more  remote  from  the 
stock,  as  may  be  wanted  ;  and  to  (w  it  fast,  when  so  adjusted, 
two  small  tapering  pieces  of  wood,  called  keys,  are  inserted 
into  two  small  weilge-like  mortises,  cut  at  the  sides  of  the 
mortises,  in  which  the  bars  pass  through  the  stem;  these 
wedges  being  drawn  in,  they  will  stick  fast,  and  press  against 
the  bars,  keeping  them  fast  at  all  points,  and  thereby  regu- 


late the  distance  of  the  fence  from  the  vertical  side  of  the 
stock.  This  plane  is  generally  employed  to  rebate  narrow 
pieces  of  wood,  such  as  sash  frames ;  and  the  fence  is  applied 
against  the  opposite  edge  of  the  wood  to  that  on  wliicli  the 
rehatc  is  to  be  formed. 

The  2'toii(jh  is  a  plane  with  a  very  narrow  face,  made  of 
iron,  fixed  beneath  a  wooden  stock,  and  projecting  down 
from  the  wood  of  the  stock,  the  edge  of  the  iron  being  the 
full  width,  or  rather  more,  than  the  face  ;  it  is  guided  by  a 
fence  with  bars,  like  the  fillister  above  described,  to  make, 
or  plough  out  a  groove  of  the  width  of  the  iron,  and  at  any 
required  distance  from  the  edge  of  the  wood  ;  it  has  also  a 
similar  stop  to  regulate  the  depth  it  cuts  to.  Joiners, 
cabinet-makers,  &o.,  in  plaining  thin,  or  valuable  woods  for 
veneering,  &c.,  sometimes  use  fiuted  irons,  having  teeth  in 
their  edge  ;  and  a  plane,  thus  mounted,  is  called  a  (oothing 
plane  ;  these  irons  apply  to  the  stocks  of  diiferent  planes. 
See  Tools. 

Plane,  in  geometry,  a  surface  which  will  everywhere 
coincide  with  a  straight  line. 

Wolfius  defines  a  ()lane,  "  a  surface,  from  every  point  of 
whose  perimeter,  a  right  line  may  be  drawn  to  every  other 
point  in  the  same." 

As  the  right  line  is  the  shortest  extent  from  one  point  to 
another,  so  is  a  plane  the  shortest  extension  between  one  line 
and  another. 

Planes  are  frequently  used  in  astronomy,  &c.,  for  imaginary 
surfaces,  supposed  to  cut,  and  pass  through,  solid  bodies  ; 
and  on  this  Ibundation  is  constructed  the  whole  doctrine  of 
conic  sections. 

When  a  plane  cuts  a  cone  parallel  to  one  of  its  sides,  it 
makes  a  parabola;  when  it  cuts  the  cone  parallel  to  its  base, 
it  makes  a  circle.     See  Circle  and  P.^radola. 

The  sphere  is  wholly  explained  by  planes,  imagined  to  cut 
the  celestial  luminaries,  and  to  fill  the  areas  or  circum- 
ferences of  the  orbits;  and  they  are  dittiirently  inclined  to 
each  other ;  and  by  us,  the  inhabitants  of  the  earth,  the 
plane  of  whose  orbit  is  the  plane  of  the  ecliptic,  their  incli- 
nation is  estimated  with  regard  to  this  plane. 

Plane,  Geometrical,  in  perspective,  a  plane  parallel  to  the 
horizon,  whereon  the  object  to  be  delineated  is  supposed  to 
be  placed.  This  plane  is  usually  at  right  angles  with  the 
perspective  plane.     See  Perspective. 

Plane,  Horizontal,  a  plane  passing  through  the  spec- 
tator's eye,  parallel  to  the  horizon,  cutting  the  perspective 
plane  in  a  straight  line,  called  the  horizontal  line. 

This,  according  to  Biook  Taylor's  definitions  of  per- 
spective, may  be  called  the  vanishing  ^^/a/ie  of  the  horizon. 
See  Perspective. 

Plane,  Inclined,  one  that  makes  an  oblique  angle  with  a 
horizontal  pl.ane. 

Plane,  Objective,  any  plane  fiice,  or  side,  of  an  origin.al 
object  to  be  represented  in  perspective. 

Plane,  Pers2>ective,  a  plane  |)ellucid  surface,  ordinarily 
perpendicular  to  the  horizon,  and  placed  between  the  spec- 
tator's eye  and  the  object  he  views ;  through  which  the 
optic  rays,  emitted  from  the  several  points  of  the  object,  are 
supposed  to  pass  to  the  eye,  and,  in  their  passage,  to  leave 
marks  that  represent  tliem  on  the  said  plane. 

Plane,  Vertical,  a  plane  passing  through  the  spectator's 
eye,  perpendicular  to  the  geometrical  plane,  and  at  right 
angles  to  the  perspective  plane.     See  Perspective. 

Plane  Taisle,  a  rectangular  board,  with  a  plane  face,  for 
finding  the  position  and  distance  of  a  point,  or  of  any  num- 
ber of  points,  situated  in  the  same  plane.  By  this  means 
the  plan  of  horizontal  olijects,  whether  straight  or  crooked, 
can  very  easily  be  ascertained  byonlyone  distance  being  given. 
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PLANIMETRY,  (from  Latin,  planus,  plain,  and  Greek, 
liCTpew,  to  measure,)  that  part  of  geometry  which  considers 
lines  and  plane  figures ;  without  reference  to  heights  or  depths. 

PJaiiimetry  is  jiarticularly  restrained  to  the  mensuration  of 
planes  or  surfaces,  in  opposition  to  stereometry,  or  the 
mensuration  of  solids. 

Planimetry,  or  the  art  of  measuring  the  surfaces  and 
planes  of  bodies,  is  performed  with  the  squares  of  long  mea- 
sures, as  square  inches,  square  feet,  square  yards,  square 
perches,  &c. ;  that  is,  by  squares  whose  sides  are  an  inch,  a 
loot,  a  yard,  a  perch,  6ic. ;  so  that  the  area  or  contents  of  any 
suiliice  is  said  to  be  found,  wiien  we  know  how  many  such 
square  inches,  feet,  yards,  &c.,  it  contains. 

PLANING  MACHINE,  a  machine  used  to  diminish  the 
great  manual  labour  of  planing  the  surfaces  of  planks  and 
boards  of  wood  :  in  strictness,  tliose  alone  should  be  termed 
planing  machines,  which  reduce  the  surface  of  the  wood  to  a 
true  ;uid  smooth  plane,  by  means  of  planes,  or  instruments 
of  a  similar  nature,  though  actuated  by  the  power  of  machi- 
nery instead  of  the  strength  of  a  man's  arm  ;  but  custom  has 
denominated  those  machines  which  cut  flat  surfaces  in  a 
dirierent  manner  from  planes,  by  the  same  name. 

These  machines  are  of  modern  invention ;  the  first,  we 
believe,  was  projected  by  General  Bentham,  who  obtained  a 
patent  for  it  in  1791.  It  consisted  of  a  plane,  to  be  put 
in  motion  by  means  of  a  crank  turned  by  a  mill,  to  give  it  a 
reciprocating  motion ;  or,  on  a  smaller  scale,  it  might  be 
worked  by  hand  in  the  usual  manner,  but  the  plane  was 
so  formed  as  to  require  none  of  the  skill  and  attention  neces- 
sary in  the  ordinary  method  of  opeiating.  The  plane  is 
made  the  full  width  of  the  boards  intended  to  be  planed,  and 
on  each  side  of  it  fillets,  or  cheeks,  are  fixed,  which  project 
beneath  the  face  of  the  plane  just  as  much  as  the  thickness 
the  board  is  to  be  reduced  to :  these  cheeks,  therefore,  guide 
the  plane  sideways  in  passing  along  the  board,  and  gauge  it 
in  thickness ;  because,  when  the  board  is  reduced  to  the 
quantity  that  the  cheeks  are  beneath  the  surface  of  the  plane, 
the  cheeks  rest  upon  the  bench,  or  surface,  on  which  tlie 
board  lies,  and  bear  off  the  jilane,  so  that  it  can  cut  no  longer. 
The  plane  is  kept  down  by  its  own  weight,  which  is  increased, 
when  necessary,  by  loading  it  with  weights,  and  these  are 
contrived  to  be  capable  of  shifting  their  position  from  one 
end  of  the  plane  to  the  otiier  during  the  time  it  is  inakiiig 
the  stroke;  because,  at  first,  the  pressure  is  required  at  the 
fore  end  to  enter  the  cut,  but,  at  the  conclusion,  it  must  be 
greatest  at  the  hinder  end,  to  prevent  the  fore  end  tripping 
down  the  instant  it  leaves  the  board.  By  another  contri- 
vance, the  plane  is  caused  to  rise  up  sufiiciently-  to  clear  the 
cutting  edge  from  the  wood  when  the  plane  is  on  its  return. 
It  is  by  a  piece,  which  acts  as  a  handle  to  the  plane,  and  to 
which  the  power  is  applied,  that  it  is  fixed  in  the  manner  of 
a  lever  upon  an  axis  extending  across  the  width  of  the  plane, 
and  carrying  at  each  side  thereof  a  short  lever,  provided 
with  rollers  in  their  extremities  ;  the  handle  projects 
upwards  from  the  plane,  which  being  forced  forwards  by  it, 
assumes  an  inclined  position,  as  do  also  the  short  levers,  and 
their  rollers  then  rise  above  the  cheeks  of  the  plane ;  but 
when  the  plane  is  drawn  back,  its  handle  is  first  drawn 
back  into  an  erect  position,  and  the  levers  moving  with  it, 
their  rollers  project  beneath  the  cheeks  of  the  plane,  and 
raise  it  off  the  bench,  the  plane  being  in  its  return  borne 
by  them. 

The  bench  for  supporting  the  board  during  the  operation, 
was  also  of  a  peculiar  construction,  in  order  to  confine  the 
work  steady  upon  it.  In  cases  when  the  boards  to  be  planed 
are  winding  or  irregular  on  the  lower  side,  so  that  they 
cannot  lie  fiat  upon  the  bench,  it  is  provided  with  two  sides, 


which  can  be  brought  to  close  upon  the  edges  of  the  board, 
and  hold  it  steady  between  them,  being  furnished  with  one 
or  more  rows  of  flat  teeth,  to  penetrate  the  wood  and  retain 
it ;  these  sides  are  contrived  to  rise  or  fall  upon  the  bench, 
to  accommodate  the  different  thicknesses  of  the  boards. 
When  a  very  thin  board  is  to  be  planed,  it  might  be  liable 
to  spring  up  to  the  iron,  so  as  to  be  reduced  even  after  the 
plane  came  to  rest  with  its  cheeks  upon  the  bench  ;  to  avoid 
this,  the  edges  of  the  board  are  to  be  held  by  the  sides  to  the 
bench  before-mentioned,  but  as  it  would  still  be  liable  to  spring 
up  in  the  middle  part,  heavy  rollers,  or  rollers  loaded  with 
weights,  are  fitted  in  apertures  made  in  the  plane  as  near  as 
possible  to  the  cutting-edge,  and  these  will  keep  the  board 
do-\vn  close  upon  the  bench.  For  planing  pieces  of  greater 
thickness  at  one  end  than  the  other,  the  cheeks  of  the  plane 
are  to  be  borne  upon  rulers  of  wood  laid  on  the  bench  on 
each  side,  the  wood  being  as  much  thicker  at  one  end  as  the 
board  is  intended  to  be  thinner  at  that  end  ;  therefore,  when 
the  plane  has  reduced  the  wood,  the  cheeks  come  to  bear 
upon  these  rulers,  and  cause  it  to  move  not  parallel  to  the 
bench,  but  inclined,  according  as  they  are  thicker  at  one  end 
than  the  other ;  in  like  manner,  by  using  them  of  different 
thicknesses  at  the  different  sides,  the  boards  may  be  made 
feather-edged. 

Mr.  Bramah  invented  a  planing  m.achine,  which  he  used 
very  advantageously  for  planing  all  kinds  of  timber  flat,  at  a 
very  trifling  expense.  In  1803,  he  took  out  a  patent  for 
the  invention,  which  he  describes,  in  his  specification,  to  con- 
sist in  the  following  particulars.  "  The  cutting  tools 
employed  to  reduce  the  wood,  instead  of  being  worked  by 
hand,  are  to  be  fixed  on  frames,  some  of  which  arc  moved  in 
a  rotatory  direction  round  an  upright  shaft,  and  others  have  a 
shaft  lying  in  a  horizontal  position,  like  a  common  lathe.  In 
other  instances,  the  tools  are  fixed  on  frames,  which  slide  in 
stationed  grooves  to  be  driven  also  by  machinery.  The 
principal  points  on  which  the  merits  of  the  invention  rest 
are,  1.  The  materials  to  be  wrought  are  made  to  slide  in  con- 
tact with  the  tool,  instead  of  the  tool  being  carried  by  the 
hand  over  the  work  in  the  usual  way.  2.  The  tool  is  made 
to  travel  across  the  work  in  a  square  or  oblique  direction, 
except  in  cases  where  it  may  be  necessary  tu  fix  the  tool  in 
an  immovable  station,  and  cause  the  work  to  fiill  in  contact 
with  it  by  a  motion.  3.  Instead  of  common  tools,  bent 
knives,  spoke-shaves,  or  deep  cutting  gouges,  are  used  for 
cutting  oil"  the  roughest  parts,  and  planes  of  various  shapes 
and  constructions,  as  the  work  may  require,  are  applied  to 
follow  the  former  in  succession,  under  the  same  operation, 
and  which  latter  I  call  finishers.  4.  These  are  fixed  on 
frames  which  move  in  cases,  like  those  on  which  the  saws 
are  fixed  in  a  sawing-mill ;  and  in  other  instances,  these 
frames  are  fixed  on  a  rotatory  upright  shaft  turning  on  a 
step,  and  carrying  the  frame  round  in  a  diiection  similar  to 
the  upper  mill-stone  for  grinding  corn  ;  and  sometimes  the 
frames  turn  on  a  horizontal  shaft,  lesembling  the  mandrel  of 
a  common  turning  lathe.  The  ditlorcnt  planes,  tools,  &e., 
are  fixed  in  the  frames,  so  as  to  fall  successively  in  contact 
with  the  wood  or  other  materials  to  be  cut,  so  that  the  cutter 
or  tool  calculated  to  take  the  rough  and  prominent  part, 
operates  first,  and  those  that  follow  must  be  so  regulated  as 
to  reduce  the  material  down  to  the  lino  intended  for  the  sur- 
fiice.  These  cutter  frames  must  also  have  the  property  of 
being  regulated  by  a  screw  or  otherwise,  so  as  to  approach 
nearer  the  work,  or  recede,  at  pleasure,  in  order  that  a  deeper 
or  shallower  cut  may  be  taken  at  discretion,  or  that  the 
machine  may  repeat  its  action,  without  raising  or  depressino' 
the  material  on  which  they  act.  5.  When  an  upiight  shaft 
is  used  the  pivot  is  to  turn  in  oil,  and  it  may  be  raised  tr 
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doprc^scd  at  ploasui-e,  by  means  of  a  greater  or  less  quantity 
of  the  saiil  IliiiJ  \>L-\ng  confined  between  the  end  of  tlie  shaft 
and  the  bottom  of  the  step.  0.  The  materials  to  be  cut 
must  be  firmly  fixed  on  a  frame,  simihir  to  those  in  sawing- 
mills,  on  which  the  timber  is  carried  to  the  saws.  These 
frames  must  be  moved  in  a  steady  progressive  manner  as  the 
cutter  frame  turns  i-ound,  either  by  the  same  power  which 
moves  the  hitter,  or  otherwise,  as  may  be  found  to  answer 
best  in  practice.  7.  The  motion  of  the  cutter  frames  must 
be  under  the  control  of  a  regulator,  so  that  tiie  velocity  of 
the  tool,  in  passing  over  the  work,  may  be  made  quicker  or 
slower,  as  such  work  may  respectively  require,  to  cause  the 
cutter  to  act  properly  to  the  best  advantage."  For  this  pur- 
pose, Mr.  Hramah  proposes  to  use  what  he  calls  an  uiiiuersal 
rer/ulatur  of  veloclti/,  and  which  he  describes  as  follows: 
"  I  take  any  number  of  cog-wheels,  of  dillerent  diameters, 
with  teeth  that  will  exactly  fit  each  other  through  the 
whole  ;  suppose  ten,  or  any  other  number,  but,  for  an 
example,  say  ten,  the  smallest  of  which  shall  not  exceed  one 
inch  in  diameter,  and  the  largest  suppose  ten  inches  in  dia- 
meter, and  all  the  rest  to  mount  by  regular  gradations  in 
tiieir  diameters,  from  one  to  ten.  I  fix  these  ten  wiieels, 
fast  and  immovable,  on  an  axis  perfectly  true,  so  as  to 
form  a  cone  of  wheels;  I  then  take  ten  other  wheels, 
exactly  the  same  in  all  I'espects  as  the  former,  and  fix  them 
on  another  axis,  also  perfectly  true,  and  the  wheels  in  pier- 
feet  gradation  also ;  but  these  latter  wheels  I  do  not  fix  fast 
on  their  axes,  like  the  former,  but  leave  them  all  loose,  so 
as  to  turn  on  the  said  axes,  contrary  to  the  former,  which 
are  all  fixed.  All  these  latter  wheels  I  have  the  power 
of  locking,  by  a  pin  or  otherwise,  so  that  I  can,  at  dis- 
cretion, lock  or  uinte  any  single  wheel  at  pleasure  to  the 
axis.  1  then  place  the  two  axes  parallel  to  each  other, 
with  the  wheels  which  form  the  two  cones,  as  above  des- 
cribed, in  reverse  position,  so  that  the  large  wheel  at  one  end 
(jf  the  cone  may  lock  its  teeth  into  the  smallest  one  iu 
the  cone  opposite,  and  likewise  vice  versa.  Then  suppose 
the  axis,  on  which  the  wheels  are  permanently  fixed,  to 
be  turned  about,  all  the  wheels  on  the  other  axis  will  be 
carried  round  with  velocities  correspondent  to  their  dia- 
meters and  those  of  the  former,  but  their  axis  will  not 
move.  Then  lock  the  largest  wheel  on  the  loose  axis,  and, 
by  turning  about  the  fistened  axis,  as  before,  it  must  take 
ten  revolutions,  while  the  opposite  wheel  performs  but 
one  ;  then  by  unlocking  the  largest  wheel,  and  locking  the 
smallest  one  at  the  contrajy  end  of  the  cone  in  its  stead, 
and  turning  as  before,  the  fastened  axis  will  then  turn 
the  opposite  ten  times,  while  itself  oidy  revolves  once. 
Thus  tlie  axes  or  shafts  of  these  cones,  or  conical  com- 
binations of  wheels,  may  turn  each  other  reciprocally,  as 
one  to  ten,  and  ten  to  one,  which  collectively  produces  a 
change  in  velocity,  under  a  uniform  action  of  the  primum 
mobile,  as  ton  to  a  hundred  ;  for  when  the  small  wheel  on 
the  loose  axis  is  locked,  and  the  fast  one  makes  ten  revo- 
lutions, the  former  will  make  one  hundred  ;  and  by  adding 
to  the  number  of  those  wheels  and  extending  the  cones, 
which  may  be  done  ad  infinitum,  velocities  may  be  likewise 
infinitely  varied  by  this  simple  contrivance:  a  may  tm-n  n 
with  a  speed  equal  to  thousands  or  millions  of  times  its  own 
motion ;  and  by  changing  a  pin  and  locking  a  diHercnt 
wheel,  as  above  described,  d  will  turn  a  in  the  same  pro- 
portion, and  their  jiower  will  be  transferred  to  each  other,  in 
propt>rtion  as  their  velocities,  reciprociilly.  Here  is  a 
universal  regulator  at  once  for  both  power  and  velocity. 
In  some  instances  I  produce  a  like  effect,  by  the  same  neces- 
sary number  of  wheels  made  to  correspond  in  conical  order, 
but,  instead   of  being  all  constantly  mounted  oi»  the  axes 


or  shafts,  as  above  described,  they  will  reciprocally  be 
changed  from  one  axis  to  the  other,  in  single  pairs,  to 
match  according  to  the  speed  or  power  wanted,  just  as  in 
the  former  instance.  This  method  will  have,  in  all  res- 
pects, the  same  efl'cct,  but  not  so  convenient  as  when  the 
wheels  are  all  fixed." 

In  1803,  !Mr.  Bevans  obtained  a  patent  for  a  machine  for 
planing,  (or  stickiny,  as  the  joiners  term  it,)  all  kinds  of 
mouldings  or  rebates,  and  ploughing  grooves,  as  w^ell  as 
forming  flat  surfaces  of  small  breadth,  which  it  does  with 
very  little  labour :  in  this  machine,  the  operations  are 
performed  by  the  planes  commonly  used  for  similar  purposes, 
with  only  such  alterations  as  are  necessary  to  adapt  them  to 
the  macliinery  by  which  they  are  put  in  motion  with 
mechanical  power  instead  of  human  labour;  they  are  to  be 
used  either  singly,  or  combined  together  in  any  number, 
according  to  the  width  of  the  boards  to  be  worked  at  once, 
and  the  nature  of  the  work  to  be  done,  so  as  to  plane  up,  at 
one  operation,  such  moulding  as  joiners  work  up,  by  usin" 
several  planes  successively  for  the  different  parts;  this  is 
effected  by  a  kind  of  frame,  or  box,  which  admits  of  fixing 
any  number  of  planes  in  it,  side  by  side,  and  at  any  distance 
asimder,  to  form  the  compound  moulding  required.  The 
work  is  fixed  fast  on  a  bench,  and  the  box  of  planes  is  made 
to  pass  over  it,  in  the  direction  of  its  length,  by  a  connecting 
rod  communicating  at  one  end  with  the  box  or  frame  con- 
taining the  planes,  and,  at  the  other  end,  with  machinery 
capable  of  affording  a  reciprocating  motion. 

This  machinery  consists  of  a  crank,  whose  radius  must  be 
nearly  half  the  length  of  the  required  stroke,  and  must 
be  regulated  accordingly  :  this  regulation  is  effected  by  the 
arm  of  the  crank  passing  through  a  mortise  in  a  strong  box, 
fixed  on  an  axis,  and  sliding  in  the  said  box  to  any  required 
length,  where  it  must  be  fixed  by  strong  screws,  the  axis 
being  turned  by  manual  exertion,  by  horses,  steam,  water 
or  any  other  power,  and  having  its  motion  regulated  by 
a  fly-wheel. 

The  planes  are  loaded,  to  keep  them  in  contact  with  their 
work,  by  a  long  beam  of  wood,  set  up  on  end  upon  the  sides 
of  the  box,  and  connected  therewith  by  being  divided  into 
two  cheeks,  which,  at  the  lower  sides,  are  formed  to  an  arc 
of  a  circle,  and  united  to  the  box  by  chains,  in  the  same 
manner  as  the  beams  of  steam-engines  are  connected  with 
their  piston-rods.  The  upper  part  of  the  beam  is  made  to 
pass  always  through  one  point,  by  sliding  between  friction- 
wheels,  or  otherwise,  in  a  tube  hung  on  two  pivots,  perpen- 
dicularly over  the  centre  of  the  work,  and  at  such  heights 
as  may  be  most  convenient  for  the  length  of  the  stroke 
required  :  the  Connecting-rod,  from  the  crank  before  :ncn- 
lioned,  is  jointed  to  the  upright  beam,  near  its  lower  end, 
and  by  this  means  the  motion  is  given  to  the  box  of  planes, 
the  chains  and  arches  at  the  bottom  allowing  it,  iu  all  posi- 
tions, to  preserve  the  plane  horizontal.  To  guide  the  box 
of  planes  in  a  rectilinear  motion,  and  also  to  bear  them  off 
when  the  plank  has  been  reduced  to  the  depth  required, 
fences  are  used,  which  are  irons  sliding  perpendicularly  in 
tubes  or  sockets,  in  the  box  or  frame,  and  clipjiing  a  tongue, 
or  ruler,  fixed  in  the  direction  of  the  required  stroke,  in  the 
frame  supporting  the  bench. 

PLAN  lSPlIERE,(from  Latin,  planus,  and  Greek,  a<f)aiQa,) 
a  projection  of  the  sphere,  and  the  several  circles  thereof,  on 
a  plane;  as  upon  paper,  or  the  like.  In  this  sense,  maps  of 
the  heavens  and  the  earth,  in  which  are  exhibited  the 
meridians,  and  other  circles  of  the  sphere,  are  called  plani- 
spheres.    See  Pkojection. 

In  all  planispheres,  the  eye  is  supposed  to  be  a  point, 
viewing  all  the  circles  of  the  sphere,  and  referring  them  to 
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a  plane  on  which  the.  sphere  is,  as  it  were,  flattened.     This 
phuie  is  called  the  plane  of  the  projection. 

A  perspective  plane  is  only  a  plane  of  projection  placed 
between  the  eye  and  the  object,  so  as  to  contain  all  the  points 
which  the  several  rays,  drawn  from  the  object  to  the  eye, 
impress  thereon.  But  in  planispheres  or  astrolabes,  the 
plane  of  the  projection  is  placed  beyond  the  object,  which  is 
the  sphere.  The  plane  of  the  prtjection  is  always  one  of 
the  circles  of  the  sphere. 

Among  the  inlinite  number  of  planispheres  which  the 
diflerent  planes  of  projection,  and  the  ditlerent  positions  of 
the  eye,  would  furnish,  there  are  two  or  three  that  have  been 
preferred  to  the  rest.  Such  are  that  of  Ptolemy,  where  the 
plane  of  projection  is  parallel  to  the  equator ;  that  of  Gemma 
Frisius,  where  the  plane  of  projection  is  the  colure,  or 
solstitial  meridian,  and  the  eye  the  pole  of  the  meridian  ; 
that  of  John  dc  Rnyas,  a  Spaniard,  whose  plane  of  projection 
is  a  meridian,  and  the  eye  placed  in  the  axis  of  that  meridian, 
at  an  infinite  distance.  This  last  is  called  the  anahinma. 
The  common  defect  of  all  these  projections  is,  that  they 
distort  and  alter  the  figure  of  the  constellations,  so  that  it  is 
not  easy  to  compare  them  with  the  heavens  ;  and  that  the 
degrees  in  some  places  are  so  small,  that  they  afford  no  room 
for  operation. 

All  these  faults  M.  de  la  Hire  provided  against  in  a  new 
projection,  or  planisphere  ;  where  it  is  proposed  the  eye  shall 
be  so  placed,  as  that  the  divisions  of  the  circles  projected 
shall  be  sensibly  equal  in  every  part  of  the  instrument.  The 
plane  of  his  projection  is  that  of  a  meridian. 

PLANK,  (from  the  French,  planche)  a  general  name  for 
all  timber,  excepting  fir,  which  is  from  one  inch  and  a  half 
to  four  inches  thick :  if  of  less  dimensions  it  is  called 
a  board. 

Plank-Hook,  a  pole  with  an  iron  hook  at  its  end,  with 
which  navigators  shift  their  runs,  or  wheeling-planks,  as 
occasion  requires. 

Plank-Sheers,  or,  Plan-Sheers,  the  pieces  of  plank 
wrought  horizontally  over  the  heads  of  the  timbers  of  the 
forecastle,  quarter-deck,  and  i-ound -house,  for  the  purpose  of 
covering  the  top  of  the  side ;  hence,  sometimes  called 
coveriii(/-/ioard.i. 

PLANTING,  in  architecture,  denotes  the  laying  the  first 
courses  of  stone  on  the  foundation,  according  to  the  measures, 
with  all  the  exactness  possible. 

PLASTER,  (from  nXa^o))  in  building,  a  composition  of 
lime,  sometimes  with  hair,  sometimes  with  sand,  &c.  to 
parget  or  cover  the  nudities  of  a  building. 

Plaster  of  Paris,  a  fossile  stone,  serving  many  purposes 
in  building;  and  used  likewise  in  sculpture,  to  mould  and 
make  statues,  basso-relievos,  and  other  decorations  in 
architecture. 

It  is  dug  out  of  quarries,  in  several  parts  of  the  neighbour- 
hood of  Paris ;  whence  its  name.  The  finest  is  that  of 
Montmartre.   See  Gypsum. 

Plaster  of  Paris,  amongst  our  workmen,  is  of  two  kinds, 
viz.,  crude,  or  in  the  stone,  and  burnt,  or  beaten. 

The  crude  is  the  native  plaster,  as  it  comes  out  of  the 
quarry  ;  in  which  state  it  is-  used  as  shards  in  the  founda- 
tions of  buildings. 

The  burnt  plaster  is  a  preparation  of  the  former,  by  eal- 
cuiing  it  like  lime  in  a  kiln  nr  furnace,  and  then  beating  it 
into  powder,  and  diluting  and  working  it.  In  this  state  it  is 
used  as  mortar,  or  cement,  in  building. 

This,  when  well  sifted,  and  reduced  into  an  impalpable 
powder,  is  used  also  to  make  figures,  and  other  works  of 
sculpture;  and  is,  besides,  of  some  use  in  taking  out  spots 
of  grease,  &cc.  in  stufts  and  silks. 


The  method  of  representing  a  face  truly  in  plaster  of  Paris 
is  this  :  the  person,  whose  figure  is  designed  to  be  taken,  is 
laid  on  his  back,  with  any  convenient  thing  to  keep  off  the 
hair.  Into  each  nostril  is  conveyed  a  conical  piece  of  stiff 
paper,  open  at  both  ends,  to  allow  respiration.  These  tubes, 
being  anointed  with  oil,  are  supportod  by  the  hand  of  an 
assistant ;  then  the  face  is  lightly  oiled  over,  and  the  eyes 
being  kept  shut,  alabaster  fresh  calcined,  and  tempered  to  a 
thinnish  consistence  with  water,  is,  by  spoonfuls,  nimbly 
thrown  all  over  the  face,  till  it  lies  near  the  thickness  of  an 
inch.  This  matter  grows  sensibly  hot,  and,  in  about  a  quarter 
of  an  hour,  hardens  into  a  kind  of  stony  concretion  ;  which, 
being  gently  taken  off,  represents,  on  its  concave  surface,  the 
minutest  parts  of  the  original  face.  In  this  a  head  of  good 
clay  may  be  moulded,  and  therein  the  eyes  are  to  be  opened, 
and  other  necessary  amendments  made.  This  second  face 
being  anointed  with  oil,  a  second  mould  of  calcined  alabaster 
is  made,  consisting  of  two  parts  joined  lengthwise  along  the 
ridge  of  the  nose;  and  herein  may  be  cast,  with  the  same 
matter,  a  face  extremely  like  the  original. 

If  finely  powdered  alabaster,  or  plaster  of  Paris,  be  put 
into  a  bason  over  a  fire,  it  will,  when  hot,  assume  the  appear- 
ance of  a  fluid,  by  rolling  in  waves,  yielding  to  the  touch, 
steaming,  &c.,  all  which  properties  it  again  loses  on  the 
departure  of  the  heat ;  and  being  thrown  upon  paper,  will 
not  at  all  wet  it,  but  immediately  discover  itself  to  be  as 
motionless  as  before  it  was  set  over  the  fire  ;  whereby  it 
appears,  that  a  heap  of  such  little  bodies  as  are  neither 
spherical,  nor  otherwise  regularly  shaped,  nor  small  enough 
to  be  below  the  discernment  of  the  eye,  may,  without  fusion, 
be  made  fluid,  barely  by  a  sufficiently  strong  and  various 
agitation  of  the  particles  which  compose  it ;  and,  moreover, 
lose  its  fluidity  immediately  upon  the  cessation  thereof 

Two  or  three  spoonfuls  of  burnt  alabaster  mixed  up  thin 
with  water,  in  a  short  time  coagulate,  at  the  bottom  of  a 
vessel  full  of  water,  into  a  hard  lump,  notwithstanding  the 
water  that  surrounded  it.  Artificers  observe,  that  the 
coagulating  property  of  burnt  alabaster  will  be  very  much 
impaired,  or  lost,  if  the  powder  be  kept  too  long,  especially 
if  in  the  open  air,  before  it  is  made  use  of;  and  when  it  hath 
been  once  tempered  with  water,  and  suffered  to  grow  hard, 
they  cannot,  by  any  powdering  of  it  again,  make  it  service- 
able for  their  purpose  as  before. 

This  matter,  when  wrought  into  vessels,  &c.,  is  still  of  so 
loose  and  spongy  a  texture,  that  the  air  has  easy  passage 
through  it.  Mr.  Boyle  gives  an  account,  among  his  experi- 
ments with  the  air-pump,  of  his  preparing  a  tube  of  this 
plaster,  closed  at  one  end  and  open  at  the  other,  and,  on 
applying  the  open  end  to  the  cement,  as  is  usually  done  with 
the  receivers,  it  was  found  utterly  impossible  to  exhaust  all 
the  air  out  of  it ;  for  fresh  air,  from  without,  pressed  in  as 
fast  as  the  other,  or  internal  air,  was  exhausted,  though  the 
sides  of  the  tube  were  of  considerable  thickness.  A. tube 
of  iron  was  then  put  on  the  nuiehine;  so  that  being  filled 
with  water,  the  tube  of  plaster  of  Paris  was  covered  with  it ; 
and,  on  using  the  pump,  it  was  immediately  seen,  that  the 
water  passed  through  into  it  as  easily  as  the  air  had  done, 
when  that  was  the  ambient  fluid.  After  this,  trying  it  with 
Venice  turpentine  instead  of  water,  the  thing  succeeded  very 
well  ;  and  the  tube  might  be  perfectly  exhausted,  and  would 
remain  in  that  state  several  hours.  After  this,  on  pouring 
some  hot  oil  upon  the  turpentine,  the  case  was  much  altered  ; 
for,  the  turpentine  melting,  it  became  a  thinner  fluid,  and, 
in  this  state,  capable  of  passing  like  water  into  the  pores  of 
the  plaster.  On  taking  away  the  tube  after  this,  it  was 
remarked  that  the  turpentine,  which  had  pervaded  and  filled 
its  pores,  rendered  it  transparent,  in  the  manner  that  water 
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gives  transparency  to  that  singular  stone  called  oculus  mundi. 
In  this  manner  the  weight  of  air,  under  proper  management, 
will  be  capal)le  of  making  several  sorts  of  glues  penetrate 
piaster  of  Paris ;  and  not  only  this,  but  bal<ed  earth,  wood, 
and  all  other  bodies  porous  enough  to  admit  water  on  this 
occasion. 

Plaster  of  Paris,  diluted  with  water  into  the  consistence  of 
a  soft  or  thin  paste,  quickly  sets  or  grows  firm,  and,  at  the 
instant  of  its  setting,  has  its  bulk  increased  ;  for  Mr.  Boyle 
has  found,  that  a  glass  vessel,  filled  with  the  fluid  mixture, 
and  closely  stopped,  bursts  while  the  mixture  sets,  and  some- 
times a  qu.antity  of  water  issues  through  the  cracks. 

This  expansion  of  the  plaster,  in  passing  from  a  soft  to  a 
firm  state,  is  one  of  its  valuable  properties,  rendering  it  an 
excellent  matter  for  filling  cavities  in  sundry  works,  where 
other  earthy  mixtures  would  shrink  and  leave  vacuities,  or 
entirely  separate  from  the  adjoining  parts. 

It  is  probable,  also,  that  this  expansion  of  the  plaster 
might  be  made  to  contribute  to  the  elegance  of  the  impres- 
sions it  receives  from  medals,  &c.,  by  properly  confining  the 
soft'matter,  that  its  expansion  may  force  it  into  the  minutest 
traces  of  the  figure  ;  the  exjiansion  of  the  matter  doing  the 
same  office  as  the  pressure  by  which  the  wax  is  forced  into 
the  cavities  of  a  seal. 

Plaster  of  Paris  promotes  the  fusion  of  forged  iron. 

This  substance  is  commonly  used  for  taking  casts  and 
impressions  from  figures,  busts,  medals,  &c.,  as  it  is  adapted 
to  the  double  use  of  making  both  casts  and  moulds  for 
forming  them. 

There  is  also  a  plaster  of  a  coarser  sort  than  the  plaster  of 
Paris,  which  is  sometimes  used  in  this  country  for  floors  in 
gentlemen's  houses,  and  f<ir  corn-granaries :  it  is  made  of  a 
blueish  stone,  taken  out  of  quarries,  which  are  generally  at 
the  side  of  a  hill,  much  like  the  stone  of  which  Dutch  terras 
is  made;  the  stone  is  burnt  like  lime,  becomes  white  by 
burning,  and,  when  mixed  with  water,  does  not  ferment  like 
lime  :  when  cold,  it  is  beat  into  a  fine  powder ;  and,  when 
used,  the  quantity  of  about  a  bushel  is  put  into  a  tub,  and 
water  applied  to  it  till  it  becomes  liquid  ;  in  this  state  it  is 
well  stirred  with  a  stick,  and  used  immediately  ;  for,  in  less 
than  a  quarter  of  an  hour,  it  becomes  hard  and  good  for 
nothing,  as  it  will  not  bear  being  mixed  a  second  time,  like 
lime. 

Plaster  Floors,  such  floors  as  are  constituted  of  plaster, 
prepared  from  such  lime  as  possesses  a  strong  binding  pro- 
perty. They  arc  highly  useful  in  cottages  and  farm-houses, 
as  afli)rding  much  security  against  fire.  In  constructing 
them,  the  joists  are  laid  in  the  usual  manner,  and  on  them  is 
nailed  a  sort  of  strong  reed,  found  in  lluutingdunshire,  upon 
which  the  plaster  is  applied  ;  but  in  order  to  save  it,  there 
is  frequently  a  thin  coat  of  common  lime  laid  on  first,  to  fill 
up  the  crevices  and  inequalities.  On  this  the  plaster  is  then 
spread  out,  to  the  thickness  of  about  two  inches,  being  laid 
on  with  as  much  expcditi(jn  as  possible.  The  plaster  is  sold 
at  the  kilns  in  the  midland  districts,  at  0;/.  the  bushel ;  and 
the  expense  of  laying  it  on,  if  buint  and  prepared,  is  5(/.  the 
square  yard  ;  but  if  to  be  burnt  and  piepared  by  the  work- 
men, about  :is  much  more.  These  floors  are  said  to  be  excel- 
lent and  cheap.  Where  reeds  cannot  be  procured,  laths  may 
be  made  use  of,  but  they  come  much  higher.  Floors  of  this 
sort  are  much  in  use  in  Nottinghamshire,  as  well  as  in  Rut- 
landshire, where  the  upper  floors  of  the  firm-houses  are 
made  of  it. 

These  kinds  of  floors  should  be  more  attended  to  in 
constructing  small  houses,  both  of  the  cottage  and  other 
kinds,  as  being  cheap,  readily  laid,  and  at  the  same  time 
secure. 


PLASTERER,  a  workman  to  whom  the  decorative  part 
of  architecture  owes  a  considerable  portion  of  its  cffijct,  and 
whose  art  is  required  in  every  department  of  building.  In 
ordinary  edifices,  he  lays  the  ceilings,  and  covers  the  walls 
with  a  smooth  coat,  to  render  them  sightly,  and  prevent  the 
obtrusion  of  air  through  any  crevices  left  by  the  bricklayer 
and  carpenter,  or  occasioned  by  settling.  In  buildings  of 
greater  importance,  in  addition  to  this  service,  he  also  fur- 
nishes mouldings,  ornamental  as  well  as  plain,  and  covers 
the  exterior  walls  with  stucco,  imitative  of  stone. 

The  tools  of  a  plasterer  consist  of  a  sjmde,  or  shovel,  of 
the  usual  description  ;  a  rake,  with  two  or  three  prongs,  bent 
downwards  from  the  line  of  the  handle,  for  mixing  the  hair 
and  mortar  together;  troivds  oi ivio  kinds,  and  various  sizes; 
stoppiiuj  and  picking-out  tools  ;  rules  called  straiylit-edijes  ; 
and  wood  models. 

I'lasterer's  troicels  are  more  neatly  made  than  the  tools  of 
the  same  name  used  by  other  artificers ;  they  are  of  two 
sorts,  viz.,  the  latjing  and  smoothing  tool,  which  consists  of  a 
flat  piece  of  hardened  iron,  about  ten  inches  in  length,  and 
two  inches  and  a  half  wide,  very  thin,  and  ground  to  a  semi- 
circular shape  at  one  end,  but  left  square  at  the  other  :  on 
the  back  of  the  plate,  near  the  square  end,  is  riveted  a  small 
iron  rod,  with  two  legs,  one  of  which  is  fixed  to  the  plate  ; 
and,  to  the  other,  a  round  wooden  handle  is  adapted  ;  with 
this  tool,  all  the  first  coats  of  plastering  are  laid  on,  as  are 
also  the  last,  or  the  setting,  as  it  is  technically  denominated. 
The  other  kind  of  trowels,  which  are  made  of  three  or  four 
sizes,  are  for  ganging  the  fine  stuflT  and  plaster  used  in 
forming  cornices,  mouldings,  &c.  The  longest  size  of  these 
is  about  seven  inches  in  length  on  the  plate,  which  is  of 
polished  steel,  and  two  inches  and  three-quarters  broad  at 
the  heel,  diverging  gradually  to  a  point ;  to  the  heel,  or 
broad  end,  a  handle  is  adapted,  commonly  of  mahacony,  with 
a  deep  brass  ferule.  The  smaller  trowels  arc  fitted  up  in  a 
similar  manner,  only  they  gradually  vary  in  size  downwards 
to  tlic  length  of  two  or  three  inches. 

The  stopping  and  jncking-out  tools  are  of  polished  steel,  of 
various  sizes,  though  most  generally  abinit  seven  or  eight 
inches  in  length,  and  half  an  inch  in  breadth,  flattened  at 
both  ends,  and  ground  away  to  somewhat  of  a  round.  These 
tools  are  used  in  modelling  and  finishing  mitres  and  returns 
to  cornices,  as  likewise  in  filling  up  and  perfecting  the  orn.i- 
ments  at  their  joinings. 

The  straight-edges  are  used  for  keeping  tiic  work  in  an 
even  or  perpendicular  line  ;  and  the  models  or  moulds  are 
for  running  plain  mouldings,  cornices,  &c.  Of  these  last, 
the  plasterer  requires  a  great  number,  as  very  little  of  his 
finishing  can  be  completed  without  them.  With  a  good 
mould,  an  adept  in  his  profession  may  execute  most  exquisite 
mouldings,  possessing  a  sharpness  and  breadth  unequalled  by 
any  other  method  now  practised. 

Good  workmen  keep  their  tools  very  clean  ;  after  being 
used,  they  are  wiped  free  from  the  plaster  that  cleaves  to 
them,  before  they  are  put  away,  and  they  are  daily  polished 
by  tlie  hawk-boys. 

Plasterers  have  technical  divisions  of  their  work,  by  which 
its  quality  is  designated,  and  from  which  its  value  is  ascer- 
tained ;  as,  lathing;  laying  ;  pricking-up  ;  lathing,  laying, 
and  set:  lathing,  floating,  and  set;  screed;  set  or  putty; 
rendering  and  set,  or  rendering,  floated,  and  set;  trowelled 
stucco,  &c.,  each  of  which  will  be  found  fully  described  in 
the  next  article.     Sec  Plastering. 

Plasterers'  work  is  measured  and  valued  by  persons  known 
in  the  trade  as  measurers,  though  popularly  denominated 
surveyors.  All  common  plastering  is  measured  by  the  square 
yard  of  nine  feet ;   this  includes  the  partitions,  walls,  and 
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ceilings  of  rooms,  inside  and  exterior  stuccoing,  &c.  G)r- 
iiices  are  measured  by  ihc  foot  superficial,  tlicir  numbers 
being  girt  to  obtain  tlieir  widtli ;  while  their  length  is  taken 
at  that  of  the  cornice.  Running  measures  consist  of  beads, 
quirks,  arrises,  and  small  mouldings.  Ornamental  cornices 
are  frequently  valued  by  the  foot  run. 

As  the  labour  on  plasterer's  work  is  frequently  a  greater 
consideration  than  the  materials  used,  it  is  necessary  for  the 
master  to  be  attentive  to  the  noting  down  the  time  occupied 
by  his  men  in  executing  their  several  pieces  of  plastering ; 
otherwise  he  will  be  unable  to  put  an  adequate  value  on  his 
work. 

PLASTERING,  the  art  of  covering  the  walls  and  ceilings 
of  a  house,  or  other  edifice,  with  a  composition,  of  which  the 
groinid-work  is  lime  and  hair-mortar,  finished  with  a  coating 
of  finer  materials.  It  is  of  various  kinds;  as  white  lime 
and  hair  mortar  on  l)are  walls;  the  same  on  laths,  as  in  par- 
titioning and  plain  ceiling;  renewing  the  insides  of  walls,  or 
doublc-j)artition  walls;  rough-casting  on  heart-laths;  jilas- 
tering  on  brick-work,  with  linishing-mortar,  in  imitation  of 
stone-work,  and  the  like  upon  heart-laths;  modelling  and 
ctisting  ornamental  and  plain  mouldings  ;  and  making  and 
polishing  the  scagliola  for  columns  of  wood  or  brick  and 
their  antte. 

In  all  the  operations  of  plastering,  lime  forms  an  extensive 
article,  as  it  pervades  the  whole;  and  for  its  nature,  proper- 
ties, and  preparation,  the  reader  is  referred  to  the  word 
Lime;  suffice  it  hereto  remark,  that  most  of  the  lime  used 
in  London  is  prepared  from  chalk-,  and  is  brought  thither 
from  Purfleet,  in  Kent;  but  for  stuccoing,  and  other  work 
requiring  strength  and  permanency,  that  which  is  made  at 
Dorking,  in  Surrey,  has  a  decided  pre-eminence. 

Next  to  lime,  the  plasterer  depends  much  on  what  is  called 
plaster  of  Paris  (see  that  article)  ;  for  this  alone  enables 
him  to  give  the  required  form  and  finish  to  all  the  superior 
parts  of  his  business.  With  this  he  makes  his  ornaments 
and  cornices  ;  and  he  also  mixes  it  with  the  lime  for  filling 
up  the  concluding  coat  to  the  walls  and  ceilings  of  rooms. 
The  name  of  this  composition  is  derived  from  the  circum- 
stance of  its  abounding  in  the  hills  of  llontmartre,  in  the 
environs  of  the  French  capital  ;  but  what  is  chiefly  used 
in  London  is  prepared  from  a  sulphate  of  lime  dug  in  Der- 
byshire. 

Cements  used  by  plasterers  for  inside  work  are  of  two  or 
three  kinds;  the  first  is  called  lime  and  hair,  or  coarse  stuff, 
and  is  prepared  as  common  mortar,  only  with  the  addition  of 
hair  from  the  tan-yards  being  mixed  with  it.  The  mortar  is 
first  mixed  with  the  requisite  quantity  of  sand,  and  then  the 
hair  is  worked  in  by  the  labourer  with  the  rake. 

Next  to  this  is  Jine  stuff,  consisting  of  pure  lime  slaked 
with  a  small  quantity  of  water,  and  then,  without  any  extra- 
neous addition,  supersaturated  with  water,  and  put  into  a  tub 
in  a  half-fluid  state,  where  it  remains  till  the  water  is  evapo- 
rated. In  particular  cases,  a  small  portion  of  hair  is  some- 
times worked  into  this  fine  stuff,  before  it  is  laid  on. 

For  inside  walls,  this  fine  stuft"  is  mixed  with  very  fine 
washed  sand,  in  the  proportion  of  one  part  sand  to  three  parts 
of  fine  stiff,  and  then  it  obtains  the  name  of  troweled,  or 
bastard  stucco,  with  which  all  walls  intended  to  be  painted 
are  fmishecl.  Gauge-stuff  cons\sl%  of  three-fifths  of  fine-stuff" 
and  one-fifth  of  plaster  of  Paris,  mixed  together  with  water, 
in  small  quantities  at  a  time,  to  render  it  more  ready  to  set, 
or  fix  itself  This  cement  is  mostly  used  in  forming  cornices 
and  mouldings  run  with  a  wooden  model.  When  great  ex- 
pedition is  requisite,  plasterers  gauge  all  their  mortars  with 
plaster  of  Paris,  which  enables  them  to  proceed  with  their 
work,  because  it  sets  as  soon  as  laid  on. 


Next  to  the  materials,  the  technical  divisions  of  the  plas- 
terers' work  claim  attention,  and  are  as  follow  : — 

L  Lathi n ij :  this  operation  consists  in  nailing  laths  on  the 
ceiling  or  paitition.  If  the  laths  be  of  oak,  they  will  require 
wrought-iron  nails;  but  if  of  deal,  cast-iron  nails  may  be 
used.  Those  mostly  used  in  London  are  of  fir,  imported 
from  the  Baltic  and  America,  in  pieces  called  slaves.  Laths 
are  made  in  three-foot  and  four-foot  lengths ;  and,  with  re- 
spect to  their  thickness  and  strength,  are  either  single,  lath- 
and-half,  or  double.  The  single  are  the  thinnest  and  cheapest ; 
those  called  lath-and-hatf  are  supposed  to  be  one-third 
thicker  than  the  single;  and  the  double  laths  are  twice  their 
thickness.  In  lathing  ceilings,  the  plasterer  should  use  both 
the  lengths  alluded  to  ;  and,  in  nailing  thom  up,  he  should  so 
dispose  them  that  the  joints  may  be  as  much  broken  as  pos- 
sible, that  they  may  have  the  stronger  key,  or  tie,  and 
thereby  strengthen  the  plastering  with  which  they  are  to  be 
covered.  The  thinnest  laths  are  used  in  partitions,  and  the 
strongest  for  ceilings.     See  Lath. 

Having  nailed  the  laths  in  their  appropriate  order,  the  next 
business  is  to  cover  them  with  the  plaster,  in  doing  which, 
the  most  simple  and  common  operation  is  that  of, 

2.  Laying!  :  this  consists  in  spreading  a  single  coat  of  lime 
and  hair  all  over  a  ceiling,  or  partition  ;  carefully  observing 
to  keep  it  even  and  smooth  in  every  direction.  This  is  the 
cheapest  kind  of  plastering. 

3.  Prickinri-np  is  peifjrined  in  the  same  manner  as  the 
foregoing,  but  it  is  only  a  preliminary  to  a  more  perfect  kind 
of  work.  After  the  plaster  is  laid  on,  it  is  crossed  all  over 
w  ith  the  end  of  a  lath,  to  give  it  a  key,  or  tic,  for  the  coat 
that  is  to  be  laid  upon  it. 

4.  Lathing,  laying,  and  set,  is  when  the  work,  after  being 
lathed,  is  covered  with  one  coat  of  lime  and  hair,  and,  when 
that  is  sufficiently  dry,  a  thin  and  smooth  coat  is  spread  over 
it,  consisting  of  lime  only,  or,  as  the  workmen  call  it,  2^^'tty 
or  set.  This  coat  is  spread  with  the  smoothing-trowel,  which 
the  workinan  uses  with  his  right  hand,  while  in  his  left  hand 
he  is  furnished  with  a  large  flat  brush  of  hog's  bristles.  As 
he  lays  on  the  putty,  or  set,  with  the  trowel,  he  draws  the 
brush,  dipped  in  water,  backwards  and  forwards  over  it,  and 
thus  produces  a  surface  tolerably  even  for  cheap  work. 

5.  Lathing,  floating,  and  set,  differs  from  the  foregoing,  in 
having  the  first  coat  pricked  up  to  receive  the  set,  which  is 
here  called  the  floating.  In  performing  this  last  operation, 
the  plasterer  is  provided  with  a  substantial  straight-edge,  fre- 
quently from  ten  to  twelve  feet  in  length,  which  must  be 
handled  by  two  workmen.  All  the  parts  to  be  floated  are 
then  tried  by  a  plumb-line,  to  ascertain  whether  they  are  per- 
fectly flat  and  level ;  and  wherever  any  deficiency  appears, 
the  hollow  is  filled  up  with  a  trowel-full,  or  more,  of  lime  and 
hair  only  ;  this  is  termed  fllling-out ;  and  when  these  prelim- 
inaries are  settled,  the  screeds  are  begun  to  be  formed. 

6.  A  screed  signifies  a  style  of  lime  and  hair,  about  seven 
or  eight  inches  in  width,  gauged  quite  true  by  drawing  the 
straight-edge  over  it  till  it  is  so.  These  screeds  are  made  at 
the  distance  of  about  three  or  four  feet  from  each  other,  in  a 
vertical  direction  all  round  the  partitions  and  walls  of  a  room. 
When  they  are  all  formed,  the  intervals  are  filled  up  with 
lime  and  hair,  called  by  the  workman  stuff,  til!  they  are  flush 
with  the  face  of  the  screeds.  The  straight-edge  is  then 
worked  horizontally  over  the  screeds,  by  which  all  the  super- 
fluous stuff",  projecting  beyond  them  in  the  intervals,  is  re- 
moved, and  a  plain  surface  is  produced.  This  operation  is 
termed  floating,  and  may  be  applied  to  ceilings  as  well  as 
partitions  or  upright  walls,  by  first  forming  the  screeds,  in 
the  direction  of  the  breadth  of  the  apartment,  and  filling  up 
the  intervals  as  above  described.     As  great  care  is  requisite 
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in  this  kind  of  worls,  to  render  the  plaster  sound  and  even, 
none  but  skilful  workmen  should  be  employed  upon  it. 

7.  The  set  to  floated  work  is  performed  in  a  mode  similar 
to  that  already  piescribed  for  laying  ;  only,  as  it  is  employed 
for  best  rooms,  it  is  done  with  more  care.  There  is  also 
added  to  it  about  one-sixth  of  plaster  of  Paris,  to  make  it  set 
more  expeditiously,  and  give  it  a  closer  and  more  compact 
appearance,  as  well  as  to  render  it  more  fiini,  and  better  cal- 
culated to  receive  the  white-wash,  or  colour,  when  dry.  For 
floated  stucco  Mork,  the  pricking-up  coat  cannot  be  too  dry  ; 
but.  if  the  floating  that  is  to  receive  the  setting  coat  be  too 
<]ry  before  the  set  is  laid  on,  there  will  be  danger  of  its  peel- 
ing oil",  or  of  its  assuming  the  apjiearance  of  little  cracks,  or 
shells,  which  would  disfigure  the  work.  Paiticular  attention 
is  therefore  to  be  paid  to  have  the  under-coats  in  a  due  state 
of  dryness  when  the  exterior  surface  is  laid  on.  And  here  it 
may  also  be  remarked,  that  cracks  and  other  unpleasant  ap- 
pearances in  ceilings  are  more  frequently  the  eflect  of  weak- 
ness in  the  laths,  covered  with  too  much  plaster  ;  or,  on  the 
Contrary,  of  too  little  plaster  upon  strong  laths,  than  of  any 
sagging,  or  other  inadequacy  in  the  timbers  of  the  building. 
If  the  laths  be  properly  attended  to,  and  the  plastering 
laid  on  by  a  judicious  careful  workman,  no  cracks  are  likely 
to  appear. 

8.  Rendering,  and  set,  or  rendering  /looted,  and  set,  com- 
bines both  the  foregoing  processes,  only  it  requires  no  lath- 
ing. Rendering  is  to  be  understood  of  a  wall,  whether  of 
brick  or  stone,  being  covered  with  a  coat  of  lime  and  hair ; 
and  by  set  is  denoted  a  superficial  coat,  upon  the  rendering 
of  line  stuff  or  putty.  ITicse  operations  are  similar  to  those 
described  for  selling  of  ceilings  and  partitions;  and  the 
Jloated  and  set  is  laid  on  the  rendering  in  the  same  manner 
as  on  partitions,  &c.,  as  above  explained  for  the  best  kind  of 
work. 

9.  Troweled  stucco,  which  is  a  very  neat  kind  of  work, 
used  in  dining-rooms,  halls,  ice,  when  the  walls  are  proposed 
to  be  painted,  must  be  worked  upon  a  floated  ground,  and 
the  floating  should  be  as  dry  as  possible  bcfoi'e  the  stucco  is 
applied.  In  this  process,  the  plasterer  is  provided  with  a 
wooden  tool,  called  a  float,  consisting  of  a  piece  of  half-inch 
deal,  about  nine  inches  long  and  three  w  idc,  planed  smooth, 
with  its  lower  edges  a  little  rounded  olT,  and  having  a  handle 
on  the  upper  surface.  The  stucco  is  prepared  as  described 
above,  and  afterwards  well  beaten  and  tempered,  with  clean 
water,  iov  use.  The  ground  intended  to  be  stuccoed  is  first 
prepared  with  the  large  trowel,  and  made  as  smooth  and  level 
as  possible  ;  and  when  the  stucco  has  been  spread  upon  it,  to 
the  extent  of  four  or  five  feel  square,  the  workman,  with  the 
float  in  his  right  hand,  and  a  brush  in  his  let't,  begins  to  rub 
it  smooth  with  the  former,  having  first  sprinkled  it  with 
water  from  the  latter  :  this  he  does  in  small  portions  at  a 
time,  and  proceeds,  alternately  sprinkling  and  rubbing  the 
face  of  the  stucco,  till  the  whole  is  reduced  to  a  fine  even 
surface.  He  then  prepares  another  sqiiaie  of  the  ground, 
and  proceeds  as  before,  till  the  whole  is  completed.  The 
water  has  the  effect  of  hardening  the  face  of  the  stucco,  and, 
when  the  floating  is  well  performed,  it  will  feel  as  smooth  as 

Roughcasting,  or  rough-icalling,  is  an  exterior  finishing, 
much  cheaper  than  stucco,  and  therefore  more  frecjuently  em- 
ployed on  cottages,  farm-houses,  &c.,  than  on  buildings  of  a 
liigher  class.  The  wall  intended  to  be  roughcast  is  first 
jiriekod-up  with  a  coat  of  lime  and  hair;  and  when  this  is 
tolerably  dry,  a  second  coat  is  laid  on,  of  the  same  materials 
as  the  first,  but  as  smooth  as  it  can  possibly  be  spread.  As 
fast  as  the  workman  finishes  this  surface,  he  is  followed  by 
another,  with  a  pail-full  of  rough-cast,  with  which  he  bespat- 


ters the  new  plastering,  and  the  whole  dries  together.  The 
rough-cast  is  composed  of  fine  gravel,  clean  washed  from  all 
earthy  particles,  and  mixed  with  pure  lime  and  water,  till  the 
whole  is  of  a  semi-fluid  consistency.  This  is  thrown  from 
the  pail,  upon  the  wall,  with  a  wooden  float,  about  five  or  six 
inches  long,  and  as  many  wide,  made  of  halfineh  deal,  and 
filled  with  a  round  deal  handle.  Wliile,  with  this  tool,  the 
plasterer  throws  on  the  rough-cast  with  his  right  hand, 
he  holds  in  his  left  a  common  whitcwasher's  brush,  dip- 
ped in  the  rough-cast  also,  with  which  he  brushes  and 
colours  the  mortar,  and  the  rough-cast  he  has  already  spread, 
to  give  them,  when  finished,  a  regular  uniform  colour  and 
appearance. 

Cornices. — These    are  either  plain    or  ornajnented  ;    and 
sometimes  they  embrace  a  portion  of  both  classes.     The  first 
thing  here  to  be  attended  to,  is  to  examine  the  drawings,  and 
measure  the  projections  of  the  members  :  if  they  project  more 
than  seven  or  eight  inches,  bracketing  must  be  resorted  to. 
This  consists  in  fixing  up  pieces  of  wood,  at  the  distance  of 
about  eleven  or  twelve  inches  from  each  other,  all  round  the 
place  proposed  for  the  cornice,  nailing  laths  to  them,  and 
covering  the  whole  with  a  coat  of  plaster,  allowing  in  the 
brackets  for  the  stuff  necessary  to  form  the  cornice:  in  gene- 
ral, about  one  inch  and  a  quarter  is  sufficient.  A  beech  mould 
is  next  to  be  made  of  the  profile  of  the  intended  cornice,  by 
the  carpenter,  of  about   a  quarter  of  an  inch   in  thickness, 
with  the  quirks,  or  small  sinkings,  of  brass.     All  the  sharp 
edges  are  to  be  carefully  removed  by  the  [ilasterer,  who  must 
also  open,  with  his  knife,  all  the  points  that  he  finds  incompe- 
tent to  receive  the  plaster  freely.     These  ])reliniinaries  being 
adjusted,  two  workmen,  provided  with  a  tub  of  putty,  and  a 
quantity  of  plaster  of  Paris,  proceed  to  run  the  cornice.     Be- 
fore they  begin,  however,  to  use  the  mould,  they  gauge  a 
screed  upon  the  wall  and  ceiling,  of  putty  and  plaster,  cover- 
ing so  much  of  each  as  will  correspond  with  the  top  and  bot- 
tom of  the  intended  cornice.     On    this  screed,  one  or  two 
slight  deal   straight-edges   are   nailed,  adapted   to  as  many 
notches,  or  chases,  made  in  the  mould,  for  it  to  woik  upon. 
The  putty  is  then  to  be  mixed  w  ith  about  one-third  of  plaster 
of  Paris,  and  brought  to  a  semifluid  state  by  the  addition  of 
clean  water.     One  of  the  workmen,  with  two  or  three  trow- 
elfuls  of  this  composition  upon  his  hawk,  which  he  holds  in 
his  left  hand,  begins  to  plaster  over  the  surface  intended  for 
the  cornice,  with  his  trowel,  while  his  partner  applies  the 
mould,  to  ascertain  the  parts  where  more  or  less  may  be 
wanted.     When  a  suflicient  quantity  of  plaster  has  been  laid 
on,  the  workman  with   the   mould,  holding  it  steadily  and 
firmly  against  both  the  ceiling  and  the  wall,  moves  it  back- 
wards and  forwards,  which  removes  the  superfluoirs  stufljand 
leaves  an  exact  impression  of  the  mould  upon  the  plaster. 
This  is  not  indeed  effected  at  once,  but  while  he  works  ihe 
mould  to  and  fro,  the  other  workman  takes  notice  of  any  de- 
ficiencies, and  fills  them  up,  by  adding  fVesh  supplies  of  plas- 
ter.    In  this  manner,  a  cornice  of  from  ten  to  twelve  feet  in 
length,  may  be  formed  in  a  very  short  time;  indeed,  expedi- 
tion is  essentially  requisite,  as  the  plaster  of  Paris  occasions 
a  very  great  tendency  in  the  putty  to  set ;  and  to  prevent 
this  taking  place  too  rapidly,  it  is  necessary  to  sprinkle  the 
composition  frequently   with  water  from  a  brush;   as  they 
generally  endeavour  to  finish  all  the  lengths,  or  pieces,  be- 
tw^ecn  any  two  breaks,  or  projections,  at  one  time,  to  secure 
the  truth  and  correctness  of  the  cornice,     hi  cornices  of  very 
large  proportions,  and  in  cases  where  the  orders  of  architec- 
ture are  to  be  a]iplied,  three  or  four  moulds  are  requisite, 
which  are  applied  in  the   same  manner,  till  all  the  parts  are 
formed.     Internal  and  external  mitres,  and  small  returns,  or 
breaks,  are  afterwards  modelled  and  filled  up  by  hand  ;  an 
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operation  upon  wliicli   a   dexterous  plasterer   much  piques 
himself. 

When  cornices  are  to  be  charged  with  ornaments,  the 
plasterer  leaves  certain  indentions,  or  sinkings,  hi  the  mould, 
in  which  the  casts  are  laid.  These  ornaments  were  formerly 
made  by  hand,  by  artists  called  ornameiit-plasterers  ;  but 
now  they  are  cast  in  plaster  of  Paris,  which  has  almost  super- 
seded that  branch  of  art ;  at  least,  the  few  professors  of  it 
who  renniin,  are  limilcd  in  their  labours  to  the  modelling 
and  forming  of  moulds  to  cast  from.  Ornaments,  to  be  cast 
in  plaster  of  I'aris,  are  previously  modelled  in  clay  from  the 
design.  When  the  clay  model  is  finished,  and  has  acquired 
some  degree  of  firmness  from  the  action  of  the  atmosphere, 
a  wooden  frame  is  adapted  to  it,  and  after  it  has  been 
retouched,  and  finished,  the  frame  is  filled  up  with  melted 
wax,  whieh,  when  cool,  on  the  mould  being  turned  upside- 
down,  drops  ort",  and  presents  an  exact  cameo,  or  counterpart, 
of  the  model,  in  whieh  the  most  enriched  and  curiously- 
wrouglit  mouldings  may  be  cast  by  the  common  plasterer. 
These  wax  models  are  contrived  to  cast  about  a  foot  in  len<ith 
of  the  ornament  at  once  ;  such  lengths  being  most  easily  got 
out  from  the  cameo.  The  casts  are  made  of  the  finest  and 
purest  plaster  of  Paris,  saturated  with  water ;  the  wax  mould 
being  oiled  previously  to  its  being  poured  in.  When  first 
taken  from  the  mould,  the  casts,  or  intaglios,  are  not  very 
firm;  but  after  they  have  been  sufl'ercd  to  dry  a  little,  either 
in  the  open  air  or  in  an  oven,  they  become  hard,  and  are 
scraped  and  cleaned  up  for  the  workmen. 

h  riezes  and  basso-relievos  are  executed  in  a  similar  manner, 
only  the  wax  mould  is  so  contrived  that  the  cast  mav  have 
a  back  ground  of  plaster,  at  least  iialf  an  inch  thick  :  "this  is 
cast  to  the  ornament,  or  figure,  so  that  it  strengthens  and 
secures  their  proportions,  at  the  same  time  that  it  promotes 
their  general  elfect. 

Nor  is  the  process  difTerent  for  capitals  to  columns,  except 
that  they  require  a  number  of  moulds  to  complete  them. 
To  make  a  good  mould,  however,  requires  the  utmost  skill 
of  the  modeller.  The  Corinthian  capital  requires  a  shaft,  or 
bell,  to  be  first  made,  on  which  arc  afterwards  to  be  fixed 
the  foliage  and  volutes;  all  wiiich,  as  well  as  the  other 
details,  require  distinct  cameos. 

In  forming  cornices  that  are  to  be  charged  with  orna- 
ments, the  plasterer  takes  care  to  have  proper  projections  in 
the  running  mould,  so  as  to  leave  a  groove  or  indention 
m  the  cornice,  into  which  the  cast  ornament  is  laid,  and 
secured  in  its  place,  by  spreading  a  small  quantity  of  liquid 
plaster  of  Paris  on  its  back.  Friezes,  likewise,  are  prepared 
for  in  the  cornice  in  a  similar  manner,  by  leaving  a  projec- 
tion in  the  running  mould,  at  the  part  where"  they  are 
nitended  to  be  inserted,  and  they  are  fixed  in  their  places  by 
liquid  plaster.  Detached  ornaments,  designed  for  a  ceiling, 
or  other  part,  where  no  running  mould  has  been  employed', 
are  cast  in  pieces,  corresponding  with  the  design,  and  fixed 
upon  the  ceiling,  &c.  with  white-lead,  or  the  composition 
known  under  the  name  ui'  iron  cement. 

Good  plastering  is  known  by  its  exquisite  appearance, 
both  as  to  regularity  and  correctness,  and  its  solid  effect 
haying  no  cracks,  nor  indications  of  them,  visible. 

ihe  making  and  working  of  stucco  has,  for  a  considerable 
time  past,  occupied  the  attention  of  chemists,  physicians, 
architects,  and  plasterers;  but  the  onlv  beneficial  result  has 
been  a  more  extensive  knowledge  of  the  materials  used  in  it : 
mdeed  our  climate,  from  its  great  moisture,  prevents  its 
being  brought  to  superlative  perfection,  thonghf  amonc  the 
various  compositions  that  have  been  proposed  and  t'ried 
some  are  comparatively  excellent.  The  common  stucco  now 
in  use  for  external  work,  is  known,  among  plasterers,  by  the 


name  oi  Baileifs  compo  ;  it  consists  of  Thames  sand  cleanly 
washed,  and  ground  Dorking  lime,  mixed  drv,  in  the  propor- 
tion of  three  of  the  latter  to  one  of  the  former,  which  when 
well  incorporated  together,  should  be  secured  from  the  air  in 
good  tight  casks,  till  the  moment  it  is  wanted  for  use.  Walls 
intended  to  be  covered  with  this  composition,  must  be  first 
prepared,  by  raking  the  mortar  from  the  joints,  and  picking 
the  bricks,  or  stones,  till  the  whole  wall  is  properly  indented"! 
The  part  must  then  be  clean  brushed  of  all  dust  and  other 
extraneous  matter,  and  well  soaked  with  clean  water.  The 
stucco  is  then  to  be  supersaturated  with  water,  till  it  bears 
the  appearance  and  consistence  of  ordinary  whitewash:  in 
which  state  it  is  to  be  rubbed  over  the  wall  with  a  fiat  bru^h 
of  hogs'  bristles,  and  then  left  to  become  tolerablv  dry  and 
hard,  which  is  ascertained  by  its  becoming  more  "white  and 
transparent  than  when  at  first  laid  on.  This  process  is  called 
roughing  in.  Screeds  are  next  to  be  formed  upon  the  wall, 
with  fresh  stucco  from  the  cask,  tempered  with  water  to  a 
proper  consistency,  and  spread  on  the  upper  part  of  the  wall 
about  eight  or  nine  inches  wide,  and  against  the  two  ends, 
beginning  at  the  top,  and  proceeding^  downwards  to  the 
bottom.  In  this  operation,  two  workmen  are  required  ;  one 
to  supply  the  stucco,  the  other  to  use  and  try  the  plumb-rule 
and  straight-edge.  When  these  are  truly  formed,  other 
screeds  must  be  made,  vertically,  about  four  or  five  feet  apart, 
unless  apertures  in  the  wall  should  prevent  it,  in  which  case 
they  must  be  formed  as  near  together  as  possible.  When 
the  screedingis  all  done,  more  compn  must  be  prepared,  and 
in  larger  quantities  than  was  done  for  the  former  process ; 
and,  when  ready,  both  the  workmen  begin  to  spread  it  with 
their  trowels  over  the  wall  in  the  space  left  between  each 
pair  of  screeds  that  are  nearest  together.  When  this  is  done 
the  straight-edge  is  to  be  applied  across  both,  and  dragged 
from  the  top  to  the  bottom,  so  as  to  remove  whatever  super- 
fluous stucco  may  project  above  the  screeds.  Should  any 
hollow  places  apfiear,  fresh  stucco  must  be  applied,  and  the 
straight-edge  again  drawn  over  the  spot,  till  the  cotnjm  is 
brought  even  to  the  fixce  of  the  screeds,  and  the  whole  is 
level  with  the  edge  of  the  rule.  The  workmen  then  fill  up 
another  interval;  and  thus  they  proceed,  till  the  whole  of 
the  wall  is  covered.  The  wall  is  then  to  be  finished,  by 
floating,  or  hardening  the  surface,  by  rubbing  it  with'  the 
common  wood  float,  and  sprinkling  it  with  water,  an  opera- 
tion that  is  poifijrmed,  as  above  directed,  for  troweled  stucco; 
always  remembering  to  begin  the  floating  on  the  part  first 
filled  up. 

This  kind  of  compo,  or  stucco,  is  frequently  used  bv  plas- 
terers for  cornices  and  mouldings,  in  the  same  manner  that 
has  already  been  described  in  common  plastering.  But  here, 
the  workman  finds  requisite  to  add  a  small  portion  of  plas- 
ter of  Paris,  to  make  it  fix  better  while  running  or  working 
the  mould.  Such  addition,  however,  is  not  calculated  to 
give  strength  to  the  stucco  ;  and  is  only  made  through  the 
necessity  of  having  a  quick  set. 

Some  years  ago,  the  patent  stucco  of  Dr.  B.  Higgins,  was 
in  great  repute,  and  employed  by  the  founders  of  the  Adelphi, 
in  the  Strand,  with  considerable  success.  It  consisted 
of  141b.  or  151b.  of  good  stone  lime,  141b.  of  bone-ashes, 
finely  powdered,  and  9Slb.  of  clean  sand,  coarse  or  fine, 
according  to  the  intended  nature  of  the  building:  these  were 
mixed  up  into  mortar  as  quickly  as  possible  with  lime-water 
and  used  as  soon  as  made. 

The  various  suggestions  and  modes  of  forming  the  same 
materials  into  stucco,  amount  to  about  forty  in  number,  only 
varying  the  proportions;  but  few  of  them  have  been  found 
to  remain  toleraiily  entire  in  this  climate  for  thirty  years 
together.      In    1706,   Mr.   Parker   obtained   a   patent   for 
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a  ceTnent  that  is  impervious  to  water,  and  may  be  success- 
fully employe.!  in  ice-hoiises,  cisterns,  tanks,  <S;c.  {Sec 
Ckment,  and  iSIonTAit.)  In  his  specification,  Mr.  Parker 
observes,  "nodules  of  clay,  or  argillaceons  stone,  generally 
contain  water  in  their  centre,  surrounded  by  calcareous 
crystals,  and  having;  veins  of  calcareous  matter.  They  are 
formed  in  clay,  and  are  of  a  brown  colour,  like  the  clay." 
These  nodules,  he  directs,  should  be  burned,  after  being 
broke  into  small  pieces,  in  a  kiln,  with  a  heat  nearly  sufficient 
to  vitrify  them  ;  after  which  they  are  to  be  reduced  to  pow- 
der. Two  measures  of  water  added  to  five  of  this  powder, 
produces  tiirnis  ;  lime  and  other  matters  may  be  added  or 
withheld  at  pleasure:  and  the  proportion  of  water  may  be 
varied.  Tlie  term  of  the  patent  being  now  expired,  there 
are  many  other  manuf  ictures  of  this  cement,  which  are  found 
to  be  of  equal  goodness  as  to  cpiality,  and  some  of  them  of 
rather  a  better  colour  than  the  oiiginal  ;  a  recommendation, 
or  rather  improvement,  of  considerable  importance,  since  the 
fresco-painting,  or  whitewash,  laid  upon  Mr.  Parker's  com- 
position, when  applied  to  the  fronts  of  houses,  is  soon  taken 
otl"  by  the  j-ains,  and  leaves  the  walls  of  a  dingy  and  unplea- 
sant apjieaiance. 

An  allusion  has  been  made  above,  to  the  fresco-painting, 
or  staining,  laid  upon  walls  plastered  with  this  cement;  this 
is  dune  to  give  them  au  a()pearance  of  stone-buildings,  and 
is  jierformed  by  diluting  suljihuric  acid  (oil  of  vitriol)  with 
water,  and  adding  the  fluid  ochres,  ike,  to  iiive  the  required 
tint.  When  the  stucco  is  washed  over  with  this  kind  of 
paint,  the  affinity  existing  in  the  iron  of  the  cement  ceases, 
the  acid  and  colour  suspended  in  and  upon  the  stucco  is  fixed, 
and  the  surface  assumes,  when  dexterously  managed,  the 
appearance  of  an  ashlar  bond  of  masonry. 

Columns,  &c.  done  in  Scagliola,  is  a  distinct  branch  of 
plastering,  discovered  or  invented  in  Italy,  where  it  has  been 
much  used,  and  thence  introduced  into  France,  where, 
having  fascinated  all  the  cognoscenti,  it  obtained  the  title  of 
scafflwla.  The  late  Henry  Holland,  who  first  brought  it  to 
England,  engaged  the  artists  from  Paris  to  execute  it ;  some 
of  whom,  finding  a  demand  here  for  their  labour,  remained 
in  the  country,  and  instructed  our  own  workmen  in  the  art. 
Columns  and  pilasters  are  executed  in  this  branch  of  plas- 
tering, in  the  following  manner.  A  wooden  cradle,  composed 
of  ihin  s  rips  of  deal,  or  other  wood,  is  made  to  represent  the 
colunui  designed,  but  about  2 J  inch-.'S  les-;  in  diameter  than 
the  shaft  is  intended  to  be  when  finished.  This  cradle  is 
lathed  round,  as  for  common  plastering,  and  then  covered 
with  a  pricking-up  coat  of  lime  and  hair:  when  this  is  quite 
dry,  the  aitists  in  scagliola  commence  their  operations,  and, 
by  an  imitation  of  the  most  rare  and  precious  marbles,  pro- 
duce a  most  astonishing  and  delusive  etfect;  for,  nothing 
short  of  actual  fracture  can  discover  the  countejfeit:  and  any 
stone,  partaking  of  the  quality  of  marble,  may  be  exactly 
imitated  by  it;  the  imitation  taking  as  high  a  polish,  and 
feeling  to  the  touch  as  cold  and  solid,  as  the  most  com- 
pact and  solid  marble.  The  workmen  select  the  purest 
gypsum  they  can  obtain,  which,  after  breaking  it  into  small 
pieces,  they  calcine.  As  soon  as  the  largest  fragments  lose 
their  brilliancy,  the  fire  is  withdrawn  ;  the  calcined  powder 
is  passed  through  a  very  fine  sieve,  and  mixed  up  as  it  is  to 
be  used  with  a  solution  of  Flanders  glue,  isinglass,  &c.  In 
this  solution  the  colours  required  in  the  marble  to  be  imitated 
are  also  diffused  :  but  when  the  work  is  to  be  of  various 
colours,  each  colour  is  sejiarately  prepared,  and  they  are 
afterwards  mingled  and  comhined,  nearly  in  the  same  man- 
ner that  a  painter  mixes  the  primitive  colours  on  his  palette, 
to  compose  his  different  tints.  When  the  powdered  gypsum 
is  prepared  and  mingled  for  the  work,  it  is  laid  on  the  shaft 


of  the  column,  &c.  over  the  pricked-up  coat  of  lime  and  hair, 
and  then  it  is  floated  with  moulds  of  wood,  made  to  the 
requisite  size,  the  artist  using  the  colours  necessary  for  the. 
imitation  during  the  floating,  by  which  means  they  become 
mingled  and  incorj)orated  with  the  surface.  To  give  the 
work  the  requisite  polish,  or  glossy  lustre,  so  much  admired 
in  works  of  marble,  the  workman  rubs  it  with  a  pumice- 
stone  with  one  hand,  while  with  the  other  he  cleans  it  with 
a  wet  sponge.  He  then  polishes  it  with  tripoli  and  charcoal 
and  fine  soft  linen  ;  and  afler  going  over  it  with  a  piece  of 
felt  dipped  in  a  mixture  of  oil  and  tripoli,  lie  finishes  the 
process  by  the  application  of  pure  oil. 

This  imitation  is  the  most  complete  that  could  be  con- 
ceived;  and,  when  the  bases  and  capitals  arc  made  of  real 
marble,  as  is  the  common  practice,  the  deception  is  beyond 
discovery.  When  not  exposed  to  the  weather,  it  is  also  little 
inferior  to  real  marble  in  point  of  durability,  retains  its 
lustre  full  as  long,  and  is  not  one-eighth  of  the  expense  of 
the  cheapest  imported. 

There  is  another  species  of  plastering,  though  done  by  a 
distinct  set  of  persons,  known  to  the  public  by  the  name  of 
composition  oriiamcnl,  used  not  only  for  the  decorative  parts 
of  architecture,  but  also  for  the  frames  of  pictures,  looking- 
glasses,  &c.  This  composition,  which  is  very  strong  when 
quite  dry,  and  of  a  browni-^^h  colour,  consists  of  the  propor- 
tion of  two  pounds  of  powdered  whiting,  one  pound  of  glue 
in  solution,  and  half  a  pound  of  linseed-oil,  mixed  together 
in  a  copper,  heated,  and  stirred  with  a  spatula  till  the  whole 
is  incorporated.  After  being  suflered  to  stand  to  settle  and 
cool,  it  is  laid  upon  a  stone,  covered  with  powdered  whiting, 
and  beaten  till  it  assumes  atoughandfirm  consistence;  after 
which  it  is  put  by  for  use,  and  covered  with  wet  cloths  to 
keep  it  fresh.  The  ornaments  to  be  cast  in  this  composition 
are  modelled  in  clay,  as  for  common  plastering,  and  after- 
wards a  cameo,  or  mould,  is  carved  in  a  block  of  box-wood. 
This  carving  requires  to  be  done  with  the  utmost  neatness 
and  truth,  otherwise  the  symmetry  of  the  ornament  to  be 
cast  from"  it  will  be  spoiled.  When  the  composition  is  to  be 
used,  it- is  cut  with  a  knife  into  pieces  adapted  to  the  size  of 
the  mould,  and  forced  with  the  hand  closely  into  every  part. 
It  is  then  (ilaced  in  a  press  worked  by  an  iron  screw,  by 
which  it  is  farther  compressed  into  every  crevice  :  after  being 
removed"  from  the  press,  the  mould  is  turned  upside-down, 
with  a  smart  tap  on  a  bo.ard,  which  dislodges  the  composition, 
and  the  mould  leaves  it  with  its  face  upwards.  One  foot  in 
length  is  as  much  as  is  usually  cast  at  one  time,  and  when 
the  ornament  first  drops  from  the  mould,  all  the  superfluous 
composition  is  pared  away  with  a  knife,  and  thrown  into  the 
copper  towai'ds  a  fresh  supply  tor  the  next  cast.  The  orna- 
ments, when  formed,  are  glued  upon  wooden,  or  other 
grounds,  or  they  are  affixed  by  means  of  whrte-lead,  &c.,  after 
which  they  are  painted  or  gilt,  according  to  the  purpose  for 
which  they  are  intended.  This  composition  is  at  least  80  per 
cent,  cheaper  than  carving,  and  in  most  cases  is  equally  well 
calculated  to  answer  all  the  purposes  of  that  art. 

It  were  much  to  be  wished,  that  the  art  of  plastering  could 
be  again  brought  to  its  ancient  perfection.  In  our  best 
buildings,  the  plastered  walls  and  ceilings  crack  and  fly,  and, 
in  a  little  time,  grow  damp,  or  moulder  to  decay. 

The  Romans  had  an  art  of  rendering  their  work  of  this 
kind  much  more  firm  and  durable ;  and  there  is  no  reason  to 
despair  of  reviving  this  art  by  proper  trials. 

The  ancient  plastering  of  these  people,  preserved  to  this 
time,  where  it  has  not  met  with  violent  blows,  or  injuries 
from  accidents,  is  still  found  as  firm  and  solid,  ,as  free  from 
cracks  or  crevices,  and  as  smooth  and  polished  on  the  sur- 
face, as  if  made  of  marble.     The  bottoms  and  sides  of  the 
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Roman  aqueducts  were  lined  with  this  plastering,  and  endured 
many  ages  without  hurt,  unless  by  accidents  :  witness  that 
whereof  some  yards  are  still  to  be  found  on  the  top  of  the 
I'ont  de  Gard,  near  Nisnies,  for  the  support  of  which  that 
celebrated  bridge  was  built  to  carry  water  to  the  said  town. 
The  roofs  of  houses,  and  the  floors  of  rooms,  at  Venice,  are 
covered  with  a  sort  of  plaster,  of  later  date,  and  yet  strong 
enough  to  endure  the  sun  and  weather  for  several  ages,  with- 
out cracking  or  spoiling,  and  without  much  injury  from  being 
trod  upon. 

The  secret  of  preparing  this  Venetian  plaster  is  not  among 
us;  but  it  would  be  worth  while  to  try  whether  such  a  sub- 
stance might  not  be  made  by  boiling  the  powder  of  gypsum 
dry  over  the  fire  (for  it  will  boil  in  the  manner  of  water) ; 
and  when  this  boiling  or  recalciuing  is  over,  mi.xing  with  it 
resin,  or  pitch,  or  both  together,  with  common  sulphur,  and 
the  powder  of  sea-shells.  If  these  were  all  mixed  together, 
the  water  added  to  it  hot,  and  the  matter  all  kept  upon  the 
fire  till  the  instant  of  its  being  used,  so  that  it  might  be  laid 
on  hot,  it  is  possible  this  secret  might  be  hit  upon. 

Wax  and  oil  of  turpentine  may  be  also  tried  as  additions ; 
these  being  the  common  ingredients  in  such  cements  that  we 
have  accounts  of  as  the  firmest.  Strong  ale-wort  is,  by  some, 
directed  to  be  used  instead  of  water,  to  make  mortar  of  lime- 
stone of  a  more  than  ordinary  strength.  It  is  possible  that 
the  addition  of  this  tenacious  liquor  to  the  powdered  ingre- 
dients of  this  proposed  plaster,  might  greatly  add  to  their 
Solidity  and  firmness.     See  Cement,  Mortar,  and  Stucco. 

PLATBAND,  any  flat  square  moulding,  whose  height 
much  exceeds  its  projecture.  Such  are  the  faces,  or  fascise, 
of  an  architrave,  and  the  platbands  of  the  modillions  of  a 
cornice. 

The  platband  is  signified,  in  Vitruvius  and  others,  by  the 
words /usci'a,  ttenia,  and  corsa. 

Platband  of  j  Door  or  Window,  is  used  for  the  lintel, 
where  that  is  made  square,  or  not  much  .arched.  These 
platbands  are  usually  crossed  with  bars  of  iron,  when  they 
have  a  great  bearing  ;  but  it  is  much  better  to  ease  them  by 
arches  of  discharge  built  over  them. 

Platbands  of  Flutings,  are  the  lists,  or  fillets,  between 
the  flutings  of  columns. 

PLATE,  a  term  applied  generally  to  those  horizontal  tim- 
bers bedded  in  brick,  or  other  walls,  for  the  purpose  of  sus- 
taining C)ther  timbers,  &c. :  thus  we  have  wuU-plate,  gutter- 
ptate,  &c. 

PLATE-GLASS,  see  Glass. 

PLATES,  Ground,  see  Ground-sill. 

PLATFOND,  the  same  as  soffit.     See  Soffit. 

PLATFORM,  a  row  of  beams,  which  support  the  timber- 
work  of  a  roof,  and  lie  at  the  top  of  the  wall  where  the  enta- 
blature ought  to  be  raised. 

Platform  is  also  used  for  a  kind  of  terrace,  or  broad, 
smooth,  open  walk,  at  the  top  of  a  building,  whence  a  fair 
prospect  of  the  adjacent  country  may  be  taken.  Hence  an 
edifice  is  said  to  be  covered  with  a  platform,  when  it  is  flat 
at  top,  and  has  no  ridge.  Most  of  the  Oriental  buildings  are 
thus  covered,  as  weie  all  those  of  the  ancients.  Ca;sar  was 
the  first  among  the  Romans  who  procured  leave  to  build  his 
house  with  a  ridge  or  pinnacle. 

PLINTH  (from  rrXivOog,  a  brick),  a  flat  square  member, 
in  form  of  a  brick  :  sometimes,  also,  called  the  slipper. 

It  is  used  as  the  foot,  or  foundation  of  columns  ;  being 
that  flat  square  table,  under  the  mouldings  of  the  base  and 
pedestal,  at  the  bottom  of  the  whole  order;  seeming,  if  we 
follow  the  notion  of  Vitruvius,  to  have  been  originally  in- 
tended to  keep  the  bottom  of  the  primitive  wooden  pillars 
from  rotting. 


The  plinth  is  also  called  the  orlc  or  orlo.  And  Vitruvius 
calls  the  Tuscan  ahacus,  ptiiil/i,  from  its  resembling  a  square 
brick. 

Plinth  op  a  Statue,  &:c.,  a  base  or  stand,  flat,  round,  or 
square,  serving  to  support  a  statue,  &c. 

Plinth  of  a  Wall,  a  term  for  two  or  three  rows  of 
bricks  advancing  out  from  the  wall  ;  or,  in  general,  for  any 
flat  high  moulding,  serving  in  a  front  wall  to  mark  the 
floors,  or  to  sustain  the  caves  of  a  wall,  and  the  larmier  of  a 
chimney. 

PLOTTING,  among  surveyors,  the  art  of  describhig,  OT 
laying  down  on  paper,  &c.,  the  several  angles  and  lines  of  a 
tract  of  ground  surveyed  by  a  theodolite,  or  like  instrument, 
and  a  chain. 

In  surveying  with  the  plain-table,  the  plotting  is  needless  ; 
the  several  angles  and  distances  being  laid  down  on  the  spot, 
as  fast  as  they  are  taken.  But  in  working  with  the  theodo- 
lite, semicircle,  or  eircumfercntor,  the  angles  are  taken  in 
degrees,  and  the  distances  in  chains  and  links ;  so  that  there 
remains  a  subsequent  operation,  to  reduce  those  numbers  into 
lines,  and  thence  to  form  a  draught,  plan,  or  map.  This 
operation  is  called  plot/inff. 

Plotting  is  performed  by  means  of  two  instruments,  the 
protractor  and  plotting-scale.  By  the  first,  the  several 
angles  observed  in  the  field  with  a  theodolite,  or  the  like, 
and  entered  down  in  degrees  in  the  field-book,  are  protracted 
on  paper  in  their  just  quantity.  By  the  latter,  the  several 
distances  measured  with  the  chain,  and  entered  down,  in  like 
manner,  in  the  field-book,  are  laid  down  in  their  just  pro- 
portion. 

Plottinq-scale,  a  mathematical  instrument,  used  in  plot- 
ting grounds,  usually  of  box-wood,  sometimes  of  brass,  ivory, 
or  silver,  either  a  foot  or  half  a  foot  long,  and  about  an  inch 
and  a  half  broad. 

On  one  side  of  the  instrument  are  seven  several  scales  or 
lines,  divided  into  equal  parts.  The  first  division  of  the 
first  scale  is  subdivided  into  ten  equal  parts,  to  which  is  pre- 
fixed the  number  10,  signifying  that  ten  orth<ise  subdivisions 
make  an  inch ;  or  that  the  division  of  that  scale  are  decimals 
of  inches. 

The  first  division  of  the  second  scale  is  likewise  subdivided 
into  10,  to  which  is  prefixed  the  number  IG,  denoting  that 
sixteen  of  those  subdivisions  make  an  inch.  The  first  division 
of  the  third  scale  is  subdivided,  in  like  manner,  into  10,  to 
which  is  prefixed  the  number  20.  To  that  of  the  fourth 
scale  is  prefixed  the  number  24;  to  that  of  the  fifth,  30; 
that  of  the  sixth,  40;  and  that  of  the  seventh,  48;  denoting 
the  number  of  subdivisions  equal  to  an  inch,  in  each  respec- 
tively. The  two  last  scales  are  broken  off"  before  the 
end,  to  give  room  for  two  lines  of  chords,  marked  by  the 
letters  c  c. 

On  the  other  side  of  the  instrument  is  a  diagonal  scale, 
the  first  of  whose  divisions,  which  is  an  inch  long,  if  the 
scale  be  a  foot,  and  half  an  inch,  if  half  a  foot,  is  subdivided 
diagonally  into  100  ecpial  parts;  and  at  the  other  end  of  the 
scale  is  another  diagonal  subdivision,  of  half  the  length  of 
the  former,  into  the  same  nuruber  of  parts,  viz.,  100. 

Next  the  scales  is  a  line  divided  into  hundredth-parts  of  a 
foot,  numbered  10,  20,  30,  &c.,  and  a  line  of  inches  subdi- 
vided into  tenths,  marked  1,  2,  3,  &c. 

PLUG  AND  FEATHER,  or  Key  and  Feather,  a 
method  of  dividing  hard  stones,  described  at  length  in  the 
article  Eddystone  Lighthouse. 

PLUGS,  pieces  of  timber  driven  perpendicularly  into  a 
wall,  with  the  projecting  part  sawn  away,  so  as  to  be  flush 
with  the  face. 

PLUilBER,  (from  the  French  plombier,  derived  from  the 
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Latin  plumbum,  lead),  an  artist  who  \vorl;s  in  lead,  and  to 
wiiom  is  ooiilided  tlio  puinp-worii,  as  well  as  the  making 
and  t'oi-Miing  of  cisterns  and  rcsei'voirs,  large  or  small,  water- 
closets,  &c.,  ibr  the  purposes  of  domestic  economy.  The 
jihiniber  does  not  use  a  great  variety  of  working  tools, 
because  the  ductility  of  the  metal  upon  which  he  operates 
does  not  reijuire  them.  Tiioy  consist  of  an  iron  hammer, 
r.ither  heavier  than  a  carpenter's,  and  with  a  short  thick 
handle;  two  or  three  wooden  naitlels,  of  different  sizes;  and 
a  dressing  and Jiattinr)  tool.  This  last  is  of  beech,  about  IS 
inches  long  and  '1\  inches  square,  planed  smooth  and  flat  on 
the  under  surfiice,  rounded  on  the  upper,  and  one  of  its  ends 
tapered  olT  round,  as  a  handle.  With  this  tool  the  [ilumber 
stretches  out  and  flattens  the  sheet  lead,  or  dresses  it  to  the 
shape  required,  using  first  the  flat  side,  and  then  the  round 
one,  as  occasion  may  suit.  The  plumber  has  also  occasion 
for  a  jaek  and  a  tnjiny  plane,  similar  to  those  of  the  car- 
penter (see  Plane),  with  which  he  reduces  the  edges  of 
sheetdead  to  a  straight  line,  when  the  purposes  to  which  it 
is  to  be  applied  require  it.  lie  should  also  be  provided  with 
».  chalk-Une,  wound  upon  a  roller,  for  marking  out  the  lead 
into  such  breadths  as  he  may  want.  His  cutting-tools  con- 
sist of  a  variety  o{  cliisels  and  (louijes,  as  well  as  knives  ;  the 
latter  of  which  are  useJ  for  cutting  the  sheet-lead  into  slips 
and  pieces,  after  it  has  been  marked  out  by  the  chalk-line. 
Files  of  different  sizes  are  requisite  for  the  plumber,  in 
various  operations.  In  soldering,  ladles  of  three  or  four 
sizes,  for  melting  the  solder;  and  iron  instruments,  called 
grozinff-irons,  are  used  by  the  plumber.  These  grozing-irons 
are  of  several  sizes,  and  commonly  about  12  inches  in  length, 
tapering  at  lioth  ends,  the  handle-end  being  turned  quite 
round,  to  allow  of  its  being  firmly  held  while  in  use.  The 
other  end  is  a  bulb,  of  a  spindle-shape,  or  sometimes  spheri- 
cal, of  a  size  proportioned  to  the  soldering  intended  to  be 
executed.  They  are  heated  ti>  redness,  when  wanted  for 
use. 

A  plumber's  meusurinr/  rule  is  two  feet  in  length,  divided 
into  three  equal  parts  of  eight  inches  each.  Two  of  its  legs 
are  of  box-wood,  and  duodecimally  divided  ;  the  third  leg 
consists  of  a  piece  of  slow-tempered  steel,  attached  to  one 
of  the  bo.x-legs,  by  a  pivot,  on  which  it  turns,  and  foils, 
when  not  in  use,  into  a  groove  cut  in  such  leg  for  its  recep- 
tion. This  steel  leg  will  pass  into  places  that  the  others 
could  not  enter,  and  is  also  useful  for  occasionallv  removing 
the  o.xide,  or  any  other  extraneous  matter,  from  the  surface 
of  his  heated  metal. 

Scales  and  weights  are  also  necessary  to  the  master 
plumber,  as  ho  cannot  charge  for  anything  till  it  has  been 
weighed.  lie  must  also  be  supplied  with  centre-hits  of  all 
sizes,  and  a  stock,  to  work  them  in,  for  the  purpose  of  makinir 
perforations  in  lead  or  wood,  through  which  he  may  want 
to  insert  pipes,  A;c.  He  also  has  occasional  recourse  to  com- 
passes, to  strike  circular  pieces  of  lead,  to  lino  or  cover 
figures  of  that  shape.  Plumbers  charge  their  shcct-leaJ  by 
the  hundred-Weight. 

PLUMBEiiY,  or  Plumhino,  (l>om  the  T^atin  plumbum, 
lead),  tlie  art  of  casting  and  working  in  lead,  and  using  it  in 
building.  As  this  metal  is  very  easily  fusible,  it  is  cast  into 
figures  of  any  kind,  with  great  focility,  by  running  it  in 
jiroper  moulds  of  clay,  plaster,  &c.,  but  the  chief  articles  in 
plumbery  are  sheets  and  pipes  of  lead  ;  which  form  the  basis 
of  the  plumber's  work. 

Lead  is  obtained  from  the  mines,  and,  from  its  being  gene- 
rally combined  with  sulphur,  it  has  been  denominated  a 
sulphuret.  After  the  ore  has  been  taken  fiom  its  bed,  it  is 
smelted,  first  being  picked,  in  order  to  separate  the  u-ietuous 
and  rich,  or  genuine  ore,  fi-oiu  the  stony  matrix  and  other 


impurities  ;  the  jiicked  ore  is  then  pounded  inider  stampers, 
actuated  by  niaeliinery,  and  afterwards  washed  to  carry  ofl" 
the  remainder  of  the  inatri.v,  that  could  not  be  separated  in 
picking.  It  is  next  put  into  a  reverberatory  furnace  to  be 
roasted,  as  the  workmen  call  it,  during  which  operation  it  is 
repeatedly  stirred  to  facilitate  the  evaporation  of  the  sulphur. 
NVhcn  the  surfjce  begins  t"  assume  the  appearance  of  a  paste, 
it  is  covered  with  charcoal,  and  well  shaken  together:  the 
fire  is  then  increased,  and  the  purified  lead  flows  down  on 
all  sides  into  the  basin  of  the  furnace,  whence  it  runs  off 
into  moulds  prepared  for  its  reception.  The  moulds  are 
capable  of  receiving  1511b.  of  lead  each;  and  their  contents, 
when  cool,  are  called  pigs  in  the  commercial  world. 

The  natural  colour  of  lead  is  a  bluish  white;  when  newly 
melted,  or  cut,  it  is  very  bright ;  but  is  soon  tarnished  on 
exposure  to  the  atmosphere  ;  assuming  first  a  dirty  gray 
colour,  which  afterwards  becomes  white.  It  is  capable  of 
being  hammered  into  very  tliin  plates,  and  may  be  drawn 
into  wire;  but  its  tenacity  is  very  inferior  to  that  of  other 
metals;  for  a  leaden  wire  the  hundredand-lwentieth  part 
of  an  inch  in  diameter  is  only  capable  of  sujiporting  18.41b. 
without  breaking.  Lead  melts  ;it  the  tem[ierature  of  012° 
of  Fahrenheit's  thermometer;  and,  if  a  stronger  heat  be 
applied,  it  boils  and  evaporates.  If  cooled  slowly,  it  crystal- 
lizes. The  change  of  its  external  colour  is  owing  to  its 
gradual  combination  with  oxygen,  which  converts  its  exterior 
surface  into  an  oxide  :  this  outward  crust,  however,  preserves 
the  rest  of  the  metal  for  a  long  time,  as  the  air  can  pene- 
trate it  but  very  slowly.  Lead  is  not  acted  upon  immediately 
by  water,  though  that  element  greatly  facilitates  the  action 
of  the  air  upon  it ;  for  it  is  known,  that  when  lead  is  exposed 
to  the  atmosphere,  and  kept  constantly  wet,  the  process  of 
oxidation  takes  place  much  more  rapidly  than  it  does  under 
other  circumstances  :  hence  the  white  crust,  that  is  to  be 
observed  upon  the  sides  of  leaden  vessels  containing  water, 
just  at  the  place  where  the  surface  of  the  water  terminates. 
For  other  particulars  relative  to  this  metal,  see  Lead. 

Plumbers  purchase  lead  in  pigs,  and  reduce  it  themselves 
into  sheets,  or  pipes,  as  they  have  occasion.  Of  sheet-lead, 
they  have  two  kinds,  cast  and  milled  ;  the  former  is  used 
for  covering  flat  roofs  of  buildings,  laying  of  terraces,  form- 
ing gutters,  lining  reservoirs,  &c. ;  the  latter,  w^hich  is  very 
thin,  for  covering  the  hips  and  ridges  of  roofs:  this  last  they 
do  not  manufacture  themselves,  but  purchase  it  ready  pre- 
pared of  the  lead  merchants,  as  it  comes  from  the  ore  and 
roasting  furnaces. 

In  casting  sheet  lead,  a  copper  is  provided,  well  fixed  in 
masonry  at  the  upper  end  of  the  workshop,  near  the  mould, 
or  casting-table,  wliich  consists  of  strong  deal  boards,  well 
jointed  together,  and  bound  with  bars  of  iron  at  the  ends. 
The  sides  of  this  table,  of  which  the  shape  is  a  parallelogram, 
varying  in  size  from  4  to  G  feet  in  width,  and  from  10  to  18 
feet  and  upwards  in  length,  are  guarded  by  a  frame  or  edg- 
ing of  wood,  3  inches  thick,  and  4  or  5  inches  higher  than 
the  interior  surface,  called  the  shafts;  the  table  is  fixed  upon 
firm  legs,  strongly  framed  together,  about  0  or  7  inches 
lower  than  the  top  of  the  copper;  at  the  upjier  end  of  the 
mould,  nearest  the  copper,  a  box,  called  the  pun,  is  adapted 
in  its  length  to  the  breadth  of  the  table,  having  at  its  bottom 
a  long  horizontal  slit,  from  which  the  heated  metal  is  to 
issue,  after  it  has  been  poured  in  from  the  copper.  This 
box  moves  upon  rollers  along  the  surface  of  the  rim  of  the 
table,  and  is  put  in  motion  by  means  of  ropes  and  pulleys 
fixed  to  beams  above.  While  the  metal  is  melting,  the  sur- 
face of  the  mould,  or  table,  is  prepared  by  covering  it  with  a 
stratum  of  dry  and  clean  sand,  regularly  smoothed  over  with 
a  kind  of  rake,  called  a  strike,  wliich  consists  of  a  board, 
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about  5  inches  broad,  and  rather  longer  than  the  inside  of 
the  mould,  so  that  its  ends,  which  are  notched  about  two 
inches  deep,  may  ride  upon  tlie  shafts  ;  this,  being  passed 
down  the  whole  leniitli  of  the  table,  reduces  the  sand  to  a 
uniform  surface.  When  tliis  is  done,  tiie  pan  is  brought  to 
the  head  of  the  table,  close  to  the  copper,  its  side  having 
been  previously  guarded  by  a  coat  of  moistened  sand,  to  pre- 
vent its  firing  from  the  heat  of  the  metal,  which  is  now 
emptied  in  with  ladles  from  the  copper.  These  pans,  or 
boxes,  it  must  be  observed,  are  made,  as  to  their  contents, 
equal  to  the  quantity  of  melted  lead  requiredto  cast  a  whole 
sheet  at  one  time  ;  and  the  slit  in  the  bottom  is  so  adjusted 
as  to  let  out,  during  its  progress  along  the  table,  just  as  much 
as  will  completely  cover  it,  of  the  thickness  and  weight  per 
foot  required.  Every  thing  being  thus  prepared,  the  slit  is 
opened,  and  the  box  is  moved  along  the  table,  dispersing  its 
contents  from  the  top  to  tlie  bottom,  and  leaving  in  its  pro- 
gress a  sheet  of  lead  of  tlie  desired  thicivness.  When  cool, 
the  sheet  is  rolled  up  and  removed  from  the  table,  and  other 
sheets  are  east,  till  all  the  metal  in  the  copper  is  exhausted. 
The  sheets  so  formed  are  rolled  up,  and  weighed,  it  being  by 
weight  that  the  public  is  charged  tor  sheet  lead. 

In  some  places,  instead  of  having  a  square  box,  upon 
wheels,  with  a  slit  in  the  bottom,  the  pan  consists  of  a  icind 
of  trough,  being  composed  of  two  planks  nailed  together  at 
right  angles  in  their  length,  with  two  triangular  pieces  fitted 
in  between  tliem  at  their  ends.  The  length  of  this  pan,  as 
well  as  that  of  the  box,  is  equal  to  the  whole  breadth  of 
the  mould  :  it  stands  with  its  bottom,  which  is  a  sharp  edge, 
on  a  bench  at  the  head  of  the  table,  leaning  with  one  side 
against  it:  and  on  the  opposite  side  is  a  handle  to  lift  it  up 
by,  in  order  to  pour  out  the  liquid  metal.  On  the  side  of 
the  pan  next  the  mould,  are  two  iron  hooks  to  hold  it  to  the 
table,  and  prevent  it  from  slipping,  while  the  metal  is  pour- 
ing out  of  it  into  the  mould.  The  mould,  as  well  as  the  pan, 
is  spread  over,  about  two  inches  thick,  with  sand  sifted  and 
moistened,  which  is  rendered  perfectly  level  by  moving  over 
it  the  strike,  and  smoothing  it  down  with  a  plane  of  polished 
brass,  about  a  quarter  of  an  inch  thick,  and  nine  inches  square, 
turned  up  on  all  the  four  edges,  and  with  a  handle  fitted  to 
the  upper,  or  concavu  side.  Before  they  begin  to  cast,  the 
strike  is  made  ready,  by  tacking  two  pieces  of  old  hat  on 
the  notches,  or  by  covering  them  with  leather  cases,  so  as 
to  raise  the  under  side  of  the  strike  about  the  eighth  of  an 
inch,  or  more,  above  the  sand,  according  to  the  proposed 
thickness  of  the  sheet :  the  face,  or  under  surface  of  the 
strike  is  then  smeared  with  tallow,  and  laid  across  the  breadth 
of  the  mould,  with  its  ends  resting  on  the  shafts.  The  melted 
lead  is  then  put  into  the  pan  with  ladles,  and,  when  a  suffi- 
cient quantity  has  been  put  in,  the  scum  is  swept  ofi"  with  a 
piece  of  board  to  the  edge  of  the  pan,  and  is  sutl'ered  to  settle 
on  the  coat  of  sand,  to  prevent  its  falling  into  the  mould 
when  the  metal  is  poured  out.  It  generally  happens,  that 
the  lead,  when  first  taken  from  the  copper,  is  too  hot  for 
casting  ;  it  is  therefore  suft'ered  to  cool  in  the  pan,  till  it 
begins  to  stand  with  a  shell  or  wall  on  the  sand  with  which 
the  pan  is  lined.  Two  men  then  take  the  pan  by  the  handle, 
or  one  man  takes  it  by  means  of  a  bar  and  chain  fixed  to  a 
beam  in  the  ceiling,  and,  turning  it  down,  the  metal  runs  into 
the  mould  :  another  man  stands  ready  with  the  sti-ike,  and 
as  soon  as  all  the  metal  is  poured  in,  he  sweeps  it  forward, 
and  draws  the  residue  into  a  trough  at  the  bottom  prepared 
to  receive  the  refuse.  The  sheet  is  then  rolled  up,  as  before. 
In  this  mode  of  operation,  the  table  inclines  in  its  length 
about  an  inch,  or  an  inch  and  a  half,  in  the  length  of  16 
or  17  feet,  or  more,  according  to  the  required  thickness 
of    the    sheets ;     the    thinner    the    sheet    the    greater    the 


declivitj',  and  vice  versa  ;  the  lower  end  of  the  mould  is 
also  left  open,  to  admit  of  the  superfluous  metal  bein<T 
thrown  off. 

When  it  is  intended  to  cast  a  cistern,  the  size  of  the  four 
sides  is  measured  out  ;  and  the  dimensions  of  the  front 
having  been  taken,  long  slips  of  wood,  on  which  the  mould- 
ings arc  carved,  are  pressed  upon  the  sand,  and  leave  their 
impression  ;  and  figures  of  birds,  beasts,  &c.  are  likewise 
stamped  in  the  internal  area,  by  means  of  leaden  moulds: 
whatever  of  the  sand  has  been  disturbed  in  doing  this,  is  then 
made  smooth,  and  the  process  of  casting  goes  on  as  for  plain 
sheets  ;  only,  instead  of  rolling  up  the  lead  when  cast,  it  is 
bent  into  four  sides,  so  that  the  two  ends  may  be  joined  at 
the  back,  where  they  are  soldered  together  ;  .and  afterwards 
the  bottom  is  soldered  up. 

The  lead  that  lines  the  Chinese  tea-boxes,  is  reduced  to 
a  degree  of  thinness,  to  which  European  plumbers  cannot,  it 
is  said,  approach.  The  following  account  of  the  process  by 
which  these  plates  are  formed,  was  comnuinicated  to  a  writer 
in  the  Gentlv mail's  Mapazine,  by  an  intelligent  mate  of  an 
East-Indiaman  :  The  caster  sits  by  a  pot,  containing  the 
melted  metal,  and  has  two  large  stones,  the  lower  one  fixed, 
and  the  upper  moveable,  having  their  surfaces  of  contact 
ground  to  each  other,  directly  before  him.  He  raises  the 
upper  stone  by  pressing  his  foot  upon  its  side,  and  with  an 
iron  ladle  pours  into  the  opening  a  proper  quantity  of  the 
fluid  metal.  He  then  lets  fall  the  upper  stone,  and  thus 
forms  the  lead  into  an  extremely  thin  irregular  plate,  which 
is  afterwards  cut  into  a  proper  shape. 

Cast  sheet  lead,  used  for  architectural  purposes,  is  techni- 
cally divided  into  lead  of  511).  5^1b.  61b.  Cilb.  711).  7^lb.  81b. 
and  S^lb.  by  which  is  understood  that  every  superficial  fiot 
is  to  contain  those  respective  weights,  according  to  the  price 
agreed  upon. 

The  milled  lead  used  by  plumbers  is  very  thin,  seldom 
containing  more  than  41b.  to  the  foot.  It  is  by  no  means 
adapted  to  gutters  or  terraces,  nor  indeed  to  aiiy  part  of  a 
building  that  is  much  exposed  either  to  great  wear,  or  to  the 
effects  of  the  sun's  rays :  in  the  former  case  it  soon  wears 
away  ;  in  the  latter  it  expands  and  cracks.  It  is  laminated 
in  sheets  of  about  the  same  size  as  those  of  cast  lead,  by  means 
of  a  roller,  or  flatting-mill. 

To  cast  pipes  without  soldering,  a  kind  of  mill,  furnished 
with  arms,  or  le%-ers,  to  turn  it  by,  is  used.  The  moulds, 
which  are  of  brass,  consist  of  two  pieces,  which  open  .and 
shut  by  hooks  and  hinges  ;  their  inward  calibre,  or  diameter, 
being  according  to  the  size  of  the  intended  pipe,  and  usually 
about  two  feet  and  a  half  in  length.  In  the  middle  is  a  core, 
or  round  piece  of  brass,  or  iron,  rather  longer  than  the  mould, 
and  of  the  thickness  of  the  proposed  inward  diameter  of  the 
pipe.  This  core  passes  through  two  copper  rundles,  one  at 
each  end  of  the  mould,  which  they  serve  to  close  ;  and  tn 
this  is  joined  a  small  copper  tube,  about  two  inches  long, 
of  the  intended  thickness  of  the  leaden  pipe.  These  small 
tubes  retain  the  core  in  the  centre  of  the  cavity  of  the  mould. 
The  core  being  in  the  moidd,  with  the  rundles  at  its  two 
ends,  and  the  lead  melted  in  the  furnace,  the  metal  is  taken 
up  in  a  ladle  and  poured  into  the  mould  through  a  small 
aperture,  in  the  shape  of  a  funnel,  at  one  end.  When  the 
mould  is  full,  a  hook  is  passed  into  the  end  of  the  core,  which, 
by  turning  the  mill,  is  drawn  out ;  the  mould  is  then  opened, 
and  the  pipe  itself  is  taken  away.  If  it  be  desired  to  have 
the  pipe  lengthened,  one  end  of  it  is  put  in  the  lower  part  of 
the  mould,  with  the  extremity  of  the  core  passed  into  it :  the 
mould  is  then  shut,  and  the  upper  rundle  and  tube  applied 
as  before  ;  the  pipe  serving  for  rundle  and  tube  at  the 
other  end.     Fresh  metal  is  then    poured  in,  which   unites 
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itself  with  the  former  length  of  pipe;  and  the  operation 
being  repeated,  a  pipe  of  any  required  length  may  be 
obtained. 

Pipes  are  made  of  sheet-lead,  by  beating  it  round  wooden 
cylinders  of  tlie  length  and  thickness  required  ;  and  then 
soldering  up  the  edges. 

Both  these  methods  are  now  superseded,  by  the  use  of  a 
machine,  worked  by  steam,  which  produces  a  much  neater 
article,  of  almost  any  length,  and  at  considerably  less 
expense. 

Solder  is  used  by  plumbers  to  secure  the  joints  of  lead- 
work,  where  other  means  would  be  improper,  or  impossible. 
It  is  a  rule,  that  solder  should  be  easier  of  fusion  than  the 
metal  intended  to  be  soldered  ;  and  that  it  should  be  as  nearly 
as  possible  of  the  same  colour.  The  plutnber,  therefore,  uses 
what  is  technically  called  soft  solder,  which  is  a  compound 
of  equal  parts  of  tin  and  lead,  fused  together,  and  run  into 
moulds,  not  much  unlike,  in  shape,  to  a  gridiron  :  in  which 
state  it  is  sold  to  the  manufacturer  by  the  pound.  In  the 
operation  of  soldering,  the  surfaces,  or  edges,  intended  to  be 
united  are  scraped  very  clean,  and  brought  close  up  to  each 
other,  in  which  state  they  are  secured  by  an  assistant,  while 
the  plumber  lays  a  little  resin,  or  borax,  upon  the  joint,  to 
prevent  an  oxidation  of  the  metal.  The  heated  solder  is  then 
brought  in  a  ladle  and  poured  on  the  joint,  after  which  it  is 
smoothed  and  finished,  by  rubbing  it  about  with  a  red-hot 
grozing  iron ;  and,  when  completed,  it  is  made  smooth  by 
filing. 

For  the  method  of  laying  embossed  figures  upon  a  leaden 
ground,  see  the  article  Lead. 

In  covering  terraces,  or  flats,  with  sheet-lead,  a  bottom,  as 
level  as  possible,  should  be  first  laid  of  plaster,  or  of  boards; 
if  the  latter,  they  should  be  of  sufficient  substance  to  prevent 
their  warping,  or  Hying  upwards  ;  for  if  this  be  not  attended 
to,  the  lead  will  soon  become  unsightly,  and  be  liable  to  crack. 
As  the  sheets  of  lead  never  exceed  in  their  breadth  above 
six  feet,  it  becomes  necessary,  in  coveiing  large  surfaces,  to 
have  joints,  which  are  managed  several  ways ;  but,  in  all, 
the  main  object  is  to  have  Them  water-tight.  The  preferable 
mode  is  by  forming  laps  or  roll-joints,  which  is  done  by 
having  a  roll,  or  strip  of  wood,  almut  two  inches  s(|uare.,  but 
rounded  on  its  upper  side,  nailed  under  the  joint  of  the  sheets, 
where  the  edges  lap  over  each  other ;  one  of  these  edges  is 
to  be  dressed  up  over  the  roll  on  the  inside,  and  the  other  is 
to  be  dressed  over  them  both  on  the  outside,  by  which 
means  the  water  is  prevented  from  penetrating.  No  other 
fastening  is  required  than  what  is  acquired  from  the  ham- 
mering of  the  sheets  together  down  upon  the  flat ;  nor  should 
any  other  be  resorted  to,  where  sheet-lead  is  exposed  to  the 
vicissitudes  of  the  weather,  because  they  occasion  it  to  expand 
and  shrink,  which,  if  prevented  by  too  much  fastening, 
would  cause  it  to  crack,  and  be  quickly  good  for  nothing  but 
the  melting-pot.  Circiunstances  sometimes  occur,  that  i)re- 
clude  the  use  of  rolls,  and  then  the  method  by  seams  is 
resorted  to  :  this  consists  in  simply  bending  the  ai)proximate 
edges  of  the  lead,  up  and  again  over  each  other,  and  then 
dressing  them  down  close  to  the  flat,  throughout  their  lenath. 
But  this  is  not  equal  to  the  roll,  either  for  neatness  or 
security.  Soldering  is  also  sometimes  had  recourse  to,  for 
securing  the  joints;  but  this  is  not  to  be  recommended,  as 
lead  so  fixed  will  be  sure  to  leak  after  an  exposure  to  the 
sunshine  of  a  single  summer.  Leaden  flats  and  gutters  should 
be  always  laid  with  a  current,  to  keep  them  dry.  A  fall 
from  back  to  front,  or  in  the  direction  of  the  length  of  the 
sheet,  is  the  general  rule.  A  quarter  of  an  inch  to  the  foot 
run  is  a  sufficient  inclination  :  but  the  fall,  or  current,  as  it 
is  called,  is  generally  agreed  upon  between  the  carpenter 


and  plumber,  while  the  fi)rmer  is  preparing  the  ground, 
or  platform,  on  which  the  lead  is  to  be  laid. 

In  making  gutters,  &e.,  pieces  of  milled  lead,  called 
flashings,  about  eight  or  nine  inches  wide,  are  fixed  in  the 
walls  all  round  the  edges  of  the  sheet-lead,  with  which 
the  flat  is  covered,  and  are  suflTered  to  hang  down  over 
them,  so  as  to  prevent  the  passage  of  rain  through  the 
interstice  between  the  raised  edge  and  the  wall.  If  the 
walls  have  been  previously  built,  the  mortar  is  raked  out  of 
the  joint  of  the  bricks  next  al)ove  the  edge  of  the  sheet,  and 
the  flashings  arc  not  only  inserted  into  the  crack  at  the 
upper  sides,  but  their  lower  edges  are  likewise  dressed  over 
those  of  the  lead  in  the  flat  or  gutter.  And  when  neither 
of  these  modes  can  be  resorted  to,  the  flashings  are  fiistened 
by  wall-hooks,  and  their  lower  edges  are  dressed  down, 
as  before. 

Drips  in  flats,  or  gutters,  are  formed  by  raising  one  part 
above  another,  and  dressing  the  lead  as  already  described, 
for  covering  the  rolls.  They  are  resorted  to  when  the 
gutter,  or  flat,  exceeds  the  length  of  the  sheet  ;  or  some- 
times for  convenience.  They  are  also  an  useful  expedient 
to  avoid  soldering  the  joints. 

Reservoirs  are  generally  made  of  wood,  or  masonry,  for 
their  exterior,  and  lined  with  cast  sheet-lead,  soldered  at  the 
joints.  As  these  conveniences  are  rarely  in  places  subject 
to  material  change  of  temperature,  the  soldering  may  be 
resorted  to,  without  fear  of  its  occasioning  damage  to  the 
w'ork,  by  promoting  a  disposition  in  the  lead  to  crack. 

The  plumber's  employment  in  pumps  is  confined  generally 
to  two  or  three  kinds,  required  for  domestic  purposes,  of 
which  the  suction  and  lifting  pumps  are  the  chief;  these,  as 
well  as  water-closets,  are  manufactured  by  a  particular  set 
of  workmen,  and  sold  to  the  plumber,  who  furnishes  the  lead 
pipes,  and  fixes  them  in  their  places. 

Plumber's  work  is  commonly  estimated  by  the  pound  or 
hundred-weight ;  but  the  weight  may  be  discovered  by  the 
measure  of  it,  in  the  manner  below  stated.  Sheet-lead  used 
in  roofing,  guttering,  &c.,  is  commonly  between  seven  and 
twelve  pounds  weight  to  the  square  foot;  but  the  following 
table  shows  the  particular  weight  of  a  square  foot  for  each 
of  the  several  thicknesses. 


Thickness. 

Pounds  to  a 
Square  Foot. 

Thickness. 

Ponnds  to  A 
Square  Foot. 

.10 

5.809 

.15 

8.848 

.11 

6.489 

.16 

9.438 

h 

6.554 

i 

9.831 

.12 

7.078 

.17 

10.028 

\ 

7.373 

.18 

10.618 

.13 

7.668 

.19 

11.207 

.14 

8.258 

1 

11.797 

T 

8.427 

.21 

12.387 

In  this  table  the  thickness  is  set  down  in  tenths  and  him- 
dredths,  &c.  of  an  inch;  and  the  .annexed  corresponding  num- 
bers are  the  weights  in  avoirdupois  pounds,  and  thousandth- 
parts  of  potind.  So  the  weight  of  a  square  ti)Ot  of  jL  of 
an  inch  thick,  or  .j^^,  is  5  pounds,  and  8!)!)  thousandth- 
parts  of  a  pound  ;  and  the  weight  of  a  s(niare  foot  to  g^of  an 
inch  thickness,  is  G  pounds  and  -jVoV  ^'*  '•  pomid.  Leaden 
pipe  of  an  inch  bore  is  commonly  13  or  14  pounds  to  the 
yard  in  length. 

Tile  plate  exhibits  the  various  forms  of  joining  the  lead 
at  the  concoiu'se  of  an  external  angle  madel)y  a  flat  at  the 
top,  and  one  of  the  sloping  sides  of  the  roof;  also,  the  method 
of  joining  the  sheets  between  opposite  extremities  to  which 
the  joints  or  seams  run  parallel. 
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Firjure  1.  No.  1. — The  first  part  of  the  operation  of  join- 
ing two  sheets  both  in  the  same  flat  or  plane,  d  a  and  e  g 
are  supposed  to  be  portions  of  the  flat  joining  together  at 
A  G,  where  each  is  bent  to  a  right  angle,  dab  ami  e  g  f  ; 
the  part,  a  b,  wiiicli  rises  upwards,  exceeds  the  part  g  f,  in 
contact  by  c  d,  wiiich  is  about  one-third. 

No.  2  e.xphiins  the  second  step  of  this  operation,  cxiiibiting 
the  part,  g  f,  bent  over  the  end  d,  perpendicuhir  to  the 
horizon. 

No.  3  is  the  third  step,  and  shows  the  part,  d  v,  No.  2, 
bent  so  as  to  be  parallel  to  the  horizon,  and  consequently 
coincident  with  the  surface,  c  d,  of  the  upper  part ;  and,  so 
far  as  this  operation  has  gone,  it  is  the  same  as  the  first. 

No.  4  exhibits  the  entire  finish  or  last  step  of  the 
operation. 

The  other  method  is  by  a  roll  of  wood  fixed  over  the 
upright  part,  which  descends  downwards  to  cover  the  slates, 
and  is  exhiljited  in  Figure  3,  Nos.  1,  2,  3,  4,  5,  6,  which  are 
sullioieutly  plain  to  inspection,  from  what  has  been  explained 
oi  Fl'jiircs  1  and  3. 

PLUMMET,  Plumb-Rule,  or  Plumb-Line,  an  instrument 
used  by  masons,  carpenters,  &c.  to  draw  perpendiculars,  in 
order  to  judge  w  hether  walls,  &c.  be  upright,  planes  horizon- 
tal, and  the  like. 

Its  name  is  derived  from  a  piece  of  leaA, plumhum,  fastened 
to  the  end  of  a  thread  or  chord,  which  usually  constitutes 
this  instrument. 

Sometimes  the  string  descends  along  a  ruler  of  wood  or 
metal  raised  perpendicularly  on  another ;  in  which  case  it 
becomes  a  level. 

At  sea,  a  plummet  is  used  by  the  pilot  to  sound  the  depth 
of  the  water. 

PLUTEUS,  the  wall  which  sometimes  closes  the  intervals 
between  the  columns  of  a  building.  The  term  is  also  applied 
to  the  podium  intervening  between  two  orders  of  columns 
placed  one  above  .another. 

PLYEIJS,  in  fortification  a  kind  of  balance  used  in 
raising  or  letting  down  a  draw-bridge.  They  consist  of  two 
timber  levers,  about  twice  the  length  of  the  bridge  they  lift, 
joined  together  by  other  timbers  framed  in  the  form  of  a  St. 
Andrew's  cross,  which  serve  as  a  counterpoise.  They  are 
supported  by  two  upright  jambs,  on  which  they  swing;  and 
the  bridge  is  raised  or  let  down  by  means  of  chains  joining 
the  ends  of  the  plyers  and  bridge. 

PLYMOUTH  MAPvBLE,  a  sort  of  marble  dug  in  great 
plenty  about  Plymouth,  and  in  some  parts  of  Devonshire, 
where  it  lies  in  very  tliick  strata,  from  whence  it  is  carried 
to  London  in  large  quantities ;  and,  when  wrought,  looks 
little  less  beautiful  than  some  of  the  Italian  marble. 

It  is  very  hard  and  firm,  and  of  a  beautiful  texture  ;  its 
ground  is  of  blueish-white,  .and  its  variegations  are  princi- 
pally a  pale  red,  and  in  smaller  quantities  brown  and  yellow  : 
these  lie  in  very  orderly  beds,  and  there  is  often  a  very 
agreeable  glow  of  a  faint  red  diflused  through  the  whole  sub- 
stance. It  is  remarkably  even  in  its  whol-e  structure,  and  is 
therefore  capable  of  a  more  than  ordinarily  elegant  polish. 

PODIUM  (Latin),  a  continued  pedestal,  or  plinth,  serving 
to  support  a  colonnade  :  it  consists  of  a  plinth,  base,  die,  and 
corona.  It  is  sometimes  made  to  break  forward  under  each 
column,  such  projection  being  distinguished  by  the  name  of 
siylobate.  Also,  in  the  theatre  of  the  ancients,  the  wall  that 
separated  the  orchestra  from  the  scene. 

POINT  (hom  punctam,  formed  ivom  pungere,  to  prick),  a 
term  in  various  arts. 

Point,  Accidental,  a  term  used  by  the  old  writers  on  per- 
spective, instead  of  the  vanishing  point,  adopted  by  Brook 
Taylor.     Accidental  points  were  the  vanishing  points  in  the 


horizontal  line,  and  were  thus  found  : — The  representation 
of  two  original  points  being  obtained,  a  line  was  drawn 
through  them  both,  and  produced  to  meet  the  vanishing  line 
of  the  horizon,  and  the  inteiseeling  point  was  called  tlie  acci- 
dental point,  which  served  to  draw  all  other  lines,  whose 
originals  were  parallel  to  the  first.  The  method  given  by 
Dr.  Brook  Taylor  is,  however,  much  more  direct ;  as  the 
vanishing  point  is  found  by  a  geometrical  process,  viz.,  by 
drawing  a  straight  line  through  the  eye,  parallel  to  an  original 
line,  which  serves  likewise  for  the  vanishing  point  of  all  its 
parallels. 

Point,  in  geometry,  according  to  Euclid,  is  a  quantity 
which  has  no  parts,  or  which  is  indivisible.  Wolfius  defines 
it,  that  which  terminates  itself  on  every  side  ;  or  which  has 
no  terms  or  boundaries  distinct  from  itself  This  is  what  we 
otherwise  call  the  mathematical  imint,  and  is  only  conceived 
by  the  imagination  ;  yet  it  is  in  this  that  all  magnitude  begins 
and  ends,  the  flux  or  motion  of  the  point  generating  a  line, 
that  of  a  line  a  surface,  &c.  Hence,  some  define  a  point  to 
be  the  inceptive  of  magnitude.  Hobbes  defines  a  point  to 
be  a  body  whose  magnitude  is  not  considered  ;  but  his  false 
notions  of  a  point,  line,  and  surface,  have  led  him  into  many 
errors.  Monsieur  de  Crouzas  also  has  supposed  a  line  to  be 
composed  of  points  in  his  Oeometnj,  and  in  his  comment  on 
the  Analyse  des  Injiniment  Petits.  One  line  can  cut  another 
only  in  a  point.  Any  three  points  being  given  out  of  a  right 
line,  a  circle,  or  part  of  a  circle,  may  be  drawn,  that  shall 
pass  through  them  all. 

Point,  in  perspective,  a  term  used  for  various  parts,  or 
places,  with  regard  to  the  perspective  plane. 

Point,  in  physics,  the  smallest  or  least  sensible  object  of 
sight,  marked  with  a  pen,  point  of  a  compass,  or  the  like. 

This  is  what  we  popularly  call  a  physical  point,  which,  in 
reality,  has  parts,  though  those  parts  are  not  here  regarded. 
Of  such  points  does  all  physical  magnitude  consist. 

This  physical  point  coincides  with  what  Mr.  Locke  calls 
the  point  sensible,  and  which  he  defines  to  be  the  least  particle 
of  matter,  or  space,  we  can  discern.  He  adds,  that,  to  the 
sharpest  eye,  this  is  seldom  less  than  thirty  seconds  of  a 
circle,  of  which  the  eye  is  the  centre. 

Point,  Conjugate,  is  used  for  that  point  into  which  the 
conjugate  oval,  belonging  to  some  kinds  of  curves,  vanishes. 

Point,  Objective,  a  point  on  a  geometrical  plane,  whose  re- 
presentation is  required  on  the  perspective  plane. 

Point  of  Contrary  Flexures,  in  the  higher  geometry, 
the  point  of  a  curve  wherein  it  is  inflected  to  a  part  contrary 
to  that  to  which  it  originally  tended. 

Point  of  Distance,  in  perspective  ,the  distance  of  the 
picture,  transferred  upon  the  vanishing  line  from  the  centre, 
or  from  the  point  where  the  principal  ray  meets  it ;  and  thus 
it  is  generally  understood  to  be  on  the  vanishing  line  of  the 
horizon. 

Point  of  Reflection,  in  geometry,  is  commonly  used 
instead  of  jioint  of  retrogradation,  or  retrogression. 

Point  of  Sight,  the  place  of  the  eye  whence  the  picture 
is  viewed,  according  to  the  definition  of  Dr.  Brook  T.aylor; 
but,  according  to  the  old  writers  on  perspective,  the  point  of 
sight  is  what  Brook  Taylor  denominates  the  centre  of  the 
picture. 

Point  of  View  (the  same  as  the  point  of  sight)  is  the 
situation  of  the  eye  of  the  spectator  when  viewing  an  object 
to  be  represented  in  a  picture. 

Point,  Visual,  see  Visual. 

POINTED  ARCH,  an  arch  pointed  at  the  top,  resembling 
the  point  of  a  lance.     See  Architecture. 

POINTED  ARCHITECTURE,  that  style  of  architecture 
which  originated  in  the  substitution  of  the  pointed  for  the 
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semicircular  arch,  and  which  began  to  be  employed  in  the 
early  pait  of  the  twelfth  century.  The  pointed  arch  is 
formed  by  the  intersection  of  two  segments,  which  in  the 
earlier  examples  are  very  flat,  and  form  very  acute  arches; 
but  in  the  later  periods  are  of  quicker  curvature,  and  the 
arches  in  consequence  proportionately  depressed.  The 
pointed  arch,  however,  although  the  main  feature  in  the  style, 
does  not  form  its  only  peculiarity  ;  but  in  principle  as  well 
as  in  matters  <>f  detail,  the  style  is  peculiar  and  distinct  fnini 
every  other.  This  subject  has  been  fully  discussed  under 
the  article  Gothic  Architecture,  a  name  which  the  style 
has  assumed  in  common  with  the  al)ovo  and  many  others.  It 
is  our  intention  in  this  place  to  consider  only  the  origin  of 
the  style  and  the  manner  of  its  development.  On  this  sub- 
ject we  are  left  almost  entirely  to  our  own  resources,  no 
inaniiscrijjts  being  known  to  exist  which  give  us  any  infor- 
mation respecting  it,  nor  are  we  acquainted  with  even  the 
names  which  the  Gothic  architects  employed  to  designate 
the  different  divisions  of  their  style.  As  regards  the  archi- 
tects themselves,  too,  and  the  precise  date  of  the  buildings 
erected  by  them,  we  are  left  much  in  the  dark ;  and  what- 
ever conclusions  may  have  been  arrived  at,  have  been 
founded  on  little  better  than  conjecture.  Many  archceolo- 
gists,  architects,  and  others  interested  in  the  question,  have 
treated  upon  the  subject,  and  have  eliminated  a  great  deal  of 
useful  information  by  their  researches,  although  not  one  of 
them  can  be  said  to  have  come  to  a  conclusive  or  satisfactory 
result  regarding  the  question  immediately  before  them. 
Many  theories  have  been  broached  by  different  writers,  some 
of  which  arc  plausible,  and  others  little  better  than  ridiculous; 
none  are  so  perfect  as  to  obtain  universal  assent,  nor  is  it  to 
be  expected  under  the  circumstances  that  they  should  be  so. 
It  is  perhaps  owing  to  the  uncertainty  necessarily  attending 
the  research,  that  the  subject  has  been  so  fashionable  amongst 
antiquaries;  but  however  unsatisfactory  their  inquiries  may 
have  been  as  regards  the  matter  iji  dispute,  we  must  not 
forget  that  it  is  in  all  probability  to  such  inquiries  we  owe 
our  present  knowledge  on  the  subject,  and  the  present  appre- 
ciation of  the  style.  Our  very  want  of  information  as  to  its 
origin  has  probably  been  rather  an  advantage  than  otherwise, 
for  we  have  been  compelled  thereby  to  search  into  the  matter, 
and  seek  knowledge  from  every  quarter;  whereas  had  the 
question  been  easy  of  decision,  all  the  information  which  we 
have  obtained  in  this  manner  might  have  been  lost  to  us. 

Of  the  many  theories  which  have  been  started,  we  shall 
here  take  notice  of  some  of  the  more  prominent,  commencing 
with  such  as  require  but  little  comnient,  and  proceeding  in 
those  which  seem  entitled  to  some  further  consideration. 
Bishop  Warburton,  one  of  the  writers  on  the  subject,  dis- 
covers the  prototype  of  a  (jothic  cathedral  in  a  grove  of  trees, 
such  an  imitation  having  been  employed,  as  he  supposes, 
from  the  circumstance  of  the  Celts  being  accustomed  to  wor- 
ship in  such  places,  and  from  their  early  associations  having 
introduced  the  same  forms  in  their  constructed  temples.  The 
trunks  of  the  trees  are  supposed  to  be  represented  by  the 
pillars,  and  the  overhanging  branches  by  the  ribs  of  the  vault- 
ing. The  same  opinion  is  said  to  have  been  entertained  by 
Raphael  d'Urbino;  but  we  venture  to  say  that  the  resemblance 
between  a  Gothic  aisle  and  an  avenue  of  trees  is  not  at  first 
sight  very  striking,  and  that  the  idea  is  rather  in  accordance 
with  tlie  imagination  of  the  poet  than  the  researches  of  the 
antiquary.  It  makes  somewhat  against  this  theory,  that  all 
evidence  goes  against  the  introduction  of  the  Pointed  style 
by  the  (ioths,  and  also  that  the  closest  resemblance  is  to  be 
foinid  in  the  later,  and  not  in  the  earlier  examples.  It  is  not 
improbable  that  Warburton  himself  felt  dissatisfied  with  this 
notion,  for  it  is  not  known  to  exist  in  more  than  one  edition 


of  his  commentary  on  Pope's  works,  tKough  later  editions 
were  published  during  his  lifetime. 

Similar  to  the  preceding  is  the  opinion  entertained  by 
Sir  James  Hall,  who,  with  equal  felicity  of  imagination, 
refers  us  to  interlaced  wicker-work  as  the  undoubti'd  proto- 
type of  the  Pointed  style  in  all  its  parts — its  groined  roofs, 
clustered  pillars,  and  traceried  windows ;  and  thus  Gothic 
churches  become  representations  of  the  i)rimitive  churches 
in  this  island.  Sir  dames  has  taken  upon  himself  no  incon- 
siderable amount  of  labour  in  his  endeavour  to  prove  his 
theory  the  correct  one,  and  has  profusely  illustrated  his  book 
to  show  how  precise  is  the  imitation  ;  but  his  illustrations,  as 
well  as  his  argument,  i^o  to  prove  the  converse  of  his  propo- 
sition, not  that  Gothic  architecture  took  its  origin  from 
interlaced  twigs  and  branches,  but  only  that  wicker-work 
may  be  made  to  assume  the  forms  frequent  in  that  style. 
The  same  ar<juinent  respecting  the  similarity  being  most 
conspicuous  in  the  later  e.xaniples,  exists  also  in  this 
instance. 

Mr.  Murphy,  well  known  by  his  publications  on  the  archi- 
tecture of  Spain,  rellirs  us  to  the  pyramids  of  Egypt  as  the 
grand  type  of  the  style ;  and  in  his  splendid  work  on  the 
church  of  Oatalha,  after  having  stated  the  tendency  of  every 
ornament  to  the  general  pyrajnidal  form,  savs — "  It  appears 
evident  from  this  instance,  that  the  pyramidal  form  actually 
exists  throughout  the  several  component;  jiarts,  and  the 
general  disposition  of  the  edifice  approaches  as  near  to  it  at 
least  as  the  ordonnance  of  an  historical  painting  which  is  said 
to  be  pyramidally  grouped.  Hence  we  may  comprehend  the 
reason  why  the  arch  was  made  pointed,  as  no  other  forms  could 
have  been  introduced  with  equal  propriety  in  a  pyramidal 
figure,  to  answer  the  dilTerent  purposes  of  uniformity,  fitness, 
and  strength  ;  it  is  in  vain,  therefore,  that  we  seek  its  origin 
in  the  branches  of  trees,  or  in  the  intersection  of  Saxon  or 
Grecian  circles,  or  in  the  perspective  of  arches,  or  in  any 
other  accidental  or  fortuitous  circumstances.  The  idea  of 
the  pointed  arch  seems  clearly  to  have  been  suggested  by  the 
pyramid,  and  its  oiigin  must  consequently  not  be  attributed 
to  accident  but  to  ordination."  That  there  may  be  some 
truth  in  this  theory  as  regards  the  pyramidal  grouping  of 
these  buildings  we  are  not  prepared  to  deny  ;  but  neither 
arc  we  prepared  to  assert  that  the  principles  of  Pointed 
architecture  were  therefore  derived  from  the  pyramids  of 
Egypt.  A  contemporary  has  given  the  following  somewhat 
amusing  critique  or  illustration  of  the  arguments  brought 
forward  by  Mr.  Murphy.  "The  pyramids  of  the  Egyptians 
are  tombs;  the  dead  are  buried  in  churches,  and  on  their 
towers  pyramidal  forms  are  placed  ;  consequently  the  pyra- 
mids of  the  towers  indicate  that  there  an;  graves  in  the 
churches;  and  as  the  pyramidal  f)rm  constitutes  the  essence 
of  the  Pointed-ai'ch  stylo,  and  the  pyramids  of  the  towers  are 
imitatioris  of  the  Egyfitian  piyramids,  the  pointed  arch  is  de- 
rived from  the  latter." 

Some  authors  are  anxious  to  discover  the  prototype  in  a 
framed  timber  building,  but  in  what  the  resemblance  exists  it 
is  somewhat  dillieult  to  determine.  The  late  Mr.  Barry  attri- 
butes the  Gothic  style  to  the  corruption  of  Greek  and  Roman 
art;  Mr.Uallaway,  to  the  desire  of  novelty  and  the  caprice  of 
the  Italians.  Lord  Orlbrd  perceives  the  prototype  in  shrines 
for  reliques,  and  observes,  "  it  was  a  most  natural  transition 
for  piety  to  render  a  whole  church  as  it  were  one  shrine  :" 
he  adds,  "  the  Gothic  style  seems  to  bespeak  an  amplification 
of  the  minute,  not  a  diminution  of  the  great."  Of  the  first 
two,  Mr.  Barry  and  Mr.  Dallaway,  we  are  inclined  to  think 
that  both  are,  to  a  certain  extent,  correct,  that  Pointed 
architecture  was  a  gradual  development  of  the  principle  of 
the  arch,  and  that  taking  it  as  a  whole  it  does  owe  its  origin 
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to  the  Romanesque  or  Debased  Roman,  in  a  similar  manner 
as  tlio  Roman  was,  in  a  degree,  an  imitation  of  the  Grecian 
orders.  That  it  owes  its  existence  also — at  least  partially — 
to  a  desire  for  novelty,  we  are  not  in  a  position  to  contradict ; 
but  that  it  originated  in  Italy,  we  consider  a  matter  of 
very  great  improbability.  Dr.  Whittaker,  with  whom  Mr. 
Whewcll  somewhat  agrees,  is  of  opinion  that  pointed  arches 
were  known  to,  and  practised  by,  the  Romans  during  the 
cmj)ire,  and  originated  in  the  intei'section  of  cross-vaulting, 
examples  of  which  are  to  be  seen  in  the  palace  of  Diocletian, 
at  Spalatro.  This  suggestion  is  very  worthy  of  consideration, 
and  is,  at  least,  a  method  by  which  the  pointed  arch  was 
constructed,  and  that,  too,  accidentally,  as  it  were,  and  in 
regular  course.  Vaulting,  we  know,  was  employed  by  the 
Romans,  and,  as  a  matter  of  necessity,  cross-vaulting  suc- 
ceeded ;  and  in  some  cases,  by  such  a  system,  the  pointed 
arch  was  described  in  the  process.  It  is  not  unlikely  that 
this  circumstance  should  have  been  noted,  and  turned  to 
practical  advantage. 

In  connection  with  this  should  be  considered  an  hypothesis, 
which  has  been  held  by  Dr.  Milner,  Mr.  Bentham,  and  seve- 
ral others,  and  which  has  met  with  a  considerable  share  of 
public  favour.  Their  supposition  is  that  the  pointed  arch 
has  been  suggested  by  the  intersection  of  semicircular  arches. 
That  interlaced  arches  were  largely  employed  in  Norman 
architecture  as  a  means  of  decoration,  there  can  be  no  ques- 
tion, and  that,  too.  previous  to  the  introduction  of  the  pointed 
arch.  That  pointed  arches  were  thus  t'ormed  by  the  inter- 
section is  equally  certain  ;  nor  is  it  at  all  improbable  that 
the  idea  may  have  suggested  itself  thereby.  Still  this  solu- 
tion of  the  question  is  not  unattended  with  difficulty  or 
objection.  In  the  first  place,  Dr.  Milner  is  evidently  incor- 
rect in  attributing  its  invention  to  Henry  of  Winchester,  for 
it  is  known  that  the  abbey  of  Clugny,  in  France,  where  he 
himself  had  been  monk,  was  constructed  with  pointed  arches; 
and  therefore  it  is  more  reasonable  to  suppose  that  he  had 
copied  the  idea  from  that  building,  rather  than  have  invented 
it  from  his  observation  of  the  form  in  the  intersection  of 
semicircular  arches.  But  laying  aside  this  objection,  which 
applies  only  to  a  peculiar  and  individual  instance,  and  con- 
sidering the  theory  simply  on  its  own  merits,  we  cannot 
consider  it  perfectly  satisfactory  ;  for  it  is  somewhat  impro- 
bable that  the  leading  feature  of  the  style  should  have  had 
its  origin  in  an  accidental  and  unessential  matter  of  detail  ; 
that  a  grand  principle  of  construction  should  have  been 
eliminated  from  a  mere  method  of  decoration. 

Some  authors  have  asserted  that  the  style  was  invented  by 
the  Goths;  whether  the  term  Gothic  formed  the  principal 
ground  for  such  an  assertion,  it  is  not  easy  to  deteririine ; 
but  it  is  very  certain  that  no  reason  can  be  assigned  for  it 
which  would  have  much  greater  weight  than  even  this  ;  for 
as  regards  this  people,  we  have  no  reason  to  suppose  that 
they  possessed  any  style  of  architecture  of  their  own,  but 
rather  the  reverse  ;  and  althcjugh  their  king,  Theodoric,  did 
erect  some  buildings,  they  were  constructed  in  the  same  style 
as  the  structures  already  existing  in  the  country.  It  is  true 
that  Gibbon,  in  his  Fall  of  the  Roman  Empire,  states  that 
the  representation  of  Theodoric's  palace  at  Verona,  still 
extant  on  a  coin,  supplies  the  oldest  and  most  authentic 
model  of  Gothic  architecture;  but  in  the  work  to  which  he 
refers  for  an  engraving  of  this  coin,  we  find  none,  indeed,  of 
a  coin,  but  one  of  a  seal ;  the  building  represented  on  which 
is  in  a  totally  dissimilar  style.  One  conclusive  argument, 
however,  against  tliis  theory,  consists  in  the  fact,  that  no 
building  of  this  style  has  ever  been  known  to  exist  which 
can  claim  so  great  an  antiquity  as  that  desired  to  be  estab- 
li^hed  bv  this  statement;  and,  moreover,  that  the  Gothic 
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style  was  not  introduced  into  Italy  till  a  comparatively  late 
period,  when  the  Goths  had  been  long  since  forgotten,  and, 
indeed,  never  obtained  a  permanent  footing  in  that  country. 

Other  writers,  with  greater  show  of  reason,  have  derived 
our  knowledge  of  this  style  from  the  Saracens,  supposing 
it  to  have  been  brought  over  by  the  Crusaders  ;  nor  is  such 
an  opinion  taken  up  without  good  grounds,  as  it  meets  some 
grand  difiiculties  which  others  are  suliject  to,  and  yet  is 
in  many  points  unsatisfactory.  As  regards  its  chronology, 
this  theory  is  fortunate  ;  for  it  certainly  was  about  the  time 
of  the  Crusades  that  the  style  became  prevalent ;  while  yet, 
on  the  other  hand,  there  is  good  evidence  to  suppose  that  one 
or  two  buildings  of  the  kind  existed  in  Europe  before  any  of 
the  Crusades  had  taken  place.  Another  ciictimstance  in  its 
favour  is,  that  it  is  the  only  supposition  which  will  account 
satisfiictorily  for  the  simultaneous  adoption  of  the  style 
throughout  Europe ;  a  circumstance  which,  in  all  the  other 
ideas  which  have  been  broached,  firms  an  insurmountable 
objection  to  their  acceptance.  Whether  the  pniuted  arch 
was  common  in  Saracenic  buildings  of  the  time,  has  been  a 
matter  of  endless  discussion  ;  nor  does  it  seem  to  have  ever 
been  satisfactorily  proved  or  disproved,  owing  to  a  want  of 
accurate  information,  and  uncertainty  as  to  the  date  of  exist- 
ing examples.  There  seems  reason  to  believe  that  the  pointed 
arch  did  exist,  but  was  not  so  prevalent  as  some  would  have 
us  suppose,  or  at  least  not  in  that  form  in  which  we  find  it  in 
Europe ;  but  whether  pointed  arches  were  to  be  found  or 
not,  is  not  a  matter  of  such  consequence  as  some  would  make 
it;  nor  does  it  of  necessity  prove  anything;  for  we  know 
that  this  form  is  to  be  found  occasionally  in  ancient  buildings 
of  other  countries,  from  which  no  one  has  attempted  to 
deduce  its  introduction  into  Europe.  But  even  supposing 
the  styles  to  assimilate  as  regards  the  pointed  arch,  they 
agree  in  no  other  principle  ;  in  the  buildings  of  the  Saracens, 
we  find  neither  cross-vaulted  roofs  nor  arcades  forming  nave 
and  aisles,  nor  clustered  columns,  nor  crocketed  pinnacles, 
nor  towers,  nor  spires  :  their  t-.iosques  are  mostly  square  on 
plan,  and  are  conspicuous  chiefly  for  their  bulbous  domes, 
the  nearest  approach  to  the  Gothic  spire  being  found  in  the 
minarets.  The  idea  of  Gothic  window-tracery  is  said  to  have 
been  derived  from  the  perf  irated  fret-work  of  Arabian  archi- 
tecture; but  if  so,  it  must  be  recollected  that  such  tracery  is 
only  to  be  found  in  the  later  examples  when  the  style  was 
fully  developed  ;  and,  moreover,  that  we  have  a  more  satis- 
factory mode  of  accounting  for  its  introduction.  The  above 
theory  is  supported  by  Warburton,Warton,Whittington,  Lord 
Aberdeen,  and  Sir  Christopher  Wren;  the  last  author,  however, 
seems  to  prefer  the  supposition  <if  the  introduction  of  the 
arch  into  Europe  by  the  Moors  of  Spain,  Init  for  this  opinion 
there  does  not  appear  to  be  anything  like  the  amount  of 
evidence  which  may  be  produced  in  favour  of  the  former. 
Other  writers  prefer  to  give  the  honour  to  the  Visi-Goths  of 
Spain,  rather  than  to  their  Arabian  invaders,  but  apparently 
with  little  better  reason. 

We  have  now  taken  a  cursory  glance  at  most  of  the  leading 
theories  respecting  the  introduction  of  the  pointed  style  into 
Europe ;  but,  as  we  have  seen,  not  one  of  them  is  free  from 
objections  of  considerable  importance.  One  main  objection, 
which  affects  nearly  all  of  them,  is  this,  that  instead  of  the 
resemblance  to  the  supposed  prot<  ity  pe  being,  as  it  ought  to  be, 
the  closest  and  most  exact  in  the  first  stages  of  the  style  said  to 
be  derived  from  it,  the  resemblance  is  there  least  of  all  dis- 
cernible. There  is  another  objection,  which  touches  every  one 
of  them — they  all  seem  to  rest  satisfied  when  they  have  found, 
or  thought  they  have  found,  the  origin  of  the  pointed  arch, 
forgettiiig  that  this  does  not  comprise  the  entire  question  at 
issue;  their  only  inquiry  appears  to  have  been  as  to  who 
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were  the  inventors  of  the  pointed  arch,  and  not  of  pointed 
architecture.  Now,  there  is  a  vast  diflerence  between  the  two 
questions,  for  the  foniior  embraces  but  a  fractional  part  of 
the  latter  :  a  pointed  arch  is  but  a  component  part,  and  does 
not  of  itself  Constitute  absolute  Gothic  architecture,  although 
it  is  one  and  a  very  important  characteristic  of  it.  Atthesanie 
time  there  are  other  peculiarities  little  less  important;  such 
are  its  princijile  of  vcrticalitv  ;  its  lofty  towers  and  spires; 
its  cross-vaulting  ;  its  light  and  clustered  pillars,  with  their 
slender  shat'ts ;  its  tracery,  mullions,  vS;c. ;  these  arc  all  neces- 
sary to  make  up  a  complete  whole,  and  each  and  all  ought  to 
be  considered  in  determining  the  origin  of  the  style. 

With  such  conflicting  o[>inions  as  to  the  origin  of  the 
style,  it  is  not  to  be  exi)ected  that  tlicre  should  be  any  agree- 
ment as  to  w  hat  European  country  was  the  llrst  to  adopt  it. 
The  honour  has  been  claimed  for  Englaird,  France,  and  Ger- 
many :  the  claim  has  been  made  foi-  England  by  Sir  Ilcnry 
Englelield  and  Ihirace  Walpole  ;  but  although  the  buildings 
of  the  style  are  to  be  found  in  this  country  in  great  number 
and  variety,  and  aie,  on  the  whole,  of  greater  purity,  and  in 
our  opinion,  of  superior  excellence,  to  those  on  the  continent, 
still  more  Mtisfictory  evidence  has  been  elicited  in  favour  of 
the  latter.  The  late  ^Mr.  Hope,  in  his  historical  Essay  on 
Architecture,  has  pnuUiced  much  able  argument  in  fiivourof 
Germany  ;  whilst  Wetter,  a  wi-iler  of  that  country,  contends 
that  priority  of  date,  as  regards  the  adoption  and  development 
of  the  style,  properly  belongs  to  France.  The  claim  has  been 
made  for  Italy,  but  there  seems  to  be  little  evidence  to  fiivour 
.such  an  opinion;  and  Mr.  Gaily  Knight,  in  his  elaborate 
work  on  the  ecclesiastical  architecture  of  that  country,  gives 
good  reason  for  disregarding  it. 

Notwithstanding  the  variety  and  antagonism  ofthe  opinions 
which  have  been  started  upon  the  subject,  it  is  possible  that 
more  than  one  of  them  m.ay  be  partially  correct,  because  a 
variety  of  circumstances  may  have  contributed  more  or  less 
towards  the  same  end  ;  but  we  mustconfess  that  thech;mgeof 
style  has  not  as  yet  been  sufficiently  accounted  for.  Whether  the 
question  will  ever  be  determined  beyond  dispute,  may  fairly 
be  questioned  ;  nor  do  we  know  that  any  substantial  advan- 
tage would  be  gained  thereby.  It  is  true,  we  are  every  day 
advancing  to  a  more  perfect  knowledge  of  the  style,  and,  in 
the  course  of  our  inquiries,  some  unexpected  light  may  be 
thrown  upon  the  subject ;  but  be  this  as  it  may,  it  is  certain 
that  it  will  be  much  more  advantageous  to  continue  our 
practical  study  of  the  style,  than  to  turn  aside  for  the  mere 
purpose  of  spccuhiting  on  its  origin. 

POINTS,  rroimrtioii  of  Malheinatical.  It  is  a  current 
maxim,  that  all  infinities,  whether  infinitely  great  or  infinitely 
sm.all,  are  equal ;  yet  is  the  maxim  false  in  both  cases.  Dr. 
Halley  shows  several  infinite  quantities,  which  arc  in  a  finite 
proportion  to  each  other ;  and  some  infinitely  greater  than 
others. 

The  like,  the  honourable  Mr.  Ptoberts  shows  of  infinitely 
small  cpiaiitities,  viz.,  mathematical  points.  He  demonstrates, 
for  instance,  that  the  points  of  contact  between  circles  and 
their  tangents,  are  in  a  subduplicate  proportion  to  the  diame- 
ters of  the  circles ;  that  the  point  of  contact  between  a  sphere 
and  a  plane  is  infinitely  greater  than  that  between  a  circle 
and  a  tangent ;  and  that  the  point  of  contact  in  spheres  of 
didereut  magnitudes  are  to  each  other  as  the  diameters  of  the 
spheres. 

POLISIII.NGr,  the  art  of  giving  a  gloss  or  lustre  to  a 
thing  ;  particularly  a  precious  stone,  marble,  glass,  a  mirror, 
or  the  like. 

For  grinding  and  polishing  steel,  the  grindstones  used  are 
made  to  revolve,  either  vertically  or  horizontally,  with  a  velo- 
city so  great  as  to  describe  sometimes  as  much  as  si.xty  feet 


in  a  second.  The  steel  is  also,  in  some  cases,  drawn  back- 
wards and  forwards  hoiizontally  on  a  circidar  surface ;  and 
in  order  that  the  action  may  be  equally  distributed  through- 
out the  surface,  it  is  allowed  to  revolve  on  an  axis  by  means 
of  the  friction  ;  its  motion  being  confined  to  one  direction  by 
the  action  of  a  catch.  Various  substances,  chiefly  of  mineral 
origin,  are  also  used,  on  account  of  their  hardness,  as  inter- 
mediate materials,  for  grinding  and  polishing  others.  These 
are  diamond-dust,  corundum,  emery,  tripoli,  putty,  glass, 
sand,  flint,  red  ovyde  of  iron,  or  crocus  martis,  and  prepared 
chalk.  These  are  sometimes  applied  in  loose  powder,  and 
sometimes  fixed  on  wood,  leather,  or  paper.  Cuttle-fish  bone 
and  seal-skin  arc  furnished  by  the  animal  kingdom ;  and 
Dutch  rushes  by  the  vegetable;  these  are  employed  chiefly 
in  polishing  wood  or  ivory.  Marble  is  made  smooth  by  rub- 
bing one  piece  on  another,  with  the  interposition  of  sand  ; 
the  polishing-blocks  are  sometimes  caused  to  revolve  by 
machinery  in  a  trough,  in  which  the  marble  is  placed  under 
water,  and  are  drawn  at  the  same  time  gradually  to  and 
from  the  centre ;  or  the  slab  itself  with  the  frame  on  which 
in  rests,  is  drawn  slowly  backwards  and  forwards,  while  the 
blocks  are  working  in  it.  Granite  is  polished  with  iron 
rubbers,  by  means  of  sand,  emery,  and  putty  :  but  it  is 
necessary  to  take  care,  during  the  operation,  that  the  water, 
which  tricliles  down  from  the  rubbers,  and  carries  with  it 
some  of  the  iron,  may  not  collect  below  the  columns,  and 
stain  them ;  an  inconvenience  which  may  be  wholly  avoided 
by  employing  rubbers  of  glass. 

POLLAUD,  in  planting,  a  term  applied  to  a  tree  that  has 
been  frequently  polled  or  lopped,  and  its  top  taken  off,  or 
headed  down  to  the  stem,  for  the  pui-pose  of  fire-wood,  or 
small  poles  for  hurdle-wood,  and  other  similar  uses,  as  well 
as  for  hof>-poles,  &c.  It  is  a  term  most  commonly  in  use  in 
the  southern  and  eastern  districts  of  the  kingdom.  But 
though  much  wood  of  this  small  sort  may  be  provided  in  this 
way,  the  practice  has  been  highly  reprobated,  not  only  as 
being  destructive  of  good  timber,  but  as  a  barbarous  system 
which  disfigures,  and  renders  the  appearance  of  the  country- 
disagreeable. 

POLYCLETUS,  a  celebrated  sculptor  of  antiquity,  a 
native  of  Sicyon,  who  flourished  about  the  year  4.30  b.c.  He 
was  supposed  to  have  carried  the  art  to  the  highest  degree 
of  perfection,  at  least  as  t;;r  as  the  excellence  of  single  figures 
could  go.  One  of  his  figures,  representing  a  life-guard  of 
the  king  of  Persia,  was  performed  in  such  exact  proportions 
that  it  was  called  the  rule,  and  artists  came  to  study  it  as  a 
model.  He  made  the  statue  of  a  boy,  which  was  estimated 
at  a  hundred  talents  (nearly  20,000/.  sterling).  The  empe- 
ror Titus  had  two  naked  boys  playing  at  a  game,  by  his  hand, 
which  was  considered  as  a  perfect  performance.  It  was  pe- 
culiar to  him,  that  he  formed  almost  all  his  figures  supported 
on  one  thigh,  whieh  made  them  appear  deficient  in  variety. 

POLYCllKt).MY  (Greek  -oyvg  and  ,\:P'>'/ta,  colour),  the 
art  of  painting  in  positive  colours,  either  on  flat  surfaces  or 
sculptured  figures.  It  was  much  used  by  the  Egyptians  in 
their  edifices^  and  they  were  probably  the  first  to  introduce 
such  ornament.  The  Greeks  adopted  the  same  method  of 
decoration,  and  improved  upon  it;  as  also  did  the  Ilomans. 
There  are  still  existing  many  specimens  of  the  application  of 
this  art  in  the  ruins  of  Ilereulancum  and  Pompeii,  the  colours 
still  retaining  their  brilliancy.  The  Arabs  excelled  in  this 
art,  as  is  evidenced  by  their  edifices,  which  owe  much  of 
their  peculiar  beauties  to  the  aid  of  colour.  The  interiors 
of  their  edifices  are  completely  covered  with  polychromatic 
decoration,  such  parts  ofthe  walls  as  were  not  covered  with 
actual  painting  being  lined  with  coloured  and  glazed  tiles. 
Polychrome  was  also  in  general  use  amongst  our  medieval 
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architects,  ami  the  grand  effect  of  their  buildings  was  con- 
siderably heightened  by  such  ornamentation.  We  regret 
that  even  in  the  present  Jay  any  prejudices  should  be  found 
to  prevail  against  its  introduction  into  our  ecclesiastical 
buiidings  ;  we  have,  however,  more  than  one  of  our  recent 
churches  in  which  such  assistance  has  not  been  despised  ; 
and  we  feel  sure  that  the  contrast  between  such  and  the  cold 
bai-c  walls  of  the  majority,  will  at  length  prevail  against 
every  prejudice.  We  are  glad  to  be  able  to  allude,  also,  to  the 
restoration  of  this  art  to  its  proper  position,  in  the  instance  of 
a  public  building  such  .as  the  British  Museum,  .and  we  trust 
that  its  success  there  will  lead  to  its  general  adoption. 

POLYFOIL,  an  ornament  prevalent  in  Gothic  architec- 
ture, formed  of  a  moulding,  disposed  in  a  number  of  segments 
of  circles,  producing  pi'ojecting  points  at  their  intersections, 
termed  cusps:  thus  we  have  ^rf/oiY,  consisting  of  three  cusps; 
quatrefoil,  of  four;  and  poli/foH,  of  .any  number  above  four. 

POLYGON  (from  noXvyuivog,  f )rmed  fiom  tto/Ivj-,  many, 
and  yuvia,  awjle')  a  multilateral  figure,  or  one  whose  peri- 
meter consists  of  more  than  tour  sides  and  angles. 

If  the  sides  and  angles  be  equal,  the  figure  is  called  a 
regular  polygon.     For  similar  polygons  see  Similar. 

Polygons  are  distinguished  according  to  the  number  of 
their  sides.  Those  of  five  sides  are  called  jien/agons  ;  those 
of  six,  hexagons  ;  those  of  seven,  heptagons  ;  those  of  eight, 
octagons,  &c. 

PoLVGONS,  General  properties  of.  Euclid  demonstrates 
the  following: — 1.  That  every  polygon  may  be  divided  into 
as  many  triangles  as  it  hath  sides.  2.  The  angles  of  any 
polygon,  taken  togetlier,  make  twice  as  many  right  angles, 
abating  four,  as  the  figure  hath  sides.  Thus,  if  the  polygon 
hath  five  sides,  the  double  of  that  is  ten  ;  whence,  subtracting 
four,  there  rem.ains  si.\  right  angles.  3.  Every  polygon,  cir- 
cumscribed about  a  circle,  is  equal  to  a  right-angled  triangle, 
one  of  whose  legs  is  the  radius  of  the  circle,  and  the  other 
the  perimeter,  or  sum  of  all  the  sides  of  the  polygon.  Hence 
every  regular  polygon  is  equal  to  a  right-angled-triangle,  one 
of  whose  legs  is  the  perimeter  of  the  polygon;  and  the  other 
a  perpendicular,  drawn  fVoni  the  centre  to  one  of  the  sides  of 
the  polygon. 

Hence,  also,  every  polygon  circumscribed  about  a  circle  is 
larger  than  it ;  and  every  polygon  inscribed  is  less  than  the 
circle.  The  same  likewise  appears  hence,  that  the  thing 
containing  is  ever  greater  than  the  thing  contained.  Hence, 
again,  the  perimeter  of  every  polygon  circumscaibed  about  a 
circle,  is  greater  than  the  circumference  of  that  circle  ;  and 
the  perimeter  of  every  polygon  inscribed,  less  ;  whence  it 
follows,  that  a  circle  is  equal  to  a  right-angled  triangle,  whose 
base  is  the  circumference  of  the  circle,  and  its  heiglit  the 
radius ;  since  this  triangle  is  less  than  any  polygon  circum- 
scribed, and  greater  than  any  inscribed. 

Nothing  therefore  is  wanting  to  the  quadrature  of  the  circle, 
but  to  find  a  right  line  equal  to  the  circumference  of  a  circle. 

The  subjoined  table  gives  the  areas  of  polygons  and  their 
perpendiculars  from  the  centre  to  one  of  the  sides,  the  side 
being  supposed  equal  to  unity. 


Number  of  sides. 

Area. 

Perpendiculars. 

3 

.433013 

.2886751 

4 

1.000000 

.5000000 

5 

1.7-20477 

.6881910 

6 

2.5SW076 

.8060254 

7 

3.633912 

1.0382617 

8 

4.828427 

1.2071008 

9 

6.181824 

1.3737387 

10 

7.691209 

1.5388418 

U 

9.305G40 

1.7028437 

12 

11.196152 

1.8660254 

To  apply  this  rule  generally,  multiply  the  square  of  the 
side  of  the  given  polygon  by  the  number  found  in  the  table 
of  areas  for  a  polygon,  having  the  same  number  of  sides  as 
that  whose  area  is  required. 

POLYGRAM,  (Greek,  TroAt;^,  and  ypapiia,)  in  geometry, 
a  figure  consisting  of  many  lines. 

POLYHEDRON,  or  Poi-TEDRON  (from  TroAiEfJpot;,  formed 
from  TioXvg, 7nany,  ai\d  Mpa,  i/Vc,)  a  body  comprehended  un- 
der m.any  rectilinear  sides,  or  planes. 

If  the  sides  of  the  polyhedron  be  regular  polygons,  all 
similar  and  equal,  the  polyhedron  becomes  a  regular  body, 
and  may  be  inscribed  in  a  sphere;  that  is,  a  sphere  may  be 
drawn  round  it,  so  that  its  surface  shall  touch  all  the  solid 
angles  of  the  body. 

POLYHEDROUS  FIGURE,  a  solid  contained  under,  or 
consisting  of,  many  sides.   See  Polyiiedkon. 

POL^ST\LE,  (Greek,  ttoAi^,  many,  and  arvXov,  a 
column,)  a  term  applied  to  buildings  which  are  surrounded 
by  a  multitude  of  columns. 

POMEL,  a  boss  or  knob  terminating  a  conical  or  dome- 
shaped  roof. 

POMPEII,  an  ancient  city  of  Naples,  overwhelmed  in 
the  first  century  by  the  same  disastrous  catastrophe  which 
destroyed  Herculaneum.  It  is  said  to  owe  its  name  to  the 
triumphant  pomp  in  which  Hercules  led  his  captives  along  the 
coast  after  his  conquest  of  Spain  ;  it  was  probably  situate  on 
an  arm  of  the  sea,  and  served  as  a  port  for  the  inland  towns  ; 
which  inlet  of  the  sea  has  been  filled  up  by  successive  erup- 
tions, besides  that  which  destroyed  the  town.  It  is  about 
fourteen  miles  from  Naples,  on  the  road  to  Nocera.  From 
Naples  to  Torre  del  Greco,  the  highway  is  almost  a  street,  so 
close  are  the  villas,  villages,  and  towns  to  each  other.  As 
the  road  runs  along  the  coast,  and  at  the  foot  of  Vesuvius, 
every  break  gives  on  one  side  a  view  of  the  bay,  on  the 
other  of  the  mountain.  Torre  del  Greco  still  presents,  in  its 
shattered  houses,  half-buried  churches,  and  streets  almost 
choked  up  with  lav.a,  a  melancholy  instance  of  the  ravages 
of  the  eruption.  The  depth  of  the  destructive  torrent  is,  in 
some  places,  twenty-five  feet,  so  that  the  entrance  into  several 
houses  is  in  the  second  story,  and  into  one  church  through 
the  great  window  over  the  western  door.  Some  edifices  were 
entirely  destroyed:  others  were  surrounded,  incrusted,  and 
filled  with  lava,  and  njay  perhaps  give  a  very  accurate  idea 
of  the  state  of  Herculaneum  at  the  time  of  its  destruction. 
The  town  of  Torre  del  Greco  was  supposed,  by  Cluverius,  to 
occupy  the  site  of  Herculaneum,  because  the  distances  nearly 
corresponded  ;  and  iiuscriptions  have  been  found  that  seem  to 
corroborate  this  conjecture.  In  fact,  making  allowances  for 
the  extent  of  the  ancient  town,  there  is  little  more  than  three- 
fourths  of  a  mile  dillerence,  so  that  its  name  and  jurisdiction 
extended  probably  much  farther.  In  the  vicinity  of  this 
place  are  the  ruins  of  ancient  barracks,  which  were  the  quar- 
ters of  a  legion  of  Roman  soldiers,  and  behind  the  barracks 
are  two  theatres,  one  small,  and  supposed  to  have  been 
covered,  the  other  large  ;  both  these  edifices  were  lined  with 
marble,  beautifully  paved,  and  in  every  respecthighly-finished. 
These  theatres  are  exactly  of  the  same  form  as  the  Teatro 
Olimpico  of  Palladio  at  Yerona  ;  having,  like  it,  a  narrow 
proscenium,  and  three  entrances,  one  large  and  the  other  two 
less,  to  the  stage,  from  the  scenery  behind.  These  theatres, 
when  discovered,  were  nearly  entire,  but  though  they  have 
been  stripped  of  all  their  decorations,  they  still  retain  all  their 
great  characteristic  features.  Behind  the  little  theatre  is  a 
temple  of  Isis,  occupying  an  angle  formed  by  two  streets. 
Some  have  supposed  that  oracles  were  issued  from  this  tem- 
ple, and  have  declaimed  against  the  priestcraft  that  was  prac- 
tised here ;  but  it  does  not  appear  that  oracles  were  ever 
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given  at  Pompeii,  as  this  was  a  privilege  reserved  to  thean- 
cientand  mure  reiinsvned  temples;  besides,  oraeles  had  every- 
where ceased  before  this  edifice,  or  temple,  if  it  may  be  so 
called,  was  erected  ;  and,  moreover,  the  entrances  into  it  are 
too  pui)lic,  and  the  whole  contrivance  too  gross  to  dupe  the 
dullest  peasant,  much  less  the  polished  iiihabilants  of  Pom- 
peii, in  this  building  there  are  niches,  where  various  statues 
of  Venus,  Priapns,  &c.,  were  found,  which,  with  the  furni- 
ture, marble,  and  pictures,  were  transported  to  Portici.  Behind 
this  temple,  on  one  side,  is  a  court  surrounded  with  a  portico, 
supported  by  sixteen  Doric  pillars,  and,  from  a  sort  of  pulpit 
on  one  side,  it  may  be  inferred,  that  it  was  intended  for  some 
public  assembly.  Another  court  follows  with  a  similar  por- 
tico, and  communicates  with  the  grand  portico  of  the  theatre 
supported  by  more  than  sixty  stone  pillars  iif  the  Doric  order, 
but,  in  proportion,  bordering  upon  Tuscan.  Near  this  por- 
tico lie  several  fragments  of  columns  of  a  much  larger  size, 
and  of  bolder  proportion;  which,  perhaps,  belonged  to  the 
temple  of  Neptune,  and  may  have  been  thiown  down  and  laid 
in  their  present  situation  by  the  earthquake,  which  nearly 
destroyed  this  city  a  few  years  previous  to  the  eruption  that 
buried  it  finally.  The  most  perfect  and  most  curious  object 
that  has  yet  been  discovered  is  a  villa  at  a  little  distance  from 
the  town.  It  consists  of  three  courts  ;  in  the  first  and  largest 
is  a  pond,  and  in  the  centre  an  aulieula,  or  little  temple  :  there 
are  numerous  apartments  of  every  description,  paved  in 
mosaic,  coloured  and  adorned  with  various  paintings  on  the 
walls,  all  in  a  very  beautiful  style.  The  baths  in  this  villa 
seem  to  have  been  objects  of  particular  attention. 

Cicero's  Pompeianum  stood  in  the  neighbourhood  of  this 
town,  and  possibly  on  this  very  spot.  It  was  a  favourite 
retreat,  much  frequented  by  Cicero  and  his  friends.  The 
houses  at  Pompeii  are  on  a  small  scale,  generally  of  one, 
sometimes  of  two  stories ;  the  principal  apartments  are 
always  behind,  enclosing  a  court,  with  a  portico  round  it, 
and  a  marble  cistern  in  the  middle;  two  had  glass  windows, 
in  the  others  shutters  only  were  used  ;  the  pavements  are  all 
mosaic,  and  the  walls  are  stained  with  mild  colours  ;  the 
decorations  are  bassorelievos  in  stucco,  and  paintings  in 
medallions.  ^Marble  seems  to  have  been  common.  An  extent 
of  about  500  feet  of  the  town  wall  has  been  completely 
cleared.  It  is  from  eighteen  to  twenty  feet  high,  twelve 
thick,  and  fortified  at  short  distances  with  square  towers. 
In  the  main  street,  ]>assing  in  front  of  the  temple  of  Isis,  has 
been  discovered  the  portico  of  the  theatre.  Near  the  same 
spot,  ten  feet  below  the  level  of  the  street,  was  found  a  human 
skeleton,  and  iinmediatel)'  beneath  it  a  largo  collection  of 
gold  and  silver  medals  in  the  finest  preservation,  chiefly 
of  the  reign  of  Domitian.  Under  a  superb  portico,  in  the 
quarter  of  the  tombs,  a  lutmber  of  skeletons  have  been  dis- 
covered, and  among  them  those  of  a  female  and  several  chil- 
dren. Three  finger-rings  and  several  car-rings  were  found 
among  the  bones.  Among  the  vases  discovered,  there  were 
two  which  were  full  of  water,  with  a  small  (luanlity  of  ashes 
at  the  bottom.  In  one  the  water  was  limpid  and  odourless; 
in  the  other  it  was  of  a  brownish  tinge,  and  had  the  taste 
of  lye. 

POMPEION,  a  stately  edifice  at  Athens,  in  which  were 
kept  the  sacred  utensils  made  use  of  at  festivals,  and  where 
all  things  necessary  for  the  solemn  processions  were  prepared. 
It  stood  at  the  entrance  of  the  old  city,  which  looked  towards 
Phalerum,  and  was  adorned  with  many  statues  of  the  Athe- 
nian heroes.  This  word  was  likewise  used  for  any  utensils 
employed  on  these  occasions. 

POMPEVS  PlLLAPv.  &e  Pillar. 
POPPY  HEAD,  a  carved  ornament   used  as  a  termi- 
nating ornament  at    the    top    of  the    standards   of  ancient 


church-benches.  The  designs  of  such  ornaments  are  not 
confined  to  one  particular  form,  as  the  name  might  appear  to 
signify,  but  were  most  frequently  in  the  form  of  a  finial 
coin])osed  of  foliage  of  various  kinds,  grotesque  figures, 
crests,  and  various  other  devices. 

POllCir,  (from  the  Lwtln.  porliciis)  a  kind  of  vestibule, 
supported  by  columns,  nnich  used  at  the  entrance  of  the 
ancient  temples,  halls,  churches,  and  many  other  buildings. 
See  Atiuum. 

In  the  ancient  architecture,  a  porch  was  a  vestibule,  or  a 
disposition  of  insulated  columns,  usually  crowned  with  a 
pediment,  forming  a  eoveit  place  before  the  principal  door  of 
a  temple,  or  couit  of  justice. 

When  it  had  four  columns  in  front,  it  was  called  a  telra- 
style;  when  six,  hexasti/le ;  when  eight,  ocloslyle ;  when 
ten,  decasti/le,  &c.  Vitruvius  calls  it  pronas ;  Pollu.x 
TTpodofioc,  prodomos :  when  finer  than  ordinary,  the  ancients 
call  it,  also,  propi/leum. 

Porches  are  almost  universal  in  churches,  and  are  usually 
on  the  south  side,  and  in  the  second  bay  from  the  west,  but 
the  position  is  frequently  determined  by  the  circumstances  of 
the  locality. 

Norman  porches  are  frequently  of  large  dimension,  and 
highly  enriched  with  the  ornament  peculiar  to  that  period  ; 
many  such  have  been  preserved  in  buildings  which  in  other 
respects  have  been  entirely  rebuilt  in  a  l.-iter  style.  Many 
fine  porches  of  this  kind  are  to  be  found  at  Malmesbury, 
Sherbourne,  and  Southwell,  the  last  having  a  room  over  it; 
there  is  also  a  very  fine  one  at  the  Temple  Church,  London. 
Early  English  specimens  occur  at  Wells,  Salisbury,  Lincoln, 
and  Westminster;  and  the  examples  in  this  as  well  as  in  the 
Norman  style,  are  almost  invariably  of  stone.  Decorated 
and  Perpendicular  porches  are  frecjuently  of  wood,  sometimes 
entirely  closed  at  the  sides,  but  more  often  of  open  work, 
and  with  ornamental  barge  boards  at  the  end  of  the  roof; 
many  very  beautiful  specimens  are  to  be  found  of  both 
styles. 

A  few  Galilee  porches  exist  in  some  of  our  cathedrals. 
See  Galilee,  and  Cathedral,  also  Church. 

PORPIIYllY,  (from  nopipvpog,  purple)  a  denomination 
that  distinguishes  a  large  class  of  primitive  rocks,  composed 
of  one  substance,  in  the  form  of  grains,  or  crystals,  imbedded 
in  another,  consisting  most  commonly  of  a  comp.act  paste,  as 
its  basis.  The  base  is  clay-stoiie,  horn-stone,  compact  felspar, 
pitch-stone,  pearl-stone,  or  obsidian  ;  the  implanted  grains, 
or  crystals,  are  of  quartz,  or  felspar.  Of  porphyry  there 
appear  to  be  two  formations  ;  the  most  ancient  consists  prin- 
cii)ally  of  horn-stone  and  felspar  porphyry,  and  the  most 
recent  are  of  clay,  pitch-stone,  pearl-stone,  and  obsidian 
porphyry.  The  porphyritic  formation  is  not  very  distinctly 
separated  from  the  other  rock  formations  which  accompany 
it,  nor  is  its  rank  annuig  the  primitive  mountains,  with  regard 
to  antiquity,  very  clearly  ascertained.  The  mountains  of 
porphyry  are  not  stratified,  and  never  enclose  beds  of  other 
substances.  Its  texture  is  commonly  compact,  but  it  occa- 
sionally occurs  in  schist-stone.  It  is  not  very  rich  in  mineral 
veins;  the  clay  porphyry  is  the  most  rich.  The  mines  of 
Sehwcitz,  in  Hungary,  which  are  of  this  description,  are 
found  in  this  species  of  rock. 

Some  writers  have  reckoned  five  species  of  rocks  belong- 
ing to  the  proper  porphyritic  formation,  which  are  as  follows  : 
viz.,  1,  llorn-sloitc  jMrpliyry,  the  base  of  which,  being  horn- 
stone,  is  generally  red  or  green,  with  a  conchoidal,  or  splin- 
tery fracture ;  and  enclosing  crystals  of  quartz  and  felspar. 
This  is  also  distinguished,  says  Kirwan,  by  its  hardness, 
slight  transparency,  and  wiuit  of  lustre;  it  is  fusible  without 
dilliculty.     Sometimes  the  felspar  is  decayed,  and  sometimes 
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also  the  horn-stone,  whilst  the  quartz  and  hornblende  remain 
entire:  the  whole  thus  acquires  the  appearance  of  indurated 
volcanic  ashes,  though  the  quartz  might  prove  the  contrary  : 
if  the  felspar  alone  be  decayed,  the  horn-stone  will  appear 
porous,  and  may  be  taken  for  lava.  Its  transitions  are  into 
granite  and  sand-stone.  2.  Felspar  porphynj,  the  base  of 
which  is  commonly  red  compact  felspar,  enclosing  crystals 
of  felspar  and  quartz.  3.  Sieiiitic  jiorphyn/,  which  differs 
from  the  preceding  in  containing  crystals  of  hornblende  in 
addition  to  the  other  ingredients.  4.  Pitch-Hone  porphyry, 
the  base  of  which  is  pitch-stone,  either  red,  green,  brown, 
gray,  black,  or  yellow,  of  various  shades,  having  generally 
many  colours  at  once  in  the  same  specimen.  According  to 
Kirwan,  this  porphyry  has  the  following  characters  :  lustre, 
greasy,  2.1  :  transparency,  2.1  :  fracture,  imperfectly  con- 
choidal :  hardness,  8,  9,  10  :  the  felspar  often  blue :  the 
fracture  of  some  is  slaty  and  colour  yellowish-gray  :  lustre, 
scarcely  1  ;  transparency,  1  ;  hardness,  scarcely  9 ;  specific 
gravity,  2.452.  5.  Clay  porphyry,  the  base  of  which  is 
indurated  clay,  passing  into  horn-stone  ;  generally  of  a  reddish 
colour,  and  containing  crystals  of  quartz  and  felspar.  The 
colour  of  this  porphyry,  belonging  to  Kirwan's  argillaceous 
porphyries,  is  generally  some  shade  of  gray,  or  greenish-gray, 
or  brown,  or  blackish  or  reddish-brown,  or  isabella-yellow. 
Lustre  and  transparency,  0 ;  fracture,  earthy  ;  hardness, 
from  5  to  7 ;  sometimes  adhering  to  the  tongue. 

PORTABLE  BRIDGE.     See  Bridge. 

PORTAIL,  the  face  or  frontispiece  of  a  church,  viewed 
on  the  side  in  which  is  the  great  door.  Also,  the  great  door, 
or  gate  itself,  of  a  p)alace,  castle,  &c. 

PORTAL,  (perhaps  a  diminutive  of  the  French,  porte, 
door,  gate,)  a  term  used  for  a  little  square  corner  of  a  room, 
GUI  off  from  the  rest  of  the  room  by  the  wainscot;  frequent 
in  ancient  buildings,  but  now  disused. 

Portal  is  sometimes  also  used  for  a  little  gate,  portella  ; 
where  there  are  two  gates  of  a  different  size:  also,  a  kind  of 
arch  of  Joiner's  work  before  a  door. 

PORT-CR.W'ON,  (French)  a  pencil-ease,  an  instrument 
serving  to  enclose  a  pencil,  and  occasionally  also  used  as  a 
handle  for  holding  it.  It  is  usually  four  or  five  inches  long, 
and  contrived  so  that  the  pencil  may  be  slid  up  and  down 
by  means  of  a  spring  and  button.  Its  outside  is  filed  into 
eight  sides  or  faces,  on  which  are  sometimes  drawn  the  sector 
lines  :  its  inside  is  round  ;  sometimes  it  is  made  round  or 
cylindrical,  both  without  and  within,  and  has  its  length 
divided  into  inches  and  parts  of  inches. 

PORTCULLIS,  (from  the  French  portccoulisse)  called 
also  herse  and  narrasin,  an  assemblage  of  several  great  pieces 
of  wood,  laid  or  joined,  across  one  another,  like  a  harrow, 
and  e.ach  pointed  at  the  bottom  with  iron. 

These  were  formerly  hung  over  the  gateways  of  fortified 
places,  to  be  let  down  in  case  of  a  surprise,  when  the  enemy 
should  come  so  quick  as  not  to  allow  time  to  shut  the  gates. 
But  now  the  orgues  are  more  generally  used,  as  being  formed 
to  answer  the  purpose  better. 

PORTICI,  a  small  town  of  Italy,  about  six  miles  from 
Naples,  on  the  sea-shore,  at  the  foot  of  Vesuvius.  Its  prin- 
cipal ornament  is  a  royal  palace.  Under  this  town  and 
palace  lies  buried,  at  the  depth  of  70  feet  under  accumulated 
beds  of  lava,  the  city  of  Herculancum,  the  first  victim  of  the 
fires  of  Vesuvius.  The  Prince  d'Elbceuf,  after  the  fir>t  dis- 
covery was  made  by  accident,  purchased  the  spot,  and  con- 
tinuing the  excavations  that  had  been  begun,  discovered 
various  statues,  pillars,  and  even  a  whole  tem'ple  of  the  finest 
marble,  adorned  with  stat\ies.  Upon  the  interposition  of  the 
Neapolitan  government,  the  work  was  stopped  for  twenty 
years  ;  however,  the  excavations  were  occasionally  continued, 


and  a  basilica,  two  temples,  and  a  theatre,  were  successively 
discovered,  and  stripped  of  their  numerous  pillars  and  statues. 
Streets  were  observed,  that  were  paved  and  flagged  on  the 
sides,  and  private  houses,  and  even  monuments,  explored. 
A  prodigious  number  of  statues  of  bronze,  of  ditferent  sizes, 
pillars  of  marble  and  alabaster,  and  paintings  and  mosaics, 
many  of  them  entire  and  in  high  preservation,  others  frac- 
tured and  damaged,  have  been  drawn  from  the  edifices  of 
this  subterraneous  city,  and  give  a  high  idea  of  its  opulence  ; 
to  these  we  may  add  many  species  of  ornaments  used  in 
dress,  of  weapons  and  armour,  of  kitchen  utensils  and  domes- 
tic furniture,  of  agricultural  and  chirurgical  instruments. 
The  theatre  is  at  present  the  only  part  open  to  inspection. 
Of  all  the  articles  drawn  from  Ilerculaneum,  the  most  curious 
and  valuable  are  the  MSS.  Of  these  many  dissolved  into 
dust  as  soon  as  they  were  exposed  to  the  air  :  while  others, 
though  scorched,  or  rather  burnt,  resist  the  action  of  that 
clement.  The  number  of  the  latter,  it  is  conjectured,  may 
be  about  1800. 

PORTICO,  (from  the  Latin  porticiis,  a  gate)  a  kind  of 
gallery  on  the  ground  ;  or  a  piazza  encompassed  with  arches 
supported  by  columns.  The  roof  is  usually  vaulted, 
sometimes  flat.  The  ancients  called  it  lucunar.  See 
Lacunaris. 

The  most  celebrated  porticos  of  antiquity  were  those  of 
Solomon's  temple,  which  formed  the  atrium,  or  court,  and 
encompassed  the  sanctuary  :  that  of  Athens,  built  for  the 
people  to  divert  themselves  in,  and  where  the  philosophers 
held  their  disputes  and  conversations;  which  occasioned  the 
disciples  of  Zeno  to  be  called  stoics,  from  the  Greek  ^oa,por- 
ticus  ;  and  that  of  Pompey  at  Rome,  consisting  of  several 
rows  of  columns. 

Flate  I. — Plan  and  elevation  of  the  Doric  portico  at 
Athens. 

Plate  11. — Portico  of  the  Ionic  temple,  on  the  Ilissus, 
at  Athens. 

Porticos  were  numerous  buildings  in  Rome  for  the  con- 
venience of  the  public  in  sultry  or  inclement  weather;  dis- 
tinguished fiom  those  which  formed  the  vestibules,  or  which 
decorated  the  entrance  of  temples.  Some  of  the  principal 
were  Xh.e  porticus  duplex;  so  called  from  its  double  row  of 
pillars,  erected  by  Cneius  Ootavius,  near  the  Circus  Flami- 
nius,  after  the  defeat  of  Perses  ;  it  was  of  the  Corinthian 
order,  and  ornamented  with  brazen  capitals;  the  walls  were 
decorated  with  paintings  representing  the  achievements  of 
the  founder.  The  portico  of  Pompey,  annexed  to  his  theatre, 
was  supported  by  100  marble  columns ;  opened  on  both  sides 
into  groves  of  plane-trees,  was  refreshed  by  fountains  and 
streams,  and,  in  summer  time,  was  the  favourite  resort  of  the 
young,  the  gay,  and  the  gallant.  Augustus  erected  several 
porticos;  and,  prompted  by  his  example,  many  of  his  most 
distinguished  and  opulent  friends  vied  with  each  other  in 
similar  works  of  magnificence.  Among  the  former  were  the 
porticos  of  Caius  and  Lucius,  with  a  basilica  annexed  to  it ; 
that  of  Octavia,  which  rose  near  the  theatre  of  Marcellus, 
and  contributed  not  a  little  to  its  beauty  as  well  as  conve- 
nience ;  that  of  Livia,  near  the  Roman  Forum.  This  latter 
was  ornamented  with  a  collection  of  ancient  pictures,  and 
shaded  by  a  vine  of  prodigious  luxuriance.  Ovid  alludes  to 
it  in  his  usual  lively  manner.  But  this,  and  every  edifice  of 
the  kind  prior  to  this  sera,  was  eclipsed  by  the  splendour 
of  the  Palatine  portico,  dedicated  to  Apollo.  It  was  sup- 
ported by  pillars  of  Numidian  marble,  enlivened  with  exqui- 
site paintings  and  statues,  and  emblazoned  with  brass  and 
gold.  It  enclosed  the  library  and  temple  of  Apollo,  so  often 
alluded  to  by  the  writers  of  the  Augustan  age,  and  was 
deservedly  ranked  among  the  wonders  of  the  city.     It  is 


POR 


322 


POS 


described  by  Propertius,  lib.  xi.  81.  Another  portico,  erected 
by  this  emperor,  was  called  Ad  ^ationes,  from  the  statues 
with  which  it  was  furnished,  representing  various  nations  in 
their  respective  habits.  Jt  was,  perhap^^,  still  wore  remark- 
able for  a  statue  of  Hercules,  lying  neglected  on  the  ground, 
though  it  had  been  brought  from  Carthage,  and  was  that  to 
which  the  Uarthiigiuians  were  accustomed  to  olfer  human 
victims.  The  Porticus  Septorum  was  finished,  or  repaired, 
by  Agrip]ia,  as  Pliny  says,  and  enclosed  not  the  Sc2Ua  Tri- 
bata  Comitii,  where  the  people  assembled  to  vote,  but  Diri- 
biiorium,  or  place  where  the  legions  were  mustered  and  paid. 
These  edifices  were  all  of  marble,  and  the  latter,  in  particular, 
unusually  magnificent.  Agrippa  also  built  and  gave  his  name 
to  another  portico,  which,  as  some  suppose,  was  connected 
with  the  present  portico  of  the  Pantheon,  and  carried  around 
it.  Hut  as  he  had  erected  Tlicrmw,  and  other  noble  fabrics 
near  that  edifice,  it  is  more  probable  that  his  portico  enclosed 
the  whole,  and  united  them  together  in  one  grand  circum- 
ference. That  it  was  extensive,  is  evident  from  Horace,  who 
represents  it  as  a  public  walk,  much  frequented.  The  mate- 
rials were,  as  in  all  Agrippa's  works,  rich  marbles,  and  the 
ornaments,  paintings  and  statues.  The  portico  of  Hercules^ 
or  of  Philippus,  was  so  called  because  it  was  rebuilt  by  the 
latter  at  the  instigation  of  Augustus,  and  dedicated  to  Her- 
cules, whose  temple  it  enclosed,  under  the  appellation  of 
Musayetos,  a  leader  of  the  Muses.  It  was  erected  solely  for 
the  ornament  of  the  city,  and  of  course  was  decorated  with 
an  unusual  profusion  of  splendid  objects  ;  the  jiaintings  of 
Apellcs,  Zeuxis,  and  Antipliilus,  (orniing  part  of  its  furniture. 
Several  porticos  took  their  names  from  the  temples  to  which 
they  were  annexed,  and  seem  to  have  formed  either  vast 
squares  or  courts  before,  or  immense  galleries  round  their 
respective  temples,  thus  detaching  them  from  ordinary  build- 
ings, and  giving  them  a  distinguished  and  solitary  grandeur. 
The  porticos  of  Quirinus  and  Europa,  are  mentioned  by 
Martial  as  fashionable  places  of  resort,  and  must  consequently 
have  been  very  spacious.  That  of  lais  was  remarkable,  not 
only  for  paintings  but  mosaics. 

The  approach  to  the  curiie,  the  basilica;,  and  the  forums, 
were  generally  by  porticos  ;  several  langes  of  porticos  led 
to  the  capitol,  and  lined  the  sides  of  the  declivity  ;  the  Cam- 
pus Martius  was  surrounded  by  an  uninterrupted  colonnade; 
almost  every  emperor  distinguished  himself  by  the  erection 
of  a  new  edifice  of  the  kind  ;  and  Nero  is  said,  by  Suetonius, 
to  have  lined  the  streets  of  Rome  (those  probably  which  he 
himself  had  rebuilt)  with  a  continued  portico.  Several  por- 
ticos were  erected  by  later  emperors,  of  astonishing  extent ; 
such  were  that  of  Gallienus,  extending  nearly  two  miles  along 
the  Via  Flamiina ;  and  that  of  Gordian  in  the  Campus  Mar- 
tius, which  was  a  mile  in  length,  and  formed  of  one  range 
of  pilasters  and  four  of  columns,  opening  upon  plantations  of 
box,  cedar,  and  myrtle. 

PORTLAND  STONE,  (Saxum  Arenarium  Portlandkvm, 
of  Da  Costa,  and  Psadnnum  Hche-f,  Alhidum,L(txius,of  Hill), 
an  alkaline  sandstone,  of  a  dull  whitish  colour,  heavy, 
moderately  hard,  of  a  somewhat  fiat  texture,  and  composed 
of  a  large  roundish  grit,  cemented  together  by  an  earthy  spar, 
and  intermixed  with  numerous  glittering  spangles  of  pure 
spar;  the  grit  splits  in  the  cutting  of  the  stone,  so  that  it  is 
capable  of  being  brought  to  a  surface  very  smooth  and  equal ; 
it  will  not  strike  fire  with  steel,  and  burns  to  a  slight  ashen 
hue.  The  Portland  stone  belongs  to  the  third  variety  of 
the  compact  limestone,  under  the  calcareous  genus,  whose 
fracture  is  earthy,  according  to  Kirwan's  arrangement.  Its 
specific  gravity  is  2.401.  There  are  vast  quarries  of  it  in 
tlie  island  of  Portland,  in  Dorsetshire,  whence  its  name.  It 
is  brought  from  thence  in  large  quantities  to  Loudon,  and  is 


much  used  in  building.  This  and  all  similar  sorts  of  stone 
composed  of  granules,  and  not  of  a  laminated  texture,  will 
cut  and  rive  in  any  direction,  as  well  in  a  perpendicular,  or 
in  a  diagonal,  as  horizontally  and  parallel  to  the  site  of  the 
strata.  For  this  reason  they  have  obtained  the  name  of 
freestone.  This  stone  is  very  soft  when  it  comes  out  of  the 
quarry,  works  very  easily,  but  becomes  in  time  very  hard 
and  durable. 

POSITION,  in  architecture,  the  situation  of  a  building 
with  regard  to  the  [)oints  of  the  horizon.  Vitiuvius  directs 
the  position  of  a  building  to  be  such,  that  the  four  corners 
may  point  directly  to  the  four  winds. 

Position,  in  geometry,  a  term  sometimes  used  in  contra- 
distinction to  magnitude.  Thus  a  line  is  said  to  be  given  in 
position  (posilione  data)  when  its  situation,  bearing,  or  direc- 
tion, with  regard  to  some  other  line,  is  given  :  on  the  con- 
trai-y,  a  line  is  given  in  magnitude,  when  its  length  is  given, 
but  not  its  situation. 

Sir  Isaac  Newton  shows  how  to  find  a  point,  from  which 
three  lines,  perpendictdarly  let  fall,  to  three  other  lines  given 
in  position,  have  any  given  ratio,  &c. 

Post,  in  building,  a  large  piece  of  timber,  placed  upright 
in  houses,  &c.  The  corner  posts  are  called  the  principal,  or 
fencing  posts  ;  the  posts  framed  between  the  principal  posts 
for  strengthening  the  roof  of  a  house  are  called  the  queen- 
posts.  An  excellent  method  to  preserve  posts  from  rotting, 
is  to  burn  the  outside  of  the  ends  that  are  to  be  set  in  the 
ground  to  a  coal. 

Post,  Croivn,  or  King-Post.     See  Crown-Post. 

Post  and  Paling,  a  kind  of  close  wooden  fence,  con- 
structed by  means  of  posts  set  into  the  ground,  and  pales 
nailed  to  rails  between  them. 

This  sort  offence  can  seldom  be  had  recourse  to  for  com- 
mon farm-purposes,  except  about  the  buildings  or  home-stalls. 
The  only  circumstances  concerning  it,  which  seem  to  require 
any  notice  in  this  place,  are,  that  the  posts,  whether  of  rough 
or  sawn  timber,  should  be  charred,  or  burnt,  in  a  superficial 
manner,  in  the  parts  which  are  designed  to  be  set  in,  or 
nearly  on  a  level  with  the  surfoce  of  the  ground,  in  order  to 
prevent  their  decay  in  these  places.  The  posts  should  also 
be  well  and  firmly  put  into  the  earth ;  and  the  sawn  rails, 
whether  for  close  or  open  paling,  should  be  cut  triangular- 
wise,  by  slitting  square  scantlings  diagonally.  The  pales  of 
open  paling  should  be  cut  in  the  same  manner;  the  broadest 
sides  of  the  pales  being  firmly  nailed  against  the  broad  flat 
sides  of  the  rails,  at  such  distances  from  e.ach  other,  and  of 
such  height  and  strength,  as  the  given  purp^)se  may  stand  in 
need  of,  or  require. 

Post  and  Railing,  another  sort  of  open  wooden  fence, 
often  used  for  protecting  young  quick-hedges,  consisting  of 
posts  and  rails,  &c. 

These  sorts  offences,  or  protections,  should  likewise  have 
constantly  the  parts  which  are  set  into  the  ground,  and  the 
rails,  prepared  in  the  same  manner  as  directed  above. 

I'OSTKliN,  a  small  doorway  in  the  rear  of  a  buildi.ig, 
more  particularly  applied  to  those  of  castles,  which  were 
reserved  for  private  communication  with  the  exterior. 

POSTICUil,  the  postern-gate,  or  back-door,  of  any  fabric, 
for  private  entrance. 

POSTIQUE  (from  the  Italian  pasticcio,  added  ;)  an  orna- 
ment of  sculpture  is  s.aid  to  hepostique,  when  it  is  superadded 
after  the  work  itself  is  done.  A  table  of  marble,  or  other 
matter,  is  also  said  to  be  posfique,  when  it  is  incrustated  in 
a  decoration  of  architecture,  &c. 

POSTSCENIUM,  or  Pakascenium,  among  the  Romans, 
was  a  place  behind  the  theatre,  where  the  actors  withdrew 
to  dress,  undress,  &c. 
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POT-METAL,  that  kind  of  stained  glass  into  whitli  tiic 
colours  are  incorporated  while  in  a  state  of  fusion. 

POWDERINGS,  aterm  sometimes  used  for  devices  serv- 
ing to  fill  up  vacant  spaces  in  carved  works  ;  as  also  in  escut- 
cheons, writings,  &c. 

POWER,  in  mechanics,  a  force,  which,  being  applied  to 
a  machine,  tends  to  produce  motion  ;  whether  it  actually  pro- 
duces it  or  not.  In  the  former  case,  it  is  called  a  moving 
power;  in  the  latter,  a  sustaining  power.  If  the  power  be 
a  man,  or  a  brute,  it  is  called  an  anima/e  power  ;  if  the  air, 
water,  fire,  gravity,  or  elasticity,  an  inanimate  power.  See 
Force. 

Power,  is  also  used  for  any  of  the  si.\  simple  machines, 
viz.,  the  lever,  balance,  screw,  axis  in  perilrochio,  wedge, 
and  pulley  ;  which  are  particularly  called  the  mechanical 
powers. 

POZZOLANA.     See  Pozzolana. 

PRACTICE.  See  Cross  Multiplication. 

PRAXITELES,  a  celebrated  sculptor  of  antiquity,  born 
in  Magna  Graacia,  who  flourished  about  the  year  3(54  b.  c. 
lie  excelled  particularly  in  the  working  of  marble,  and  was 
the  author  of  some  of  the  most  famous  statues  noticed  by 
ancient  writers ;  among  these  were  two  of  Venus,  one  clothed 
and  the  other  naked.  The  first  was  purchased  by  the  Coans, 
who  preferred  it  as  the  most  decent.  The  Cnidians  took  the 
other,  whieh  was  so  exquisitely  beautiful,  that  many  persons 
took  a  voyage  to  the  island  for  the  sole  purpose  of  seeing  it. 
Praxiteles  was  deeply  enamoured  of  the  famous  courtezan 
Phryne,  of  whom  he  made  several  statues,  one  of  which  was 
erected  at  Delphi.  Many  of  his  performances  were  in  the 
Ceramicus  at  Athens ;  among  the  rest  the  statues  of  Har- 
niodius  and  Aristogiton,  which  Xerxes  carried  away,  and 
Alexander  afterwards  restored.  Many  were  extant  at  a  later 
period  in  Rome.  His  most  noted  works  were  in  marble,  but 
he  cast  many  statues  in  metal,  which,  as  well  as  those  of 
marble,  were  greatly  admired.  He  had  a  son,  Cephissodorus, 
who  inherited  his  skill  and  fame. 

PREACHING  CROSS,  a  cross  erected  in  the  highway 
for  the  purpose  of  preaching,  as  implied  by  the  adjective. 

PRECEPTORY,  a  subordinate  or  branch  establishment 
of  Knights'  Templars,  under  the  management  of  a  preceptor  ; 
the  same  as  the  comnmndery  of  the  Knights'  Hospitallers. 

PREPARATION,  (from  the  Latin, /)ra7jara/jo),  in  mathe- 
matics, one  of  the  parts  or  branches  of  a  demonstration. 

If  it  be  a  proposition  in  geometry  that  is  to  be  demon- 
strated, the  preparation  consists  in  certain  lines  to  be  drawn 
in  the  figure  :  if  a  proposition  in  arithmetic,  in  some  compu- 
tation to  be  made,  to  obtain  more  easily  the  demonstration. 

PRESBYTERY,  that  part  of  the  church  in  the  chancel 
set  apart  for  the  offieiatins;  priests. 

PRESERVING  OF  TIMBER.    See  Timber. 

PRICE  BOOK,  a  book  containing  the  prices  of  labour 
and  materials,  of  the  various  articles  employed  in  building. 
See  The  Universal  Price  Book,  with  regard  to  labour  only, 
under  the  articles  Carpentry  and  Joinery. 

PRICK-POST,  or  Queen-Post.    See  Post. 

PRIME  FIGURE,  in  geometry,  one  that  cannot  bo 
divided  into  any  other  figures  more  simple  than  itselt. 

Such  is  a  triangle  among  planes  ;  and  the  pyramids  in 
solids.^  For  all  planes  are  made  of  the  first,  and  all  bodies, 
or  solids,  are  compounded  of  the  second. 

PRIMING,  among  painters,  the  laying  on  of  the  first 
colour. 

PRINCIPAL  BRACE,  a  brace  immediately  under  the 
principal  rafters  or  parallel  to  them,  in  a  state  of  compres- 
sion, assisting  with  the  principals  to  support  the  timbers  of 
the  roof. 


Principal  Point,  a  point  in  the  perspective" plane,  upon 
which  a  line  drawn  from  the  eye,  perpendicular  to  the  plane, 
falls.  This  point  is  in  the  intersection  of  the  horizontal  and 
vertical  plane  ;  and  is  also  called  \.\\(i  2>oint  of  sight,  and  pioint 
of  the  eye.     See  Perspective. 

Prin'cipal  Rafters,  two  inclined  timbers  in  a  roof,  either 
meeting  each  other  in  the  middle,  or  the  ends  of  a  beam  in 
the  middle  of  the  roof,  the  lower  ends  resting  on  the  ends  of 
the  tie-beam:  their  office  is  to  support  the  roof. 

Principal  Ray,  that  which  passes  perpendicularly  from 
the  spectator's  eye  to  the  perspective  plane,  or  picture. 
Whence  the  point  where  this  ray  falls  on  the  plane  is,  by 
some,  called  the  principal  point,  which  other  writers  call 
the  centre  of  the  picture,  and  the  point  of  concurrence. 

PRIORY  denotes  a  society  of  religious,  the  superior  of 
which  was  denominated  a  prior,  or  prioress ;  and  of  these 
there  were  two  sorts  ;  as  where  the  prior  was  chief  governor, 
as  fully  as  any  abbot  in  his  abbey,  and  was  chosen  by  the 
convent ;  such  were  the  cathedral  priors,  and  most  of  the 
Austin  order,  and  where  the  priory  was  a  cell  subordinate 
to  some  great  abbey,  and  the  prior  was  placed  and  displaced 
at  the  will  of  the  abbot. 

PRISM,  (from  ngiaiia,  something  sawn,  or  cut  off)  in 
geometry,  an  oblong,  or  solid  body,  contained  under  more 
than  four  planes,  and  whose  bases  are  equal,  parallel,  and 
alike  situate. 

PRISMOID,  (formed  of  Trpiafia  and  eido^)  a  solid  figure, 
having  for  its  two  ends  any  dissimilar  parallel  plane  figures 
of  the  same  number  of  sides,  and  all  the  upright  sides  of  the 
solid  trapezoids.  If  the  ends  of  the  prismoid  be  bounded  by 
dissimilar  curves,  it  is  sometimes  called  a  cylindroid. 

To  find  the  solidity  of  a  prismoid,  the  general  rule  is  :  To 
the  sum  of  the  areas  of  the  two  ends,  add  four  times  the  area 
of  a  section  parallel  to,  and  equally  distant  from  both  ends  : 
.multiply  the  last  sum  by  the  height,  and  one-sixth  of  the 
product  will  be  the  solidity.  Or,  if  the  basis  be  dissimilar 
rectangles,  take  two  corresponding  dimensions,  and  multiply 
each  by  the  sum  of  double  the  other  dimension  of  the  same 
end,  and  the  dimension  of  the  other  end  corresponding  to  this 
last  dimension  :  then  multiply  the  sum  of  the  products  by 
the  height,  and  one-sixth  of  the  last  product  will  be  the 
solidity. 

PRISON,  an  edifice  erected  for  the  confinement  of  debtors 
and  criminals,  until  they  be  discharged  or  convicted.  The 
principal  properties  in  the  construction  of  a  prison,  are  those 
of  strength  and  convenience.  Strength  is  of  the  utmost 
consecjuence,  in  order  to  prevent  the  escape  of  the  prisoners ; 
and  convenience,  to  promote  their  health  ;  to  have  the  apart- 
ments of  their  due  size  and  arrangement,  according  to  the 
different  species  of  criminals,  and  to  be  handy  in  respect  of 
the  keeper. 

Before  the  philanthropic  labours  of  the  celebrated  Howard 
had  made  known  to  the  world  the  dreadful  condition  of  the 
public  prisons  of  that  day,  such  places  were  hardly  fitted  for 
the  habitations  even  of  the  lowest  animals,  much  less  for  the 
confinement  of  human  beings.  But  his  exertions  having 
called  public  attention  to  the  subject,  a  gradual  ainelioraticm 
has  taken  place,  not  only  in  the  construction  hut  in  the  whole 
system  of  prison  discipline  ;  until  it  may  be  doubted  whether 
modern  philanthropy  is  not  running  into  the  opposite  extreme, 
and  rendering  abodes  intended  for  the  punishment  of  the 
vicious,  superior  to  those  attainable  by  the  unfortunate  and 
the  poor. 

It  would  be  impossible  to  point  out  with  any  degree 
of  minuteness  the  successive  steps  in  prison  improvement ; 
nor  is  it,  perhaps,  strictly  within  the  objects  of  this  work 
to  do  so  ;  it  will  be  sufficient  to  describe  one  or  two  modern 
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buildings  adapted  for  the  confinement  of  criminals,  as 
specimens  of  the  great  advance  made  within  the  last 
few  years. 

Before  doing  so,  however,  it  may  not  be  uninteresting  to 
give  Mr.  Howard's  recommendations  relative  to  the  situation 
and  arrangements  of  a  prison,  by  way  of  showing  the  ideas 
entertained  at  that  time  on  the  subject. 

"  A  county  gaol,"  he  says,  '•  and  indeed  every  prison,  should 
be  built  on  a  spot  that  is  airy,  and,  if  possible,  near  a  river, 
or  brook.  I  have  commonly  found  prisons  situate  near  a 
river,  the  cleanest  and  most  healthy.  They  generally  have 
not  (and,  indeed,  could  not  well  have)  subterraneous  dun- 
geons, which  have  been  so  fatal  to  thousands:  and,  by  their 
nearness  to  running  water,  another  evil,  almost  as  noxious, 
is  prevented,  that  is,  the  stench  of  sewers. 

'■  I  said,  a  gaol  should  be  near  a  stream  ;  but  I  must  annex 
this  caution,  that  it  be  not  so  near  as  that  either  the  house 
or  yard  shall  be  within  the  reai'h  of  llood.s.  This  was  so 
little  thought  of  at  Appleby,  in  Westmoreland,  when  their 
new  gaol  was  first  building,  that  1  saw  the  walls  marked 
from  nine  inches  to  three  feet  high  by  floods. 

"  If  it  be  not  practicable  to  build  near  a  stream,  then  an 
eminence  should  be  chosen  :  for  as  the  wall  round  a  prison 
should  be  so  high  as  greatly  to  obstruct  a  free  circulation  of 
air,  this  inconvenience  should  be  lessened  by  rising  ground, 
and  the  prison  should  not  be  surrounded  by  other  buildings, 
nor  built  in  the  middle  of  a  town  or  city. 

"That  part  of  the  building  which  is  detached  from  the 
walls,  and  contains  the  men-felons'  ward,  may  bo  square,  or 
rectangular,  raised  on  arcades,  that  it  may  be  more  airy,  and 
leave  under  it  a  dry  walk  in  wet  weather.  Those  wards  over 
arcades  are  also  best  for  safety  ;  for  1  have  found  that  escapes 
liave  been  most  commonly  etliicted  by  undermining  cells  and 
dungeons.  If  felons  should  find  any  other  means  to  break 
out  of  this  raised  ward,  they  will  still  be  stopped  by  the  wall 
of  the  court,  which  is  the  principal  security  ;  and  the  walls 
of  the  wards  need  not  then  be  of  that  great  thickness  they 
are  generally  built,  whereby  the  access  of  light  and  air  is 
impeded. 

"  I  wish  to  have  so  many  small  rooms,  or  cabins,  that  each 
criminal  may  sleep  alone.  These  rooms  to  bo  ten  feet  high 
to  the  crown  of  the  arch,  and  have  double  doors,  one  of  them 
iron-latticed,  for  the  circulation  of  air.  If  it  be  difficult  to 
prevent  their  being  together  in  the  day-time,  they  should, 
by  all  means,  be  separated  at  night.  Solitude  and  silence 
are  favourable  to  reflection  ;  and  may,  possibly,  lead  them  to 
repentance.  Privacy  and  hours  of  thoughtfulnoss  are  neces- 
sary for  those  who  must  soon  leave  the  world  ;  (yet  how 
contrary  to  this  is  our  practice  !  Keepers  have  assured  me, 
that  they  have  made  £5  a  day  after  the  condemnation  of 
their  prisoners.) — In  the  Old  Newgate  there  were  fifteen 
cells  for  persons  in  this  situation,  which  arc  still  left  stand- 
ing, and  are  annexed  to  the  new  building. 

"The  separation  I  am  pleading  for,  especially  at  night, 
would  prevent  escapes,  or  make  them  very  difficult ;  for  that 
is  the  time  in  which  they  are  generally  planned,  and  cfTected. 
This  also  would  prevent  their  robbing  one  another  in  the 
night.  Another  reason  for  separation  is,  that  it  would  free 
gaolers  from  a  difficulty  of  which  I  have  heard  them  com- 
plain:  they  hardly  know  where  to  keep  criminals  admitted 
to  be  evidence  for  the  king:  these  would  be  murdered  by 
their  accomplices,  if  put  among  them ;  and  in  more  than 
one  prison,  I  have  seen  them,  for  that  reason,  put  in  the 
women's  ward. 

"Where  there  are  opposite  windows,  they  should  have 
shutters ;  but  these  should  be  open  all  day.  In  the  men- 
felons'  ward,  the  windows  should  be  six  feet  from  the  floor; 


there  should  be  no  glass;  nor  should  the  prisoners  be  allowed 
to  stop  them  with  straw,  &c. 

"  The  women-felons' ward  should  be  quite  distinet  from 
that  of  the  men  ;  and  the  young  criminals  from  old  and  har- 
dened offenders.  Each  of  these  three  classes  should  also 
have  their  day-room,  or  kitchen,  with  a  fire-place;  and  their 
court  and  offices  all  separate. 

"Every  court  should  be  paved  with  flags,  or  flat  stones, 
for  the  more  convenient  washing  it;  and  have  a  good  pump, 
or  water  laid  on — both,  if  possible  ;  and  the  pump  and  pipes 
should  be  repaired  as  soon  as  they  need  it ;  ollierwise  the 
gaols  w'ill  soon  be  oflensive  and  unwholesome,  as  I  have 
always  found  them  to  be  in  such  cases.  A  small  stream  con- 
stantly running  in  the  court  is  very  desirable.  In  a  room, 
or  shed,  near  the  pump,  or  pipe,  there  should  be  a  commo- 
dious bath,  with  steps  (as  tliere  is  in  some  country  hospitals) 
to  wash  prisoners  that  come  in  dirty,  and  to  induce  them 
afterwards  to  the  frequent  use  of  it.  It  should  be  filled 
every  morning,  and  let  ofl"  in  the  evening  through  the  sewers 
into  the  drains.  There  should  also  be  a  copper  in  the  shed, 
to  heat  a  quantity  of  water  suffieient  to  warm  that  in  the 
bath,  for  those  that  are  sickly.  There  should  also  be  an 
oven  :  nothing  so  efiectually  destroys  vermin  in  clothes  and 
bedding,  nor  purifies  them  so  thoroughly  when  tainted  with 
infection,  ,as  being  a  few  hours  in  an  oven  moderately  heated. 

"The  infirmary,  or  sick  wards,  should  be  in  the  most  airy 
part  of  tlie  court,  quite  detached  from  the  rest  of  the  gaol, 
and  raised  on  arcades.  These  rooms  should  never  be  without 
crib  beds  and  bedding.  In  the  middle  of  the  floor  of  each 
room  there  should  be  a  grate  of  twelve  or  fourteen  inches 
square,  for  a  current  of  air,  covered  with  a  shutter  or  hatch 
at  night. 

"The  sewers,  or  vaults,  of  all  prisons,  should  be  in  the 
courts,  and  not  in  the  passages,  and  (like  those  in  the  col- 
leges) close  boarded  between  the  seat  up  to  the  ceiling,  the 
boards  projecting  ten  inches  before  each  seat. 

"  The  iniirmary  and  sheds  will  not  render  the  court  unsafj, 
provided  the  walls  have  parapets,  or  small  chevnux  de  frise. 

"  Debtoi-s  and  felons  should  have  wards  totally  separate ; 
the  peace,  the  cleanliness,  the  health,  and  morals  of  debtors, 
cannot  be  secured  otherwise. 

"  The  ward  for  men-debtors  should  also  be  over  arcades, 
and  placed  on  one  side  of  the  gaoler's  house.  This  house 
should  be  in  or  near  the  middle  of  the  gaol,  with  windows  to 
the  felons'  and  the  debtors'  courts.  This  would  be  a  check 
on  the  prisoners,  to  keep  them  in  order ;  and  would  engage 
the  gaoler  to  be  attentive  to  cleanliness  and  constant  washing, 
to  prevent  his  own  apartments  from  being  oflensive. 

"A  chapel  is  necessary  in  a  gaol.  I  have  chosen  for  it 
what  seems  to  me  a  proper  situation.  It  should  have  a  gal- 
lery for  debtors,  or  women  ;  for  the  latter  should  be  out  of 
sight  of  all  the  other  prisoners,  and  the  rest  may  be  separated 
below.  Bibles  and  prayer-liooks  should  be  chained  at  con- 
venient distances  on  each  side:  those  who  tear,  or  otherwise 
damage  them,  should  be  punished." 

The  introduction  of  tli'e  separate  system  of  confining 
prisoners,  led  to  great  alterations  in  the  mode  of  constructing 
prisons;  and  the  penitentiary  at  jNIillbauk  was  built  fir  llie 
purpose  of  carrying  this  plan  of  prison  discipline  into  effect. 
It  was  completed  in  the  year  18"21.  and  is  calculated  fi)r  the 
reception  of  twelve  hundred  convicts.  The  outer  walls  in- 
closed not  less  than  eighteen  acres.  The  principal  entrance 
on  Millbank  is  a  stone-fronted  lodge,  with  a  Gothic  arch,  and 
false  portcullis  over  the  gates.  At  the  top,  "Penitentiary" 
is  written  in  large  characters.  The  cells  for  solitary  confine, 
ment  are  arr.anged  within  the  quadrangular  building,  which 
stands  a  considerable  distance  from  the  outer  wall.     At  each 
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angle  of  the  structure  ihcie  is  a  tower  or  bastion  to  form 
water-closets,  to  coiumuiiii-ato  with  the  diU'cieiit  ranges  of 
cells.  Each  side  has  three  tiers  of  windows  (twenty-seven 
in  a  tier)  strongly  grated  with  iron.  The  bastions  are  also 
pierced  for  loop-lioles,  to  give  light  and  air.  Projections,  or 
out-works,  are  built  for  various  departments,  and  the  space 
between  the  building  and  the  wall  is  laid  out  as  gardens. 

The  model  prison  at  I'entonville  was  planned  with  a  view 
to  embrace  every  improvement  that  modern  science  could 
suggest.  It  is  placed  in  an  elevated  and  airy  situation,  well 
adapted  for  sueii  a  building,  and  for  securing  the  health  of 
the  prisoners.  Tlie  following  description  will  show  the 
general  principle  ado|>ted  in  its  construction. 

The  boundary-wall  is  of  a  height  above  the  ground  suffi- 
cient to  preclude  all  chance  of  escape  by  climbing,  and  the 
foundation  of  such  a  depth  as  to  prevent  undermining  in  the 
course  of  a  single  night.     It  presents  an  even,  smooth  surface 
on  both  sides.     A  clear  space  is  preserved  on  the  outside  of 
the  boundary,  that  no  erection  may  be  made  against  it,  and 
that  the  exterior  may  be  open  to  inspection ;  and  in  like 
manner  the  prisou-wiiigs  are   not  connected  with  it,  but  a 
clear  space  preserved  round  the  interior.     There  is  only  one 
gateway  in  this  external  boundary,  which  is   placed  imme- 
diately opposite  the  eutrance-door,  opening  into  an  enclosed 
court-yard.     The  gate  being  retired  a  little,  it  is  deemed  will 
be  of  advantage    in  aflbrding   (he    means  of  defending   it 
through  loop-holes  made  in  the  side-walls,  should  attempts 
be  made  to    force   it  during  riots  or   popular  excitement. 
Accommodation  is  afforded  within  the  prison   walls  for  offi- 
cers, in  detached  houses.     Tlie  prison  is  entered  by  a  broad 
passage,  leading  through  the  entrance-building  to  the  central 
hall,  on  the  sides  of  which  are  convenient  apartments  for 
turnkey,  male  and  female  superintendents,  and  surgeon,  and 
a  mess-room  for  the  officers,  together  with  a  room  for  the 
magistrates,  and  an  office  for  the  governor.     These  last  rooms 
look  into  a  central-hall,  and  command  a  view  of  the  interior 
of  the  prison  ;  there  are  likewise  .staircases  leading  to  the 
basement,    infirmary,  and    chapel.     The    basen\ent    of  the 
entrance-building  contains  reception-cclls,   a  cleansing-room 
for    males,   a   fumigating    oven    for   disinfecting    prisoners, 
clothes;  store-rooms  for  clothing;  and  prison  stores,  such  as 
bedding,  &c. ;  water-closet ;  and  a  room  for  the  steward  or 
prison-officer  employed  about  the  kitchen  and  store  depart- 
ments.    A  portion  of  the  upper  part  of  this  entrance-building 
is  appropriated  as  a  chapel,  and  the  remainder  as  an  infir- 
mary, or  convalescent-rooms — the  former  entering  into  the 
central  hall,  and  the  latter  entirely  detached  from  the  rest  of 
the  prison  by  a  partition-wall,  being  a  separate  staircase  from 
the  passage  below.     The  central   hall,  as  before  explained, 
opens  from  the  floor  to  the  i-oof,  and  is  used  as  the  principal 
station  of  the  officers  engaged   in  carrying  on  the  discipline 
of  the  prison.     A  gallery — which  is  a  continuation  of  that 
into  which  the  prison-rooms  or  cells  open — runs  round  the 
central  hall,  about  ten  feet  above  the  floor,  aflbrding  access 
to  the  chapel  and  all  the  wings,  staircases  being  placed  in 
convenient  situations  communicating  with  it.     The  windows 
of  the  hall  overlook  the  airing-yards,  and  the  greater  part  of 
the  space  within  the  boundary  wall.     The  general   kitchen 
of  the  prison,  the  bread-room,  scullery,  coal-cellar,  and  an 
apparatus  for  cooking,  and  for  ventilating  and  warming  the 
entrance-building,  are  situated    in  the  basement  under  the 
central  hall,  and  a  small  portion  of  the  adjacent  wings.     The 
prison-wings,  as  before  explained,  radiate  from  the  central 
hail,  an  open  passage  or  corridor  Ijcing  designed  to  run  longi- 
tudinally through  the  centre  of  each;  and  the  prison-rooms, 
or  cells,  open  into  the  corridor;  those  being  ranged  in  three 
stories.     The  lower  range  is  on  the  level  of  the  floor  of  the 
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corridor  and  hall ;  the  upper  ranges  open  upon  a  narrow 
gallery  attached  to  the  wall,  which  is  continued  round  the 
central  hall,  as  already  ex|)lained.     At  the  farther  e.vtretnity 
of  each  prison-wing,  a  flight  of  steps,  covered  by  a  trap-door, 
lead  to  the  punishment  cells,  which  are  placed  in  thi;  base- 
ment.    In  the  centre  of  each  wing,  a  circular  iron  staircase 
is  designed  to  communicate  with  the  galleries,  and  contimied 
into  the  store-rooms  below.     In  addition  to  the  stor-es  and 
ventilating  apparatus,    placed  in   the  basement,    under  the 
centre  of  each  jirison-wing  is  a  large  bath,  the  use  of  which 
is  essentially  conducive  to  the  health  of  the  prisoners.     The 
general  dimensions  of  the  cells  are  about  1.3  feet  long  by  7 
broad  ;  9  or  10  feet  high  to  the  under  side  of  the  arched 
ceiling.      It   is   deemed    desirable    that   the    length   should 
greatly  exceed  the  breadth,  as  this  aflbrds  a  better  opportu- 
nity of  taking  exercise,  and  facilitates  the  unobserved  inspec- 
tion of  the  interior.     The  partitions  between  the  cells  are 
not  less  than  18  inches  in  thickness,  thereby  precluding,  as 
much  as  possible  the  transmission  of  sound  between  adjoining 
cells.     The  external  walls  are  two  bricks  and  a  half  thick,  or 
two  feet  of  stone ;  the  internal  walls  next  the  corridor  or 
passage,  two  bricks  thick,  or  18  inches  of  stone  ;  the  flues 
are  12  by  5  inches,  and  are  worked  in  the  corridor-wall  and 
the  external  wall  for  ventilation.     The  windows  of  the  cells 
are  placed  close  under  the  arch,  and  have  stone  sills.     The 
iron  window-frame  is  a  fixture  let  into  a  groove,  with  proper 
rebates   for   the  glass,  which   is   unpolished.     The   general 
dimensions  of  the  windows  are  about  3  feet  6  inches  long, 
and  not  exceeding  11   inches  in  breadth.     For  additional 
security,  a  strong   wrought-iron   bar  is  placed  outside   the 
window-frame,  in  the  direction  of  its  length,  so  as  to  divide 
the  opening  into  two  portions  of  about  5  inches  each.     The 
cells  have  single  doors,  the  frame  of  which  is  of  oak,  6  inches 
by  5  ;  the  doors,  2  inches  thick,  of  deal,  framed  flush  on  both 
sides;  the  edges  covered  with  felt,  to  prevent  noise  in  the 
transmission  of  sound  ;  a  strong  iron  plating  is  on  the  side 
ne.xt  the  cell,  riveted  through,  and  the  doors  are  hung  with 
strong  4^-inch  butt  hinges,  and  fostened  with  a  spring  lock 
and  latch;  a  bevelled  aperture  is  cut  for  the  inspection  slide; 
and  a  trap-door,  6  by  9,  is  fixed  in  the  door  for  passing  pro- 
visions through,  and  which  is  hung  on  two  centres,  so  as  to 
form  a  shelf  when  let  down  ;  it  is  fitted  with  a  strong  bottom 
thumb-bolt,  to  secure  it  in  its  place.     The  outer  door  next 
the  corridor  is  hung  with  44-inch  butt  hinges,  working  on 
centres,  the  object  being  that  the  door  may  be  opened  without 
noise,  for  inspection  ;  the  edge  is  covered  with  felt,  and  shuts 
into  a  rebate  in  the  door  frame,  flush  with  the  wall.     For 
every  cell  there  are  suitable  means  provided  for  a  constant 
supply  of  fresh    water,    and    for    necessary  relief,    without 
entailing  unwholesome  smells.     The  exercise  of  prisoners  in 
the  open  air,  without  compromising  individual  sei)aration,  is 
thus    obtained.     The   airing-yards    radiate    from    a   central 
point,  round  which  is  placed  a  dark  passage,  aflbrding  an 
inspection  into  each  yard.     The  advantage  of  a  dark  passage 
is,  that  it  facilitates  close  and  unobserved  in.spection.     The 
yards  have  open  railings  at  both  extremities,  in  order  to  allow 
a  free  circulation  of  air;  and  they  are  so  constructed  that  no 
two  prisoners  can  see  each  other.     A  small  roof  is  attached 
to  the  division-walls,  to  afford    shelter  when  necessary  :  and 
the  position  of  the  yards  with  reference  to  the  doors  in  tho 
centre  of  the  prison-wings,  gives  a  ready  means  of  access 
from  the  cells. 

The  chapel  is  fitted  up  with  separate  stalls  or  sittings  ;  the 
sides  of  each  stall,  and  the  doors,  which  form  the  continuation 
of  those  sides,  and  shut  up  the  general  passage  to  each  row, 
radiate  upon  the  pulpit,  so  that  each  prisoner  can  see,  and  be     | 
seen,  by  the  chajilain.     The  back  of  each  row  of  seats  is  made     i 
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of  such  a  height  as  to  intercept  the  communication  between 
the  rows,  when  the  prisoners  are  standing  up,  and  yet  not 
so  high  as  to  conceal  them  from  the  observation  of  the  prison- 
officers  wlien  sitting  down.  A  double  passage  is  made  down 
the  centre  of  the  chapel,  opening  into  and  communicating 
■with  the  galltrv  surrounding  the  central  hall,  and  thus 
alTording  two  points  of  access  to  it.  A  staircase  leads  from 
the  gallery  to  a  door  on  a  convenient  level  for  entering,  near 
the  upper  row-  of  seats,  from  whence  a  succession  of  steps, 
arranged  in  pairs,  communicate  downwards  with  each  row 
in  front.  The  ceiling  of  the  chapel  is  coved,  and  ventilators 
are  introduced  into  it ;  the  roof  and  the  bearers  supporting 
the  seats  being  made  of  iron.  For  the  ventilation  of  the 
cells,  an  apparatus  is  placed  in  the  centre  of  the  basement- 
story  of  each  wing,  the  object  of  which  is  to  secure  a  more 
complete  ventilation  than  could  be  obtained,  if  the  system 
had  been  extended  from  either  extremity.  The  apparatus 
consists  of  a  proportion  of  large  tubes  or  pipes  for  hot  water, 
and  in  cotnicction  with  it  there  is  a  large  cold-air  flue  com- 
municating with  a  shaft  out  of  doors,  which  serves  for  two 
wings.  Tlie  fresh  air  introduced  through  the  flue,  is  brought 
in  contact  with  and  passes  through  the  tubes  of  the  apparatus, 
and  may  theref  jre  be  warmed  or  left  at  its  natural  tempera- 
ture, as  may  be  desirable.  The  air  thus  brought  from  with- 
out, then  passes  to  the  right  and  left  along  the  flue  which 
runs  horizontally  under  the  floor  of  the  corridor,  from 
whence  a  communication  is  established  by  lateral  small 
flues,  separately  with  each  cell,  both  on  the  lower  and 
upper  floors. 

The  means  w-hereby  foul  air  is  extracted  from  the  flues 
are  these :  a  grating  is  placed  close  to  the  door  of  each  cell, 
on  the  side  next  to  the  outer  wall,  and  diagonally  opposite  to 
where  the  fresh  air  is  introduced.  This  grate  opens  into  a 
flue  which  passes  down  the  outer  wall,  and  communicates 
with  a  main  foul-air  flue  placed  under  the  floor  of  the  base- 
ment. These  main  foul-air  flues  terminate  in  a  chimney- 
shaft  rising  above  the  top  of  the  building.  With  a  view  to 
obstruct  the  transmission  of  sound,  and  prevent  that  com- 
munication which  might  be  attempted  by  means  of  the  flues, 
the  main  foul-air  flues  are  divided  into  three  compartments, 
one  for  each  range  of  cells.  By  means  of  the  system  of  flues 
which  has  been  described,  a  communication  is  established — 
first,  from  the  outer-air,  and  then  from  the  floor  of  each  cell 
back  again  through  the  extracting  or  foul-air  flues  or  chim- 
ney into  the  outer  air.  In  order  to  regulate  the  quantity  of 
air  admitted  into  each  cell,  which,  with  apertures  of  equal 
size,  would  differ  in  proportion  to  the  distance  from  the 
apparatus,  a  valve  or  damper  may  be  placed  in  the  extracting 
flues,  close  to  the  outer  door  of  each  cell  in  the  corridor,  so 
constructed  as  not  to  close  it  up  entirely,  but  to  leave  sufli- 
cient  range  to  operate  upon  the  circulation  ;  the  damper  being 
at  the  command  of  the  superintending  oflicer,  he  is  enabled 
to  regulate  the  quantity  according  to  circumstances.  15y  the 
application  of  this  system  of  ventilation,  it  has  been  found 
that  a  circulation  of  air  of  from  six  to  eight  cubic  feet  per 
minute,  may  be  kept  up  through  all  the  cells,  at  all  times  of 
the  year,  and  under  all  possible  circumstances,  when  the 
doors  and  windows  of  each  are  perfectly  closed. — Fourth 
Report  of  the  Inspectors  of  Prisons. 

In  Septeniber,  1847,  a  number  of  gentlemen  taking  an 
active  part  in  the  management  of  prisons,  assembled  at 
Brussels  under  the  title  of  a  "Penitentiary  Congress;"  for 
the  purpose  of  discussing  various  questions  connected  with 
prison  discipline.  In  this  "Congress,"  colonel  Jehb  com- 
missioned by  the  secretary  of  state  (for  England),  Mr.  B. 
Roteh  (the  Middlesex  magistrate),  and  Mr.  Charles  Pearson, 
took  a  d'stinguishcd  part. 


"Foremost  amongst  the  subjects  of  debate  was  the  mode 
of  constructinr/  cellular  prisons ;  and,  as  this  is  a  matter 
which  greatly  concerns  architects  and  others  of  our  readers, 
we  deem  it  right  to  record  the  results. 

"  Colonel  Jebb  rightly  remarked,  that  there  was  an  inti- 
mate connection  between  the  construction  and  the  discipline 
of  a  prison.  lie  was  impressed  with  the  necessity  of  having 
the  various  departments  and  the  various  offices  of  the  estab- 
lishment kept  quite  distinct  one  from  the  other,  wuth  a  con- 
venient mode  of  access  to  the  centre  and  the  cells.  It  was 
also  essential  that  the  families  of  the  officers  should  not  live 
in  the  prisons;  that  the  latter  should  come  to  their  employ- 
ment at  a  certain  hour  during  the  da)',  and  attend  alternately 
at  night.  He  saw  by  a  paragraph  in  the  programme,  that 
it  was  proposed  not  to  construct  prisons  with  :nore  than  three 
stories,  including  the  ground-floor.  He  thought,  however, 
when  the  number  of  prisoners  amounted  to  700  or  800,  it 
would  be  more  convenient  to  have  four  stories,  than  very 
long  wings.  With  respect  to  the  attending  of  divine  worship, 
a  mode  existed  in  Pentonvillc  and  other  places,  by  which 
all  the  prisoners  might  proceed  separately  to  the  chui-ch  or 
chapel,  and  hear  and  see  the  person  officiating,  without  being 
seen  by  any  one,  except  by  him.  Tlie  lime  occupied  in 
proceeding  to  and  departing  from  divine  service,  was  seven 
minutes  respectively.  With  respect  to  the  size  of  the  cells, 
he  thought  that,  .as  a  general  rule,  they  should  be  about  13 
feet  long,  7  broad,  and  from  8  to  9  feet  high.  Of  course  it 
would  be  necessary  sometimes  to  make  larger  cells  for  special 
purposes." 

The  following  are  some  of  the  propositions,  which  were 
agreed  to  item.  con. 

"The  buildings  and  exercise-ground  should  be  disposed  so 
as  to  receive  the  rays  of  the  sun,  and  be  sheltered  from  rain 
and  the  north  wind.  2nd.  The  destination  of  a  prison  must 
in  some  sort  determine  its  internal  arrangement.  If  it  is  to 
be  a  penal  prison,  none  but  convicts  of  one  sex  should  be 
placed  in  each,  and  the  number  should  never  surpass  the 
maximum  of  500,  although  the  congress  were  of  opinion 
that  a  less  number  would  be  better.  If  it  is  to  be  a  preven- 
tive establishment,  different  wings  and  sections  should  be 
parted  oft' for  the  ditTerent  categories  of  prisoners.  The  two 
sexes  at  any  rate  must  be  kept  distinct.  3rd.  The  number 
of  stories  should  not  be  more  than  three,  including  the 
ground-floor.  The  parts  of  the  prison  specially  destined 
for  persons  undergoing  their  sentences,  should  bo  disposed 
in  such  a  manner  as,  1st,  to  allow  of  a  complete  separation 
by  day  as  well  as  by  night ;  2nd,  to  give  them  the  means  of 
open-air  exercise;  3rd,  to  enable  them  to  be  suitably  em- 
ployed, to  receive  instruction,  and  to  assist  at  divine  service 
and  religious  exercises,  without  infringing  the  rule  of  separa- 
tion. 4th.  To  facilitate  the  mode  of  superintendence  of  the 
prisoners,  and  of  frequent  communication  with  them." 

The  following  propositions  were  read  and  discussed  : — 

"  Central  Ohservulorij. — The  various  parts  of  the  building 
should  be  connected  with  a  central  point  of  inspection,  from 
which  the  head  of  the  establishment  m.ay  inspect,  witliout 
being  under  the  necessity  of  moving  all  the  essential  branches 
of  tlie  service.  Regard  must  be  had  to  the  internal  distribu- 
tion of  the  localities,  to  the  arrangement  of  the  galleries,  and 
to  the  choice  of  the  materials  of  construction,  in  order 
th.at  no  material  obstacle  m.ay  thwart  that  inspection. 

"Ce//s.  — In  the  disposition  and  arrangement  of  the  cells, 
regard  must  be  had  to  the  following  conditions: — 1.  The 
cells  must  be  large  enough  to  allow  of  the  prisoners  taking 
exercise,  carrying  on  trades,  and  enjoying  sufficient  space 
and  air  for  the  preservation  of  their  health:  the  sjiaee  should 
vary  from   28   to   35   cubic   metres.     2.   They  should   be 


lighted  up,  ventilated,  and  heated  in  a  suitable  manner.  3. 
Their  construction  should  be  such  as  to  allow  no  communi- 
cation between  their  inmates.  4.  lliey  should  be  furnished 
with  bed  and  bedding,  with  a  fixed  waslidiand  basin  with  a 
tap ;  with  a  water-closet,  and  with  other  necessary  articles. 
The  prisoners  should  also  have  the  means  of  giving  the  alarm 
to  the  attendants,  iu  case  of  illness  or  accident,  or  under 
any  circumstances  in  which  their  presence  might  be  neces- 
sary. The  prisoners  should  be  subjected  to  an  easy,  but 
unperceivcd  inspection. 

^^ Special  Cells. — In  penal  prisons,  it  is  necessary  to  have  a 
certJiin  number  of  special  cells  for  the  infirmary,  for  special 
piuiishments,  for  the  different  callings,  and  for  prisoners  on 
their  first  arrival.  The  cells  for  infirmaries,  chiefly  reserved 
for  patients  who  cannot  be  suitably  attended  to  in  the  ordi- 
nary cells,  should  be  more  spacious  than  the  former,  and 
should  be  disposed  in  such  a  manner  as  to  allow  of  the  access 
of  the  attendants.  One  cell  of  that  kind  for  every  forty  or 
fift}'  prisoners  would  possibly  be  suflicient.  Cells  for  punish- 
ment should  be  stronger  than  others,  and  should  be  built  in 
such  a  manner  as  to  be  easily  darkened,  if  necessary.  One 
such  cell  would  be  suflicient  for  about  100  prisoners.  The 
dimensions  of  the  cells  for  the  exercise  of  certain  trades 
should  correspond  with  the  use  to  which  they  are  put :  they 
should  be  situated  in  preference  on  the  lower  stories,  and 
their  number  must  depend  on  the  nature  of  the  trades  carried 
on  in  the  prison.  In  prisons  where  prisoners  are  constantly 
arriving,  a  certain  number  of  cells  should  be  made,  in  which 
each  prisoner  may  be  placed  temporarily,  previous  to  being 
seen  by  the  surgeon:  and  such  cells  might  be  of  smaller 
dimensions  than  others. 

"Jleatiiu)  and  Veiitilalinn. — Whatever  the  system  of  venti- 
lating by  heating  may  be,  its  result  should  be  the  following: 
— A  sufliciency  to  each  cell  of  fresh  air,  or,  if  necessary,  of 
air  tempered  for  each  prisoner,  without  the  inconvenience 
of  draughts.  The  extraction  from  each  cell  of  a  quantity  of 
foul  air  equivalent  to  the  quantity  of  pure  air  introduced,  and 
of  the  carrying  on  of  the  heating  and  ventilating  without 
facilitating  the  means  of  communication,  whether  of  sound 
or  otherwise,  between  the  different  cells. 

"  ]Mr.  Rotch  said,  that  excellent  as  the  Pcntonville  prison 
was,  ho  could  not  help  saying  that  many  things  were  wanting 
to  render  that  establishment  perfect.  All  the  medical  men 
to  whom  he  had  spoken  on  the  subject  were  of  opinion,  that 
the  temperature  shonld  be  lowered  at  night-time.  The  mode 
of  ventilation  was  not  good  in  Pentonville :  and  he  would 
just  observe,  that  if  people  were  satisfied  with  what  was 
simply  good,  they  would  never  have  better.  The  question 
of  ventilation  was  a  most  important  one,  particularly  for 
nations  which,  unlike  England,  had  no  colonies  to  which 
criminals  might  be  transported,  and  which  were,  therefore, 
under  the  necessity  of  detaining  the  criminals  for  a  long  time 
in  prison.  It  must  not  be  said  that  there  was  no  way  of 
bringing  the  fresh  air  into  prisons  conducted  on  the  cellular 
system;  but  rather  urge  architects  to  find  oul  apian  to  that 
effect  before  the  next  congress  was  held.  The  system  of  ven- 
tilation in  Clerkenwell  prison  had  been  lately  changed, 
because  it  was  found  to  be  a  bad  one.  Mr.  Rotch  here 
showed  the  meeting  a  plan  for  procuring  ventilation :  the 
principle  appearing  to  be,  that  fresh  air  should  be  applied 
from  the  lower  parts  of  the  building,  whilst  the  foul  air 
should  escape  from  the  roof  of  the  house.  He  would  just 
state  one  fact,  to  show  that  at  Pentonville  some  improvements 
were  required.  About  three  weeks  ago,  he  had  been  informed 
by  one  of  the  furnace  or  oven  men  of  that  prison,  that  it 
required  thirty-six  hours  to  lower  the  temperature. 

"Colonel  Jebb  admitted  that  it  would  be  better  to  admit  air 


into  the  prison  by  moans  of  open  windows;  but  then  such 
windows  would  admit  of  communication  between  the  cells. 
He  did  not  think  that  the  present  system  at  Pcntonville 
could  be  well  changed  at  ]iresiMit,  witliout  endangering  the 
health  of  the  inmates.  Should  the  medical  men,  however, 
decide  otherwise,  alterations  would  be  made.  He  thought 
that  the  present  mode  of  ventilation  would  not  act  preju- 
dicially on  the  health  of  the  inmates  during  the  eighteen 
months  or  so  they  remained  in  the  model  prison. 

"  The  article  in  favour  of  the  establishment  of  a  central 
observatoi-y  of  inspection  was  ado|ited  ;  as  was  also  one 
relating  to  cells,  with  the  exception  of  a  sentence  which  fixed 
their  space  at  from  28  to  35  cubic  metres." 

The  congress  also  adopted  the  following  propositions  : — 

"  Chapels. — The  chapel  should  be  so  disposed  as  that  each 
prisoner  should  join  in  the  exercise  of  worship — seeing  and 
hearing  the  minister  officiate,  without  being  himself  seen  ; 
regard  being  had,  at  the  same  time,  to  the  fundamental  prin- 
ciple of  the  separation  of  prisoners  amongst  themselves. 

'■'■Parlours. — A  certain  number  of  cell-parlours  should  be 
made,  for  the  use  of  prisoners  not  authorized  to  meet  their 
relations  or  friends  in  their  own  cells. 

"  Domestic  Service — Administration — Lodging  of  persons 
employed  in  Prisons. — Whatever  plan  may  be  adopted,  inde- 
pendent of  the  localities  above  mentioned,  each  prison  on  the 
cellular  system  should  contain  a  bath-room,  with  a  number  of 
separate  baths  in  proportion  to  the  number  of  inmates  ;  a 
kitchen,  with  its  accessories;  a  baking-house;  and  a  wash- 
house  :  a  certain  number  of  magazines  for  provisions,  fuel, 
clothes,  general  stores,  and  manufactured  goods,  according  to 
the  destination  of  the  prison  ;  a  clerk's  office ;  and  a  meeting- 
room  for  the  committee  of  surveillance;  lodgings  for  the 
director  or  chief  officer,  the  guards,  or  watchers  ;  and,  in 
penal  prisons,-  for  the  sub-director,  the  superintendent  of 
w'orks,  the  almoner,  the  doctor  or  his  assistant,  and  of  such 
other  persons  as  may  be  placed  in  each  prison  by  the  admi- 
nistration."— Builder  October  9,  1847. 

In  the  new  prison  which  has  been  built  at  Holloway,  for 
the  Corporation  of  London,  it  has  been  endeavoured  to  carry 
out  these  ideas.  It  is  constructed  upon  the  radiating  prin- 
ciple, having  four  wings  diverging  from  one  centre,  with  two 
other  wings  in  front  of  the  former  :  one  of  these  wings  is 
for  juvenile  offenders,  with  school-rooms  attached  ;  the  other 
for  females,  with  work-rooms  and  laundry ;  the  other  four 
radiating  wings  constitute  the  male  adult  prison.  These 
have  large  work-rooms  attached,  and  an  a]iparatus  f  jr  lifting 
water.  The  wings  are  twelve  cells  in  length,  or  about  100 
feet,  and  3  stories  high.  The  corridors  are  16  feet  wide,  and 
are  open  up  to  the  arched  ceiling,  with  galleries  leading  to 
the  upper  cells.  The  cells  are  13  feet  by  7  feet,  fitted  up 
with  water-closets,  wash-hand  basin,  cupboard,  table,  stool, 
&c :  these  are  w^armed  by  means  of  hot-water  pipes  laid 
under  the  corridor-floor,  the  air  passing  over  them  and 
through  the  flues  provided  in  the  thickness  of  the  wall,  and 
entering  the  cell  over  the  door.  The  ventilation  is  to  be 
effected  by  means  of  a  shaft,  146  feet  high,  of  large  dimen- 
sions. Inside  this  shaft  is  a  tube  of  boiler-plate  the  whole 
height  of  the  shaft,  5  feet  diameter  at  bottom  and  3  feet  at 
top.  In  addition  to  a  furnace  at  the  bottom  of  the  tube,  the 
smoke  from  the  various  chimneys,  together  with  the  spare 
heat  from  the  kitchen  boilers,  is  conveyed  into  it,  and  will 
necessarily  raise  the  temperature  of  the  column  of  au-  in  the 
shaft,  and  make  it  pass  oflf  with  great  rapidity.  The  theory 
is,  that  as  no  air  can  enter  the  shaft  without  previously  pass- 
in"  through  the  cell,  a  constant  supply  of  fresh  air  will  thereby 
be  conveyed  to  the  prisoners. 

The  chapel  is  a  spacious  room  70  feet  by  40,  and  48  feet 
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to  the  ridge  of  the  roof,  with  two  deep  recesses  for  the 
females  and  juveniies,  and  will  contain  sittings  fur  380 
prisonors.  Provision  is  made  for  iiaving  a  constant  supply 
of  fre.>h  air  passing  throu^h  the  chapel  to  the  ventilating 
shaft.  The  arrangenicnts  for  taking  iho  )irisoners  from  the 
varions  cells  to  the  chapel,  have  been  well  considered.  The 
females  and  juveniles  enter  hy  separate  doors  near  the  altar, 
while  the  male  prisoners  enter  by  four  dillerent  passages  at 
the  opposite  end.  The  kitchen  is  of  ample  dimensions,  and 
being  close  to  the  base  of  the  ventilati]]g  shaft,  the  steam 
and  smell  from  the  victuals  will  be  readily  carried  olf.  The 
well-house  is  to  be  fitted  with  one  of  !Mr.  15es~;cmer's  disc 
pnmps,  and  to  be  worked  like  a  capstan,  in  a  building  30  feet 
diameter.  The  shaft  is  217  feet  deep,  bore  102  feet,  making 
a  total  depth  of  319  feet.  The  depth  to  the  water  is  153  feet. 
The  tanks,  to  ctjntain  14,000  gallons,  are  j^laeed  over  the 
front  towers  at  a  great  elevation,  from  which  the  cells  and 
other  places  are  supplied :  the  whole  depth  of  bore  is 
in  chalk. 

The  whole  e,\tent  of  frontage  next  the  Camden-road  is  of 
Kentish  rag,  with  Caen-stone  dressings.  The  stylo  is  cas- 
tellated Gothic.  The  sides  of  the  chapel  building,  and  the 
back  wings,  are  of  brick  ;  the  windows  to  the  cells  have 
Parkspring-stone  sills,  with  splayed  brick  reveals.  The 
whole  of  the  parapets  arc  coped  wnth  Caen- stone.  The 
roofs  are  flat,  covered  with  asphalte,  upon  plain  tiles  and  iron 
rafters.  As  the  extracting  (hies  fur  ventilation  are  imme- 
diately under  the  roof-covering,  two  thicknesses  of  plain  tiles 
have  been  put  G  inches  apart,  to  prevent  the  atmosphere 
acting  in  any  way  against  the  free  current  of  air  passing 
through  them. 

The  poller's  lodge,  which  stands  about  G6  feet  in  front  of 
the  entrance-building,  is  also  of  rag,  with  Caen-stone  dress- 
ings, and  contains  aceommodation  fur  two  families.  Between 
the  last-named  building  and  the  road,  stand  the  two  houses 
intended  for  the  govcinor  and  chajilain,  with  large  gardens 
attached. 

The  accommodation  afforded  in  the  prison  is  as  follows — 

Females 60 

Juveniles 61 

Male  adults 283 

404 

Reception  cells 14 

Punishment  ditto 18 
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with  fourteen  work-rooms,  equal  to  ninety-six  cells;  offices 
for  the  governor,  chaplain,  surgeon,  steward,  clerks,  &c.  ; 
apartments  for  the  surgeon  and  deputy-governor,  and  for 
master  and  two  turnkeys  in  juvenile  wing,  matron  and  two 
turnkeys  in  female  wing.  The  ground,  consisting  of  ten 
acres,  is  surrounded  by  a  brick  wall  IS  fi;et  high  with  a  strip 
of  land  20  feet  broad  round  its  exterior. 

The  prison  is  built  upon  land  originally  purchased  by  the 
City  for  the  purposes  of  a  cemetery  during  the  raging  of  the 
cholera  in  1832.  It  is  a  little  to  the  westward  of  the  llollo- 
way-road,  upon  the  side  of  a  hill,  having  a  declivity  of  4  feet 
in  100.  Previous  to  the  commencement  of  the  works,  the 
City  authorities  entered  into  an  arrangement  with  the  com- 
missioners of  sewers,  who  built  a  new  sewer  for  the  purpose 
of  securing  good  drainage  for  the  prison. 

The  building  has  been  erected  from  the  design  and  under 
the  able  superintendence  of  Mr.  Binining,  the  City  architect. 
^Ir.  Jay  is  the  contractor  employed  ;  Mr  Lawrie,  the  clerk 
of  the  works. 

The  original  estimate  for  the  building  was  £92,293  ;  but 


the  committee  considered  that  sum  too  large,  and  orders  were 
given  to  cut  it  down.  The  pruning  knife  was  applied,  and 
it  was  reduced  to  the  extent  of  £'14,6:>.5.  The  contract  now 
stands  as  follows : — Buildings,  £77,65.5  ;  warming,  ventila- 
ting, water-pipes,  gas  fittings,  locks,  bells,  cooking  apparatus, 
laundry  fittings,  forming  the  grounds,  fittings  and  furniture, 
about  £14,000;  so  that,  after  allowing  for  any  additions  the 
corporation  may  think  proper  to  make,  the  expense  of  the 
whole  may  be  called  something  under  £100,000. 

Prison-discipline  is  a  problem  the  wisest  of  our  legislators 
have  not  been  able  to  solve.  When  Pentonville  prison  was 
erected,  it  was  thought  that  complete  separation,  by  its 
severity,  would  lessen  crime.  The  result,  however,  has 
scarcely  justified  the  belief.  The  government  have  had 
ample  opportunity  of  forming  an  opinion  upon  the  merits  of 
the  separate  system;  conscfiuently,  within  the  last  twelve 
months,  some  relaxation  has  been  made,  and  about  10  per 
cent,  as  we  understand,  are  now  in  association. 

With  so  many  perplexing  opinions  before  them,  the  City 
authorities  were  at  a  loss  upon  what  principle  to  arrange 
their  prison,  but  they  adopte<l  a  middle  course,  and  they  h.ave 
now  the  means  of  confining  the  vicious  in  separate  cells  ;  and 
have  a  sufiicient  number  of  work-rooms  for  classified 
association. 

It  is  expected  that  this  prison  will  be  ready  for  occupation 
in  the  early  part  of  the  year  1852.  Builder,  1851. 

PROBLEM,  (from  TxpoliXmia)  in  geometry,  a  proposition 
in  which  some  operation,  or  construction,  is  recpiircd  ;  as  to 
divide  a  line,  to  make  an  angle,to  draw  a  circle  through  three 
points  not  in  a  right  line,  &c. 

Messieurs,  of  the  Port  Royal,  define  ar/eomc/rical  problem, 
a  proposition  given  to  be  demonstrated,  in  which  something 
is  required  to  be  done  ;  and  what  is  done,  to  be  proved  to  be 
the  thing  required. 

A  problem,  according  to  Wolfius,  consists  of  three  parts: 
the  proposition,  which  expresses  what  is  to  be  done  ;  the 
resolution  or  solution,  wherein  the  several  steps,  by  which 
the  thing  rccpiired  is  to  be  effected,  are  orderly  rehearsed  ; 
the  demonstration,  in  which  is  shown,  that  liy  doing  the 
several  things  prescribed  in  the  resolution,  the  thing  required 
is  obtained. 

Accordingly,  the  general  tenor  of  all  problems  is  this:  the 
things  prescribed  in  the  resolution  being  done,  the  thing 
required  is  done. 

PRODUCING,  in  geometry,  the  continuing  a  right  line, 
or  drawing  it  out  to  any  assigned  length. 

PROFIIVE,  (French)  in  architecture,  the  figure  or  draught 
of  a  building,  fortification,  or  the  like  ;  in  which  arc  expressed 
the  several  heights,  widths,  and  thicknesses,  such  as  they 
would  a]ipear,  were  the  building  cut  down  perpendicularly 
from  the  roof  to  the  foundation.  Hence  the  profile  is  also 
called  the  section,  sometimes  the  orlhoi/raphical  section  ;  and 
by  V'itruvius,  also  the  sciayraphij. 

Profile  in  this  sense,  amounts  to  the  same  \\\t\i  elevation  ; 
and  stands  opposed  to  a  plan,  or  ichnography. 

Profile  is  also  used  for  the  contour,  or  outline  of  a  figure, 
building,  member  of  architecture,  or  the  like  ;  as  a  base,  a 
cornice,  &c. 

Hence,  profiling  is  sometimes  used  for  designing,  or 
describing  the  member  with  rule,  compass,  &c. 

PROJECTION,  the  art  of  forming  the  representation 
of  a  body  upon  a  plane,  by  drawing  straight  lines  through 
a  given  point,  or  parallel  from  the  contour,  and  from 
the  intermediate  lines  of  the  body,  if  any,  so  as  to  cut 
the  plane ;  then  colouring  the  respective  compartments 
according  to  the  degree  of  light,  shade,  and  line  of  each 
surface. 
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If  the  projection  be  made  by  drawing  straiglit  lines  from 
a  point,  it  is  called  o  perspertive  represenUiiion  ;  but  if  formed 
by  parallel  lities,  it  is  called  an  orthographical  representation. 

The  projections  of  points,  lines,  aiul  plane  liginvs,  arc  fovnid 
by  placing  the  originals  in  a  given  original  plane,  in  a  certain 
position  to  the  intersection  of  such  plane  with  the  plane  of 
projection:  and  thence  the  projections  of  the  faces  of  solids 
are  easily  discovered,  either  by  finding  the  intersection  of 
their  planes  wMth  the  plane  of  projection,  or  by  finding  the 
representation  of  one  of  the  planes,  and  the  representation  of 
lines  making  any  given  angle  with  the  original  of  the  plane 
to  be  represented ;  and  thus  the  seat,  inclination,  and  length 
of  the  original  line  must  be  known.  Each  of  these  methods 
has  its  advantage :  but  that  in  which  the  representations  are 
obtained,  by  finding  the  inlersections  of  the  ditl'ercnt  planes 
forming  each  of  the  solid  angles,  having  the  inclinations  of 
their  planes,  is  the  most  natural,  as  well  as  the  most  universal 
in  its  application ;  though  the  other  method,  where  the 
objects  to  be  represented  are  prisms,  is  more  expeditious; 
since,  if  the  representation  of  one  of  the  ends  be  found,  the 
whole  solid  may  be  also  obtained  by  finding  the  representation 
of  one  of  the  arrises,  or  edges,  of  tlie  planes  which  form  the 
sides;  or,  in  the  case  of  a  cylinder  or  cylindroid,  by  finding 
the  representation  of  the  axis,  then  drawing  lines  from  ail 
points  of  the  base,  or  from  a  sufficient  number  of  points  in 
the  base,  parallel  and  equal  in  length  to  the  axis,  and  com- 
pleting the  other  end  equal  and  similar  to  the  one  projected, 
will  complete  the  representation  of  the  whole  solid. 

Ever)-  solid,  whose  properties  are  known,  may  be  projected 
in  any  given  position  to  the  plane  of  projection  ;  and  no  other 
method  oilers  such  ready  means  of  projecting  points  or  lines 
in  space,  which  have  a  relation  to  a  given  or  original  plane, 
where  the  original  plane  and  the  plane  of  projection  are 
given  in  position. 

In  the  doctrine  of  shadows,  nothing  can  be  more  easy,  or 
more  convenient,  than  the  methods  furnished  by  this  prin- 
ciple ;  the  universality  of  the  rules  is  such,  that  they  apply 
equally  to  perspective  and  to  orthographical  representations, 
and  are  much  more  convenient  than  the  method  of  finding 
the  vanishing  lines  of  their  planes  and  those  of  the  planes 
of  shade. 

Definition  1 . — The  plane  on  which  the  object  is  represented, 
is  called  the  2)lane  of  2>rojection. 

In  orthographical  projection,  the  rays  by  which  the  pro- 
jection is  formed,  are  here  understood  to  be  perpendicular  to 
the  plane  of  projection. 

Definition  2. — If  the  projection  be  made  on  a  plane  parallel 
to  the  horizon,  or  on  a  plane  representing  the  horizon,  it  is 
called  the  plane  of  the  object. 

Definition  3.— If  the  projection  be  made  on  a  plane  per- 
pendicular to  the  horizon,  or  on  a  plane  representing  a  ver- 
tical plane,  it  is  called  llie  elevation  of  the  object. 

Definition  4. — The  pjlane  of  position  of  an  inclined  line  and 
a  plane,  is  another  plane  passing  along  the  line  perpendicular 
to  the  plane. 

Definition  5. — The  inclination  of  a  line  to  a  plane,  is  the 
angle  on  the  plane  of  position  comprehended  between  the  line 
and  the  plane. 

Definition  0. — The  plane  on  which  any  oliject  is  given,  is 
called  the  primary  plane. 

Definition^  7. — A  point  on  a  plane  is  said  to  be  (jiven,  when 
its  situation  is  known  in  respect  of  some  given  line,  relatively 
to  some  fixed  point  in  that  plane. 

Definition  8. — The  position  of  a  line  to  a  plane  is  said  to 
be  ffiven,  when  the  seat  of  the  line  is  given  upon  the  plane, 
and  when  the  angle  which  the  line  makes  with  its  seat 
is  known. 


Definition  9. — In  the  representation  of  figures,  in  planes 
inclined  to  the  plane  of  projection,  the  situation  of  the  figure, 
in  respect  to  the  intersection  of  its  plane  with  the  plane  of 
projection,  is  supposed  to  be  known.  The  intersection 
is  therefore  given  on  the  plane  of  projection,  and  the  space 
on  the  one  side  is  to  be  considered  as  the  original  plane, 
while  that  on  the  other  is  the  plane  of  projection. 

Axiom. — If  any  point,  line,  or  plane,  coincide  with  the 
plane  of  projection,  that  point,  line,  or  plane,  so  coincident, 
is  both  the  original  and  the  projection  of  that  point,  line, 
or  plane. 

Proposition  I. — The  projection  of  a  point  is  in  a  straight 
line  drawn  from  the  original  point  perpendicular  to  the 
intersection. 

For,  suppose  a  plane  to  pass  through  the  original  point, 
perpendicular  to  the  primary  plane  and  to  the  plane  of  pro- 
jection,  its  intersection  with  each  of  them  will  be  perpen- 
dicular to  that  of  the  primary  plane  and  the  plane  of  projec- 
tion ;  but  lines  perpendicular  to  the  same  straight  line,  drawn 
from  the  same  point,  are  in  the  same  straight  line,  and  there- 
fore the  projection  of  a  point  is  in  a  straight  line  drawn 
from  the  original  point  perpendicular  to  the  plane  of 
projection. 

Proposition  II. — The  orthography,  or  projection  of  a  straiglit 
line,  is  also  a  straight  line.  Thus,  let  a  plane  pass  through 
the  original  straight  line  perpendicular  to,  and  intersecting 
the  plane  of  projection  ;  here,  as  the  intersection  of  one  plane 
with  another  is  a  sti-aight  line,  the  orthographic  representa- 
tion must  be  so  likewise. 

Proposition  III. — All  original  parallel  straight  lines  are 
represented  by  parallel  straight  lines;  because  the  intersec- 
tion of  one  plane  with  another  is  a  straight  line;  and,  when 
a  plane  cuts  several  parallel  planes,  the  intersections  of  these 
planes  with  the  cutting  plane,  are  parallels. 

Proposition  IV. — The  orthographical  representation  of  a 
line  parallel  to  the  plane  of  projection,  is  a  line  equal  and 
parallel  to  its  original. 

Proposition  V. — The  orthographical  representation  of  a 
line  parallel  to  the  intersection,  is  a  line  equal  and  parallel 
to  the  original. 

Proposition  VI. — The  orthographical  representation  of  a 
plane  figure  parallel  to  the  plane  of  projection,  is  a  figure 
equal  and  similar  to  the  original. 

Proposition  VII. — All  planes  perpendicular  to  the  plane 
of  prcijection,  are  described  as  straight  lines. 

Proposition  VIII. — All  straight  lines  in  the  primary  plana 
perpendicular  to  the  intersection,  have  their  representations 
also  perpendicular  to  the  intersection. 

Proposition  IX. — Every  straight  line  in  a  plane  perpen- 
dicular to  the  plane  of  projection,  is  represented  by  the  inter- 
section, or  a  part  of  the  intersection,  of  that  plane. 

Proposition  X. — The  intersecting  point  of  every  line  in 
any  original  plane  is  that  point  in  the  intersecting  line  of  the 
original  plane,  which  is  cut  by  producing  the  original  line  to 
the  intersecting  line  of  the  plane. 

Proposition  XI. — If,  through  any  point  in  the  original 
plane,  a  plane  be  drawn  perpendicular  to  the  intersection,  so 
as  to  meet,  or  intersect,  the  plane  of  projection,  the  represen- 
tation of  the  point  will  bo  in  the  line  of  section  where  it  is 
cut  by  a  j)erpcndicular  to  such  line,  in  the  plane  perpen- 
dicular to  the  intersection. 

Projiosition  XII. — If  two  points  in  the  intersection  of  one 
plane  with  another  be  found,  or  known,  the  intersecting  line 
of  the  first  plane  in  the  second,  is  the  line  which  joins  the 
two  points. 

Proposition  Xlll.  —  If  the  intersecting  lines  of  two  planes, 
inclined  to  each  other,  be  given,  or  found,  upon  a  third  plane, 
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the  point  of  concourse  of  tlie  two  intersecting  lines  will  bo 
a  point  in  the  intersection  of  the  two  first  planes. 

Proposition  XW . — If  two  points  be  given  in  the  projec- 
tion of  a  straight  line,  the  whole  line  is  given  in  position. 

Problem  I. —  Given  a  point  on  a  plane,  iriclined  to  the 
plane  of  jirojection,  to  find  the  orthography,  or  ]>rojection  of 
the  point. 

Plate  I.  Figure  1. — Let  i  n  be  the  given  intersection  of 
the  inclined  plane;  and  let  a  be  the  given  point  thereon  •, 
draw  A  a  perpendicular  to  the  intersection,  i  n,  cutting  it  in  b  ; 
make  a  b  c  equal  to  the  inclination  of  the  original  plane  to 
the  plane  of  projection  ;  make  n  o  equal  to  b  a,  and  di'aw  c  a 
perpendicular  to  a  a  ;  then  will  a  be  the  projection  of  the 
pohit  A. 

Demonstration. — Conceive  the  triangle  a  n  c  to  be  turned 
up  on  the  base  b  a,  perpendicular  to  the  plane  of  projection; 
also  conceive  the  original  plane,  with  the  point  a,  to  be  turned 
on  the  line  i  n,  as  a  hinge ;  and  the  line  b  a  will  always  be 
in  a  vertical  plane,  whose  intersection  is  a  a;  and  since  b  c 
is  equal  to  b  a,  and  b  c  is  also  in  the  same  vertical  plane  when 
turned  up,  b  a  may  be  made  to  coincide  with  b  c  ;  therefore 
let  B  A  coincide  with  b  c  ;  and,  because  b  c  is  equal  to  n  a, 
the  point  a  will  fall  upon  c  :  but,  because  c  a  is  perpendicular 
to  B  a,  and  the  plane  a  b  c  is  by  supposition  perpendicular  to 
the  plane  of  projection,  therefore  n  c  is  perpendicular  to  the 
plane  of  projection  ;  consequently  a  is  the  projection  of  the 
point  A. 

Corollary. — Hence  the  projection  of  a  line  may  be  obtained 
by  finding  the  projection  of  two  points  in  that  line,  and  then 
joining  the  two  projected  points. 

Problem  II. — To  find  the  projection  of  a  straight  line  in 
the  original  p>li-ine. 

Figure  2. — Let  a  b  be  the  given  straight  line ;  produce 
A  n  to  its  intersecting  point,  c;  by  Problem  I.  find  a,  the 
representation  of  a  ;  join  a  c ;  draw  b  b  perpendicular  to 
I  N,  cutting  a  c  at  6 ;  then  a  6  is  the  projection  of  the  line 
required. 

Problem  III. — To  find  the  orthographical  projection  of  an 
angle. 

Figures  3  and  4. — Let  a  n  c  be  the  given  .angle ;  find  b, 
the  projection  of  the  point  n ;  produce  a  b  and  c  b  to  their 
intersecting  points,  d  and  b  ;  join  e  b  and  d  b,  .and  produce 
them  to  a  and  c,  if  necessary,  as  in  Figure  3  {Figure  4  does 
not  require  it) ;  then  a  6  c  is  the  projection  of  the  angle 
required. 

Problem  IV. —  The  indefinite  projection  of  a  straight  line 
being  given ;  to  find  the  p>rojection  of  any  original  jjoint 
therein. 

Figure  2.  — Let  a  c  be  the  indefinite  projection  of  a  n,  and 
let  it  be  roq\iircd  to  ilnd  the  projection  of  the  point  b,  in  the 
original  line  a  b.  Draw  n  b  perpendicular  to  i  n,  cutting  a  c 
in  b  ;  and  b  will  be  the  projection  of  the  point  b. 

Problem  V. —  To  find  the  projection  of  a  given  triangle. 

Figure  5. — Let  a  b  c  bo  the  triangle  given  ;  find  the  pro- 
jection, a  b  c,  of  the  angle  a  b  c;  by  Problem  III.  and  by 
Problem  IV.  find  the  points  a  and  c,  the  j)rojections  of  the 
points  A  and  c;  join  a  c,  and  a  b  c  will  be  the  projection 
required. 

Problem  VI. — To  find  the  projection  of  a  parallelogram. 

First,  when  the  sides  are  obliquely  situate. 

Figure  6.  Let  a  b  c  d  be  the  given  parallelogram  ;  find  a  b  c, 
the  representation  of  the  angle  a  n  c  (being  any  one  of  the 
three  angles  that  is  most  convenient)  by  Problem  III.  and 
the  representations  a  and  c,  of  the  points  a  and  c,  by  Problem 
IV. :  draw  a  d  parallel  to  b  c,  and  r  d  parallel  to  b  a  ;  and 
the  parallelogram  abed  will  be  the  representation  of  the 
original  parallelogram  a  b  c  d. 


2.  When  the  parallelogram  is  a  rectangle,  with  its  sides 
parallel  and  perpendicular  to  the  intersecting  line. 

Plate  II.  Figure  \. — Find  the  representation  of  the  points 
c,  D  in  one  of  the  sides,  c  d  perpendicular  to  the  intersection, 
by  Problem  1. ;  draw  (/  a  and  c  b  parallel  to  the  intersection 
I  n;  draw  b  a  parallel  to  d  (/,  cutting  c  b  at  b ;  then  the 
rectangle  abed  will  be  the  representation  of  the  rectangle 
A  B  c  D,  as  required. 

3.  When  two  of  the  sides  are  parallel  and  two  oblique. 
Figure  2. — Find  the  representation  a,  of  the  point  A,  by 

Probletn  I.;  produce  the  side  a  b  to  its  intersecting  point,  e; 
join  the  intersecting  point  e  and  the  point  a  ;  draw  b  b  per- 
pendicular to  the  intersecting  line,  cutting  e  a  at  b  ;  draw  b  c 
parallel  to  i  x  ;  draw  c  c  parallel  to  b  b  ;  draw  cd  parallel  to 
b  a,  and  a  d  parallel  to  be;  and  the  parallelogram,  abed, 
will  be  the  representation  of  the  original  parallelogram 
A  B  o  D,  as  required. 

I^ote.  Both  of  these  might  have  been  included  in  one 
problem ;  they  are  thus  particularized,  in  order  to  give  the 
reader  a  clear  view  of  the  subject. 

Problem  VII. — To  find  the  representation  of  a  regular 
pentagon. 

Figure  3.  —  Find  a,  the  representation  of  the  point  a,  by 
Problem  I. ;  produce  a  e  and  a  b  to  their  intersecting  points, 
and  join  each  of  those  points  with  the  point  a  ;  find  the  pro- 
jections, b  and  e,  of  the  points  b  and  e,  by  Problem  IV.; 
produce  the  diagonals,  a  c  and  a  d,  to  their  intersecting 
points,  and  find  the  representations,  c  and  d,  of  c  and  n,  by 
Problem  IV. ;  join  e  d  ;  and  abed  will  be  the  representation 
required. 

Problem  \'UL— Given  the  intersecting  line,  ami  the  pro- 
jection of  one  of  the  angles  of  a  pentagon,  a7ul  the  projected 
length  of  one  of  the  sides:  to  jtroject  the  whole  figure. 

Figure  4. — Let  b  a  e  ho  the  projection  of  one  of  the  angles 
of  a  pentagon,  s.ay  the  most  remote ;  produce  a  b  and  a  e  to 
F  and  G,  their  intersecting  points;  then,  upon  f  o,  describe 
the  segment,  fag,  of  a  circle,  to  contain  the  angle  of  a  pen- 
tagon, that  is,  I  of  two  right  angles ;  draw  a  a  perpendicular 
to  F  o,  to  cut  the  segment  in  a  ;  join  a  f  and  a  o  :  let  a  6  be 
the  projected  side  given ;  draw  b  b  perpendicular  to  f  g,  cut- 
ting A  F  at  B ;  upon  a  b  describe  the  regular  pentagon 
abode;  and  project  the  other  parts,  b  c,  c  d,  d  e,  as  in  the 
precoding  e.xanqile. 

Prodle.m  IX. —  To  find  the  projection  of  a  circle. 

Plate  III.  Figure  \. — Draw  the  diameter  b  d  parallel,  and 
the  diameter  c  e  perpendicular  to  the  intersecting  line;  find 
a,  the  projection  of  the  point  a;  and  draw  the  diameter,  b  d, 
parallel  to  the  intersecting  line ;  find  b,  the  projection  of  the 
point  u ;  join  b  e,  and  produce  it  to  f ;  join  b  f,  cutting  a  a 
at  e  ;  then,  with  half  the  m.ajor  a.xis,  a  b,  and  half  the  minor 
a.\is  a  e,  describe  the  ellipsis,  b  c  d  e,  the  projection  required. 

Problem  X. — To  find  the  projection  of  the  segment, 
a  c  v>  E  B,  of  a  circle. 

Figure  2. — Through  the  centre,  a,  draw  the  diameter,  c  f, 
parallel  to  i  n;  complete  the  semi-eirc\iniference,  c  d  r;  find 
the  axis  a  c  and  a  d,  as  in  the  last  problem ;  produce  the 
chord  B  E,  to  meet  the  intersecting  Hue,  i  n,  in  f;  find  the 
representation  of  the  point  g  ;  join  { g,  and  produce  it  to  b  ; 
then,  with  the  semi-a.xis  a  c  and  a  d,  describe  an  ellipsis,  or 
so  much  of  it  as  may  be  necessary ;  and  the  part,  b  c  d  e  b, 
will  be  the  representation  of  the  segment,  b  c  d  e  b,  as 
required. 

Problem  XI. — To  find  the  projection  of  an  ellipsis, 
B  c  o  E  B ;  B  D  aiid  c  E  being  tlie  two  axes  cutting  each  other 
at  A. 

Figure  3. — Find  the  representations,  b  d  and  c  e,  of  the 
axes;    then  with  the  diameters,  6  d  and  c  e,  descr'be  the 
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ellipsis  bcde.  This  may  be  done  as  in  Problem  I.,  Method  V. 
of  the  aiticle  Ellipsis  (Vol.  I.,  page  305),  or  by  finding  the 
two  axes,  as  in  Method  I,  (page  305),  of  the  same  article. 

Problem  XII. — Any  two  conjmjate  diameters,  b  d  and 
E  c,  of  an  ellipsis,  being  given,  ;  to  Jind  the  representation  of 
the  ellipsis. 

Figure  4. — Find  the  representations,  h  d  and  e  c,  of  the 
diameters  u  u  and  e  c  ;  and  b  d  and  e  c  will  also  be  conjugate 
diameters;  tlien,  by  Problem  I.,  Method  I.,  of  the  article 
Ellipsis  (Vol.  I.,  page  305),  describe  the  ellipsis  b  c  d  e  b, 
which  will  be  the  representation  of  n  c  d  e  b,  as  reqnired. 

Pkoulem  XIH. —  To  jind  the  projection  of  anij  point  in 
space,  npon  a  plane  given  in  position  ;  and  to  determine  the 
distance  of  the  point  from  the  plane. 

Figure  5. — ^Make  choice  of  any  three  points,  .k,  b,  c,  on  the 
plane  ;  measure  the  distance  of  the  point  in  space  from  each 
of  the  points  a,  b,  c,  and  the  distance  of  the  points  a,  b,  c, 
from  each  other;  then  the  projection  may  be  found  on  paper, 
thus  :  let  Q  R  be  a  saile,  representing  feet  and  inches  ;  let 
A  B  be  measured  1  foot  4J  inches,  b  c  1  foot  1^  inch,  and  c  a 
1  foot  2  inches  ;  describe  the  triangle,  A  b  c,  according  to 
these  dimensions  from  the  scale ;  let  the  distance  of  the  point 
in  space  from  a  be  1  foot  4  inches ;  with  the  centre,  a,  and 
distance  of  1  foot  4  inches,  describe  an  arc  at  d;  let  the  dis- 
tance of  the  point  in  space  from  b  be  measured  1  foot  3 
inches ;  then,  with  the  centre,  b,  and  distance  of  1  foot  3 
inches,  describe  an  arc  cutting  the  former  at  i),  and  join  a  d 
and  B  D  ;  with  the  same  distance,  from  b,  describe  an  arc  at 
E  ;  let  the  distance  of  the  point  in  space  from  c  be  measured 
1  foot;  then,  with  the  centre  c,  and  distance  of  1  foot, 
describe  an  arc,  cutting  the  former  at  e,  and  join  b  e  and  c  e; 
draw  D  p  perpendicular  to  a  b,  and  e;)  perpendicular  to  b  c; 
and  p  will  be  the  projection  of  the  point  in  space. 

To  find  the  altitude  of  the  point  in  space. — Let  d  p  cut 
A  B  at  F  ;  draw  p  n  perpendicular  to  f  ;; ;  with  the  centre  f, 
and  distance  f  d,  describe  an  arc,  cutting  ^J  u  at  ii ;  and  p  ii 
will  be  the  height  of  the  point  required. 

Problem  XIV. — Supposing  a  tetraedral,  or  three-sided 
solid  angle  to  be  placed  with  one  of  its  sides  upon  the  plane 
of  projection,  and  one  of  the  other  two  sides,  and  the  two 
inclinations  adjoining  that  side,  with  the  intersection  of  that 
side,  to  be  given;  to  find  the  projection  of  the  given  side;  and 
the  intersection  of  the  remaining  side,  upon  the  plane  of 
projection. 

This  problem  is  the  same  as  if  one  of  the  sides,  and  the 
two  adjoining  inclinations,  of  a  tatraedral,  were  given ;  to 
find  the  projection  of  the  given  side  on  one  of  the  others,  and 
also  to  find  the  side  of  the  solid  on  which  the  projection  is 
made. 

Figure  G. — Let  a  b  c  be  the  given  side,  and  a  b  the  edge 
which  intersects  or  meets  the  plane  of  projection  in  i  n  ;  from 
any  point,  c  in  b  c,  draw  c  d  perpendicular  to  i  n,  cutting  i  n 
at  A  ;  find  B  D,  the  projection  of  b  c ;  that  is,  make  d  a  l 
equal  to  the  inclination  of  the  given  plane  towards  the  plane 
of  projection  ;  make  a  l  equal  to  a  c  ;  draw  l  d  perpendicu- 
lar to  c  D ;  join  d  b  ;  and  d  b  a  will  be  the  projection  of 
A  B  c,  as  required. 

To  find  the  intersection  of  the  other  side,  with  the  plane  of 
projection. 

In  n  c,  take  >any  point,  g  ;  and  draw  g  f  perpendicular  to 
B  c,  cutting  A  B  at  f;  draw  f  i  perpendicular  to  b  d,  cutting 
B  D  at  u  ;  with  the  centre  f,  and  distance,  f  g,  describe  an 
arc,  cutting  b  d  at  k  ;  join  f  k  ;  make  the  angle,  f  k  i,  equal 
to  the  other  inclination ;  join  b  i  ;  and  b  i  will  be  the  inter- 
section of  the  other  side,  as  required. 

Problem  XV. —  Given  the  representation,  a,  of  a  point, 
situate  in  a  plane,  whose  original  is  given  :  to  Jind  the  repre- 


sentation of  a  line  from  the  original  point,  perpendicular  to 
the  original  jilane. 

Plate  IV.  Figures  1,  2. — Draw  g  e  perpendicular  to  the 
intersecting  line,  and  make  o  k  l  equal  to  the  inclination  of 
the  plane  to  that  of  projection,  if  not  already  made  ;  draw  a  l 
perpendicular  to  o  k,  and  l  m  perpendicular  to  k  l  ;  make 
L  M  equal  to  the  line  ;  draw  ab  parallel  to  o  k,  and  m  b  par- 
allel to  L  a;  then  a  b  will  be  the  projection  required. 

Problem  XVI. — Given  the  representation,  a,  of  the  inter- 
section of  a  line  with  the  original  jilane,  and  the  scat  in,  and 
inclination  of,  the  line,  to  the  original  plane;  to  find  the 
representation  of  the  line. 

Figures  3,  4. — Draw  u  k  perpendicular  to  i  k  ;  make  the 
angle  g  k  l  equal  to  the  inclination  of  the  plane  to  that  of 
projection,  and  produce  k  l  to  m,  if  necessary  ;  draw  a  a 
perpendicular  to  i  m,  and  c  b  parallel  to  a  a;  make  k  m  equal 
to  c  d ;  draw  m  p  perpendicular  to  k  l  :  make  m  p  equal  to 
the  tangent  of  the  seat,  a  c,  made  radius  ;  draw  c  b  parallel 
to  A  a,  and  p  b  perpendicular  to  a  a;  then  join  a  b,  and  a  b 
will  be  the  representation  of  the  line  required. 

Problem  XVII. — Given  the  representation,  a  b  c  d,  of  one 
side  of  a  parallelopi/ied,  tvith  the  inclination  of  the  plane,  and 
the  other  dimension  perpendicular  to  the  original  of  that 
plane  ;  to  find  the  representation  of  the  whole  solid,  supposing 
the  planes  of  the  original  solid  at  right  angles  to  each  other. 

Figure  5. — Find  the  representation,  af  of  a  line  perpen- 
dicular to  the  original  of  the  plane  represented,  by  Problem 
XV.,  and  complete  the  parallelograms  a  fg  d  and  a  b  e  f, 
which  will  form  the  representation  of  the  whole  solid. 

Problem  XVIH. —  To  find  the  inclination  of  two  adjoining 
planes  of  the  regular  solids. 

Plate  V.  Figures  1,  2,  3,  5. — Draw  the  base,  ab  c,  a  b  c  d, 
or  a  B  c  D  E  of  the  pyramid  which  forms  one  of  the  solid 
angles  ;  draw  the  triangle  n  o  c,  the  development  of  one  of 
the  sides  of  the  pyramid  ;  draw  g  f  perpendicular  to  b  c  ; 
bisect  the  angle  a  b  c,  and  let  the  bisecting  line  meet  g  f  in 
f,  their  point  of  concourse  ;  draw  f  h  perpendicular  to  b  f  ; 
from  B,  with  the  radius  b  g,  describe  an  arc,  cutting  f  h  at 
H ;  draw  f  i  perpendicular  to  b  n,  cutting  b  h  at  i ;  in  f  b 
make  f  l  equal  to  f  i ;  let  f  h  and  b  c  meet  in  m  ;  also  let 
F  H  and  B  A  meet  in  k  ;  join  m  l  and  k  l  ;  then  will  k  l  m 
be  the  angle  of  the  planes  as  required. 

As  the  sides  of  the  tetraedron  are  equilateral  triangles,  and 
as  three  of  the  triangles  form  each  solid  angle,  both  the  base 
of  the  pyramid,  a  b  c,  and  the  developed  side,  b  g  c,  will  be 
equilateral  triangles  in  Figure  1. 

In  the  construction  for  Figure  2,  as  the  sides  of  the  he.xa- 
edron  are  squares,  and  as  each  solid  angle  is  formed  by  three 
of  the  right  angles,  the  base  of  the  pyramid  will  be  an 
equilateral  triangle,  and  the  vertical  angle  of  the  developed 
side  will  be  a  right  angle. 

In  the  construction  for  the  octaedron,  Figure  3,  as  each 
side  is  an  equilateral  triangle,  and  as  four  of  the  angles  of  the 
triangle  form  the  sides  of  the  solid  angle,  the  base  of  the 
pyramid  will  be  a  square,  and  the  developed  side  will  be  an 
equilateral  triangle. 

In  the  construction  for  the  dodecaedfon.  Figure  4,  No.  2, 
as  each  solid  angle  is  formed  by  three  planes,  and  as  each  of 
the  planes  is  a  pentagon,  the  base  of  the  pyramid  will  be  an 
equilateral  triangle,  and  the  vertical  angle  of  the  developed 
side  will  be  equal  to  the  angle  formed  by  the  two  sides  of  a 
pentagon. 

In  the  construction  for  the  icosaedron.  Figure  5,  as  each 
solid  angle  is  composed  of  five  sides,  and  as  all  the  sides  of 
the  solid  are  equilateral  tri.-mgles,  the  base  of  the  pyramid  is 
a  pentagon,  and  the  developed  side  an  equilateral  triangle. 

In  the  construction  for  the  dodecaedron,  Figure  4,  the 
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angle  of  the  pentagon  was  found  by  dividing  a  circle  into  five 
equiil  parts,  and  joining  the  chords  of  two  adjoining  parts,  as 
A  li,  n  c,  Figure  4,  No.  1.  Then,  to  obtain  the  vertical 
angle,  draw  a  c  as  a  base  ;  bisect  the  angle  a  b  c,  which  will 
also  bisect  the  straight  line  a  c  in  e  ;  make  e  f  equal  to  the 
half  of  B  c.  No.  3,  and  draw  f  o  parallel  to  n  c,  cutting  b  d  at 
c  ;  make  k  o,  No.  2,  equal  to  E  o,  No.  1  ;  and  in  No.  2  join 
o  n  and  o  c,  which  will  give  the  vertical  angle  b  g  c. 

PiioiiLE.M  XIX.      To  projtcl  th"  dodccaedron. 

-Figure  0. — Find  abode,  the  orthography  of  one  of  the 
planes,  by  Problem  VII.  ;  find  the  angle  which  two  contigu- 
ous planes  of  the  solid  make  with  each  other,  by  Problem 
XVlll.;  find  the  intersection  of  each  of  the  planes  adjoining 
to  the  plane  whose  projection  is  found,  by  Problem  XIV.,  and 
thus  three  of  the  arri:~cs  of  the  solid  will  be  projected;  then, 
to  project  the  planes  adjoining  the  extremities  of  the  arrises, 
or  edges,  ab,  ae,  a  h,  supi)osc  that  contiguous  to  a  b,  produce 
6  c  to  meet  the  intersecting  line  x  z  in  o,  and  produce  i/to 
meet  X  y  in  ^j  ;  join  o,p;  then,  having  tlie  projection  of  the 
angle  c  b  J\  and  the  projected  lengths,  c  b  or  b  f,  of  one  of  the 
sides,  and  the  intersecting  line,  o  /;,  of  the  ]ilane  of  that  side, 
liiid  the  orthography,  ci/»i  /,  of  the  whole  figure,  by  Problem 
Vlll.  Ill  like  manner,  find  the  orthography  of  the  figures 
g  h  i  1/  r,  k  s  t  d  c,  and  the  representation  of  the  solid  will  be 
comjileted. 

Problem  XX. —  To  divide  the  representation  of  a  circle 
{7ito  parts  representing  the  original  circle  divided  into  equal 
parts. 

Plate  VI.  Figure  1. — Let  a  b  c  d  be  the  original  circle, 
and  let  a  4  c  rf  be  its  orthographic  representation.  Suppose 
the  first  part  of  the  original  circle  to  commence  at  the  given 
point,  E ;  I(!t  E  F,  p  G,  G  u,  &c.  be  the  equal  parts  in  the  origi- 
nal circle,  and  let  o  be  its  centre  ;  join  e  o,  f  o,  g  o,  ii  o,  &c.; 
let  the  diameter,  b  d,  be  perpendicular  to  the  intersecting 
line,  I  N,  and  let  a  c  be  parallel  to  i  n  ;  then  b  d  and  a  c  being 
the  representations  of  b  d  and  a  c,  draw  4  a  and  b  a,  and  let 
B  A  cut  the  radii  e  o,  f  o,  o  o,  ii  o,  &c.  in  the  points  k  l  m  n, 
&c. ;  draw  k  k,  l  /,  m  ni,  n  n,  &c.  cutting  the  rc|)rcsentativo 
chord,  a  b,  at  k  I  m  n,  &c.  Let  o  be  the  representative  centre ; 
draw  o  k,  ol,o  m,  o  n,  &c.,  and  produce  o  k,  ol,o  m,  o  n,  &c. 
to  meet  the  circumference  of  the  representative  circle  in  e,f, 
g,  h,  &c. ;  then  will  e/,/g,  g  h,  &e.  be  the  representations  of 
the  equal  parts  e  f,  f  g,  o  ii,  &c.  of  the  original  circle :  and 
if  the  representative  radii,  e  o,  fo,  g  o,  h  o,  &c.  be  produced 
to  meet  the  opposite  parts  of  the  curves  at  e',/,  g',  h',  &c., 
e'  f',f  g,  g'  I',  &c.  will  also  represent  equal  parts. 

In  the  same  manner,  if  n  c,  and  its  representation,  b  c,  be 
joined,  the  other  two  representative  quadrants  may  be 
divided,  so  as  to  represent  equal  parts  in  the  original  quad- 
rants remaining  ;  and  thus  the  whole  representative  circle 
will  be  orthogiaphically  divided  into  parts,  representing  the 
whole  of  the  original  circle  divided  into  equal  parts. 

To  find  the  orthographical  representation  of  a  water- 
wheel. 

Figure  2. — Let  No.  1  be  the  face  of  the  wheel,  or  its 
section,  perpendicular  to  the  axis :  let  i  n  be  the  intersecting 
line:  draw  the  ellipsis  abed,  representing  the  original 
circle,  A  n  c  D,  divided  into  equal  parts,  as  in  the  preceding 
problem  :  through  the  points  of  division  draw  the  portions 
of  the  radii,  as  intercepted  between  the  orthographic  circum- 
ferences :  draw  the  ellipsis  c  f  g,  which  will  give  the  ortho- 
graphy of  the  opposite  outer  circle  :  then  draw  the  edges  of 
the  boards  perpendicular  to  the  intersecting  line,  i  n,  so  as 
to  be  terminated  by  the  orthographic  circles  e  f  g  and  c  da; 
then,  two  of  the  sides  of  the  float-boards  being  thus  found, 
the  other  two  may  be  completed  by  parallel  lines. 

The  ring  which  supports  the  float-boards  is  represented  in 


the  same  manner  as  the  orthographic  circles,  which  contain 
the  repre-;entations  of  the  floal-boards  themselves,  'i'he 
radiating  pieces,  to  which  the  float-boards  are  attached,  are 
made  to  tend  to  the  centre,  on  the  side  that  adjoins  the  float- 
boards,  and  the  opposite  face  is  tapered  off;  and,  to  accom- 
plish this  regularly,  it  is  made  to  touch  the  representation  of 
a  circle  in  the  same  plane. 

To  project  a  straight  line  in  a  plane,  supposing  the  plane 
which  contains  the  line  to  be  wrapped  round  the  surface  of 
a  cylinder. 

Plate  XIII.  Figure  I. — Let  a  b  c  d  be  a  cylinder  orlho- 
graphically  projected ;  and  let  b  a  be  continued  to  g,  so  that 
AO  may  be  equal  to  the  semi-circumference  of  the  cylinder ; 
also  let  F  E  be  the  line  to  be  projected,  the  point  e  being  in 
the  line  A  d,  and  the  position  of  e  f  to  a  o  being  supposed  to 
be  given. 

Continue  the  axis  of  the  cylinder  to  any  convenient  distance 
beyond  the  base  a  b  :  at  any  convenient  point  in  the  axis 
thus  produced,  describe  a  circle  equal  to  the  radius  of  the 
cylinder;  draw  the  diameter  i(  j  parallel  to  a  B :  divide  the 
semi-circumference  n  ij  into  any  number  of  equal  parts,  as  8; 
also  divide  A  G  into  the  same  number  of  equal  parts;  from 
the  points  of  division  in  the  semi-circumference  H  i  j,  draw 
lines  parallel  to  the  axis  of  the  cylinder  through  the  pro- 
jection A  n  c  D. 

Again,  from  the  points  of  division  a  g,  draw  lines  perpen- 
dicular to  the  said  line  a  o,  to  cut  the  line  e  f  in  as  many 
points  as  A  g  ;  from  the  points  of  section  in  e  f,  draw  lines 
parallel  to  a  b,  to  cut  the  fijrmer  lines  drawn  parallel  to  the 
axis  ;  then  the  line  e  f  of  contrary  flexure,  is  the  projection 
required. 

in  the  same  manner  the  concave  line  d  e.  Figure  2,  is 
projected  from  the  surface  of  a  cylinder  upon  a  plane  into 
the  line  d  e. 

To  project  ang  line  vpon  the  surface  of  a  cone. 

Figure  3. — Let  a  b  c  be  the  orthographical  projection  of 
the  cone  on  a  plane  parallel  to  the  axis,  and  let  a  b  e  be  the 
development  of  the  projected  surface  :  then  any  line  n  f  on 
this  development,  will  be  projected  from  the  conic  surface  iu 
the  following  manner: 

On  b  c  describe  a  semicircle  b  d  o,  and  divide  the  arc  b  d  c 
into  any  number  of  equal  parts;  from  the  divisions  of  the 
arc  B  u  c,  draw  lines  perpendicular  to  b  c,  to  meet  it  in  as 
many  points  of  section  as  there  arc  divisions  in  u  d  c  ;  from 
the  points  of  section  in  the  ba>e  b  c,  draw  lines  to  a  ;  from 
the  points  of  section  iu  the  base  b  e  of  the  development, 
draw  straight  lines  to  a,  to  cut  the  line  b  f  intended  to  be 
projected  ;  from  the  points  of  section  in  b  e,  describe  arcs 
from  the  centre  a  to  cut  a  n  in  as  many  points  of  section 
as  the  number  in  b  f  ;  from  every  point  of  section  in  a  b 
draw  lines  parallel  to  b  c,  to  cut  each  former  line  respectively  ; 
through  the  corresponding  points,  drasv  a  curve,  as  shown  by 
the  dark  line,  and  this  will  be  the  projection  of  the  line  on 
the  conie  surface. 

Corollary. — Hence  the  projection  may  be  found  according 
to  any  given  fanciful  form,  as  in  Figure  4,  where  f  g  is  the 
projection  of  F  G. 

Not  only  architectural  designs,  but  mechanical  drawings, 
depend  upon  orthographical  representation  ;  it  enables  the 
architect,  engineer,  or  mechanic,  to  construct  the  object 
intended  to  be  executed.  As  drawings  of  every  kind  are 
greatly  facilitated  by  a  knowledge  of  the  formation  of  bodies, 
so,  in  drawing  machines,  it  is  necessary  to  know  the  methods 
of  representing  any  system  of  lines  upon  cylindric  and  conic 
surfaces,  as  this  knowledge  will  determine  whether  the  lines 
represented  are  parallel  to  each  other  or  tend  to  a  point. 

In  drawing  machinery,  as  in  other  kinds  of  orthographical 
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representations,  the  ol>ject  is  represented  upon  two  planes, 
one  parallel,  and  the  other  perpendicular  to  the  liorizon. 

As  the  faces  of  the  dllleieut  parts  of  a  machine  are  gene- 
rally in  vertical  planes  parallel  to  each  other,  the  elevation 
is  also  made  on  a  vortical  plane  parallel  to  the  faces  of  the 
work,  or  to  the  greatest  number  of  faces,  in  order  to  focili- 
tate  the  execution,  as  this  position  not  only  gives  the  altitude 
of  the  parts,  but  is  also  convenient  in  ascertaining  the  mag- 
nitude of  lines  in  every  direction  in  these  planes,  and  the 
angles  whicii  the  lines  form  with  each  other  ;  for  if  the  faces 
of  the  work  stand  at  oblique  angles  with  the  projecting  plane, 
there  can  be  only  one  direction,  namely,  that  of  measuring 
in  a  vertical  line,  in  which  the  true  dimensions  can  be  ascer- 
tained ;  every  other  will  be  fore-shortened,  and  the  angles 
formed  by  the  lines  of  representation  will  also  vary  from 
the  original  angles  of  the  object. 

As  the  axes  of  wheels  are  sometimes  obliquely  situate,  it 
becomes  necessary  to  represent  them  in  various  positions. 
The  several  kinds  of  representations  are  sections  through  the 
principal  parts  (as  through  the  axis  of  a  wheel),  plane  or 
horizontal  projections,  and  elevations. 

Though  a  plan  and  elevation  are  sufficient  to  construct  any 
machine  with  proper  attention,  yet  from  the  greater  facility 
of  comprehending  the  nature  of  the  design,  and  applying  the 
measures  to  practice,  two  elevations  are  sometimes  given, 
particularly  in  a  complex  machine.  One  of  these  elevations 
expresses  the  parts  in  the  longest  horizontal  dimension  of 
the  work,  and  the  other  represents  the  parts  comprehended 
m  its  breadth,  or  horizontal  extension. 

In  the  representation  of  a  machine,  the  wheel-work  is  the 
most  difficult  of  any  part,  except  when  the  whole  of  the  sur- 
faces of  the  wheel  are  planes,  with  two  or  more  faces  parallel 
to  the  projecting  plane,  and  all  the  other  surfaces  perpen- 
dicular to  it,  as  in  this  case  the  boundaries  of  the  parallel 
planes  arc  represented  by  figures  similar  to  the  original  faces, 
and  the  whole  of  the  other  surfaces  are  projected  into  straight 
lines  or  circles.  This  is  so  very  simple,  as  not  to  require  any 
directions;  but  if  the  wheel,  or  its  faces,  have  an  oblique 
position  to  the  projecting  plane,  several  considerations  are 
necessary  to  effect  a  true  representation.  A  ground  section 
through  the  axis  of  the  wheel,  placed  at  the  required  angle, 
with  the  intersection  of  the  plane  of  elevation,  and  an  eleva- 
tion of  the  wheel  on  a  plane  parallel  to  the  fices,  will  be 
required.  It  is  likewise  necessary  to  observe,  that,  in  this 
oblique  projection,  all  the  parallel  arrises  of  any  original 
object  are  represented  by  parallel  lines,  and  all  e([ual  distances 
in  the  original  object  are  represented  by  other  distances  equal 
among  themselves  ;  also,  all  straight  lines  whatever  in  the 
original  plane,  divided  into  parts,  are  represented  by  a  series 
of  parts  respectively  in  the  same  proportion.  The  proportion 
of  any  line  is  to  its  original,  as  radius  to  the  cosine  of  the 
inclination  of  the  original  line  and  the  plane  of  projection. 
The  representation  of  an  original  circle  is  an  ellipsis  ;  and  as 
the  plane  of  projection  is  vertical,  the  elevation  of  an  ellipsis 
will  be  represented  with  its  greater  axis  perpendicular  to  the 
intersecting  line. 

Problem  XXI. —  Given  the  seat  and  altitude  of  a  line  on 
a  plane,  and  the  intersection  of  the  plane  with  another  plane 
at  a  given  angle,  to  find  the  sun's  seat  on  such  plane,  as  also 
its  angle  of  altitude. 

Plate  ym.  Figure  l._Let  A  c.  No.  1  and  3,  be  the  seat 
of  the  line ;  a  b  the  intersection  of  the  last  named  plane. 
In  A  c  take  any  point,  c  ;  draw  c  d  perpendicular  to  a  c  ; 
draw  c  e  perpendicular  to  a  b,  cutting  a  b  at  b.  In  No.  2, 
draw  c  h  perpendicular  to  b  c  ;  make  c  n  equal  to  c  d,  and 
the  angle  c  b  g  equal  to  m  l  k,  No.  3,  the  inclination  of  the 
planes;   draw  hg  perpendicular  to   bg;   make  be   equal 
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to  B  G,  and  join  a  e  ;  then  a  e  will  be  the  seat  of  the  sun's 
rays  on  the  plane,  as  required.  Draw  e  f  perpendicular 
to  A  E  ;  make  e  f  equal  to  g  ii,  and  join  a  f  ;  then  e  a  f  will 
be  the  angle  of  altitude  of  the  line  on  the  same  plane. 

In  No.  I,  the  two  planes  are  at  right  angles  to  each  other  ; 
in  this  case,  the  problem  may  be  constructed  without  the 
quadrilateral  b  c  h  g  ;  thus,  having  drawn  c  e  perpen- 
dicular to. A  B,  cutting  a  B  at  B  ;  make  b  e  equal  to  c  d, 
and  complete  the  triangle  A  e  f,  as  in  No.  2  ;  then  a  e 
will  be  the  seat  of  the  line,  and  e  a  f  the  angle  of  altitude, 
as  before. 

This  may  easily  be  conceived,  by  supposing,  that  upon  the 
triangle  a  b  c,  No.  2,  the  triangle  a  c  d,  and  the  quadrilateral 
B  c  H  g,  are  raised  perpendicularly  ;  then  c  u  and  c  d  will 
coincide,  and  the  point  ii  will  coincide  with  the  point  d  ;  turn 
the  triangle  a  n  e  upon  a  b,  anrt  the  side  b  e,  being  perpen- 
dicular to  A  B,  will  describe  a  plane  upon  b  e,  perpendicular 
to  the  plane  a  n  c ;  and  because  b  c  and  b  e  are  in  the  same 
straight  line,  nc  will  be  in  that  plane;  and  because  the 
plane  b  c  h  g,  is  supposed  to  be  raised  perpendicular  to  the 
plane  a  b  c  upon  b  c,  the  plane  supposed  to  be  described 
by  B  E  will  be  in  the  same  plane  with  b  c  h  g,  when  raised 
perpendicularly  to  the  plane  a  b  c  ;  therefore,  move  the 
plane  a  b  e  till  b  e  coincide  with  b  g,  supposed  to  be  raised 
with  the  plane  b  c  h  u ;  the  planes  a  c  d,  b  o  ii  o,  and  a  b  e, 
being  thus  supposed  to  be  raised,  turn  a  e  f  round  a  e,  till  e  f 
falls  upon  G  H  ;  then  the  point  f  will  fall  upon  h  ;  and  the 
straight  line  a  f  will  also  be  coincident  with  A  d  ;  for 
the  triangle  a  e  f  will  be  at  a  right  angle  with  the 
triangle  a  e  b  ;  therefore  e  f  will  be  at  right  angles  to  the 
plane  a  b  e. 

Problem  XXII. —  Given  the  seat  and  altitude  of  the  sun's 
rat/s  on  a  plane,  and  the  angle  which  the  scat  of  a  line 
parallel  to  the  })lane  of  projection  makes  with  the  seat  of 
the  sun's  rays  ;  to  determine  the  inclination  of  the  plane 
of  shade  obstructed  bg  the  original  line  toioards  the  j^lane  of 
projection. 

Figure  2. — Let  a  c  be  the  seat  of  the  sun's  rays  given  upon 
the  plane  of  representation  ;  make  cad  equal  to  the  altitude 
of  the  sun's  rays ;  draw  c  d  perpendicular  to  a  c  ;  make  cab 
equal  to  the  angles  made  by  the  seat  of  the  sun's  rays  with 
the  seat  of  the  original  line,  which  occasions  a  plane  of  shade  ; 
from  c  draw  c  b  perpendicular  to  a  b,  and  c  e  perpendicular 
to  c  B  ;  make  c  e  equal  to  c  d,  and  join  b  e  ;  then  c  b  e  will 
be  the  inclination  of  the  plane  required.  Produce  c  b  to  f  ; 
make  b  f  equal  to  b  e,  and  join  a  f  ;  then  let  the  triangles 
c  A  D,  c  b  E,  B  A  p,  be  turned  up,  and  a  f  and  a  d  will  coin- 
cide ;  and  the  triangle  c  b  e  will  measure  the  inclination  of 
the  plane  a  b  f  to  c  b  a.  This  problem  is  of  the  utmost  use 
in  finding  the  shadows  of  parallel  lines  to  planes  in  various 
positions  ;  as  also  in  finding  the  shadows  of  cylinders  where 
the  axis  is  parallel  to  the  plane  of  projection;  and  in  deter- 
mining the  points  and  lines  of  light  and  shade  in  cylinders 
and  cylindric  rinss. 

Problem  XXIII. —  Given  the  seat  and  altitude  of  a  line 
and  the  seat  and  altitude  of  the  sun's  rays  ;  to  determine  the 
shadow  of  the  line  on  that  plane. 

Figure  3. — Let  h  e  be  the  seat  of  the  line ;  make  the 
angle,  e  h  i,  equal  to  the  altitude  of  the  line,  viz.,  of  a  b  c, 
No.  1 ;  E  being  any  point  in  he;  draw  e  i  perpendicular 
to  H  E  ;  draw  e  f  parallel  to  the  seat  of  the  sun's  rays  ;  and 
draw  E  G  perpendicular  to  e  f  ;  make  e  g  equal  to  e  i ;  make 
the  angle  e  g  f  equal  to  the  complement  of  the  sun's  altitude, 
and  join  n  r,  which  will  be  the  shadow  of  the  line 
required. 

This  problem  will  be  of  great  use  in  finding  the  shadows 
of  objects  upon  inclined  planes. 
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Problem  XXIV. — Given  the  incUnation  of  a  line  to  two 
planes  at  right  angles  to  each  other  ;  to  find  the  seat  of  the 
line  on  each  of  the  'planes,  and  the  intersection  of  the  planes. 

Figure  4. — Let  a  b  c,  No.  3,  be  the  inclination,  or  angle, 
made  by  the  line  with  one  of  the  planes,  and  d  e  f,  No.  3, 
the  angle  it  makes  with  the  other. 

From  the  angnhir  point,  b,  No.  3,  talie  b  c,  of  any  length, 
and  fiom  the  angular  point,  e,  No.  3,  talie  e  f  equal  to  b  c ; 
in  No.  2,  draw  c  a  perpendicular  to  a  b  ;  and,  in  No.  3, 
draw  F  D  perpendicular  to  e  d  ;  in  No.  1,  draw  any  line  o  k; 
and  through  o,  any  point  in  g  k,  draw  ii  i  perpendicular 
to  G  K  ;  make  g  u  equal  to  the  sine,  d  f,  of  one  of  the  angles 
of  No.  3,  and  o  i  equal  to  the  sine,  a  c,  of  the  other,  No.  2 ; 
from  H,  with  the  radius,  a  b.  No.  2,  describe  an  arc,  cutting 
o  K  at  K  ;  and  join  a  k  and  k  i  ;  then  o  k  will  be  the  inter- 
section of  the  planes,  and  k  ii  and  k  i  will  be  the  scats  of  the 
line  on  each  of  them. 

In  the  following  )iroblems,  respecting  shadows,  two  planes 
of  projection  are  always  sup[)i)sed  to  be  given,  viz.,  the  seat  of 
the  rays  of  light  on  each  of  the  planes,  and  the  intersectioa 
of  the  planes,  unless  otherwise  announced. 

Practical  examples  of  shadows. 

Example  1. —  To  find  the  shadow  of  a  rectangular  prism, 
attached  to  a  wall,  one  of  the  sides  of  the  prism  coinciding 
icith  lite  surface  of  the  wall. 

Figure  5. — Let  ii  i  k  l  m  n  be  the  plan,  the  straight 
line,  11  1  M  N,  that  of  the  wall,  and  i  k  l  m  that  of  the  prism  ; 
let  a  B  c  D  be  the  elevation  of  the  prism,  and  v  w  the  inter- 
section of  the  plane  of  elevation  with  that  of  the  ichnography, 
parallel  to  n  n,  and  k  l  in  the  plan. 

To  find  the  shadow  of  any  point,  B,  on  the  elccalion,  cor- 
responding to  L  on  the  plan.  Draw  the  ichnography,  l  n,  of 
a  ray  of  light;  also,  from  b,  draw  b  f,  the  elevation  of  the 
ray,  at  any  given  angle  with  the  intersection  v  w;  join  d  l; 
draw  F  N  parallel  to  b  l  ;  and  the  point  f  will  be  the  shadow 
of  the  point  b  on  the  elevation. 

In  the  same  manner,  find  e  and  o,  the  shadows  of  the 
points  A  and  c ;  join  e  f  and  f  g  ;  and  a  n  c  g  f  e  a  will  be 
the  shadow  required. 

Or,  find  the  shallow,  f,  of  the  point  b,  as  before  ;  draw  the 
indefinite  representations,  a  e  and  c  o,  of  the  extreme  rays ; 
then,  because  the  arrises,  or  edges,  of  the  prism  are  parallel 
to  the  wall,  or  to  the  surface  on  which  the  shadows  are 
thrown,  the  representations  of  the  edges  of  the  shadows  will 
be  parallel  to  the  representations  of  the  arrises  on  the  plane 
of  elevation  ;  therefore  draw  f  e  parallel  to  a  b,  and  f  o 
parallel  to  b  c  ;  and  a  e  f  o  c  will  be  the  edge  of  the  shadow, 
as  before. 

Example  2.  Plate  IX. — The  shadow  of  Figure  1  is  found 
in  the  same  manner  as  in  the  last  example  ;  the  body  which 
throws  the  shadow  being  a  prism,  with  its  planes  parallel 
and  perpendicular  to  the  snrtiice  un  which  the  shadow  is 
thrown  ;  a  n  m  l  c  is  therefore  the  outline  of  the  shadow 
thrown  by  a  prism,  represented  by  f  o  n  i  on  the  plan,  and 
by  a  B  c  D  on  the  elevation.  The  figure  here  introduced 
represents  a  cantiliver  projecting  fronr  a  wall. 

Example  3. —  To  find  the  shadow  of  a  cantiliver,  formed 
as  in  the  lust  example,  the  plane  of  elevation  being  placed 
obliquely  to  the  surface  on  which  the  shadow  is  thrown. 

Figure  5. — Let  e  f  i  k  be  the  representation  of  the  surface 
on  which  the  shadow  is  projected,  placed  obliquely  to  the 
line  V  w,  the  intersection  of  the  orthographic  planes ;  let 
f  g  ir  I  be  tlie  plan  of  the  cantiliver,  and  a  n  c  d  its  elevation, 
the  points  a  and  n  on  the  elevation  corresponding  with  the 
point  H  on  the  plan,  and  the  points  b  and  c  corresponding 
with  the  point  f.     The  end  of  the  cantiliver  is  represented 


by  D  ef  A,  and  the  root  hy  c  ghn;  the  point  i,  on  the  plan, 
being  represented  by  g  and  h  on  the  elevation,  and  the  point 
F,  on  the  plan,  by  b  and  c  on  the  elevation.  To  find  the 
shadow  of  any  corresponding  lines,  f  o  and  n  h  ;  draw  o  l, 
the  parallel  of  the  seat  of  the  sun's  rays  on  the  plan,  meeting 
the  shadowed  surface,  e  k,  in  l  ;  draw  l  m  perpendicular  to 
V  w  ;  from  h,  the  corresponding  point  of  G,  draw  h  m,  the 
elevation  of  the  ray  ;  join  b  m  ;  draw  g  o  parallel  to  n  to  ; 
draw  rn  n  parallel  to  a  b,  and  n  o  parallel  to  ad;  then 
h  m  n  o  g  will  be  the  shadow  required  :  for  the  representation 
of  the  two  edges  of  the  shadows  are  parallel  to  the  represen- 
tation of  the  two  edges  of  the  end  of  the  cantiliver. 

Example  4.  Figure  3. — Let  a  b  d  b  be  the  intersection  of 
any  vertical  surface  on  which  a  shadow  is  to  be  thrown  ; 
also  let  u  c  D  be  the  plan  of  a  triangular  prism  projecting 
fnjm  that  surface  ;  and  o  ii  i  f  its  elevation;  find  p  n,  the 
shadow  of  the  perpendicular  lino,  as  before;  and  join  n  o; 
then  will  jo  re  o  he  the  shadow  of  the  prism,  as  required. 

Example  5.  Figure  4. — o  ii  i  k  l  is  the  elevation  of  several 
rectangular  prisms  joined  to  each  other  in  the  form  of  a 
pediment ;  g  ii  i  k  l  is  the  outline,  and  /  in  n  the  inner  line, 
forming  the  tympanum  ;  a  b  e  f  is  the  plan  of  the  surface  on 
which  the  shadow  is  to  be  thrown,  parallel  to  the  intersecting 
line,  V  w  ;  b  c  d  e  is  the  plan  of  the  pediment,  of  which  the 
line  c  D,  representing  the  face,  is  parallel  to  a  f.  Draw  g  o, 
n  P,  I  G,  and  n  r,  the  elevation  of  the  rays  ;  also,  draw  the 
ray  d  v  on  the  plan,  meeting  a  f  at  u  ;  v  p  a  perpendicular 
to  the  intersecting  line,  cutting  the  rays,  n  p  and  i  g,  of  ele- 
vation, at  p  and  a :  draw  p  o  parallel  to  g  h  ;  then  g  o  p  g  i 
will  be  the  extremity  of  the  shadow,  as  in  Example  1.  To 
find  the  shadows  from  the  inner  edges,  I  m  and  n  m,  make  n  r 
equal  to  o  o,  or  h  p,  or  i  o,  as  each  of  the  points,  o,  h,  i,  r,  is 
ecjually  distant  from  the  surface;  draw  r  s  parallel  to  re  I, 
and  r  t  parallel  to  n  m  ;  then  will  s  r  I  represent  the  shadow 
from  the  under  arrises  of  the  inclined  parts. 

E.cample  (5. — Figure  5,  is  the  shadow  of  several  rectangu- 
lar prisms  crossing  each  other  at  equal  angles  ;  one  of  the 
fices  of  each  is  parallel  to  the  plane  on  which  the  shadow  is 
thrown,  and  also  to  the  plane  of  elevation  ;  the  opposite,  or 
parallel  faces,  are  attached  to  the  plane  on  which  the  shadow 
is  thrown,  and,  therefore,  the  other  faces  are  perpendicular 
to  such  plane.  The  shadows  are  to  be  found  as  in  the  last 
example,  viz.,  by  drawing  indefinite  rays  from  all  the  angular 
points  on  the  elevation,  and  finding  the  length  of  one  of 
them  ;  then  the  rest  will  be  completed  by  parallel  lines  from 
the  termination. 

Example  7. —  To  find  the  shadow  of  a  rectangular  ring. 

Figure  G. — Find  the  point,  I,  the  shadow  of  the  centre,  k  ; 
through  I  draw  o  p  perpendicular  to  kl ;  then,  with  the  radius 
of  the  interior  circle,  describe  the  arc,  w  x  u,  meeting  the 
said  inner  circle  in  w  and  u ;  also,  from  I,  with  the  radius  of 
the  exterior  circle,  describe  the  semicircle,  o  Q  P  ;  draw  o  M 
and  p  N  parallel  to  Ik,  and  these  lines  will  touch  the  circle  in 
M  and  N ;  then  M  o  Q  p  N  will  represent  the  exterior  shadow 
required. 

Problem  XXV. —  Given  the  sun's  seat  and  inclination  on 
the  plane  of  the  horizon,  and  the  intersection  of  two  planes  at 
right  angles  loith  each  other,  and  perpendicular  to  the  horizon  ; 
to  find  the  representation  of  the  sii«'s  rays  on  each  of  the 
vertical  planes. 

Plate  X.  Figure  1. — Let  a  d  and  d  n  be  the  intersection 
of  the  two  vertical  planes,  and  a  b  the  seat  of  the  sun's  rays 
on  the  horizon  ;  make  the  angle,  a  b  o,  equal  to  the  angle  of 
the  sun's  altitude  ;  draw  a  c  perpendicular  to  a  b  and  a  e 
perpendicular  to  a  d  :  make  A  E  equal  to  A  c,  and  join  e  d, 
which  will  rc[)resent  the  ray  of  the  sun,  on  the  plane  of 
which  the  intersection  is  a  d  :  produce  a  d  to  g  ;  make  d  q 
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equal  to  a  c,  and  join  a  b  ;  and  g  b  will  represent  the  sun's 
ray,  on  the  plane  of  which  the  intersection  is  d  b. 

This  problem  is  necessary  in  the  three  preceding  examples, 
when  the  seat  and  inclination  of  the  sun  is  given  on  the 
horizon,  in  order  to  find  the  orthography  of  tlie  ray  upon 
both  elevations,  viz.,  upon  the  front  and  end. 

Problem  XXVI. — To  Jiiid  tlie  representation  of  ike  shadow 
on  a  prismatic  solid,  hj  a  plane  cutting  the  prism  perpen- 
dicular to  its  arrises  ;  given  the  elevation  of  the  prism  on  a 
plane  parallel  to  its  arrises,  and  parallel  to  one  of  its  sides  : 
as  also  the  figure  of  the  plane  which  throws  the  shadow,  with 
the  section  of  the  surfaces  of  the  prism  on  tliat  plane,  and 
likewise  the  sunh  rays,  both  on  tfie  plane  and  on  the  elevation. 

Place  the  figure  of  the  plane  and  the  elevation  so  that  any 
two  of  their  corresponding  points,  or  parts,  may  be  in  a  line 
perpendicular  to  the  intersection.  Draw  the  representation 
of  the  rays  from  all  the  angular  points  on  the  figure  of  the 
plane,  to  meet  the  sectional  line  of  the  prism  ;  draw  the  cor- 
responding representations  of  the  rays  on  the  elevation,  and 
from  the  points  where  the  representation  from  the  angles 
of  the  plane  meet  the  section,  draw  lines  parallel  to  the  repre- 
sentations of  the  arrises  of  the  prism  to  cut  the  corresponding 
rays  on  tlie  elevation  ;  then,  by  joining  the  successive  points, 
the  shadow  required  will  be  determined. 

Exam^yle  1.  Figure  2. — Let  a  b  c  d  be  the  plane,  and  e  f, 
F  G,  the  intersection  of  two  other  planes  at  right  angles  to 
A  B  c  D  ;  let  K  L  N  o  be  the  elevation  of  the  prism  ;  the  lines 

0  N,  R  M,  and  K  L,  representing  the  arrises  corresponding  to 
the  angular  points,  g,  f,  e,  on  the  section, — that  is  to  say,  the 
point  o  is  in  the  same  straight  line  with  o  n,  the  point  f  with 
R  M,  and  the  point  e  with  k  l  ;  also,  let  k  l  m  r  represent  the 
plane  parallel  to  the  plane  of  elevation,  and  let  k  p  represent 
the  line  of  intersection ;  make  k  v  equal  to  the  breadth  of 
the  shadow  at  the  bottom ;  draw  the  ray,  d  i,  on  the  figure 
of  the  plane,  and  d  t  perpendicular  to  k  p,  cutting  k  p  at  t  ; 
and  T  will  represent  the  point  which  throws  the  shadow  on 
the  elevation  ;  draw  t  q,  the  ray  of  the  sun,  on  the  elevation ; 

1  Q  parallel  to  d  t,  and  u  s  parallel  to  k  p,  cutting  r  ii  at  s ; 
join  s  Q  ;  then  k  u  s  q  v  o  will  be  the  representation  of  the 
shadow  required. 

Example  2. — Figure  3  shows  the  shadow  of  a  chimney- 
shaft  upon  the  roof  of  a  house,  the  sides  of  the  shaft  being 
parallel  and  perpendicular  to  the  front. 

Example  3. — Figure  4  shows  the  shadow  of  a  chimney- 
shaft  upon  a  roof,  which  has  two  inclinations  ;  the  sides  of 
the  shaft  being  situate  as  in  Example  2.  The  principles 
of  performing  these  two  examples  are  the  same  as  in  the 
preceding  problem.  Example  2. 

Problem  XXVII. —  To  find  the  indefinite  shadoio  of  a  line 
perpendicular  to  the  horizon  on  an  inclined  plane :  given  the 
inclination  of  the  plane  to  the  horizon,  and  (he  seal  of  the 
sun''s  rags:  the  intersection  of  (he  inclined  plane  with  (he 
horizon  being  jJarallel  to  (he  intersection  of  (he plane  of  repre- 
sentation and  the  horizon. 

Plate  XI.  Figure  2,  No.  3. — Draw  any  straight  line, 
A  B  c ;  make  a  b  to  a  c,  as  the  sine  is  to  the  cosine  of  the 
plane's  inclination ;  make  the  angle,  cad,  equal  to  that  of 
the  seat  of  the  sun's  rays,  with  a  line  perpendicular  to  the 
intersection  of  the  horizon  and  the  plane  of  representation  ; 
draw  c  d  perpendicular  to  a  c,  and  join  b  d  ;  and  b  d  will  be 
the  indefinite  representation  required. 

Problem  XXVIII.— To  _/i/i(/  the  shadow  of  a  plane  recti- 
linear figure  intersecting  another  plane  figure:  a  point 
(hroitgh  which  (he  shadoia  is  to  j)ass  on  the  plane  which 
receives  the  shadoia,  and  the  orthography  of  the  rags  of  (he 
luminary,  being  given. 

If  the  line  which  throws  the  shadow  meets  the  intersection 


of  the  planes,  draw  a  straight  line  from  the  point  of  concourse 
through  the  given  point,  and  the  line  thus  drawn  will  he  the 
indefinite  representation  of  the  shadow.  But  if  the  line 
which  throws  the  shadow  does  not  meet  the  intersection  of 
the  planes,  continue  the  line  or  the  intersection  of  the  plane, 
or  both  of  them,  as  the  case  may  require,  to  meet  each  other, 
and  draw  a  straight  line  from  the  point  of  concourse  through 
the  given  point,  as  before ;  and  the  line  thus  drawn  will  be 
the  shadow  required. 

Problem  XXIX. — Given  the  orthography  of  a  deter- 
minate line,  and  the  indefinite  representation  of  its  shadow, 
also,  the  orthography  of  the  sun's  rays,  to  find  the  limits  of 
the  shadoio. 

From  one,  or  either  of  the  terminations  of  the  line,  as  the 
ease  may  require,  draw  the  orthography  of  a  ray  to  cut  or 
meet  the  indefinite  shadow  of  the  line,  and  the  length  com- 
prehended between  the  point,  or  points,  thus  found  in  the 
shadow,  will  be  the  extremity,  or  will  terminate  the  length, 
as  required. 

Example  1. — To  find  the  shadow  of  a  chimney-shaft  on 
the  roof  of  a  house. 

Plate  XI.  Figure  1. — Find  the  indefinite  shadow  of  the 
vertical  line,  f  l.  No.  2,  thus :  let  a  c,  No.  3,  be  parallel 
to  F  l:  find  b  d,  as  in  Problem  XXVII:  draw  f  o.  No.  2, 
parallel  to  b  d,  No.  3  :  now  let  the  parallel  of  the  orthography 
of  the  sun's  rays  be  given  :  from  l  draw  l  o,  the  orthography 
of  the  sun's  rays,  and  the  point  o  is  the  termination  of  the 
shadow,  f  o  ;  produce  p  o  and  l  m  to  meet  each  other  in  n  ; 
draw  o  n,  and  it  will  give  an  indefinite  representation  of  the 
shadow  of  the  edge,  l  m,  of  the  top  ;  draw  the  orthography, 
M  Q,  of  the  ray,  parallel  to  l  o,  cutting  o  n  at  q  ;  continue  the 
intersection,  g  h,  and  the  edge  m  l,  of  the  top,  to  meet  each 
other  in  p ;  draw  q  p,  and  it  will  give  the  indefinite 
representation  of  the  edge  of  the  top,  and  of  the  other  vertical 
plane  not  seen ;  draw  h  r  parallel  to  f  o,  and  f  o  q  r  e  will 
represent  the  shadow  required. 

Example  2. — Figure  2,  is  the  shadow  of  a  dormer  window 
with  a  rectangular  front,  and  the  top  inclined  towards  the 
front :  find  the  indefinite  shadow,  a  g,  as  in  the  last  example, 
and  the  orthography,  p  o,  of  the  sun's  rays  ;  join  b  g,  and  age 
will  represent  the  shadow,  as  required. 

Example  3. — Figure  3,  is  the  shadow  of  a  dormer  window, 
with  a  pediment  top  :  find  a  g,  the  shadow  of  a  e,  as  before  ; 
then  D  E  being  the  next  line  that  projects  a  shadow,  a  b  is 
the  intersection  of  the  plane,  abode;  therefore,  produce  d  e 
and  B  A  to  meet  in  r ;  join  p  g,  which  produce  to  h  ;  find  the 
termination,  h,  by  the  rays,  h  ;  and  a  g  h  b  will  repre- 
sent the  shadow,  as  required. 

^ote. — If  the  lines  d  e,  e  g,  had  been  in  the  same  straight 
line,  or  had  formed  a  salient  angle,  instead  of  a  re-entrant 
one,  the  upper  side  of  the  shadow  would  have  been  the  same 
as  in  the  last  example. 

Example  4. — Figure  4,  exhibits  the  shadow  of  a  domier 
window  with  a  semicircular  head  :  find  the  shadow,  a  i  of 
the  perpendicular  line  a  f  ;  let  o  be  the  centre  of  the  semi- 
circular head  ;  draw  d  l  to  touch  the  head  of  the  window 
at  D,  parallel  to  the  orthography  of  the  sun's  rays;  draw  o  d 
perpendicular  to  d  l,  and  d  will  be  the  point  of  contact. — 
Now,  let  it  be  required  to  find  the  shadow  of  any  intermediate 
point,  E,  of  the  arc  of  the  circle:  a  b  is  the  intersection  of 
the  plane  a  b  c  d  e  f  ;  therefore  draw  the  chord,  e  f,  and 
produce  a  b  and  e  f  to  meet  each  other  in  n;  produce  h  i 
to  K ;  and  draw  the  orthography,  e  k  ;  and  the  point  k  will 
represent  the  shadow  of  the  point  e.  In  like  manner,  draw 
the  chord  d  e,  and  produce  d  e  and  b  a  to  meet  each  other 
in  G  ;  join  g  k  ;  produce  o  k  to  l  ;  and  l  will  represent  the 
shadow  of  the  point  d:    draw  a  curve  from  the  point  i. 
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through  K  to  L,  touching  the  straifjht  line  a  i  and  d  l  at  the 
points  1  and  L  ;  and  a  i  K  L  D  will  represent  the  shadow,  as 
required. 

Example  5. — Figure  5,  exhibits  the  shadow  of  a  dormer 
window  with  a  kirb-roof  top ;  find  the  shadows,  m,  k,  i,  of 
the  points  e,  f,  g,  as  in  the  last  example  ;  and  aikmefga 
will  represent  the  shadow  required. 

It  is  hardly  possible  to  conceive  a  method  more  expeditious, 
than  the  foregoing,  of  finding  the  indefinite  representation  of 
the  shadow,  by  producing  the  line  which  throws  it,  and  the 
intersection  of  the  plane,  till  they  meet  each  other  in  the 
jilanc  in  which  the  shadow  is  thrown. 

Exanq^le  G. — Plate  XII.  Fir/ure  1,  No.  1,  is  the  elevation 
of  a  prismatic  object,  as  the  walls  of  a  building,  which  form 
two  prisms  attached  to  each  other ;  tlic  lower  prism  is  termi- 
nated with  an  inclined  plane,  in  the  manner  of  a  roof  The 
plan.  No.  2,  shows  the  end  of  the  higher  prism,  to  which  the 
lower  prism  is  attached,  to  be  at  an  obtuse  angle  with  the 
plane  C)f  the  front. 

Let  the  ray,  b  f.  No.  2,  be  drawn  on  the  plan  from  the 
corner  b,  to  meet  the  side  c  d  at  f;  then  f  is  the  projected 
point  of  n  on  the  plan  ;  draw/.^,  the  elevation  of  the  point  f, 
cutting  the  top  of  the  lower  wall  at  g  ;  draw  I  m,  the  eleva- 
tion of  the  sun's  ray,  as  in  the  preceding  examples;  produce 
the  intersection,  h  i,  of  the  inclined  plane  to  meet  the  line,  b  I, 
which  projects  the  shadow  in  k  ;  through  the  points,  k  and  r/, 
draw  k  ff  m,  meeting  the  elevation  of  the  sun's  rays  at  m. 
Now,  as  the  line,  I  o,  of  the  top  of  the  end  of  the  prism  pro- 
jects the  next  shadow,  produce  I  o,  and  the  intersection,  i  h, 
to  meet  each  other  in  n  ;  draw  m  n,  cutting  the  upper  termi- 
nation, h  </,  of  the  inclined  plane  at  r  ;  and/^?  m  r  h  i  ef  will 
represent  the  shadow  required. 

Example  7,  Figure  2,  No.  1,  is  a  plane  figure,  representing 
the  gable  of  a  house,  of  which  d  a  is  the  base  ;  f  g,  g  h,  h  u, 
are  the  intersections  of  several  planes ;  f  o,  parallel  to  b  c, 
is  the  intersection  of  a  vertical  plane,  as  the  face  of  a  wall ; 
o  n  and  n  n  are  the  intersections  of  two  inclined  planes,  form- 
ing two  sides  of  a  kirb-roof.  Now,  to  find  the  shadow,  by 
the  intersecting  points  of  the  lines  which  project  the  shadow 
with  the  plane  on  which  the  shadow  is  thrown,  it  is  evident 
that  the  line,  b  c,  will  project  a  shadow  on  the  plane,  whose 
intersection  is  f  g,  parallel  to  f  g  ;  and  as  b  c,  No.  2,  repre- 
sents n  c.  No.  1,  draw  p  q  parallel  to  b  c,  cutting  the  lower 
inclined  ])lane  at  q.  Then,  supposing  the  side,  b  c,  also  to 
throw  a  shadow  upon  the  lower  inclined  plane,  produce  its 
intersection,  h  g.  No.  1,  and  the  line,  b  c,  which  throws  the 
shadow,  to  meet  in  k  ;  produce  c  b,  No.  2,  to  /,-,  and  draw  k  k 
pai-allel  to  b  a  ;  then  through  the  points,  k  and  q,  draw  k  q  r; 
draw  C  C  from  C,  No.  1,  to  c.  No.  2,  parallel  to  B  A,  No.  1  ; 
from  the  point,  c.  No.  2,  draw  the  elevation,  o  r,  of  the  sun's 
rays,  c  n,  No.  1,  is  the  next  line,  which  throws  the  shadow 
still  upon  the  lower  inclined  plane;  therefi)re,  produce  c  d 
and  o  H  to  meet  each  other  in  ii ;  draw  m  m  parallel  to  b  a, 
culling  n  c  at  m  ;  draw  also  the  indefinite  shadow,  »•  ??i,  cutting 
the  intersection  of  the  two  inclined  i>lanes  at  .9,  No.  2  ;  then 
the  line,  c  d,  will  also  project  a  shadow  upon  the  upper 
inclined  plane;  therefore,  produce  ii  u  and  c  d,  No.  1,  to 
meet  each  other  in  n  ;  draw  n  n  parallel  to  b  a,  cutting  b  c 
at  n  ;  draw  the  indefinite  shadow,  s  n  ;  then  d,  No.  2,  being 
the  corresponding  point  of  d.  No  1,  draw  the  elevation  of  the 
ray,  d  t.  No.  2;  and  the  point,  t,  No.  2,  will  be  the  shadow 
of  D,  No.  1.  D  E,  No.  1,  is  the  next  line  that  projects 
a  shadow,  and  v  is  the  intersection  of  n  e  and  n  u,  and  u  the 
corresponding  point  to  u,  No.  1 ;  therefore  join  t  u  and 
■D  p  q  r  s  t  u  will  represent  the  shadow  required. 

Example  8,  Figure  3,  represents  an  example,  similar  to 
Figure  1,  but  with  two  inclined  planes;  the  plan  is  here 


omitted,  iis  being  only  used  in  the  projection  of  the  first  ray  ; 
the  ray,  o  l,  parallel  to  a  b,  is  drawn  at  pleasure  at  any  dis- 
tance from  F  n,  to  meet  the  .intersection,  it  p,  of  the  two 
adjoining  planes  in  l  ;  produce  j  n  to  meet  the  line  a  b, 
which  throws  the  shadow  in  d  ;  draw  d  l,  and  produce  d  l 
to  s  ;  draw  the  elevation  of  the  ray  n  s ;  then  b  c  is  the  next 
line  which  throws  the  sh.adow  ;  produce  n  c  and  h  j  to  meet 
each  other  in  e;  draw  the  indefiintc  shadow,  s  e,  to  cut  the 
intersection,  i  cj,  of  the  two  inclined  planes  at  m;  then  b  c 
will  also  project  a  shadow  upon  the  upper  plane  ;  therefore, 
produce  n  c,  and  the  intersection,  j  k.  of  the  upper  plane,  to 
meet  each  other  in  t  ;  draw  the  indefinite  shadow,  m  t,  cut- 
ting the  top,  K  u,  at  n  ;  then  f  o  l  s  m  n  k  will  represent  the 
projection  of  the  shadow  by  the  edges  a  b,  b  c,  of  the  plane, 
ABC,  as  required. 

This  figure  may  cither  represent  the  vertical  plane,  A  n  c, 
or  perpendicular  to  the  first  vertical  plane,  f  o  p  ii,  .iccord- 
ing  as  tiie  sides  are  parallel  or  oblique  to  the  plane  of 
representation. 

Example  9.  Figure  4. — Let  a  b  c  d  e,  be  the  figure  of  a 
gable  ;  k  l  m  n  the  upright  of  a  wall ;  a  b  the  base  of  the 
gable ;  n  m  the  base  of  the  wall ;  and  suppose  that  the 
edge,  B  c,  is  joined  to  n  k  at  any  given  angle,  so  that 
the  point  n  may  coincide  with  the  point  n.  Now,  let  it  be 
required  to  find  the  shadow  of  the  gable,  abode,  upon  the 
wall,  K  L  M  N,  the  side,  b  c,  of  the  gable  being  placed 
parallel  to  the  edge,  n  k,  of  the  wall :  as  the  vertical  sides, 
A  E  and  B  0,  of  the  gable  are  parallel,  the  shadow  thrown 
upon  the  plane,  k  l  m  n,  will  also  be  parallel  to  the  edge,  n  k; 
therefore,  taking  n  g  at  pleasure,  draw  g  h  parallel  to  n  k; 
then,  e  being  the  corresponding  point  of  e,  draw  e  h,  the 
elevation  of  a  ray  of  the  sun,  and  the  point  h  will  be  the 
shadow  of  the  point  e.  e  d  being  the  next  line  that  projects 
the  shadow,  proiluce  ed  and  b  c,  the  intersection  of  the 
plane,  to  meet  in  f  ;  find/,  the  corresponding  point  of  f,  and 
draw  the  indefinite  shadow,  hf;  find  d,  the  corresponding 
point  of  D,  and  draw  the  elevation,  d  «',  of  a  ray,  cutting  hf 
at  i ;  c  being  the  concourse  of  the  line  which  throws  the 
shadow  with  the  intersection,  b  c,  of  the  plane,  find  c,  the 
corresponding  point  of  c,  and  join  ci;  then  cigh  will 
represent  the  shadow  of  the  lines  a  e,  e  d,  and  d  c. 

Example  10.  Figure  5. — A  B  c  D  E  represents  the  gable  of 
a  building,  as  in  the  preceding  example  ;  s  t  u  v  the  upright 
wall  and  inclined  side  of  a  roof;  f  g  and  g  i  the  respective 
intersections  of  the  wall  and  the  roof;  then  supposing  the 
edge,  E  D,  of  the  gable  to  be  attached  to  s  i,  it  is  required 
to  find  the  form  of  the  shadow  ;  the  intersection,  r  o,  of  the 
plane  being  parallel  to  a  b,  the  breadth  of  the  shadow  will 
also  be  parallel ;  therefore,  taking  the  distance,  s  n,  upon  s  v 
at  pleasure,  draw  n  o  parallel  to  s  t  ;  then,  b  being  the  cor- 
responding point  of  B,  draw  the  elevation,  b  o,  of  the  ray  : 
B  c  being  the  next  line  which  projects  the  shadow,  produce 
the  intersection,  f  g,  to  meet  d  c  in  i. ;  find  I,  the  correspond- 
ing point  of  L,  and  draw  the  indefinite  shadow,  o  I,  cutting 
b  w  at  p  ;  B  c  now  projects  the  shadow  upon  the  inclined 
plane;  therefore,  produce  the  intersection,  a  i,  and  the 
edge,  B  c,  that  throws  the  shadow,  to  meet  in  k  ;  find  k, 
the  corresponding  point  of  k  ;  through  k  and  p  draw  the 
indefinite  shadow  k p  q  ;  c  being  the  corresponding  point  of  c, 
draw  the  elevation,  c  r/,  of  a  ray  :  find  ?,  the  corresponding 
point  of  I  ;  and  join  i  q,  which  completes  the  shadow  on 
both  planes. 

Pkoblem  XXX. — A  cylinder  being  capped  with  a  square 
abacus,  jutting  alike  over  each  of  the  sides,  to  find  the 
representation  of  the  shadow  ;  the  elevation  and  plan 
being  given,  as  also  the  plan  and  elevation  of  the 
sun's  rays. 
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PlaleXUl  Figure  1,  No.  1.— Let  a  b  c  d  be  half  the 
plan  of  the  abacus,  e  f  o  half  the  plan  of  the  cylinder,  n  u  k 
the  elevation  of  the  same,  and  i.  m  n  o  tiiat  of  the  abacus  ; 
to  project  the  shadow  of  any  point,  p',  in  the  elevation  of  the 
abacus,  p  being  its  corresponding  place  on  the  plan ;  draw 
the  plan  of  the  ray,  p  q,  meeting  the  semi-circumference  e  f  o 
at  q  ;  also  from  p'  draw  })'  q'  the  indefinite  elevation  of  the 
ray  ;  and  draw  q  q'  parallel  to  i  j,  or  ii  k,  and  q'  will  repre- 
sent the  shadow  of  the  point  p'.  Find  as  many  other  points 
as  may  be  necessary,  in  the  same  manner ;  then,  through  all 
the  points  thus  found,  draw  a  curve,  which  will  be  the  shadow 
required. 

If  the  ray,  r  t,  be  drawn  to  touch  the  circle  in  v,  on  the 
plan,  and  if  v'  v",  the  elevation  of  v,  be  drawn,  then  v'  v" 
will  be  the  line  of  sepanation  of  light  and  shade. 

If  the  rays  of  the  sun  be  in  two  planes,  one  perpendicular 
to  the  plane  of  representation,  but  inclined  45  degrees  to  the 
horizon,  and  the  other  equally  inclined  to  the  horizon  and  to 
the  plane  of  representation ;  that  is  to  say,  making  45 
degrees  with  each  ;  then  all  the  points,  q\  will  be  in  the 
circumference  of  a  circle,  whose  diameter  is  equal  to  the 
diameter  of  the  cylinder. 

No.  2,  shows  the  elevation  completely  shadowed. 

Problem  XXXI. — A  cylinder  being  capped  xoith  another 
concentric  cylinder,  to  find  t/ie  representation  of  the  shadow. 

Figure  2,  No.  1. — Proceed  to  find  all  the  points,  q\  as  in 
the  last  problem,  and  a  curve  being  traced  thiough  them  will 
give  the  shadow  required.  The  point  ;>',  on  the  elevation, 
corresponding  to  p,  on  the  plan,  may  be  thus  found  :  draw  b  r 
parallel  to  a  c,  and  a  r  perpendicular  to  a  c  ;  draw  p  s 
parallel  to  a  r,  cutting  b  r  at  s.  In  l  m  make  l^'  equal 
to  R  s,  and  /;'  will  be  the  corresponding  point  of  ^.  No.  2 
shows  the  elevation  completely  shadowed. 

Projection,  Stereographical.  See  Stereographv. 

Projectios  of  Shadows,  see  Shadows. 

PROJECTURE,  in  architecture,  the  out-jettings,  or  pro- 
minence, which  the  mouldings  and  members  have,  beyond 
the  plane,  or  naked,  of  the  wall,  column.  &c.  They  are 
called  by  the  Greeks,  ecphorce  ;  by  the  Italians,  sporii  ;  by 
the  French,  sailles ;  by  our  workmen  frequently,  sailings 
over ;  and  by  the  Latins,  projecla,  from  projicio,  I  cast  for- 
ward ;  whence  the  Y,n^\s\i.  projecture. 

Vitruvius  gives  it  as  a  general  rule,  that  all  the  projecting 
members  in  buildings  have  their  projectures  equal  to  their 
heights  :  but  this  is  not  to  be  understood  of  the  particular 
members,  or  mouldings,  as  dentils,  coronas,  the  fascias  of  archi- 
traves, the  abacus  of  the  Tuscan  and  Doric  capital,  &c.,  but 
only  of  the  projectures  of  entire  cornices,  &c.  The  great 
point  of  building,  according  to  some  modern  architects,  con- 
sists in  knowing  how  to  vary  the  proportions  of  projectures, 
&c.,  agreeably  to  the  circumstances  of  the  building. 

Thus,  say  they,  the  nearness  and  remoteness,  making  a 
diflijrence  in  the  view,  require  difierent  projectures;  but  it  is 
evident  the  ancients  had  no  such  intention. 

The  projecture  of  the  base  and  cornice  of  pedestals,  M.  Per- 
rault  observes,  is  greater  in  the  antique  than  in  modern  build- 
ings, by  one-third  ;  which  seems  to  follow,  in  good  measure, 
from  the  ancients  proportioning  this  projecture  to  the  height 
of  the  pedestals ;  whereas  the  moderns  make  the  projecture 
the  very  same  in  all  the  orders,  though  the  height  of  the 
pedestal  be  very  different.  The  reason  of  this  change,  which 
the  moderns  have  made  of  the  antique,  the  same  author  refers 
to  a  view  of  the  appearance  of  solidity. 

PROLATE  (from  the  Latin  prolafus,  flat)  an  epithet 
applied  to  a  spheroid  produced  by  the  revolution  of  a  semi- 
ellipsis  about  its  longer  diameter.  If  the  solid  be  formed  by 
the  revolution  of  a  semi-el iipsis  about  its  shorter  diameter,  it 


is  called  an  oblate  spheroid ;  of  which  figure  is  the  earth  we 
inhabit,  and,  perhaps,  all  the  planets  too ;  having  their  equa- 
torial diameter  longer  than  the  polar. 

PRONAOS,  (from  -Qovaog)  m  ancient  architecture,  a 
porch  in  front  of  a  temple,  church,  palace,  or  other  spacious 
building. 

PROPORTION,  (French)  the  just  magnitude  of  the  mem- 
bers of  each  part  of  a  building,  and  the  relation  of  the  several 
parts  to  the  whole  ;  e.  gr.  of  the  dimensions  of  a  column,  &c., 
with  regard  to  the  ordoniiance  of  the  whole  building. 

One  of  the  greatest  differences  among  architects,  ^I.  Pcr- 
rault  observes,  is  in  the  proportions  of  the  heights  of  entabla- 
tures with  respect  to  tlie  thickness  of  the  columns,  to  which 
they  are  always  to  be  accommodated.  See  Entablature. 
There  is  scarcely  any  work,  either  of  the  ancients  or  moderns, 
in  which  this  proportion  is  not  different ;  some  entablatures 
are  even  nearly  twice  as  high  as  others :  yet  it  is  certain, 
that  this  proportion  ought,  of  all  others,  to  be  most  regulated : 
none  being  of  greater  importance,  as  there  is  none  in 
which  a  defect  is  sooner  observed,  nor  any  in  which  it  is 
more  shocking. 

Proportion  is  likewise  understood  of  the  magnitudes  of 
the  members  of  architecture,  statues,  or  the  like,  with  regard 
to  the  distance  whence  they  are  to  be  viewed. 

The  most  celebrated  architects  are  much  divided  in  their 
opinions  on  this  subject ;  some  will  have  it,  that  the  parts 
ought  to  be  enlarged  in  proportion  to  their  elevation  ;  and 
others,  that  they  ought  to  remain  in  their  natural  dimen- 
sions. 

PROPORTIONAL  COMPASSES,  an  instrument  con- 
sisting of  two  equal  and  narrow  slips  of  metal,  terminating  at 
each  extremity  in  a  point,  the  slips  being  connected  together 
by  a  cylindric  pin,  which,  when  they  are  made  to  coincide,  is 
moveable  along  a  slit  through  both  pieces :  so  that  the  axis, 
or  centre  of  the  pin,  and  the  two  extreme  points  of  each  piece, 
may  be  in  the  same  straight  line,  and  fixed  at  any  point  which 
will  keep  its  situation  in  each  of  the  pieces,  whether  the 
instrument  be  opened  at  any  angle,  or  shut. 

The  two  surfaces  of  the  instrument  which  appear  when  it 
is  shut  are  called  tlie  sides. 

The  four  parts  of  the  instrument,  from  the  centre  of  motion, 
are  called  legs. 

It  is  evident  from  the  definition  given,  that  two  legs  will  be 
equal  to  each  other,  and  of  the  same  invariable  length,  what- 
ever angle  these  legs  make  with  each  othi>r ;  and  that  the 
two  which  include  the  opposite  angle  will  also  be  equal  to 
each  other,  and  their  length  also  invariable  at  any  angle 
formed  by  them. 

The  application  of  the  proportional  compass  with  regard 
to  the  division  of  lines,  and  the  circumferences  of  circles  iuto 
any  number  of  equal  parts,  has  already  been  shown  under 
the  articles  Compasses  and  Instruments.  In  this  place  it 
is  proposed  to  treat  of  its  application  to  perspective,  and  some 
other  branches  of  geometry  and  architecture. 

Problem  L — To  set  the  proportional  compasses  in  the 
ratio  of  a  line  divided  into  any  two  parts. 

Figure  1. — Take  a  line  equal  to  the  length  of  the  instru- 
ment, and  divide  it  in  the  ratio  required  ;  then  apply  the 
shorter  or  longer  part  of  the  line  thus  divided  on  the  length 
of  the  instrument  when  shut,  from  the  extremity  of  the  longer 
or  shorter  legs  to  an  intermediate  point,  to  which  brin^  the 
axis  of  the  pin,  and  the  compasses  will  be  set  in  the  ratio 
required.  Thus,  let  a  d,  be  a  straight  line,  divided  in  e  ; 
make  a  b  equ.il  to  the  length  of  the  instrument ;  join  d  b,  and 
draw  E  c  parallel  to  d  b,  cutting  a  b  at  c  ;  shut  the  instru- 
ment ;  take  either  distance,  c  a  or  c  b,  say  the  shorter,  c  a, 
and  apply  it  from  the  shorter  end  of  the  instrument ;  push 
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tlie  slidei'  .along  the  slit  until  the  centre  of  the  piu  coincides 
with  the  other  extremity,  and  the  instrument  will  be  set  in 
the  ratio  requiicd. 

As  this  problem  is  essential  to  most  of  the  following,  the 
reader  is  requested  to  understand  it  thoroughly  before  he  pro- 
ceeds farther. 

Problem  II.  Figure  2. —  Given  any  imniher  of  lines,  a  b, 
c  D,  E  r,  G  11,  tix.,  lo  Jiiid  a  series  of  other  lines,  whicli  -will 
have  the  same  ralio  in  every  two  correspondiyig  lines,  given 
one  line  ab,  of  the  series  required,  corresponding  lo  An  of  the 
series  given. 

Set  the  proportional  compasses  in  the  ratio  of  a  b  to  o  5  by- 
Problem  I. ;  then  if  a  b  be  greater  than  a  b,  take  the  distance, 
c  o,  with  the  remote  extremities,  and  make  c  d  equal  to  the 
distance  contained  between  the  near  extremities,  and  a  b 
will  have  the  same  ratio  to  c  d,  which  a  b  has  to  c  d  :  in  like 
manner,  take  the  distance,  e  f,  with  the  remote  extremities, 
and  make  e/ equal  to  the  distance  contained  between  the 
points  of  the  near  extremities,  and  c  d  will  have  the  same 
I'atio  to  ef  that  c  d  has  to  e  f;  or  a  b  will  have  the  same 
ratio  to  e  f  that  a  b  has  to  e  f,  and  thus  the  remaining  lines, 
g  h,  &c.,  will  be  found  in  the  same  manner;  but  if  the  line, 
A  B,  in  the  given  series,  be  less  than  a  b,  m  the  given  line  of 
the  series  required,  the  lengths,  c  d,  e  f,  &c.,  must  be  taken 
with  the  .shorter  ends  of  the  compasses,  and  the  lines,  c  d,  ef, 
iSiC,  made  respectively  equal  to  the  corresponding  distances 
contained  between  the  extremities  of  the  longer  ends. 

Proble.m  III. —  To  divide  a  given  line  in  the  same  propor- 
tion as  another  given  line  is  divided. 

Figure  3. — Let  a  x  be  a  given  line,  divided  into  the  parts, 
A  B,  B  c,  c  D,  D  X,  and  let  it  be  required  to  divide  the  line,  a  e, 
in  the  same  pjoportion. 

Set  the  compasses  in  the  ratio  of  the  whole  lines  a  x  and 
a  e,  then  take  the  distances,  a  b,  b  c,  c  d,  d  e,  with  the  same 
legs  which  were  applied  in  taking  the  distance  a  x,  and  with 
the  other  legs  corresponding  to  the  distance  a  e,  make  abfbc, 
c  d,  d  e,  respectively  equal  to  the  distance  between  the  points 
of  these  legs,  and  a  b,  b  c,  c  d,  d  e,  will  have  the  same  ratio 
to  each  other,  that  a  n,  b  c,  c  d,  d  x,  have  to  each  other. 

Problem  IV. —  To  divide  a  straight  line,  a  x.  No.  2,  in  con- 
tinued proportion  ;  given  the  extreme  part,  a  b. 

Set  the  compasses  in  the  ratio  of  a  x  to  b  x  by  Problem  I. ; 
contract  the  points  of  the  longer  legs  to  b  x,  then,  with  the 
shorter  legs,  cut  off  the  distance  x  c  ;  again  contract  the  dis- 
tance between  the  points  of  the  longer  legs  to  x  c,  thus  found, 
and  with  the  shorter  legs  cut  oil  the  distance  x  d  ;  and  thus, 
by  setting  the  distance  between  the  points  of  the  longer  legs 
to  the  last  distance  foinid,  the  shorter  legs  will  give  the  suc- 
ceedin"'  part  by  transferring  the  distance  between  the  shorter 
Ics  from  x  towards  a.  By  contin\iing  this  operation,  as 
manv  points  may  bo  found  as  are  necessary  for  the  pur- 
pose' required  ;  then  ab:bc:cd:de:ef:  fq,  iSic;  that 
is   ab:bc::bc:cd;  and  bc:od::cd:de,  &c. 

Any  question  in  the  rule  of  three  may  be  resolved  by  the 
pi-oportional  compasses  and  a  plane  scale.  Thus,  suppose 
three  articles  of  the  same  kind  to  cost  two  shillings  ;  what 
will  oiMit  costi  Set  the  compasses  in  the  ratio  of  2  to  3  by 
Problem  I. ;  extend  the  points  of  the  shorter  legs  to  8  on 
the  scale  :  then  apply  the  longer  legs  to  the  scale,  and  12, 
the  measure  indicated,  will  be  the  fourth  proportional,  as 
required. 

Where  there  is  a  great  disproportion  in  the  terms  of  the 
ratio,  it  would  be  more  eligible  to  use  two  scales  ;  thus,  sup- 
pose it  were  recjuired  to  find  a  fourth  proportional  to  the  num- 
bers 30,  3,  and  4.5,  take  any  convenient  scale  for  the  antece- 
dents, 30  and  45,  and  any  convenient  larger  scale  for  the 
consequents,  3  ;  then,  by  Problem  I.  set  the  compasses  in  the 


ratio  of  the  distance  30,  on  the  scale  of  the  antecedents,  to 
liho  distance  3  in  the  scale  of  the  consequents  ;  then  take  45 
from  the  scale  of  the  antecedents  with  the  legs  first  applied 
to  the  same  scale,  and  the  other  legs  will  give  the  distance 
4.5.  or  4J-,  the  answer  as  required,  by  applying  the  distance 
between  their  points  on  the  scale  of  the  consequents. 

By  this,  any  proportion,  whether  in  lines  or  numbers,  may 
be  resolved. 

Problem  V.  Figure  4. —  Given  two  straight  lines,  a  b  and 
c  D,  tending  to  an  inaccessible  point,  and  a  point,  e,  in  posi- 
tion, to  draio  a  straight  line  through  the  last-named  point,  so 
that  all  the  three  straight  lines,  a  b,  c  d,  and  that  which  is 
required  to  pass  through  the  given  point,  may  have  the  same 
point  of  concourse. 

Through  the  given  point,  e,  draw  f  g,  meeting  a  b  at  f, 
and  c  D  at  o ;  draw  n  i  parallel  to  f  o,  cutting  a  b  at  ii,  and 
c  D  at  I :  set  the  proportional  compasses  in  the  ratio  of  the 
two  straight  lines,  f  o  and  ii  i;  then,  f  o  being  greater  than 
II  I,  take  the  distance  g  e,  with  the  longer  legs,  and  make  i  k 
equal  to  the  distance  between  the  points  of  the  shorter  legs  ; 
draw  a  straight  line  through  the  points  e  and  k  ;  then  if  the 
straight  lines  a  b,  c  d,  and  e  k,  be  produced,  they  would  have 
one  common  point  of  concourse. 

Corollary.  Figure  5. — Hence,  if  a  B  and  c  d  be  two 
straight  lines,  and  if  e,  g,  i,  l,  be  several  points  in  a  straight 
line,  p  o,  meeting  a  b  in  p,  and  c  d  in  o ;  then  drawing  any 
line,  R  s,  parallel  to  p  o,  cutting  a  b  at  r,  and  c  d  at  s,  and 
setting  the  proportional  comp.asses  in  the  ratio  of  p  o  to  r  s ; 
(p  o  being  longer  than  r  s,)  take  the  distance  o  e,  o  g,  o  i,  o  l, 
with  the  longer  legs,  and  apply  the  distances  contained  be- 
tween the  points  of  the  shorter  legs  respectively  from  s  to  f, 
from  s  to  n,  from  8  to  k,  and  from  s  to  m  ;  and  drawing  the 
lines,  E  F,  g  H,  I  K,  L  M,  they  would  all  have  one  common 
point  of  concourse,  if  produced  with  a  b  and  c  d. 

Figure  12  shows  the  application  of  this  problem  and  its 
corollary,  in  drawing  the  representations  of  the  horizontal 
lines  which  regulate  the  heights  of  doors  and  windows  in  the 
perspective  representation  of  a  building,  when  the  vanishing 
pcjints  of  the  sides,  a  k  and  a  /;,  are  not  in  the  picture,  and 
when  all  the  points,  through  which  these  lines  pass,  are  in  the 
corner  of  the  building,  or  any  other  convenient  line. 

Problem  VI.  Figure  6. —  Given  two  straight  lines,  a  b  and 
c  D,  tending  to  an  inaccessible  point,  and  any  number  of 
points,  E,  G,  I,  in  position,  not  in  a  straight  line  ;  lo  draw  a 
right  line  through  each  of  the  points  k,  g,  i,  tending  to  the 
same  point  with  a  b  and  o  d. 

Through  the  point  e,  draw  any  line,  A  c ;  through  the 
point  G,  draw  l  m,  parallel  to  a  c,  cutting  a  b  at  l,  and  c  d 
at  m  ;  and  through  the  point  i,  draw  n  o,  also  parallel  to  a  c, 
cutting  a  b  at  n,  and  c  d  at  o;  draw  any  line,  i  q,  parallel  to 
A  c ;  set  the  proportional  compasses  in  the  ratio  of  a  c  to  i  q  ; 
take  the  distance  c  m,  c  o,  with  the  longer  legs,  and  make 
Q  R,  Q  s,  respectively  equal  to  the  distances  contained  between 
the  points  of  the  shorter  ends ;  draw  r  t,  s  u,  parallel  to  p  Q, 
cutting  A  b  in  T,  u;  make  q  e,  r  g,  s  i,  respectively  equaUo 
c  E,  M  G,  o  i;  and  draw  the  straight  lines,  e  e,  i  i,  o  g,  which 
will  tend  to  the  same  point  with  A  n  and  c  d. 

Figure  7  is  added  to  show  the  great  use  of  these  problems 
in  perspective,  and  completely  exemplifies  this  problem  by 
showing,  that  if  any  section  of  the  original  object  made  by 
the  plane  of  the  picture  be  obtained,  such  as  the  mouldings 
on  the  face  of  a  building,  it  will  be  very  easy  to  draw  lines 
from  all  the  points  of  such  a  section  that  will  tend  to  the 
proper  v.anishing  point,  two  lines  tending  to  the  same  point 
beint;  given. 

Pito'^BLEM    VII.     Fiqurc    8. —  Given    the    representation, 
a"  b''  c"  d"  c"  f,  of  the  end  of  a  right  cylinder,  {the  original 
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hai'ing  its  axis  parallel  to  the  picture,)  and  the  vanishing  line, 
u  z,  of  the  plane  of  that  end ;  through  a  given  point,  a,  in 
any  perpendicular,  a"  a,  to  u  z,  to  draio  the  representation  of 
the  other  end  of  the  cylinder. 

Let  a"  a  cut  the  vanishing  line,  u  z,  at  u  ;  draw  b"  h,  c"  c, 
d"  d,  e"  e,f'f,  parallel  to  a"  a,  cutting  u  2  respectively  at  v, 
w,  X,  y,  z  ;  set  tlie  proportional  compasses  in  the  ratio  of  u  a'' 
to  u  a  ;  then  u  a"  being  greater  than  u  a,  take  the  distance, 
V  b",  with  the  longer  legs,  and  make  v  b  equal  to  the  distance 
contained  between  the  points  of  the  shorter  ends  ;  find  the 
remaining  points,  c,  d,  c,  f,  in  the  same  manner,  and  through 
the  points,  a,  b,  c,  d,  e,f,  draw  a  curve,  which  will  be  the 
representation  of  the  other,  or  lower,  end  of  the  cylinder. 

Or,  if  the  base,  a,  b,  c,  d,  e,f,  were  given,  the  top  would 
be  found  in  the  same  manner,  by  making  the  ratio  of  the 
shorter  legs  to  the  longer  logs,  as  «  a  to  u  a",  and  taking  v  b 
with  the  nearer  extremities,  and  making  v  b"  equal  to  the  dis- 
tance of  the  remote  extremities,  and  finding  the  remaining 
points,  c",  d",  «",/'',  in  the  same  way.  In  like  manner,  any 
section,  a',  b' ,  c',  d',  e',f,  may  be  found. 

This  application  of  the  proportional  compasses  is  exceed- 
ingly useful  in  the  representation  of  bows,  when  required  in 
the  fronts  of  buildings,  as  is  shown  by  Figure  9,  which 
exhibits  the  elementary  lines  of  the  perspective  of  a  house. 
Here  the  horizontal  terminations  of  the  apertures  are  readily 
represented,  by  only  drawing  perpendicular  lines,  which  may 
be  the  vertical  terminations  of  such  apertures,  and  would 
therefore  be  required  at  all  events.  The  same  description  of 
words  applies  to  this  figure,  as  in  Figure  8,  to  which  the  pro- 
blem refers. 

Problem  VIII. — Given  the  representation  of  any  point 
on  tlie  picture,  and  the  intersecting  and  vanishing  lines  of  the 
plane  it  is  in,  to  find  the  height  of  a  representative  line,  the 
original  of  which  is  parallel  to  the  picture. 

Set  the  proportional  compasses  in  the  ratio  of  the  distance 
between  the  intersecting  and  the  vanishing  lines,  and 
the  distance  of  the  point  from  the  vanishing  line,  then 
take  the  length  of  the  original  line  with  the  longer  legs, 
and  the  opposite  points  will  give  the  height  of  the  line 
required. 

Example — Suppose  the  distance  between  the  vanishing 
and  intersecting  lines  to  be  three  inches,  and  the  distance 
between  the  representation  of  the  point  or  foot  of  the  line  to 
bo  two  inches,  and  the  height  of  the  original  line  to  be  six 
inches,  required  the  perspective  height  of  the  same.  Set  the 
proportional  compasses  in  the  ratio  of  3  to  2 ;  extend  the  lon- 
ger legs  of  the  compasses  to  six  inches,  and  the  extent  be- 
tween the  opposite  shorter  legs  will  be  the  height  of  the  line 
required,  which,  in  this  case,  will  be  four  inches. 

Scholium. — By  this  method  all  the  heights  of  the  repre- 
sentation of  a  solid  may  be  found  witliout  any  additional 
lines ;  but,  in  order  to  expedite  the  work,  when  the  original 
object  is  of  difierent  heights  in  the  same  plane  parallel  to  the 
picture,  or  where  the  same  height  is  required  to  be  found 
upon  two  or  more  points,  it  will  be  eligible  to  draw  a  straight 
line  through  one  of  the  points,  cutting  the  one  or  more  lines 
on  which  the  heights  are  to  be  found ;  and  the  same  setting 
of  the  compasses  will  do  for  as  many  heights  as  are  to  be 
raised  upon  the  line  so  dra^vn. 

Fxample. — Suppose  a  cylinder  to  be  represented,  its  base 
is  an  ellipsis,  to  find  any  two  points  in  the  height  of  the 
cylinder;  draw  a  straight  line,  parallel  to  the  vanishing  line, 
to  cut  the  representation  of  the  base  of  the  cylinder  in  two 
points  ;  upon  each  point  of  section  draw  a  perpendicular ;  set 
the  proportional  compasses  in  the  ratio  of  the  distance  between 
the  intersecting  and  vanishing  lines,  and  either  point  and  the 
vanishing  line ;  then  take  the  height  of  the  cylinder  between 


the  points  of  the  long  legs,  and  the  distance  between  the  oppo- 
site points  will  give  the  perspective  height  upon  each  perpen- 
dicular from  its  respective  foot. 

In  the  application  hitherto  made  of  the  proportional  com- 
passes, the  sides  of  the  instrument  have  not  required  any 
gradations  of  parts;  but  as  these  are  necessary  to  the  perfec- 
tion of  the  instrument,  the  construction  of  the  scales  for  this 
purpose  is  as  follows. 

Problem  IX. —  To  construct  the  scales  of  sines  for  the 
proportional  compasses. 

Figure  10. — Let  a  c  be  a  scale  of  sines  found  in  the  u.sual 
manner;  and  let  c  a  be  produced  to  r,  making  a  r  equal  to 
thcradiu-:;  draw  n  D  at  any  convenient  angle  with  R  c;  make 
R  D  equal  to  the  length  of  the  proportion.1l  compasses,  and 
join  c  D ;  draw  a  9  parallel  to  c  d,  and  as  9  at  the  point  c  is 
the  chord  of  90°,  the  point  9,  in  r  d,  will  bo  the  point  for  the 
index  of  the  slider  to  be  set  to;  then  if  the  legs  of  the  com- 
passes be  set  to  any  angle,  the  distance  between  the  points 
corresponding  to  d  will  be  to  the  dist.anoe  between  the  points 
corresponding  to  r,  as  the  sine  of  90"  is  to  radius.  In  like 
manner,  join  d  8,  the  next  point,  8,  in  the  line  a  c,  and  draw 
A  8  parallel  to  d  8,  cutting  r  d  in  8  ;  then  the  point,  8  in  r  d, 
will  be  the  point  for  the  index  of  the  slider  to  be  set  to  ;  then, 
if  the  ends  of  the  proportional  compasses,  corresponding  to  r, 
be  opened  to  any  radius,  the  extent  of  the  ends  correspond- 
ing to  D  is  the  sine  of  80  degrees  corresponding  to  that 
radius:  m  like  manner,  the  points  6,  5,  4,  3,  2,  1,  will  be 
found  in  r  d,  so  that  1,  2,  3,  4,  5,  6,  7,  8,  9,  in  r  d,  arc  the 
gradations  on  the  side  of  the  proportional  compasses  corres- 
ponding to  10»,  20°,  30°,  40°,  50°,  G0°,  70°,  80°,  90°;  hence 
if  the  index  be  set  to  any  of  these  numbers,  and  the  points 
corresponding  to  r  be  extended  to  the  radius,  the  distance 
between  the  opposite  points  will  be  the  sine  of  that  number 
of  degrees.  The  cosines  have  the  same  divisions  as  the 
sines,  but  are  numbered  the  contrary  way. 

In  the  same  maimer,  by  placing  the  radius  in  the  same 
straight  line  with  a  common  scale  of  sines  or  tangents  from 
zero  on  a,  so  as  to  lengthen  the  line  a  c,  of  tangents,  by 
adding  tho  said  radius,  a  r,  and  forming  the  extension,  r  c, 
drawing  r  d  at  any  convenient  angle  with  r  c  and  dividin<T 
R  D  as  in  the  problem ;  then  r  d  will  contain  the  gradations 
of  a  scale  of  tangents,  to  be  inserted  on  the  side  of  the  pro- 
portional compasses  :  so  that  when  the  index,  or  mark,  upon 
the  slider  is  brought  to  any  of  these  numbers,  the  end  cor- 
responding to  R  being  opened  to  the  radius,  the  end  corre- 
sponding to  D  will  be  the  sine  or  tangent  of  the  angle 
corresponding  to  that  number.     See  the  Figure. 

Figure  1 1  shows  the  application  of  the  method  to  a  scale 
of  tangents. 

Example  \.  Figure  13. — ^To  make  an  angle  of  30"  at  a 
given  point,  a,  in  the  straight  line  a  b. 

With  any  convenient  radius,  a  b,  describe  an  arc,  b  c  ;  set 
the  index  to  30°  on  the  line  of  chords  ;  then  extend  the 
points  of  the  instrument  corresponding  to  r,  to  the  radius 
A  B,  and  with  the  opposite  points  set  off  the  distance  b  c,  ou 
the  arc,  and  join  c  a  ;  then  c  a  b  is  the  angle  required. 

Example  2. — To  find  the  tangent  of  40°  to  any  given  radius 
within  the  limits  of  the  points  corresponding  to  r. 

Set  the  index  to  40°  on  the  line  of  tangents,  and  extend 
the  points  r  to  the  radius  ;  then  the  extent  between  the 
opposite  points  will  be  the  tangent  of  40°,  as  required. 

Example  3. — To  find  the  sine  of  20°  to  any  given  radius 
within  the  limits  of  the  points  corresponding  to  b. 

Set  the  index  to  20°  on  the  line  of  sines,  then  extend  the 
points  corresponding  to  r  to  the  radius  given,  and  the  extent 
between  the  opposite  points  will  be  the  sine  of  the  angle,  as 
required. 
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Example  4. — To  find  the  cosine  of  50°,  the  radius  being 
given  within  the  limits  of  the  instrument. 

Set  the  index  to  60°  on  the  line  of  cosines ;  extend 
the  points  corresponding  to  r  to  the  radius,  and  the  opposite 
points  will  be  tlie  cosine  of  the  angle  required. 

Example  5. — The  chord,  sine,  cosine,  or  tangent,  of  any 
number  of  degrees  being  given,  to  find  the  radius. 

Extend  the  points  corresponding  to  d  to  the  chord,  sine, 
cosine,  or  tangent,  and  the  opposite  points  corresponding  to 
K  will  be  the  radius  of  the  circle  required. 

Phoblem  X. —  To  draw  Ike  representation  of  a  house,  by 
makiiir/  the  centre  of  the  picture  the  dividing  point,  having 
tlie  dimensions  of  the  building  given. 

Figure  13. — Let  v  l  be  the  vanishing  line,  h  k,  the  inter- 
secting line,  and  c,  the  centre  of  the  picture ;  and  let  the 
building  touch  the  intersecting  line  in  a  ;  also,  let  the  vanish- 
ing points  of  the  sides  be  supposed  to  be  given. 

Set  tlie  proportional  compasses  to  the  cosine  of  the  angle 
which  the  one  side  of  the  building  (viz.,  say  that  on  the 
right)  UKikes  witli  the  intersecting  line  by  Example  4,  Pro- 
blem IX.,  say  o(y^ ;  then,  with  the  ends  of  the  instrument 
corresponding  to  it,  take  the  original  measure  from  a  plan  ; 
or,  if  the  measures  arc  known  in  feet,  «Scc.,  take  them  from  a 
scale,  without  being  at  the  trouble  of  drawing  a  plan;  take 
the  distance  of  the  corner  of  the  building,  and  the  nearest 
side  (say  3  feet  6  inches)  from  the  scale,  with  the  remote 
points,  and  with  the  opposite  points  set  off  the  distance  a  b 
on  the  intersecting  line  ;  take  the  breadth  of  the  window 
from  the  scale  (say  3  feet)  with  the  remote  points,  and  with 
the  opposite  points  set  off  the  distance  b  c,  on  the  intersecting 
line  ;  take  the  breadth  of  the  next  pier  from  the  scale  (say  4 
feet)  wilh  the  remote  points,  and  with  the  opposite  points  set 
oil"  the  distance  c  d  :  proceed  in  this  manner  to  h,  so  that  the 
whole  extent,  a  h,  will  represent  a  distance  of  24  feet.  Next 
proceed  to  the  end  of  the  building,  which  is  supposed  to  be 
on  the  left  hand  ;  here,  as  the  angle  of  the  building  is  supposed 
to  bo  a  right  angle,  and  as  the  right-hand  side  was  supposed 
to  make  an  angle  of  30"  with  the  intersecting  line,  the  left- 
hand  side  will  therefore  make  an  angle  of  G0°  ;  set  the  index 
of  tile  proportional  compasses  to  (5U°  in  the  line  of  cosines  ; 
then,  from  the  scale,  take  the  breadth  of  the  end  (say  20  feet) 
with  the  remote  ends,  and  with  the  opposite  ends  set  off  the 
distance,  a  k  ;  set  the  breadth  of  the  piers  from  k  to  j,  and 
from  A  to  i,  in  the  same  manner,  draw  the  lines  a  h  and  a  k 
to  the  vanishing  points  of  tiie  sides. 

From  the  points,  b,  c,  d,  e,  f,  g,  h,  as  also  from  i,  j,  k,  draw 
lines  to  c,  cutting  a  /;  at  h,  c,  d,  e,f,  g,  h,  and  a  k  at  i,j.  k: 
from  the  points  of  section  draw  peri)endicnlars  to  v  l  ;  set  the 
heights  of  the  apertures,  and  the  height  of  the  building  itself, 
upon  the  corner  a  a';  say  that  the  sills  of  the  lower  windows 
are  three  feet  high,  the  windows  six  feet,  the  space  between 
the  lower  windows  and  the  upper,  four  feet,  the  upper  win- 
dows four  feet  also,  and  the  distance  to  the  parapet  three  feet; 
therefore  make  a  I  equal  to  three  feet,  /  m  equal  to  six  feet, 
m  n  equal  to  four  feet,  n  o  equal  to  four  feet,  and  o  a'  equal 
to  three  feet,  exactly  to  the  scale  or  natural  measures  of  the 
building:  from  these  points  of  section  draw  lines  to  the 
vanishing  points,  and  complete  the  whole  representation.  In 
setting  up  the  heights,  common  dividers  may  be  used.  By 
the  last  setting  of  the  projiortional  compasses,  if  the  thickness 
of  the  walls  arc  taken  from  the  scale  by  the  remote  ends, 
marked  u,  and  the  distance  of  the  two  opposite  points  be  set 
upon  the  intersecting  line  from  the  points,  c,  e,  g,  towards  a; 
and  if,  from  the  points  of  section,  lines  be  drawn  to  c,  the 
centre  of  the  picture,  to  cut  the  representative  base  line,  a  /(, 
of  the  building,  and  perpendiculars  be  drawn  from  the  points 
of  section  in  a  h,  these  perpendiculars  will  give  the  reveals 


of  the  windows ;  that  is,  they  will  show  the  thickness  of  the 
walls  on  the  sides  of  the  windows. 

PiiOBLEM  XI. —  Given  the  vanishing  line  of  a  plane,  its 
centre  and  distance,  and  the  inclination  of  a  line  in  that 
plane  to  the  intersection ;  to  find  the  vanishing  point  of  the 
line  without  drawing  any  lines  in  the  vanishing  plane,  in  order 
to  find  the  vanishing  poirits  of  the  original  line,  as  given  in 
jyosition  to  the  intersecting  line. 

Figure  14. — Let  the  angle  made  by  the  original  line  with 
the  intersection  be  30°  ;  subtract  30°  from  90°,  and  C0°  will 
remain ;  bring  the  index  of  the  proportional  compasses  to  00° 
on  the  line  of  tangents  ;  extend  the  extremities  of  the  com- 
passes, marked  r,  to  the  radius  ;  then  set  the  distance  of  the 
opposite  extremities  from  c  to  v,  on  the  vanishing  line,  v  l, 
and  V  will  be  the  vanishing  point  of  the  line,  as  required. 

The  proportional  compasses  will  answer  to  any  distance  of 
the  eye  from  the  vanishing  line,  however  great,  by  taking 
one-half,  one-third,  one-fourth,  &c.  of  the  distance  of  the 
vanishing  line,  as  most  convenient,  with  the  extremities 
marked  r  ;  then  repeating  the  distance  between  the  points 
of  the  opposite  extremities,  twice,  three  times,  four  times, 
&c.,  accordingly. 

By  this  method,  the  v.anishing  point  of  every  original  line, 
of  any  plane  figure,  may  be  found  without  having  the  point 
of  sight  placed  in  a  perpendicular  to  the  vanishing  line  from 
the  centre  of  the  picture.  This  will  be  very  convenient,  as 
the  extension  is  entirely  confined  to  the  vanishing  lino,  and 
thus  it  requires  the  paper  to  be  of  no  greater  breadth  than 
what  is  sufficient  for  the  picture  intended. 

Example. — Let  it  be  required  to  find  the  vanishing  points^" 
of  a  rectangle,  supposing  the  right-hand  side  to  be  placed  at 
40°  with  the  intersecting  line. 

Subtract  40°  from  90°,  the  number  contained  in  a  right 
angle,  and  the  remainder,  50°,  will  give  the  angle  made  by 
the  primary,  or  shortest  radial,  and  the  radial  of  the  right- 
hand  side,  or  the  angle  made  by  the  original  side  of  the  rec- 
tangle on  the  right-hand,  and  a  perpendicular  in  the  original 
plane  to  the  intersecting  line;  then  the  angle  contained 
between  the  primary  radial  and  the  radial  of  the  left-hand 
side  of  the  rectangle  will  be  40°.  Now,  suppose  the  length 
of  the  picture  to  be  12  inches,  and  the  spectator  to  stand  at 
2  feet,  or  24  inches,  from  the  centre  of  the  vanishing  line ; 
and  suppose  the  proportional  compasses  to  be  6^  inches, 
which  is  the  usual  length:  divide  24  into  6  equal  parts,  each 
of  which,  in  this  instance,  will  contain  4  inches;  slide  the 
index  of  the  instrument  to  50"^  on  the  line  of  tangents ;  then 
with  the  legs  r,  take  the  extent  of  4  inches,  or  the  sixth  p-art 
of  2  feet,  and  repeat  the  distance  of  the  opposite  points  on  the 
vanishing  line,  from  the  centre,  c,  of  the  picture,  towards 
the  right-hand,  six  times,  to  v,  and  v  will  give  the  vanishing 
point.  To  find  the  vanishing-point  of  the  left-hand  side  :  as 
the  radial  of  this  side  makes  40°  with  the  primary  radhd, 
slide  the  index  of  the  instrument  to  40°  on  the  line  of  tan- 
gents ;  then,  with  the  legs  marked  R,  take  the  extent  of  4 
inches,  or  the  sixth  of  2  feet ;  repeat  the  distance  between 
the  points  of  the  opposite  ends  from  the  centre  of  the  picture 
towards  the  left  hand,  six  times  to  v,  and  v  will  be  the 
vanishing  point  on  the  left-hand  side  of  the  rectangle. 

The  vanishing  points  of  all  lines  whatever  may  be  found 
in  this  maimer,  having  the  angle  fuiined  by  the  intersecting 
line  and  the  original  :  for  this  is  always  equal  to  the  angle 
formed  by  the  radial  and  the  parallel  of  the  eye;  and  because 
the  distance  of  a  vanishing  point  from  the  centre  of  the 
picture  is  the  tangent  of  the  angle  made  by  the  primary  radial 
and  the  radial  of  the  line,  the  priiiiary  radial  being  radius, 
the  proportional  compasses,  ^eing  set  as  above,  will  give  the 
true  vanishing  point. 
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Scholium. — None  of  the  lines  on  the  propoitional  com- 
passes, except  the  tangents,  rcqniie  the  slit  to  be  less  than 
half  the  length  of  the  sliank,  deducting  that  part  of  the  slide 
from  the  centre  of  tlie  pin ;  the  taiigents,  therefore,  cannot 
be  inserted  higher  than  45"^ ;  and,  indeed,  the  higher  tangen- 
tial numbers  would  be  of  little  use,  as  the  radius  would  be 
siiortened  oy  every  such  increase  :  and  it  would  be  attended 
with  greater  inaccuracy  and  more  labour.  If  the  gradations, 
however,  do  not  exceed  45^^,  the  distance  of  the  extremities 
of  the  compasses  may  still  be  extended  to  six  inches  :  but,  in 
order  to  find  the  tangent  of  any  greater  number  of  degrees 
than  45,  we  have  only  to  subtract  that  number  of  degrees 
from  HO,  and  the  remainder  is  the  complement  of  the  angle; 
then  it  will  be  as  the  tangent  of  the  complement  is  to  radius, 
so  is  radius  to  the  tangent  itself 

From  these  observations  it  will  be  very  easy  to  find  the 
vanishing  point  of  any  line,  whatever  number  of  degrees 
the  radial  of  that  line  forms  with  the  primary  radial,  as  may 
be  seen  in  the  following  problem. 

Pkoblem  XII. — To  find  the  vanishbig  2^olnt  of  a  line, 
the  radial  of  which  makes  a  greater  angle  xoith  the  jyrimarg 
radial  tha.i,  45'-',  the  vanishing  line  and  its  centre  being  given, 
as  also  the  primary  radial. 

Subtract  the  given  angle  from  90°  ;  set  the  index  of  the 
compasses  to  the  tangent  of  the  remaining  angle;  take  a 
convenient  aliquot  part  of  the  distance  of  the  eye  from  the 
vanishing  lines,  and  set  the  legs  marked  r,  to  that  distance  ; 
upon  any  imaginary  straight  line,  a  e,  with  the  ends  r,  set 
otf  the  distance  a  b  ;  take  the  distance  a  b,  with  the  opposite 
ends,  and  set  off  the  distance  a  d  ;  then  let  v  l  be  the 
vanishing  line,  and  o  its  centre  ;  and,  according  as  the  origi- 
nal line,  or  its  radial,  is  on  the  right  or  left,  the  distance,  a  d, 
must  be  set  to  the  right  or  left  of  the  centre  of  the  picture, 
as  often  as  the  radial  is  supposed  to  contain  the  distance  of 
the  points  upon  the  legs  marked  r. 

Example. — Suppose  the  radial  of  the  line  to  make  an  angle 
of  50'^  with  the  primary  radial,  and  the  length  of  the  primary 
radial  to  be  three  feet ;  to  lind  the  distance  of  the  vanishing 
point  from  the  centre  of  the  picture. 

Subtract  50°  from  90°,  and  the  remainder  is  40°  ;  set  the 
index  to  the  tangent  of  40° ;  take  the  ninth  part  of  the 
primary  radial,  or  4  inches,  and  extend  the  ends  opposite  to 
those  marked  r,  to  4  inches,  or  the  ninth  part  of  the  distance, 
and  repeat  the  distance  of  the  legs  marked  r,  on  the  vanish- 
ing Ihie,  nine  times  from  the  centre  to  the  right  or  left  hand 
accordingly  ;  and  the  extremity  of  the  distance  so  repeated 
from  c,  is  the  vanishing  point  required. 

The  reason  of  this  operation  is  evident ;  since  the  radius 
is  a  mean  proportional  between  the  tangent  of  the  angle  and 
the  tangent  of  its  complement,  and,  therefore,  as  the  tangent 
of  the  complemental  angle  is  to  the  radius,  so  is  the  radius 
to  the  tangent  itself. 

If  the  oliject  to  be  drawn  be  a  rectangle,  making  unequal 
angles  with  the  intersecting  line,  the  angles  made  by  the 
radials  of  the  sides  and  the  primary  radial,  being  equal  to  the 
angles  made  by  the  sides  of  the  rectangle  and  the  intersecting 
line,  or  a  line  drawn  through  the  outer  corner  parallel  to  the 
intersecting  line ;  set  the  proportional  compasses  to  the  tan- 
gent of  the  least  angle;  extend  the  legs  marked  r  to  the 
distance,  or  to  any  part  of  the  distance  that  the  compasses 
will  admit  of;  set  the  distance  of  the  opposite  legs,  or  repeat 
that  distance  as  often  as  the  primary  radial  contains  parts, 
from  the  centre  to  the  right  or  left,  and  the  point  of  exten- 
sion will  give  the  vanishing  point  of  that  side  of  the  rectangle ; 
extend  the  ends  opposite  to  r  to  the  primary  radial,  or  that 
portion  of  it  before-mentioned,  that  the  compasses  will  admit 
of,  and  the  extsnsion  between  the  extremities  of  the  legs 
108 


marked  r,  being  set  from  the  centre  on  the  other  side  of  the 
vanishing  line,  or  repeated  according  to  the  number  of  parts 
into  which  the  jirimary  radial  is  divided,  will  give  the  vanish- 
ing point  of  the  oilier  side  of  the  rectangle,  viz.,  of  that  side 
which  makes  the  greatest  angle  with  a  line  perpendicular  to 
the  intersection  ;  and  therefore  the  vanishing  point  so  found 
must  be  upon  the  same  side  of  the  centre  of  the  picture  that 
the  angle  itself  is  upon,  being  nothing  moi'e  than  the  tangent 
of  that  angle. 

Scholium.— T\i&  vanishing  points  of  a  rectangular  building 
may  be  found  arithmetically  upon  the  foregoing  principles, 
viz.,  as  the  tangent  of  the  angle  made  by  the  radial  of  one 
side  and  the  primary  radial  is  to  the  primary  radial  itself,  so 
is  the  primary  radial  to  the  tangent  of  the  angle  made  by  the 
radial  of  the  otlier  side  and  the  primary  radial.  Now, 
admitting  the  shortest  tangent  to  be  to  the  primary  radial 
as  2  to  3,  and  the  length  of  the  primary  radial  3  feet  0  inches, 
or  42  inches ;  to  find  the  vanishing  points,  it  will  be 

3  :  2  :  :  42 
2 

3)84 

28  inches,  the  distance  of 
the  vanishing  point  of  the  least  angle. 
And  again,  2  :  3  :  :  42 
3 


2)  126 


63   inches,   the   distance   of 
the  vanishing  point  of  the  greater  angle. 

Or,  because  the  distance  is  a  mean  proportional  between 
the  two  tangents,  it  will  be 

28  :  42  :  :  42 
42 

84 
168 


28  )  1754  (  63   inches,   the  tangent 
168         of  the    greater   angle 

as  before. 
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When  the  distance  of  the  vanishing  points  is  required, 
the  square  root  of  the  sum  of  the  squares  of  each  tangent, 
and  the  primary  radial,  will  give  the  distance  from  each 
respective  vanishing  point ;  but  if  the  vanishing  points  be 
inaccessible,  subtract  each  tangent  from  the  respective  distance 
so  found,  and  set  the  remainder  on  each  side  of  the  centre  of 
the  picture. 

This  method  of  finding  the  distance  would  be  thought  by 
many  artists  very  troublesome;  but  the  following,  by  the 
proportional  compasses,  is  very  easy  :  Suppose  one  radial  to 
make  an  angle  of  SO",  the  other  will  be  60"  with  the  primary 
radial ;  add'^SO"  to  90°,  the  sum  will  be  120" ;  take  the  half 
of  120,  which  is  00;  then  30  from  00,  there  remains  30; 
the  tangent  of  30",  set  upon  the  other  side  of  the  primary 
radial,  will  <;ive  the  distance  of  the  vanishing  point.  Again, 
add  60  to  90,  the  sum  is  150,  the  half  is  75"  ;  subtract  00 
from  75,  and  the  remainder  is  15"  ;  then  the  tangent  of  15", 
set  from  the  centre  of  the  picture  on  the  other_  side  of  the 
angle  of  00",  will  give  the  distance  of  the  vanishing  point  of 
the  line  that  makes  30"  with  the  intersection. 

Again,  suppose  one  of  the  angles  to  be  40°,  the  other  will 
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be  50°  ;  add  40  to  90,  the  sum  is  130  ;  the  half  of  130  is  65 ; 
subtract  40  from  05,  and  the  remainder  is  25";  then  the 
tangent  of  25°,  set  on  the  other  side  of  40  from  the  centre  of 
the  picture,  will  give  the  distance  of  the  vanishing  point 
of  the  line,  the  radial  of  which  makes  40°  with  the  primary 
radial.  Again,  add  50  to  !)0,  the  sum  is  140,  the  half  is  70  ; 
subtract  50  from  70,  and  the  remainder  is  20°;  then,  the 
tangent  of  20°  being  set  from  the  centre  of  the  picture  upon 
the  other  side  of  the  angle  formed  by  the  primary  radial,  the 
other  radial,  containing  50'^,  will  give  its  distance. 

In  general,  suppose  the  lesser  angle  to  be  called  v,  and 
t,  4-  90              90—  ,^        V 
.  =  -45--, 


the    greater 


then 


2  2 

and  the  tangent  of  this  angle,  set  upon  the  other  side,  will 
give  its  vanishing  point. 

.      .     ?o  +  90                90  —w       ,^       w     .        ,     ,. 
Again, w  =1  — =45  —  — ,  gives  the  dis- 

tance  of  the  other  vanishing  point,  set  on  the  contrary  side 


of  the  centre 


if  MI 


00,  then  45  —  —  =  15,  therefore 


set  the  tangent  of  15°  as  directed;  and  thus  the  tangent  of 
the  remainder  of  half  the  angle  contained  by  the  primary 
radial  and  the  radial  from  45°,  gives  the  vanishing  point; 
or,  take  the  tangent  of  half  the  complement  of  the  said  angle, 
and  set  it  ou  the  vanishing  line  from  the  centre  of  the  picture 
on  the  other  side,  and  it  will  give  the  vanishing  point. 

Prodle.m  XIII. — Given  the  anyle  made  by  the  radiaU  of 
anij  two  oriyinal  lines  with  each  other,  and  the  angle  which 
one  of  them  makes  with  the  primartj  radial ;  to  find  a  divid- 
in<j  2>oiiU  common  to  the  same  measures  or  scale,  so  as  to  cut 
off  a  jiurtion  from  the  indefinite  representation  of  each  line, 
such  that  the  jmrtions  may  be  the  representations  of  the  two 
original  lines. 

Note. — When  one  of  the  angles  which  the  primary  radial 
makes  with  the  one  radial  is  given,  that  made  by  the 
primary  radial  with  the  other  may  be  found  by  subtracting 
the  one  given  from  the  whole  angle  contained  by  the  radials. 
This  being  obtained,  proceed  as  follows  : — Subtract  the  lesser 
angle  formed  by  the  one  radial  and  the  primary  radial  from 
half  the  angle  contained  by  the  radials  of  the  original  lines ; 
then,  if  the  tangent  of  the  remaining  angle  be  sot  on  the 
vanishing  line,  on  the  side  of  the  ])riniary  radial  which  has 
the  greatest  angle,  it  will  give  the  dividing  point  required. 


Thus,  call  the  whole  angle  a;  the 


lalf  is  -  ; 


call    the 


lesser  angle  made  by  the  primary  radial  with  one  radial,  n, 


then  ~ B  is  the  diflerence: 


find  the  tangent  of 


then  the  greater  angle  maile  by  the  primary  radial  with  the 
other  radial  being  a  —  ii,  set  the  tangent  of  —  —  b  fromc,  ou 

the  vanishing  line  on  the  side  of  a  — b,  and  the  extremity 
of  the  distance  will  give  the  dividing  point  required. 

Example  1. — Suppose  the  angle  contained  between  the  two 
radials  to  be  100",  and  the  lesser  angle  to  be  40°,  then  the 
greater  will  be  00:  now  the  half  of  100  is  50:  subtract  40°, 
the  lesser  angle,  from  50,  there  remains  10 :  set  the  index  of 
the  proportional  compasses  to  10°  on  the  line  of  tangents; 
take  the  length  of  the  primary  radial  with  the  legs  marked  r, 
and  set  oil"  the  distance  contained  by  the  opposite  points  from 
the  centre  of  the  picture  on  the  vanishing  line,  on  the  side  of 
the  prin\ary  which  has  the  angle  of  G0°,  and  the  extremity 
of  the  distance  is  the  dividing  point. 

A'xample  2.— Suppose  the  angle  contained  by  the  radials 


to  be  80°,  the  lesser  angle  to  be  30°,  and  consequently  the 
greater  50°  ;  the  half  of  80°  is  40° ;  subtract  30"  from  40°, 
and  10°  remain.  Set  the  index  of  the  proportional  compasses 
to  the  tangent  of  10°  ;  take  the  length  of  the  radial  with  the 
legs  marked  u,  and  set  the  distance  of  the  point  contained  by 
the  opposite  legs  from  c  on  the  vanishing  line,  on  the  side  of 
the  angle  of  50°,  and  the  extremity  will  give  the  dividing 
point. 

Problem  XIV. — Given  the  sun^s  altitude  on  a  plane,  the 
heiyht  of  a  line,  and  the  lenyth  of  its  shadow  on  that  plane  ; 
the  orlhor/raphical  representatio7i  of  a  cornice,  with  a  section 
of  the  same,  also  the  seat  of  the  sail's  rays  ;  to  find  the  shadow 
of  the  cornice. 

Fif/ure  15. — Let  No.  1  be  the  cornice  or  architrave,  and 
No.  2  a  profde,  or  section,  perpendicular  to  the  arrises,  or 
edges  of  the  mouldings  ;  draw  6  b  for  the  indefinite  repre- 
sentation of  the  shadow  of  a  line  represented  by  the  point  b. 
No.  1,  and  let  i  b  be  the  distance  that  the  shadow  is  thrown 
from  the  point  6,  so  that  b  will  be  the  shadow  of  6;  from  all 
the  external  angles  draw  c  c,  e  e,  g  g,  i  h.  Now  k  I,  No.  2, 
is  the  length  of  the  line  represented  by  the  point  h.  No.  1  : 
set  the  proportional  compasses  in  the  ratio  of  k  I,  No.  1,  to 
b  B  No.  2  :  make  c  c  equal  to  6  b  :  take  op.  No.  2,  w  ith  the 
shorter  ends,  and  make  e  e,  No.  1,  equal  to  the  distance 
between  the  points  of  the  remote  ends  ;  take  q  r.  No.  2,  with 
the  shorter  legs,  and  make  g  o.  No.  1,  equal  to  the  distance 
between  the  points  of  the  remote  ends ;  join  b  c  ;  draw  c  d 
parallel  to  m  c,  and  draw  e  d  parallel  to  e  d  ;  draw  e  f  paral- 
lel to  c  K,  and  o  f  parallel  to  gf;  draw  g  n  parallel  to  g  i ; 
and  ftBCDEFGiii  will  be  the  shadow  from  one  side:  draw 
the  lines  m  l,  k  j,  parallel  to  6  b,  c  c,  &c.,  to  meet  k  A  and  i  i 
at  L  and  j  ;  then  will  m  l  and  k  j  be  the  shadows  upon  the 
other  side.  To  find  the  shadows  upon  the  planes  of  the  face : 
in  the  representation,  c  m,  of  the  arris  line,  take  any  point,  v, 
and  draw  v  to  parallel  to  6  b,  or  c  c,  &e. ;  also,  in  the  repre- 
sentation, e  K,  of  the  next  arris  line,  take  any  point,  x,  and 
draw  *  y  parallel  to  6  b  or  c  c;  take  the  distance  d  c,  with 
the  shorter  ends  of  the  proportional  compasses,  and  make  'c  w 
equal  to  the  distance  between  the  points  of  the  longer  legs; 
also,  take  the  projection, /e,  with  the  shorter  legs,  and  make 
X  y  equal  to  the  distance  contained  between  the  points  of  the 
remote  ends ;  through  the  points  lo  and  y  draw  l  n  and  j  q 
parallel  to  m  c,  which  will  terminate  the  breadth  of  the  shadow 
upon  the  face. 

The  reason  of  this  operation  is  evident,  since  the  distance 
that  a  shadow  will  be  thrown  by  a  line  perpendicular  to  a 
plane,  is  as  the  length  of  the  line  :  and  the  shadow  of  a  line 
parallel  to  a  plane  will  be  projected  on  the  plane  parallel  to 
the  line  which  projects  the  shadow;  and  every  two  paralhd 
lines  in  the  original  object  are  also  represented  by  parallel 
lines. 

Problem  XV. —  The  representation  of  a  cylinder  with  a 
square  abacus,  or  cap,  being  given,  to  find  the  shadow  of  the 
cap  npon  the  cylindric  surface,  the  axis  of  the  cylinder  being 
parallel  to  the  plane  of  projection  ;  also,  the  shadow  of  a  line 
pcrpinJiciikir  to  the  axis  of  the  cylinder,  and  in  a  2>lane 
passing  along  t/ie  said  axis,  and  through  the  luminary. 

Fif/ure  10. — Let  a  b  c  d  e  f  g  be  the  plan  of  the  semi- 
cylinder,  and  II  I  M  K  that  of  the  cap  ;  let  w  x  y  z  be  the  ele- 
vation of  the  semi-cylinder,  and  i  m  v  ti  that  of  the  cap  ;  let 
I  B  be  the  projection,  or  representation,  of  a  ray  on  the  plan, 
from  the  corner  of  the  abacus  at  i,  cutting  the  plan  of  the 
cylinder  at  b  ;  draw  l  f  parallel  to  i  b,  to  touch  the  semicircle 
in  F,  and  cutting  i  m  at  l;  draw  f  v  perpendicular  to  l  f,  v 
being  the  centre  of  the  semicircle  ;  and  f  will  be  the  point 
of  contact:  in  i  m  take  any  number  of  intermediate  points, 
J,  M,  K,  and  draw  j  o,  M  u,  k  e,  parallel  to  i  b,  cutting  the 
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semicircle  in  c,  d,  e  ;  draw  b^,  c  a,  d  r,  e  s,  v  t,  parallel  to 
the  axis  of  the  cylinder,  cutting  the  under  edge,  i  tn,  of  the 
abacus  in  jo,  a,  r,  s,  t ;  set  the  proportional  compasses  in  the 
ratio  to  the  distance  to  which  i  b  will  throw  the  shadow,  and 
suppose  I B  to  be  greater  than  the  length  of  its  shadow  ;  take 
the  distance,  i  d,  with  the  longer  legs  ;  make^  b  equal  to  the 
distance  contained  between  the  points  of  the  opposite  ends  ; 
take  the  distance,  j  c,  with  the  longer  legs,  and  make  a  c 
equal  to  the  distance  contained  between  the  shorter  legs  ; 
take  the  distance,  md,.  with  the  longer  legs,  and  make  rd 
equal  to  the  distance  contained  between  the  opposite  points  ; 
and  the  points,  b,  c,  d,  will  be  obtained.  In  the  same  manner, 
the  points  e  and/will  be  found ;  through  the  points,  b,  c,  rf,  c.f, 
draw  a  curve,  which  will  be  the  shadow  of  the  lower  edge  of 
the  abacus ;  the  sun's  rays  will  be  in  a  tangent  plane  to  the 
cylinder  surface  at  f/;  and  the  part  of  the  edge  of  the 
shadow  which  falls  upon  the  representation  of  the  cylindric 
surface,  from  i  to  A,  will  be  straight. 

In  the  same  manner,  if  the  representation  of  a  cylinder 
capped  with  a  cylindric  abacus,  having  the  same  axis  with 
the  cylinder,  be  given,  and  the  representation  of  the  sun's 
rays  on  the  plan,  supposing  the  axis  of  the  cylinder  perpen- 
dicular to  the  plane  of  projection,  the  shadow  of  the  abacus 
may  be  found  upon  the  cylindric  surface ;  and  thus  for  every 
other  prismatic  object. 

Problem  XVI. —  To  describe  Ihe  logarithmic  spiral  by  a 
series  of  jioints  found  in  the  curve ;  the  centre,  and  two  oppo- 
site points  in  a  straight  line  passing  through  the  centre,  being 
given  in  the  curve. 

Figure  17. — Let  z,  No.  1,  be  the  centre;  let  the  straight 
line,  A  E,  pass  through  z ;  let  a  and  e  be  two  opposite  points, 
the  one,  a,  on  the  one  side,  and  the  other,  e,  on  the  other 
side  of  the  centre,  z  ;  through  z  draw  o  c  at  right  angles  to 
A  E  ;  bisect  the  angle  a  z  c,  by  the  straight  line  b  f  ;  also 
bisect  the  angle  e  z  c,  by  the  straight  line  d  u  ;  find  z  c,  a 
mean  proportional  between  z  a  and  z  e  ;  also  find  z  b,  a  mean 
proportional  between  z  a  and  z  c;  draw  any  straight  line, 
a  X,  No.  2,  and  set  the  proportional  compasses  in  the  ratio  of 
z  A  to  z  B ;  take  the  distance,  z  a,  with  the  points  of  the 
longer  legs,  and  set  that  distance  from  x  to  a.  No.  2,  and 
make  x  b  equal  to  the  distance  contained  between  the  shorter 
legs ;  contract  the  points  of  the  longer  legs  to  x  b,  and  with 
the  shorter  legs  set  oil'  the  distance  xc;  contract  the  distance 
between  the  points  of  the  longer  legs  to  x  c,  and  make  x  d 
equal  to  the  distance  contained  between  the  points  of  the 
shorter  legs  ;  and  the  parts,  a  b,  b  c,  c  d,  of  the  straight  line, 
X  a,  will  be  in  geometrical  progression.  In  the  same  manner, 
the  points  e,f,  g,  h,  i,  &c.,  may  be  found,  which  will  continue 
the  series  of  parts  as  far  as  there  may  be  occasion  ;  make  z  a. 
No.  1,  equal  to  xa,  No.  2,  z  b  equal  to  x  i,  z  c  equal  to  x  c. 
In  the  same  manner,  the  points,  d,  e,  f,  o,  ii,  i,  &c.,  may  be 
continued  through  any  number  of  revolutions;  and  a  curve 
drawn  through  all  the  points  will  give  the  spiral  required. 

Scholium. — As  the  tracing  of  the  curve  depends  very- 
much  on  the  eye  of  the  person  who  performs  this  operation, 
by  the  following  method  a  curve  may  be  drawn  with  a  pair 
of  conip.-isses,  provided  the  points  do  not  approach  very 
rapidly  to  the  centre.  To  describe  any  quadrant,  take  the 
length  of  the  radius  that  bisects  it  from  one  extremity  of  the 
curve,  describe  an  arc,  and  with  the  same  radius  from  the 
other  extremity  describe  another  arc  cutting  the  former; 
then,  from  the  point  of  intersection  with  the  same  distance, 
describe  an  arc  between  the  two  extremities,  and  it  will  pass 
through  the  middle  point,  very  nearly  ;  thus,  take  the  dis- 
tance z  b  as  a  radius ;  from  the  extremity  a,  of  the  arc  a  b  c, 
describe  an  arc  near  the  centre  ;  from  the  point  c,  with  the 
same  radius,  describe  another  arc,  cutting  the  former  near 


the  centre  z ;  then,  from  the  point  of  intersection,  describe  the 
arc  A  c,  which  will  pass  through  the  point  b,  very  nearly.  In 
the  same  manner  the  successive  arcs,  c  e,  b  o,  o  i,  &c.  may 
be  described  ;  and  the  curve  thus  formed  will  be  so  near  as 
not  to  be  detected  by  the  eye. 

Problem  XVII. —  To  draw  the  representation  of  the  meri- 
dians of  a  solid  of  revolution  vjton  a  2)lane  parallel  to  the 
axis  of  the  solid  ;  given  an  axal  section,  that  is,  a  section  of 
the  solid,  2>assing  along  the  axis,  upon  a  2>lane  parallel  to  the 
said  axis. 

Figure  18. — Let  ab  c  d  ev  k  j  i  h  g  fhe  the  axal  section, 
q  V  the  axis  itself,  and  a/ the  base  perpendicular  to  q  v  ;  in 
q  V  take  any  number  of  points,  r,  s,  t,  u  ;  through  these  draw 
b  h,  c  i,  d  j,  .and  e  k,  perpendicular  to  q  v,  meeting  the  curve 
on  the  one  side  at  b,  c,  d,  e,  and  on  the  other  at  h,  i,j,  k  ;  then 
it  is  obvious  that  the  lines  b  h,  c  i,  dj,  e  k,  will  be  bisected  ; 
now,  supposing  the  meridians  to  be  formed  on  the  surface  of 
the  solid  by  the  intersection  of  five  planes  at  equal  angles 
round  the  axis,  and  that  one  of  these  planes  is  parallel  to  the 
plane  of  projection,  and  let  a  vf  a  be  the  representation  of 
that  plane  ;  draw  a  b  parallel  to  af;  produce  v  q  to  meet  A  b 
at  w  ;  from  w  as  a  centre,  with  the  radius  q  a,  or  qf  describe 
the  semicircle  a  1  2  3  4  b  ;  divide  the  semicircle  into  five 
equal  parts  by  the  points  of  section  1,  2,  3,  4  ;  draw  3  x  and 
4  y  perpendicular  to  a  b,  cutting  a  b  at  z  and  y  ;  make  q  I 
equal  to  wy ;  set  the  proportional  compasses  in  the  ratio  of 
q  a  to  q  I  ;  take  the  distance  r  b,  with  the  longer  legs,  and 
with  the  opposite  legs  set  ofi'the  distance  r  m  ;  take  the  dis- 
tance s  c,  with  the  longer  legs,  and  with  the  opposite  points 
set  off  the  distance  sn  ;  take  the  distance  t  d,  with  the  longer 
legs,  and  with  the  shorter  legs  set  off  the  distance  to;  lastly, 
take  the  distance  u  e,  with  the  longer  legs,  and  with  the 
shorter  legs  set  off  the  distance  u  p  ;  then  draw  the  curve 
I  m  nop  V,  which  will  be  one  of  the  meridians,  as  required. 
In  the  same  manner  all  the  others  may  be  found. 

Besides  the  uses  of  the  proportional  compasses,  which 
have  already  been  showm,  they  may  be  applied  to  trigo- 
nometry in  finding  the  sides  and  angles  of  triangles;  suppose, 
in  a  right-angled  triangle,  that  the  two  legs  were  given,  to 
find  the  angles ;  the  analogy  is,  as  the  one  side  is  to  the 
other,  so  is  radius  to  the  tangent  of  the  angle  opposite  the 
latter  side ;  set  the  proportional  compasses  in  the  ratio  of  the 
two  sides  containing  the  right  angle  ;  then  the  index  will 
show  the  tangent  of  the  angle  on  the  line  of  tangents. 

Again,  suppose  the  hypothenuse  and  one  of  the  legs  were 
given,  to  find  the  angles ;  the  analogy  in  this  will  be,  as 
the  hypothenuse  is  to  the  given  leg,  so  is  radius  to  the  sine 
of  the  angle  opposite  to  that  leg;  set  the  proportional  com- 
passes in  the  ratio  of  the  hypothenuse  to  the  given  leg,  and 
the  index  will  be  against  the  sine  of  the  angle. 

Lastly,  suppose  the  angles  and  the  hypothenuse  to  be  given  : 
the  method  of  proceeding  in  this  case  is  exactly  the  reverse 
of  the  last ;  thus,  set  the  proportional  compasses  to  the  sine  of 
the  angle,  then  extend  the  longer  legs  to  the  hypothenuse 
of  the  angle,  and  the  shorter  legs  will  contain  the  length  of 
the  leg  required. 

In  the  same  manner,  if  the  angles  and  one  of  the  legs  were 
given,  to  find  the  other  leg;  set  the  proportional  compasses 
to  the  tangent  of  the  leg  required,  then  take  the  length  of 
the  given  leg  with  the  longer  legs,  and  the  distance  between 
the  points  of  the  shorter  legs  will  be  the  leg  of  the  triangle, 
as  required. 

PROP  YLiEA,  (Greek  Trpo,  before  or  in  front  of,  and  TrvXav 
a  gate)  the  entrance  to  a  temple  or  other  large  building,  con- 
sisting mostly  of  a  gateway  flanked  by  towers  or  other  erec- 
tions. The  Egyptian  temples  were  universally  adorned  with 
magnificent  propytea,  which  consisted  of  lofty  truncated 
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pyramids  of  solid  masonry,  covered  on  the  faces  with 
hicroglypliics. 

The  term  is  also  particularly  applied  to  the  entrance  of  the 
acropolis  of  Athens,  which  was  erected  by  Pericles,  and  was 
of  unusual  magnificence. 

PlIOPYF^ON,  an  entrance  or  vestibule. 

PUOSCENHjM,  (Greek)  in  the  ancient  theatre,  an  emi- 
nence on  which  the  actors  performed  their  parts.  The  pro- 
scenium answered  to  our  stage.  It  consisted  of  two  parts 
among  the  Greeks  ;  one,  particularly  so  called,  where  the 
actors  performed  ;  the  other  was  the  lot/eion,  where  the 
singers  and  the  mimics  acted  their  parts.  Among  the  Romans, 
the  [)rosccnium  and  pulpitnni  were  the  same. 

PItOSTYLE,  (from  the  Greek  TTpog-vXog,  formed  from  npo 
be/ore,  and  n^Xof,  column)  in  the  ancient  architecture,  a  range 
of  cohimns  in  the  front  of  a  temple. 

PROSTYPA  (from  TTpoarvrra)  images  carved  in  such  a 
manner  as  to  be  only  half  raised  above  the  ground,  or  plain, 
on  which  they  are  formed.  They  seem  to  adhere  to  it,  and 
have  only  one  side  exposed  to  view.  To prosti/pa  is  opposed 
ccti/pa. 

PltOTIIYRIS,  (Greek)  in  ancient  architecture,  a  word 
sometimes  used  for  a  cross-beam,  or  over-thwart  rafter ;  as 
likewise,  for  a  quoin  or  corner  of  a  wall  ;  otherwise  called 
aiico.     See  Console. 

PROTIIYRL'M,  (from  -rrpoOvpov)  a  porch  at  the  outer 
door  of  a  house,  or  portal. 

PllOTUACTOll,  (from  the  Lat'm  protractus,  to  draw  out) 
an  instrument  used  in  surveying,  by  which  the  angles  taken 
in  the  field  with  a  theodolite,  circumferentor,  or  the  like,  are 
jilotted,  or  laid  down,  on  paper. 

This  protractor  consists  of  a  semicircular  limb  of  brass, 
silver,  horn,  or  the  like,  divided  into  180'-\  and  subtended  by 
a  diameter,  in  the  middle  of  which  is  a  little  notch,  or  lip, 
called  the  centre  of  the  protractor. 

For  the  convenience  of  reckoning  both  ways,  the  degrees 
are  numbered  from  the  left  hand  towards  the  right,  and 
from  the  right  hand  towards  the  left. 

I)Ut  this  instrument  is  made  much  more  commodious  by 
transferring  the  divisions  on  the  same  circumference  to  the 
edge  of  a  ruler,  whose  side  is  parallel  to  the  diameter,  which 
is  easily  done  by  laying  a  ruler  on  the  centre,  and  the  several 
divisions  on  the  semi-circumference,  and  marking  the  inter- 
sections of  that  ruler  on  the  line  :  so  that  a  ruler  with  these 
divisions  marked  on  three  of  its  sides,  and  numbered  both 
ways,  as  in  the  protractor  (the  fourth,  or  blank  side  repre- 
senting the  diameter  of  the  circle)  is  of  the  same  use  as  a 
protractor,  and  much  better  adapted  to  a  case. 

On  the  limb  of  the  protractor  are  sometimes  also 
placed  numbers,  denoting  the  angles  at  the  centres  of 
regular  polygons:  thus,  against  the  number  5,  denoting 
the  sides  of  a  pentagon,  is  found  72,  the  angle  at  the  centre 
of  a  pentagon,  &c. 

The  uses  of  this  instrument  are,  1.  To  hnj  down  an 
anf/le  of  any  given  guantiti/,  or  number  of  degrees,  at  any 
point,  and  with  any  given  line. 

Example. — Lay  the  centre  of  the  protractor  on  the 
given  point,  and  the  diameter  of  the  protractor  on  the 
given  line  :  make  a  mark  against  the  given  degree  (say  50) 
on  the  limb  of  the  protractor  ;  through  which,  from  the  given 
point,  draw  a  line,  and  it  will  give  the  angle  required. 

2.  To  find  the  quantity  of  a  given  angle. — Lay  the  centre 
of  the  protractor  on  the  point  of  the  angle,  and  the  diameter 
on  one  of  the  lines  forming  it.  The  degree  of  the  limb  cut 
by  tlie  other  line  (viz.  50)  is  the  number  of  degrees  of  the 
angle  required. 

3.  To  inscribe  any  given  regular  polygon  (o  pentagon  for 


example)  in  a  circle.  —  Lay  the  centre  and  diameter  of  the 
circle,  and  make  a  dot  against  the  number  of  degrees  of 
the  angle  at  the  centre,  vis.  72.  Through  this  dot  and  the 
centre  of  the  circle  draw  a  line,  cutting  the  circumference  of 
the  circle.  To  the  point  of  intersection,  from  the  point  where 
the  diameter  cuts  the  circumference,  draw  a  right  lino  ;  this 
line  will  be  a  side  of  the  pentagon,  which,  being  taken  in 
the  compasses,  and  set  off  as  often  as  it  will  go  in  the  circimi- 
ference,  will  give  points,  which,  being  connected  by  lines,  will 
form  the  pentagon  recpiired. 

4.  To  describe  any  regular  polygon  (e.  gr.  an  octagon)  on  a 
given  line. — Subtract  the  angle  at  the  centre,  which  the  pro- 
tractor gives  (say  45'^)  from  180  •,  and  the  remainder,  i;55, 
will  be  the  angle  included  between  two  sides  of  the  octagon, 
one-half  of  wliich  is  (J7^.  Applying  then  the  diameter  of 
the  protractor  over  the  given  line,  with  the  centre  over  one 
extreme  ;  make  a  dot  against  67.V,  to  which,  from  the  centre, 
draw  a  line  :  apply  the  protractor  to  the  other  end  of  the 
line,  with  the  centre  over  the  extreme,  and  there  set  ofF 
another  angle  of  G7|^°.  From  the  point  where  the  two  lines 
thus  drawn  intersect,  as  a  centre,  describe  a  circle  with  the 
interval  of  the  given  line..  The  given  line  will  be  one  side 
of  the  octagon  ;  and  this  set  olf  as  often  as  it  will  go  in  the 
circumference  thus  drawn,  will  give  points,  which,  being  con 
nected,  will  form  the  octagon  required. 

Protractor,  Improved,  an  instrument  much  like  the  for- 
mer, but  furnished  with  a  little  more  apparatus,  so  that  an 
angle  maybe  set  off  to  a  minute;  which  is  im[)racticable  on 
the  other. 

The  chief  addition  is  an  index  fitted  on  the  centre,  and  move- 
able on  it,  -so  as  to  play  freely  and  steadily  over  the  limb. 

Beyond  the  limb,  the  index  is  divided,  on  both  edges,  into 
sixty  e([ual  parts  of  the  portions  of  circles,  intercepted  by 
two  other  right  lines  drawn  from  the  centre,  so  that  caeli  makes 
an  angle  of  one  degree  with  lines  drawn  to  the  assumed  points 
from  the  centre. 

To  set  off  an  angle  of  any  number  of  degrees  and  minutes 
with  this  protractor,  move  the  index,  so  that  one  of  the  lines 
drawn  on  the  limb,  from  one  of  the  fore-mentioned  points, 
may  fall  upon  the  number  of  degrees  given;  and  prick  off 
as  many  of  the  equal  parts  on  the  proper  edge  of  the  index 
as  there  are  minutes  given  ;  thus,  by  drawing  a  line  from  the 
centre  to  the  point  so  pricked  off,  an  angle  is  obtained  with 
the  diameter  of  the  protractor,  of  the  proposed  number  of 
degrees  and  minutes. 

PSEUDO-DIPTERAL,  (from  ipev5o-Smre(?oc)  a  temple 
with  eight  columns  in  front,  and  a  single  row  of  ccilumns 
all  round. 

The  word  signifies _/((?se  or  imperfect  diptore ;  and  is  used 
to  distinguish  this  from  the  diptere,  which  was  surrounded 
with  a  double  row. 

PSEUDO  -  PERIPTERAL,  (Greek,  i>ev6o.mpi7TTepog, 
false  peripteral,)  a  term  applied  to  temples  in  which  the 
columns  at  the  sides  are  engaged  in  the  wall,  instead  of  being 
detached  from  it,  as  in  the  true  peripteral  buildings,  the 
walls  of  the  cella  being  carried  forward  to  the  intercolum- 
niations  of  the  portico. 

PTEIiO:MA,  the  space  between  the  walls  of  the  cclla  of 
a  temple,  and  the  columns  of  the  peristyle;  called  also 
amfjutdlio. 

PUDDLING,  the  method  of  backing  a  wall  with  clay 
rammed  into  a  compact  mass,  by  means  of  a  beater. 

PUG -PILING,  the  same  with  dove -tailed  or  pile 
jjlanking. 

PUGGING,  a  coarse  kind  of  mortar  laid  upon  the  sound- 
boarding  between  joists,  in  order  to  prevent  sound  reaching 
from  one  apartment  to  another. 
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PULLEY,  (from  the  Frencli,  poulie)  one  of  the  five 
mechanical  powers;  consisting  of  a  wheel,  or  rundle,  having; 
a  channel  around  it,  and  turning  on  an  axis,  serving,  by 
means  of  a  rope  which  slides  in  'its  chaimel,  for  the  raising 
of  weights. 

The  Latins  call  it  trochlea  ;  and  the  seamen,  when  fitted 
with  a  rope,  a  tackle.  An  assemblage  of  several  pulleys  is 
called  a  system  of  jmllei/s,  ov  jmlyspaston :  some  of  which  are 
in  a  block,  or  case,  which  is  fixed  ;  and  others  in  a  block 
which  is  moveable,  and  rises  with  the  weight.  The  moveable 
wheel,  or  rundle,  is  called  the  shicve  or  shiver  ;  the  axis  on 
which  it  turns,  the  gudgeon  ;  and  the  fixed  piece  of  wood, 
or  iron,  into  which  it  is  put,  the  block. 

The  common  methods  of  arranging  pulleys  in  their  blocks, 
may  be  reduced  to  two.  The  first  consists  in  placing  them 
one  by  the  side  of  another,  upon  the  same  pin  ;  the  other,  in 
placing  them  directly  under  each  other,  upon  separate  pins. 
Each  of  these  methods  is  liable  to  inconvenience.  Mr.  Smeaton, 
in  order  to  avoid  the  impediments  to  which  these  combina- 
tions are  subject,  proposes  to  combine  these  two  methods  in 
one.  Accordingly,  the  pulleys  are  placed  in  each  block, 
in  two  tiers  ;  several  being  upon  the  same  pin,  as  in  the  first 
method,  and  every  one  having  another  under  it,  as  in  the 
second ;  so  that,  when  the  tackle  is  in  use,  the  two  tiers  that 
are  the  most  remote  from  each  othei-,  are  so  much  larger  in 
diameter  than  those  that  are  nearest,  as  to  allow  the  lines  of 
the  former  to  go  over  the  lines  of  the  latter,  without  rubbing. 
Erom  this  construction  arises  a  new  method  of  reviving  the 
line  upon  the  shieves;  for  herij,  whatever  be  the  number  of 
shieves,  the  fall  of  the  tackle  will  be  ahv.ays  upon  the  middle 
shieves,  or  on  that  next  to  the  middle,  .according  as  the  num- 
ber of  pulleys  in  each  pin  is  odd  or  even.  To  do  this,  the 
line  is  fixed  to  some  convenient  part  of  the  upper  block,  and 
brought  round  the  middle  shieve  of  the  larger  tier  of  the 
under  block,  from  thence  round  one  of  the  same  sort  next 
the  centre  one  of  the  upper  block,  and  so  on,  till  the  line 
comes  to  the  outside  shieve,  where  the  last  line  of  the  larger 
tier  falls  upon  the  first  shieve  of  the  smaller,  .and  being  reeved 
round  those,  till  it  comes  at  the  opposite  side,  the  line  from 
the  last  shieve  of  the  smaller  tier  again  rises  to  the  first  of 
the  larger,  whence  it  is  conducted  round,  till  it  ends  on  the 
middle  shieve  of  the  upper  block  on  the  larger  tier. 

As  a  system  of  pulleys  is  of  no  gi'eat  weight,  and  lies  in 
a  small  compass,  it  is  easily  carried  about,  and  can  be  .applied, 
in  many  cases,  for  raising  weights,  where  other  engines  can- 
not be  used.  But  they  have  a  great  deal  of  friction  ;  because 
the  diameters  of  their  axes  bear  a  very  considerable  propor- 
tion to  their  own  diameters  ;  and  because,  in  working,  they 
are  apt  to  rub  against  each  other,  or  against  the  sides  of  the 
block,  to  say  nothing  of  the  stiffiiess  of  the  rope  that  goes 
over  and  under  them. 

Pulley,  Doctrine  of  the.  1.  If  the  equal  weights  w  and  p 
hang  by  the  cord  b  b  upon  the  pulley  a,  whose  block,  5,  is 
fixed  to  the  beam  h  i,  they  will  counterpoise  each  other,  just 
in  the  same  manner  as  if  the  cord  were  cut  in  the  middle, 
and  its  two  ends  hung  upon  the  hooks  fixed  in  the  pulley, 
at  .\  and  a,  equally  distant  from  its  centre. 

TIenee,  a  single  pulley,  if  the  lines  of  direction  of  the  power 
and  the  weight  be  t.angents  to  the  periphery,  neither  assists 
nor  impedes  the  power,  but  only  changes  its  direction. 

The  use  of  the  pulley,  therefore,  is  when  the  vertical 
direction  of  a  power  is  to  be  ch.anged  into  a  horizontal  one ; 
or  an  ascending  direction  into  a  descending  one ;  and  on  the 
contrary. 

This  is  found  a  good  provision  for  the  safety  of  the  work- 
men employed  in  drawing  with  the  pulley. 

The  change  of  direction  by  the  means  of  a  pulley  has  this 


forther  advantage ;  that  if  any  power  can  exert  more  fi)rce 
in  one  direction  than  in  another,  we  are  here  able  to  employ 
it  in  its  greatest  force.  For  instance,  a  horse  cannot  draw 
in  a  vertical  direction,  but  draws  with  all  its  advantage 
in  a  horizont.al  one.  By  ch.anging  the  vertical  draught, 
therefore,  into  a  horizontal  one,  a  horse  becomes  qualified 
to  raise  a  weight. 

But  the  grand  use  of  the  pulley  is,  where  sever.al  of  them 
.are  combined  ;  thus  forming  what  Vitruvius,  and  others 
after  him,  call  poli/spasta  ;  the  advantages  of  which  are, 
that  the  machine  takes  up  but  little  room,  is  easily  removed, 
and  raises  a  very  gi-eat  weight  with  a  moderate  force. 

2.  If  a  weight,  w  hangs  at  the  lower  end  of  the  moveable 
block,  ;),  of  the  pulley  n,  .and  the  cord,  o  f,  goes  under  the 
pulley,  it  is  plain  tluit  the  half,  g,  of  the  cord,  bears  one  half 
of  the  weight,  w,  .and  the  half,  f,  the  other ;  for  they  bear 
the  whole  between  them.  Therefore,  whatever  holds  the 
upper  end  of  either  rope,  sustains  one-half  of  the  weight; 
and  if  the  cord  at  f  be  drawn  up  so  as  to  raise  the  pulley  d  to  c, 
the  cord  will  then  be  extended  to  its  whole  length,  except  that 
part  which  goes  under  the  pulley  ;  .and  consequently,  the 
power  that  draws  the  cord  will  have  moved  twice  as  far 
as  the  pulley  d,  with  its  weight  w,  rises  ;  on  which  account, 
a  power  whose  intensity  is  equal  to  one  h.alf  of  the  weight, 
will  be  .able  to  support  it,  because,  if  the  power  moves  (by 
means  of  a  small  .addition)  its  velocity  will  be  double  the 
velocity  of  the  weight ;  as  may  be  seen  by  putting  the  cord 
over  the  fixed  pulley  c  (which  only  ch.anges  the  direction  of 
the  power,  without  giving  any  .advantage  to  it)  and  hanging 
on  the  weight  p,  which  is  equal  only  to  one-half  of  the 
weight  w  ;  in  which  case  there  will  be  an  equilibrium,  and 
a  little  .addition  to  p  will  cause  it  to  descend,  and  raise  w 
through  a  space  equal  to  one-half  of  that  through  which  p 
descends.  Hence,  the  advantage  gained  will  be  ahv.ays  equal 
to  twice  the  number  of  pulleys  in  the  moveable  or  undermost 
block.  So  that,  when  the  upper  or  fixed  block,  u,  contains 
two  pulleys,  which  only  turn  on  their  axes,  and  the  lower  or 
moveable  block,  u,  contains  two  pulleys,  which  not  only  turn 
upon  their  axes,  but  also  rise  with  the  block  .and  weight,  the 
advant.age  gained  by  this  is  as  four  to  the  working  power. 
Thus,  if  one  end  of  the  rope,  k  m  o  q,  be  fixed  to  a  hook  at  i, 
and  the  I'ope  passes  over  the  pulleys  n  and  r,  and  under  the 
pulleys  L  and  p,  and  has  a  weight,  t,  of  one  pound,  hung  to 
its  other  end,  at  t  ;  this  weight  will  baLance  and  support  a 
weight,  w,  of  four  pounds,  hanging  by  a  hook  at  the  moveable 
block  u,  allowing  the  said  block  as  a  part  of  the  weight. 
And  if  as  much  more  power  be  added,  as  is  sufficient  to 
overcome  the  friction  of  the  pulleys,  the  power  will  descend 
with  four  times  as  much  velocity  as  the  weight  rises,  and, 
consequently,  through  four  times  as  much  space.  The  two 
pulleys  in  the  fixed  block,  x,  and  the  two  in  the  moveable 
block,  T,  are  in  the  same  case  with  those  last  mentioned ;  and 
those  in  the  lower  block  give  the  same  advantage  to  the 
power. 

It  is  necessary  to  observe,  that  if  the  lower  pulleys  do  not 
rise  all  together  in  one  block  with  the  weight,  as  in  the  cases 
just  recited,  but  act  upon  each  other,  and  the  weight  is  only 
fastened  to  the  lowest  of  them,  the  force  of  the  power  is  very 
much  increased,  each  pulley  doubling  it.  Thus,  a  power, 
whose  intensity  is  equal  to  8  lb.  applied  at  a,  will,  by  means 
of  the  lower  pulley,  a,  sustain  10  lb.  ;  a  power  equal  to  4  lb. 
at  b,  will,  by  means  of  a  lower  pulley,  n,  sustain  the  power 
of  8  lb.  acting  at  a;  a  third  power,  equal  to  3  lb.  at  e,  will, 
by  means  of  the  pulley  c,  sustain  the  power  of  41b.  at  b; 
a  fourth  power  of  1  lb.  at  d,  will,  by  means  of  the  pulley  d, 
sustain  the  power  of  2  lb.  at  c  ;  and  this  is  not  altered  by 
having  its  rope  carried  over  the  upper  pulley,  or  roller,  e. 
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In  the  former  cases,  the  f  >reo  of  the  power  is  augmented  in 
an  arithmetical  proportion  of  the  number  of  ropes  or  pulleys; 
but  in  this,  in  a  geometrical  proportion. 

3.  ]f  a  power  move  a  weight  by  means  of  several  pulleys, 
the  space  passed  over  by  the  power  will  be  to  the  space  passed 
over  by  the  weight,  as  the  weight,  to  the  power. 

Hence,  the  smaller  the  force  that  sustains  a  weight  by 
means  of  pulleys  is,  the  slower  is  the  weight  raised;  so  that 
what  is  saved  in  force,  is  spent  in  time. 

Pulley  mortise,  a  longitudinal  mortise  of  considerable 
length,  parallel  and  near  to  the  under  side  of  the  bonding 
joists,  in  order  to  insert  the  ceiling  joists. 

PULPIT,  an  elevated  stage  or  desk,  from  which  orations 
are  pronounced,  applied  more  especially  to  those  employed 
in  churches.  They  are  for  the  most  part  of  wood,  but  some- 
times of  stone,  of  which  an  early  and  beautiful  example  exists 
at  Beaulieu,  Hants.  The  greater  number  of  examples  are 
of  Perpendicular  work,  and  these  principally  of  wood,  and 
polygonal  in  plan ;  sometimes  with  a  canopy  above.  Pulpits 
are  sometimes  found  outside  of  buildings,  as  at  Magdalen 
College,  Oxford,  and  in  many  instances  abroad,  where  also 
arc  pulpits  of  great  size  and  raaguilicence,  capable  of  con- 
taining more  than  one  person. 

PULPITUM,  (Latin)  among  the  Romans,  a  part  of  the 
theatre,  called  also  jiru^ce/iium,  or  wh.it  we  now  call  the 
slaffe,  on  which  the  aetois  trod.  Though  some  say  it  was 
properly  an  eminence  on  the  stage  for  the  music ;  or  a  sug- 
gestum,  whence  declamations,  &c.  were  spoken. 

The  French  use  the  word  pulpit,  pM^ji^«,  for  a  reading- 
desk  in  a  church,  library,  or  the  like;  those  large  ones  in 
churches  they  properly  called  lutrins. 

PULVINAKIA,  (Latin,)  cushions  upon  which  the  statues 
of  the  gods  were  laid  in  the  temples,  at  the  time  when  thanks 
were  given  for  some  signal  victory. 

PULVINATED,  (from  the  Latin,  7)M?yiHa/«s.)  in  ancient 
architecture,  a  term  applied  to  a  frieze,  which  swells,  or 
bulges  out,  in  manner  of  a  pillow,  p«/iii«Ks  ;  whence  the 
name. 

PUNCIIION,  or  Pc.NCiiEos,  (from  the  French,  poingon^) 
a  little  block  or  piece  of  steel,  on  one  end  of  which  is  some 
figure,  letter,  or  mark,  engraven  either  in  creux,  or  in  relievo; 
impressions  of  which  are  taken  in  metal,  or  some  other  mat- 
ter, by  striking  it  with  a  hammer.  There  are  various  kinds 
of  these  puncheons  used  in  the  mechanical  arts.  Such, 
for  Instance,  are  those  of  the  goldsmiths,  cutlers,  pew- 
tercrs,  &c. 

Pu.NCHios,  is  also  a  common  name  for  all  the  iron  instru- 
ments used  by  the  stone-cutters,  sculptors,  locksmiths,  &c.,  for 
the  cutting,  inciding,  or  piercing  their  several  matters. 

Those  of  sculptors  and  statuaries  serve  for  the  repairing  of 
statues,  when  they  are  taken  out  of  moulds. 

The  locksmiths  use  the  greatest  variety  of  punchions;  some 
for  piercing  hot,  others  for  piercing  cold  ;  some  fl.at,  some 
square,  some  round,  others  oval ;  each  to  pierce  holes  of  its 
respective  figure  in  several  parts  of  locks. 

Pu>-cnioN-,  or  Puxciiix,  in  carpentry,  a  piece  of  timber 
pl.aced  upright  between  two  posts,  whose  bearing  is  too 
great,  serving,  together  with  them,  to  sustain  some  heavy 
weight. 

.  The  punchion  is  usually  lower  and  slighter  than  either 
prick-posts  or  principal  posts,  and  is  joined  by  a  brace,  or 
the  like,  of  iron.  See  Post.  Those  on  each  side  of  a  door  are 
called  door  jumchions. 

PuNcnios  is  also  ft  piece  of  timber  raised  upright  under 
the  ridge  of  a  building,  in  which  the  little  forces,  &c.,  are 
jointed.     Vitruvius  calls  the  punchion  columen. 

PoNCHioN,  is  also  used  for  the  arbor  or  principal  part 


of  a  m.achine,  on  which  it  turns  vertically  ;    as  that  of  a 
crane,  &c. 

PUNT,  a  sort  of  oblong  flat-bottomed  boat,  with  a  square 
head  and  stern,  whose  floor  resembles  the  platform  of  a  floats 
ing  stiige  ;  used  by  shipwrights  for  breaming,  caulking,  or 
repairing  a  ship's  bottom.     It  is  also  used  in  some  canals. 

PURBECK  STONE,  (the  saxum  arenarium  ciiiereum 
Piirbecense  of  Da  Costa,  and  2)sadurium  fnahile  albido 
fusciim  of  Hill,)  an  alkaline  sand-stone,  harsh  and  rough, 
of  a  dis.agreeable  ash-colour,  very  heavy,  and  moderately 
hard;  of  a  texture  not  very  compact,  but  somewhat  porous, 
and  composed  of  an  angular  grit,  cemented  together  by  an 
earthy  spar :  it  cuts  freely,  ami  with  a  tolerably  even  or  smooth 
surface.  It  will  not  strike  fire  with  steel,  and  burns  to  a 
white  colour.  The  quarries  of  this  stone  are  in  the  island  of 
Purbeck,  in  Dorsetshire,  whence  it  is  brought  to  London  in 
great  quantities,  and  there  used  in  building,  and  for  pave- 
ments. Its  specific  gravity  is  3.68.  There  is  also  another 
kind  of  Purbeck  stone,  the  saxum  fusco-alhidinn  of  Da  Costa, 
and  the  si/mpexium  diirisnimum  sp/endidiim  albido-fiiscum  of 
Hill,  which  is  alkaline,  of  a  dull  disagreeable  pale-brownish 
white  colour,  and  cuts  to  a  very  smooth  surface :  it  is  of  a 
fine,  close,  compact  texture,  not  quite  destitute  of  brightness, 
but  full  of  sparks  of  pure  spar,  and  intimately  mixed  with 
vast  quantities  of  small  pectunculi,  which  are  often  saturated 
and  filled  with  the  same  substance  ;  is  very  heavy  and  hard, 
and  water  does  not  pervade  its  texture  ;  it  does  not  strike  fire 
with  steel,  and  when  burnt  acquires  a  clear  ashen  colour. 
This  stone  is  brought  from  Purbeck,  and  used  in  building, 
pavements,  &c.  Hill  informs  us,  that  it  is  likewise  found  in 
many  other  parts  of  the  kingdom,  and  that  there  are  large 
strata  of  it  in  Yorkshire. 

PUR  FLED,  (from  the  French,  pour  filer,  to  embroider,) 
ornamental  work,  whether  in  stone  or  other  materials,  repre- 
senting drapery,  embroidery,  or  lace- work. 

PURLINS,  pieces  of  timber  lying  across  the  rafters  on 
the  inside,  to  keep  them  from  sinking  in  the  middle  of  their 
length. 

Purlins  are  supported  by  the  principals.  The  strongest 
method  is  to  make  bridges  over,  as  in  the  present  practice  of 
the  construction  of  roofs. 

PUTEAL,  (from  the  hat'm,  puteo/us,  a  well,)  among  the 
Romans,  a  small  kind  of  edifice  raised  in  the  place  where  a 
thundor-bolt  had  fallen. 

PUTLOGS,  or  Putlocks,  short  pieces  of  timber,  abont 
seven  feet  long,  used  in  building  scaffolds.  They  lie  at  right 
angles  to  the  wall,  with  one  of  their  ends  bearing  upon  it, 
and  the  other  upon  the  ledges  or  poles  which  stand  parallel 
to  the  side  of  the  wall  of  the  building. 

PUTTY,  (from  the  French,  polee,)  a  kind  of  paste,  com- 
pounded of  whiting,  with  or  without  a  little  white-lead,  and 
linseed  oil,  beaten  together  to  the  consistence  of  a  tough 
dough  ;  used  by  glaziers  for  fivstening  the  squares  of  glass  in 
sash-windows,  &c.,  and  by  painters,  to  stop  up  the  crevices 
and  clefts  in  timber  and  wainscot,  to  prevent  the  wet  from 
getting  in  and  ruining  the  work. 

PliZZOL.'VNA,  or  Pozzol.\xa,  a  kind  of  subst.ance  formed 
of  volcanic  ashes,  more  or  less  compacted  together,  so  called 
from  Pozzuolo,  as  also  ptilvis  Piiteo/aniis,  from  Puteoli,  situ- 
ate near  mount  Vesuvius,  from  which  these  ashes  are  ejected, 
and  in  the  vicinity  of  which  it  abounds.  It  occurs  of  various 
colours,  white,  red,  or  black,  reddish,  or  reddish-brown,  gray  or 
grayish-black  ;  that  of  Naples  isgenerally  gray  ;  that  of  Civita 
Vecchia  is  more  generally  reddish,  or  reddish-brown.  The 
red  variety  is  the  proper  puzzolana  ;  the  black  and  the  white 
sorts  are  called,  in  Italy,  iipillo,  or  rapillo.  The  ashes  which 
overwhelmed  Pompeii  now  fbrm  an  immense  bed  of  white 
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puzzolana.  The  surface  of  this  substance  is  rough,  uneven, 
and  of  a  bakoj  appearance.  It  comes  to  us  in  pieces,  from 
the  size  of  a  nut  to  that  of  an  egg.  It  is  wiiolly  destitute  of 
internal  lustre  and  transparency.  It  is  easily  frangible,  and 
its  fracture  is  uneven  or  eartiiy,  and  porous ;  commonly  filled 
with  particles  of  pumice,  quartz,  scori;E,  &c.  Hardness,  3. 
Very  brittle.  Specific  gravity  from  2.570,  which  is  that  of 
the  black,  to  2.785,  rarely  2.8.  Its  smell  is  earthy.  It  is  not 
dillusible  in  cold-water;  but  in  boiling-water  it  gradually 
deposits  a  fine  earth.  It  does  not  effervesce  with  acids. 
Heated,  it  assumes  a  darker  colour,  and  easily  melts  into 
a  black  slag,  or,  with  borax,  into  a  yellowish-green  glass.  Before 
it  is  heated,  it  is  magnetic,  but  not  afterwards.  By  Mr. 
Bergman's  analysis,  it  contains  from  55  to  60  per  cent,  of 
siliceous  earth,  19  to  20  of  argillaceous  earth,  5  or  0  of  cal- 
careous earth,  and  from  15  to  20  of  iron.  When  mi.xcd  with 
a  small  proportion  of  lime,  it  quickly  hardens  ;  and  this  indu- 
ration takes  place  even  under  water.  This  singular  propei'ty 
proceeds,  as  Mr.  Kirwan  supposes,  from  the  magnetic  state  of 
the  iron  it  contains  ;  for  this  iron,  being  unoxygenated,  sub- 
tilly  divided,  and  dispersed  through  the  whole  mass,  and  thus 
oflering  a  large  surface,  quickly  decomposes  the  water  with 
which  it  is  mixed,  when  made  into  mortar,  and  forms  a  hard 
substance,  analogous  to  the  specular  iron-ore,  as  it  does  in  the 
iron  tubes,  in  which  water  is  decomposed,  in  the  experiments 
of  M.  Lavoisier  and  Dr.  Priestly  ;  for  in  these  the  iron  swells 
and  increases  in  bulk ;  and  so  does  puzzolana,  when  formed 
into  mortar,  as  we  learn  from  Higgins  on  Cements.  One  prin- 
cipal use  of  lime  seems  to  be  to  heat  the  water,  as,  while  it  is 
hot,  it  cannot  pervade  the  caked  argil  that  invests  the  ferru- 
ginous particles ;  yet,  in  time,  even  cold  water  may  pervade 
it,  and  produce  hardness ;  and  hence,  as  M.  Dolomieu  has 
observed,  lavas  become  harder  when  moistened.  If  the  mor- 
tar be  long  exposed  to  the  atmosphere,  fixed  air,  as  well  as 
pure  air,  will  unite  to  the  iron,  rust  will  be  produced,  and  the 
mortar  will  nut  then  harden,  as  Dr.  Iliggins  has  noticed. 
Clay,  over  which  lava  has  flowed,  is  frequently  converted  into 
puzzolana ;  but  volcanic  scorire  never  afford  it ;  either  because 
they  arc  much  calcined,  or  retain  sulphur,  or  its  acid.  The 
ancients  were  well  acquainted  with  this  substance  and  its 
properties :  and,  among  them,  its  principal  use,  as  it  has  been 
also  in  modern  times,  was  that  of  mixing  it  with  their 
cements  for  buildings  sunk  into  the  sea.  As  it  hardens  and 
petrifies  in  water,  it  is  of  particular  service  in  making  moles 
and  other  buildings  in  maritime  places. 

PYCNOSTYLE,  (from  txvkvo;-vXo(;,  formed  from  7tvkvo<;, 
close,  and  ^vXog,  colunin,ym  the  ancient  architecture,  a  build- 
ing where  the  columns  stand  very  close  to  each  other;  one 
diameter  and  a  half  of  the  column  being  allowed  for  the 
intercolumniation. 

The  pycnostyle  is  the  smallest  of  all  the  iutercoluraniations 
mentioned  by  Vitruvius.  Some  make  it  the  same  with  si/sli/le ; 
others  distinguish  the  latter  by  its  allowing  half  a  module 
more  in  the  Corinthian  intercolumniation. 

The  pycnostyle,  Mr.  Evelyn  observes,  chiefly  belonged  to 
the  Composite  order,  and  was  used  before  the  most  magni- 
ficent buildings  ;  as,  at  present,  in  the  peristyle  of  St.  Peter's 
at  Rome,  consisting  of  nearly  three  hundred  columns  ;.  and 
such  as  yet  remain  of  the  ancients  among  the  lately-discovered 
ruins  of  Palmyra. 

PYRAMID,  (from  the  Greek,  nvQaiug — -derived  from  nvp, 
firo)  a  solid  standing  on  a  square,  triangular,  or  polygonal 
basis,^  and  terminating  at  top  in  a  point ;  or  a  body  whose 
base  is  a  regular  rectilinear  figure,  and  whose  sides  are  plain 
triangles;  their  several  verticals  meeting  together  in  one 
point. 

Euclid  defines  it  a   solid  figure,   consisting  of  several 


triangles,  whose  bases  are  all  in  the  same  plane,  and  have 
one  common  vertex. 

The  pyramid  is  said  to  be  triangular,  qnadrangular, 
qtiinquanr/ular,  &c.,  according  as  the  base  is  triangular, 
quadrangular,  &c.  The  pyramid  may  be  called  a  square, 
triangular,  &c.  cone  ;  or  the  cone  may  be  denominated  a 
round  pyramid.  When  very  narrow  at  bottom,  i.  e.  their 
base  very  small,  they  are  called  obelisks  and  needles. 

Some  derive  the  word  from  irvpog,  witeat,  and  aiiau, 
coUicjo  ;  pretending  that  the  first  pyramids  were  built  by  the 
patriarch  Joseph,  for  granaries.  But  Villalpandus  and 
Bryant,  with  much  better  reason,  derive  the  word  from  7n;p, 
fire ;  because  of  their  ending  in  a  point  like  flame  ;  whence 
the  latter  writer  conceives  them  to  have  been  originally 
altars  dedicated  to  the  sun. 

Wilkins,  conversant  with  the  Coptic  tongue,  suggests 
another  derivation  from  that  language,  in  which  pouro  signi- 
fies a  king,  and  miri,  a  race  or  generation  ;  and  he  says,  the 
pyi-amids  were  thus  called,  because  they  were  erected  to 
preserve  the  memories  of  the  Egyptian  kings  and  their 
families ;  and  that  those  who  descended  from  them  had 
recourse  to  these  pillars  in  order  to  prove  their  pedigree  : 
but  this  supposition  can  have  very  little  weight,  when  it  is 
recollected  that  the  memory  of  the  founder  of  the  largest  of 
the  Egyptian  pyramids  was  lost  long  before  the  days 
of  Herodotus.  And  as  to  their  having  been  erected  for 
granaries,  their  internal  capacity  is  so  limited,  that  the  nation 
could  have  derived  no  just  benefit  from  them.  We  therefore 
prefer  the  idea  of  Villalpandus  and  Bryant  as  to  the  deriva- 
tion of  the  term. 

Pyramids  are  now,  sometimes,  erected  to  preserve  fhe 
memory  of  singular  events,  or  to  transmit  to  posterity  the 
glory  and  magnificence  of  princes  ;  but,  as  they  are  the  sym- 
bols of  immortality,  they  are  more  commonly  used  as  funeral 
monuments.  Such  is  that  of  Cestius  at  Rome,  the  mausoleum 
of  that  distinguished  Roman,  who  was  one  of  the  seven  officers 
called  Epulones,  and  is  said  to  have  lived  under  Augustus; 
it  was  repaired  in  1673  by  Pope  Alexander  VII. 

The  pyramids  of  Egypt,  comprehending  the  great  and 
small,  are  very  numerous ;  of  these  there  are  about  twenty 
of  the  largest  size.  The  most  remarkable  are  the  three 
pyramids  of  Memphis,  or,  as  they  are  now  called,  of  Gheisa, 
Geeza,  or  Gize.  The  dimensions  of  the  greatest  of  these 
have  been  differently  stated  both  by  ancient  and  modern 
writers.  Herodotus  (lib.  ii.)  makes  the  base  of  it  to  be  800 
Grecian  feet  long ;  Diodorus  (lib.  i.)  700  ;  Strabo  (lib.  xvii.) 
less  than  600  ;  and  Pliny  (lib.  xxvi.  c.  12.)  883  feet.  Among 
the  moderns,  Sandys  found  it  to  be  300  paces;  Bellonius,  324 ; 
Greaves,  693  English  feet;  Le  Bruyn,  704  French  feet,  or 
750  English  feet ;  Prosper  Alpinus,  750  French  feet ; 
Thevenot,  682;  Niebuhr,  710;  Chazelles,  704.80  English 
feet.  In  order  to  reconcile  these  differences,  Dr  Shaw 
observes  that  none  of  the  sides  of  this  pyramid  are  exactly 
upon  a  level ;  so  that  it  is  difficult  to  find  a  true  horizontal 
base  ;  besides,  it  is  impossible  to  say  how  much  the  drifts  of 
sand,  to  which  it  is  exposed,  may  have  been  accumulated 
above  the  foundation  of  it ;  and,  therefore,  all  calculations 
depending  upon  the  time  and  circumstances  of  the  situation, 
when  they  were  made,  must  be  exceedingly  precarious.  The 
perpendicular  altitude  of  it,  according  to  Greaves,  is  499  feet ; 
but  its  oblique  height  is  equal  to  the  breadth  of  the  base, 
or  693  feet.  The  whole  area  of  the  base  contains  480,249 
square  feet,  or  H^Vot  English  acres.  The  height,  accord- 
ing to  Herodotus,  is  SOO  French  feet;  according  to  Strabo, 
625;  according  to  Diodorus  Siculus,  600  and  a  fraction;  as 
stated  by  Le  Bruyn,  610;  by  Prosper  Alpinus,  625;  by 
Thevenot,  520  ;  by  Niebuhr,  440.     The  ascent  to  the  top  of 
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this  pyramid  is  by  steps,  the  lowermost  being  nearly  four  foot 
liigli  and  three  broad ;  the  second,  of  the  same  dimensions, 
but  retiring  inward  from  the  lirst  about  three  feet;  and  in 
the  same  manner  the  third  row  is  placed  upon  the  second,  and 
the  rest  in  the  same  order,  to  the  top,  which  terminates  in  a 
small  Hat  or  square ;  and  they  are  so  disposed,  that  a  line 
stretched  from  tlie  bottom  to  the  top  would  touch  the  angle 
of  every  step.  These  steps  are  called  by  Herodotus  little 
altars,  on  account  of  their  tbrm  ;  and  their  number  has  been 
variously  assigned  :  Greaves  states  them  at  207  ;  Maillet  at 
208 ;  Pococke  at  212  ;  Belon  at  250  ;  Thevenot  at  208,  and 
Cluizelles  at  498.222  English  feet. 

This  pyramid  is  situate  on  a  rocky  hill,  in  the  sandy  desert 
of  Libya,  about  a  quarter  of  a  mile  from  the  plains  of  Egypt, 
above  which  the  rock  rises  100  feet  or  more,  with  a  gentle 
and  easy  ascent.  Upon  this  advantageous  elevation,  .and  solid 
basis,  the  pyramid  is  erected  :  the  height  of  situation  adding 
to  the  beauty  of  the  work,  and  the  solidity  of  the  rock  atlbrd- 
ing  it  a  stable  support. 

VVc  may  here  observe,  that  the  sides  of  this  pyramid  stand 
exactly  facing  the  four  cardinal  points,  and  consequently 
mark  the  true  meiidian  of  the  place:  which  precise  position 
could  not  have  been  well  owing  to  chance,  but  was,  probably, 
the  etlect  of  design  and  ait.  We  may  hence  infer  that  the 
Egyptians  had  made  an  early  progress  in  astronomy. 

The  entrance  is  nearly  in  the  centre,  and  a  passage  descend- 
ing at  an  angle  of  27'^  terminates  in  an  unfinished  chamber, 
below  the  level  of  the  ground.  About  100  feet  from  the 
entrance,  this  passage  is  joined  by  an  upper  one,  which 
ascends  at  the  same  angle  to  the  great  gallery,  where  it  runs 
horizontally  into  what  is  now  called  the  Queen's  Chamber. 
But  the  gallery  itself,  continuing  at  an  angle  of  27"^,  leads 
to  a  larger  room,  called  the  King's  Chamber,  in  which  is  a 
saicophagus  of  red  granite,  7  feet  4  inches  by  3  feet,  being 
only  3  inches  less  than  the  width  of  the  door  by  which  it 
was  admitted.  At  the  bottom  of  the  great  gallery  is  the 
Well ;  and  it  was  by  this  that  the  workmen  descended, 
ufier  they  had  closed  the  lower  end  of  the  upper  passage, 
which  was  done  with  blocks  of  granite.  And  having  gone 
down  by  the  well,  and  reached  the  lower  passage,  they 
followed  it  upwards  to  the  mouth,  which  ihey  also  closed. 

Several  other  chambers  and  passages,  hitherto  undiscovered, 
no  doubt  exist  in  the  upper  part  of  the  pyramid,  and  one  seems 
to  be  coimectcd  with  the  summit  of  the  great  gallery.  It 
appears  to  run  upwards  in  a  contrary  direction  to  the  north, 
from  that  end  which  is  above  the  well ;  where  a  block,  appa- 
rently of  granite,  projects  at  the  complement  of  the  usual 
angle  of  these  passages.  It  probably  turns  afterwards,  and 
extends  in  a  southerly  direction  over  the  great  gallery. 
Above  what  is  called  the  King's  Chamber,  is  a  low  room, 
which  should  support  another  similar  chamber,  and  the  stone 
at  the  south-west  corner  of  it,  has  probably  been  let  in  after 
the  workmen  had  closed  the  above-mentioned  passage ;  so  that 
this  room  served  also  as  an  outlet  from  the  upper  apartments, 
as  the  well  from  those  about  the  great  gallery. 

The  second  pyramid  stands  at  about  a  bow-shot  from  the 
first,  towards  the  south.  Herodotus  says,  after  having 
measured  both,  that  it  falls  short  of  the  other  in  magnitude  ; 
that  it  has  no  subterraneous  chambers,  and  that  the  Nile  is 
not  conveyed  into  it  by  a  channel,  as  into  the  former,  but  that 
it  is  of  equal  altitude.  Diodorus  says  it  resembles  the  first 
in  architecture,  but  is  inferior  in  magnitude  ;  each  side  of  the 
base  containing  a  stadium,  or  000  Grecian  feet,  in  length,  so 
that  by  his  computation  each  side  is  less  than  that  of  the 
former  in  length  by  100  feet.  Pliny  makes  the  dillerence 
to  be  greater  by  40  feet.  Thevenot  makes  it  but  031  feet 
square.     Strabo  supposes  these  pyramids  to  be  equal ;  and 


Greaves  assures  us,  that  the  basis  of  both  are  alike,  and  that 
the  height  of  the  second  is  not  inferior  to  that  of  the  first. 
This  pyramid  is  built  of  white  stones,  not  near  so  large  as 
those  of  the  first :  the  sides  do  not  rise  with  gradations,  but 
are  smooth  and  equal,  and  the  whole  fabric,  except  on  the 
south  side,  is  quite  entire.  On  the  North  and  West  sides  of 
this  second  pyramid  are  two  very  stately  and  elaborate  pieces 
of  architecture,  about  33  feet  in  depth,  and  about  1,400  in 
length,  cut  out  of  the  rook  in  a  perpendicular  direction,  and 
squared  by  a  chisel ;  supposed  to  be  designed  for  the  lodgings 
of  the  Egyptian  priests.  The  entrance  to  the  interior  is  on 
the  north  front. 

The  first  passage  is  Innlt  of  granite,  the  rest  are  cut  out  of 
the  natural  sandstone  rock,  which  rises  above  the  level  of  the 
basis  of  the  pyramid.  This  passage  is  104  feet  long,  4  feet 
high,  and  3  feet  0  inches  wide ;  descending  at  an  angle  of 
20'^,  at  the  bottom  is  a  portcullis,  beyond  winch  is  a  horizon- 
tal passage  of  the  same  height  as  the  first,  and  at  the  distance 
of  22  feet,  it  descends  in  a  dilTercnt  direction,  leading  to 
some  passages  below.  Hence  it  re-ascends  towards  the 
centre  of  the  pyramid,  by  a  gallery  81  feet  long,  0  feet  high 
and  3.0  feet  wide,  leading  to  a  chamber  also  cut  out  of  the 
solid  rock.  The  chamber  is  40  feet  in  length,  10  feet  wide, 
and  23.0  feet  high,  and  contained  a  sarcophagus  of  granite, 
8  feet  long,  3.0  feet  wide,  and  2.3  feet  deep  in  the  inside. 
Returning  from  the  chamber  to  the  bottom  of  the  gallery, 
a  passage  descends  at  an  angle  of  20°  to  the  extent  of  48.0 
feet,  when  it  takes  a  horizontal  direction  for  a  length  of  05 
feet ;  it  then  ascends  at  the  same  angle,  and  proceeds  to  the 
base  of  the  pyramid,  where  another  entrance  is  formed  from 
the  outside. 

About  the  middle  of  the  horizontal  passage,  there  is  a 
descent  into  another  chamber,  which  is  32  feet  long,  10  feet 
wide,  and  8  feet  0  inches  high. 

The  third  pyramid  stands  at  about  the  distance  of  a  fur- 
long from  the  second,  on  an  advantageous  rising  of  the  rock, 
so  that  at  a  distance  it  appears  equal  to  the  former,  though 
it  is  really  much  less  and  lower.  Herodotus  says  it  is  300 
feet  on  every  side,  and  to  the  middle,  built  of  Ethiopic  mar- 
ble. Diodorus  gives  the  same  dimensions  of  its  base,  and 
adds,  that  the  walls  were  raised  fifteen  stories  with  black 
stone,  like  Thebaic  marble,  and  the  rest  finished  with  such 
materials  as  the  other  pyramids  arc  built  with  ;  that  this 
piece  of  work,  though  exceeded  by  the  two  firmer  in  magni- 
tude, yet  far  excels  them  in  respect  to  the  structure,  art,  and 
magnificence  of  the  marble  ;  and  that  on  the  side  towards  the 
north,  the  name  of  Mycerinus,  the  founder,  is  engraved  ;  but 
this  inscription  has  been  defaced  by  time.  Pliny  writes  to 
the  same  effect,  except  that  he  makes  this  pyramid  303  feet 
between  the  angles. 

Dr.  Shaw  apprehends,  that  neither  of  these  pyramids  was 
ever  finished,  supposing  that  the  steps  already  mentioned 
should  have  been  filled  up  with  prismatical  stones,  so  that 
each  side  of  the  pyramid  might  be  smooth  and  level,  like 
that  of  Cestius  at  Rome. 

But,  from  the  description  of  Maillet  and  Savary,  the  first 
pyramid  appears  to  have  been  covered  with  a  coating  of 
marble,  and  thus  finished  on  the  outside,  but  closed ;  and  that 
it  has  been  since  forcibly  opened,  and  the  stones  which  shut 
the  passage,  and  were  of  an  enormous  size,  have  been 
removed.  This  passage  was  composed  of  marble,  and  the 
stones  which  form  its  four  sides  are  of  the  finest  white  and 
hardest  marble. 

The  ancients  inform  us,  that  the  stones  of  the  pyramids 
were  brought  from  the  mountains  of  Arabia ;  and  Herodotus 
(lib.  ii.  c.  121.)  has  described  the  manner  in  which  they  were 
conveyed;    but  Dr.  Shaw  imagines,  that  they  were  taken 


from  the  spot  where  they  were  employed  ;  and  he  observes, 
Ihiit  iho  greatest  of  ihein,  especially,  is  nut  an  entire  heap  of 
liewn  stones,  bucause  that  pt)rtion  of  it  which  lies  below  the 
horizontal  section  of  the  entrance,  may  probably  be  no  more 
than  an  incrustation  of  the  natural  rock  on  which  it  is 
founded.  ^Ir.  Bryan  I  conjectures  that,  like  the  spliyiix,  which 
stands  directly  in  the  front  of  thc,second  pyramid,  they  were 
immense  rocks  which  stood  upon  the  brow  of  the  mountain  ; 
that  the  Egyptians  cased  them  over  with  large  stones,  and 
brought  them,  by  these  means,  to  a  degree  of  symmetry 
and  proportion.  At  the  same  time,  they  filled  up  the 
minecessary  interstices  with  rubbish  and  mortar,  and  made 
ciiambers  and  apartments,  as  the  intervals  in  the  rock  allowed, 
being  obliged  to  humour  the  indirect  turns  and  openings  in 
the  original  mass,  to  execute  what  they  proposed.  This  he 
infers  from  the  narrowness  and  unnecessary  sloping  of  the 
passages,  which  are  often  very  close  and  steep,  and  also  from 
the  fewness  of  the  rooms  in  a  work  of  so  immense  a  structure. 
That  the  pyramids  were  built  upon  a  rock,  in  the  place 
where  they  now  stand,  was  suggested  by  Mr.  Ilookc. 

The  pyramids  of  Saccara,  which  are  as  many  as  20  in 
number,  vary  in  form,  dimensions,  and  construction.  They 
extend  five  miles  to  the  north  and  south  of  the  village  of 
Saccara.  Some  of  them  are  rounded  at  the  top,  and  resemlale 
hillocks  cased  with  stone.  One  is  constructed  with  steps, 
like  that  of  Cheops.  They  are  six  in  number,  e.ach  25  feet 
hii;h,  and  1 1  feet  wide.  The  height  of  one  in  the  group 
is  IM  feet.  Another,  built  also  in  steps,  is  supposed  to  be 
as  high  as  that  of  Cheops.  The  stones  whereof  they  are 
composed  are  much  decayed,  and  more  crumbling  than  those 
of  Gizch,  hence  they  are  considered  older.  One  of  them  is 
formed  of  unburnt  bricks,  containing  shells,  gravel,  and 
chopped  straw. 

The  general  opinion,  with  regard  to  the  intention  and  use  of 
pyramids,  is,  that  they  were  sepulchres  and  monuments  of  the 
dead,  particularly  of  kings.  This  is  expressly  affirmed  by 
Diodorus,  (lib.  i.)  and  Strabo  (lib.  xvii.)  ;  and  the  opinion 
is  confirmed  by  the  writings  of  the  Arabians.  And  the 
reason,  says  Greaves,  of  their  erecting  these  magnificent 
structures  is  founded  on  the  theology  of  the  Egyptians,  who, 
asServius  shows,  in  his  Comment  rqwii  FiV(7i7(yEneid,  lib.  iii.) 
where  he  describes  tiie  funeral  of  Polydorus — Animamque 
sepulchro  condimus — believed,  that  as  long  as  the  body 
endured,  so  long  the  soul  continued  with  it ;  and  this  was 
also  the  opinion  of  the  Stoics.  The  reason  of  their  building 
their  sepulchres  in  the  form  of  pyramids,  was  either  from  a 
notion  that  this  was  the  most  permanent  form  of  structure, 
or  because  they  hereby  intended  to  represent  some  of  their 
gods ;  particularly,  as  Greaves  conjectures,  Osiris,  or  the 
sun  with  many  rays  ;  for,  under  this  form,  the  statues  of 
the  gods  were  frequently  exhibited,  and  the  gods  themselves 
worshipped. 

Among  the  Egyptians,  the  pyramid  is  said  to  have  been 
a  symbol  of  human  life  ;  the  beginning  of  which  is  repre- 
sented by  the  base,  and  the  end  by  the  apex  ;    on  which 
account  it  was  that  they  used  to  erect  them  on  sepulchres. 
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The  tomb  of  Porsenna,  king  of  Etruria,  at  Clusium,  in 
Italy,  is  an  ancient  monument  of  square  stone,  each  side  of 
which  is  300  feet  broad,  and  50  feet  high.  Within  the 
square  base,  says  Pliny,  quoting  froin  Varro,  there  is  an 
inextricable  labyrinth;  upon  tins  square  stand  five  pyramids, 
four  in  the  angles,  and  one  in  the  middle,  75  feet  broad  at 
the  bottom,  and  150  feet  high,  and  terminating  in  a  point; 
at  top,  they  are  covered  with  a  brass  circle,  from  which 
are  suspended  bells,  which  arc  put  in  motion  by  the  wind, 
so  that  their  sound  may  be  heard  at  a  great  distance.  Upon 
this  circle  are  four  other  pyramids,  each  100  feet  high  ; 
above  which,  upon  one  plane,  are  five  other  pyramids. 

Pyramids  are  found  in  various  parts  of  the  world  ; 
indeed,  the  form  of  structure  seems  to  have  been  not  un- 
common. Pyramidal  tombs  are  found  in  Abyssinia,  and 
even  in  Mexico,  and  the  same  form  is  observable  in  the 
constructed  temples  and  pagodas  of  India  and  China.  See 
Egyptian  and  Mexican  Architectuke. 

Pyramid,  Properties  of  the.  1.  All  pyramids  and  cones 
standing  on  the  same  base,  and  having  the  same  altitude,  are 
demonstrated  to  be  equal. 

2.  A  triangular  pyramid  is  the  third  part  of  a  prism, 
standing  on  the  same  base,  and  of  the  same  altitude. 

3.  Hence,  since  every  multangular  may  be  divided  into 
triangulars,  every  pyramid  is  the  third  part  of  a  prism, 
standing  on  the  same  basis,  and  of  the  same  altitude. 

4.  If  a  pyramid  be  cut  by  a  plane  parallel  to  its  base,  the 
section  will  be  similar  to  the  base. 

5.  All  pyramids,  prisms,  cylinders,  &c.,  are  in  a  ratio 
compounded  of  their  bases  and  altitudes :  the  bases,  there- 
fore, being  equal,  they  are  in  propoition  to  their  altitudes ; 
and  the  altitudes  being  equal,  they  are  in  proportion  to 
their  bases. 

6.  Similar  pyramids,  prisms,  cylinders,  cones,  &c.,  are  in 
a  triplicate  ratio  of  their  homologous  sides. 

7.  Equal  pyramids,  &c.  reciprocate  their  bases  and  alti- 
tudes :  i.  e.  the  altitude  of  the  one  is  to  that  of  the  other, 
as  the  base  of  one  is  to  the  base  of  the  other. 

8.  A  sphere  is  equal  to  a  pyramid  whose  base  is  equal  to 
the  surface,  and  its  height  to  the  radius  of  the  sphere. 

Pyramid,  to  measure  the  surface  and  solidity  of  a  :  Find 
the  solidity  of  a  prism  that  has  the  same  base  and  height 
with  the  given  pyramid  :  divide  this  by  three ;  and  the 
quotient  will  be  the  soliility  of  the  pyramid.  Or,  multiply 
the  base  by  the  perpendicular  height ;  and  one-third  of  the 
product  will  be  the  content. 

The  surface  of  a  pyramid  is  obtained,  by  finding  the  areas 
of  the  base  and  of  the  lateral  triangles.  The  sum  of  these 
is  the  area  of  the  pyramid.  The  external  surface  of  a  right 
pyramid,  standing  on  a  regular  polygonal  base,  is  equal  to 
the  altitude  of  one  of  the  triangles  which  compose  it, 
multiplied  by  the  circumference  of  the  base  of  the  pyramid. 

Pyramid,  Frustum  of  a.     See  Frustum. 

Pyramid,  Truncated.     See  Truncated. 

PYRAMIDOID,  a  solid  generated  by  the  revolution  of 
a  pyramid  about  its  base. 
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QUADRA,  ill  building,  any  square  border,  or  frame,  en- 
compassing a  basso-relievo,  paiu'l,  painting,  or  oUier  work. 

The  word  is  also  used,  erroneously,  tor  a  frame  or  border, 
of  any  other  form  ;  as  round,  oval,  or  the  like. 

QUADUjE,  the  fillets  on  either  side  of  the  scotia  of  the 

Ionic  base.     Also  the  plinth  or  lower  member  of  the  podinm. 

C2UA1-)UAN(JLE,  (from  the  Latin  Quai/nintus,  quartered, 

and  aiitiii/iis,  a  eorner)  a  quad rangular,  or  quadrilateral  figure ; 

or  a  figure  which  has  four  sides,  or  four  angles. 

To  the  class  of  quadrangles,  or  quadrangular  figures, 
belong  the  square,  parallelogram,  trapezium,  rhombus,  and 
rhomboides. 

A  square,  &c.  is  a  regular  quadrangle  ;  a  trapezium,  an 
irregular  one. 

Quadrani;ular  figures  are  not  proper  for  fortifications  ;  the 
flanks  and  flanked  angles  being  too  small. 

QUADItANT,  (from  the  I.atiii  quadrans,  a  fourth  part) 
an  arc  of  a  circle,  containing  90  degrees,  or  one-fourth  of 
the  entire  periphery. 

Sometimes,  also,  the  space,  or  area,  included  between  this 
arc  and  two  radii,  drawn  from  the  centre  to  each  extremity 
thereof,  is  called  a  quadrant,  or,  more  properly,  a  quadranlal 
space ;  as  being  a  quarter  of  the  entire  circle. 

QUADRATURE,  (from  the  Latin,  qnadratura)  literally, 
the  finding  of  a  square  equal  in  area  to  any  given  figure  ; 
which  w.as  the  method  the  ancients  m.ade  use  of,  when  they 
had  in  view  the  determination  of  the  surface  of  any  space ; 
but  the  term,  quudrature,  has  now  a  more  indefinite  signifi- 
cation;  implying,  in  general,  the  determination  of  the  area 
of  a  figure,  without  any  reference  to  the  geometrical  exhibi- 
tion of  it,  in  a  square  or  other  rectilinear  form. 

QUADRELS,  a  kind  of  artificial  stones,  perfectly  square  ; 
whence  their  name.  They  are  made  of  a  chalky,  or  whitish 
and  pliable  earth,  &c.,  dried  in  the  shade  for  at  least 
two  years. 

They  were  formerly  in  great  request  among  the  Italian 
architects. 

QUADRIFORES,  folding-doors  which  are  divided  into 
two  in  the  height,  so  making  four  flaps. 

QUADRILATERAL,  from  the  Latin,  qmtuor,  four, 
and  latus,  a  side)  a  figure  whose  perimeter  consists  of  four 
right  lines,  making  four  angles  ;  whence  it  is  also  called  a 
quadrangular  figure. 

If  the  several  angles  be  right,  the  figure  is  a  rectangular 
q\iadrilateral.     If  oblique,  an  oblique-angular  quadrilateral. 
If  the  sides  of  a  quadrilateral  be  ecpial,  and  the  angles 
right,  the  figure  is  a  square. 

If  the  sides  be  equal,  but  the  angles  unequal,  the  figure  is 
a  rhombus. 

If  the  angles  be  equal,  and  the  sides  unequal,  the  figure  is 
a  rectangle. 

If  only  the  opposite  angles  and  sides  be  equal,  the 
quadrilateral  is  a  rhomboides. 

If  the  opposite  angles  and  sides  be  unequal,  the  quadri- 
lateral is  a  trapezium. 

If  .any  side  of  a  quadrilateral,  inscribed  in  a  circle,  be 
produced  out  of  the  circle,  the  external  angle  will  be  equal 
to  the  opposite  internal  angle. 

QUADRII'ORTICUS,  a  quadrangle  with  porticos  or 
ambulatories  on  each  side. 


QUARREL,  a  lozenge-shaped  pane  of  gl.ass  ;  also  a  tile 
or  other  material  of  the  same  form  ;  same  as  Quahrt. 

(JU.\RRY,  (from  the  Irish,  ciirriij,  a  stone  mine,  or 
place  where  stones  are  digged.  The  methods  which  arc 
practised  in  searching  fir,  and  ascertaining  the  presence  of 
dillcrent  sorts  of  materials  of  this  nature,  arc  principally 
those  of  boring,  by  means  of  an  auger  or  borer  made  for 
the  [lurposo,  into  the  earth,  and  digging  into  it  in  other 
ways.  In  searching  for  most  sorts  of  mineral  substances, 
coals,  and  some  other  matters,  the  use  of  the  borer  is  con- 
stantly first  had  recourse  to,  and  not  th.at  of  sinking  a  shaft, 
however  tavourable  the  appearances  of  the  place  maybe  for 
the  purpose,  and  the  success  of  the  undertaking.  The 
ground  is  first  tried  by  this  means,  and-a  certainty  of  success 
or  failure  gained,  as  well  as  that  of  the  most  proper  situation 
for  sinking  the  shaft,  or  making  the  opening,  or  pit,  without 
much  expense  being  incurred,  in  case  of  the  former.  In 
trying  for  ochres,  marls,  and  other  similar  articles,  the  same 
implement  is  also  in  common  use.  But  in  raising  and 
providing  lime-stone,  free-stone,  flags,  and  slates,  &c.,  in 
some  cases,  digging  down  into,  and  opening  the  ground, 
by  spades  and  other  tools,  is  the  mode  employed  in  the 
first  instance,  in  consequence  of  such  substances  being 
obviously  present  in  sufficient  quantities  to  be  wrought  with 
advantage. 

Lime-stone  is  a  very  general  sort  of  stone,  raised  from 
quarries  and  pits,  in  many  difl'ercnt  parts  of  this  country,  as 
in  Devonshire,  Sussex,  Kent,  &c.,  towards  the  south,  where 
it  lies  in  vast  beds,  from  which  it  is  dug  for  use;  in  the 
more  midland  counties,  as  in  Gloucestershire,  Shropshire, 
Derbyshire,  Stalfordshiro,  and  others,  where  it  exists,  and 
is  employed  to  a  still  greater  extent ;  but  bj'  far  the  most 
extensively  in  those  farther  to  the  north,  as  Lancashire, 
Westmoreland,  Yorkshire,  Cumberland,  and  some  districts 
of  Scotland.  In  many  parts  of  the  county  of  Lancaster,  it 
is  dug  and  raised  from  quarries,  where  it  lies  in  a  stratified 
manner  at  no  great  depth  from  the  surface,  being  got  up 
without  much  diffu'ulty  or  trouble  ;  while,  in  other  places, 
it  is  forced  from  the  solid  rock  with  great  labour  and 
expense.  This  is  likewise  the  case  iu  many  other  districts. 
Wherever  it  is  met  with  it  is  almost  const.antly  a  quarry 
material  of  great  value,  and  affords  much  employment  to 
labourers. 

In  the  county  of  Kent,  the  banks  of  some  of  the  large  rivers 
arc  scooped  out  into  stone  quarries  in  a  remarkable  manner, 
some  of  them  worn  out  and  disused,  others  in  the  state  of 
being  wrought.  It  has  been  observed,  that  this  is  the  nearest 
stone  county  into  which  water-carriage  can  penetrate  from 
the  metropolis;  and  that  the  original  London  was  built,  .as 
well  as  the  modern  one  chiefly  paved,  by  materials  from  this 
district,  such  as  the  rag  stone,  and  the  large  pebbles  gathered 
on  the  sea-shores,  befiire  the  Scottish  granite  came  into  use. 
In  the  neighbourhood  of  Maidstone,  thi'rc  arc  a[>j)car.ances  of 
many  abandoned  and  negU'cted  quarries  of  this  nature ;  but 
the  most  considerable,  which  were  lately  wrought  in  that 
vicinity,  arc  those  of  Farleigh  and  Eant.  In  each  of  these, 
blocks  of  stones,  of  dilTcrent  kinds,  and  of  every  form  and 
size,  are  met  with,  being  separated  by  seams,  .and  large  irre- 
gular masses  of  earth  of  various  qualities :  among  the  rest, 
brick  earth  of  the  best  quality.     In  some  places,  the  stoues 
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are  buried  several  feet  under  these  earthy  materials :  in 
oliicrs,  the  rocic  rises  to  the  surfaoo.  After  this,  the  quarry- 
men  worm  their  way;  following  it  with  iirej;nhir  windings, 
leaving  behind  thcni  refuse  iu  greater  quantity  than  the  use- 
ful materials  which  they  raise. 

The  stony  surfaces  which  are  principally  met  with  in  them 
are  of  two  very  distinct  kinds:  the  one  hard  and  of  a 
strong  contexture,  provincially  denominated  nuj  or  Kentish 
rag  ;  the  other  of  a  sotl  crumbly  nature,  provincially  termed 
hassock.  The  quarrymcn  arc  in  the  practice  of  dividing  the 
first  sort  into  two  kinds  ;  wiiat  they  call  the  common-rag 
and  the  cork-stone,  the  latter  being  their  principal  oliject  in 
these  immense  works.  It  has,  in  its  general  appearance, 
much  resemblance  to  the  strong  gray  limestones  which  are 
found  in  diilerent  parts  of  this  country  ;  but  when  minutely 
examined  by  means  of  a  glass,  its  fracture  and  contexture 
have  the  characters  of  the  Devonshire  marbles  :  e.\cept  that 
the  grain  of  this  sort  of  stone  is  somewhat  coarser.  In 
colour,  too,  it  differs  from  those  marbles,  having  a  greater 
resemblance  to  the  Yorkshire  limestones.  It  is  used  for 
diderent  purposes;  much  of  it  is  sent  to  the  neighbourhood 
of  London,  where  it  is  burnt  into  lime  for  the  use  of  the 
sugar-bakers  ;  who  for  some  reason  or  other  chiefly  employ- 
lime  burnt  from  this  material,  or  stone,  instead  of  that  from 
chalk.  It  is  likewise  made  use  of  as  a  building  material ; 
and  particularly  in  pedestals,  for  the  posts  of  cattle-sheds, 
and  other  form-offices.  It  is  hewn  with  stone-masons'  a.ves, 
working  with  tolerable  freedom. 

It  is  very  durable,  as  some  part  of  the  basement  of  West- 
minster Abbey  appears  to  have  been  built  with  I'lie  stone 
from  these  quarries.  In  this  case,  it  seems  to  have  been 
dressed  smooth:  and  the  surface  still  remains  with  little 
alteration;  having  withstood  the  attacks  of  time  with  great 
firmness ;  it  being,  even  now,  difficult  to  detect  a  loosened 
splinter  in  the  work. 

The  common  rag-stone  comprehends  all  the  different  kinds 
which  are  met  with  in  these  quarries,  except  that  of  the 
above,  and  that  which  is  of  the  hassocky  nature ;  though 
the  true  unmixed  rag  is  a  distinct  sort,  having  characters 
different  from  any  of  the  others.  In  colour,  it  inclines  more 
to  the  red,  or  liver  colour,  than  that  of  the  cork-stone,  but 
otherwise  resembles  it  considerably.  Viewed  with  a  glass, 
its  grain  is  finer,  and  the  fracture  (lint-like. 

It  has  of  late  years  come  into  vary  extensive  use.  Its 
constituents  are — carbonate  of  lime,  with  a  little  magnesia, 
92.6  ;  earthy  matter,  6.5  ;  oxide  of  iron,  0.5  ;  and  carbona- 
ceous matter,  0.4  =  100. 

The  hassocky-stone  appears,  to  the  naked  eye,  to  be  of  a 
soft,  white,  sandy  quality  ;  and  its  fracture  is  the  same  ;  but 
under  the  glass,  its  grain  is  fine,  its  contexture  uniform,  and 
so  thickly  interspersed  with  small  seed  like  granules,  of  a 
dark  or  black  colour,  as  to  give  it  a  gray  appearance;  some- 
times bearing  evident  impressions  of  shells.  Its  texture  is 
loose  and  brittle,  crumbling  easily  between  the  fingers  into  a 
coarse,  sand  like  powder.  It  will  not  burn  into  good  lime, 
although  it  is  almost  wholly  calcareous. 

Its  principal  use  is -that  of  forming  a  loose  friable  sort  of 
rubbly  sub-soil,  in  some  places,  where  it  is  admirably  suited 
to  the  growth  of  saintfoin,  and  some  other  crops  of  the  plant 
as  well  as  of  the  fruit-tree  kinds. 

^  The  quarries  in  several  other  counties  contain  stony  mate- 
rials of'all  these  different  kinds,  which  are  wrought  and 
applied  to  a  variety  of  uses. 

Quarries  of  marble  are  wrought  in  several  districts  in 
different  parts  of  the  country,  and  afford  great  advantages  in 
various  ways.  In  Sussex  they  have  a  rnarble,  which,  when 
cut  into  slabs,  is  used  for  ornamenting  chimney-pieces,  and 


other  purposes.  It  is  equal  in  quality  and  beauty  to  most 
sorts,  when  highly  polished.  For  square  building  and  pav 
ing,  it  is  also  a  material  scarcely  to  be  excelled.  By  burning, 
it  likewise  affords  a  very  valuable  manure,  equal,  and  by 
some  thought  superior,  to  chalk,  being  cheaper  to  those  who 
are  near  the  places  from  which  it  is  dug.  It  is  found  the 
most  perfect  about  Kirdfbrd,  at  the  depth  of  from  ten  to 
twenty  feet  under  ground,  in  flakes  nine  or  ten  inches  in 
thickness,  and  is  called  Petworlh  marble.  ^  It  was  much 
employed  in  building  the  cathedral  at  Canterbury  ;  the  pil- 
lars, monuments,  vaults,  pavement,  &c.,  being  formed  of  it; 
and  the  archbishop's  chair  is  one  entire  piece  of  it.  Marble 
is  got  in  some  of  the  counties  in  the  middle  of  the  island,  as 
Derbyshire,  Nottinghamshire,  &e. 

At  Beacon-hill,  near  Newark,  a  blue  stone  for  hearths  is 
obtained,  which  approaches  to  marble,  and  is  capable  of 
burning  into  lime.  And,  in  the  county  of  Derby,  much  good 
marble  is  raised  in  different  places. — In  Lancashire  there 
are  quarries  of  fine  black  marble,  besides  stones  which 
approach  to,  and  take  on  the  polish  of  marbles.  In  many  of 
the  western  and  northern  parts  of  Yorkshire,  marble  of  vari- 
ous kinds  is  found,  some  much  resembling,  and  others  supe- 
rior, in  closeness  of  texture  and  distinctness  of  colours,  to 
that  which  is  wrought  in  Derbyshire.  Also  a  stone,  which 
greatly  resembles  the  marble  of  that  county,  and  which  is 
capable  of  receiving  much  such  a  polish,  and  is  nearly  of  the 
same  colour,  mixture,  and  appearance. 

In  the  county  of  Inverness,  likewise,  marble  of  the  greatest 
variety  of  colours,  and  of  the  most  beautiful  shades,  has  been 
met  with  in  Ben-Nevis;  and  inexh.austible  quarries  of  it  lie 
untouched  in  the  islands  which  belong  to  it. 

Besides,  this  sort  of  material  exists  in  immense  quantities 
in  quarries  in  many  other  parts  of  the  kingdom. 

Chalk  is  a  material  which  is  raised  from  quarries  and  pits, 
mostly  in  the  southern  parts  of  the  country,  as  in  Sussex, 
Surrey,  Kent,  Essex,  Berkshire,  Hertfordshire,  &c.  It  exists, 
in  vast  ranges  and  tracts  in  most  of  these  districts,  whence  it 
is  dug  up  from  quarries,  at  different  depths,  according  to 
circumstiinces,  exposed  in  sheds  to  dry  when  wet,  and  then 
converted  into  lime  for  various  uses,  by  means  of  fire  :  or  it 
is  employed  in  its  broken  and  powdery  state,  without  under- 
going the  above  processes,  by  merely  digging  it  out  of  such 
places.  In  some  parts,  as  in  Kent,  and  the  neighbouring 
districts,  it  is  often  dug  and  raised  from  considerable  depths, 
from  beds  of'  very  great  thicknesses.  And  near  Reading,  in 
Berkshire,  there  is  a  stratum  of  this  substance,  which  is 
thirty  feet  in  thickness.  It  is  there  used  and  dug  out  for 
manure,  and  occasionally  as  a  building  material  ;  for  the 
latter  of  which  purposes  it  is  very  durable.  The  remains  of 
the  abbey  of  Hurley,  and  of  the  ancient  chapel,  now  the 
parish  church,  built  wh(jlly  of  chalk,  in  the  reign  of  William 
the  Conqueror,  are  still  as  fresh  and  sound  as  if  they  had 
been  the  works  of  the  last  century.  Chalk,  when  once 
indurated  by  the  air,  has  a  remarkable  property  of  resisting 
the  action  of  the  weather. 

Granite  is  a  stony  substance  which  is  found  to  exist  in 
some  of  the  southern  parts  of  the  coimtry,  as  well  as  in  those 
of  the  north,  but  it  abounds  much  more  in  the  latter. 

In  the  western  parts  of  Cornwall,  it  is  in  great  plenty  in 
the  districts  of  Pcnwith  and  Kirrier,  presenting  itself  in 
large  slabs  on  all  the  rocky  hills  or  tors,  as  well  as  in  the 
waste  moors  and  valleys,  and  appearing  in  detached  spots, 
even  in  the  sheivy  slaty  tracts.  It  is  of  different  colours  and 
textures,  being  adapted  to  a  great  variety  of  uses  and  pur- 
poses, as  those  of  building,  and  being  wrought  into  columnar 
masses,  eight  or  ten  feet  in  length,  lor  supporters  to  sheds, 
out-houses,  &c.,  and  as  gate-posts,  and  bridges  over  brooks, 
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rivulets,  &c.,  as  well  as  in  the  forming  of  rollei-s,  and  malting, 
salting,  and  pig-tronghs.  It  is  also  an  article  of  commerce 
to  different  parts,  jt  is  supposed  to  be  exactly  of  the  same 
nature  with  tlie  original  granite  ;  and  there  arc  five  sorts  of 
it,  which  are  distinguished  by  their  colours,  the  white,  the 
dusky  or  dove-coloured,  the  yellow,  the  red,  and  the  black, 
most  of  which  are  charged  with  a  brown  and  bright  silvery 
matter. 

The  county  of  Inverness  has  a  great  deal  of  this  sort  of 
stone,  and  there  are  numerous  quarries  for  raising  and  work- 
ing it.  The  common  granite  abounds  in  all  the  diiferent 
districts  of  it.  .In  many  places,  the  whole  rocks  are  composed 
of  this  kind,  which  is  uncommonly  useful  for  all  ordinary 
purposes.  By  natural  fissures,  which  run  in  straight  lines, 
and  generally  at  right  angles,  it  is  formed  into  all-sized  por- 
tions and  shapes,  having  uniformly  a  plain  surface  ;  and,  by 
means  of  cutters  or  transverse  lines,  these  stones  arc  easily 
quarried,  and  found  in  the  greatest  plenty  everywhere.  They 
are  remarkably  beautiful,  being  almost  as  smooth  and  regu- 
lar as  hewn  stone,  and,  of  course,  well  suited  for  various 
sorts  of  buikling-work.  The  best  buildings  of  the  county- 
town  arc  of  a  dark  kind  of  granite,  which  is  very  hard  and 
durable,  but  which  has  few  or  no  fissures.  It  is  generally 
found  in  large  blocks ;  and  in  many  of  these  parts,  there  is 
no  other  material  for  building  or  adding  ornament  with. 
The  manner  of  giving  it  the  polish  it  admits  of,  at  the  quar- 
ries, is  by  means  of  small  picks  or  pick-axes,  which  are,  in 
fact,  hammers  with  sharp  points  at  each  end,  in  the  manner 
of  those  employed  by  millers  in  jircparing  their  grinding- 
stones.  It  is  a  very  heavy,  compact  stone.  There  is  a 
mixed  sort,  denominated  pcasi/  (/ranife,  which  consists  of 
white,  black,  and  gray  spots,  that  sparkle  beautifully  in  the 
sun,  is  very  ornamental,  and  much  used  fir  different  purposes, 
as  stairs,  doors,  and  windows.  Though  this  is  very  solid, 
and  almost  without  natural  fissures,  it  splits  very  straight,  by 
means  of  iron  wedges,  set  in  a  line,  and  struck  alternately 
■with  a  hammer  of  great  power. 

A  great  deal  of  this  kind  of  stone  is  imported  into  the 
metropolis,  and  other  large  towns,  for  paving  the  streets,  &c. 
It  is,  on  the  whole,  a  very  advantageous  sort  of  quarry  mate- 
rial in  various  parts  of  the  kingdom. 

Quarries  of  freestone  are  wrought  in  a  great  number  of 
different  places.  In  the  more  southern  parts  is  found  the 
Portland-stoiie,  which  is  so  famous  and  useful  in  building. 
A  sort  of  this  kind  of  stone,  which  much  approaches  to  it 
in  quality,  is  also  met  with  in  Cornwall.  Some  likewise 
e-xists  in  Devonshire  and  Gloucestershire.  The  Cotswold 
quarries,  in  the  latter,  afford  freestone  of  an  excellent  quality, 
particularly  those  at  I'ainswick,  Lodbury,  Lockhampton-hill, 
&c.  It  abounds  more,  however,  in  Cheshire,  Laucashiie, 
Westmoreland,  Cumberland,  and  some  of  the  still  more 
northern  districts.  Several  excellent  quarries  of  freestone 
arc  carried  on  in  the  firbt  of  those,  as  those  at  Runcorn, 
Manley,  &c.,  where  much  valuable  stone,  of  this  nature  is 
raised.  The  second  county  also  affords  equally  valualile 
cjuarries  in  many  diiferent  places,  from  which  vast  quantities 
of  the  stone  are  raised,  and  employed,  or  sent  away  to  a  dis- 
tance. Those  about  Ormskirk,  Up-IIolland,  and  Wigan,  as 
well  as  those  on  all  the  eastern  side,  are  in  general  of  a  very- 
good  quality  ;  and  in  the  vicinity  of  Lancaster  there  are 
some  excellent  ones;  that  on  the  moor,  or  common,  close  to 
the  town,  is  very  e.xlensive,  and  affords  a  freestone  that 
admits  of  a  tine  polish.  In  this  district,  this  sort  of  stone  is 
jnet  with,  of  a  whitish-brown,  yellowish  and  reddish  cast, 
but  the  first  is  by  much  the  most  esteemed.  In  the  eastern 
parts  of  Westmoreland,  as  about  Hutton  Roofe,  and  some 
other  places,  a  good  sort  of  freestone  is  dug  up  from   pits 


and  quarries  formed  for  raising  it.  This  sort  of  stone  exists, 
and  is  quarried  almost  all  over,  the  counties  of  Cumberland 
and  Northumberland  ;  and  prevails  occasionally  in  others, 
where  it  is  wrought  to  advantage.  A  grit-stone,  somewhat 
of  this  nature,  is  met  with  in  some  districts,  as  in  Shro|ishire, 
&c.,  which  is  raised  from  quarries,  and  used  as  a  building 
material.  And  a  sandstone  exists  to  considerable  extent  in 
others,  as  in  Sussex,  &c.,  that  is  sometimes  dug  up,  and 
made  use  of  for  coinmon  buildings,  &c.  In  Cheshire,  on  the 
hills  near  Macclesfield,  about  Kerridge,  a  sort  of  sandstone 
is  met  with,  which  is  particularly  well  suited  to  the  making 
of  flags,  and  whetting  tools,  as  well  as  sometimes  to  the 
forming  of  slates,  for  which  it  was  formerly  much  employed. 
Near  Pott-Shrigley,  also,  a  fine  sandstone  is  found,  that 
admits  of  a  good  polish.  The  quarry  has  not,  however,  been 
wrought  for  some  late  years,  as,  from  the  extreme  hardness 
of  the  stone,  the  expense  of  getting  it  is  very  considerable. 
There  are  several  other  quarries  of  excellent  freestone 
wrought  in  the  same  neighbourhood. 

There  has  been  great  abundance  of  freestone  wrought, 
from  time  immemorial,  in  the  low  parts  of  the  county  of 
Perth,  and  quarries  of  a  greater  or  sinaller  grained  stone  of 
this  sort  appear  almost  in  every  place,  with  the  exception  of 
the  Carses.  In  the  Lowlands,  and  near  to  the  eastern  sea, 
the  pores  and  grain  of  it  are  coarser  ;  but  as  the  mountains 
are  approached,  the  pores  are  less,  and  the  grain  finer,  by 
which  these  stones  admit  of  a  smoother  polish.  The  quarry 
of  Tullyalan  parish,  called  Long-annat,  afliirds  a  stone  of  a 
very  excellent  quality.  It  is  of  a  white  colour,  admits  of  a 
smooth  polish,  and  resi.sts  the  iiiduence  of  the  weather. 
Some  of  the  principal  houses  in  that  part  of  the  country,  as 
well  as  some  of  the  most  magnificent  public  buildings  in  the 
capital  of  Edinburgh,  as  those  of  the  Exchange,  the  Univer- 
sity, and  the  llegister-ollice,  consist  partly  of  this  stone,  and 
those  found  at  hand.  And  farther,  in  some  instances  it  has 
been  carried  to  the  continent.  But  the  quarry  of  Kingoodie, 
in  the  Carse  of  Gowrie,  is  unquestionably  the  finest  of  this 
kind  of  any  in  the  country.  Astonishing  blocks,  in  great 
numbers,  are  raised  there,  fifty  feet  in  length,  sixteen  feet  in 
breadth,  and  three  feet  in  thickness.  Such  is  the  demand 
for  this  stone,  both  at  home  and  abroad,  that  four  vessels  are 
employed  in  exporting  it  from  this  quarry. 

Elag-stones  and  quarries  for  the  wcu'king  and  preparing  of 
all  sorts  of  flags,  are  met  with  in  all  those  situations  where 
free-stone  is  found,  and  where  it  exists  in  rather  thick  strata, 
or  layers,  of  some  depth,  which  are  capable  of  being  separated 
by  hammers,  wedges,  or  other  means.  In  many  places  in 
the  southern  parts  of  the  island,  the  flags  raised  from  such 
free-stone  quarries  are  of  an  extremely  good  quality,  being 
used  in  very  large  quantities  for  various  purposes.  Those 
of  Cornwall  and  Devonshire  also,  in  many  cases,  all'ord  a 
good  sort  of  flags.  The  sandstone  quarries  of  Shropshire  as, 
at  Grinsell,  near  Shrewsbury,  about  Bridgenoith,  and  at 
Corndon-hill,  near  Bishop's-Castle,  as  well  as  in  the  Swiiuiey 
mountain,  &e.,  where  alternate  beds  of  fine  white  and  red 
stone  of  this  kind,  of  very  superior  quality  and  thickness, 
exist;  that  in  the  first  of  these  situations,  being  twenty 
yards  thick,  allbrds  Hags  likewise  which  are  of  a  very  useful 
nature.  Freestone  flags,  too,  of  useful  sorts,  are  met  with 
in  the  quarries  of  some  of  the  midland  counties  ;  and  they 
abound  much  in  many  of  the  freestone  quarries  of  Lanca- 
shire, Yorkshire,  nnd  some  of  the  other  more  northern  dis- 
tricts of  the  country. 

The  quarries  of  this  kind  become  slate-stone,  and  furnish 
the  white,  gray,  and  brown  slate,  wherever  the  stone  lies  in 
thin  layers,  or  strata,  which  are  able  to  be  raised  and  sepa- 
rated from  each  other  with  convenience  and  facility.       They 


exist  in  most  of  the  above  tracts,  and  are  plentiful  in  some  of 
them,  especially  those  toward  the  north.  The  Lancashire 
and  Yorkshire  quarries,  in  many  places,  supply  the  \yhitc 
and  gray  sorts  in  great  atiundance,  and  of  good  qualities. 
Tiiose  of  Westmoreland,  Cumberland,  and  Northumberland 
also  afibrd  them,  in  many  instances,  of  a  valuable  nature ; 
and  they  are  equally  good  in  the  still  more  northern  districts. 
There  are  numerous  quarries  of  dillercnt  colours  of  them  in 
Clydesdale,  Perthshire,  Argyleshire,  and  the  county  of  Inver- 
ness, from  which  vast  supplies  are  constantly  raised  for  home 
and  other  use.  This  sort  of  slate  has,  however,  mostly  the 
disadvantages  of  being  very  porous,  heavy,  less  durable,  and 
of  requiring  more  and  stronger  timber  to  support  it  than 
some  other  kinds ;  being  only  fit  for  exposed  climates  and 
situations. 

The  quarries  of  the  lighter  and  thinner  kinds  of  slate,  of 
the  blue,  green,  purple,  and  other  colours,  formed  from  other 
sorts  of  stone,  only  exist  in  some  particular  districts,  as  those 
of  Wales,  and  the  northern  part  of  Lancashire,  and  the 
adjoining  counties,  and  in  a  few  places  in  Scotland.  The 
slate  quarries  of  the  Welch  districts  supply  several  kinds  and 
colours  in  large  quantities,  and  of  good  qualities ;  but  the 
d:irk  and  lighter  purples  are  the  most  prevalent  sorts  in  most 
of  them.  In  Lancashire,  the  quarries  of  this  kind  are  vciy 
numerous  in  the  part  to  tlic  north  of  the  Sands,  as  about 
Gothwaite-common,  Kiib\'-moor,  Conistone-hills,  and  Til- 
berthwailefclls,  &c.,  and  from  which  very  large  supplies  of 
the  blue,  green,  and  the  dark  purple  sorts  of  slate  are  raised, 
and  sent  away  for  exportation,  or  consumed  at  home  for 
dill'erent  purposes.  They  are  wrought,  and  the  slate  prepared, 
in  somewhat  diHerent  manners  in  diilerent  places.  The 
Gothwaite  quarries  have  the  slate  dug  out  from  the  side  of 
the  hill,  and  carried  away.  But  in  some  on  Kirby-moor,  a 
level  is  driven  through  the  ground  fiom  below,  the  metal 
being  conveyed  away  by  small  four-wheeled  waggons,  on 
iron  railways.  Those  about  Conistone  are  mostly  worked 
into  the  hills,  and  the  metal  raised  and  carried  out  from  them. 
Some  of  the  Tilberthwaite  quarries  are  wrought  by  blasting 
the  slate-stone,  and  collecting  and  carrying  it  out  of  them  on 
slanting  roads,  in  small  carts,  or  trucks,  constructed  for  the 
purpose,  of  levels  being  below  the  hills,  but  not  nearly  so 
low  as  the  bottoms  of  the  quarries.  Others  are  wrought  by 
draught  roads  from  the  bottoms  of  them.  One  man  will 
raise  eighteen  or  twenty  hundred-weight  of  slate  in  one  day 
where  the  metal  rises  well,  but  less  in  other  cases.  In  some, 
it  is  dug  out  by  one  set  of  men,  split  by  another,  and  formed 
into  slates  by  a  third ;  for  which  purposes,  flat  crow-bars, 
slate-knives,  and  axes  are  employed.  The  slate  is  divided 
and  distinguished  into  three  sorts,  as  fu'sts,  seconds,  and 
thirds,  or  London,  country,  and  toms.  In  the 'first,  or  Goth- 
waite quarries,  the  slate  has  a  darkish  purple  or  black  cast. 
In  the  Conistone  quarries,  it  has  a  fine  blue  and  green 
appearance,  and  is  much  thinner  and  lighter  than  the  other 
sort.  The  Tilberthwaite  slate,  in  some  instances,  splits  very 
fine,  thin,  and  light,  but  does  not  cover  so  far  as  those  of  the 
Gothwaite  and  Kirby  quarries.  In  some  quarries  a  sort 
o*f  rent  is  paid. per  ton,  on  the  slate  which  is  raised  ;  while 
in  others,  a  certain  rent  only  is  paid  for  the  liberty  of  the 
royalty,  and  nut  a  tonnage  duty.  These  rents,  or  duties,  on 
the  workers  of  these  quarries,  are  probably  higher  than  they 
will  l)ear,  and  have  enabled  the  Welsh  slate-dealers  to  under- 
sell those  of  this  county. 

Westmoreland  and  Cumberland,  in  some  instances,  afford 
good  blue  and  green  slates.  In  the  latter,  some  of  an 
excellent  quality  are  obtained  in  the  quarries  of  Borrow- 
dale,  and  inferior  sorts  in  some  of  the  neighbouring 
mountains. 


The  county  of  Argyle,  in  Scotland,  in  some  parts,  abounds 
with  slate-qnarries,  as  the  tracts  about  Esdale,  from  which 
five  millions  of  slates  have  for  some  time  been  annually  sold. 
Quarries  of  the  same  kind  arc  also  wrought  in  many  other 
parts,  with  great  benefit  to  the  inhabitants. 

Slate-quarries  are  found  in  many  parts  of  the  highlands 
of  the  county  of  Perth,  but  none  in  the  low.  The  slates  in 
some  are  of  a  purple  colour,  in  others  of  an  azure  blue,  and 
in  a  few,  of  a  muddy,  sandy,  brown  complexion  along  the 
cutters.  It  is  well  known  where  the  ditlerent  sorts  are  quarried. 
The  veins  of  slate-rock  seem  to  run  from  Drumlane,  in  the 
parish  of  Aberfoil,  in  a  north-cast  direction,  to  Dunkeld  ; 
and  may  be  traced  beyond  the  limits  of  the  county  both  ways. 
The  azure  coloured  are  the  best  metal,  and  rise  of  a  greater 
size  than  any  of  the  other  kinds.  Many  of  the  buildings  in 
difterent  places  are  slated  with  this  beautiful  covering.  Into 
the  lower  districts  of  the  county,  slates  are  imported  from 
Esdale,  and  the  other  quarries  on  the  west  coast  of  the  county 
of  Argyle. 

Quarries  of  gray  slate  exist  in  many  different  parts  of  the 
county  of  Inverness,  in  which  the  quality  is  very  good,  and 
well  suited  to  the  climate.  In  some  places  these  slates  are 
much  preferred  to  blue  ones,  as  the  latter  are  more  expensive 
in  procuring,  and  though  nailed  on  the  roofs  ever  so  firmly, 
are  apt  to  be  loosened  by  high  winds,  unless  bedded  in  lime, 
which  circumstance  renders  repairs  difficult. 

Quarry,  (from  the  French,  qiiarre,  square;  or,  according 
to  some,  a  corruption  of  the  English  term,  quarrel)  a  pane, 
or  piece  of  glass,  cut  in  a  loscnge  or  diamond  form. 

Quarries,  or  quarrels  of  glass,  are  of  two  kinds ;  viz.  square 
and  long,  each  of  which  is  of  diflerent  sizes,  expressed  by  the 
number  of  pieces  which  make  a  foot  of  glass  ;  viz.,  8ths,  lOths, 
12ths,  15ths,  18ths,  and  SOths ;  but  all  the  sizes  are  cut  to 
the  same  angle,  the  acute  angle  being  77°  19'  in  the  square 
quarries,  and  07"  22'  in  the  long  ones. 

Qu.^rry-Cart,  a  name  commonly  given  to  that  sort  of  cart 
which  is  principally  employed  in  the  work  of  quarries,  and 
which  is  generally  of  a  low,  compact,  strong  kind,  in  its  nature, 
form  and  manner  of  construction,  in  order  to  sustain  heavy 
weights,  and  receive  them  without  difficulty,  or  the  danger 
of  being  destroyed.  Carts  for  this  purpose  should  always  be 
made  of  well-seasoned  wood,  well  put  together,  with  sufficient 
strength  of  timber  in  those  parts  where  the  main  stress  of 
the  load  is  placed. 

Quarry- Waggon,  or  Truck,  a  small  carriage  of  the  low 
truck  kind,  which  is  much  employpd  in  the  business  of 
quarries,  especially  those  of  the  slate  kinds,  for  the  purpose 
of  holding  and  conveying  the  rough  materials,  which  have 
been  blown  from  the  large  massy  rocks,  or  separated  in  other 
ways,  out  of  or  from  the  quarries  and  pits  in  which  they  are 
situate  and  contained,  to  the  places  where  they  are  to  receive 
their  difl*erent  preparations  and  shapes. 

It  is  formed  and  constructed  on  a  frame  somewhat  similar 
to  that  of  the  common  barrow,  and  mounted  on  two  low  light 
iron-wheels  on  the  fore  part,  having  two  feet  behind,  project- 
ing from  the  frame,  bent  something  in  the  manner  of  the 
letter  S,  and  of  sufficient  length  to  let  it  stand  or  rest  in  a 
horizontal  position  while  it  is  in  the  act  of  being  loaded. 
These  feet  are  usually  made  of  iron,  but  they  may  be  formed  ' 
of  other  materials.  A  sort  of  inclined  plane  is  furmed  fronr 
the  bottoms  of  the  quarries  or  pits,  up  which  it  is  forced, 
with  great  case  and  facility,  by  the  workmen,  or  small 
animals  of  the  horse  kind,  after  being  filled  with  these  sorts 
of  heavy  materials. 

QUARRYING,  the  business  of  directing  and  conducting 
the  nature  and  management  of  sinking  the  different  kinds  of 
quarries,  pits,  and  shafts,  as  well  as  of  the  different  sorts  of 


work  which  are  necessary  to  be  undertaken,  carried  on,  and 
performed  in  the  several  ditlerent  descriptions  of  them  ;  such 
as  those  of  separating,  getting  up,  and  preparing  the  various 
sorts  of  materials  for  use  in  the  arts,  or  in  other  ways.  It  is 
a  practice  which  requires  considerable  knowledge  and  ex- 
perience, to  be  fully  master  of  it  in  all  its  different  bearings 
and  intentions.  See  Quarry,  and  Qoabrtino  Slates  and 
Stones. 

Almost  every  kind  of  quarrying-work  requires  a  different 
kind  of  management,  not  only  in  the  opening  and  sinking  the 
quarries  and  pits  in  the  ground  at  first,  but  afterwards  in 
the  methods  and  practices  of  working  them,  and  getting  up 
the  various  sorts  of  materials  from  them,  as  well  as  in  the 
modes  of  preparing,  trimming,  and  arranging  them,  after  they 
have  been  raised.  They  are,  however,  mostly  well  known 
and  familiar  to  the  quarry-men  and  pit-men,  who  are  usually 
engaged  in  works  of  the  several  kinds. 

QuARRTixo  Slates  and  Stone-s,  the  methods  of  preparing 
them  for  their  dilferent  uses  and  applications  at  the  quarries 
and  pits  where  they  have  been  raised.  The  former  of  these 
articles,  particularly  those  of  the  blue,  green,  and  purple  or 
blackish  kinds,  undergo  several  different  sorts  of  preparation 
in  the  quarrying,  according  to  the  purposes  to  which  they  are 
to  be  afterwards  applied.  They  are  separated  and  divided 
into  very  thin  pieces,  or  slates,  where  light  neat  coverings  are 
required,  or  in  much  demand  ;  but  for  more  strong  and  heavy 
coverings,  in  exposed  situations,  or  other  places,  they  are  split 
into  much  thicker  sheets,  layers,  or  slates,  and  are,  of  course, 
more  clumsy  in  their  appearance. 

Each  sort,  in  the  business  of  quarrying,  is  wrought  in  a 
separate  manner,  and  packed  up  by  itself;  the  difforent  sorts 
having  appropriate  names,  as  has  been  already  seen. 

The  white  or  brown  slates  are  never  divided  and  prepared 
in  so  fine  a  way  as  the  other  kinds,  but  separated  into  much 
thicker  flakes  or  laminre,  in  this  intention.  The  blue,  green, 
and  purple  or  darkish  sorts,  are,  for  the  most  part,  found 
capable  of  being  split  into  very  thin  laminre,  or  sheets ;  but 
those  of  the  white,  or  brownish  freestone  kinds,  can  seldom 
be  separated  or  divided  into  any  very  thiu  slabs,  as  the  layers 
of  the  large  masses  of  the  stones  are  of  a  much  thicker  nature, 
they  consequently  form  heavy,  strong,  thick  coverings,  proper 
for  buildings  in  exposed  climates  and  situations,  and  of  the 
more  rough  kinds,  such  as  barns,  stables,  and  other  sorts  of 
out-houses. 

In  the  different  operations  and  processes  of  this  sort  of 
quarrying,  slate-knives,  axes,  bars,  and  wedges,  are  chiefly 
made  use  of  fur  the  diflerent  purposes  of  splitting  and  clean- 
ing the  slates,  they  being  separated  into  proper  thicknesses 
by  the  axe,  bar,  and  wedge,  and  afterwards  chipped  into  their 
proper  forms  and  shapes  by  the  knife.  All  the  inequalities 
which  may  appear  upon  any  of  them,  are  removed  liy  this 
last-named  implement.  In  the  quarrying  of  the  latter  sorts  of 
materials,  or  those  of  stones,  the  work  is  usually  performed  in 
such  a  manner  as  to  suit  the  difTerent  uses  for  which  they  are 
intended.  Where  flags  are  to  be  formed,  they  are  split  or 
riven  into  suitable  thicknesses,  and  squared  to  different  sizes, 
so  as  to  be  adapted  to  different  a[iplications.  These  opera- 
tions are  executed  in  rather  a  rough  way,  as  they  are  after- 
wards to  be  finished  by  the  stone-mason.  When  for  steps, 
they  have  the  proper  breadths  and  depths  given  to  them  in  a 
sort  of  squaring  manner,  being  left  to  be  completed  as  they 
may  be  wanted  for  particular  uses  and  applications.  Gate- 
posts are,  for  the  most  part,  quarried  so  as  to  have  from 
about  a  foot  to  a  foot  and  a  half  or  more  in  the  square. 
Trough-stones  have  the  quarrying  performed  so  as  to  be 
formed  into  various  proper-sized  squares  or  other  forms, 
iu  a  rough  manner,  being  left  in  these  states  to  be  after- 


wards hewn  and  hollowed  out,  in  the  intended  parts,  by  the 
stone-masons. 

Stones  for  building  purposes  are  usually  raised  and  quarried 
out  roughly  into  something  of  the  square  shape,  being  left  in 
that  state  for  the  builders,  who  afterwards  fit  them  so  as  to 
suit  their  own  purposes  and  intentions. 

In  the  quarrying  of  stones,  the  quarrymen  commonly  make 
use  of  large  hammers,  with  cutting  ends  on  one  side,  the  other 
being  formed  iu  a  plain  manner ;  strong,  sharp,  crow-bars, 
and  broad,  sharp,  iron  wedges ;  by  which  means  these  matters 
are,  from  the  constant  practice  of  the  men,  split  and  torn 
rnto  such  forms  as  are  wanted,  with  great  ease  and  facility. 

QuARRYiNO  Tools,  the  different  sorts  of  implements  made 
use  of  in  the  dilferent  works  of  the  quarry.  They  are  prin- 
cipally such  as  have  been  noticed  in  the  former  article;  to 
w  hich  may  bo  added  different  descriptions  of  picks,  mattocks, 
and  jumpers,  or  boring  implements  for  the  purpose  of  blast- 
ing the  various  kinds  of  stone,  and  other  hard  materials. 

QuARRVixGS,  the  small  pieces  that  are  broken  or  chipped 
off  from  the  different  sorts  of  materials  found  and  wrought  in 
quarries  while  preparing  for  various  uses.  These  substances 
where  they  are  of  the  hard  kind,  such  as  those  of  the  blue 
and  lime  stone,  as  well  as  some  other  sorts,  are  extremely 
well  calculated  for  the  purpose  of  forming  and  repairing 
roads,  as  they  are  nearly,  if  not  quite,  in  a  state  fit  for  imme- 
diate application.  Materials  of  these  kinds  ought,  therefore, 
where  they  can  be  conveniently  had,  never  to  be  neglected 
by  those  who  have  the  care  and  management  of  roads,  as 
they  will  save  much  expense  and  trouble,  in  a  great  number 
of  instances. 

QUARTERINGS,  or  Quarters,  slight  upright  timber- 
posts  framed  together,  and  employed  instead  of  walls  for  the 
separation  of  apartments  &c. ;  they  are  lathed  over  in  the  same 
manner  as  ceilings,  to  receive  plastering,  but  when  used  for 
external  work  they  are  usually  boarded.  They  are  of  two 
kinds,  single  and  double,  the  scantling  of  the  former  being 
2  inches  by  4  inches,  and  the  latter  4  inches  square ;  they 
are  placed  at  about  12  or  14  inches  apart.  The  term  quarter- 
inr/s  is  especially  applied  to  a  series  of  quarters. 

Quarter-Partitions,  a  partition  composed  of  quarters. 

QUARTER-ROUND,  a  term  used  by  the  workmen  for 
any  projecting  moulding  in  general,  whose  contour  is  a  per- 
fect quadrant,  or  quarter  of  a  circle,  or  which  approaches  near 
that  figure.  The  architects  usually  call  it  ovolo ;  and  Vitruvius, 
the  echinus  ;  but  oval  more  properly  applies  to  the  quadrant 
of  an  ellipsis  as  used  in  Grecian  architecture. 

QUATRE-FOIL,  (French,  quatre-feuille\  An  ornament 
much  used  in  Gothic  architecture,  formed  by  a  moulding  dis- 
posed in  four  segments  of  circles,  forming  four  cusps  or  points 
at  their  intersection. 

QUEEN-POST,  a  timber  post  employed  in  roofs,  for  the 
purpose  of  suspending  the  tie-beam.  It  performs  the  same 
oftiee  as  a  king-post,  but  the  term  is  applied  to  such  sus- 
penders only  when  there  is  more  than  one  in  a  single  truss ; 
when  there  is  only  one,  it  is  termed  a  kinr/-post. 

QUICK-LIME,  such  lime  as  is  in  the  caustic  or  most 
active  state,  and  which  possesses  the  greatest  power  of  opera" 
ting  upon  different  substances  with  which  it  may  come  in 
contact.  It  is  quite  the  opposite,  iu  its  qualities  and  proper- 
ties, to  that  which  has  fallen  down  into  a  powdery  state,  in 
consequence  of  being  saturated  w  ith  water  and  carbonic  acid 
gas,  or  fixed  air,  or  which  is  slaked  and  become  effete. 

According  to  Dr.  Anderson,  lime  is  in  the  best  and  most 
fit  state  for  the  purpose  of  cement,  when  most  perfectly 
caustic,  or  in  the  most  crystallizing  condition.  It  is  remarked, 
that  the  powder  of  lime,  when  reduced  by  means  of  water  into 
a  fluid,  or  thin  paste-like  form,  and  then  sufTered  to  become 


dry,  concretes  into  a  coherent  mass,  which  fixes  to 
stones  and  other  rough  bodies  in  a  very  firm  manner, 
and  in  this  way  becomes  a  proper  cement  for  building 
any  sort  of  walls.  And  that,  after  this  pasty  material  has 
once  become  firmly  dry,  it  is  quite  indissoluble  in  water,  and 
incapable  of  ever  being  softened  again  Ijy  the  moisture  of  the 
atmosphere  or  other  similar  causes.  Ileuce  it  excels  many 
other  sorts  of  cements. 

When  composed  for  the  purpose  of  building  walls,  &o.;  it 
is  usually  denominated  mortar  ;  but  when  formed  as  an  appli- 
catioii  in  the  way  of  a  smooth  coating  upon  any  plain  sur- 
fiice  witiiout  intermixture  with  stony  matters,  it  is  commonly 
termed  plaster. 

When  made  from  the  lime  of  the  purer  sort  of  lime-stone, 
it  is  found  to  be  more  soft  and  crumbly,  and  to  acquire  a  less 
degree  of  hardness,  and  to  be  broken  with  much  less  force, 
than  where  the  lime-stone,  from  which  it  is  made,  contains  a 
large  proportion  of  sand  ;  iu  which  case  it  becomes  much 
more  hard,  firm  and  durable. 

It  has,  however,  been  discovered,  th.it  the  purest  lime  may 
be  rendered  a  firm  cement  ijy  adding  a  proper  proportion  of 
clean  hard  sand  to  it  ;  hence  the  practice  of  blending  sand 
with  lime,  when  intended  for  mortar,  has  become  so  universal. 
This  is  fully  shown  to  have  been  very  early  the  case,  by  the 
oldest  lime-built  walls  which  are  now  to  be  met  with. 

It  nevertheless  still  remains  a  desideratum  to  ascertain  the 
duo  proportion  of  sand  necessary,  as  both  writers  and  prac- 
tical masons  greatly  disagree  in  opinion  on  this  matter,  as 
well  as  in  their  directions  about  the  mode  of  mixing  the  mate- 
rials, and  of  applying  the  cement ;  some  of  the  more  modern, 
especially  ascribing  extraordinary  eftects  to  a  small  variation 
in  these  particulars,  while  others  deny  that  these  circumstances 
have  any  sensible  effect  on  the  durability  and  firmness  of  the 
cement. 

It  is  conceived  that  these  difTwent  and  contradictory 
opinions  arise  from  the  imperfect  knowledge  of  the  nature  of 
quick-lime,  and  the  variations  it  may  admit  of  ;  for  these 
variations  are  so  very  great,  as  to  render  it  impossible  to 
afford  any  general  rules  that  can  possibly  apply  in  all 
Ciises.  It  is,  therefore,  conceived  to  behove  those  who  are 
desirous  of  acquiring  any  consistent  and  satisfactory  know- 
ledge on  this  head,  to  endeavour  to  ascertain,  in  the  first 
place,  the  circumstances  which  render  calcareous  substances 
at  all  capable  of  becoming  a  cement,  and  then  to  trace  the 
several  changes  that  may  be  produced  upon  it  by  extraneous 
causes. 

Having  explained  the  circumstances  which  cause  the 
differences  in  limestone,  and  pointed  out  the  different  con- 
stituent principles  of  it,  as  well  as  various  other  peculiarities ; 
it  is  known,  that  lime  which  has  in  any  way  absorbed  its 
full  quantity  of  air  from  the  atmosphere,  ancl  become  mild, 
is  altogether  unfit  for  becoming  a  cement,  and  that,  of  course, 
a  great  change  may  be  produced  upon  the  quality  of  any  lime, 
by  having  allowed  less  or  more  of  it  to  be  in  this  state  before 
it  is  worked  up  into  mortar.  And  fiirther,  that  if  a  lar^e 
quantity  of  water  be  put  to  fresh-slaked  quick-lime,  and  beat 
up  with  it  into  a  thin  sort  of  paste,  the  water  dissolves  a 
small  portion  of  the  lime,  which,  as  it  gradually  absorbs  its 
air,  is  converted  into  crystals  ;  between  the  particles  of  which 
crystals,  that  part  of  the  lime  which  was  not  dissolved,  and 
the  other  extraneous  matters  which  may  have  been  mixed 
with  it,  arc  entangled,  so  as  to  form  a  firm  coherent  mass  of 
the  whole.  And  that  the  pasty  substance  formed  in  this 
manner,  is  the  well-known  article  mortar  ;  and  this  hetero- 
geneous, imperfectly  semi-crystallized  mass,  constitutes  the 
common  cement  employed  in  building  ordinary  walls,  or  other 
erections.     These  circumstances,  therefore,  being  known,  it  is 


thought  that  it  will  not  be  difficult  to  comprehend  what  are 
the  particulars  necessary  to  fi)rm  the  most  perfect  cement  of 
this  nature.  That  since  lime  becomes  a  cement  only  in  con- 
sequence of  a  certain  degree  of  crystallization  taking  place 
in  the  whole  mass,  it  is  sufticicntly  obvious  that  the  firmness  ' 
and  perfection  of  that  cement  must  depend  upon  the  perfec- 
tion of  the  crystals,  and  the  hardness  of  the  matters  that 
are  entangled  among  them  ;  for  if  the  crystals  are  ever  so 
perfect  and  hard  of  themselves,  if  they  be  separated  from 
each  other  by  .any  brittle  incoherent  medium,  it  is  evident 
that  the  whole  mass  must  remain  in  some  degree  brittle  and 
incoherent.  That  as  water  can  only  dissolve  a  very  small 
proportion  of  lime,  even  when  in  its  most  perfect  saline  or 
caustic  state,  or  while  it  remains  deprived  of  its  carbonic  acid 
gas,  and,  as  happens  in  other  similar  cases,  no  more  of  the 
lime  can  be  reduced  to  a  crystalline  mass  than  has  been 
actually  dissolved  in  the  water;  it  follows,  of  course,  that  if 
mortar  be  made  of  pure  lime  and  water  alone,  a  very  small 
proportion  only  can  be  dissolved  by  that  small  quantity  of 
water  that  is  added  to  it  ;  and  as  this  small  proportion  alone 
can  afterwards  be  crystallized,  all  the  remaining  undissolved 
particles  of  the  lime  will  be  entangled  among  the  few  crys- 
tals that  are  formed.  And  as  the  undissolved  lime  in  this 
mass  will  in  time  absorb  its  air,  and  be  converted  into  mild 
calcareous  earth,  without  having  had  a  sufficiency  of  water 
to  allow  it  to  crystallize,  it  must  concrete  into  a  friable  mass, 
exactly  resembling  chalk  ;  this  kind  of  mortar,  therefuro, 
when  as  dry  as  it  can  be  made,  and  in  its  highest  degree  of 
perfection,  will  always  be  soft,  and  easily  crumbled  into  pow- 
der. But  if,  instead  of  forming  the  mortar  of  pure  lime  alone, 
a  large  proportion  of  sand  be  added  to  it,  the  water  will,  in 
this  case,  dissolve  as  much  of  the  lime  as  in  the  former  ;  and 
the  particles  of  hard  sand,  like  sticks  or  threads,  when  ma- 
king sugar-candy  or  other  crystals,  while  surrounded  by  the 
watery  solution,  will  help  to  forward  the  crystallization,  and 
render  it  more  perfect  than  it  otherwise  would  have  been,  so 
as  firmly  to  cement  the  particles  of  sand  to  each  other.  And 
as  the  granules  of  sand  are  perfectly  hard  of  themselves,  so  as 
not  to  admit  of  being  bi-oken  down  like  the  particles  of  chalk, 
it  necessarily  follows,  that  the  cement  made  of  these  mate- 
rials must  be  much  more  perfect,  in  every  respect,  than  the 
former. 

After  considering  a  variety  of  circumstances  in  regard  to 
the  solubility  of  lime  in  water,  and  its  crystallization,  it  is 
remarked,  that  when  a  large  quantity  of  sand  is  mixed  in  the 
mortar,  that  sand  will  of  course  bear  a  great  proportion  to 
the  whole  mass ;  so  that  the  water  that  may  be  mixed  with 
the  mortar  will  be  much  greater  in  proportion  to  the  quan- 
tity of  lime  contained  in  this  mortar,  than  if  the  whole  had 
consisted  of  pure  calcareous  matter.  And  that,  as  the  sand 
absorbs  none  of  that  water,  the  water,  now  pure,  is  at  liberty 
to  act  once  more  upon  those  few  particles  of  caustic  lime  that 
may  still  remain  iu  the  mortar,  which  will  be  dissolved  and 
converted  into  crystals  in  their  turn.  In  this  way,  it  may 
happen,  in  some  circumstances,  that  a  very  large  proportion 
of  the  lime  may  become  crystallized ;  so  that  the  mortar  will 
consist  almost  entirely  of  sand  enveloped  in  crystalline  matter, 
and  become  in  due  time  as  hard  as  stone  itself ;  whereas 
mortar,  consisting  of  pure  lime,  without  sand,  can  hardly 
ever  be  much  harder  than  chalk.  It  is  not,  however,  to  be 
supposed,  that  in  any  case  this  dried  mortar  will  assume  that 
transparent  crystalline  form,  or  the  compact  firmness  of  some 
sorts  of  calcareous  matters,  such  as  marble  and  limestone. 
In  rriortar,  in  spite  of  the  utmost  care  that  can  ever  be  taken, 
a  very  considerable  quantity  of  the  lime  must  remain  undis- 
solved ;  which  undissolved  lime,  although  it  may  be  so  much 
separated  by  the  sand  and  crystalline  limestone  as  not  much 


to  afTcct  the  har.l  icss  of  the  mortar,  yet  it  must  still  retain 
its  white  challi-liKo  appearance.  As  marble  and  limestone 
are  however,  always  formed  by  those  particles  of  lime  that 
have  been  wholly  ilissolved  in  water,  and  from  which  they 
have  been  gradually  separated  by  a  more  slow  and  more  per- 
fect mode  of  crystallization,  they  have  nothing  of  that  opaque 
calx-like  appearance,  but  assume  other  colours,  and  appear 
more  firm,  uniform,  and  compact ;  the  sand  and  other  matters 
that  may  be  enveloped  in  them  being  entirely  surrounded 
with  a  pure  crystalline  matter. 

But  to  obtain  the  most  perfect  kind  of  mortar,  it  is  not, 
however,  enough  that  a  largo  proportion  of  sand  should  be 
employed,  and  that  the  sand  should  be  intimately  mixed  with 
the  lime;  it  is  also  of  the  utmost  importance  that  a  large 
proportion  of  water  bo  added  ;  for,  without  this,  it  is  impos- 
sible that  a  large  proportion  of  the  lime  can  be  crystallized  : 
and  the  mortar,  in  that  case,  would  consist  only  of  a  mixture 
of  chalky  matter  and  sand,  which  could  hardly  be  made  to 
unite  at  all,  and  would  be  little  more  coherent  than  sand  by 
itself,  and  less  so  than  pure  chalk.  In  that  case,  pure  lime 
alone  must  afford  rather  a  firmer  cement  than  lime  with  sand. 
It  is  also  of  very  great  importance  that  the  water  be  retained 
as  long  in  the  mortar  as  possible :  for  if  it  be  suddenly  eva- 
porated, it  will  not  only  be  prevented  from  acting  a  second 
time  upon  the  linie,  after  a  part  of  what  was  first  dissolved 
has  been  crystallized,  but  even  the  few  crystals  that  would 
be  formed  when  the  water  was  suddenly  evaporating,  would 
be  of  themselves  much  more  imperfect  than  they  otherwise 
most  certainly  would  have  been.  In  proof  of  which,  instances 
of  the  crystallization  of  common  salt,  lump-sugar,  and  sugar- 
candy,  are  adduced ;  after  which  it  is  noticed,  that  every  one 
knows  what  a  ditlercnce  there  is  between  the  firmness  of  the 
dilTerent  substances ;  and  that  as  great  must  be  the  difiijrence 
between  the  firmness  of  that  cement  which  has  been  slowly 
dried,  and. that  which  has  been  hastily  hardened  by  the  power- 
ful action  of  a  warm  air. 

It  is  contended,  tliat  it  is  owing  to  this  circumstance  that 
the  lime,  which  remains  all  winter  in  a  mortar-tub  filled  with 
water,  is  always  found  to  be  much  firmer  and  more  coherent 
than  the  mortar  that  was  taken  from  the  same  tub  and  used 
in  any  work  of  masonry,  although  in  this  case  the  materials 
were  exactly  the  same.  From  the  same  cause,  any  work 
cemented  with  lime  under  water,  if  it  has  been  allowed  to 
remain  undisturbed  and  uninjured  until  it  has  once  become 
hard,  is  always  m\ich  firmer  than  that  which  is  above  the 
surface  of  the  water. 

In  order  to  render  the  force  of  the  above  reasoning  more 
strong  and  convincing,  lime-cement  or  mortar  is  compared  to 
a  mass  of  matter  consisting  of  a  congeries  of  stones  closely 
compacted  together,  and  imitcd  by  a  strong  cementing  mat- 
ter, that  had,  while  in  a  fluid  state,  pervaded  all  the  inter- 
stices between  the  stones,  and  afterwards  become  a  solid 
indissoluble  substance.  If  the  cementing  matter  be  exceed- 
in"ly  hard  and  coherent,  and  if  the  stones  bedded  among  it 
be  also  very  hard  and  firm,  the  whole  mass  will  become  like 
a  solid  rock,  without  fissures,  that  can  hardly  be  broken 
to  pieces  by  the  power  of  man.  But,  although  the  cement 
should  be  piiually  firm,  if  the  stone,  of  which  it  consists,  be 
of  a  soft  and  fi'iable  natiu'c,  suppose  chalk  or  sand-stone,  the 
whole  mass  will  never  be  capable  of  attaining  such  a  degree 
of  firmness  as  in  the  former  ease;  for,  when  any  force  is 
applied  to  break  it  in  pieces,  although  the  cement  should 
keep  its  hold,  the  solid  matter  cemented  by  it  would  give 
way,  and  the  whole  would  be  easily  broken  to  pieces. 
Whereas,  in  mortar,  the  sand  that  is  added  to  it  represents 
the  stones  of  a  solid  matter,  in  the  composition,  the  particles 
of  which  are  united  together  by  the  lime  which  had  been 


formerly  dissolved,  and  now  crystallized,  which  becomes  an 
exceedingly  solid  and  indisV)luble  concretion  ;  and  as  the  , 
particles  of  sand  are  of  themselves  exceedingly  hard,  and 
the  cement  by  which  they  are  united  equally  so,  it  is  plain 
that  the  whole  concretion  must  be  extreJnely  firm,  so  as  to 
require  very  great  force  to  disunite  any  particle  of  it  from 
the  whole  mass.  But  if,  instead  of  employing  sand,  the  only 
solid  body  that  is  entangled  among  the  ceinenting  matter 
should  be  chalk,  (as  in  all  ca.ses  where  the  mortar  consists 
of  pure  lime  alone,)  or  any  other  slightly  coherent  substance, 
let  the  cementing  particles  of  that  composition  be  ever  so 
perfect,  it  is  impossible  that  the  whole  can  ever  attain  a  great 
degree  of  firmness,  as  these  chalky  matters  will  be  easily 
broken  asunder. 

It  is  remarked,  in  addition,  that  a  variety  of  conjectures 
have  been  made  about  the  nature  of  the  lime-eement  em- 
ployed by  the  ancients.  It  has  been  thought  that  they  pos- 
sessed an  art  of  making  mortar  which  has  been  long  since 
entirely  lost  ;  as  the  cement  in  the  walls  which  have  been 
built  by  them,  appears  to  be,  in  many  cases,  much  firmer 
than  that  which  had  been  made  in  modern  times.  Yet,  when 
the  mortar  of  those  old  buildings  is  analyzed,  it  is  found  to 
consist  of  the  same  materials,  and  nearly  in  the  same  propor- 
tions, in  which  they  are  now  made  use  of.  And  it  is  thought 
probable,  that  their  only  secret  consisted  in  mixing  the  mate- 
rials more  perfectly  than  the  rapidity  or  avarice  of  modem 
builders  will  permit;  in  employing  their  mortar  in  a  much 
more  fluid  state  than  is  done  now  ;  and  in  allowing  it  to  dry 
more  slowly,  which  the  immoderate  thickness  of  many  of 
their  walls  would  naturally  produce,  without  any  precon- 
certed design  on  their  part.  Tradition  has  even  handed 
down  to  the  present  times  the  memory  of  the  most  essential 
of  these  particulars  ;  as  the  lower  class  of  people,  in  every 
part  of  the  nation,  at  this  moment,  invariably  suppose  and 
believe  that  these  old  vl^Ws  were  composed  of  a  mortar  so 
very  thin,  as  to  admit  of  its  being  poured,  like  a  fluid, 
between  the  stones,  after  they  were  laid  in  the  wall :  and  the 
appearance  of  these  old  walls,  when  taken  down,  seems  to 
favour  this  popular  tradition.  Nor  is  it  doubted  but  that 
this  may  have  been  the  case.  The  stones  in  the  outer  part 
of  the  wall,  it  is  thought,  were  probablj'  bedded  in  mortar, 
nearly  as  is  practised  at  present  ;  and  the  heart,  after  being 
packed  well  with  irregular  stones,  might  have  the  interstices 
between  them  entirely  filled  up  with  fluid  mortar,  which 
would  insinuate  itself  into  every  cranny,  and,  in  time,  adhere 
as  firmly  as  the  stones  themselves,  or  even  more  so,  if  the 
stones  were  of  a  sandy  friable  nature.  And  that,  as  these 
walls  were  usually  of  very  great  thickness,  it  might  often 
happen,  that  the  water  in  this  mortar,  by  acting  successively 
upon  difteront  particles  of  caustic  lime,  would  at  length  be 
entirely  absorbed  by  successive  crystallizations,  so  as  to 
become  perfectly  dry,  without  any  evaporation  at  all  ;  in 
which  case,  a  very  large  proportion  of  the  original  lime  must 
have  been  regularly  crystallized  in  a  slow  and  tolerably  per- 
fect manner,  so  as  to  attain  a  firmness  little  inferior  to  lime- 
stone, or  marble  itself. 

It  is  supposed  that,  upon  these  principles,  it  is  easy  to 
account  for  the  superior  hardness  of  some  old  cements,  when 
compared  with  that  of  modern  limes,  in  which  a  practice  very 
diflerent  is  usually  followed,  without  having  recourse  to  any 
wonderful  arcana  whatever. 

There  are  likewise  a  few  other  circumstances  that  may 
iufluoneo  the  quality  of  common  lime-mortar.  If  limestone 
be  sufiieiently  calcined,  it  is  deprived  ofall  its  moisture,  and 
of  all  its  carbonic  acid  gas,  or  fixed  air.  But  experience 
shows,  that  limestone  will  fall  to  powder  on  the  cfliision  of 
water  upon  it,  when  it  is  much   less  perfectly   calcmed,  and 


while  it  still  retains  almost  the  whole  of  its  fixed  air.  And 
that,  as  masons  have  hariily  any  oilier  rule  for  jtidgiiig 
whether  limestone  be  sulliciently  c;ileined,  except  this  single 
circumstance  of  its  falling  to  a  powder  when  water  is  poured 
ii|n)n  it,  it  may  thus  easily  be  perceived,  that  the  same  lime 
may  be  more  or  less  fitted  for  making  good  mortar,  according 
to  a  ciicumsiaiice  that,  in  a  great  measure,  eludes  the  obser- 
vation of  operative  masons ;  for  if  it  should  happen  that  all 
the  pieces  of  lime  drawn  from  a  kiln  at  one  time  were  just 
sullicicntly  calcined  to  make  it  fall  to  a  powder  with  water, 
and  no  more,  that  powder  would  be  altogether  unfit  for 
making  mortar  of  any  kind.  This  is  a  case  that  can  seldom 
happen ;  but  as  there  are  a  great  many  intermediate  degrees 
between  that  state  and  perfect  calcination,  it  must  often 
happen  that  the  stone  will  approach  nearer  to  one  of  these 
extremes  at  one  time  than  at  another ;  so  that  the  mortar 
may  be  much  more  perfect  at  one  time  than  at  another,  owing 
to  a  variation  in  this  particular. 

All  those  who  have  written  on  the  subject  of  lime  as  a 
cement,  have  endeavoui-ed  to  ascertain  what  is  the  due  pro- 
portion of  sand  for  making  the  most  perfect  cement.  But  a 
little  attention  to  the  matter  will  show,  that  all  rules  which 
could  be  prescribed  as  to  this  particular,  must  be  so  vague 
and  uncertain  as  to  be  of  little  utility  to  liie  practical  mason  ; 
as,  besides  the  variation  which  may  arise  from  a  more  or  loss 
perfect  degree  of  calcination  as  above,  it  is  a  certain  fact, 
that  some  kinds  of  limestone  are  much  more  pure,  and  con- 
tain a  much  smaller  proportion  of  sand,  than  others  do; 
some  being  found  almost  perfectly  ]nire,  wliile  others  contain 
eleven-twelfths  of  sand,  and  all  the  intermediate  proportions 
of  it.  Tlieretbre,  it  would  be  absurd  to  say  that  pure  lime 
would  require  as  small  a  proportion  of  sand,  when  made  into 
mortar,  as  that  which  originally  contained  in  itself  a  much 
larger  proportion  of  sand  than  any  writer  has  ever  ventured 
to  propose  for  being  put  into  mortar. 

Besides,  there  are  variations  caused  by  the  different  nature 
of  the  calcination  in  the  several  sorts  of  limestone  ;  from 
which  it  niay,  upon  the  whole,  be  concluded,  that  about  one- 
tenth  oi  pure  limestone  is  not  enough  calcined  to  admit  of 
being  made  into  mortar;  and  that  of  the  most  impure  sorts 
of  limestone,  not  above  one-fourth  part  of  the  lime  contained 
in  it  is  so  much  calcined  as  to  be  in  a  caustic  state. 

The  variation  that  is  produced  by  these  means,  in  regard 
to  the  proportion  of  sand  that  will  be  required  to  the  lime  in 
the  one  or  the  other  case,  is  found  to  be  so  extremely  great 
as  hardly  to  be  conceived.  It  is,  however,  stated,  that  the 
best  mortar  that  has  been  seen  made  was  formed  of  lime 
which  had  been  found  to  contain  eleven  parts  of  sand  to  one 
of  lime  ;  to  this  there  was  added  between  twice  and  thrice 
its  whole  bulk  of  sand  by  measure,  which  may  bo  allowed  to 
have  been  at  least  three  times  its  quantity  by  tacif/ht.  There- 
fore, supposing  that  every  particle  of  that  lime  had  been  so 
perfectly  calcined  as  to  be  in  a  caustic  state,  there  could  not 
be  less  than  forty-seven  parts  of  sand  to  one  of  lime.  As 
much  may,  however,  be  allowed  for  the  uncaustic  part  of  the 
lime  as  is  desired,  and  the  calculation  made  accordingly. 
But  it  is  hardly  possible  to  suppose  that  above  one-hundredth 
part  of  this  mass,  independent  of  the  water,  consisted  of  pure 
caustic  calcareous  earth. 

On  these  considerations  it  is  conceived,  that  it  is  impossible 
to  prescribe  any  determinate  proportion  of  sand  to  lime,  as 
that  must  vary  according  to  the  nature  of  the  lime,  and  other 
incidental  circumstances,  which  would  form  an  infinity  of 
exceptions  to  any  general  rule.  But  it  would  seem  that  it 
might  be  safely  inferred,  that  the  moderns,  in  general,  rather 
err  in  giving  too  little  sand  than  in  giving  too  much.  It 
deserves,  however,  to  be  noticed,  that  the  sand,  when  natu- 
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rally  in  the  limestone.  Is  mor<»  intimately  blended  with  the 
lime  than  can  possibly  be  ever  effected  by  any  mechanical 
operation  ;  so  that  it  would  be  in  vain  to  hope  to  make  good 
mortar  artificially  from  pure  lime,  with  such  a  small  propor- 
tion of  caustic  calcareous  matter  as  may  sometimes  be  effected 
when  the  lime  naturally  contains  a  very  large  proportion  of 
sand.  But  there  seems  to  be  no  doubt,  that  if  a  much  larger 
proportion  of  sand  were  employed,  and  if  that  were  more 
carefully  blended  and  expeditiously  worked  than  is  common, 
the  mortar  would  be  much  more  perfect  than  is  usual  in 
modern  times,  as  has  been  proved  by  actual  trials. 

Another  circumstance  that  tends  greatly  to  vary  the  qua- 
lity of  cement,  and  to  make  a  greater  or  smaller  proportion 
of  sand  necessary,  is  the  mode  of  preparing  lime  before  it  is 
beaten  up  into  mortar.  When  for  plaster,  it  is  of  great 
importance  to  have  every  particle  of  the  limestone  slaked 
before  it  is  worked  up ;  for,  as  smoothness  of  the  surface  is 
the  most  material  point,  if  any  particles  of  lime  should  be 
beaten  up  in  it,  and  employed  in  work  before  sufficiently 
fallen,  the  water  still  continuing  to  act  on  them  after  it  was 
worked  up,  would  infallibly  slake  such  particles,  which, 
forcibly  expanding  themselves,  would  produce  those  excres- 
cences on  the  surface  of  the  plaster  conimonlv  termed 
blisters.  Consequently,  in  order  to  obtain  a  perfect  kind  of 
plaster,  that  will  remain  smooth  on  the  surface,  and  free  of 
blisters,  there  is  an  absolute  necessity  to  allow  the  lime  to  lie 
for  a  considerable  time  macerating  or  souring  m  water, 
before  it  is  worked  up.  And  the  same  sort  of  process  is 
necessary  for  the  lime,  when  intended  for  use  as  mortar, 
though  not  so  absolutely.  Great  care  is,  however,  required 
in  the  management  in  this  respect ;  the  principal  things 
being  the  getting  of  well-burnt  lime,  and  the  allowing  it  to 
macerate  or  sour  with  the  water  for  only  a  very  short  time 
before  it  is  used  ;  but  that  which  is  the  best  burnt  will 
require  the  maceration  of  some  days  in  the  water  before  it  is 
sufficiently  slaked  in  the  whole  mass  for  this  purpose. 

It  has  been  almost  universally  admitted,  that  the  hardest 
limestone  affords  a  lime  Shat  will  consolidate  into  the  firmest 
cement;  hence  it  is  generally  concluded,  that  lime  made  of 
chalk  produces  a  much  weaker  cement  than  what  is  made 
of  marble  or  limestone.  It  would  seem,  however,  that  if 
ever  this  be  the  case,  it  is  only  incidentally,  and  not  neces- 
sarily so.  As,  from  the  nature  of  calcareous  matter,  every 
kind  of  lime  is  equally  fit  for  becoming  a  firm  cement,  if  it 
be  first  reduced  to  a  proper  degree  of  causticity,  and  has  after- 
wards a  due  proportion  of  sand  properly  mixed  with  it,  before 
it  be  employed  in  work.  Different  sorts  of  lime,  without 
doubt,  differ  much  from  each  other  in  the  proportion  of  sand 
they  naturally  contain,  and,  of  course,  require  very  different 
proportions  of  sand  to  be  added  to  them  before  they  can  be 
made  equally  perfect  as  a  cement ;  which  is  an  economical 
consideration  of  no  small  moment,  in  some  cases,  as  it  may 
make  one  sort  of  lime  a  great  deal  cheaper  than  another  on 
some  occasions,  and,  of  course,  deserves  the  attention  of 
builders  in  general. 

The  excellencies  and  defects  of  other  substances,  that  may 
be  occasionally  mixed  with  lime,  in  making  cement,  may  be 
just  noticed.  Those  commonly  used  as  an  addition  to  mortar, 
besides  sand  of  various  denominations,  are  powdered  sand- 
stone, brick-dust,  and  sea-shells.  And,  for  forming  plaster, 
where  closeness  rather  than  hardness  is  required,  they  use 
lime  that  has  been  slaked  and  kept  long  in  a  dry  place  till 
it  has  become  nearly  efiiite,  powdered  chalk,  or  whiting,  and 
gypsum,  in  various  proportions  ;  besides  hair  and  other  mate- 
rials of  that  nature.  But  some  others  have  been  more  lately 
advised,  such  as  earthy  balls,  slightly  burnt  and  pounded, 
powdered  and  sifted  old  mortar  rubbish,  and  others   of  a 


similar  kind.  All  of  which  substances  are  found  objection- 
able, in  some  respect  or  other,  for  this  use,  sand  being  the 
only  perfectly  suitable  material  that  can  be  easily  met  with  ; 
on  which  account,  it  has  been  always  justly  preferred.  Pure 
firm  crystallized  sand  is  the  best ;  though  all  pure  sands  are 
not  equally  proper  for  this  purpose. 

It  is  stated  by  Sir  Humphrey  Davy,  in  his  work  on  Agri- 
cultural Cheinhtry,  that  tliere  are  two  modes  in  which  lime 
acts  as  a  cement ;  in  its  combination  with  water,  and  in  its 
combination  with  carbonic  acid.  When  quick-lime  is  rapidly 
made  into  a  paste  with  water,  it  soon  loses  its  softness,  and 
the  water  and  the  lime  form  together  a  solid  coherent  mass, 
which  consists  of  seventeen  parts  of  water,  to  fifty-hve 
parts  of  lime.  When  this  hydrate  of  lime,  while  it  is  con- 
solidating, is  mixed  with  red  oxyde  of  iron,  alumina,  or  silica, 
the  mixture  becomes  harder  and  more  coherent  than  when 
lime  alone  is  used  ;  and  it  appears,  that  this  is  owing  to  a 
certain  degree  of  chemical' attraction  between  hydrate  of  lime 
and  these  bodies :  and  they  render  it  less  liable  to  decompose 
by  the  action  of  the  carbonic  acid  in  the  air,  and  less  soluble 
in  water.  It  is  thought  that  the  basis  of  all  cements  that  are 
used  for  works  which  are  to  be  covered  with  water  must  be 
formed  from  hydrate  of  lime;  and  that  the  lime  made  from 
iiiipure  lime-stones  answers  tliis  purpose  very  well.  Puzzo- 
lana,  it  is  said,  is  composed  principally  of  silica,  alumina,  and 
oxyde  of  iron  ;  and  it  is  used  mixed  with  lime,  to  form  cements 
intended  to  be  employed  under  water.  It  is  stated  that  Mr. 
Sraeaton,  in  the  construction  of  the  Eddystone  lighthouse, 
used  a  cement  composed  of  equal  parts,  by  weight,  of  slaked 
lime  and  puzzolana.  Puzzolana,  it  is  said,  is  a  decomposed 
lava.  Tarras,  which  was  formerly  imported  in  considei'able 
quantities  from  Holland,  is  found  to  be  a  mere  decomposed 
basalt :  two  parts  of  slaked  lime  and  one  part  of  tarras  form 
the  principal  part  of  the  mortar  used  in  the  great  dykes  of 
Holland.  It  is  supposed  that  substances  which  will  answer 
all  the  ends  of  puzzolana  and  tarras,  are  abundant  in  the 
British  islands.  An  excellent  red  tarras  may  be  procured  in 
any  quantities  from  the  Giant's  Causeway,  in  the  north  of 
Ireland :  and  decomposing  basalt  is  abundant  in  many 
parts  of  Scotland,  and  in  the  north  of  England  where  coal 
is  found. 


It  is  observed  that  Parker's  cement,  and  cements  of  the 
same  Iffnd,  are  mixtures  of  calcined  ferruginous,  siliceous,  and 
aluminous  matter,  with  hydrate  of  lime. 

It  is  noticed,  that  the  cements  which  act  by  combining 
with  carbonic  acid,  or  the  common  mortars,  are  made  by 
mixing  together  slaked  lime  and  sand.  These  mortars  at 
first  solidify  as  hydrates,  and  are  slowly  converted  into  carbo- 
nate of  lime  by  the  action  of  the  carbonic  acid  of  the  air.  It 
was  found  by  Mr.  Tennant,  that  a  mortar  of  this  kind,  in 
three  years  and  a  quarter,  had  regained  sixty-three  per  cent, 
of  the  quantity  of  carbonic  acid  gas,  which  constitutes  the 
definite  proportion  in  carbonate  of  lime.  The  hardness  of 
the  mortar  in  very  old  buildings  is  also  thought  to  depend 
upon  the  perfect  conversion  of  all  its  parts  into  carbonate  of 
lime.  The  purest  lime-stones  are  the  best  adapted,  it  is  said, 
for  making  this  kind  of  mortar.  The  magnesian  lime-stones 
make  excellent  water-cements,  but  act  with  too  little  energy 
upon  carbonic  acid  gas,  to  make  good  common  mortar.  The 
Komans,  on  Pliny's  authority,  made  their  best  mortar  a  year 
before  it  was  used;  so  that  it  was  partially  combined  with 
carbonic  acid  gas  before  it  was  employed,  it  is  supposed. 
See  more  on  this  subject  under  the  articles  Cement,  Lime, 
MoHTAR,  and  Plastering. 

CjL  lliE,  the  same  as  Choir. 

Ql  lUK,  a  piece  of  ground  taken  out  of  any  regular 
ground-plat,  or  floor.  Thus,  if  the  ground-plat  were  square, 
or  oblong,  and  a  piece  be  taken  out  of  a  corner,  to  make  a 
court,  or  yard,  &c.,  the  piece  is  called  a  quirk. 

QuiuK-MouLDiNGS  are  the  convex  parts  of  Grecian  mould- 
ings, where  they  recede  at  the  top,  and  form  a  re-entrant 
angle  with  the  soffit,  or  level  surface  which  covers  the 
moulding. 

Quirks,  in  moulding,  belong  to  the  ovolo  .and  semi-reversa. 

QUOIN,  or  Coin,  (from  the  French,  coin,  of  the  Latin, 
cuncus),  a  wedge.     See  Coin. 

Quoins,  (from  the  French  coin,  a  corner),  the  corners  of 
brick  or  stone  walls.  The  word  is  particularly  used  for  the 
stones  in  the  corners  of  brick  buildings.  When  these  stand 
out  beyond  the  brick-work  (their  edges  being  chamfered  off) 
they  are  called  rustic  quoins. 
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RABBET,  or  Rebate,  see  Rebate. 

Rabbet-Plane,  see  Plane. 

RABBETING,  or  Rebatino,  the  planing  or  cutting  of 
channels,  or  grooves,  in  boards. 

RACK,  the  case  in  a  stable  where  the  hay  is  placed  for 
the  horses. 

RADIUS,  in  a  circle,  the  right  line  drawn  from  the  centre 
to  the  circumference. 

RAFTERS,  (Dutch),  pieces  of  timber,  which,  standing  by 
pairs  On  the  reason-piece, or  raising-piece,  meet  in  an  angle  at 
the  top,  and  form  the  roof  of  a  building. 

It  is  a  rule  in  architecture,  that  rafters  should  not  stand 
farther  than  twelve  inches  asunder. 

For  the  sizes  or  scantlings  of  rafters,  it  is  advisable 
that  principal  rafters  from  12  feet  G  inches,  to  14  feet 
6  inches  long,  be  5  inches  broad  at  the  top,  8  inches 
at  the  bottom,  and  6  inches  thick.  Those  from  14  feet 
C  inches,  to  18  feet  6   inches  lone,  to  be   9   inches  broad 


at  the  fliot,  7  inches  at  the  top,  and  7  inches  thick.  And 
those  from  18  feet  C  inches,  to  21  feet  6  inches,  to  be  10 
inches  broad  at  the  foot,  8  inches  at  the  top,  .and  8  inches 
thick.  Single  rafters,  6  feet  G  inches  long,  must  be  4  feet 
3  inches  in  their  square. 

Rafters,  the  inclined  timbers  disposed  in  the  sides  of  a 
roof,  so  that  their  edges  may  be  in  planes  parallel  to  the  cover- 
ing which  is  supported  by  them.  See  the  article  Roof,  Curb 
ROOF ;  but  more  particularly  MEcnANiCAL  Carpentry. 

RAG-STONE,  a  kind  of  limestone  much  used  in  building 
of  late.    See  Quarry. 

KAIL,  (from  the  German,  rier/el),  in  architecture,  is 
applied  variously  ;  particularly  to  those  pieces  of  timber 
which  lie  horizontally  between  the  panels  of  wainscot,  and 
over  and  under  them.  The  word  is  also  applied  to  those 
pieces  of  timber  which  lie  over  and  under  balusters  in  balco- 
nies, staircases,  &c.  Also,  to  the  pieces  of  timber  that  lie 
horizontally  from  post  to  post  in  fences,  with  pales  or  without. 
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RAILING,  in  Rural  Economy,  a  sort  of  fi'iicc  constructed 
with  posts  and  rails.  It  is  often  made  use  of  in  protecting 
young  htdge-fenccs  from  the  cropping  of  cattle  or  other 
animals.  Any  sort  of  coarse  timber  does  very  well  for  this 
last  purpose,  such  as  outside  phmks,  and  the  boughs  or  lop- 
pings of  timber  plantations. 

ItAlLWAY,  or  Tram-Road,  or  Dram-Road,  or  Wagoon- 
WAv,  a  track  constructed  of  iron,  stone,  timber,  or  other 
!i>atcriai,  upon  the  surface  of  an  inclined  plane,  or  other  situa- 
tion, for  the  purpose  of  diminishing  friction,  and  thus  serv- 
ing for  the  easy  conveyance  of  heavy  loads  of  any  kind  of 
articles. 

Railways  were  at  first  solely  employed  for  transporting 
coals  to  a  moderate  distance  from  the  pits,  to  the  places 
where  they  could  be  shipped,  and  were  universally  made  of 
wood.  By  degrees  they  were,  however,  carried  to  a  farther 
extent ;  when  the  scarcity  of  wood,  and  the  expense  of  their 
repairs,  suggested  the  idea  of  employing  iron  for  the  purpose 
of  improving  these  roads.  At  first,  flat  rods  of  bar-iron  were 
nailed  upon  the  original  wooden  rails,  or,  as  they  were  tech- 
nically called,  sleepers ;  and  this,  though  an  expensive  pro- 
cess, was  found  to  be  a  great  improvement. 

They  wei'e  next  cast  in  the  form  of  long  narrow  plates, 
with  a  vertical  lianche  on  one  side,  so  that  the  section 
presented  the  form  of  the  letter  L,  and  thus  the  wheels  of 
the  carriages  were  retained  in  the  direction  of  the  rails  ; 
the  flanches  on  the  wheels  being  dispensed  with. 

But  the  longitudinal  timbers  on  which  these  plate-rails 
rested,  being  liable  to  rot  and  give  way,  were  at  last  entirely 
discarded,  and  the  rails  were  cast  of  sufficient  depth  to  sus- 
tain the  weight  passing  over  them,  and  of  length  sufficient 
to  reach  from  one  cross  sleeper  to  the  next,  to  which  they 
were  secured  by  means  of  chairs  ;  these  rails  were  reduced 
in  width,  and  the  flanclie  transferred  back  again  to  the 
wheels. 

About  1815,  malleable  bars  were  introduced,  those  of  cast^ 
iron  having  been  found  objection-able  on  account  of  their 
frangibility.  The  former  were  simply  bars  of  iron,  three  or 
four  feet  long,  and  from  one  to  two«inches  square,  but  they 
were  found  to  destroy  the  wheels,  on  account  of*  their 
narrowness :  and  a  return  to  cast-iron  appeared  inevitable, 
until  a  new  method  of  constructing  the  malleable  rails 
was  patented  in  1820  by  Mr.  Birkinshaw.  This  improve- 
ment consisted  in  passing  the  bars,  when  red-hot,  between 
rollers,  which  gave  the  required  form  to  the  rails,  and  by 
this  means  the  bars  were  rolled  in  lengths  of  from  12 
to  15  feet,  and  of  any  section  required,  the  depth  and 
breadth  being  increased  in  proportion  to  the  distance  from 
the  bearings. 

The  rails  are  placed  in  chairs  of  cast-iron,  which  are 
spiked  down  to  transverse  timbers  or  sleepers,  as  they  are 
termed,  laid  from  2  feet  6  inches  to  3  feet  apart.  These 
sleepers  are  commonly  of  larch,  about  9  feet  in  length, 
9  inches  in  width,  and  6  inches  deep,  and  at  either  end  at 
the  distance  apart  of  4  feet  8^  inches,  are  placed  the  chairs 
or  saddles  to  receive  the  ends  of  the  rails,  which  run  parallel 
to  each  other  ;  they  are  generally  about  5  inches  deep  at  the 
centre,  2^  inches  wide  at  the  top  and  bottom,  and  ^  inch 
thick  in  the  middle  vertical  rib. 

The  rails  of  the  broad  guage  are  placed  7  feet  a|)art,  and 
are  spiked  down  to  longitudinal  timbers,  which  are  kept 
equidistant  by  transverse  sleepers. 

The  permanent  way  consists  of  a  level  roadway,  properly 
ballasted  with  gravel  or  other  suitable  ballasting. 

RAIN-WATER  PIPE,  a  pipe  fixed  on  the  exterior 
of  houses  and  other  buildings,  for  the  purpose  of  conveying 
rain-water  from  the  roofs,  &c.,  into  a  drain. 


RAISER,  a  board  set  on  edge  under  the  foresido  of  a  step, 
a  stair,  &c.      See  Staircasing. 

RA1SL\G-P1EUES,  or  Reason-Pieces,  in  architecture, 
pieces  that  lie  under  the  beams,  and  over  the  posts  or 
puncheons. 

The  term  is  chiefly  employed  in  buildings  constructed  of 
timber  frame,  where  the  interstices  are  filled  with  clay, 
or  brickwork,  called  panels.  In  brick  or  stone  buildings, 
the  board  or  plank  pl.iced  on  the  top  of  the  wall  is  denomi- 
nated the  wnll-jilate  ;  but,  in  some  parts  of  the  country,  the 
wall-plates  are  denominated  platbands. 

RAKING,  a  term  applied  to  such  members  of  a  building 
as  slope  or  lie  inclined  to  the  horizon. 

RAKING-MOULDING,  in  joinery,  a  moulding  whose 
arrises  are  inclined  to  the  horizon  in  any  given  angle. 

If  the  raking-moulding  has  to  meet  with  a  horizontal 
moulding,  at  a  given  angle,  on  the  plan  ;  and  if  the  section 
of  the  horizontal  moulding  be  given  ;  the  following  method 
will  show  how  to  find  the  section  of  the  raking-moulding: 

Figure  1. — Let  the  given  moulding  be  a  cima-recta;  take 
any  number  of  points  in  the  curve,  and  through  these  points 
draw  straight  lines  parallel  to  the  rake;  then  the  moulding 
shown  in  the  middle  of  the  rake,  being  pricked  off  from  the 
level  lines  at  the  bottom,  will  give  the  section  to  work 
the  raking-moulding. 

If  the  moulJing  is  required  to  be  returned,  as  shown  at 
the  upper  part,  the  inclined  lines  are  continued  ;  the  proper 
projections  are  set  at  the  top  of  the  moulding,  and  vertical 
lines  are  drawn  through  the  points  of  section  to  meet  the 
respective  inclined  lines;  then  a  curve,  being  drawn  through 
the  points  of  intersection,  will  give  the  horizontal  return 
moulding  at  the  top. 

Figure  2. — An  inclined  cavetto,  showing  the  section  of 
the  raking  moulding,  and  also  the  section  of  the  return  level- 
moulding  of  the  top. 

Angle-bars,  for  shop-fronts,  are  also  ranked  among  the 
class  of-raking  mouldings.  In  Figure  3,  let  b  be  the  com- 
mon bar,  of  the  same  thickness  with  the  angle-bar  :  take  the 
raking  projection,  1,  1,  in  c,  and  set  the  foot  of  the  compasses 
in  1  at  B,  and  cross  the  middle  of  the  bar  at  the  other  1 ; 
draw  the  lines  2,  2,  3,  3,  &c.  parallel  to  1,  1,  then  prick  the 
section  at  1  c,  from  the  ordinates  so  drawn  at  n,  and  thus  the 
section  of  the  angle-bar  is  obtained. 

RAMMED-EARTH  BUILDINGS,  such  as  are  raised  with 
some  sort  of  earthy  material,  hardened  by  being  rammed  into 
moulds  or  cases.  This  mode  of  building  with  earthy  mate- 
rials is  supposed  by  some  to  have  been  known  at  a  very  early 
period,  and  has  Iseen  long  practised  with  success  in  the 
southern  parts  of  France,  especially  about  Lyons,  though  but 
little  understood  in  any  other  part  of  Europe  until  compa- 
ratively lately.     See  Pise. 

RAMP,  in  hand-railing,  a  concavity  on  the  upper  side, 
formed  over  risers,  or  over  a  half  or  quarter  space,  by  a  sud- 
den rise  of  the  steps  above,  which  frequently  occasions  a  knee 
above  the  ramp. 

RAMPANT  ARCH,  one  whose  abutments  spring  from 
an  inclined  plane. 

RAMPART,  or  Rampier,  (from  the  Spanish,  amparo, 
defence,  or  covering,)  in  fortification,  a  massy  bank,  or  ele- 
vation of  earth,  about  the  body  of  a  place,  to  cover  it  from 
the  direct  fire  of  the  enemy,  and  of  sufficient  thickness  to 
resist  the  efforts  of  the  cannon  for  many  days ;  and  formed 
into  bastions,  curtains,  &c. 

Upon  the  rampart  the  soldiers  continually  keep  guard,  and 
pieces  of  artillery  are  planted  there  for  the  defence  of  the 
place.  Hence,  to  shelter  the  guard  from  the  enemy's  shot, 
the  outside  of  the  rampart  is  built  higher  than  the  inside,  i.  e. 
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a  parapet  is  raised  upon  it  with  a  platform.  Hence,  also, 
earth  not  being  capable  to  be  raised  perpendicularly,  like 
stone,  the  rarnpart  is  built  with  a  talus,  or  slope,  both  on  the 
inner  and  outer  side. 

The  rampart  is  sometimes  lined,  t.  e.  fortified  with  a  stone 
wall  witliinside,  otherwise  it  has  a  berme. 

It  is  encompassed  also  with  a  moat,  or  ditch,  out  of  which 
the  earth  that  forms  the  rampart  is  dug. 

The  height  of  the  rampart  should  not  exceed  three 
fatlioms,  this  being  sufficient  to  cover  the  liouscs  from  the 
battery  of  the  cannon  :  neither  ought  its  thickness  to  be  above 
ten  or  twelve,  unless  more  earth  be  taken  out  of  the  ditch 
than  c;m  be  otherwise  bestowed. 

The  ramparts  of  half  moons  arc  the  better  for  being  lt)w, 
that  the  small  fn-e  of  the  defendants  may  the  better  reach 
the  bottom  of  the  ditch  ;  but  yet  they  must  be  so  high  as  not 
to  be  commanded  by  the  covert- way. 

Rampart,  in  civil  architecture,  is  also  used  for  the  space 
loft  void  between  the  wall  of  a  city  and  the  nearest  houses. 
This  is  what  the  liomans  call /)07«a.TJKfft,  in  which  it  was  for- 
bid to  build,  and  where  they  planted  rows  of  trees,  for  the 
people  to  walk  and  amuse  themselves  under. 

RAMPS,  in  fortilication,  gentle  slopes  made  for  the  can- 
non to  be  drawn  up  and  down  by,  and  also  for  the  easy  com- 
munication of  the  troops  posted  in  a  battery  raised  above  the 
level  of  the  ground.  The  rise  of  these  slopes  is  about  two 
inches,  on  twelve  of  base;  or  the  length  of  the  base  is  six 
times  the  height,  and  this  is  general  for  the  draught  of  air- 
riages ;  but  footways  need  not  be  of  so  gentle  a  slope,  as  a 
rise  of  one  foot  in  three  may  answer  the  purpose ;  or,  instead 
of  ramps,  stairs  may  be,  and  commonly  are,  used  for  the 
passage  of  tile  foot.  The  breadth  of  a  carriage  ramp  is 
usually  about  nine  or  ten  feet ;  but  those  for  loot-passage 
only  need  not  be  above  three  or  four  feet  wide.  Ramps  may 
either  rise  on  the  side  of  an  elevated  work,  or  against  a 
salient  angle  of  that  work,  or  on  each  side  of  an  entering 
angle. 

RANGE,  or  Ranging,  (from  the  French,  ranger,  to  place 
in  ranks,)  a  term  applied  to  the  edges  of  a  number  of  bodies, 
placed  in  a  given  surface:  thus,  if  the  edges  of  the  ribs  of  a 
groin  were  placed  in  a  cylindric  surface,  they  would  be  said 
to  range.  It  is  also  used  in  speaking  of  the  side  of  a  work 
that  runs  straight,  without  breaking  into  angles. 

RASP,  a  rough  file. 

RATE,  in  architecture,  the  particular  class  of  a  building, 
under  which  it  is  arranged,  as  to  the  tjuantity  of  ground  on 
which  it  stands,  its  height,  or  destination. 

This  classiQcation  is  only  used  in  the  neighbourhood  of 
London,  in  order  to  modify  the  construction  according  to  the 
regulations  of  the  building  act.     See  House. 

RAVELIN,  in  fortilication,  was  anciently  a  flat  bastion, 
placed  in  the  middle  of  a  curtain  ;  but  now  it  is  a  detached 
work,  composed  only  of  two  faces,  which  make  a  salient 
angle,  sometimes  without,  and  sometimes  with  flanks  ;  and 
raised  before  the  curtain  on  the  counterscarp  of  the  place  ; 
serving  to  cover  it  and  the  adjoining  flanks  from  the  direct 
fire  of  an  enemy. 

A  ravelin  is  a  triangular  work,  resembling  the  point  of  a 
bastion  with  the  flanks  cut  otf.  Its  use  before  a  curtain  is, 
to  cover  the  opposite  flanks  of  the  two  next  bastions.  It  is 
used  also  to  cover  a  bridge,  or  a  gate,  and  is  always  placed 
without  the  moat. 

What  the  engineers  call  a  ravelin,  the  soldiers  generally 
call  a  demi-lane,  or  half  moon. 

There  are  also  double  ravelins,  which  serve  to  defend  each 
other.  Tiiey  are  said  to  be  double  when  they  are  joined  by 
a  curtain. 


READING-DESK,  a  raised  desk  in  churches,  from  which 
the  lessons  and  other  parts  of  the  services  are  read.  It  is 
more  correctly  termed  Letteun,  or  Lectern,  and  consists 
usually  of  one  or  two  sloping-desks  of  sufficient  size  to  sus- 
tain the  books  raised  upon  a  pedestal  or  standard  ;  they  are 
mostly  made  of  wood,  but  frequently  of  brass  or  other  metal, 
and  is  enriched  with  various  degrees  of  ornamentation.  In 
many  cases,  the  stem  or  pedestal  was  surmounted  by  an  eagle 
with  outspread  wings,  on  which  the  books  rested. 

REBATE,  or  Raubet,  (from  the  French,  rahhattre,  to 
abate,)  a  deep  groove,  or  channel,  cut  longitudinally  in  a 
piece  of  timber,  to  receive  the  edge  of  a  plank,  or  the  ends 
of  a  number  of  planks,  which  are  to  be  securely  fastened 
into  it.  The  depth  of  this  channel  is  equal  to  the  tliiekness 
of  the  plank,  so  that,  when  the  end  of  the  latter  is  let 
into  the  rebate,  it  will  be  level  with  the  outside  of  the 
piece. 

RECESS,  (from  the  Latin,  rpccssi/s,)  a  cavity  in  a  wall, 
left  either  for  ornament  or  use,  or  for  both  purposes  united  ; 
for  use,  when  it  is  to  receive  some  piece  of  furniture,  as  a 
sideboard,  or  to  add  to  the  size  of  room ;  and  for  orna- 
ment when  made  in  the  form  of  a  niche,  to  give  beauty  and 
variety  to  the  building.  When  the  construction  of  the  edi- 
fice requires  some  of  its  walls  to  be  of  very  great  thickness, 
niches  are  frequently  taken  out  of  the  wall,  to  lessen  its 
thickness  and  give  a  greater  quantity  of  floor-room  ;  so  that 
utility  and  ornament  arc  united,  and  the  expense  of  mate- 
rials is  saved. 

RECIPIANGLE,  or  Recipient-Angle,  a  mathematical 
instrument,  serving  to  take  the  quantity  of  angles ;  used  espe- 
cially in  the  drawing  of  plans  of  fortifications. 

The  recipiangle  was  formerly  a  popular  instrument  among 
the  French,  but  little  known  among  us;  it  is  usually  very 
simple,  in  form  of  a  square,  or  rather  a  bevel ;  consisting  of 
two  arms,  or  branches,  riveted  together,  but  moveable,  like 
a  sector,  on  the  centre  or  livet. 

To  take  an  angle  with  it,  the  centre  of  a  protractor  is  laid 
to  the  joint,  and  the  degrees  cut  by  the  edge  show  the  quan- 
tity of  the  angle  ;  otherwise  the  angle  made  by  the  two 
rulers  is  drawn  on  paf>er,  and  then  measured  with  a  pro- 
tractor. 

Sometimes  there  is  a  circle  divided  into  degrees  added 
over  the  centre  or  rivet,  with  an  index  to  show  the  degrees 
without  a  protractor.  At  other  times  the  tinder  branch  is 
divided. 

To  measure  a  salient  angle  with  any  of  the  recipiangles, 
apply  the  insides  to  the  lines  that  form  the  angle  ;  for  a  re- 
entering angle,  apply  the  outsides,  &c. 

RECTANGLE,  (from  the  Latin,  reclangulu.i,)  called  also 
oblong,  and  lung  square,  a  quadrilateral  rectangular  figure, 
whose  opposite  sides  are  equal.  Or,  a  rectangle  is  a  jiaral- 
lelogram,  whoso  angles  are  right. 

IvECTANGULAR,  a  term  applied  to  figures  and  solids 
which  have  one  or  more  angles  right.  Such  are  squares,  rect- 
angles, and  rectangled  triangles,  among  plain  figures;  cubes, 
parallelopipeds,  &c.  among  solids. 

Solids  are  also  said  to  be  rectangular  with  respect  to  their 
situation  :  thus,  if  a  cone,  cylinder,  &e.  be  perpendicular  to 
the  plane  of  tiie  horizon,  it  is  called  a  rectangular  or  right 
cone,  cylinder,  &c. 

The  ancients  used  the  phrase  rectangular  section  of  a  cone, 
to  denote  a  parabola  ;  that  conic  section,  before  Apollonius, 
being  only  considered  in  a  cone,  whose  section  by  the  axis 
would  be  a  triangle,  right-angled  at  the  vertex. 

Hence  it  was  that  Archimedes  entitled  his  book  of  the 
quadrature  of  the  parabola,  by  the  name  of  RectanguU  C'oni 
Scctio. 


Rectangular,  or  Right-angled  Triangle,  a  triangle, 
one  of  whose  angles  is  right,  or  equal   to  90  degrees,      ^ee 

TniANGLE. 

RECTIFICATION,  in  geometry,  the  finding  of  a  right 
line  equal  to  a  proposed  curve,  or  simply  fuiding  the  length 
of  a  curve-line  ;  a  piublejn  which,  even  in  the  present 
advanced  state  of  analysis,  is  attended,  in  many  cases,  with 
considerable  difficulty  ;  and  was,  in  all,  totally  beyond  the 
reach  of  the  ancient  geometers,  who  were  not  able  to  assign 
the  length  of  any  curve-line  whatever  ;  though  they  could, 
in  a  few  instances,  determine  the  area  of  a  curvilinear  space. 
The  first  rectification  of  a  curve-line  was  ellected  by  Mr.  H. 
Neal,  as  we  are  informed  by  Dr.  Wallis,  at  the  conclusion  of 
his  Treatise  on  !he  Cissoid.  This  curve  was  the  semi-cubical 
parabola,  and  Neal's  rectification  of  it  was  published  in  July 
or  August,  1057  ;  and  in  1(359,  the  same  was  done  by  Van 
Ilaureat,  in  Holland. 

It  is,  however,  to  the  doctrine  of  fluxions  and  differential 
calculus  that  we  owe  the  complete  rectification  of  curve-lines, 
infinite  terms,  when  they  admit  of  it  ;  and  in  others,  by 
means  of  infinite  series,  circular  arcs,  logarithms,  &c. 

RECTILINEAR,  or  Right-lined,  a  term  applied  to 
figures  whose  perimeter  consists  of  right  lines. 

K  ECTORY,  the  official  residence  of  a  parish  priest,  usually 
in  close  pro.ximity  to  the  church. 

REDANS  (French)  prtyections  constructed  at  intervals 
in  walls  built  on  sloping  or  uneven  ground,  for  the  purpose 
of  preserving  the  same  height  through  its  whole  length. 

REDOUBT,  or  Redoubte  (from  the  Latin  reducius)  in 
fortification,  a  small  square  fort,  without  any  defence  but  in 
front,  used  in  trenches,  lines  of  circumvallation,  contraval- 
lation  and  approach  ;  as  also  for  the  lodging  of  corps  de 
garde,  and  to  defend  passages.  Redoubts  are  usually  figures 
of  three,  four,  five,  or  six  sides,  encompassed  with  a  ditch, 
and  a  bank  of  earth,  which  consists  of  two  parts  called  ram- 
parl  and  j)arapet.  In  marshy  giounds,  redoubts  are  often 
made  of  stone-work  for  the  security  of  the  neighbourhood ; 
their  face  consists  of  from  ten  to  fifieen  fathoms  ;  the  ditch 
round  them  from  eight  to  nine  feet  broad  and  deep  :  and  their 
parapets,  which  are  cut  into  embrasures  and  merlons,  have 
the  same  thickness. 

The  inner  sides  of  square  redoubts  are  usually  between  the 
limits  of  twelve  and  thirty-two  yards  ;  and  when  they  are 
to  be  defended  by  musketry,  the  number  of  men  necessary  to 
the  defi;nce  may  be  thus  determined  ;  half  the  side  squared, 
gives  the  number  of-  troops  ;  and  twice  the  square  root  of  a 
given  number  of  men,  shows  the  length  in  yards  of  the  side 
of  a  square  redoubt  proper  to  contain  them. 

REDUCTION  of  a  Figure,  Design,  or  Draught,  the  mak- 
ing a  copy  of  it,  either  larger  or  smaller  than  the  original, 
still  preserving  the  form  and  proportion. 

The  great  use  of  the  proportional  compasses  is  in  the 
reduction  of  figures,  &c.,  whence  they  are  also  called  com- 
passes of  reduction. 

REFECTORY,  a  dining- hall  or  refreshment  room.  The 
term  is  especially  applied  to  the  dining-halls  of  monastic  or 
other  religious  establishments. 

REFLEX,  or  Reflect,  in  painting,  is  understood  of 
those  places  in  a  picture  which  are  supposed  to  bo  illuminated 
by  a  light  reflected  from  some  other  body  represented  in  the 
same  piece. 

Or,  reflexes  may  be  defined  those  places  which,  beside 
the  general  light  that  illumines  the  whole  piece,  receive  some 
particular  light  from  their  situation  with  respect  to  some 
jnore  illuminated  polished  body,  that  reflects  part  of  the  rays 
it  receives  upon  them. 

Reflexes  are  scarcely  sensible,  except  in  the  shadowed 


parts.  The  management  of  the  reflexes  requires  great  accu- 
racy and  skill.  All  reflected  light  is  supposed  to  carry  with 
it  part  of  the  colour  of  the  body  which  reflects  it  :  so  that 
those  places  which  receive  this  light  must  have  their  colour 
mixed  or  tinged  with  that  colour.  Rut  the  same  phicc  may 
receive  reflexes  from  different  objects,  diflercntly  coloured, 
and  those,  again,  receive  reflexes  from  others.  The  painter, 
therefore,  must  have  a  view  to  every  circumstance  of  the 
colour,  light,  and  position  of  each  figure  ;  he  must  consider 
what  effect  each  has  on  others,  and  pursue  nature  through 
all  the  variety  of  mixtures. 

REGLET,  or  Riolet,  (from  the  French  reglette),  a  flat 
narrow  moulding,  used  chiefly  in  compartments  and  panels, 
to  separate  the  parts,  or  members,  from  each  other,  and  to 
form  knots,  frets,  and  other  ornaments.  The  reglet,  accord- 
ing to  Daviler,  diflers  from  the  fillet  and  listel  in  that  it  pro- 
jects equally,  like  a  ruler. 

REGRATING,  among  masons,  &c.,  taking  off  the  outer 
surface  of  an  old  hewn  stone,  with  the  hammer  and  ripe,  in 
order  to  whiten  and  make  it  look  fresh  again.  . 

REGULA,  a  band  below  the  toenia  in  the  Doric  archi- 
trave. 

REGULAR  FIGURE,  a  figure  that  is  both  equilateral 
and  equiangular ;  i.  e.,  whose  sides,  and  consequently  its 
angles,  are  all  equal. 

The  equilateral  triangle  and  square  are  regular  figures. 
All  other  regular  figures,  consisting  of  more  than  four  sides, 
are  called  regular  ^wli/f/ons.  Every  regular  figure  may  be 
insci'ibed  in  a  circle. 

Regular  Bonr,  called  also  Platonic  Bodt,  a  solid  ter- 
minated on  all  sides  by  regular  and  equal  planes,  and  whose 
solid  angles  are  all  equal. 

The  regular  bodies  are  five  in  number,  viz.,  the  cube, 
which  consists  of  six  equal  squares  ;  the  tetrahedron,  or  regu- 
lar triangular  pyramid,  having  four  equal  triangular  faces  ; 
the  octahedron,  having  eight  ;  the  dodecahedron,  having 
twelve  pentagonal  faces  ;  and  the  icosahedron,  having  twenty 
tiiangular  faces. 

Regular  Architecture,  such  as  has  all  its  parts  disposed 
in  regular  symmetry,  or  that  has  its  parts  disposed  in 
counter-parts. 

REINS  OF  A  VAULT,  see  Vault. 

REJOINTING,  the  filling  up  of  the  joints  of  stones  in  old 
buildings,  &c.,  when  worn  hollow  by  the  course  of  time,  or 
by  weather.  Rejointing  is  to  be  performed  with  the  best 
mortar,  as  that  of  lime  and  cement  ;  sometimes  also  with 
plaster,  as  in  the  joints  of  vaults,  &c. 

RELATION,  in  aroliitecture,  between  the  several  parts 
and  members  of  an  edifice,  constitutes  what  is  otherwise 
called  symmetrtj. 

RELIEVO,  Relief,  or  Embossment,  a  term  applied  to  a 
figure  which  projects  from  the  ground,  or  plane,  on  which  it 
is  formed,  whether  it  be  cut  with  the  chisel,  moulded,  or 
cast.  There  are  three  kinds  of  relievo,  viz.  alto,  basso,  and 
demi-relievo. 

Alto-relievo,  haul  relief,  or  high  relievo,  is  when  the  figure 
is  formed  after  nature,  and  projects  as  much  as  the  life. 

Basso-relievo,  bas  relief,  or  low  relievo,  is  when  the  work 
is  raised  but  a  little  from  its  ground,  as  in  medals,  and  the 
frontispieces  of  buildings,  particularly  the  histories,  festoons, 
foliages,  and  other  ornaments,  in  friezes.  iSee  Basso- 
Relievo. 

Benii-relievo  is  when  one  half  of  the  figure  rises  from  the 
plane,  i.  e.,  when  the  body  of  a  figure  seems  cut  in  two,  and 
one-half  is  clapped  on  a  ground.  When,  in  a  basso-relievo, 
some  parts  stand  elear  out,  detached  from  the  rest,  the  work 
is  called  a  demi-bosse. 
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Rei.ikvo  also  denotes  the  sally,  or  projceture  of  any  archi- 
tectural ornament. 

This,  Daviler  observes,  is  always  to  be  proportioned  to  the 
magnitude  of  tiie  building  it  adorns,  and  the  disUmoe  at 
which  it  is  to  be  viewed.  If  the  work  be  insulate,  and  ter- 
minated on  all  sides,  it  is  called  ^  figure  in  relievo,  or  a  round 
embossment.     Such  are  statues,  acroters,  &o. 

Kehevo,  in  painting,  denotes  the  degree  of  force,  or 
boldness,  by  which  a  figure  seems,  at  a  due  distance,  to 
stand  out  from  the  ground  of  the  painting,  as  if  really  em- 
bossed. 

The  relievo  depends  much  on  the  depth  of  the  shadow,  and 
the  strength  of  the  light  ;  or  on  the  light  of  the  dilferent 
colours  bordering  on  each  other ;  and  particularly  on  the  dili'er- 
ence  of  the  colour  of  the  figure  from  that  of  the  ground. 

When  the  light  is  well  chosen,  to  make  the  nearest  parts 
of  figures  advance  ;  and  well  diffused  on  the  masses,  still 
diminishing  insensibly,  and  terminating  in  a  largo  spacious 
shadow,  brought  off  insensibly  ;  the  relievo  is  said  to  be  bold, 
and  the  elaire  obscure  loell  understood. 

RENAISSANCE,  that  style  which  arose  in  the  arts  in 
general,  and  also  in  architecture,  by  the  attempt  made  to 
revive  classic  taste  upon  the  decline  of  the  (lotiiic  system. 
This  revival  was  commenced  in  Italy  in  the  latter  part  of  the 
fourteenth  century,  by  Brunelleschi,  and  s! ill  further  deve- 
loped by  his  successors,  amongst  whom  may  be  mentioned 
Alberti,  Bramante,  Michael  Angelo  Buonarotti,  Palladio,  &c. 
The  Gothic  style  had  never  been  fully  developed,  nor 
obtiiined  a  secure  footing,  in  Italy  ;  and  hence  the  classic 
styles  were  revived  without  diffieidty,  and  with  greater  suc- 
cess than  in  those  countries  where  the  Gothic  had  been 
fully  established  ;  and  although  even  in  Italy  the  latter  style 
does  not  seem  to  have  disappeared  immediately — for  we  see 
in  many  buildings  an  admixture  of  the  two — still  the  struggle 
for  pre-eminence  was  not  so  great,  or  of  so  long  continuance, 
as  in  other  countries.  In  Italy,  the  classic  principles  were 
at  once  introduced  in  the  constructive  and  essential  parts  of 
the  building,  and  the  Gothic  only  retained  in  matters  of 
detail  ;  whereas  in  other  places  the  contrary  practice  occur- 
red— that  is  to  say,  the  change  took  place  gradually  by  the 
introduction  or  substitution  of  classic  details  upon  buildings 
essentially  Gothic,  until  at  last  the  classic  predominated 
both  in  essentials  and  accessories.  See  Italian  and  Tudor 
Akchitecture. 

RELIQUARY,  a  casket  of  wood,  metal,  or  stone,  fre- 
quently enriched  with  precious  stones,  &c.,  for  the  purpose 
of  preserving  reliques. 

RENDERING,  in  building,  see  Pargeting  and  Plas- 
tering. 

REPAIRING  of  large  walls,  doors,  ceilings,  coverings, 
&c.,  belongs  to  the  proprietor,  or  landlord  :  the  tenant  is  only 
charged  with  small  repairs,  or  glass  windows,  locks,  &c.,  by 
tlie  French  cilled  locative  repairs. 

REltEDOS,  the  ornamental  screen,  or  other  decorative 
work,  of  whatever  kind,  employed  to  enrich  the  wall  at  the 
back  of  the  altar. 

RKSEU\'UIR  (French),  a  large  pond  or  pen  of  water, 
artificially  made,  in  order  to  retain  and  collect  it  for  the  use 
of  canals,  rivers,  mills,  &c. 

In  a  building,  the  reservoir  is  a  large  bason,  usually  of 
wood,  lined  with  lead,  where  water  is  kept  to  supply  the 
occasions  of  the  house.  Large  reservoirs  are  frequently 
constructed  of  cast-iron. 

The  reservoir  is  sometimes,  ;Uso,  a  large  bason  of  strong 
masonry,  clayed  or  paved  at  the  bottom,  where  the  water  is 
reserved  to  i'^'ud  jets  d'cau,  or  spouting  fountains. 

RESISTANCE,  or   Resisting    Eorce,  any   power   that 


acts  in   opposition  to  another,  so  as  to  destroy  or  diminish 

its  ctfeCt. 

Of  resistance  there  are  several  kinds,  arising  from  the 
various  natures  and  properties  of  the  resisting  bodies,  and 
governed  by  various  laws  :  as  the  resistance  of  solids,  the 
resistance  of  fluids,  the  resistance  of  the  air,  &c. 

Resistance  of  Solids,  the  force  with  which  the  quiescent 
parts  of  solid  bodies  oppose  the  motion  of  others  contiguous 
to  them. 

Of  this  there  are  two  kinds.  The  first,  where  the  resist- 
ing and  resisted  parts,  i.  e.  the  moving  and  quiescent 
bodies,  arc  only  contiguous,  and  do  not  cohere  ;  i.  e.  where 
they  constitute  separate  bodies  or  masses. 

This  is  what  M.  Leibnitz  calls  resistanee  of  the  surface  ; 
but  which  is  now  more  commonly  denominated  />jc//o«. 

The  second  case  of  resistance  is  where  the  resisting  and 
resisted  parts  are  not  only  contiguous,  but  cohere  ;  i.  e.  are 
parts  of  the  same  continued  body  or  mass. 

To  which  we  may  also  add,  the  resistance  which  takes 
place  between  surfaces  of  solids,  when  completely  in  contact, 
though  not  foruiing  one  and  the  same  body  ;  or  the  resistance 
they  offer  to  separation. 

IvESISTANCE     OF    THE     FiBRES    OF     SoLID     BoDIES,      Theorif 

of  the.  To  form  an  idea  of  this  resistance  or  renitency  of 
the  parts,  suppose  a  cylindrical  body  suspended  vertically  by 
one  end.  Here  all  its  parts,  being  heavy,  tend  downwards, 
and  endeavour  to  separate  the  two  contiguous  planes,  where 
the  body  is  the  weakest  ;  but  all  the  parts  resist  this  separa- 
tion by  the  force  with  which  they  cohere,  or  are  bound 
together.  Here,  then,  are  two  opposite  powers ;  viz.,  the 
weight  of  the  cylinder,  which  tends  to  break  it  ;  and  the 
force  of  cohesion  of  the  parts,  which  resists  the  fracture.  If 
the  base  of  the  cylinder  be  increased,  without  increasing  its 
length,  it  is  evident  the  resistance  will  be  increased  in  the 
same  ratio  as  the  base  ;  but  the  weight  also  increases  in  the 
same  ratio  :  whence  it  is  evident,  that  all  cylinders  of 
the  same  matter  and  length,  whatever  their  bases  may  be, 
have  an  equal  resistance,  when  vertically  suspended. 

But  if  the  length  of  the  cylinder  be  increased,  without 
increasing  its  base,  its  weight  is  increased,  while  the  resist- 
ance, or  strength,  remains  the  same  :  consequently,  it  is 
weakened  by  its  additional  length,  and  has  a  greater  tendency 
to  break. 

Hence,  to  find  the  greatest  length  a  cylinder  of  any  matter 
may  have  to  break  with  its  own  weight,  it  is  only  necessary 
to  know  what  weight  is  just  sufiicient  to  bre;ik  another 
cylinder  of  the  same  base  and  matter:  for  the  length  of  the 
required  cylinder  must  be  such,  that  its  weight  may  be  equal 
to  the  weight  of  the  first  cylinder,  together  with  the  addi- 
tional weight  that  was  employed  in  producing  the  separation. 

If  one  end  of  the  cylinder  were  fixed  horizontally  into  a 
wall,  and  the  rest  suspended  thence,  its  weight  and  resistance 
would  then  act  in  a  ditferent  manner  ;  and  if  it  be  broke  by 
the  action  of  its  weight,  the  rupture  would  be  at  the  end 
fixed  into  the  w^all.  A  circle,  or  plane,  contiguous  to  the 
wall,  and  parallel  to  the  base,  and  consequently  vertical, 
would  be  detached  from  the  contiguous  circle  within  the 
plane  of  the  wall,  and  would  descend.  All  the  motion  is 
performed  on  the  lowest  extremity  of  the  diameter,  which 
remains  immovable,  while  the  upper  extremit)-  describes 
a  quadrant  of  a  circle,  and  till  the  circle,  which  before  was 
vertical,  become  horizontal,  /.  e.  till  the  cylinder  be  entirely 
broken. 

In  the  fracture  of  the  cylinder,  it  is  visible,  tw-o  forces 
have  acted,  and  the  one  has  ov-ercome  the  other :  the  weight 
of  the  cylinder,  which  arose  from  its  whole  mass,  has  over- 
come the  resistance  which  arose  from  the  largeness  of  the 


base  ;  and,  as  the  centres  of  gravity  are  points  in  which  all 
the  forces,  arising  from  the  weight  of  the  several  parts  of 
the  same  bodies,  are  conceived  to  be  united,  one  may  con- 
ceive the  weight  of  the  whole  cylinder  applied  in  the  centre 
of  gravity  of  its  mass,  i.  e.  in  a  point  in  the  middle  of  its  axis  : 
and  the  resistance  of  the  cylinder  applied  in  the  centre  of 
gravity  of  its  base  /.  e.  in  the  centre  of  the  base ;  it  being 
the  l>ase  wiiich  resists  the  fracture. 

When  the  cylinder  breaks  by  its  own  weight,  all  the 
motion  is  on  an  immovable  extremity  of  a  diameter  of  the 
base.  This  extremity,  therefore,  is  the  fixed  point  of  a  lever, 
whose  two  arms  are  the  radius  of  the  base,  and  half  the  a.\is ; 
and,  of  consequence,  the  two  opposite  forces  do  not  only  act 
of  themselves,  and  by  their  absolute  force,  but  also  by  the 
relative  force  they  derive  from  their  distance  with  regard  to 
the  fixed  point  of  the  lever. 

Hence  it  evidently  follows,  that  a  cylinder,  e.  gr.  of  copper, 
M-hieh,  vertically  suspended,  will  not  break  by  its  own  weight, 
if  less  than  fnur  hundred  and  eighty  fathoms  long,  will  break 
with  a  less  length  in  an  horizontal  situation  ;  because  the 
length,  in  this  latter  case,  contributes  two  ways  to  the  frac- 
ture ;  both  as  ff  makes  it  of  such  a  weight,  and  as  it  is  an 
arm  of  a  lever  to  which  the  weight  is  applied.  Hence,  also, 
the  smaller  the  base  is,  the  less  length  or  weight  will  suffice 
to  break  it;  both  because  the  resistance  is  really  less,  and 
because  it  acts  by  a  less  arm  of  a  lever. 

If  two  cylinders  of  the  same  matter,  having  their  bases 
and  lengths  in  the  same  proportion,  be  suspended  horizontally ; 
it  is  evident,  that  the  greater  has  more  weight  than  the 
lesser,  both  on  account  of  its  length,  and  of  its  base.  But  it 
has  less  resistance  on  account  of  its  length,  considered  as  a 
longer  arm  of  a  lever,  and  has  only  more  resistance  on  account 
of  its  base  ;  therefore  it  exceeds  the  lesser  in  its  bulk  and 
weight  more  than  in  resistance,  and,  consequently,  it  must 
break  more  easily. 

Hence  we  see  why,  upon  making  models  and  machines  in 
small,  people  are  apt  to  be  mistaken  as  to  the  resistance  and 
strength  of  certain  horizonttxl  pieces,  when  they  come  to 
execute  their  designs  in  large,  by  observing  the  same  propor- 
tion as  in  the  small.  Galileo's  doctrine  of  resistance,  there- 
fore, is  no  idle  speculation,  but  becomes  applicable  in  archi- 
tecture, and  other  arts. 

The  weight  required  to  break  a  body  placed  horizontally, 
being  always  less  than  that  required  to  break  it  in  a  vertical 
situation ;  and  this  weight  being  greater  or  less,  according 
to  the  ratio  of  the  two  arms  of  the  lever,  the  whole  theory 
is  always  reducible  to  this :  viz.  to  find  what  part  of  the 
absolute  weight  the  relative  weight  is  to  be,  supposing 
the  figure  of  the  body  known ;  which  indeed  is  necessary, 
because  it  is  the  figure  that  determines  the  two  centres  of 
gravity,  or  the  two  arms  of  the  lever.  For  if  the  body,  e.  gr. 
were  a  cone,  its  centre  of  gravity  would  not  be  in  the  middle 
of  its  axis,  as  in  the  cylinder;  and,  if  it  were  a  semi-para- 
bolical solid,  neither  would  its  centre  of  gravity  be  in  the 
middle  of  its  length  or  axis,  nor  the  centre  of  gravity  of  its 
base  in  the  middle  of  the  axis  of  its  base.  But  still,  where- 
soever these  centres  fall  in  the  several  figures,  the  two  arms 
of  the  lever  are  estimated  accordingly. 

It  may  be  here  observed,  that  if  the  base,  by  which  the 
body  is  fastened  into  the  wall,  be  not  circular,  but,  e.  gr. 
parabolical,  and  the  vertex  of  the  parabola  be  at  the  top,  the 
motion  of  the  fracture  will  not  be  on  an  immovable  point, 
but  on  a  whole  immovable  line ;  which  may  be  called  the 
axis  of  equilibrium;  and  it  is  with  regard  to  this,  that  the 
distances  of  the  centres  of  gravity  are  to  be  determined. 

Now,  a  body  horizontally  suspended,  being  supposed  such 
as  that  the  smallest  addition  of  weight  would  break  it,  there 


is  an  equilibrium  between  its  positive  and  relative  weight ; 
and,  of  consequence,  those  two  opposite  powers  are  to  each 
other  reciprocally  as  the  arms  of  the  lever  to  which  they  are 
applied.  On  the  other  hand,  the  resistance  (jf  a  body  is 
always  equal  to  the  greatest  weight  which  it  will  sustain  in 
a  vertical  situation  without  breaking,  i.  e.  is  equal  to  its 
absolute  weight.  Therefore,  substituting  the  absolute  weight 
for  the  resistance,  it  appears  that  the  absolute  weight  of  a  body, 
suspended  horizontally,  is  to  its  relative  weight  as  the  distance 
of  the  centre  of  gravity  from  the  axis  of  equilibrium  is  to 
the  distance  of  the  centre  of  gravity  of  its  base  from  the 
same  axis. 

The  discovery  of  this  important  truth,  at  least  an  equiva- 
lent to  it,  and  to  which  this  is  reducible,  we  owe  to  Galileo. 
From  this  fundamental  proposition  are  easily  deduced  several 
consequences;  as,  for  instance,  that  if  the  distance  of  the 
centre  of  gravity  of  the  base  from  the  axis  of  equilibrium  be 
half  the  distance  of  the  centre  of  gravity  of  the  body,  the 
relative  weight  will  only  be  half  the  absolute  weight ;  and 
that  a  cylinder  of  copper,  horizontally  suspended,  whose 
length  is  double  the  diameter,  will  break,  provided  it  weigh 
half  what  a  cylinder  of  the  same  base,  4801  fathoms  long, 
weighs. 

On  this  theory  of  resistance,  which  we  owe  to  Galileo, 
M.  Mariotte  made  a  very  ingenious  remark,  which  gave  birth 
to  a  new  system,  (ialileo  supposes,  that  where  the  body 
breaks,  all  the  fibres  break  at  once  ;  so  that  the  body  always 
resists  with  its  whole  absolute  force,  or  with  the  whole  force 
that  all  its  fibres  have  in  the  place  where  it  is  to  be  broken. 
But  M.  Mariotte,  finding  that  all  bodies,  even  glass  itself, 
bend  before  they  break,  shows  that  fibres  are  to  be  considered 
as  so  many  little  bent  springs,  which  never  exert  their  whole 
force  till  stretched  to  a  certain  point,  and  never  break  till 
entirely  unbent.  Hence,  those  nearest  the  axis  of  equili- 
brium, which  is  an  immovable  line,  are  stretched  less  than 
those  farther  off;  and,  of  consequence,  employ  a  less  part  of 
their  force. 

This  consideration  only  takes  place  in  the  horizontal  situa- 
tion of  the  body ;  in  the  vertical,  the  fibres  of  the  base  all 
break  at  once  ;  so  that  the  absolute  weight  of  the  body  must 
exceed  the  united  resistance  of  allits  fibres  :  a  greater  weight 
is  therefore  required  here  than  in  the  horizontal  situation ; 
that  is,  a  greater  weight  is  required  to  overcome  their  united 
resistance  than  to  overcome  their  several  resistances  one  after 
another.  The  difference  between  the  two  situations  arises 
hence,  that  in  the  horizontal  there  is  an  immoveable  point, 
or  Ime,  as  a  centre  of  motion,  which  is  not  in  the  vertical. 

Varignon  has  improved  on  the  system  of  M.  Mariotte,  and 
shown,  that  to  Galileo's  system  it  adds  the  consideration  of 
the  centre  of  percussion.  The  comparison  of  the  centres 
of  gravity  with  the  centres  of  percussion  afford  a  fine  view, 
and  set  the  whole  doctrine  in  a  most  agreeable  light. 

In  each  system,  the  base,  by  which  the  body  breaks,  moves 
on  the  axis  of  equilibrium,  which  is  an  immoveable  line  in 
the  same  base ;  but  in  the  second,  the  fibres  of  this  base  are 
continually  stretching  more  and  more,  and  that  in  the  same 
ratio  as  they  recede  farther  and  forther  from  the  axis  of  equi- 
librium; and  of  consequence,  are  still  exerting  a  greater  and 
greater  part  of  their  whole  force. 

These  unequal  extensions,  like  all  other  forces,  must  hate 
some  common  centre  where  they  all  meet,  and,  with  regard 
to  which,  they  make  equal  efforts  on  each  side';  and,  as  they 
are  precisely  in  the  same  proportion  as  the  velocities  which 
the  several  points  of  a  rod  moved  circularly  would  have  to 
each  ether,  the  centre  of  extension  of  the  base,  by  which 
the  body  breaks  or  tends  to  break,  must  be  the  same  with 
the  centre  of  percussion.     Galileo's  hypothesis,  according  to 


which  the  fibres  are  supposed  to  stretch  equally,  and  break 
all  at  once,  corre  ponds  to  the  case  of  a  rod  moving  parallel 
to  itself,  where  thv  centre  of  extension  or  percussion  does  not 
appear,  as  being  cu;ifounded  with  the  centre  of  gravity. 

Tiie  base  of  fraction  being  a  surface,  whose  particular 
nature  determines  its  centre  of  percussion,  it  is  necessary  that 
this  should  be  first  known,  to  find  on  what  point  of  the  ver- 
tical axis  of  that  base  it  is  placed,  and  how  far  it  is  from  the 
axis  of  equilibrium.  Indeed,  we  know  in  the  general,  that 
it  always  acts  with  so  much  the  more  advantage  as  it  is 
farther  from  it;  because  it  acts  by  a  longer  arm  of  a  lever ; 
and,  of  consequence,  it  is  the  unequal  consistency  of  the  fibres 
in  M.  Mariotte's  hypothesis  which  produces  the  centre  of 
percussion ;  but  this  unequal  resistance  is  greater  or  less, 
according  as  the  centre  of  percussion  is  placed  more  or  less 
high  on  the  vertical  axis  of  the  base,  in  tlie  dilferent  surfaces 
of  the  base  of  the  fracture. 

To  express  this  unequal  iTsistance,  accompanied  with  all 
the  variation  it  is  capable  of,  regard  must  be  had  to  the  ratio 
between  the  distance  of  the  centre  of  percussion  from  the  axis 
of  equilibrium,  and  the  length  of  the  vertical  axis  of  the  base ; 
in  which  ratio,  the  first  term,  or  the  numerator,  is  always 
less  than  the  second,  or  the  denominator;  so  that  the  ratio 
is  always  a  fraction  less  than  unity  ;  and  the  unequal  resist- 
ance of  the  fibres  in  M.  Mariotte's  hypothesis  is  so  much  the 
greater,  or,  which  amounts  to  the  same,  approaches  so  much 
nearer  to  the  equal  resistance  in  Galileo's'hypothesis,  as  the 
two  terms  of  the  ratio  are  nearer  to  an  equality. 

Hence  it  follows,  that  the  resistance  of  bodies  in  M.  Mari- 
otte's system  is  to  that  in  Galileo's,  as  the  least  of  the  terms 
in  the  ratio  is  to  the  greatest.  Hence,  also,  the  resistance 
being  less  than  what  Galileo  imagined,  the  relative  weight 
must  also  be  less  ;  so  that  the  proportion  already  mentioned, 
between  the  absolute  and  relative  weight,  cannot  subsist  in 
the  new  system,  without  an  augmentation  of  the  relative 
weight,  or  a  diminution  of  the  absolute  weight;  which  dimi- 
nution is  had  by  multiplying  the  weight  by  the  ratio,  which 
is  always  less  than  unity.  This  done,  we  find  that  the  abso- 
lute weight,  multiplied  by  the  ratio,  is  to  the  i-elative  weight 
as  the  distance  of  the  centre  of  gravity  of  the  body  from  the 
axis  of  equilibrium,  is  to  the  distance  of  the  centre  of  gravity 
of  the  base  of  the  fracture  from  the  same  axis;  which  is 
precisely  the  same  thing  with  the  general  formula  given  by 
M.  Varignon  for  the  system  of  M.  Mariotte.  In  eflect,  after 
conceiving  the  relative  weight  of  a  body,  and  its  resistance 
equal  to  its  absolute  weight,  as  two  contrary  powers  applied 
to  the  two  arms  of  a  lever,  in  the  hypothesis  of  Galileo,  there 
needs  nothing  to  convert  it  into  that  of  M.  Mariotte,  but  to 
imagine  that  the  resistance,  or  the  absolute  weight,  is  become 
less,  everything  else  remaining  the  same.  One  of  the  most 
curious,  and  perhaps  the  most  useful  questions  in  this 
research,  is  to  find  what  figure  a  body  must  have,  that  its 
resistance  may  be  equal  in  all  its  parts,  whether  it  be  loaded 
with  an  additional  weight,  or  as  only  sustaining  its  own 
weight. 

To  this  end,  it  is  necessary  that  some  part  of  it  should  be 
conceived  to  be  cut  off  by  a  plane  parallel  to  the  fracture,  so 
that  the  momentum  of  the  part  retrenched  be  to  its  resistance 
in  the  same  ratio  as  the  momentum  of  the  whole  is  to  its 
resistance.  These  four  powers  act  by  arms  of  levers  peculiar 
to  themselves,  and  are  proportional  in  the  whole,  and  in  each 
part,  of  a  solid"  of  equal  resistance.  From  this  proportion, 
Varignon  deduces  two  solids,  which  shall  resist  equally  in  all 
their  parts,  or  be  no  more  liable  to  break  in  one  part  than  in 
another.  Galileo  had  previously  foun<l  one  of  these,  which 
is  that  in  which  the  sides  are  parabolical  :  the  other,  found 
by  Varignon,  is  in  the  form  of  a  trumpet,  which  is  to  be  fixed 


into  the  wall  by  its  greater  end  ;  so  that  its  magnitude,  or 
weight,  is  always  diminished  in  proportion  as  its  length,  or 
the  arm  of  the  lever  by  which  it  acts,  is  increased.  It  is 
remarkable,  that,  however  different  the  two  systems  may  be, 
the  solids  of  equal  resistance  are  the  same  in  both. 

The  following  is  a  general  synopsis  of  the  most  important 
results  which  have  been  drawn  by  different  writers  on  this 
subject,  both  practical  and  theoretical. 

1.  The  resistance  of  a  beam  or  bar,  to  a  fracture,  by  a 
force  acting  laterally,  is  as  the  solid  made  by  a  section  of  the 
beam  in  the  place  where  the  force  is  applied,  into  the  distance 
of  its  centre  of  gravity  from  the  point  or  line  where  the 
breach  will  end. 

2.  In  square  beams,  the  lateral  strengths  are  as  the  cubea 
of  their  breadths  or  depths. 

3.  in  cylindric  beams  the  resistances  or  strengths  are  as 
the  cubes  of  the  diameters. 

4.  In  rectangular  beams,  the  lateral  strengths  are  con- 
jointly as  the  brciidths  and  squares  of  the  depths. 

5.  The  lateral  resistance  of  any  beams,  whose  sections 
are  similar  figures  and  alike  placed,  are  as  the  cubes  of  the 
like  dimensions  of  those  figures.  * 

6.  The  lateral  strength  of  a  beam,  with  its  narrower  face 
upwards,  is  to  its  strength  with  the  broader  face  upwards, 
as  the  breadth  of  the  broader  face  to  the  breadth  of  the 
narrower. 

7.  The  lateral  strengths  of  prismatic  beams  of  the  same 
materials,  are  as  the  areas  of  the  sections,  and  the  distance  of 
their  centre  of  gravity,  directly,  and  as  their  lengths  and 
weights  reciprocally. 

8.  When  the  beam  is  fixed  at  both  ends,  the  same  property 
has  place,  except  that,  in  this  case,  we  must  consider  the 
beam  as  only  half  the  length  of  the  former. 

9.  Cvlinders  and  square  prisms  have  their  lateral  strengths 
proportional  to  the  cubes  of  their  diameters,  or  depths, 
dircctlv,  and  their  lengths  and  weights  inversely. 

10.  Similar  prisms  and  cylinders  have  their  strength 
inversely  proportional  to  their  linear  dimensions. 

The  following  results  are  wholly  drawn  from  experi- 
ments on  different  substances,  by  Emerson  and  other 
writers,  by  means  of  which  the  propositions  stated  in 
the  preceding  part  of  this  article  may  bo  submitted  to 
computations. 

T/ie  relative  Resistances  or  Strengths  of  Wood  and 
other  Bodies. 

Proportional 
Resist.iucc. 

Box,  yew,  plum-tree,  oak 11 

Elm,  ash 8^ 

Walnut,  thorn 7^- 

Ked  fir,  holly,  elder,  plane  crab-tree,  apple-tree       7 

Beech,  cherry-tree,  hazel 6| 

Alder,  asp,  birch,  white  fir,  willow     ....       6 

Iron 107 

Brass 50 

Bone        22 

Lead        6^ 

Fine  free-stone 1 

A  cylindric  rod  of  good  clean  fir,  of  an  inch  circumference, 
drawn  in  length,  will  bear  at  its  extremity  4001b. ;  and 
a  spear  of  fir,  of  two  inches  diameter,  will  bear  about  seven 
ton  weight.  A  rod  of  good  iron,  of  an  inch  circumference, 
will  bear  nearly  three  ton  weight.  A  good  hempen  rope  of 
an  inch  circumference,  will  bear  1,0001b.  at  its  extremity. 
Hence  Emerson  concludes,  that  if  a  rod  of  fir,  or  a  rope,  or 
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ii  rod  of  iron,  of  rf  inches  diameter,  were  to  lift  a  quarter  of 
tlic  txtreiiie  weight  that  they  would  support,  then 

The  fir  would  bear  .  .     8^  d^  hundred  weight. 

The  rope 'i'i    d''  ditto. 

The  iron Offi"  tons. 

To  these  results  we  may  add,  from  the  cxperitnents  and 
investigations  of  Professor  llol)ison,  that  a  prism  of  white 
niurljle,  an  iueh  s(piarc  and  a  foot  long,  bears  about  500  lb. 
And  that,  from  the  various  autliors  he  has  collected,  the 
colu'sivc  force  of  a  square  inch  of  gidd,  when  cast,  is  about 
•20,000  lb  ;  of  silver,  40,000  lb.  ;  cast-iron  from  40,000 
to  00,000  lb.  ;  wrought  iron  from  00,000  to  90,000;  soft 
steel,  12,0001b.  ;  razor  steel,  15,000  11).  ;  oak  and  beech,  in 
the  direction  of  their  fibres,  from  8  000  to  17,000  lb.; 
willow,  12.000  ;  cedar,  5,000  lb.  ;  fir,  8,000  lb.  ;  ivory, 
1(;,0()0  lb. ;  bone,  5,000  lb;  rope,  20,000  lb.  And  a  cylinder, 
an  inch  in  diameter,  loaded  to  one-fourth,  will  carry,  if 
of  iron,  lo5  cwt. ;  of  rope,  22  cwt.  ;  oal<,  14  cwt.  ;  and 
lir,  9  cwt. 

The  resistance  of  some  metals  is  doubled,  or  tripled,  by 
the  operation  of  forging  and  wire-drawing  'and  the  cohesive, 
as  well  as  the  repulsive  force  of  wood,  is  ot"ten  increased  by 
moderate  compression.  Oak  will  suspend  much  more  than 
fir  ;  but  fir  will  support  twice  as  much  as  oak  ;  which  difier- 
ence  is  supposed  to  arise  from  the  curvature  of  the  fibres  of 
oak  ;  yet  oak  has  been  known  to  support,  with  safety,  more 
than  two  tons  for  every  square  inch.  Stone  will  support 
from  250  to  850,000  pounds,  on  a  foot  square  ;  brick,  300  lb.; 
and  sometimes  they  are  practically  made  to  support  one-sixth 
as  much.  Stone  is  said  to  be  capable  of  bearing  a  much 
greater  weight  in  that  position  in  which  it  is  found  in  the 
quarrv,  than  in  anv  other  position. 

RESOLUTION  OF  FORCES,  the  division  of  a  force 
into  two  separate  forces,  acting  in  difierent  directions, 
which  shall  have  an  equivalent  elTect  to  the  original  force. 
See  Forces. 

RESPOND,  a  half  pillar  or  pier  attached  to  or  abutting 
against  a  wall. 

RESSAULT,  (French)  the  effect  of  a  body,  which  either 
projects,  or  falls  back,  i.  e.  stands  either  more  out  or  in  than 
another  ;  so  as  to  be  out  of  the  line,  or  range,  with  it. 

The  term  is  little  used  in  English  ;  though  the  want  of  a 
word  of  equal  import  pleads  for  its  naturalization. 

PtEiTAINlNG  WALL,  a  wall  erected  for  the  purpose  of 
retaining  earth,  or  other  loose  or  shifting  material,  and  pre- 
venting slips  and  similar  accidents  ;  such  are  the  wing-walls 
of  bridges,  &c. 

RETICULATED,  a  term  applied  to  any  plane  surface, 
formed  into  squares  by  chequered  lines.  The  use  of  reticu- 
lation is  to  make  a  drawing  similar  to  a  given  original,  in  the 
easiest  manner  :  for  this  purpose,  the  original  is  divided  into 
squares,  and  the  size  of  the  drawing,  required  to  be  copied, 
is  divided  into  the  same  numl^er  of  squares;  then  tracing 
the  lines  through  all  the  squares  as  they  appear  in  the 
respective  squares  of  the  original  will  give  the  outline  of 
the  design. 

RETICULATED  WORK,  a  kind  of  masonry  or  brick- 
work, formed  of  small  square  stones  or  bricks,  set  lozenge- 
wise,  and  presenting  the  appearance  of  net- work  on  the  face. 

RETRENCHMENT,  (from  the  French,  retranchnent, 
formed  of  re,  and  trancher,  to  cut)  in  architecture,  carpen- 
try, itc,  is  used  not  only  for  what  is  cut  off  from  a  piece  when 
too  large,  in  order  to  better  proportioning  it,  or  some  other 
convenience,  but  also  for  the  projectures  taken  out  of 
streets,  public  ways,  &c.,  to  render  them  more  even,  and  in 
a  line. 

Ill 


Retkenchment,  in  war,  denotes  any  kind  of  work  cast 
up  to  strengthen  or  defend  a  post  against  the  enemy. 
Such  are  ditches,  with  parapets,  gabions,  facines,  &c.  for 
a  covering,  &c. 

Retrenchment,  (in  fortification)  is  more  particularly 
used  for  a  simple  ritiradc  made  on  a  hornwork,  or  bastion, 
when  it  is  intended  to  dispute  the  ground  inch  by  inch. 

RETURN,  in  building,  denotes  a  side,  or  part  that  falls 
away  from  the  front  of  any  straight  work. 

RETURN  IjEAD,  a  bead  which  appears  on  the  face  and 
edge  of  a  piece  of  stulf  in  the  same  manner,  forming  a  double 
quirk. 

REVELS  (pronounced  receals,  from  the  Latin,  revello,  to 
retract  or  draw  back)  the  vertical  retreating  surface  of  an 
aperture,  or,  the  two  vertical  sides  of  the  aperture,  between 
the  front  of  the  wall  and  the  windows  or  door-frame,  most 
commonly  posited  at  right  angles  to  the  upright  surface. 

The  revels  of  windows,  in  common  brick  buildings,  are 
generally  4i  inches  in  breadth,  receding  from  the  face  of  the 
wall  to  the  sash-frame  ;  but,  in  massy  stone  buildings,  they 
ought  to  be  of  greater  thickness,  according  to  the  magnitude 
or  dimensions  of  the  aperture. 

REVOLUTION,  (from  the  Latin,  rcvoloo)  in  geometry, 
the  motion  of  any  figure  quite  round  a  fixed  line  as  an  axis. 
Thus,  a  right-angled  triangle,  revolving  round  one  of  its  legs 
as  an  axis,  generates  by  that  revolution,  a  cone.     See  Cone. 

RHOMB.     Sec  Rhombus. 

RHOMBOIDES,  (Greek)  a  quadrilateral  figure,  whose 
opposite  sides  and  angles  are  equal,  but  which  is  neither 
equilateral  nor  equiangular  ;  or,  it  is  an  oblique-angled 
parallelogram. 

RHOMBUS,  or  Riiomd,  (from  the  Greek,  pejifio,  to 
encompass,  or  turn  round)  an  equilateral  rhomboid  ;  or  a 
quadrilateral  figure,  whose  sides  are  equal  and  parallel,  but 
the  angles  unequal  ;  two  of  the  opposite  ones  being  obtuse, 
and  the  other  two  acute. 

RIB,  (Saxon)  an  arch-formed  piece  of  timber.  Also  the 
projecting  moulding  on  the  soffit  of  a  vaulted  roof,  which 
divides  the  vault  into  severies  or  compartments  ;  and  serves 
to  conduct  the  thrust  of  the  vault  to  the  pier  erected  for  its 
support. 

RIBBING,  the  whole  of  the  timber-work  for  sustaining 
a  vaulted  or  coved  ceiling. 

RIBET,  a  term  used  in  Scotland  for  the  recess  made  in 
the  sides  of  apertures  of  stone  or  brick  work,  to  admit  of  door 
or  window-frames. 

RIBS,  arch-formed  timbers  for  sustaining  the  plaster-work 
of  a  vault,  or  coved  ceiling. 

RIDGE,  (from  the  Saxon,  hrigg)  the  highest  part  of  the 
roof,  or  covering  of  a  house.  The  term  is  particularly  used 
for  a  piece  of  wood  in  which  the  rafters  meet. 

RIDGE-TILE.     Sec  Tile. 

RIGGEN,  a  provincial  term  for  the  ridge  of  a  roof. 

RIGHT  ANGLE,  an  angle  which  subtends  a  quadrant  or 
quarter  of  a  circle,  containing  90  out  of  the  360  degrees  into 
which  the  circumference  is  divided. 

ROADS,  as  regards  the  history  of  road-making,  the  first 
steps  towards  the  construction  of  permanent  and  durable 
roadways  are  said  to  have  been  taken  by  the  Greeks,  and 
also  that  this  people  expended  considerable  care  and  labour 
in  their  construction.  But  more  noted  than  the  Greeks  in 
this  matter,  were  the  Carthaginians,  from  whom  the  Romans 
are  by  some  reported  to  have  derived  their  success  in  similar 
works.  The  first  Roman  road  was  constructed  during  the 
censor-ship  of  Appius  Claudius,  about  309,  B.C.  ;  it  was  first 
carried  to  Capua,  and  afterwards  extended  to  Brundusium, 
a  length  of  350  miles  ;    its  breadth  is  about  14  feet,  and  its 
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thickness,  3  feet  ;  the  paving  being  laid  upon  a  fijundatinn 
of  rough  stones  cemented  with  nioitar,  and  that  again  upon 
a  bed  of  gravel.  This  road  is  still  entire  ;  it  was  called  the 
Via  Appia  in  honour  of  the  consul,  as  was  the  second, 
the  Via  Aurelia,  and  the  third  the  Via  Flaniiiiia.  lu  the 
time  of  Julius  C;esar,  the  number  of  roads  had  greatly 
increased,  so  that  all  the  principal  cities  of  Italy  were  con- 
nected with  Rome  by  paved  roads,  and  from  that  period 
such  means  of  communication  began  to  be  extended  into  the 
provinces,  their  principal  object  being  to  provide  a  ready 
mode  of  access  into  distant  provinces,  for  the  passage  of 
troops  and  similar  purposes. 

Augustus,  when  emperor,  paid  more  attention  to  the  great 
roads  than  he  had  done  during  his  consulate.  He  conducted 
roads  into  the  Alps  ;  his  plan  was  to  continue  them  to  the 
eastern  and  western  extremities  of  Europe.  He  gave  orders 
for  making  an  infmite  number  in  Spain  ;  he  enlarged  and 
extended  the  Via  Medina  to  Gades.  At  the  same  time,  and 
through  the  same  mountains,  there  were  opened  two  roads  to 
Lyons,  one  of  tliem  traversed  the  Tarentaise,  and  the  other 
was  made  to  the  Alphenin. 

Agrippa  seconded  Augustus  ably  in  this  part  of  his  govern- 
ment. It  was  at  Lyons  ho  began  the  e.xtension  of  roads 
throughout  all  Gaul.  There  are  four  of  them  particularly 
remarkable  for  their  length,  and  the  difficulty  of  the  country 
through  which  they  passed.  One  traversed  the  mountains 
of  Auvergne,  and  penetrated  to  the  bottom  of  Aquetaine. 
Another  was  extended  to  the  Rhine  at  the  mouth  of  the 
Mouse,  and  followed  the  course  of  the  river  to  the  German 
Ocean  ;  the  third  crossed  Burgundy,  Champagne,  and 
Picardy,  and  ended  at  Boulogne-sur-mer ;  the  fourth  extended 
along  the  Rhone,  entered  the  bottom  of  Languedoo,  and 
terminated  at  Marseilles.  From  those  principal  roads,  there 
were  an  iulinite  number  of  branch  roads,  namely,  to  Treves, 
Strasburg,  Belgrade,  &c.  There  wore  also  great  roads  from 
the  eastern  provinces  of  Europe  to  Constantinople,  and  into 
Croatia,  Hungary,  Macedonia,,  and  to  the  north  of  the 
Danube  at  Torres. 

The  seas  were  able  to  cut  across  the  roads  inidcrtaken  by 
the  Romans,  but  not  to  stop  them.  Witness  Sicily,  Corsica, 
Sardinia,  England,  Asia,  and  Africa,  the  roads  of  which 
countries  communicated  with  the  roads  of  Europe  by  the 
nearest  ports.  What  labours  !  when  wo  embrace  in  one  point 
of  view,  the  extent  and  the  diflicultics  which  opposed  them- 
selves— the  forests  opened,  the  mountains  out  through,  the 
hills  lowered,  the  valleys  filled  up,  the  marshes  drained,  and 
tiic  bridges  that  were  built. 

"  The  Roman  ro.ads,"  says  Mr.  Tredgold,  "  ran  nearly  in 
direct  lines  ;  natural  obstructions  were  removed  or  overcome 
by  the  effort  of  labour  or  art,  whether  they  consisted  of 
marshes,  lakes,  rivers,  or  mountains.  In  Hat  districts,  the 
middle  part  of  the  road  was  raised  into  a  terrace. 

"  In  mountainous  districts,  the  roads  were  alternately  cut 
through  mountains,  and  raised  above  the  valleys,  so  as  to 
preserve  cither  a  level  lino  or  a  uniform  inclination.  They 
founded  the  road  on  piles,  where  the  ground  was  not  solid  ; 
and  raised  it  by  strong  side-walls,  or  by  arches  and  piers, 
where  it  was  necessary  to  gain  elevation.  The  paved  part 
pf  the  great  military  road  was  sixteen  Roman  feet  wide,  with 
two  side-ways,  each  eight  feet  wide, separated  from  the  middle 
way  by  two  raised  paths  of  two  feet  e.ach." 

Even  to  such  a  remote  province  as  Britain  were  such 
means  of  communication  opened,  good  evidence  of  which 
still  exists  in  the  present  day.  In  this  country,  a  grand 
trunk,  as  it  may  be  called,  passed  from  the  south  to  the 
north,  and  another  to  the  west,  with  branches  in  almost 
every  direction   that  general  convenience   and   expedition 


could  require.  What  is  called  the  Watling  street,  led  from 
liichborough,  in  Kent,  the  ancient  Ruterpia',  north-east 
through  Loudon  to  Chester.  The  Ermine  street  passed  from 
L(;ndon  to  Lincoln,  thence  to  Carlisle  and  into  Scotland. 

The  fossway  is  supposed  to  have  led  from  Bath  and  the 
western  regions  north-east,  till  it  joined  the  Ermine  slret^t. 
The  last  celebrated  road  was  Ikeneld  or  Ikneld,  supposed 
to  have  extended  from  near  Norwich  southward  into 
Dorsetshire. 

If  we  carefully  trace  the  distance  from  the  wall  of  Antoni- 
nus in  (Britain)  to  Rome,  and  from  thence  to  Jerusalem,  it 
will  be  found  that  the  great  chain  of  communication  from 
the  north-west  to  the  south-east  part  of  the  empire,  was 
drawn  out  to  a  length  of  4,080  Roman  miles,  or  3,740  English 
miles  ;  the  j)ublie  roads  were  accurately  divided  by  milestones 
and  ran  in  a  direct  line  from  one  city  to  another,  with  very 
little  respect  for  the  obstacles  either  of  nature  or  private 
property  ;  mountains  were  passed,  and  bold  arches  thrown 
ov('r  the  broadest  and  most  rapid  streams.  The  middle  part 
of  the  njad  was  raised  into  a  terrace,  which  commanded  the 
adjacent  comitr)',  and  consisted  of  several  strata  of  sand, 
gravel,  and  cement,  and  was  paved  with  large  stones,  which 
in  some  places  near  the  capital  were  of  granite.  It  is  esti- 
mated that  the  Romans  constructed,  in  all,  not  less  than  14,000 
miles  of  paved  roadway. 

Since  the  Romans,  no  country  seems  to  have  surpassed  or 
even  equalled  them  in  the  hardness  and  durability  of  their 
roads;  in  England  we  may  presume  that  this  branch  of 
engineering  has  been  carried  on  with  greater  succes  of  late 
years  than  in  any  other  country  of  modern  times  ;  we  s.ay  of 
late  years,  for  it  was  not  until  the  latter  half  of  the  eighteenth 
century,  that  any  considerable  improvement  was  effected  ; 
the  roads  previous  to  that  period  having  been  of  a  most  rude 
and  unsatisfactory  description.  The  greatest  share  of  praise 
for  improvement  in  the  construction  of  roads,  is  due  to 
Mr.  Telford,  the  eminent  engineer,  who  reduced  the  practice 
into  a  systeni  conformable  to  the  laws  and  requirements 
of  science. 

Practice  of  road-mak'mg. — The  first  object  to  be  attended 
to  in  the  formation  of  a  road,  is  tho  preparing  of  a  good  solid 
foundation  ;  for  on  this,  more  than  on  anything  else,  depends 
tho  durability  and  convenience  of  the  road.  This  premiss 
has  been  denied  by  some  persons,  and  the  contrary  assertion 
put  forward  by  Mr.  !McAdam,  a  name  which  has  become 
intimately  associated  with  road-making,  from  the  circum- 
stance of  that  gentleman  having  introduced  into  England 
that  system  which  has  been  named  after  him,  and  is  known 
under  the  title,  "Macadamized."  This  gentleman  we  believe 
was  the  first  publicly  to  maintain  the  opinion,  that  an  elastic 
road  was  equally  good  as  one  with  a  firm  unyielding  surface, 
and  not  only  so,  but  even  preferable.  In  a  publication  on 
this  subject,  he  says — 

"  That  a  foundation  or  bottoming  of  largo  stones  is  unne- 
cessary and  injurious  on  any  kind  of  subsoil. 

"  That  the  maximum  strength,  or  depth  of  metal,  requisite 
for  any  road,  is  only  ten  inches. 

"That  the  duration  only,  and  not  the  condition  of  a  road, 
depends  upon  the  quality  and  nature  of  the  material  used. 

"  That  freestone  will  make  as  good  a  road  as  any  other 
kind  of  stone. 

"  That  it  is  no  matter  whether  the  substratum  be  soft  or 
hard." 

In  contradiction  to  such  assertions  as  these,  we  have  the 
universal  experience  of  practical  men,  and  the  testimony 
of  both  practical  and  scientific  men,  such  as  Telford  and 
Liirdner. 

To  comprehend  thoroughly  the  great  importance  of  making 
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a  regular  and  strong  foundation,  it  should  l>e  l)ornc  in  mind 
that  roads  are  structures  that  liavc  to  sustain  ijrcat  weights, 
and  violent  percussion;  the  same  rules,  thi^Tefore,  ought  to 
be  followed  with  them  as  arc  followed  with  regard  to  other 
struct ures.  A  road  will  never  be  of  long  duration,  nor  at 
any  time  in  a  satisfactory  condition,  which  h;is  not  a  firm 
and  substantial  foundiUion.  Hut  not  only  is  its  durability 
adeetcd  under  such  circumstances,  it  has  disadvantages  in 
other  points  equally  important  and  essential  to  a  good  road- 
way. Besides  the  durability  of  a  structnre,  we  have  to  con- 
sider its  economy,  and  its  adaptation  to  the  special  purpose 
f(jr  which  it  is  intended.  Now,  the  object  to  be  attained  by 
a  good  I'oad  is  the  conveyance  or  transport  of  goods  in  the 
readiest  and  most  economical  manner,  so  that  the  constantly- 
occurring  e.\pense  of  transit  ought  to  be  taUen  into  even 
more  careful  consideration  than  the  original  outlay  upon  the 
road  itself;  we  want  goods  to  be  conveyed  at  as  small  an 
expense  as  possible.  Now,  the  largest  item  in  the  expendi- 
ture for  the  conveyance  of  goods  consists  in  the  expense  of 
the  power  employed  ;  and  as  much  as  we  can  reduce  the 
ainonut  of  this  power,  by  so  ninch  do  we  reduce  the  expense 
likewise.  According  to  all  experience,  as  well  as  science, 
the  [lower  required  to  draw  a  carriagi',  or  any  bod}-,  over  a 
yielding  or  elastic  surface,  is  much  greater  than  that  required 
to  draw  the  same  over  a  hard  unyielding  surface;  and  the 
reason  is  plain — there  is  not  so  much  friction  in  the  latter 
case  as  in  the  former,  aijd  the  surface  in  contact  with  the 
wheels  of  the  conveyance  is  not  so  great  as  on  a  yielding 
roadway.  "The  resistance,"  says  Professor  Leslie,  "  which 
friction  occasions,  partakes  of  the  nature  of  the  resistance  of 
fluids  ;  it  consists  of  the  consumption  of  the  moving-force,  or 
of  the  horse's  labour,  oc&isioned  by  the  soft  surface  of  the 
road,  and  the  continually  depressing  of  the  spongy  and  elastic 
substrata  of  the  road.  In  fact,  on  a  yielding  roadway,  the 
carriage  or  waggon  has  to  be  drawn  over  a  series  of  hillocks, 
for,  as  the  load  passes  over  it  depresses  that  portion  of  the 
road  immediately  beneath  it,  and  has  l)efore  it,  to  be  passed 
over  in  its  tarn,  a  portion  which  has  not  yet  undergone  this 
process:  the  comparison  between  the  tractive  poweremployed 
on  ro:ids  of  different  elasticities,  has  been  well  illustrated  — 
thus : — An  ivory  ball  set  in  motion  with  a  cei  taiii  velocity 
ovee  a  turkey  carpet,  will  sailer  a  visible  relaxation  of  its 
course  ;  but  with  the  same  impelling  force  it  will  advance 
farther,  if  rolled  over  a  superfine  cloth;  still  farther  over 
smooth  oaken  planks;  and  it  will  scarcely  seem  to  abate  its 
velocity  over  a  sheet  of  fine  ice." 

The  fact  of  greater  tractive  power  being  required  in  elastic 
tlian  in  hard  roads  has  been  proved  beyond  a  doubt,  by  the 
experiments  made  by  Sir  John  Macneil,  by  his  machine 
invented  for  this  purpose. 

These  experiments  uniformly  show,  that  the  force  of  trac- 
tion is  in  every  case  in  an  exact  proportion  to  the  strength 
and  hardness  of  a  road.  The  following  are  the  results  on  a 
well-made  pavement: — The  power  required  to  draw  a  wag- 
gon is  34  lbs. ;  on  a  road  made  with  (5  inches  of  broken  stones 
of  great  hardness,  laid  on  a  foundation  of  large  stones  set  in 
the  form  of  a  pavement,  the  power  required  is  46  lbs. ;  on 
a  road  made  with  a  thick  coating  of  broken  stone,  laid  on 
earth,  the  power  required  is  65  lbs. ;  and  on  a  road  made  with 
a  thick  coating  of  gravel,  the  power  required  is  147  lbs.  : 
thus  it  appears  that  the  results  of  actual  experiments  fully 
correspond  with  those  deduced  from  the  laws  of  science. 

Sir  John,  in  his  examination  before  a  Commitee  of  the 
House  of  Commons  in  1836,  says,  "  The  great  advantage  of 
the  roads  appearing  by  the  machine  is  ccrlaiidy  in  proportion 
to  their  solidity  and  their  strength,  and  their  want  of  yield- 
ing.    If  it  could  be  a  perfectly  solid  mass  of  stone  or  metal, 


the  least  resistance  would  be  presented ;  that  is  shown 
both  on  stone  tramwavs  and  on  metal  tramways,  and  metal 
rails.  " 

This  foundation  should  be  composed  either  of  a  rough 
paving  of  large  stones,  or  of  a  sufficient  bed  of  concrete, 
the  former  being  the  practice  of  Mr.  Telford,  and  the  latter  of 
many  engineers  of  the  present  day;  the  selection  of  either 
of  these  materials  will  depend  upon  their  economy  in  various 
places ;  whichever  is  most  accessible,  may  be  safely  used  ; 
but  whatever  material  bo  used,  it  is  necessary  that  the  sub- 
stratum should  be  of  uniform  strength  and  solidity  over  the 
entire  surface,  otherwise,  after  the  pavement  has  been  laid, 
the  weaker  parts  will  give  way,  while  the  stronger  maintain 
their  position,  and  so  the  surface  of  the  road  becomes  broken 
and  uneven,  rugged,  and  full  of  hollows;  for  this  reason  we 
prefer  the  use  of  concrete,  which  offers  greater  security 
against  this  defect  than  foundations  made  of  large  stones  or 
rubble,  though  in  many  roads  even  concrete  is  not  sutticient 
entirely  to  prevent  it.  We  are  inclined  to  think  that  the 
value  of  concrete  for  this  purpose  has  not  been  fairly  tested, 
for  the  work,  especially  in  London  roads,  is  usually  got 
through  in  so  hurried  a  manner  as  not  to  allow  a  sufficient 
time  for  setting:  we  imagine,  that  with  a  somewhat  thicker 
bed  of  concrete,  the  materials  of  which  have  been  properly 
mixed,  and  allowed  a  sufficient  time  to  set  before  the  metal- 
ling is  put  on,  we  should  be  enabled  to  constrnct  roads  suffi- 
ciently firm  to  bear  the  extraordinary  wear  and  tear  of  Lon- 
don traffic,  and  that,  too,  at  a  less  cost  than  is  expended  on 
the  present  roadways.  We  are  aware  that  there  are  many 
disadvantages  to  contend  with  in  London  roads  ;  that  they 
are  continually  being  pulled  up,  and  thereby  destroyed,  for 
works  connected  with  water,  gas,  or  sewers,  and  that  this 
acts  as  a  great  discouragement  to  the  construction  of  good 
roads.  That  any  necessity  of  this  nature  should  be  allowed 
to  exist  is  much  to  be  lamented,  but  we  feel  eonfidriit  that 
such  practices  might  be  restricted  to  a  very  considerable 
extent,  without  doing  any  injury  to  the  public  convenience. 
The  concrete  foundation  should  be  slightly  curved,  falling 
from  the  centre  towards  both  sides,  which  form  will  assist  to 
drain  it,  and  also  to  give  the  proper  form  to  the  surface  of 
the  roadway.  It  is  necessary  that  this  lower  surface  should 
be  properly  drained,  otherwise  the  water  will  lie  there,  and 
destroy  the  road.  If  the  concrete  were  laid  18  inches  thick, 
we  should  not  deem  the  extra  expense  ill  laid  out  for  a  good 
road.  With  respect  to  the  other  kind  of  foundations,  Mr. 
Parnell  says — "  In  streets  where  the  traffic  is  not  very  great, 
the  foundation  should  be  made  in  the  following  maimer ; — 
A  bed  should  be  formed,  with  a  convexity  of  2  inches  to  10 
feet,  so  as  to  admit  of  12  inches  of  broken  stone  being  laid 
upon  it :  these  should  be  put  on  in  layers  of  four  inches  at  a 
time.  After  the  first  layer  is  put  on,  the  street  should  be 
kept  open  for  carriages  to  pass  over  it.  When  the  first 
layer  has  become  firm  and  consolidated,  then  another  layer 
of  4  inches  should  be  laid  on,  and  worked  in  as  before,  care 
being  taken  to  rake  the  ruts  and  tracks  of  the  wheels  of 
carriages,  so  that  the  surface  may  become  smooth  and  con- 
solidated. The  same  process  should  be  repeated  with  the 
third  layer  of  stones,  by  which  means  a  solid  and  firm  foun- 
dation will  be  established,  of  12  inches  in  thickness,  for  the 
dressed  paving-stones  to  lie  upon.  "  Such  directions  deserve 
greater  attention  than  we  fear  they  usually  receive ;  in  all 
cases,  let  your  foundation   be  secure  before  you  lay  your 

roadway. 

Various  kinds  of  materials  are  used  for  the  purpose 
of  forming  the  upper  coat  of  the  road,  and  amongst 
those  most  frequently  employed  may  be  mentioned  broken 
Guernsey  granite,  flints,  gravel,  and  cubes  of  granite  of 
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various  sizes.  Of  these  the  broken  gnuiite  and  granite  cubes 
are  most  useful,  tiie  one  for  5;eneral  [lurposes,  the  other  for 
roads  which  are  snbjoct  to  great  wear  and  tear,  such  as  those 
in  the  principal  thoroughfares  of  London,  for  although  both 
descriptions  of  material  are  used  for  this  purpose,  yet  we  arc 
inclined  to  think  that  the  broken  stone  is  scarcely  durable 
enough  for  such  work  :  and  there  is  this  further  ol>jection  to 
it,  that  it  is  constantly  requiring  repairs,  which  must,  to  a 
certain  extent,  inconvenience  public  business.  Besides 
this,  as  usually  managed,  they  occasion  a  great  deal  of  dust 
and  dirt,  while  the  draught  of  vehicles  upon  them  is  very 
heavy,  and  their  maintenance  expensive.  It  would  be  scarcely 
fair,  however,  to  attribute  the  faults  of  management  to  the 
quality  of  the  material,  and  we  believe  that  many  of  the  above 
objections  may  be  removed  by  skilful  management. 

In  the  lirst  place,  as  regards  durability,  the  objection  would 
be  removed  to  a  considerable  extent  by  employing  a  good 
foundation,  and  laying  the  metal  carefully  upon  it,  providing 
fijr  the  proper  drainage  of  surface  and  substratum  as  men- 
tioned above,  for  the  lodgment  of  water  either  above  or  below 
such  roads  is  very  injurious,  and  tends,  perhaps  more  than 
anything  else,  to  their  destruction.  Having  obtained  a  good 
foundation,  the  next  point  is  to  cover  it  with  a  hard  compact 
crust  impervious  to  water,  and  laid  to  a  pruper  cross  section, 
so  that  it  may  be  speedily  drained  and  no  water  be  allowed  to 
remain  on  the  surface,  which,  besides  its  inconvenience  to 
passengers,  is  very  destructive  to  the  surface  of  the  road. 
A  practice  has  come  into  vogue  of  late,  of  covering  the 
road  when  made,  with  a  binding  composed  of  the  grit  col- 
lected oil'  the  road  in  wet  weather,  and  by  the  operation  of 
water-sweeping.  The  bindhig  is  laid  on  regularly  and 
watered  until  the  new  material  is  firjnly  set,  which  it  does 
very  quickly,  and  when  the  binding  is  of  good  quality  and 
jiroperly  laid  on,  it  assists  its  formation  very  considcj-ably, 
and  altogether  improves  the  condition  of  the  road  ,and  econo- 
mizes the  material,  fm-  it  saves  the  wear  an  1  attrition  of  the 
new  stone.  Some  road-makers  object  to  this  binding  on  the 
ground,  that  it  destroys  or  rots  the  road,  and  that  when 
the  road  is  set  it  has  to  be  carted  away  again  ;  but  this  is 
only  the  case  where  iinpi-oper  binding  is  used,  such  as  is 
swept  from  streets  which  are  not  properly  cleansed,  and  there- 
fore consists  principally  of  mud,  and  not  of  grit,  or  rather  of 
grit  so  mixed  with  dirt  as  to  be  for  the  most  part  useless  for 
binding.  This  method  of  binding  a  road  removes  in  part 
the  objection  which  is  made  against  the  resistance  occasioned 
by  the  loose  stones  of  a  newly-laid  broken  road. 

We  alluded  just  now  to  the  cleansing  of  roads,  and  it  is  a 
matter  which  deserves  considerable  attention,  and  is  appli- 
cable to  every  variety  of  road  ;  a  dirty  road  is  a  constant 
source,  only  not  of  inconvenience,  but  of  expense,  f)r 
scarcely  any  thing  destroys  a  road  more  readily  than  dirt. 
And  not  only  is  this  the  case,  but  the  tractive  power  also 
required  on  a  dirty  road  is  twice  as  great  as  that  re(piired  on 
a  clean  one :  when  we  come  to  add  to  this  the  damage  done 
to  property  l)y  the  mud  in  wet  weather,  and  the  dust  in  dry, 
we  shall  be  able  to  form  some  notion  of  the  waste  occasioned 
by  dirty  roads. 

The  best  method  of  cleansing  roads  is  by  water-sweeping  : 
a  method  of  watering  and  sweeping  combined,  the  roads  being 
fwst  watered  and  then  swept,  by  which  means  the  road  is 
thoroughly  washed  from  its  impurities.  Tiie  watering 
is  usually  carried  on  by  means  of  a  water-cart,  but  a  more 
effectual  means,  as  far  as  the  cleansing  of  the  road  is  con- 
cerned, is  alforded  by  the  hose  and  jet.  The  sweeping  is 
mostly  eflected  by  hand,  and  in  some  places  this  method  is 
carried  on  systematically,  which  is  an  improvement  upon  the 
old  practice ;  but  of  all  methods  offered  to  the  public,  that  of 


Whitworth's  sweeping-machine,  is  the  most  efTective,  and  in 
the  end,  we  believe,  the  most  economical.  By  this  machine 
an  endless  chain  of  brooms  is  made  to  revolve  by  the 
motion  of  the  wheels,  and  to  sweep  the  dirt  immediately 
from  the  roads  up  an  inclined  plane  into  the  cart,  without 
fear  of  splashing,  or  any  other  annoyance  to  the  public,  which 
is  a  vast  improvement  on  the  old  practice  of  stacking  the  mud 
or  dust  up  in  heaps,  and  letting  it  remain  in  that  state  until 
the  carts  come  round,  during  which  period  a  considerable  por- 
tion of  it  had  probably  been  spattered  about  by  the  trallic,  or 
blown  in  all  directions  by  the  wind,  and  even  then  passengers 
must  expect  to  be  bespattered  by  the  negligent  manner  in  which 
the  refuse  was  carted  away.  This  machine,  too,  presents  other 
advautiiges,  in  the  width  of  the  brooms,  and  the  imiform  pres- 
sure exerted  throughout,  a  pressure  which  can  also  be  regulated 
as  occasion  demands.  Water-sweeping  by  this  machine  is,  we 
venture  to  assert,  one  of  the  best,  if  not  the  best  method  of 
cleansing  roads,  and  our  assertion  is  supported  by  facts.  It  has 
been  objected  that  water-sweeping  removes  the  material  of  the 
road,  but  the  contrary  has  been  proved  to  be  the  case.  Mr. 
Smith,  the  eminent  surveyor  of  Biriningh.am,  says,  "  I  have 
found  that  the  use  of  sweeping-machines,  with  the  proper 
employment  of  water,  has  reduced  the  amount  of  material 
required  for  the  repair  of  roads  in  Birmingham  one-third, 
viz.,  from  20,000  to  13.000  cubic  yards;  the  first  named 
amount  is  the  average  of  seven  years  preceding  the  introduc- 
tion of  the  machines,  the  latter  of  the  three  years  subsequent." 
On  the  '22nd  of  March,  1848,  some  experiments  were  made 
upon  the  subject  in  the  Quadrant,  Regent-street,  the  road 
being  then  covered  with  a  tliick  coating  of  dust,  which  was 
causing  great  annoyance  as  well  as  injury  to  the  road,  but 
could  not  be  removed  by  sera[)ing  without  renioving  also  much 
of  the  new  stone  to  which  it  adhered.  It  was  determined  to 
sweep  half  of  it  di'y,  and  half  after  proper  watering.  This 
was  done,  and  the  sweepings  removed  were  washed,  to  sepa- 
rate the  refuse  from  the  stony  matter  mixed  with  it ;  one 
thii'd  part  of  that  which  was  taken  dry  consisted  of  coarse  grit 
which  would  have  been  useful  on  the  road  ;  one-twelfth  part 
only  of  that  which  was  removed  in  the  form  of  slop  was  stony 
matter,  and  that  was  so  completely  pulverized  as  to  be  of 
scarcely  any  use — it  had  done  its  work.  After  the  two  por 
tions  of  the  road  had  been  cleansed,  the  dilFerence  between 
them  was  very  striking.  That  which  was  swept  dry  was 
still  covered  with  adh^isive  matter,  which,  together  with  the 
stones  to  which  it  adhered,  was  lifted  by  the  wheels,  the 
whole  road  being  rough  and  uneven.  The  portion  which  had 
been  swept  with  water  was  perfectly  even  and  smooth.  On 
the  24th  both  portions  weic  swept,  but  only  one  quarter  as 
much  dirt  was  taken  from  that  which  had  lieen  water-swept 
as  from  the  other.  On  the  2Gth  it  rained,  and  three  times 
as  much  slop  was  taken  off  the  part  of  the  road  which  had 
not  been  water-swept  on  the  22ud.  The  preservative  elFect 
of  water-sweeping  by  machine  was  most  striking,  by  the 
decidedly  better  condition  of  that  portion  of  the  road  cleansed 
in  this  elTective  manner. 

The  granite-cube  roads  are  preferable  to  macadamized  in 
point  of  durability,  and  therefore  are  more  eligible  in  this 
respect  for  places  where  there  is  great  trallic,  but  neverthe- 
less there  are  objections  whii^h  partly  outweigh  these  advan- 
tages, one  of  which,  of  considerable  importance,  arises  from 
the  circumstance  of  ihe  wear  and  tear  of  vehicles  being  very 
great  on  such  roails  on  account  of  the  frequency  and  violence 
of  the  concussions  to  whii'h  th\v  are  subject;  and  although 
the  draught  upon  macadamized  roads  is,  generally  speaking, 
heavier  than  upon  pavement,  yet  this  advantage'is  probably 
more  than  neutralized  by  the  concussions  alluded  to,  which  form 
a  great  impediment  and  injury  to  vehicles  travelling  quickly 
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A^nothcr  objection  is,  that  a  horse  has  not  nearly  so  secure  a 
footing  upon  paving  as  upon  a  broken-granite  road. 

A  system  of  tram-roads  has  been  adopted  for  special  traffic 
on  some  roads  with  groat  advantage,  as  in  the  Commercial 
and  East  India  Dock  roads,  where  two  parallel  Ihics  or 
tramways  of  masonry  are  laid  fir  tiie  wheels  to  nm  upon,  the 
space  between  being  paved  with  the  ordinary  pa\ing.  These 
trams  were  made  of  large  blocks  of  granite  5  or  0  feet  in 
length,  16  inches  wide,  and  12  inches  deep,  and  have  been 
found  to  stand  the  heavy  traffic  much  better  than  ordinary 
pavement  would  have  done. 

Roads  paved  with  blocks  of  wood  are  of  comparatively 
recent  invention,  and  offer  many  advantages  over  common 
roads,  in  the  evenness  of  the  surface,  but  more  especially  by 
the  prevention  of  noise,  which  is  a  great  inconvenience  on 


paved  roads.  It  is  to  be  regretted,  however,  that  with  such 
advantages  it  has  defects,  which,  until  removed,  will  put  an 
etTectual  bar  to  its  general  employment  ;  wc  allude  to  its 
want  of  durability,  and  consequent  expense,  but  more  espe- 
cially to  its  slippcTiness  in  wet  and  damp  weather.  The  for- 
mer objection  we  feel  conlidcnt  may  be  removed  by  employing 
greater  care  in  tlie  construction  and  drainage  of  the  substruc- 
ture ;  and  the  latter  has  been  remedied,  in  some  degree,  by 
spreading  broken  granite  on  the  surface. 

In  concluding  this  article,  we  beg  to  recapitulate  the  prin- 
cipal points  to  be  attended  to  in  the  construction  and  manage- 
ment of  roads  : — viz.;  a  good  solidfonndation,properdrainage, 
and  efficient  cleansing.  We  subjoin  a  table  of  the  compara- 
tive costs  of  various  kinds  of  Roads  with  some  cursory  obser- 
vations on  their  peculiarities. 


A  Table  showing  the  comparative  First  Cost,  Annual  Expense,  and  Durabilitij,  of  different  descriptions  of  Carriage-Roads 

as  for  example,  in  a  road  42  feet  wide,  with  ordinary  substratum.  ' 


Material  used. 


Guernsey  Granite,  or 
Macadamized  road." 


Grucby  &,  Wliinstone. 


Iglitam  stone,  a  sm,all 
quantity  of  this  stone 
id  sometimes  sen  tin  to 
the  Loudon  maiket 


First  Cost  for 
square  yard. 


Flints. 


Aberdeen  Granite,  3- 
fncli  cubes,  concrete 
foundations.'" .... 


Cubes. 
9  inch  deep  by  5  wide" 

Wood. 
Metropolitan     Wood- 
paving  Comp. ;  Con- 
crete foundation  in- 
cluded.''   


4s.  6d. 


about  the  same 


3s.  6d. 


89. 


Cost  for  square 

yrd.  per  .innum 

for  repau's. 


Is.  6d. 


see  2d  column 


29. 


2a.  3d. 


Value   of  materials  at 
end  of 


10  yrs. 


179.  6d. 


14s. 


12a.  6d. 


There  are  other  forms 
of  Wood  Pavement, 
but  Done  equal  to 
the  above. 


For  the  first  3 
yrs.  nil,  after- 
wards 3d.  per 
annum. 

do. 
Is.  6d. 


20  yrs. 


3d. 


30  yi-s. 


3d. 


nil. 


nil 


73. 


63.  6d. 


nil. 


nU. 


48. 


4s. 


Observations  on  durability  and  condition 

the  road  would  be  in  at  the  end  of 

20  years. 


The  price  in  each  case  is  taken  for  Lon 
don  wear;  as  in  the  principal  thorough- 
fares at  the  West  End,  the  road  being 
always  renewed  at  the  expense  statecl, 
the  value  of  materials  would  be  the 
same  at  each  period. 


Cleanliness. 


nil. 


nil. 


2a.  6d. 


The  value  of  material 
when  relaid  at  the  end 
of  every  eight  yeare, 
la.  per  square  yard. 


Tills  material  will  not  bear  the  traffic 
granite  will ;  it  has  been  used  in  streets  of 
secondaiy  traffic,  but  grinds  to  powder 
in  dry,  and  goes  off  to  light  mud  in  wet 
weather. — The  same  remarks  as  above 
as  to  value  at  20  years. 

The  same  obseiTations  which  have  been 
made  in  reference  to  Ightam  stone,  apply 
in  a  still  stronger  degree  to  flint  roads, 
as  they  are  much  inferior  in  durability, 
though  well  suited  to  some  localities. 

The  price  named  as  value  of  a  certain  num- 
ber of  years'  wear,  is  what  the  materials 
would  sell  for  if  removed.  They  would 
be  worth  more,if  removed  to  other  streets. 

Do. 

The  price  named  as  for  annual  repairs,  is 
sufficient  to  lay  with  new  when  required, 
and  it  is  presumed  this  would  be  ne 
cessary  at  the  end  of  every  eight  years. 


The  mud  in  wet  and  the 
dust  in  dry  weather,  are 
the  chief  objections  to 
these  roads;  they  are 
very  expensive  to  keep 
clean. 

Grueby  stone  turns  to  a 
light  mud  iu  bad  weather, 
and  ruads  made  with  it, 
cost  moie  to  keep  clean 
than  granite  roads. 

Same  remarks  as  made 
upon  Grueby  stone,  ap- 
ply to  this  in  reference  to 
cleansing  the  roads. 


Very     difficult     to     keep 
clean. 


This  is  the  best  .and  clean- 
est of  p.ivements,  as  it 
offers  the  greatest  AiciU- 
ties  for  washing. 

Good  pavement,  but  not  so 
clean. 

Wood  offers  great  facili- 
ties for  cleiinsing ;  it  is 
swept  easier,  and  at  less 
cost,  and  the  sweepings 
are  valuable  for  manure, 
wliilc  the  sweepings  of 
broken-stone  roads  are 
not.  It  can  be  easily 
washed  also,  but  should 
not  be  kept  wet,  if  po.ssi- 
ble  to  avoid. 


Jiemarks. 

..„'  T*!?  °"«™5ey  granite  is  the  only  material  which  has  been  found  to 
stand  he  extraordmary  wear  and  tear  of  London  traffic,  all  other  stone 
has  faded,  or  h:vs  not  been  procurable  at  a  reasonable  price. 
ro-,db;,tT„  •.'"'*'  °j  "■^P",'''  '^'^P''"'^^  °°'  ""'V  on  the  traffic  over  the 
^^»  N  p  %  .'  ^-"^  "•"  ^"'^  formation  originally.  Some  part  of 
we.,.her  ,hr  'k T  T'"""'^'}'  '^'''^'  ™  ^«  ^ad  a  bottom,  that^in  wet 
7^;,  ^^^  .  ™b.tratum  works  up,  and  destroys  the  new  material.  An 
sTtra  „m  to  '"■'  T"  'T  T^"'  ^«"t '"  an  estimate,  to  take  out  the 
8ub>t.atum  to  a  certam  depth,  fill  iu  with  good  har.l  stuff,  and  make 

ke™  the^-nad  •™''  "■"  .";     ™'  '^<"'<"'  ■>«  ^""''^  ^^^^  Undertake^  o 
keep  the  road  m  repair  at  Is.  per  yard  per  annum. 


A  road  made  with  the  centre  of  granite,  and  sides  of  flints,  has  been 
found  to  answer  well  in  the  neiglibourho<:>d  of  London  ;  also  flints  in  the 
centre,  and  the  sides  paved  with  grauite  stones,  (cubes.) 

*  This  is  not  equal  to  the  3-iuch  cubes  described  above. 

^  The  first  cost  of  this  description  of  road,  has  alone  prevented  its 
becoming  more  general ;  but  there  seems  little  reason  to  doubt,  that  it 
will  be  found  almost  the  only  pavement  suited  to  London  wear. 

The  contract  price  for  keeping  in  repair  Regent-street,  is  6d.  per 
square  yard  per  annum  for  7.  14.  or  21  years. 

This  piece  of  wood  has  been  strewed  with  clear  Guernsey  Granite, 
broken  In  small  pieces,  which  has  been  found  in  a  great  degree  to  prevent 
the  slipperiness  so  much  complained  o£  The  expense  of  the  experiment 
borne  by  tlie  Commissioners,  was  £125,  or  about  2d.  per  yard. 


ROD,  a  linear  mcasiuc  of  IGJ-  feet.  Also  a  superficial 
measure  of  '272^  square  feet,  by  which  brickwork  is  usually 
calculated  ;  the  rod  contains  27:i:{-  square  feet  of  brickwork,  a 
brick  and  half  thick,  or  306  cubic  feet. 

ROE-STONE,  or  Oolite,  a  variety  of  limestone,  com- 
posed of  small  round  globules,  resembling  the  roes  of  fishes, 
imbedded  in  a  calcareous  cement.  These  globules  are  com- 
posed of  concentric  lamellte,  and  are  evidently  the  result  of 
crystallization.  They  vary  in  size  fj'om  a  grain  of  mustard- 
seed  to  that  of  a  pea  :  when  they  are  as  large  as  the  latter, 
it  is  called  pea-stone.  Roe-stono  is  one  of  the  secondary 
limestones,  which  may  be  considered  as  belonging  to  the 
chalk-formation.  It  lies  under  chalk  in  various  parts  of  Eng- 
land, being  separated  from  it  by  beds  of  sand  and  clay.  It 
is  found  also  in  many  parts  of  Europe  ;  but,  according  to 
Humboldt,  is  not  met  with  in  South  America.  Some  of  the 
strata  of  this  stone  are  extensively  used  for  purposes  of  archi- 
tecture :  the  most  distinguished  are  the  Ketten  stone,  in  Nor- 
thamptonshire; theliath  lirestone,  inSomersetshiic;  and  Port- 
land stone,  in  the  island  of  Portland.  Portland  stone  is  of  a 
yellowish-white  colour  :  the  more  compact  varieties,  when 
closely  inspected,  show  a  tendency  to  crystalline  arrangement ; 
it  is  composed  of  carbonate  of  lime,  with  a  small  admixture 
of  silcx  and  alumina. 

UOI.L-MOIU.DING,  a  moulding  in  Gothic  architecture 
of  a  circular  section,  though. frequently  interrupted  or  broken 
by  a  fillet. 

ROLLS  or  Rollers,  among  carpenters,  masons,  &c.,  plain 
cvlinders  of  wood,  s  'ven  or  eight  inches  in  diameter,  and 
three  or  four  feet  long  ;  used  for  thj  removing  of  beams,  huge 
stones,  and  similar  burdens,  which  arc  cumbersome,  but  not 
exceedingly  heavy.  These  rollers  are  placed,  successively, 
under  the  fore  part  of  the  masses  to  be  removed  ;  which,  at 
the  same  time,  are  pushed  forward  by  levers,  &c.,  applied 
behind. 

When  blocks  of  marble,  or  other  excessively  heavy  loads, 
are  to  be  removed,  they  use  what  they  call  eivlless  rolls. 
These,  to  give  them  the  greater  force,  and  prevent  their 
bursting,  are  made  of  wood  joined  together  by  cross-quar- 
ters ;  they  are  about  double  the  length  and  thickness  of  the 
common  roller,  and,  besides,  are  girt  with  several  largo  iron 
hoops  at  each  end.  At  a  foot  distance  from  the  ends  arc  four 
mortices,  or  rather  only  two,  but  pierced  through  and  through, 
into  which  arc  i>ut  the  ends  of  long  lovers,  which  the  work- 
men draw  by  ropes  fastened  to  the  ends,  still  changing  the 
mortise,  as  the  roll  has  made  a  qnarter  of  a  turn. 

PvOMAN  AUCtllTECTURE.  The  early  Romans  can 
scarcely  be  said  to  have  possessed  any  style  of  architecture 
of  their  own,  but  borrowed  their  ideas  of  building  first  from 
the  Etruscans,  and,  at  a  later  period,  from  the  Greeks.  In 
the  time  of  Romulus,  their  buildings  would  seem  to  have  been 
of  tiie  most  rude  description,  their  dwelling-houses  being 
composed  chicfiy  of  straw,  and  thence  termed  culmina  ;  and 
at  a  somewhat  later  period,  even  their  temples  wore  only 
small  s(iuare  erections  scarcely  large  enough  to  contain  the 
statue  of  the  deity. 

Ancus  Martins  was  the  first  king  who  commenced  works 
of  a  larger  class  requiring  skill  in  their  construction,  and  his 
first  attempt  was  the  construction  of  the  city  and  port  of 
Ostia,  at  the  month  of  the  Tiber.  Tarquin  the  Elder  brought 
with  liim  the  skill  and  enterprise  of  the  Etruscans,  and  set 
about  improving  the  city  with  energy  and  perseverance;  his 
first  work  was  to  erect  the  grind  circus  ;  he  also  constructed 
the  walls  of  the  city  with  large  hewn  stones,  and  commenced 
the  great  eloaoji,  or  pnlilie  sewcn-,  as  well  as  the  temple  of 
Jupiter  Capitoliuus,  which  was  continued  by  Sorvius  Tul- 
lius,  who    also    enlarged    the    city.      Tarquinius    Superbus 


yielded  to  none  of  his  predecessors  in  the  decoration  and 
improvement  of  the  city,  tfuring  his  reign  the  circus  was 
completed,  as  was  also  the  cloaca  maxima,  which  was  consi- 
dered one  of  the  wonders  of  the  world,  and  still  remains  as 
a  monument  of  the  enterprising  spirit  of  the  Tarquins.  It 
was  constructed  of  wrought  stone,  and  was  of  such  dimen- 
sions, that  a  wagon  loaded  with  hay  could  pass  through  it  ; 
and  was  carried  through  rocks  and  under  hills,  and  many  were 
the  engineering  difficulties  overcome  in  its  construction.  The 
temple  of  Jupiter  Capitolinus  was  not  completed  till  after 
the  expulsion  of  the  kings,  but  was  considerably  advanced  by 
this  king. 

After  this  period,  some  of  the  principal  works  were — the 
completion  of  the  Capitol,  commenced  by  Tarquinius,  the 
formation  of  the  Campus  Martins,  and  the  outlet  for  the  relief 
of  the  lake  Alba.  In  the  year  389,  u.  c,  the  city  was  burned 
by  Brennus,  which  atlbrded  an  opportunity  for  rebuilding  it 
in  a  more  convenient  and  sumptuous  manner  ;  but  unfortu- 
nately, the  opportunity  was  not  taken  advantage  of,  and  the 
houses  were  erected  after  a  more  irregular  plan  than  they  had 
previously  been  ;  for  whereas,  in  the  old  city,  the  public 
sewers  ran  under  the  roadway ;  in  its  re-edification,  the 
streets  were  laid  out  without  any  reference  to  this  arrange- 
ment— a  want  of  consideration,  the  ctfects  of  which  were 
greatly  felt  at  a  subsequent  period. 

During  the  censorship  of  Appius  Claudius,  309  n.c,  the 
first  ])aved  road  was  laid  by  the  Romans  ;  it  extondi'd  from 
Rome  to  Capua,  and  afterwards  to  Brundusium,  a  length  of 
350  miles,  and  is  to  be  seen  at  the  present  day.  It  was  14 
feet  in  width,  and  about  3  feet  deep,  being  composed  of  three 
thicknesses,  the  lower  one  consisting  of  rough  stones  grouted 
together,  the  second  of  gravel,  and  the  third  of  stones  of  vari- 
ous dimensions,  but  so  accurate!)'  pointed,  as  to  have  the 
appearance  of  a  single  stone.  The  credit  of  constructing  the 
first  aqueduct  also  belongs  to  this  censor,  by  which  a  supply 
of  water  was  conveyed  from  Prajneste  to  Rome,  by  means  of 
a  deep  subterraneous  channel  upwards  of  11  miles  in  length. 
During  the  two  first  Punic  wars,  many  temples  were  erected, 
but  they  do  not  appear  to  have  been  of  great  magnificence. 
Cato  adorned  the  city  with  a  basilica,  which  he  named  Portia, 
and  Sempronius  erected  a  second,  which  was  called  after  his 
own  name. 

The  censors  Fulvius  Flaoeus  and  A.  Postumius  Albinus, 
contributed  much  to  the  embellishment  of  the  city  ;  they  [laved 
it,  adorned  it  with  porticos,  enlarged  the  circus,  and  made 
public  ways  and  bridges  on  the  outside.  At  this  period,  the 
more  wealthy  Romans  began  to  live  out  of  the  city,  and  build 
country-residences,  which  were,in  many  cases,  of  considerable 
extent  and  luxurious  decoration.  To  such  an  extent  svas  the 
magnificence  of  these  villas  carried  at  last,  that  we  find  Cicero 
in  the  habit  of  employing  no  less  than  two  architects. 

All  this  time  but  little  taste  had  been  exhil>ited  in  the 
decoration  of  their  buildings,  which  were  mostly  of  brick, 
or,  at  best,  of  stone  obtained  in  the  neighbourhood  ;  but  as 
their  conquests  extended,  and  they  became  intimate  with  the 
more  costly  buildings  of  their  enemies,  they  began  to  enter- 
tain more  expanded  ideas  of  magnificence  in  art.  Metelius 
Macedonicus,  the  contemporary  of  Mummius,  the  victor  of 
Corinth,  was  the  first  to  build  at  Rome  a  temple  of  marble  ; 
but  from  this  time  most  of  the  larger  edifices  were  con- 
structed of  this  material.  At  this  period  also,  Grecian  art 
and  architects  were  introduced,  and  many  works  of  art 
brought  thence  to  decorate  Rome  ;  Sulla  carried  away  the 
columns,  &c.,  from  the  temple  of  Jupiter  Olympius  at 
Athens,  to  embellish  that  of  Jupiter  Capitolinus  at  Rome. 

The  first  permanent  theatre  was  erected  by  Pompey  ;  pre- 
vious to  Ills  time,  such  erections  wore  not  allowed  to  remain 


after  the  shows,  and  therefore  only  temporary  buildings  were 
erected  for  the  purpose.  Of  tiicsc,  however,  some  were  of 
great  size  and  magnificence;  M.  iEmilius  Scaurus,  when 
adile,  erected  one  capable  of  containing  80,000  persons, 
which  is  reported  to  have  been  sumptuously  decorated.  An- 
other tiieatre  was  erected  by  Curio,  one  of  Caesar's  partisans, 
wiiich  exhibited  great  mechanicivl  skill.  Two  large  theatres 
of  timber  were  constructed  back  to  back,  and  on  one  side  so 
connected  with  hinges  iftid  machinery  for  the  purpose,  that 
when  the  theatrical  exhibition  had  closed,  they  were  wheeled 
or  slung  round,  so  as  to  form  an  amphitheatre,  wherein,  in 
the  afternoon,  shows  of  gladiators  wore  exhibited.  Pompey's 
theatre  was  built  of  stone,  and  was  made  capable  of  accom- 
modating 40,000  persons  ;  it  was  surrounded  by  a  portico  for 
shelter  in  case  of  unseasonable  weather,  and  had  attached  to 
it  a  curia  provided  with  a  basilica,  or  hall  of  justice,  as  also 
a  temple  dedicated  to  Venus. 

Under  the  auspices  of  Julius  Cresar,  many  now  and  mag- 
nificent buildings  were  erected.  On  his  return  from  Utica, 
after  his  threefold  victory,  he  broui;ht  into  the  treasury  no 
less  than  05,000  talents,  and  2,S2vJ  crowns  of  gold,  which 
adbrded  hira  ever}-  facility  for  carrying  out  his  magnificent 
pirujects,  amongst  which  may  be  mentioned  the  extension  of 
the  circus,  and  formation  of  a  lake  for  the  exhibition  of  Egyp- 
tian and  Tyrian  galleys,  a  new  forum,  two  temples  to  Venus, 
one  of  which  was  on  an  exceedingly  grand  scale,  and  a  third 
to  Clemency.  Besides  these,  he  commenced  a  vast  theatre, 
the  drainage  of  the  Pontine  marshes,  the  improvement  of  the 
navigation  of  the  Tiber,  by  forming  a  new  bed  from  Rome 
to  the  sea,  a  canal  through  the  Isthmus  of  Corinth,  the  for- 
mation of  a  port  at  Ostia,  and  of  a  causeway  across  the 
Apennines,  from  the  Adriatic  to  Rome  ;  add  to  this,  the  re- 
building of  Corinth  and  Carthage,  and  we  shall  be  enabled 
to  form  a  conception  of  the  vast  ideas  and  ready  execution 
of  this  great  man. 

Such  an  introduction  as  this  was  worthy  the  golden  age 
which  followed  in  the  ne.xt  reign,  an  age  which  the  peace 
purchased  by  the  victorious  arms  of  C;csar  had  yielded  to 
the  cultivation  of  civil  arts,  and  that  excessive  refinement 
which  led  the  way  to  luxury  and  consequent  ruin.  In  this 
reign  most  of  the  finest  buildings  were  erected,  and  architects 
flocked  from  all  quarters,  and  especially  from  Greece  to  assist 
in  beautifying  the  city,  the  latter  being  highly  esteemed  and 
eagerly  employed  ;  in  short,  Greece  at  this  time  had  become 
the  standard  of  taste  amongst  the  Romans,  not  only  in  the 
arts,  but  in  custoins  and  manners.  Augustus  had  conceived 
the  project  of  making  Rome  the  most  splendid  city  in  the 
world  ;  and  not  only  set  about  embellishing  it  himself  with 
the  greatest  ardour,  but  also  incited  his  friends,  and  the  prin- 
cipal personages  of  the  empire  to  follow  his  example,  which 
indeed  they  were  not  slow  in  following ;  and  atnongst  the 
buildings  erected  by  them  may  be  mentioned,  a  temple  of 
Hercules  Musagetes,  by  Marcius  Philippus ;  a  temple  of  Diana, 
by  L.  Corfidius  ;  of  Saturn,  by  M.  Plaucus;  of  Concord,  and 
of  Castor  and  Pollux,  by  Tiberius ;  the  Atrium  Libertatis,  by 
Asinius  Pollio;  a  theatre,  by  Cornelius  Balbus  ;  and  an  am- 
phitheatre, by  Statilius  Taurus.  His  friend  Agrippa  was  highly 
distinguished  in  this  respect;  he  erected  many  magnificent 
buildings,  aqueducts,  baths,  fountiiins,  &c.,  but  he  stands  pre- 
eminent above  all  his  countrymen,  by  the  erection  of  that 
monument  of  Roman  skill  and'enterprise,  the  Pantheon.  The 
principal  edifices  erected  by  Augustus  himself  were — the  forum 
:uid  temple  of  Mars  Ultor;  the  temple  of  Apollo  Palatine,  witli 
a  portico  and  library;  the  temple  of  Jupiter  Tonans,  on  the 
Capitol;  the  porticos  of  Livia  and  Octavia;  the  basilica  of 
Cams  and  Lucius ;  the  theatre  of  Marcellus  ;  and  a  mausoleum 
for  himself  and  family.     iVfter  such  an  enumeration,  the 


boast  of  Augustus  will  not  appear  a  vain  one,  "  that  he  found 
Rome  built  of  brick,  and  left  it  of  marble." 

Durini?  the  reigns  nf  the  immediate  successors  of  Augus- 
tus, architecture  fell  into  decline,  and  the  only  building  of 
any  importance  which  we  hear  of  before  Nero's  time,  is  the 
Aqua  Claudia,  a  large  aqueduct,  which  was  completed  by 
Claudius.  Its  length  was  40  miles,  and  for  more  than  10  it 
was  carried  on  arches  moi'e  than  100  feet  above  the  level  of 
the  ground.  Nero's  edifices  were  gorgeous  in  the  extreme, 
but  more  remarkable  for  expensive  decoration  than  intrinsic 
merit  of  design  ;  his  Domus  Aurea  is  a  remarkable  specimen 
of  his  prodigality  in  such  matters ;  it  was  erected  by  two 
architects,  Severus  and  Celar,  and  was  most  lavishly  embel- 
lished, so  that  it  would  be  difficult  to  form  an  idea  of  its 
expense. 

Under  Vespasian,  and  his  successors,  architecture  again 
flourished,  to  which  the  remains  of  the  Coliseum  abundantly 
testify.  This  building  was  commenced  by  Vespasian,  and 
completed  by  his  son  Titus,  and  its  erection  is  said  to  have 
occupied  no  greater  space  of  time  than  two  years  and  nine 
months ;  it  covers  nearly  six  acres  of  ground,  and  was 
reported  capable  of  containing  100,000  spectators.  The  reign 
of  Titus  is  also  remarkable  for  the  erection  of  the  baths  and 
triumphal  arch  which  bear  his  name.  Trajan  is  the  ne.xt 
name  worthy  of  record,  as  a  liberal  patron  of  architec- 
ture, and  amongst  his  works  may  be  mentioned  the  forum, 
triumphal  arch,  and  column  which  has  never  yet  been  sur- 
passed. His  bridge  over  the  Danube,  which  was  destroyed 
by  Hadrian,  was  a  bold  undertaking ;  it  is  reported  to  have 
consisted  of  20  stone  piers,  GO  feet  wide,  and  150  in  height, 
the  arches  between  being  not  less  than  170  feet  in  span  ;  his 
architect  was  Apollodorus,  who  fell  a  victim  to  his  master's 
jealousy,  for  blaming  his  architectural  plans.  Few  princes 
erected  a  great  number  of  edifices  than  did  Hadrian, 
amongst  which  were  the  Maison  Carree  at  Nismes,  his  villa 
and  mausoleum,  the  amphitheatres  at  Capua  and  Verona, 
and  the  bridge  over  the  Tagus  at  Alcantara.  Besides  these, 
he  re-built  Jerusalein,  which  he  styled  yElia  Capitolina,  also 
part  of  the  temple  of  Jupiter  Olympius  at  Athens.  In  this 
reign  also  an  aqueduct  was  constructed  by  Herodes  Atticus  to 
supply  Troas  with  water,  and,  by  the  same  man,  a  stadium 
at  Athens  000  feet  long,  a  stadium  at  Delphi,  a  theatre  at 
Corinth,  and  baths  at  Thermopylas; 

Under  the  Antonines  were  erected  the  temple  of  Antoni- 
nus and  Faustina,  the  Antonine  column,  and  that  of  Marcus 
Aurelius,  besides  many  other  temples  and  works  in  the  pro- 
vinces, amongst  which  may  be  enumerated  the  re-building 
of  Smyrna,  Laodicea,  and  other  Asiatic  cities.  After  this 
period  architecture  gradually  declined ;  a  little  improvement 
may  be  seen  in  the  reigns  of  Septimius  and  Alexander  Seve- 
rus, but  taste  had  greatly  deteriorated,  and  art  had  fallen  to 
too  low  an  ebb  to  be  restored.  Antoninus  Pius  is  reported 
to  have  erected  the  vast  edifices  of  Balbec  and  Palmyra,  but 
the  subject  admits  of  a  doubt.  Dioclesian  made  a  bold  eflbrt 
to  restore  architecture  to  its  original  position,  but  it  was 
beyond  his  power,  and  although  his  buildings,  his  baths,  and 
his  palace  at  Spalatro  were  magnificent  in  point  of  extent, 
and  a  certain  kind  of  grandeur,  yet  they  bear  evident  tokens 
of  the  state  into  whioli  architecture  had  fallen.  The  palace 
at  Spalatro  covered  between  nine  and  ten  acres,  one  of  the 
sides  being  000,  and  the  other  700  feet  in  length ;  attached 
to  it  was  a  portico  500  feet  long,  embellished  with  painting 
and  sculpture.  Constantine  was  a  great  builder,  but  he 
transferred  the  seat  of  empire  to  Byzantium,  and  thus  Roman 
architecture  was  superseded  by  the  new  style  which  he  intro- 
duced  in  his  new  capital.  This  change,  however,  is  to  be  the 
less  regretted,  inasmuch  as   Roman  art  had  already  degen- 


rated  beyond  ho|io  of  restoration,  and  new  edifices  of  barba- 
mus  design  had  I  ■■gun  to  be  erected  at  the  expense  of  those 
of  better  design  already  in  existence. 

In  comparing  the  relative  merits  of  Greek  and  Roman 
architecture,  tliere  can  be  no  question  but  that  the  former  by 
far  excels  iu  matter  of  taste;  and  this,  by  many  writers, 
seems  to  be  the  only  question  considered.  But  this  is  not 
fairly  the  whole  point  at  issue  between  them ;  there  are  other 
matters  to  bo  brought  under  consideration ;  and  such  are — 
variety,  as  well  in  use  as  in  design;  the  capability  of  being 
adapted  to  diflerent  purposes  of  life  ;  as  well  as  excellency  and 
facility  of  construction.  Now,  although  the  Greeks  far 
exceed  their  rivals  in  simple  grandeur,  chasteness  of  deco- 
ation,  and  correctness  of  detail,  still  it  must  be  remembered 
that  their  structures  are  chargeable  with  sameness  and  mono- 
tony :  iheir  plans  scarcely  ever  varied  from  the  oft-repeated 
rectangle ;  the  only  change  consisting  in  the  ditlerent  arrange- 
ment of  the  columns,  and  in  the  applications  of  the  few  orders 
of  architecture  which  they  possessed;  the  only  variation  in 
plan  which  occurs,  is  to  be  found  in  the  Ereehtheum  at  Athens, 
and  some  smaller  monuments,  as  the  Temple  of  the  Winds, 
the  Choragic  JMonumeut  of  Lysicrates,  and  such  like.  Grecian 
architecture  was  almost  entirely  devoid  of  composition  ;  and 
no  attempt  was  made  in  them  of  grouping  their  several  parts, 
so  as  to  produce  a  varied,  yet  effective,  outline. 

Now,  on  the  other  hand,  the  Romans  were  not  so  much  a 
sentimental  as  a  practical  people  ;  and  this  fact,  we  think, 
will  account  in  a  great  measure  for  their  dilTerent  appreciation 
of  the  art  under  consideration.  During  the  earlier  period  of 
their  history,  it  will  be  found  that  they  constructed  only 
works  of  public  utility  and  convenience,  and  whose  only 
claim  to  beauty  consisted  in  their  magnitude,  their  grand 
conception,  the  mechanical  s-kill  employed  in  their  construc- 
tion, and  their  perfect  adaptation  to  the  purposes  for  which 
they  were  intended.  The  effect  produced  by  them  is  rather 
surprise  and  admiration  than  pleasure  ;  they  awe  by  their 
grandeur,  rather  than  satisfy  by  their  display  of  taste.  Such 
works  would  not  be  classed  in  the  present  day  under  the 
term  architecture  at  all,  but  under  that  of  engineering — two 
terms  which  are  peifcetly  distinct  in  this  application,  although 
both  applied  to  works  of  construction,  to  buildings,  or  arti- 
ficial erections,  the  one,  however,  applies  more  especially  to 
the  science,  the  other  to  the  art,  of  building ;  not  that 
science  is  absent  in  either  case,  but  that  art — that  is,  line 
art — in  the  one  case  stands  pre-eminent,  as  scientific  skill 
does  in  the  other.  Under  the  term  engineering  we  should 
include  the  roads,  bridges,  aqueducts,  and  sewers,  for  which 
the  early  Romans  are  so  noted,  and  whose  mode  of  construc- 
tion was  probably  learned  from  the  Etruscans,  who  seem  to 
have  been  a  people  of  similar  character,  though  of  improved 
civilization,  to  the  Romans.  This  practical  character  to 
which  we  allude,  the  Romans  never  entirely  lost,  even  after 
they  had  become  acquainted  with  the  voluptuousness  of 
Greece,  and  during  the  luxury  of  the  court  of  Augustus 
and  the  succeeding  emperors  ;  for  although  at  this  period 
they  began  to  cultivate  architecture  simply  as  one  of  the  fine 
arts,  still  not  even  then  did  they  lose  sight  of  utility  in  their 
buildings. 

Willi  the  Greeks,  religion  was  almost  the  sole  purpose  for 
which  architecture  seemed  to  exist ;  with  few  exceptions,  we 
have  no  otiicr  examples  but  temples  :  on  the  other  hand, 
the  temples  of  the  Romans  were  neither  so  extensive  nor  so 
numerous  as  their  works  of  public  utility  or  convenience  ; 
and  this  also  arises  from  their  national  peculiarities  ;  for  tht^y 
■were  neither  so  religious,  nor  .so  philosophical  and  contempla- 
tive, as  the  Greeks.  Amongst  Roman  remains,  besides  the 
cngiurorlug  works  which  we  have  above  alluded  to,  we  have 


fora,  baths,  palaces,  circi,  theatres,  amphitheatres,  libraries, 
halls  of  justice,  triunijihal  arches,  commemorative  columns, 
mausoUa,  and  such  like.  The  requirements  which  were 
necessary  for  such  buildings  as  these,  led,  no  doubt,  to  the 
practice  of  composition  and  grouping,  for  it  is  very  certain 
that  one  uniform  j)lan  of  building  would  not  have  been  suit- 
able for  such  a  variety  of  purposes  ;  but  this  was  not  the 
only  cause  of  variety  in  their  buildings,  although,  perhaps, 
the  principal  one.  Another  may  be  observed  in  the  employ- 
ment of  the  arch,  which  allowed  much  greater  latitude  of 
construction  than  the  entablature  of  the  Greeks  ;  with  the 
latter  the  intercolumniations  were  fixed  to  a  certain  gauge, 
or  at  least  limited  within  a  determinate  range  ;  whereas,  with 
the  former,  every  facility  was  afforded  for  increasing  or 
diminishing  the  space  between  the  piers  to  almost  an  unli- 
mited degree.  It  is  not  improbable,  too,  that  the  semicir- 
cular form  of  the  arch,  which  was  in  such  constant  use, 
assisted  in  the  development  and  frequent  emploj'ment  of  cir- 
cular plans,  or  of  plans  in  which  circular  and  curved  lines 
were  introduced  ;  for  it  is  not  unlikely  that  the  existence  of 
a  form  or  figure  in  the  elevation  should  suggest  its  applica- 
tion to  the  plan  likewise.  This  employment  of  the  circle  in 
the  plans  of  their  buildings  led  inevitably  to  that  which  was 
quite  a  new  feature  in  arcliitectural  design,  the  dome — a 
feature,  too,  which  gave  a  totally  distinct  character  to  the 
buildings  in  which  it  was  employed,  and  introduced  an  impor- 
tant element  of  variety  into  architectural  design.  Of  this 
arrangement  the  Pantheon  is  the  most  remarkable  example; 
and  it  requires  none  other,  to  attest  to  the  importance  of  the 
change  then  introduced.  The  effect  of  the  interior  is  strik- 
ingly different  from  anything  which  had  before  appeared  ;  a 
vast  area,  such  as  that  of  the  Pantheon,  covered  over  by  a 
single  hemispherical  dome,  must,  at  tlie  time  of  its  erection, 
have  produced  a  most  wonderful  and  novel  effect.  Nor  is  the 
exterior  devoid  of  novelty  or  character — a  fact  which  is  espe- 
cially observable  in  the  rectangular  portico — projecting  from 
a  larger  circular  building.  Such  a  combination  forms  a 
striking  contrast  to  the  uniformity  of  Grecian  edifices.  In 
the  instance  of  the  Pantheon,  the  exterior  is  destitute  of 
columns,  except  in  the  portico.  But  there  are  many  build- 
ings in  which  the  circular  plan  was  carried  out  with  an 
external  peristyle  :  such,  for  instance,  is  the  temples  of  the 
Sibyl  ;  or,  as  it  is  otherwise  named,  that  of  Vesta  at  Tivoli. 
Buildings  of  this  class  were  roofed  with  hemispherical  domes, 
or  with  lesser  segments  of  a  sphere  ;  but  these  were  not 
visible  on  the  exterior,  being  concealed  by  the  projecting 
colonnade.  Even  in  the  Pantheon,  where  the  dome  is  hemi- 
spherical, and  of  so  great  diameter,  it  does  not  form  a  con- 
spicuous object  on  the  outside,  for  its  springing  line  is  situ- 
ated at  about  the  level  of  the  lower  cornice  ;  and  its  external 
height  is  still  further  reduced,  by  the  base  of  the  outer  por- 
tion of  the  dome  being  formed  into  several  courses  of  steps. 
Had  the  entire  height  of  the  dome  been  visible  from  the 
extei-ior,  it  would  have  borne  by  for  too  great  a  proportion 
to  its  base.  In  the  time  of  Constantine,  the  circular  plan  was 
employed  with  an  internal  colonn.ade,  as  in  the  church  of  S;m 
Stcphano  Rotundo,  and  that  of  Sta  Costanga;  in  both  which 
cases,  the  circular  portion  within  the  colonnade  is  of  greater 
elevation  than  that  ]>ortion  embraced  between  the  colonnade 
and  external  walls,  and  is  covered  with  a  dome;  but  in  Sta 
Costanga  tliere  is  a  further  peculiarity,  for  the  columns  are 
not  only  coupled,  but  are  arranged  in  an  unusual  manner,  in 
pairs,  one  behind  the  other:  the  columns  .serve  to  support 
iu  arcade.  Both  these  cdific(^s  have  been  claimed  as  heathen 
tomph'S,  (the  one  as  dedicated  to  Faunus,  and  the  other  to 
Biiccluis.)  but  seemingly  without  any  other  foundation  than 
conjecture,  and  the  existence  of  some  decorations  which  are 


applicable  to  the  Christian  religion,  as  well  as  to  the  heathen 
mythology.  A  more  notable  example  of  the  circular  form  is 
the  Church  of  the  Holy  Sepulchre  at  Jerusalem,  built  by  the 
empress  Helena,  mother  of  Constantiiie. 

The  circular  form  was  also  a  favourite  one  for  tombs  and 
mausolca,  amongst  the  more  remarkable  of  which  are  those 
iif  Augustus  and  Hadrian.  The  former  consisted  of  four 
cylindrical  stories,  the  diameter  of  each  being  somewhat 
smaller  than  that  below  it,  and  the  uppermost  crowned  by  a 
colossal  statue  of  the  emperor.  The  hitter  is  now  the  well- 
Unown  castle  of  St.  Angolo,_and  originally  consisted  of  a  cylin- 
drical building,  placed  upon  a  square  base,  the  height  of 
which  was  about  half  that  of  the  superstructure.  No  remains 
are  now  loft  of  the  uppermost  stage  of  the  building,  which 
was  also  circular,  and  was  surmounted  with  a  peristyle  of  34 
Corinthian  columns  ;  its  diameter  being  about  one-third  that 
of  the  larger  cylinder.  Of  a  similar  form  is  the  tomb  of 
Cecilia  Metella,  but  devoid  of  the  upper  story.  A  more 
curious  example  is  the  sepulchral  monument  at  St.  Renie, 
which  consists  of  three  stories,  the  lowest  a  square  base, 
raised  on  gi-adini,  and  covered  on  each  side  with  sculptures 
in  relief ;  the  next  square,  with  an  attached  fluted  Corinthian 
pillar  at  the  angles,  and  an  open  arch  on  each  side  ;  and  the 
uppermost  a  Corinthian  rotunda,  forming  an  open  or  monop- 
teral  temple,  in  which  are  two  statues.  The  tomb  of  Virgil 
consists  of  a  square  base,  surmounted  by  a  conical  structure; 
and  a  cenotaph  at  Constantina,  in  Africa,  has  the  lower  story 
cylindrical,  surrounded  by  a  peristyle  ;  while  the  upper  is  a 
lofty  cone,  formed  in  receding  courses  or  steps.  Edifices 
erected  on  polygonal  plans  were  not  uncommon,  of  which  the 
octagonal  were  most  ffequeiit ;  the  latter  form  was  commonly 
employed  in  saloons  to  public  baths  ;  and  there  is  an  octago- 
nal temple  in  Dioclesian's  palace  at  Spalatro.  Buildings  of 
six  sides  were  not  common  ;  but  there  is  one  at  Balbec  of 
peculiar  form,  two  of  the  sides  measuring  110  feet  each,  and 
the  four  remaining  only  88  feet.  There  is  also  a  curious 
circular  temple  at  Balbec,  of  curious  design  ;  it  is  placed 
upon  an  octagonal  base,  the  sides  of  which  are  curved 
inwardly,  presenting  a  concave  face  ;  and  at  the  angles  of 
which  are  placed  columns  bearing  an  entablature,  which  is 
curved  in  a  similar  manner  to  the  base. 

We  have  alluded  to  the  previous  examples,  for  the  purpose 
of  showing  how  infinitely  varied  Roman  edifices  were  in  the 
arrangement  of  the  main  parts,  and  how  readily  a  ditTerent 
distiibution  of  the  same  or  similar  parts  were  made  to  exhibit 
a  dissimilar  etfect.  Many  examples  in  proof  of  the  same 
might  be  otfered,  were  it  within  our  limits  to  do  so,  and  these 
on  a  more  extensive  scale,  as  witness  the  baths,  fora,  &c., 
with  their  many  courts,  saloons,  galleries,  and  porticos,  each 
of  which  might  present  some  different  method  of  distribution. 
It  will  thus  be  seen,  how,  in  point  of  practical  utility,  the 
Romans  took  precedence  of  the  Greeks,  and  how  they  were 
enabled  to  erect  buildings  suitable  for  any  purposes  which 
might  be  required.  In  such  matters,  they  undoubtedly  have 
the  preeminence,  but  in  matters  of  pure  taste,  they  niust  be 
content  to  yield  priority  to  the  Greeks  ;  for  although  in 
many  cases  they  have  shown  proof  of  excellency  of  design, 
of  which  we  need  no  other  illustration  than  the  Corinthian 
Order,  which  was  ftiirly  their  own  ;  yet  at  the  same  time,  the 
generality  of  their  designs  do  not  exhibit  that  purity  and 
simplicity  which  is  the  mark  of  true  excellence.  But  besides 
this,  many  violations  of  true  taste  are  constantly  occurring 
even  in  their  best  works,  indeed  they  seem  to  have  been 
inherent  in  the  system  ;  amongst  these,  we  may  mention  the 
inconsistent  employment  of  the  arch  and  entablature  in  the 
same  design  ;  and  it  is  to  be  lamented,  that  instead  of  endea- 
vouring vainly  to  unite  the  two  systems,  they  had  not  struck 
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out  in  a  bolder  course  by  themselves,  and  worked  out  a  con- 
sistent style  of  building.  It  is  true  that  they  employed  the 
arch  very  freely,  and  sometimes  probably  more  so  than  correct 
taste  would  warrant ;  yet  at  the  .same  time  they  did  not  take 
that  advantage  of  the  possession  of  such  means  of  construc- 
tion as  they  might  have  done  in  a  scientific  point  of  view  ; 
they  piled  arch  over  arch,  and  seemed  to  be  pleased  with 
their  acquisition,  and  content  to  make  use  of  it,  but  not  to 
apply  it  with  any  idea  of  improvement.  But  there  arc  still 
one  or  two  other  points  which  merit  reprehension,  for  instance, 
the  employment  of  columns  merely  for  the  purpose  of  decor.v 
tion,  as  where  they  are  half  inserted  in  the  walls,  or  where 
pilasters  supply  their  place.  Now,  columns  are  evidently 
intended  for  support,  and  they  should  always  manifest  such 
intention  ;  and  where  they  are  used  in  positions  where  such 
support  is  not  required,  their  employment  is  certainly  objec- 
tionable, and  would  not  be  admitted  in  accordance  with  strict 
taste  :  the  construction  of  ornament  merely  as  ornament,  and 
especially  when  its  employment  is  liable  to  deceive,  is  to  be 
condemned.  A  forcible  illustration  of  the  above  kind  is  to 
be  observed  in  triumphal  arches,  in  which,  although  the 
columns  be  entirely  isolated,  and  standing  in  front  of  the  wall, 
they  serve  no  practical  purpose,  their  only  use  being  to  sup- 
port a  projecting  portion  of  the  entablature  ;  and  if  it  be 
asked  for  what  purpose  this  projection  is  made,  the  most  ready 
reply  will  be  to  give  an  useless  column  something  to  do.  The 
fact  is,  that  they  are  both  added  for  the  sake  of  effect,  pro- 
bably for  variety  in  outline  and  for  the  sake  of  the  deep 
shadow  which  such  a  projection  would  cast  :  but  as  far  as 
construction  goes,  the  whole  thing  is  a  sham,  and  deceptions 
in  buildings  indicate  a  low  ebb  of  taste  and  science  in  archi- 
tecture. Another  characteristic  of  Roman  art,  and  one  which 
entered  very  largely  into  the  system,  is  the  employment  of 
order  above  order  in  the  same  building,  which  illustrates  at 
once  its  virtues  and  faults  ;  for  while  on  the  one  hand,  such 
an  arrangement  is  incompatible  with  the  requirements  of  the 
highest  standards  of  taste,  yet  still  at  the  same  time  it  proves 
their  aptness  of  invention,  and  versatility  of  design. 

We  have  now  endeavoured  to  show  in  as  fair  a  light  as 
possible,  the  comparative  merit  of  the  two  styles  ;  and  while, 
as  a  question  of  taste,  we  must  without  doubt  yield  the 
palm  to  Greece,  we  are  inclined  to  think  with  Mr.  Freeman, 
that  architecture  would  have  flourished  more  successfully 
at  Rome,  had  she  remained  unacquainted  with  that  of 
her  rival. 

Descriptions  of  some  of  the  principal  Roman  buildings  will 
be  found  in  the  body  of  this  work  ;  wo  may  refer  especially 
to  the  articles  under  the  following  heads  :: — Pantheon, 
Amphitheatre,  Balbec,  Palmyra,  &c.  The  adaptation 
of  the  orders  will  be  found  noticed  under  Corinthian, 
Doric,  Ionic,  Roman,  and  Tuscan  Orders. 

ROMAN  ORDEK,  an  ordinance  of  architecture,  invented 
by  the  Romans  from  the  Ionic  and  Corinthian  orders  ;  an-d 
hence,  it  has  also  obtained  the  name  of  the  Composite  Obder. 
See  Order. 

Vitruvius,  the  most  ancient  writer  on  architecture,  after 
describing  the  three  Grecian  orders,  mentions  several  fanciful 
compositions,  without  giving  them  any  particular  denomina- 
tion. The  name  of  Composite  order  is  of  modern  application, 
and  has  been  applied  in  consequence  of  the  numerous  examples 
to  be  found  at  Rome,  and  other  parts  of  the  ancient  Roman 
territory,  of  an  order  compounilcd  of  the  Ionic  and  Corinthian, 
which  is  of  a  very  uniform  character. 

The  capital  of  the  Roman  order  is  compounded  of  the  Ionic 
and  Corinthian,  the  upper  part  being  the  Ionic,  and  the  lower 
the  Corinthian.  The  entablature,  ,as  found  in  the  ancient 
remains  of  Roman  architecture,  is  Corinthian,  and  not  one 
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example  is  to  be  found  in  the  Iloniaii  antiquities  as  published 
by  Desgodetz,  but  what  have  Corinthian -entablatures. 

The  Composite  order,  as  is  to  be  found  In  several  of  the 
works  of  the  principal  Italian  architects,  has  been  compounded 
from  the  remains  of  the  frontispiece  of  Nero,  which  is  entirely 
Corinthian,  and  from  the  temple  of  Concord  at  Home  :  the 
cornice  is  imitated  from  that  of  the  frontispiece  of  Nero 
which  is  the  boldest,  and  one  of  the  most  beautiful  remains 
of  Ivoman  grandeur.  The  upper  part  of  the  capital  is  taken 
from  the  temple  of  Concord,  where  the  sides,  or  flanks,  are 
the  same  as  on  the  fronts,  and  project  at  every  angle,  the 
face  of  the  abacus  being  concave  ;  and  the  two  lower  rows 
of  leaves  are  what  is  usually  found  in  any  example  of  the 
Corhithian  order  ;  but  there  is  some  little  dillerence  between 
the  caulicoles,  or  stalks,  that  spring  up  between  the  leaves, 


which,  though  suitable  to  the  composition,  are  not  so  elegant 
as  In  the  Corinthian  order. 

It  does  not  appear  quite  satisfactory  to  us  why  the  examples 
included  under  this  description,  should  be  especially  entitled 
to  the  terra  lloman,  for  the  Corinthian  has  quite  an  equal 
claim  ;  they  both  owe  their  existence  to  the  Romans.  Why, 
Indeed,  any  such  marked  .distinction  should  be  set  up 
between  the  two,  is  not  quite  clear,  for  they  are  evidently  but 
different  modifications  of  the  same  idea  ;  and  we  think 
there  can  be  discovered  as  much  diversity  in  examples 
included  under  the  term  Corinthian,  as  between  them  and 
the  "Composite. 

We  subjoin  a  list,  extracted  from  one  of  Mr.  Wcale's 
works,  showing  the  proportions  of  the  order  in  various 
e.xamples. 


Arcb  of  Titus 

Arch  of  Si'ptiinius  Severus 

Batb.s  of  Diocletian 

Palladio 

Scainozzi 

Vignola 

Caryatides  of  the  Temple  of  Pandrosus 


Base. 


.2  o  ^ 


t)  0  23 
0  0  20 
0  0  20 
0  1  li 
0  1  0 
0  1     0 


Columu. 


pa:= 


10  0 

9  1 
10  0 
10  0 

9  1    15 
10  0     0 

6  0     0 


6 
10 
29} 
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Capital. 


Archi- 
trave. 


1  0  Hi 

1  0  5i 

1  0  11 

1  0  0 

1  0  0 

1  0  0 

0  0  27 


0  1 
0  1 


16 
15 

10 

9 

16 

25  i 


Frieee. 


0  1  u 
0  0  25* 
0  1  14 
0  14 
0  1  IJ 
0  1  16 
0  10 


Comic*. 


.So*.! 

«sa 


0  1 


Si 
21 
20 
16} 

0 

0 


Entabla- 
ture. 


B-d 


2  1     2 
2  0  19 
2  0  19i 
2  0     0 

1  1   27 

2  10 
1   1   25i 


Diam.  of 
Column. 


Ft.    Inch. 


The  example  of  the  Roman  order  which  we  have  given,  is 
from  that  exquisite  remain  of  antiquity,  the  arch  of  Titus, 
at  Rome. 

ROMANESQUE  ARCHITECTURE,  a  term  applied  to 
different  purposes  by  various  writers  ;  but  the  most  useful 
and  consistent  application  seems  to  include  all  the  various 
kinds  of  building  which  originated  from  the  Roman,  and  which 
appeared  alter  the  decline  of  art  in  that  country,  but  with 
this  limitation,  that  they  still  retain  the  semicircular  arch. 
Under  this  general  title,  then,  will  be  embraced  the  debased 
RoM.vN,  the  BvzANTiNE,  LoMBARDic,  Saxon,  Nok.man,  and 
the  several  varieties  of  the  same  class.  For  further  informa- 
tion, see  the  aljove  articles. 

]100D,  a  crucifix  more  especially  applied  to  those  which 
were  placed  in  an  elevated  situation  at  the  east  end  of  churches 
between  the  nave  and  chancel.  They  were  of  large  dimen 
sions,  and  usually  of  wood,  with  figures  of  the  Virgin  and 
St.  John  placed  on  cither  side,  and  at  the  foot  of  the  upright 
arm  of  the  cross, 

Rood  Beam,  a  beam  carried  over  the  entrance  to  the 
chancel,  for  the  purpose  of  supporting  the  rood 

Rood  Loft,  an  elevated  lotl  or  gallery  occupying  a  similar 
position  to  the  rood-l)eam,  but  resting  or  appearing  to  rest 
on  a  screen  below.  It  was  usually  spread  out  frojii  the  toj) 
of  the  screen  on  both  sides  of  it,  so  as  to  give  a  landing  at 
top  of  sufficient  space  for  the  rood-screen,  and  for  the  passage 
of  persons  to  and  fro.  It  was  from  this  place  that  a  part  of  the 
Romish  service   was  performed.       The  soffit  of  the  loft  on 


giving  admission  to  the  chancel.  Such  screens  were  usually 
of  wood,  but  sometimes  of  stone,  especially  in  cathedrals  and 
larger  churches ;  they  are  also  sometimes  double ;  as  at 
St.  David's  Cathedral,  and  Gilden  Morden,  Cambridgeshire. 
Rood-screens,  as  well  as  the  loft,  and  rood  itself,  were  often 
of  most  elaborate  workmanship,  highly  decorated  with  gild- 
ing and  colour. 

Rood  Tower,  the  tower  at  the  intersection  of  nave  and 
transepts. 

ROOF,  (from  the  Saxon,  hrof,)  the  cover,  or  top  of  a  build- 
nig,  generally  consisting  of  two  sloping  sides,  though  occa- 
sionally of  other  figures. 

The  ancient  Egyptians,  Babylonians,  Persians,  as  well  as 
other  Eastern  n.itions,  had  their  roofs  quite  flat.  The  Greeks 
appear  to  have  been  the  first  who  made  roofs  with  a  declina- 
tion each  wa)'  from  the  middle  to  the  edges  ;  this  was  very 
gentle,  the  height  from  the  riilge  to  the  level  of  the  walls  not 
exceeding  one-ninth  or  one-eighth  part  of  the  span,  as  may 
be  seen  by  many  ancient  temples  now  remaining.  In  northern 
climates,  subject  to  heavy  rains  and  falls  of  snow,  the  ridge 
must  be  very  considerably  elevated.  In  most  old  buildings 
in  Britain,  the  equilateral  triangle  seems  to  have  been  con- 
sidered as  the  standard,  both  in  private  and  public  edifices  ; 
and  this  pitch  continued  for  several  centuries,  till  the  disuse 
of  what  is  called  Gothic  architecture.  The  ridge  was  then 
made  somewhat  lower,  the  rafters  being  three-fourths  of  the 
breadth  of  the  building.  This  was  cjilled  true  pitch  ;  but, 
subsequently,  the  square  seems  to  have   been  considered  as 


either  side  of  the  screen,  was  either  coved,  or  in  the  form  of 'the  true  pitch.  The  heights  of  roofs  were  gradually  depressed 
a  semi-vault,  with  groining  and  ribs.  Theloft  was  approached  from  llie  square  to  onc-ZAm^  of  the  widlh,  and  from  that  to 
by  a  staircase  in  the  chancel-pier  or  main  walls  of  the  ehurch.'a  fouri/i,  which  is  now  a  very  general  standard;  though  they 
and  these  are  frequently  the  only  evidence  of  the  existence.have  even  been  executed  much  lower.  There  are  some 
of  the  loft.  advantages  in  high-pitched  roofs,  as  they  discharge  the  rain 

Rood-Screen,  the  screen  of  open  work  which  m  most  with  greater  facility;  the  snow  continues  a  much  shorter 
churches  separated  the  nave  and  jchancel  ;  the  lower  portion'tiinc  on  'the  surface,  and  they  are  less  liable  to  be  stripped  by 
being  panelled,  and  the  upper  perforated  with  rich  tracery-  heavy  winds.  Low  roofs  require  large  slates,  and  the  utmost 
work  in  the  head.     In  the  centre  was  a  door,  or  pair  of  gates'care  in  execution  ;  but  they  have  the  advantage  of  being 
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much  cheaper,  since  they  require  shorter  timbers,  and  of 
a  inuch  less  scantling.  When  executed  with  judgment,  the 
roof  is  one  of  the  prhicipal  ties  to  a  huilding  ;  as  it  binds  the 
exterior  walls  to  tlie  interior,  and  to  the  partitions,  which 
act  like  strong  counterforts  against  them. 

Roofs  are  of  various  forms,  according  to  tiie  nature  of  the 
plan,  and  the  law  of  the  horizontal  and  vertical  sections. 
The  most  simple  form  of  a  roof  is  that  which  has  only  one 
row  of  timbers,  arranged  in  an  inclined  plane,  which  throws 
the  roof  entirely  to  one  side.  This  is  called  a  shed-roof,  or 
lean-to.  The  most  elegant  roof  for  a  rectangular  building, 
consists  of  two  rectangular  planes,  of  equal  breadth,  equally 
inclined,  and  terminating  in  a  line  parallel  to  the  horizon  ; 
consequently,  its  form  is  that  of  a  triangular  prism,  each  side 
being  equally  inclined  to  the  plane  of  the  wall-head.  This 
is  sometimes  called  a  pent-roof. 

When  the  plan  is  a  trapezium,  and  the  wall-heads  properly 
levelled,  the  roof  cannot  be  executed  in  plane  surfaces,  so  as 
to  terminate  in  a  level  ridge.  The  sides,  therefore,  instead 
of  being  planes,  are  made  to  wind,  in  order  to  have  the  sum- 
mit parallel  to  the  horizon  ;  but  the  most  eligible  method  is 
to  malie  the  sides  of  the  roof  planes,  enclosing  a  level  space, 
or  flat,  in  the  form  of  a  triangle,  or  trapezium,  at  the  summit 
of  the  roof.  Hoofs  flat  on  the  top  are  said  to  be  truncated: 
these  are  chiefly  employed  with  a  view  to  diminish  the  height, 
so  as  not  to  predominate  over  that  of  the  walls. 

When  all  the  four  sides  of  the  roof  are  formed  by  inclined 
planes,  it  is  said  to  be  hijipcd,  and  is,  therefore,  called  a 
hipped-roof;  and  the  inclined  ridges  springing  from  the 
angles  of  the  walls  are  called  /tijjs.  Roofs  of  this  descrip- 
tion are  frequently  truncated  ;  and  when  the  plan  of  the  walls 
is  iu  the  furm  of  a  trapezium,  the  truncation  of  the  roof 
becomes  necessary. 

Roofs  upon  circular  bases,  with  all  their  horizontal  sections 
cifcular,  the  centres  of  the  circles  being  in  a  straight  line 
drawn  from  the  centre  of  the  base  perpendicular  to  the 
horizon,  are  called  revolved-roofs,  or  roofs  of  revolution. 

When  the  plan  of  the  roof  is  a  regular  polygon,  or  a  circle, 
or  an  ellipsis,  the  horizontal  sections  being  all  similar  to  the 
base,  and  the  vertical  section  a  portion  of  any  curve  convex 
oil  the  outside,  the  roof  is  called  a  dome. 

To  save  the  expense  of  lead  in  the  roofs  of  rectangular 
buildings,  instead  of  the  flat,  a  valley  is  sometimes  used, 
which  makes  the  vertical  section  in  the  form  of  the  letter  M, 
or  rather  an  inverted  W  ;  and  hence  it  has  obtained  the 
name  of  an  M  roof. 

Defisitioxs.  — In  order  to  be  understood  by  the  reader,  it 
will  be  necessary  to  explain  such  terms  as  are  used  in  the 
subsequent  part  of  the  article,  by  way  of  definitions. 

Wall-plates,  pieces  of  timber  laid  on  the  wall,  in  order  to 
distribute  the  pressure  of  the  roof  equally,  and  to  bind 
the  walls  together.  They  are  sometimes  called  raising- 
plates. 

Trusses,  strong  frames  of  carpentry,,  generally  of  a  trian- 
gular form,  supporting  the  covering.  They  are  disposed  at 
equal  distances,  and  are  used  when  the  expansion  of  the  walls 
is  too  great  to  admit  of  common  rafters  alone,  which  would 
be  in  danger  of  being  bent  or  broken  by  the  weight  of  the 
covering,  for  the  want  of  some  intermediate  support.  They 
are  variously  constructed,  according  to  the  width  of  the 
building,  the  contour  of  the  roof,  and  the  circumstances  of 
walling  below,  &c. 

Tie,  any  piece  of  timber  connected  at  its  extremities  to  two 
others,  acted  upon  by  opposite  pressures,  which  have  a  ten- 
dency from  each  other  ;  or,  to  extend  the  tie,  as  a  rope  or 
chain. 

Straining-piece,  a  piece  of  timber,  connected  at  its  extre- 


mities to  two  others,  acted  upon  by  opposite  pressures,  which 
have  a  tendency  towards  each  other. 

Hence,  a  tie  acts  contrary  to  a  straining-piece.  A  chain, 
rope,  or  small  bar  of  iron,  may  be  used  for  the  former  ;  but 
the  latter  must  always  be  inflexible,  being  in  a  state  of  com- 
pression. 

Principal  rafters,  two  pieces  of  timber  in  the  sides  of  a 
truss,  supporting  a  grated  frame  of  timber-work  over  them, 
on  which  the  slating  or  covering  rests. 

Purlins,  horizontal  pieces  of  timber  fixed  upon  the  princi- 
pal rafters. 

Tic-beam,  a  horizontal  piece  of  timber,  connected  to  two 
opposite  principal  rafters.  It  answers  a  twofold  purpose, 
viz.,  that  of  preventing  the  walls  from  being  pushed  out- 
wards by  the  weight  of  the  covering,  and  of  supporting  the 
ceiling  of  the  rooms  below.  When  placed  above  the  bottom 
of  the  rafters,  it  is  called  a  collar-beam. 

Common  rafters,  pieces  of  timber  of  a  small  section,  placed 
equidistantly  upon  the  purlins,  and  parallel  to  the  principal 
rafters  :  they  support  the  boarding  to  which  the  slating  is 
fixed. 

Pole-plates,  pieces  of  timber  resting  on  the  ends  of  the 
tie-beams,  and  supporting  the  lower  ends  of  the  common 
rafters. 

King.posls,  an  upright  piece  of  timber  in  the  middle  of  a 
truss,  framed  at  the  upper  end  into  the  principal  rafters,  and 
at  the  lower  end  into  the  tie-beam  :  this  prevents  the  tie- 
beam  from  sinking  in  the  middle. 

Queen-posts,  two  upright  pieces  of  timber  framed  below 
into  the  tie-beam,  and  above  into  the  principal  rafters, 
placed  equidistantly  from  the  middle  of  the  trruss,  or  its 
extremities. 

Struts,  oblique  straining-pieces,  framed  below  into  the 
king-posts  or  queen-posts,  and  above  into  the  principal  rafters, 
which  are  supported  by  them  ;  or  sometimes  they  have  their 
upper  ends  framed  into  beams,  which  are  too  long  to  support 
themselves  without  bending.     They  are  often  called  braces.  ' 

Puncheons,  short  transverse  pieces  of  timber  lixed  between 
two  others  for  supporting  them  equally,  so  that  when  any 
force  operates  on  the  one,  the  other  resists  it  equally  ;  and  if 
one  break,  the  other  will  also  break.  These  are  sometimes 
called  studs. 

Strainiug-beam,  a  piece  of  timber  placed  between  two 
queen-posts  at  the  upper  ends,  in  order  to  withstand  the 
thrust  of  the  principal  rafters. 

Straining-sill,  a  piece  of  timber  placed  at  the  bottom  of 
two  queen-posts,  upon  the  tie-beam,  in  order  to  withstand 
the  force  of  the  braces,  which  are  acted  upon  by  the  weight 
of  the  covering. 

Camber-beams,  horizontal  pieces  of  timber,  made  on  the 
upper  edge,  sloping  from  the  middle  towards  each  end,  in  an 
obtuse  angle,  for  discharging  the  water.  Tliey  are  placed 
above  the  straining-beam  in  a  truncated  roof,  for  fixing  the 
boarding  on  which  the  lead  is  laid  ;  their  ends  run  three  or 
four  inches  above  the  sloping  plain  of  the  common  rafters,  in 
order  to  form  a  roll  for  fixing  the  lead. 

Auxiliary  rafters,  pieces  of  timber  framed  in  the  same 
vertical  plane  with  the  principal  rafters,  under  and  parallel 
to  them,  for  giving  additional  support,  when  the  extent  of 
the  building  requires  their  introduction.  They  ore  sometimes 
called  jo)-i/ic//)a;  braces  and  sometimes  cushion-rafters. 

Joggles,  the  joints  at  the  meeting  of  struts  with  king-posts, 
queen-posts,  or  principal  rafters  ;  or,  at  the  meeting  of  prin- 
cipal rafters  with  king  and  queen-posts  :  the  best  form  is 
that  which  is  at  right  angles  to  the  struts. 

Cocking,  or  cogging,  the  particular  manner  of  fixing  the 
tie-beams  to  the  wall-plates  :  one  method  is  by  dove-tailing. 
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the  other  is  by  notching  the  under  side  of  the  tie-beam,  and 
cutting  tlie  wall-plate  in  ft  reverse  form  to  fit  it.  This 
method  is  far  preferable  to  the  other,  as  it  is  not  liable  to  be 
drawn,  wnich  the  other  is  veiy  subject  to  when  the  timber 
shrinks. 

liidi/c-lrec,  a  piece  of  timber  fixed  in  the  vcrte.\  of  a  roof, 
■where  the  common  raftei-s  meet  on  each  side  of  it;  the  upper 
edge  of  it  is  higher  than  the  rafters,  for  the  purpose  of  fi.ving 
the  lead  which  goes  over  it  to  cover  the  ends  of  the  slates  in 
the  upper  course. 

Straps,  thin  pieces  of  iron  running  across  the  junction  of 
two  or  more  parts  of  a  truss,  or  frame  of  carpentry,  branch- 
ing out  from  the  intersection  in  the  direction  of  the  several 
pieces,  for  the  purpose  of  securing  them  to  each  other.  They 
ought  always  to  be  double,  viz.,  one  strap  on  each  side,  and 
their  ends  strongly  bolted  to  each  of  the  pieces. 

The  uses  of  these  various  parts  will  l)c  illustrated  in  what 
follows ;  and  here,  it  may  be  proper  to  observe,  that  thou^ll 
every  one  of  the  parts  above  defined  ma>/  be  found  in  tlie 
same  roof,  it  is  not  necessary  that  a  complete  roof  s'hould 
have  them  all ;  the  introduction  of  many  of  them  depends  on 
the  distance  of  the  walls,  the  contour  of  the  roof,  the  par- 
titions below,  the  quantity  of  headroom  wanted  in  the 
garrets,  &c. 

Other  names  of  timbers  will  be  fully  illustrated  in  the 
descriptions  of  other  roofs,  in  due  order  of  succession. 

Before  we  proceed  to  the  construction  of  roofing,  it  will  be 
necessary  to  show  upon  what  principles  a  body,  or  piece  of 
timber,  may  bo  supported  in  various  positions. 

Proposition  I.  Plate  I.  (0/  Mechanical  Carpentry) 
Figure  1. — If  a  heavy  body,  a  b  c  d,  ie  suspended  hy  any 
two  inclined  strings,  d  e  anl  c  f,  in  a  vertical  plane,  a  right 
line  drawn  through  the  intersection,  perpendicular  to  tlie  hori- 
zon, will  pass  through  the  centre  0/ gravity  of  the  body. 

It  is  shown  by  the  writers  on  mechanics,  that  if  any  three 
forces  act  upon  a  point,  or  a  body,  their  directions  will  tend 
to  the  same  point,  or  be  parallel  to  each  other.  It  is  well 
known  tliat  every  body  acts  with  its  full  force  in  one  point 
only,  viz.,  its  centre  of  gravity,  and  in  a  direction  perpen- 
dicular to  the  horizon  :  therefore,  if  a  body  be  sustained  at 
E  and  F,  it  will  revolve  round  these  points,  till  the  line,  o  n, 
passing  through  the  intersection,  n,  of  the  two  strings,  d  e 
and  c  F,  and  the  centre  of  gravity,  g,  becomes  perpendicular 
to  the  horizon. 

Corollary  1. — Hence,  if  any  body  be  supported  by  two 
strings,  it  may  also  be  supported  by  two  planes  perpendicular 
to  those  strings,  provided  the  two  points  of  the  body  sup- 
ported be  in  the  direction  of  the  strings  ;  for  every  body 
acting  upon  a  plane  acts  in  a  line  perpendicular  to  that 
plane. 

Corollary  2. — Hence,  also,  a  body  may  be  supported  by 
two  props  in  any  two  directions  that  it  may  be  supported  by 
strings,  provided  the  surface  of  the  body,  at  the  points  of 
contact,  or  the  ends  of  the  props,  be  planes,  at  right  angles 
to  the  strings. 

Corollary  3. — Hence,  all  the  properties  that  have  been 
demonstrated  of  three  forces  acting  upon  a  body  supposed  to 
be  void  of  weight,  will  equally  flow  from  a  heavy  body  sup- 
ported by  two  strings,  by  substituting  the  weight  of  the 
body  for  the  middle  force  ;  and  hence,  if  the  direction  of  any 
force  supporting  a  heavy  body  be  given,  the  other  may  easily 
be  found. 

Protosition  II. —  Give?i  the  position  in  which  a  body 
should  be  placed,  and  the  position  of  a  plane  supporting  tlie 
body  at  one  end  ;  to  find  the  position  of' another  plane  to  sup- 
port it  at  another  given  point,  and  to  find  the  pressure  on  the 
planes,  the  weiglU  of  the  body  being  given. 


Through  the  centre  of  gravity  of  the  body  draw  a  vertical 
line,  and  through  any  point  on  which  the  body  rests  on  the 
given  plane,  draw  a  line  perpendicular  to  that  plane,  meeting 
the  vertical  line  :  from  the  intersection  draw  a  line  to  the 
other  point,  which  is  to  be  supported  ;  from  that  point  draw 
a  plane  at  right  angles  to  this  line,  which  will  be  the  direc- 
tion of  the  plane  required. 

To  find  the  intensity  of  the  forces,  take  any  distance  on 
the  vertical  line,  to  represent  the  weight  of  the  beam,  from 
the  intersection  ;  on  that  line,  as  a  diagonal,  complete  a  paral- 
lelogram, whose  sides  are  in  the  directions  of  the  lines  per- 
pendicular to  the  supporting  planes  ;  and  the  side  of  the 
parallelogram,  perpendicular  to  either  plane,  will  represent 
the  force  on  that  plane. 

Example  1.  Figure  2. — Let  the  body,  a  b  c  d,  lie  upon  the 
top  of  the  wall,  K  c  at  c,  so  as  to  touch  the  lower  edge,  n  c, 
of  the  body,  at  that  point,  c  ;  it  is  required  to  find  the  direc- 
tion of  a  plane  that  will  support  the  lower  end  at  b,  and 
to  find  the  pressure  of  the  body  on  the  wall  and  on  the 
plane. 

Through  the  centre  of  gravity,  o,  of  the  body,  draw  the 
vertical  line  g  f;  draw  c  f  perpendicular  to  c  b  ;  join  f  b, 
and  draw  n  i  perpendicular  to  f  b;  and  b  i  Will  bo  the  direc- 
tion of  the  plane  required.  On  the  vertical  line,  o  f,  make 
F  M  to  represent  the  weight  of  the  body,  and  complete  the 
parallelogram  l  m  n  f  ;  then  F  N  will  represent  the  force  on 
the  wall-head,  in  the  direction  f  c  ;  and  f  l  the  force  acting 
perpendicular  to  the  plane,  or  in  the  direction  b  p.  But  if 
the  vertical  and  horizontal  thrusts  on  the  wall  at  c  be  required, 
draw  N  p  perpendicular  to  f  o,  meeting  it  in  p  :  then  the 
force,  F  n,  will  be  resolved  into  two  forces,  f  p  ana  p  n.  p  n 
will  represent  the  horizontal  part  of  the  force,  viz.,  that  which 
pushes  the  wall  in  a  direction  parallel  to  the  horizon  ;  and 
F  p  the  other  part,  which  tends  to  press  it  downwards  in  a 
direction  perpendicular  to  the  horizon. 

Example  3.  Figure  3. — Let  the  sloping  body,  a  b  c  d,  be 
supported  by  a  wall  at  its  lower  end,  d,  which  coincides  with 
the  surface  of  the  body,  and  let  g  be  the  centre  of  gravity  •, 
it  is  required  to  cut  a  notch  out  of  the  body,  at  the  upper  end, 
c,  so  that  it  may  rest  upon  the  top  of  a  wall,  which  is  made 
to  fit  the  notch,  and  to  find  the  pressure  on  the  walls. 

Draw  the  vertical  line,  oe  ;  from  d  draw  d  e  perpendicu- 
lar to  D  c ;  join  E  c,  and  make  c  f  at  right  angles  to  it;  then, 
the  notch  11  c  f  being  cut,  the  body,  a  b  c  d,  will  be  at  rest. 
To  find  the  pressure  on  the  walls,  complete  the  parallelo- 
gram, E  I  K  L,  having  a  given  angle,  dec,  and  its  diagonal 
on  the  given  lino,  e  o  ;  then,  if  k  e  represent  the  weight  of 
the  body,  i  e  will  represent  the  pressure  in  the  direction  d  e, 
upon  the  wall  at  d,  and  l  d  the  pressure  in  the  direction  c  e, 
The  horizontal  and  perpendicular  pressures  upon  each  wall 
may  be  found,  as  in  the  preceding  example,  by  resolving  each 
of  the  forces  i  e  and  l  e,  into  two  ;  one  of  which  is  perpen- 
dicular to  the  horizon,  and  the  other  parallel  to  it. 

Scholium. — It  must  be  observed  in  this  example,  that  the 
notch,  which  is  cut  out  atc,will  remove  the  centre  of  gravity 
nearer  to  the  lower  end,  d,  and  consequently  alter  the  slope, 
c  F ;  but  as  this  can  only  be  in  a  very  small  degree,  the  equi- 
librium will  hardly  be  alfected  by  it,  when  the  notch  is  very 
small. 

Example  3.  Figure  4. — Let  one  of  the  corners  of  a  sloping 
body,  a  B  c  D,  rest  upon  the  lop  of  a  wall  at  d,  which  is  quite 
level  :  it  is  required  to  find  the  position  of  a  notch,  cut  out 
of  the  upper  end,  c,  so  that  the  body  may  rest  upon  a  wall 
made  to  fit  the  notch. 

Let  the  small  part,  F  o  11,  be  so  cut  that  c  11  may  be  parallel 
to  the  \vin7.'\\,  tlien  the  tio  ly  will  be  supported  by  the  two 
walls  at  c  and  d.     For,  draw  u  i,  g  k,  and  o  l  perpendicular 
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to  the  horizon,  these  lines  being  produced,  they  may  be  sup- 
posed to  meet  at  an  infinite  disiaiice.  To  lind  the  pressure  on 
the  walls:  join  d  c,  and  produce  the  vertical  line,  k  g,  to 
meet  it  in  e  ;  then,  if  g  be  supposed  to  be  the  weight  of  the 

body,  the  pressure  on  d  will  be '  and  the  pressure 
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on  c   =  • — — 

D  C 

Example  4.  Figure  5.— Let  the  body,  a  b  c  d,  lie  with  its 
upper  end  against  the  vertical  face  of  a  wall  at  o  ;  it  is 
required  to  find  the  position  of  a  plane  supporting  the  lower 
end,  u,  so  that  the  body  may  be  at  rest. 

Draw  the  vertical  line  g  e  ;  also  c  e  perpendicular  to  the 
face  of  the  wall,  c  l  ;  join  e  d,  and  draw  d  f  perpendicular  to 
E  D  ;  then  d  f  will  be  the  position  of  the  plane  required. 
CoMiplcte  the  parallelogram,  e  h  i  k;  then  the  pressure  ono 
and  on  c,  and  the  weight  of  the  body,  will  be  to  each  other 

as  E  11,  E  K,  E  I. 

Example  5.  Figure  6. — To  support  a  body,  a  b  c  d,  by  two 
prups  at  two  given  points,  e  and  i,  the  direction  of  one  of 
the  [jrops,  e  f,  being  given  : 

Draw  the  vertical  line,  g  k  ;  produce  f  e  to  k  ;  draw 
Kin;  and  i  n  will  be  the  prop  required.  On  the  vertical 
line,  o  K,  take  k  m  to  represent  the  weight  of  the  body ;  and 
on  K  M,  as  a  diagonal,  describe  the  parallelogram,  k  l  m  n  ; 
then  K  L  will  be  the  compression  of  the  prop  e  f,  and  k  k  the 
compression  of  the  prop  i  ii. 

Construction. — Plate  II.  Figure  1. — Of  common  roofs, 
the  simplest  construction  is  that  which  consists  of  two  rafters, 
as  A  B  and  b  c ;  d  and  e  are  wall-plates,  on  which  the  feet, 
A  and  c,  of  the  rafters  rest ;  the  bottoms  of  the  rafters  are 
cut  in  the  form,  of  a  right  angle  (called  by  the  workmen 
a  hird^s  mouth)  reversed  to  the  wall-plate,  and  are  fixed  to 
it  with  nails  ;  but  this  form  can  only  be  applied  to  buildings 
that  have  their  walls  at  no  great  distance  from  each  other. 

Figure  2. — The  next  form  is  that  of  having  two  rafters,  as 
A  b,  B  c,  a  collar-beam,  d  e,  with  two  wall-plates,  f  and  g, 
below.  This  form  will  admit-of  a  greater  distance  between 
the  walls  than  the  other:  the  beam  is  placed  in  the  situation 
D  E,  in  order  to  give  head-room  within  ;  but  when  the  span, 
F  G,  of  the  walls  is  considerable,  the  parts  A  d  and  c  e  being 
considered  as  levers,  and  acted  upon  by  the  reaction  of  the 
walls,  the  rafters  are  either  liable  to  be  broken  at  the  points 
D  and  E,  or  curved  with  a  concavity  on  the  upper  edges. 

Figure  3. — The  third  form  of  common  roofs  consists  of 
two  rafters,  a  b,  b  c ;  a  tie-beam,  a  c,  for  preventing  the 
rafters  from  pushing  out  the  walls ;  a  collar,  or  straining- 
beam,  D  E,  and  two  puncheons,  or  studs,  f  g  and  ii  i,  for 
keeping  the  rafters  straight ;  this  construction  is  used  for 
cheapness,  and  may  be  executed  with  safety  in  houses  not 
exceeding  45  feet  wide;  but  it  is  necessary  to  have  partitions 
immediately  below,  or  at  no  great  distance  from  the  studs. 
Instead  of  supporting  every  opposite  pair  of  rafters,  as  in  this 
example,  it  happens,  in  many  roofs  of  this  construction,  that 
the  rafters  take  the  place  of  principals,  and  are  fixed  at  7,  8, 
9  or  10  feet  from  each  other;  while  purlins  run  over  the 
heads  of  the  puncheons  at  k  and  l  ;  and,  at  the  ends  of  the 
collar-beams,  at  m  and  n,  between  every  two  rafters,  smaller 
rafters  are  fixed  to  the  purlins,  the  wall-plates  at  bottom,  and 
the  ridge-tree  at  the  top. 

Figured. — The  most  simple  constructionof  a  truss  consists 
of  the  following  parts  :— a  d  the  tie-beam,  cocked  upon  the 
wall-plates,  c  and  d  ;  e  k  the  king-post;  a  o  and  b  h  prin- 
cipal rafters,  fixed  to  the  king-post  at  the  joggles,  g  and  h  ; 
L  M  and  N  o  struts,  mortised  into  the  rafters  at  l  and  n,  and 
joggled  to  the  king-post  at  u  and  o. 


Propositiok  in. — In  any  roof  constructed  with  two  equal 
rafters  only  ;  as  the  height  of  the  roof  is  to  half  the  breadth 
of  the  building,  so  is  half  the  weight  of  the  roof  to  the  hori- 
zontal thrust,  or  lateral  pressure. 

Figure  5. — Let  a  b  c  be  a  roof,  having  the  two  equal  raf- 
ters, A  B,  B  c  ;  join  the  bottom  of  the  rafters,  a  c  ;  draw  b  d 
perpendicular  to  it ;  complete  the  parallelogram  b  e  f  o,  and 
draw  E  g,  cutting  n  d  in  ii.  Then,  because  the  triangles,  una 
and  B  D  A  are  similar, 

B  D  :  D  a  :  :  B  H  :  n  E. 

Corollary  I. — Hence,  in  a  roof  with  two  rafters  and  a 
tie-beam  at  the  bottom,  the  tension,  h  e,  of  the  tie-beam  is 

DA   X  B  H. 
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Corollary  2. — Hence,  also,  bd:ba::bh:be;  that  is, 

as  the  height  of  the  roof  is  to  the  length  of  the  rafter,  so  is 

half  the  weight  of  the  roof,  represented  by  b  ii,  to  the  com- 

<.             b  a  X  B  n. 
pression  oi  the  ratters  =; 
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Corollary  3. — Half  the  weight  of  the  roof,  the  tension  of 
the  tie-beam,  and  the  compression  of  the  rafters,  are  to  each 
other  as  the  height  of  the  roof,  half  the  breadth  of  the  span, 
and  the  length  of  the  rafters ;  for  the  triangle  b  h  e  is  similar 
to  the  triangle  b  d  a. 

Proposition  IV. — If  a  rafter  bear  any  iveight,  or  have 
a  weight  uniformly  diffused  over  it,  the  force  tending  to  break 
it  is  equal  to  the  cosine  of  elevation  multiplied  into  the  weighty 
divided  by  radius. 

Figure  G. — Let  a  b,  b  c,  be  two  equal  rafters ;  join  a  c, 
draw  B  g  perpendicular  to  it  meeting  it  in  g  ;  and  let  the 
weight  w  be  suspended  by  the  string  d  e.  Draw  d  f  per- 
pendicular to  A  B,  and  E  p  parallel  to  it ;  then,  if  d  e  repre- 
sent the  weight,  d  f  will  represent  the  force  tending  to 
break  the  rafter ;  and  e  e  its  tendency  to  push  it  from  b 
towards  a. 

Now  because  e  f  is  parallel  to  a  b,  the  alternate  angles 
A  D  e  and  DBF  are  equal,  and  the  angles  d  f  e  and  age  are 
right  angles ;  the  triangles  e  d  f  and  bag  are  similar ;  there- 
fore ab:ag::de:df  := ;     but  if  a  o  be  made 

ab 

the  radius,  then  d  e  will  be  the  cosine  of  elevation  ;  therefore 

,   ,        .                           cos'  elevation  X  n  e 
E :  cos  elevation  : :  d  e  :  d  r= 

R 

Corollary  I. — Hence  the  weight  employed,  the  pressure 
in  a  direction  of  the  length  of  a  rafter  at  a,  the  tendency  to 
break  it,  are  as  radius,  the  sine,  and  cosine  of  elevation. 

cos'  elevation  X  d  e 

Corollary  2. — Because  d  f  = ,     and 

because  the  stress  is  as  the  length,  when  the  weight  is  given, 
the  stress  is  as  the  cosine  of  elevation  multiplied  into  the 
weight,  and  this  product  multiplied  into  the  length  of  the 
rafter;  the  radius  being  a  constant  quantity. 

Proposition  V. —  To  prevent  the  rafters  of  a  roof,  with  a 
tie-beam,  from  bending  in  the  middle,  and  to  remove  lateral 
pressure  from  the  walls,  when  there  is  no  beam. 

A  variety  of  methods  may  be  used  for  this  purpose  ;  but 
the  best  are  those  in  which  the  shortest  and  least  quantity  of 
timber  are  employed,  without  producing  a  transverse  strain 
upon  any  part.  When  a  roof  consists  of  two  rafters  only,  no 
part  of  the  rafters  can  be  loaded  between  their  extremities ; 
nor  indeed  will  they  bear  their  own  weight  without  producing 
a  concavity  on  the  upper  side,  which  will  be  greater  as  the 
length  of  the  rafter  and  weight  applied  to  it  are  greater. 
Now,  because  the  shorter  the  rafters  are  at  the  same  eleva- 
tion, the  greater  weight  they  will  bear,  and  be  more  able  to 
support  their  own  weight ;  the  object  is  to  support  them  by 
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a  sufficient  number  of  fixed  points,  either  frooi  the  roof  itself, 
or  from  other  immoveable  places.  There  are  three  points  for 
this  purpose;  if  the  rafters  have  a  tie-beam  below,  that  is,  at 
the  vertex,  and  at  the  two  extremities  of  the  rafters,  the  tri- 
angle being  immoveable  at  the  angles,  every  force  applied 
there  tends  either  to  compress  or  extend  the  sides  of  the 
frame,  without  a  transverse  strain. 

Examples. — Let  it  be  required  to  divide  each  of  the  rafters 
into  three  equal  lengths,  in  order  to  support  two  purlins  on 
each  side;  this  may  be  done,  as  in  Plate  III.  Figure  1,  by 
pieces,  c  E,  c  D,  AG,  A  F,  reaching  from  the  two  lower  angles, 
c  and  A,  and  to  the  opposite  sides  of  the  ratlers,  a  b  and  i)  c, 
intersecting  each  other  at  ii  and  i,  and  halved  upon  each 
other  at  these  intersections :  this  mode  prevents  the  rafters 
from  sagging,  but  does  not  afford  any  support  to  the  tie- 
beam.  The  meeting  of  so  many  braces  at  the  same  point, 
too,  gives  little  opportunity  of  making  the  ends  entirely 
secure,  even  though  assisted  by  iron  straps. 

Another  mode  may  be  by  introducing  a  king-post,  b  k, 
Figure  2,  to  which  the  struts,  d  ii,  e  i,  f  m,  g  l,  may  be  firmly 
joggled  at  H,  I,  M,  L,  and  mortised  to  the  rafters  at  d,  e,  f,  g  : 
this  method  keeps  up  the  middle  of  the  beam  ;  but  when  the 
roof  is  low,  and  the  span  great,  the  struts,  d  ii  and  f  m,  require 
themselves  to  be  supported,  and  are  much  too  oblique  to 
prevent  a  change  of  figure. 

Another  method  may  be,  as  in  Figure  3,  with  the  king- 
post in  the  middle,  as  before,  two  queen-posts  under  the 
rafters  at  e  and  f,  two  sti'uts,  ii  e  and  i  f,  joggled  to  the 
bottom  of  the  king-post  at  n  and  i,  and  to  the  top  of  the 
queen-posts  at  e  and  f  ;  and  in  order  to  secure  the  points  n 
and  p,  two  other  braces,  n  q,  p  r,  are  joggled  to  the  bottom 
of  the  queen-posts  at  q  and  r,  and  mortised  into  the  rafters 
at  the  upper  end.  This  construction  supports  the  tie-beam 
in  three  different  points,  and  each  of  the  rafters  in  two.  The 
timbers  are  much  shorter  than  those  of  the  preceding  ;  but 
so  many  joggles  are  certainly  an  objection  to  this  method,  as 
the  shrinking  of  the  timber  must  be  very  considerable  in  three 
breadths,  which  would  allow  the  roof  to  descend. 

When  the  span  is  great,  and  the  points  to  be  supported 
many,  an  excellent  method  may  be  as  in  Figure  4,  where 
there  are  two  arches  of  cast-iron,  or  good  English  oak,  intro- 
duced, which  abut  on  the  king-post,  and  at  the  other  extre- 
mity at  the  ends  of  the  beam.  The  rafters  and  the  beam,  by 
this  mode,  may  be  supported  by  as  many  equidistant  points 
as  we  please. 

When  the  tic-beam  is  removed  from  the  bottom,  as  in 
Figure  5,  and  no  fixed  points  are  to  be  found  from  below,  a 
longitudinal  truss  may  be  constructed,  the  end  of  which  is 
shown  at  a  b,  and  the  manner  of  framing  it  in  Figure  6,  the 
two  ends  being  supposed  to  be  firmly  fixed  into  the  gables; 
but  where  the  length  is  great,  the  form  of  Figure  7,  with  a 
parabolic  arch,  would  be  much  better  :  by  this  method,  the 
rafters  will  be  kept  nearly  in  the  same  plane,  and  all  lateral 
pressure  from  the  wjiils  will  be  removed  ;  for  it  is  evident 
that  if  the  ridge-tree  is  supported,  there  can  be  no  motion 
downwards  in  the  direction  of  the  rafters,  the  whole  rouf 
being  hung  to  this  longitudinal  frame. 

1'koi'osition  VI. — Figure  8. — If  a  roof  be  constructed 
with  two  equal  rafters,  a  m,  c  m,  with  a  tie  extending  from 
the  bottom  of  each  to  an  intermediate  point  in  the  opposite 
rafter,  and  the  ties  halved  together  at  their  intersection,  n,  so 
as  to  form  with  the  rafters  a  quadrilateral,  m  d  b  e,  at  the 
vertex,  and  two  triangles,  Ann  and  c  f,  n  ;  then,  if  m  d  be 
equal  to  M  e,  and  c  p  represent  tlie  direction  and  (juantity  of 
force  on  the  wall  at  c,  the  force  tending  to  break  the  rafters 
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For  completing  the  parallelogram  p  c  l  k;  making  m  n 
equal  to  c  l  ;  and  n  o  parallel,  and  m  o  perpendicular  to  a  m,  the 
triangles  c  b  e  and  a  b  d  may  be  looked  upon  as  solid  levers 
(at  least  with  regard  to  forces  applied  to  the  angles)  moveable 
round  b.  Then  the  force  c  p  will  communicate  the  force  c  l 
to  the  rafter,  and  c  l  is  the  power  acting  obliquely  at  m  upon 
the  rafter  a  m  :  then  because  n  o  is  parallel,  and  o  m  perpen- 
dicular to  A  M,  o  M  is  the  force  tending  to  break  the  rafter 
at  D,  and  o  n  that  pushing  it  towards  a  :  therefore,  let  m  n 
be  considered  radius,  and  o  m  will  be  the  sine  of  the  angle 
D  M  N,  or  D  M  e  ;  for  produce  A  m  to  q,  and  the  angle  n  m  q 
will  be  the  supplement  of  the  vertical  angle  u  m  e  ;  therefore 
the  sine  of  n  m  q,  equal  to  the  sine  of  the  angle  m  n  o,  is  the 
same  with  the  sine  of  n  m  a;  then  by  trigonometry, 
L  K  :  L  c  : :  s.  L  c  K  :  s.  c  K  L  or  s.  p  c  K 
NMOrLC:Mo::R:s.  DM  b  =  s.  m  n  o  ; 
therefore,  lk:mo::s.  lck  Xr:s.  pckXs.  dme. 


Hence  M  o  = 
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=  the  force  acting 
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perpendicular  to  a  m  at  m  ;  but  the  force  tending  to  break 

the  rafter  at  d  is  as  the  lever  d  m  multiplied  into  this  force  ; 

,      .         s.  pckXs.  dmeXlkXdm 
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Corollary   1. — IFence,    if    the    angle    dme    is   a   right 
angle,  the  force   tending   to  break  the  rafter  at  d  will  be 
s.  pckXlkXdm 
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Corollary  2. — Hence  the  rafters  of  every  roof  of  this  con- 
struction must  sag  in  a  greater  or  less  degree,  by  the  action 
of  the  rafters  against  each  other  at  the  point  m  ;  that  is,  they 
will  be  bent  into  curves  concave  on  the  upper  edges  ;  but  if 
a  diagonal  connect  the  two  vertical  points  m  and  b,  this 
change  of  figure  will  be  prevented. 

Proposition  VII. — To  remove  the  lateral  pressure  of  a 
roof  without  any  intermediate  beam,  brace,  or  strut. 

Plate  IV.  Figure  1.  No.  2. — Let  a  b,  b  c,  be  two  rafters, 
and  let  there  be  constructed  a  strong  wall-plate,  d  e  f  o.  No.  1, 
firmly  bolted  together  at  the  angles  ;  then  if  the  roof  is 
to  be  gable-ended,  after  having  fixed  the  rafters  to  a  common 
ridge-tree,  let  two  curves  be  made  of  cast-iron  or  good 
English  oak,  of  a  parabolic  form,  and  let  into  the  rafters,  cither 
on  the  upper  or  under  surfoce,  and  firmly  secured  to  them  by 
bolts  or  nails,  and  at  their  lower  extremities  to  the  angles  of 
the  wall-plates,  the  vertex  of  each  curve  meeting  the  ridge-  . 
piece  on  each  side  of  it  or  nearly  so,  as  may  be  convenient. 
One  half  of  the  plan,  No.  1,  exhibits  the  firm  for  the 
execution  of  a  gable-ended  roof,  and  the  other  for  a  hipped- 
roof  The  two  sides,  laid  in  piano  for  each  form,  are  shown 
in  No.  3  and  No.  4 ;  at  h  i  k  l  and  m  n  o  p,  ii  l  and  d  o 
represent  the  .same  wall-plate  ;  d  g,  n  o,  and  e  f  another 
wall-plate,  i  k  and  m  p  meeting  the  ridge  on  each  side  of  it : 
but  it  must  be  observed  when  the  roof  is  to  he  hipped,  that 
the  ridge-tree  must  bo  very  strong,  as  the  comprcssm-e  will 
be  very  groat,  the  hip-iafters  acting  like  powcrftil  braces  at 
its  extremities.  Hence  it  is  evident  that  the  wall-plates  act 
as  the  tie-beams  of  a  common  roof,  and  the  curves  as  the 
rafters;  or,  more  naturally,  like  an  arch  of  a  bridge  in  cqui- 
librio.  it  has  already  been  shown  tiiat  equal  weights, 
acting  in  e(juidislant  lines,  require  an  arch  of  a  parabolic 
form  to  keep  them  in  cquilibrio.  In  this  it  is  to  be 
considered,  that  as  the  arches  are  placed  with  their  crown 
upwards,  they  are  in  a  state  of  compression,  and  may  begot 
out  very  conveniently  in  several  lengths  ;  but  if  the  arches 
were  inverted,  they  would  be  in  a  state  of  tension  ;  each  arch 
must  then  be  ia  one  piece,  as  the  ridge  would  be  compressed 
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by  ihe  tension  of  the  two  curves.  This  inverted  disposition 
of  eiiuililji-ation  is  not  so  secure  as  when  the  crown  of  the 
arches  cither  meets  the  ridge  or  lies  towards  it. 

Tlwugh  tiie  above  construction  will  prevent  lateral  pres- 
sure, it  will  not  hinder  the  rafters  from  sagging  ;  but  the 
addition  of  a  collar-beam  will  etlectually  answer  this  purpose 
in  all  moderate  spans. 

Proposition  Vlll. — Given  the  construction  of  a  roof,  of 
which  not  more  than  three  timbers  meet  at  the  same  junction, 
and  a  force  in  the  direction  of  any  one  of  the  timlicr.s ;  to 
find  the  forces  communicated  to  the  other  timbers,  so  that  the 
rvvf  shall  be  in  equiUbrio. 

Begin  with  the  given  force,  and  take  a  part  of  the  line  of 
its  direction  from  the  junction  to  represent  it;  then,  with  the 
other  two  directions,  complete  a  parallelogram,  and  apply 
them  from  the  next  junctions  on  the  same  straight  line  from 
which  they  were  taken,  and  complete  parallelograms,  as  before. 
Proceed  in  this  manner,  from  one  junction  to  another,  until 
parallelograms  have  been  made  at  every  one.  Then  the 
parts  of  these  parallelograms,  in  the  directions  of  the  timbers, 
are  the  forces  in  these  directions;  and  to  ascertain  the  state 
of  tension  or  compression  of  any  timber,  observe  that  when 
two  of  the  angles  formed  by  three  directions  are  less  than 
two  right  angles,  the  middle  force  acts  always  contrary  to 
the  two  extreme  ones,  as  has  already  been  explained  ;  and 
tint  when  any  two  of  the  angles  of  direction  are  greater  than 
two  right  angles,  then  the  forces  will  act  towards  or  from 
the  same  point. 

Example  1. — Figure  2. — Let  a  b  c  d  a  be  a  roof,  consisting 
of  two  rafters,  a  b,  b  c,  two  beams,  c  d,  d  a,  and  a  king-post, 
D  B,  supported  by  the  walls  a  o  and  c  e.  Let  c  e  represent 
half  the  weight  of  the  roof,  or  the  reaction  of  the  wall,  c  e  ; 
complete  the  parallelogram  c  e  f  g  ;  make  d  l  equal  to  f  c, 
and  complete  the  parallelogram  l  m  n  d  ;  then  c  f,  or  d  l,  is 
the  force  in  the  direction  of  the  beam  c  d,  or  a  d,  and  d  m 
is  the  force  in  the  direction  of  the  post  d  b  ;  now,  because 
the  angles  e  f  c  and  f  c  g  are  less  than  two  right  angles,  and 
because  the  point  c  is  pressed  by  the  reaction  of  the  wall  e  c, 
it  will  also  be  pressed  by  the  force  g  c,  and  drawn  by  the  force 
c  F  ;  therefore  the  beam  c  d  is  in  a  state  of  tension,  and  the 
rafter  b  c  in  a  state  of  compression.  Again,  because  c  d  b 
and  B  D  A  are  greater  than  the  two  right  angles,  and  because 
c  D  is  in  a  state  of  tension,  b  d  and  d  a  are  also  in  a  state^ 
of  tension. 

If  B  H  be  made  equal  to  g  c,  and  the  parallelogram  b  ii  i  k 
completed,  and  if  b  p  be  made  equal  to  d  m,  then  will  p  i  be 
equal  to  twice  c  e,  the  pressure  on  the  walls. 

Example  2. — Figure  3. — Let  a  b  c  d  e  a  be  a  roof,  supported 
by  walls  in  the  directions  p  a  and  qc,  and  let  there  be  two 
pieces  of  timber,  b  d  and  b  e,  connecting  the  angular  points, 
D  and  E,  to  the  ridge  at  b. 

Take  c  f  to  represent  half  the  weight  of  the  roof,  or  the 
reaction  of  the  wall  q  c  :  complete  the  parallelogram  c  f  g  h  ; 
produce  c  D  to  K ;  make  d  k  equal  to  o  c,  and  complete  the 
parallelogram  d  i  k  l  ;  then  g  c,  or  d  k,  is  the  force  in  the 
direction  of  the  timber  c  d  or  a  b,  and  is  in  a  state  of  tension, 
bec;iuse  the  angles  f  c  g  and  g  c  h  are  less  than  two  right 
angles,  and  because  c  f  is  in  a  state  of  compression  ;  c  ii,  the 
force  in  a  direction  of  the  rafter  b  c,  is  also  in  a  state  of  com- 
pression ;  and  because  any  two  of  the  three  angles,  g  d  b, 
g  D  E,  E  D  B,  are  greater  than  two  right  angles,  and  d  c  is  in 
a  state  of  tension,  the  two  pieces,  d  b  and  d  e,  are  also  in  a 
state  of  tension;  that  is,  e  a,  e  b,  e  d,  d  b,  d  c,  are  all  ties. 
The  force  in  d  b  or  e  b  is  d  l,  that  in  d  e  is  d  i. 

If  B  R  and  B  s  be  made  equal  to  c  ii,  and  the  parallelogram 
u  R  ws  completed  ;  and  if  bt  and  b  u  be  made  cipial  to  l  d, 
and  the  parallelogram   rtvu  completed,  then  will  vw  be 


equal  to  twice  c  f  ;  that  is,  by  reducing  the  force  in  the  direc- 
tion of  the  pieces  b  e  and  n  u  to  an  equivalent  one. 

Proposition  IX. — Given  the  lengths  a  b,  b  c,  c  d,  d  e,  o/" 
the  rafters  of  a  roof  and  their  angles  of  position,  to  find  those 
angles  that  require  tics,  and  those  which  require  struts. 

Plate  V.  Figure  1. — Let  a  b  be  to  b  c  as  3  to  4,  that  is,  as 
G  to  8,  the  proportion  of  the  weight  of  the  rafters ;  then 
if  8  be  taken  for  the  weight  of  each  of  the  upper  rafters, 

— =  8  will  be  the  weight  on  the  vertical  angle  c,  and 

fi  -4-  8 

— =  7,  will  be  the  stress  on  each  of  the  vertical  angles 

b  and  D,  so  that  the  weight  on  the  vertical  angle  is  to  that 
on  each  of  the  lower  angles,  as  8  to  7.  Draw  the  vertical 
line  B  G  F,  and  draw  a  g,  a  f,  parallel  to  the  rafters  b  c,  c  d  ; 
then  if  F  G  be  to  G  B  as  8  to  7,  the  rafters  will  be  in  equilibrio, 
and  require  no  ties.  But  suppose  it  should  be  found  that  f  o 
is  to  G  B  as  1  to  2  ;  as  that  will  keep  it  in  equilibrio,  it  would 
require  a  very  considerable  addition  laid  on  the  angle,  b,  to 
keep  it  from  springing  outward,  so  that  if  two  braces,  f  g  and 
K  L,  No  2,  were  fixed  to  the  rafters,  A  b,  b  c,  c  d,  d  e,  these 
would  be  in  a  state  of  compression;  and  if  the  brace,  u  i, 
were  fixed  at  the  top,  it  would  be  in  a  state  of  tension :  f  o 
and  K  L  only  require  firm  hutments,  but  ii  i  to  be  well  bolted. 
It  may  here  be  observed,  that  if  the  vertical  angle  only  be 
braced  and  secured  to  the  two  rafters,  the  whole  frame  will 
then  be  immoveable. 

Proposition  X. — To  discover  the  effect  of  bracing  the 
angles  of  a  roof  fat  on  the  top,  supported  by  puncheons  at 
the  bottom  of  the  rafters,  to  accommodate  a  semicircular 
ceiling  'within. 

Figure  2.  No.  1. — Let  a  b  c  d  e  f  be  the  truss,  divested  of 
its  braces,  the  bottoms  of  the  puncheons  resting  firmly  on  the 
walls  at  A  and  f,  and  the  joints  at  b,  c,  d,  e,  to  be  quite  move- 
able, like  rule-joints.  Now,  as  this  disposition  of  timbers 
would  fall,  and  in  falling,  would  assume  the  form  of  No.  2, 
the  angles  at  c  and  d  would  become  more  and  more  obtuse, 
while  those  at  a  and  e  would,  in  the  same  proportion,  become 
acute;  the  latter  would,  therefore,  require  straining-pieces, 
and  the  former  ties;  the  straining-pieces  must  have  good 
abutments,  and  the  ties  must  be  well  bolted  at  their 
extremities. 

Let  No.  3  be  the  truss,  with  braces  disposed  in  the 
lower  angles;  this  disposition  will  bend  the  rafters  b  c, 
D  E,  and  the  puncheons,  c  a,  e  f,  convex  towards  the  out- 
side, which  is  entirely  occasioned  by  the  braces,  g  h,  n  o  :  the  • 
camber-beam,  c  d,  is  no  otherwise  afiected  than  by  its  own 
weight.  Let  it  now  be  supposed,  that  the  angles  c  and  d, 
No.  4,  are  braced  at  i  k,  l  m.  In  this  disposition,  the  pun- 
cheons, B  A,  E  F,  are  not  affected  in  respect  of  transverse 
strains;  the  rafters  c  b,  d  e,  and  the  beam  c  d,  would  all 
become  concave  on  the  outside;  and  the  points  b  and  e,  at 
the  bottom  of  the  rafters  and  top  of  the  puncheons,  would  be 
pushed  out  beyond  the  pcrpendicularof  Aand  f,  at  the  bottom: 
here  it  is  necessary  to  observe  that  the  effect  produced  in  this 
case  on  the  rafters  c  b  and  d  e  is  contrary  to  the  effect  pro- 
duced in  No.  3,  by  the  braces  being  disposed  in  the  lower 
angles.  Lastly,  suppose  that  all  the  angles  are  braced,  as  in 
No.  5,  it  is  evident,  since  the  braces,  ii  g,  n  o,  produce  a  con- 
trary effect  to  the  braces  k  i,  l  m,  these  bending  the  rafters 
downwards,  and  tho-;e  upwards,  that  the  rafters  c  b  and  d  e 
will  become  nearly  straight,  or  assume  an  undulated  line:  the 
puncheons  b  a  and  E  F,  receiving  the  force  uf  the  braces  ii  o 
and  N  o  at  the  points  a  .and  o,  must  still  be  bent,  so  long  as 
the  under  ends,  o  and  o,  of  the  braces  do  not  coincide  with 
the  under  ends,  a  and  e,  of  the  puncheons  :  -in  this  case,  there 


is  no  other  romed  v  than  by  gi  v  ing  the  puncheons  a  scantling  suf- 
ficient to  withstaii'i  this  transverse  strain,  or  horizontal  thrust, 
at  the  points  o  and  o  ;  however,  the  shape  of  the  contour  may 
be  pretty  well  secuiod  by  introducing  two  abutments,  ii  i  and 
M  N,  No.  6 ;  these  by  being  bolted  through  the  two  ends,  will 
add  greatly  to  the  stillness  of  the  rafters  n  c  and  d  e  ;  the 
bolts  that  go  through  the  upper  ends  may  also  serve  for  the 
braces  i  k  and  l  m  :  the  shape  of  the  horizontal  beam,  c  d, 
will  likewise  be  very  much  preserved  by  the  piece  k  l,  bolted 
in  three  places,  one  at  each  end,  into  the  braces  i  k  and  h  m, 
and  another  in  the  middle  :  the  contour  of  a  roof,  thus  sup- 
ported, would  be  quite  unchangeable,  if  the  rafters  were 
inflexible ;  but,  as  this  is  not  the  case,  and  as  they  are  acted 
upon  transversely  by  the  braces,  the  truss  will  therefore,  in 
some  degree,  be  expanded  at  b  and  e,  and  consequentlyoccasion 
lateral  pressure  on  the  walls ;  it  will,  therefore,  be  unfit  for 
an  oblong  building,  without  other  precautions  for  this  purpose. 
By  inserting  parabolic  curves  in  the  sides  b  c  and  u  e,  as  in 
Plate  IV.  Fi/jure  1,  it  will  be  etTeclualiy  prevented. 

In  roofs  of  this  description,  joggle-pieces  of  wood  should 
never  be  used,  as  their  shrinking  would  tend  greatly  to  alter 
the  outline  of  the  rafters. 

Having  laid  down  such  principles  as  will  enable  the  work- 
man to  judge  of  the  strength  and  strain  of  timbers  in  the 
framings  of  carpentry,  it  will  now  be  necessary  to  proceed 
to  show  the  mode  of  constructing  roofs  to  answer  various 
purposes;  to  give  some  practical  observations  relative  to 
their  strength,  and  to  show  the  various  modes  of  joining  tim- 
bers, the  forms  of  traps,  &c. 

As  we  have  above  stated,  the  simplest  forni  of  a  perfect 
trussed  roof,  consists  of  two  principal  rafters  inclined  to  each 
other,  and  meeting  at  the  apex,  the  lower  ends  being  tied 
together  by  a  horizontal  tie-beam,  to  prevent  their  spreading 
and  thrusting  out  the  walls  upon  which  they  are  supported. 
As,  however,  the  gravity  of  this  tie-beam,  especially  if  of  any 
considerable  length,  is  apt  to  cause  it  to  sag  in  the  centre, 
between  the  bearings,  it  is  necessary  to  provide  another  bear- 
ing for  it  between  the  walls,  and  this  is  effected  by  suspend- 
ing it  in  the  centre  by  means  of  what  is  termed  a  kmy-post, 
which,  in  its  turn,  is  held  up  between  the  principal  rafters 
at  the  apex  of  the  roof.  To  assist  in  effecting  the  same 
object,  the  tie-beam  is  sometimes  cambered  or  arched,  but 
this  plan  can  scarcely  be  recommended,  for  if  the  timbers 
settle,  as  in  all  probability  they  will  do,  the  cambered  beam 
being  extended  into  a  straight  one  is  liable  to  push  out  the 
walls,  and  cause  the  mischief  which  it  was  intended  to  pre- 
vent. The  better  plan  is,  to  caml)er  the  beam  only  on  the 
upper  side,  the  lower  side  being  horizontal,  so  as  to  have 
the  greater  scantling  in  the  centre;  this  plan,  however,  is 
not  without  objection,  for  by  it  you  have  the  greater  weight 
at  the  centre,  where  it  is  most  elleetive  to  cause  the  beam  to 
sag.  To  afford  the  same  assistance  to  the  principals,  and 
to  prevent  their  sagging  by  their  own  weight  and  that  of  the 
covering  which  they  have  to  support,  short  struts  are  carried 
from  their  centre  to  the  foot  of  the  king-post  on  either  side 
of  it,  and  on  this  they  have  their  support.  In  a  truss  of  this 
kind  we  have  the  tie-beam  and  king-post  in  a  state  of  tension, 
while  the  principals  and  struts  are  subject  to  compression. 
Roofs  of  this  class  are  very  common,  and  are  adu[>ted  for 
buildings  where  the  span  is  not  above  30  or  o.")  feet. 

When  tlie  span  gets  beyond  this,  it  is  necessary  to  suspend 
the  tie-beam  at  more  points,  and  first  of  all,  at  two  where 
the  extreme  bearings  are  not  much  more  distant.  In  this 
case  two  suspenders,  termed  quecn-posls,  are  employed,  hold- 
ing up  the  tie-beam  at  two  points  equidistant  from  each  other 
and  from  the  walls  of  the  l^uilding;  the  principals  are  not 
extended  to  meet  each  other  at  the  apex,  but  terminate  at  the 


queen-posts  against  which  they  abut,  and  the  queen-posts  are 
retained  at  the  required  distance  from  each  other  by  means 
of  a  straining  beam,  which  also  abuts  against  the  head  of  the 
queen-posts,  and  by  this  means  they  are  suspended.  This 
description  of  truss  is  something  like  the  first,  if  we  suppose 
the  king-post  separated  into  two  halves,  with  a  horizontal 
strut  placed  between  them,  to  prevent  the  principals  from 
being  pressed  together ;  struts  are  also  placed  at  the  foot  of 
the  queen-posts,  to  support  the  principals. 

A  truss  for  a  still  greater  span  is  formed  by  suspending 
the  tie-beam  at  throe  intermediate  points,  having  a  king-post 
between  two  queen-posts,  without  a  straining-beam,  the  prin- 
cipals being  carried  to  meet  each  other  at  the  apex,  as  in  the 
first  description  of  roof;  struts  are  carried  from  the  foot  of 
the  king-post  to  the  head  of  the  queen-posts,  and  from  the 
foot  of  the  queen-posts  to  the  priueipalf  In  many  cases  a 
roof  with  the  same  number  of  suspenders  is  somewhat  differ- 
ently constructed,  and  this  consists,  in  the  first  place,  of  a 
roof  precisely  similar  to  the  second  above  described,  having, 
however,  in  addition,  a  king-post  in  the  centre,  carried  up 
through  and  above  the  straining-beam,  which  is  divided  into 
two  lengths,  and  abuts  against  the  king-post  on  either  side. 
Above  and  parallel  to  the  principals  is  placed  another  pair 
of  principals,  which  are  continued  to  meet  at  the  apex,  where 
they  abut  against  the  king-post ;  these  alone  are  termed  prin- 
cipals, the  other  subordinate  rafters  which  abut  against  the 
queen-posts,  being  termed  straining  braces,  or  auxiliary 
rafters.  The  principals  are  further  supported  at  the  upper 
part  by  struts,  which  spring  from  the  king-post  above  the 
straining-beam,  and  below  by  a  continuous  bearing  on  the 
straining-braces,  which,  in  their  turn,  are  supported  by 
the  struts  from  the  foot  of  the  queen-posts.  The  last  form 
of  roof  is  calculated  for  a  span  of  60  to  80  feet,  and  the  pre- 
vious one  for  a  span  of  50  or  GO  feet.  Sometimes,  instead  of 
a  single  king-post,  this  kind  of  truss  will  have  the  king-post, 
as  it  were,  split  in  half  and  hung  on  either  side  of  the 
truss,  from  the  heads  of  the  upper  principals,  extending 
down  to  the  tie-beanr ;  in  this  case  the  straining  or  collar 
beam  is  in  one  piece,  and  passes  between  tlie  halves  of  the 
king-post.  Another  variation  consists  in  splitting  the  truss 
into  two  half-trusses,  and  keeping  the  king-post  between 
them  both,  so  as  to  form  one  mass.  A  roof  of  this  kind  was 
constructed  over  the  basilica  of  St.  Paul  at  Rome  more  than 
four  centuries  ago. 

This  expedient  may  be  entirely  obviated  by  the  use  of  iron 
king-posts,  which,  in  all  cases,  would  seem  preferable  to  those 
of  wood,  both  for  king  or  queen.posts,  or,  inde(!d,  for  any  mein 
ber  of  the  truss  which  is  subjected  to  tension,  as  for  ties, 
where  its  employment,  to  a  very  considerable  extent,  obviates 
the  dilliculty  which  is  experienced  by  the  sagging  of  tie-beams 
of  timber.  The  number  of  suspenders,  especially  if  composed 
of  iron-rods,  may  be  still  fin-ther  extended  to  seven  or  eight, 
or,  indeed,  any  number,  the  only  limit  being  found  in  the 
length  of  the  principals. 

For  the  strength  of  different  materials  the  reader  may  con- 
sult the  article  on  that  subject,  but  as  a  general  remark  it 
may  be  observed,  that  oak  when  exposed  to  tension  is  weaker 
than  fir,  and  is  therefore  less  adapted  for  tics.  Being,  how- 
ever, less  compressible,  it  is  usually  preferred  for  rafters, 
straining-pieces,  and  struts  ;  but  Tredgold  observes,  that  its 
greater  tendency  to  warping  in  summer  renders  it  less  fit  for 
rafters  and  purlins  than  foreign  fir.  Cast-iron  is  not  much 
used,  except  in  fire-proof  roofs,  and  each  piece  requires  to  be 
well  tested.  Wrought-iron  is  very  useful  for  straps  and 
also  for  ties  and  trussing-posts;  but  care  is  always  necessary 
to  guard  against  imperfections,  which  are  more  likely  to  pass 
unobserved  than  in  wood.     Wherever  iron  is  applied,  pro- 
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vision  should  be  made  for  its  expansion  and  contraction, 
and  it  is  desirable  to  prolect  it  from  oxidation  by  painting. 
Though  iron  is  far  stronger  for  its  size  than  any  kind  of 
timber,  it  is  neither  so  strong  nor  so  cheap  as  yellow-fir, 
weujhl  for  lochihl. 

Plaie  VI.  Fiijure  1,  is  the  roof  of  the  chapel  of  the  royal 
hospital  at  Greenwich,  constructed  by  Mr.  S.  Wyatt. 

It  is  constructed  with  two  queen-posts,  and  is  similar  to 
the  second  kind  of  roof  above  described,  but  it  has  in  addi- 
tion two  struts  from  the  foot  of  the  queen-posts  to  the  strain- 
ing-beam, which  abut  against  a  second  straining-piece  under- 
neath the  first  ;  the  tie-beam  is  also  further  suspended  from 
the  straining-beam  by  an  iron-rod,  which  answers  the  pur- 
pose of  a  queen-post. 

The  following  are  the  scantlings  of  the  various  timbers  : — 

Inches 
ScauUing. 
AA,  The  tic-beam,  57  feet  long,  the  span  of  the 

walls  being  51  feet 14     X    12 

B,     Queen-posts 9      X    13 

c,     Braces 9     X      t 

D,     Straining-beam 10      X      7 

K,     Straining-piece 6     x     7 

F,     Principal  rafters lOxT 

0,  Camber-beam,  for  the  platform 9x7 

II,     An  iron  rod,  supporting  the  tie-beam  ...     2     X     2 

The  trusses  arc  seven  feet  clear  ;  the  platform  is  covered 
with  lead,  which  is  supported  by  horizontal  beams  six  by 
four  inches. 

The  timbers  of  this  truss  are  well  disposed,  and  perhaps 
contain  less  wood  than  most  roofs  of  the  same  dimensions. 

Figure  2  is  the  roof  of  St.  Paul's,  Covent  -  Garden, 
designed  by  Air.  Hardwiek,  and  constructed  by  Mr.  Wapshot 
in  1796. 

This  roof,  although  of  the  same  general  construction  as  the 
last,  varies  from  it  in  several  particulars.  The  lower  portion 
is  precisely  the  same  as  the  second  class  of  truss,  but  in  addi- 
tion there  is  a  second  pair  of  principals,  which  are  supported 
on  the  lower  by  studs,  and  the  lower  principals  thus  becoming 
only  auxiliaries  ;  the  queen-posts  are  continued  up  to  the 
principals,  and  a  king-post  is  carried  from  the  apex  to  the 
straining-beam. 

The  scantlings  are  : — 

Inches 
Scantling. 
AA,  The  tie-beam,  spanning  50  feet  2  inches      .16     X   12 

B,     Queen-posts 9      X      8 

c.     Straining-beam 10      X      8 

D,  King-post,  14  inches  at  the  joggle    ...     9     X     8 

E,  Strut 9X8 

r,F,  Auxiliary  rafters,  at  bottom 10      X      ^\ 

H,H,  Principal  rafters,  at  bottom 10      X      8^ 

1,  Studs  supporting  the  principals    ....     8      x     8 

This  roof  is  much  better  constructed  th^n  the  original  one 
by  Inigo  Jones.  A  truss  of  the  present  design  contains  only 
98  cubic  feet  of  timber,  whereas  that  by  Inigo  Jones  had 
273,  and  was  very  insufficient  at  the  joggles,  and  had  some 
of  its  timbers  very  ill  disposed  :  the  interior  truss  is  well  con- 
trived for  supporting  the  exterior,  which  reaches  seven  feet 
beyond  the  walls.  The  tie-beam  has,  perhaps,  too  much  cam- 
ber, being  six  inches  ;  for  since  it  acts  as  a  string,  it  will 
lengthen  in  the  settling  of  the  roof. 

/"i^rijre  3  represents  the  roof  of  Drury-lane  theatre,  80  feet 
3  inches  span,  and  the  trusses  15  feet  apart;  constructed  by 
Mr.  Edward  Gray  Saunders.  This  was  destroyed  by  fire 
in  1809.  ^         ^ 
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This  is  rather  a  curious  form  of  roof;  the  principal  truss 
is  simply  one  of  the  second  class  with  qiicen-posts  and  strain- 
ing-beam, but  aljovo  this,  and  partially  resting  upon  it,  are 
three  other  smaller  trusses,  which  form  the  outer-roof 
These  are  simple  trusses  of  the  first  class  with  king-post  and 
struts,  the  central  one  having  a  continuous  bearing  on  the 
straining-beam  of  the  main  truss,  and  the  side  ones  resting 
at  one  end  on  the  straining-beam,  and  at  the  other  on 
the  wall. 

Inches 
SciiiiHinfr 

A,     Beams 10  X     7 

B,B,  Rafters 7X     7 

c,     King-posts 12    X     7 

D,  Strut 5X     7 

E,  Purlins 9    X      5 

G,     Pole-plates 5x     5 

H,     Common-raflers       5X     4 

I,      Tie-beam 15    x    12 

K,     Posts  to  ditto 15x12 

L,     Principal  braces  to  ditto    ....     14  and  12    X    12 

M,     Strut 8   X    12 

N,     Straining-bcam 12x12 

The  principal  beams  are  trussed  in  the  middle  space  with 
oak  braces,  five  inches  square.  This  was  requisite  on  account 
of  its  width,  which  is  32  feet,  that  the  floors  might  carry  the 
work-shops  necessary  for  the  use  of  the  theatre.  This  truss, 
which  is  most  admirably  constructed,  is  hardly  to  be  equalled 
for  strength,  stiffness,  and  lightness,  and  will  safely  bear  a 
load  of  nearly  300  tons,  which  is  four  times  more  than  ever 
it  is  likely  to  be  loaded  with. 

Plate  VII.  Figure  1,  exhibits  the  roof  of  Covent  Garden 
theatre.  The  tie-beam  in  this  case  is  supported  by  five  sus- 
penders, a  king-post  in  the  centre,  and  two  queen-posts  on 
either  side  ;  between  the  two  innermost  queen-posts  is  a 
straining-beam,  and  on  the  other  sides  of  them  are  auxiliary- 
rafters,  which  abut  against  a  shoulder  near  their  heads.  A 
strut  is  carried  from  the  foot  of  the  inner  queen-post  to  the 
head  of  the  outer.  The  straining-beam  is  suspended  by  two 
queen-posts,  between  which  is  another  straining-piece,  and  a 
strut  from  their  head  to  the  angle  formed  by  the  king-post 
and  straining-beam  below.  The  posts  are  all  made  double, 
and  are  shown  in  the  Plate  above  the  roof  in  their  respec- 
tive places. 

Figure  2  represents  the  present  roof  of  Drury-lane  theatre. 
There  are  here  both  principal  and  auxiliary  rafters,  the  tie- 
beam  being  suspended  at  two  points  from  the  former,  and  at 
two  from  the  latter,  the  two  first  queen-posts  being  the  inner 
ones.  These  are  kept  apart  by  a  straining-beam,  against 
which  they  are  pressed  from  the  other  side  by  the  auxiliary- 
rafters  ;  struts  are  placed  between  the  feet  of  the  principal 
and  the  head  of  the  secondary  queen-posts,  and  the  bearing 
of  the  sub-rafters  is  still  further  reduced  by  a  strut  from  the 
foot,  and  on  the  other  side  of  the  smaller  queen-posts.  The 
straining-beam  is  supported  by  a  king-post  from  the  apex  of 
the  principals,  which  in  their  turn  are  supported  by  struts 
from  the  foot  of  the  king-post,  the  other  portion  having  a 
continuous  bearing  on  the  auxiliary  rafters. 

The  Figure  above  on  the  left-hand,  shows  how  the  timbers 
join  at  the  top  of  the  queen-posts,  and  that  on  the  right  how 
the  timbers  join  at  the  end  of  the  tie-beam. 

The  roof  over  the  church  of  St.  Martin-in-the-fields, 
designed  by  Gibbs,  is  rather  curious.  The  entire  breadth  of 
the  building  is  C9  feet,  which  is  divided  into  3  parts,  the  nave 
measuring  40  feet,  and  the  remaining  29  feet  being  divided 
between  the  two  aisles.     The  central  portion  is  covered  by 


a  truss,  wliich  is  supported  at  either  end  by  an  upright  tim- 
ber-post above  the  columns,  and  at  two  intermediate  points 
by  Ijiaces  from  these  posts  to  the  tie-beam,  which  is  sus- 
pended from  the  principals  at  three  points  by  a  king.post  and 
two  queen-posts ;  struts  are  carried  from  the  foot  of  the  l<ing- 
post  to  the  head  of  the  queen-posts,  and  from  the  feet  of  the 
latter  to  the  principals.  Above  the  aisles,  hammer-beams 
are  supported  at  one  end  on  upright  posts  in  the  wall ;  and  at 
the  other,  on  the  post  above  the  columns,  and  two  interme- 
diate bearings  are  afforded  by  struts  from  the  same  posts. 
The  main  principals  have  a  continuous  bearing  on  the  rafters 
of  the  truss  over  the  roof,  another  on  a  post  which  rests  upon 
the  hammer-beams,  and  at  the  extremities  are  strapped  to  the 
hammer-beams.  From  the  last-named  post  there  is  a  brace  to 
the  top  of  post  over  column.  The  scantlings  of  the  timber 
are  rather  full,  and  are  as  follow  : — 

Main  |)rincipal,  13  inches  by  10  inches  at  bottom,  and  11 
inches  by  10  inches  at  top. 

Straining-brace  or  principal  of  nave-truss,  14  inches  by  10 
inches  at  bottom,  and  11  inches  by  10  inches  at  top. 

King-post,  9  inches  by  1)  inches. 

Strut  on  king-post,  7  inches  by  7.V  inches. 

Queen-post,  8  inches  by  9i-  inches. 

Strut  on  queen-post,  7  inches  by  7^-  inches. 

Tie-beam,  14  inches  by  9.V  inches. 

Post  over  column,  14  inches  by  9;V  inches. 

Brace  below  tie-beam,  7  inches  by  7  inches. 

Hammer-beam,  14  inches  by  9^  inches. 

Brace  from  uprights  to  hammer-beam,  8  inches  by  8  inches. 

Post  on  hammer-beam,  8  inches  by  9  inches. 

Purlin  rafters,  4  inches  by  0  inches. 

The  roof  the  basilica  of  St.  Paolo  fuori  le  mura,  executed 
in  the  fifteenth  century,  has  double  trusses,  each  consisting 
of  two  similar  frames  nearly  15  inches  apart,  and  placed  at 
intervals  of  10^  feet  from  each  other.  The  tie-beam,  which 
is  in  two  lengths  scarfed  together  and  secured  by  three  iron 
straps,  is  suspended  at  three  points  by  a  king  and  two  queen- 
posts,  the  latter  being  separated  by  a  straining-beam,  and 
having  au.viliary  rafters  abutting  against  their  heads.  The 
king-post  is  of  curious  construction,  and  consists  of  three 
pieces  for  the  double  truss  ;  that  piece  against  which  the  prin- 
cipals abut,  is  very  short,  only  extending  as  low  as  the  strain- 
ing-beam. Between  the  trusses  another  piece  is  placed,  and 
sustained  by  a  strong  key  of  wood  passing  through  it  and  the 
two  upper  short  pieces  ;  and  this  piece,  in  its  turn,  sustains 
the  tie-beams  by  means  of  another  strong  key.  The  scant- 
lings are  : — 

Tie-beams,  22 J  inches  by  15  inches. 

Principal  rafters,  21f  inches  by  15  inches. 

Auxiliary  rafters,  13f  inches  by  IS^  inches. 

Straining-beam,  15  inches  by  12J  inches. 

Purlins,  8^  inches  by  8^  inches. 

Common  rafters  5^  inches  by  4J-  inches. 

The  purlins  are  5  feet  7  inches  apart,  and  the  rafters  8J 
inches. 

The  span  of  the  roof  is  78  feet. 

The  roof  over  the  Passengers'  Shed  of  the  Croydon  Rail- 
way, at  London  Bridge,  is  of  simple  construction,  consisting 
only  of  tie-beam,  principals,  and  iron  suspcnding-rods,  with 
timber-struts  between  each  two,  the  tie  being  suspended  at 
eleven  points. 

The  tie-beams,  principals,  and  struts  being  framed  toge- 
ther, the  suspendingrods  are  introduced,  and  screwed  up  by 
nuts  upon  their  lower  ends,  until  the  whole  is  firmly  \inited. 
TWe  tie-beams  camber  6  inches  in  the  centre.  There  are 
14  of  these  trusses,  12  feet  G  inches  apart,  connected  by  the 
ridge-piecc  and  purlins.     These  extend  to  within  25  feet  of 


cither  end,  where  a  halftruss  of  similar  construction  is 
framed  into  the  centre  of  each  extreme  truss  at  right  angles 
to  the  same,  to  f  >i-m  the  hip,  with  ridge-pieces  as  usual.  The 
whole  is  covered  in  with  l.J-inch  rough  boarding,  upon  which 
zinc  is  laid  and  joined.  The  under  side  of  the  roll  that 
covers  the  joint  is  grooved  to  admit  the  edges  of  the  zinc,  and 
the  angle  next  it  rounded,  to  allow  the  zinc  to  expand  or  con- 
tract. The  rolls  are  painted,  and  are  sometimes  covered  with 
zinc  or  lead. 

The  entire  length  of  the  Passengers'  Shed  (to  which  this 
roof  belongs)  is  212  feet,  and  53  feet  wide.  There  is  room 
for  about  24  carriages,  which  is  divided  into  three  lines  of 
rails  ;  the  outer  lines  being  for  the  arrival  and  departure  of 
trains,  and  the  centre  line  for  spare  carriages.  On  each  side 
of  the  shed  is  a  platform  raised  nearly  level  with  the  floor  of 
the  carriages,  1 1  feet  wide,  and  connected  at  the  end ;  this  is 
covered  with  asphalto,  and  coped  next  the  rails  with  stone. 
In  the  centre  of  the  shed  is  a  carriage-truck,  that  moves 
transversely  to  the  rails,  for  the  purpose  of  shifting  carriages 
t'rom  one  line  to  another,  when  any  extra  are  required  in  a 
train.  Between  the  rails  of  each  line  (170  feet  in  length) 
the  ground  is  sunk  between  walls  a  sufficient  depth  to  enable 
workmen  to  get  at  the  under  side  of  the  c;irriages  and  engines 
when  required. 

The  roof  of  Christ's  Hospital  is  well  worthy  consideration. 
It  covers  an  area  51  feet  wide  by  187  feet  in  length,  and 
consists  of  principal  trusses  running  across  the  building,  with 
smaller  longitudinal  trusses  between  every  two  main  trusses, 
to  carry  the  rafters.  In  the  main  truss  the  tie-beam  is  sus- 
pended from  five  points  by  king  and  queen-posts,  which  are 
however  of  iron,  and  bolted  through  the  tie.  Between  the 
two  innermost  queen-posts,  or  suspenders,  is  a  straining-beam, 
which  abuts  against  their  heads  and  is  also  bolted  to  the 
principals  ;  its  length  is  16  feet,  and  it  is  supported  at  two 
intermediate  points  by  struts  from  the  feet  of  the  queen- 
posts  ;  there  is  also  another  strut  for  the  other  side  of  the 
post  to  the  head  of  the  further  or  outermost  one.  The  extre- 
mities of  the  tie-beams  and  rafters  rest  in  iron  shoes,  and 
partially  upon  cast-iron  standards  supported  on  stone  corbels 
10  feet  below  the  ceiling  line. 

The  five  longitudinal  trusses,  to  support  the  main  rafter 
between  the  principal  trusses,  is  extended  from  each  queen- 
post  in  one  cross  truss  to  the  corresponding  one  in  the  next; 
the  distance  between  the  main  trusses,  and  therefore  the 
length  of  the  tie-beams,  being  17  feet.  These  are  simple 
king-post  trusses  without  struts,  and  eiirry  the  main  rafter  on 
top  of  the  king-post,  which,  in  this  case,  is  of  timber,  bolted 
to  the  tie-beam.  Filling-in  beams  are  placed  between  these 
trusses  to  receive  the  ceiling-joists.  The  scantlings  of  this 
roof  are  as  follow  : — • 

Principal  truss  : 

Tie-beam,  14  inches  by  14  inches. 

Principal  rafters  outside  the  innermost  q\iecn-posts, 
12  inches  by  9  inches  at  lower  end  ;  10  inches  by  9  inches 
at  iqiper  end. 

Principals  within  and  above  the  innermost  queen-posts, 
9  inches  by  9  inches. 

Straining-beam,  12  inches  by  9  inches. 

Struts,  0  inches  by  0  inches,  (longitudinal  trusses.) 

Tie-beams,  12  inches  by  7  inches. 

King-post,  0  inches  by  G  inches. 

Struts,  G  inches  by  G  inches. 

Jlaln  rafters  between  trusses  : — 

At  lower  ends,  12  inches  by  7  inches. 

At  upper  end,  above  queen-posts,  9  inches   by  7  inches. 

Common  rat'ters,  (longitudinal)  7  inches  by  5  inches. 

The  roof  over  Exeter  Hall  is  of  simple  construction,  the 


span  being  not  less  than  76  feet,  and  the  height  of  the  roof 
from  the  underside  of  the  tie-beam,  21  feet  6  inches  ;  the 
trusses  are  placed  at  alternate  intervals  of  2  feet  0  inches, 
and  9  feet. 

Each  truss  has  the  tie-beam,  which  is  scarfed,  suspended 
in  six  points  by  queen-posts,  the  innermost  pair  being  pro- 
vided with  a  straining-beam,  and  with  auxiliary  rafters  on 
the  other  side  of  them,  each  of  which  is  supported  by  two 
struts  resting  on  the  foot  of  the  queen-posts.  The  two 
outermost  queen-posts  on  either  side  are  hollow,  and  are 
suspended  from  the  principal  rafters,  as  are  also  the  inner 
ones,  by  means  of  straps.  The  straining-beam,  which  is  22 
feet  long,  is  suspended  froni  the  apex  of  the  principals  by  a 
king-post,  from  which  struts  are  raised  to  shorten  the  bear- 
ing of  the  principals.  Two  sloping  timbers  but  ai^ainst  the 
feet  of  the  inner  queen-posts,  from  the  apex  of  which  an 
iron  suspender  is  bolted  to  the  tie-beam.  The  ends  of  the 
tie-beams  and  principals  rest  in  iron  shoes.  The  scantlings 
are  : — 

Tie-beams,  14^  inches  by  7^  inches. 

Principals,  SA^  inches  by  7,}  inches. 

Anxiliar3'rafters,  or  under  principals.l4  inches  by  7i  inches. 

Inner  queen-posts,  81  inches  by  7^  inches. 

Outer  ditto,  10  inches  by  41-  inches. 

Intermediate  ditto,  12  inches  by  41  inches. 

King-post,  6  inches  by  71  inches. 

Straining-beam,  14  inches  by  71  inches. 

Braces,  71  inches  by  71  inches. 

Upper  ditto,  6  inches  by  71  inches. 

Purlins,  71  inches  by  4  inches. 

Common  rafters,  5  inches  by  21  inches. 

Ridge-piece,  8  inches  by  31  inches. 

Wall-plates,  1.31  inches  by  61  inches. 

Pole-plates,  12  inches  by  4  inches. 

The  truss  over  the  arched  roof  of  St.  George's  TIall, 
Liverpool,  which  is  65  feet  in  width,  is  of  very  simple  con- 
struction. The  tie-beam  is  sustained  at  five  points  by  a  king, 
post  and  four  queen-posts.  The  principals  have  auxiliaries 
under  them,  but  do  not  meet  at  an  apex,  reaching  only  as  tlir 
as  the  inner  queen-posts,  which  are  kept  apart  by  a  double 
straining-beam  at  top,  and  by  another  at  their  feet.  Struts 
are  placed  between  the  head  of  the  king-post,  and  feet  of  the 
queen-posts,  and  thence  again  to  the  head  of  the  outer 
queen-posts. 

Having  giveti  these  descriptions  of  various  kinds  of  roofs, 
it  will  not  be  out  of  place  to  give  some  rules  for  finding  the 
proper  scantlings  of  the  different  members,  as  determined 
by  Tredgold,  and  the  manner  in  which  each  member  is 
affected. 

King-Post. — The  king-post  is  intended  to  support  the 
ceiling,  and  by  means  of  the  braces,  to  support  part  of  the 
weight  of  the  roof  The  weight  suspended  by  the  king-post, 
will  be  proportional  to  the  span  of  the  roof;  therefore,  to 
find  the  scantling : 

Rule. — Multiply  the  length  of  the  post  in  feet,  by  the  span 
in  feet.  Then  multiply  this  product  by  the  decimal  0.12  for 
fir,  or  by  0.13  for  oak,  which  will  give  the  area  of  section  of 
the  king-post  in  inches;  and  this  area  divided  tiy  the  breadth, 
will  give  the  thickness ;  or  by  the  thicknes-;,  will  give 
the  breadth. 

Queen-Posts. — Queen-posts  and  suspending-pieces  are 
strained  in  a  similar  manner  to  king-posts,  but  the  load  upon 
them  is  only  proportional  to  that  [lart  of  the  length  of  the 
tie-beam  suspended  by  each  suspi'uding  piece  or  queen-post. 
In  queen-posts,  the  part  suspended  by  each  is  generally  half 
the  span. 

Rule. — Multiply  the  length  in  feet,  of  the  queen-post  or 


suspending  piece,  by  that  part  of  the  length  of  tie-beam 
it  supports,  also  in  feet.  This  product  midtiplied  by  the 
decimal  0.27  for  fir,  or  by  0.32  for  oak,  will  give  the  area  of 
the  section  of  the  first  in  inches ;  and  this  area  divided  by 
the  thickness  will  give  the  breadth. 

Tie-Beams. — A  tie-beam  is  afiected  by  two  strains,  the 
one  in  the  direction  of  the  length  from  the  thrust  of  the 
principal  rafters,  the  other  is  a  cross  strain  from  the  weight 
of  the  ceiling.  In  estimating  the  strength,  the  thrust  of  the 
rafters  need  not  be  considered,  because  the  beam  is  always 
abundantly  strong  to  resist  this  strain  ;  and  when  a  beam  is 
strained  in  the  direction  of  the  length,  it  rather  increases 
the  strength  to  resist  a  cross  strain.  Therefore  the  pressure 
of  the  weight  supported  by  the  tie-beams  will  bo  proportional 
to  the  length  of  the  longest  part  of  it  that  is  unsupported. 

To  find  the  scantling  of  a  tie-beam,  which  has  only  to 
support  a  ceiling,  the  length  of  the  longest  unsupported  part 
being  given  : 

Rule. — Divide  the  length  of  the  longest  unsupported  part 
by  the  cube-root  of  the  breadth;  and  the  quotient  multiplied 
by  1.47,  will  be  the  depth  required  for  fir,  in  inches;  or 
multiply  by  1.52,  which  will  give  the  depth  for  oak  in  inches. 

Principal  Rafters. — In  estimating  the  strength  of  princi- 
pal rafters,  we  may  suppose  them  supported  by  struts,  either 
at  or  very  near  all  the  points  where  the  purlins  rest  upon. 
The  pressure  on  a  principal  rafter,  is  in  the  direction  of  its 
length,  and  is  in  proportion  to  the  magnitude  of  the  roof; 
but  the  effect  of  this  pressure  does  not  bear  the  same  propor- 
tion to  the  weight,  when  there  is  a  kingpost,  as  when  there 
are  queen-posts;  therefore  the  same  constant  number  will 
not  answer  for  both  cases.  ' 

Case  1. — To  find  the  scantling  of  the  principal  rafter, 
when  there  is  a  king-post  in  the  middle. 

Rule. — ^Multiply  the  square  of  the  length  of  the  rafter  in 
feet,  by  the  span  in  feet,  and  divide  the  product  by  the  cube 
of  the  thickness  in  inches.  For  fir,  multiply  the  quotient 
by  0.96,  which  will  give  the  depth  in  inches. 

Case  2. — To  find  the  scantling  of  a  principal  rafter,  when 
there  are  two  queen-posts: 

Rtile. — Multiply  the  square  of  the  length  of  the  rafter  in 
feet,  by  the  span  in  feet,  and  divide  the  product  by  the  cube 
of  the  thickness  in  inches.  For  fir,  multiply  the  quotient 
by  0.155,  which  will  give  the  depth  in  inches. 

Straining  Beams. — A  straining-beam  is  a  horizontal  piece 
between  the  heads  of  the  queen-posts.  In  order  that  this 
beam  mav  be  the  strongest  possible,  its  depth  should  be  to 
its  thickness  as  10  is  to  7. 

Rule. — Multiply  the  square  root  of  the  span  in  feet,  by  the 
length  of  the  straining-beam  in  feet,  and  extract  the  square 
root  of  the  product.  Multiply  the  root  by  0.9,  for  fir,  which 
will  give  the  depth  in  inches. 

To  find  the  thickness,  multiply  the  depth  by  the  decimal  0.7. 

Struts  and  Braces. — That  part  of  a  roof  that  is  supported 
by  a  strut  or  brace,  is  easily  ascertained  from  the  design ; 
but  the  cfl^ect  of  a  load  must  depend  on  the  position  of  a 
brace  ■  when  it  is  square  from  the  back  of  the  rafter,  the 
strain  upon  it  will  be  the  least ;  and  when  it  has  the  same 
inclination  on  the  roof,  the  same  strain  will  be  thrown  on  the 
lower  part  of  the  principal  rafter,  as  is  borne  by  the  strut. 
But  as  the  degree  of  obliqueness  does  not  vary  much,  we 
shall  not  attempt  to  include  its  effect  in  the  rule  for  the 
scantling. 

Rule. Multiply  the  square  root  of  the  length  supported 

in  feet,  bv  the  length  of  the  brace  or  strut  in  feet,  and  the 
square  root  of  the  product  multiplied  by  0.8  for  fir,  will  give 
the  depth  in  inches,  and  the  depth  multiplied  by  0.6,  will 
give  the  breadth  in  inches. 


Purlins. — The  stress  upon  purlins  is  proportionable  to 
the  distance  tiicy  are  apart,  and  tile  weiglit  beiiif;  uniformly 
dilRised,  the  stiliiioss  is  reciprocally  as  tlie  cube  of  the  length. 

Jiitle. — Multiply  the  cube  of  the  length  of  the  purlin  in  feet, 
by  the  distance  the  purlins  are  apart  in  feet;  and  the  fourth 
root  of  the  product  for  fir  will  give,  the  depth  in  inches ;  or 
multiplied  by  1.04,  will  give  the  depth  for  oak;  and  the 
depth  multiplied  by  the  decimal  O.C,  will  give  the  breadth. 

Common  Rafters. — Common  rafters  are  unift)rnily  loaded, 
and  the  breadth  need  not  be  more  than  from  2  inches  to  2| 
inches.  The  depth  for  Welsh  slate  may  be  found  by  the 
following  rule : 

Rule. — Divide  the  length  of  bearing  in  feet,  by  the  cube 
root  of  the  breadth  in  inches;  al^l  the  quotient  multiplied 
by  0.72  for  <ivc,  or  0.74  for  (.'ak,  will  give  the  depth  in 
inches. 

The  largest  roof  ever  executed  was  that  of  the  Riding 
House,  built  at  Moscow,  in  1700,  by  I'aul  I.  Emperor  of 
Russia.  The  span  was  23.5  feet,  and  the  slope  of  the  roof 
about  19  degrees.  The  principal  support  of  this  immense 
truss  consisted  in  an  arch  or  curvci  rib  of  timber,  in  three 
thicknesses,  indented  or  notched  together,  and  strapped  and 
bolted  with  iron.  The  principal  rafters  and  the  tie-beams, 
were  supported  by  several  vertical  pieces  notched  to  the 
curved  rib  ;  and  the  whole  stifleued  by  diagonal  braces.  The 
disposition  of  the  parts  of  this  roof  is  extremely  ingenious  ; 
but  it  was  too  slight  for  the  immense  e.xtent  of  the  span,  and 
it  appears  that  it  settled  so  much,  that  it  was  proposed  to 
add  another  curved  rib  to  the  original  design.  This  example 
affords  an  instance  of  the  impropriety  of  adding  material  so 
near  to  the  neutral  line  of  the  flaming  ;  a  like  want  of  atten- 
tion to  principle  is  sometimes  found  in  a  first  design  ;  a  roof 
designed  by  Bcttancourt  for  a  riiling-school,  as  given  by 
Kraffit,  is  an  example.  The  external  dimensions  of  the  build- 
ing were  1,920  feet  by  310  feet;  it  was  lighted  from  the  top 
by  a  lantern  ;  and  there  was  a  gallery  romid  the  inside  of  the 
building  for  spectators.  The  method  of  notching  the  timber 
in  the  curved  rib,  is  objectionable,  on  account  of  the  danger 
of  the  splitting  of  the  timber  under  a  considerable  strain. 
This  system  of  trussing  is  termed  the  bow  suspension  truss, 
and  has  been  much  used  of  late  for  bridges  for  railway- 
works. 

Of  a  somewhat  similar  construction  arc  the  roofs  executed 
by  Philibert  de  Lorme,  in  the  sixteenth  century,  which  are 
constructed  with  a  series  of  arched  timber  ribs  in  lieu  of 
trusses,  those  ribs  being  formed  of  planks  in  short  lengths, 
placed  edgewise,  and  bolted  together  in  thicknesses,  the 
planks  in  one  thickness  breaking  joint  with  those  in  the 
adjoining  thickness. 

A  fine  example  of  this  class  of  roof  was  that  constructed 
over  the  Ilallc  an  I?le,  at  Paris,  120  feet  in  diameter,  which 
has  been  destroyed  by  fire. 

A  smaller  example,  but  nearer  home,  is  to  be  found  over 
the  central  compartment  of  the  Pantheon,  0.\f  ird-street ; 
the  span  measures  38  feet.  The  roof  is  circular,  and  is  sup- 
ported by  nine  semicircular  ribs.  E;K-h  rib  is  in  three  thick- 
nesses ;  the  middle  thickness  is  of  teak,  the  side  thicknesses 
or  QitcUes  are  of  fir;  the  pieces  of  limber  forming  these 
thicknesses  are  scribed  on  the  under  side  to  the  curve  of  the 
roof,  (and  ceiling.)  but  the  top  edge  is  left  straight ;  therefore 
at  their  abutting  ends  they  are  considerably  broader  tluvn  at 
their  middle.  Each  abutment  of  every  piece,  throughout 
every  ril),  has  a  shoe  of  cast-iron  interposed.  Iron  bolts  con- 
nect the  three  thicknesses  toiiethcr  at  each  end,  with  a  washer 
connecting  each  pair  of  bolts,  as  explained  on  the  section. 
The  ribs  rest  alternately  on  the  pillars,  (hereafter  described) 
and  on  the  centre  of  the  longitudinal  plate  extending  tlie 


whole  length  of  the  roof  In  the  former  case  the  ribs  are 
framed  into  strong  upright  pieces,  which  bec<^imc  the  king- 
post of  a  semi-tiuss.  These  semi-trusses,  besides  carrying 
the  timber  of  the  roof  and  ceiling  over  the  galleries,  are  cal- 
culated to  receive  the  lateral  thrust  of  the  semicircular  roof, 
a  large  cast  iron  shoe  laid  upon  a  stone  template,  receives 
the  end  of  the  tie-beam  of  these  semi-trusses  next  the  outer 
wall ;  the  object  of  this  shoe  being  to  prevent  the  possible 
decay  of  this  end  of  the  beam  from  aftccting  the  stability  of 
the  roof. 

There  is  also  a  cast-iron  shoe  receiving  the  other  end  of 
this  beam,  which  is  formed  with  sockets  and  flanges,  so  as  to 
receive  and  connect  together  the  king-post  and  tie-beam  of 
thcabove  named  semi-truss,  and  the  longitudinal  plate  alluded 
to  above,  .ind  the  head  of  the  great  iron  upright  or  pillar. 
The  chief  use  of  this  iron  shoe  is  to  prevent  the  lateral 
compression  of  the'  timbers,  and  to  prevent  the  natural 
shrinkage  of  the  horizontal  plate  from  letting  down  the  roof. 

The  intermediate  ribs  (those  which  do  not  rest  on  the  iron 
pillars)  rest  on  another  iron  shoe,  which  is  fitted  on  to  the 
head  of  an  upright  piece  that  rests  on  the  centre  of  the  longi- 
tudinal plate  ;  but  the  bearing  is  thrown  on  to  the  iron  pillars 
by  stout  braces  framed  into  the  said  upright  piece  and  lon- 
gitudinal plate. 

It  will  thus  be  seen,  that  throughout  the  skeleton  of  this  roof 
there  is  no  case  of  anj-  important  timber  resting  with  its  end 
upon  the  side  of  any  other  piece,  but  that  they  all  bear  with 
an  end-grain  abutment,  so  that  the  cracks  and  failures  arising 
from  the  necessary  shrinkage,  as  well  as  from  the  lateral 
compression  of  the  timbers,  are  avoided.  Tliis  was  a  precau- 
tion rendered  necessary  by  the  very  large  scantlings  of  the 
timbers,  and  by  the  discharge  of  the  whole  weiglit  of 
roof  and  ceiling  being  thrown  on  so  few  points  of  support. 
The  circular  part  of  the  roof  is  covered  with  copper  laid  on 
diagonal  boarding,  which  is  supported  on  rafters  notched 
on  to  the  great  ribs,  and  running  longitudinally.  The  roofs 
over  the  sides  or  galleries  are  slated,  with  a  flat  plaster  ceil- 
ing;  the  ceiling  of  the  circular  part  is  deeply  panelled,  the 
main  ribs  forming  the  core  for  the  cradling.  The  enrich- 
ments are  of  papier  niache,  a  material  that  was  well  adapted 
for  the  large  architectural  ornaments,  from  its  lightness, 
and  from  the  safety  with  which  it  could  be  screwed  up  to 
the  timbers. 

The  longitudinal  plate  above  alluded  to  consists  of  two 
pieces  of  fir,  each  12  X  6,  bolted  together  :  the  bearings 
between  the  iron  pillars  are  reduced  by  braces,  which  dis- 
charge the  bearing  on  to  the  iron  pillar,  and  at  the  same  time 
receive  the  wood  cradling  for  the  spandrels.  Each  end  of 
this  plate  is  let  into  the  wall,  and  is  received  l)y  a  corbel 
of  teak  wood,  on  to  which  it  is  bolted  and  locked  down. 

A  considerable  improvement  upon  the  system  of  Philibert 
de  Lorme  was  effected  by  Colonel  Emy,  a  French  engineer, 
in  the  early  part  of  the  present  century,  by  the  emjiloyment 
of  laminated  ribs.  The  principal  difference  between  the  two 
consists  in  this,  that  in  Colonel  Emy's  improvement  the 
direction  of  the  fibres  of  the  wood  coincides  with  the  curva- 
ture of  the  rib,  and  in  consequence  the  joints  are  much  less 
frequent,  and  the  rib  possesses  greater  elasticity,  so  as 
slightly  to  yield,  rather  than  break,  under  any  violent  strain. 
Tile  alternate  thicknesses  break  joint,  as  in  De  Lorme's  roof, 
and  all  are  securely  bolted  together. 

The  earliest  roof  constructed  after  this  fishion  was  at 
Marac,  near  Bayonne,  in  182.").  The  span  is  G.">  feet,  and 
the  main  ribs  are  forme  1  of  planks  bent  round  on  templates 
to  the  proper  curve,  and  kept  together  liy  iron  straps,  and 
also  by  the  radiating  struts  which  support  the  principals  ; 
they  are  ui  pairs,  notched  out  so  as  to  clip  the  rib  between 


them.  In  this  roof  the  entire  weight  of  the  roof  is  thrown 
on  the  walls  at  the  fcot  of  the  rilis,  which  arc  considerably 
below  the  principals,  so  that  the  weight  of  the  upper  part  of 
the  walls  serves  to  diminish  the  effect  of  any  thrust  against 
the  lower  part  of  the  walls.  A  greac  saving  of  wall-matei  iai 
is  hereby  elfected. 

This  principle  has  often  been  applied  in  the  case  of  rail- 
way bridges,  and  theie  is  at  present  one  erecting  at  the 
London  terminus  of  the  Great  Northern  Railway.  In  this 
instance  the  spandrels  are  of  cast-iron. 

Of  somewhat  similar  construction  is  the  roof  over  the 
transept  of  the  Great  Exhibition  building.  The  principals, 
or  main  ribs,  of  which  are  placed  at  intervals  of  24  feet  from 
centre  to  centre,  and  are  made  up  of  three  planks,  two  of  2 
inches  in  thickness,  and  the  middle  one  4  inches  thick,  with 
a  moulded  piece  on  the  under  side  2f  inches  thick,  and  two 
11-inch  planks  at  the  top,  each  one  inch  thick,  and  nailed 
together  to  form  the  gutter-board,  the  whole  being  firmly 
connected  together  by  wrought-iron  bolts  passing  through 
belts  of  the  same  material,  running  at  top  and  bottom  of  each 
rib.  In  order  to  form  the  ribs  with  the  proper  curvature, 
each  plank,  13 J  inches  wide,  was  cut  on  one  edge  to  its 
proper  segmental  form,  and  the  two  complements  cut  oil' were 
nailed  to  the  lower  or  straight  edge  of  the  flank  ;  the  whole 
being  put  together,  so  as  to  breach  joint  throughout,  the 
length  of  each  section  so  cut  being  about  9  feet  4  inches. 
The  preparation  for  the  reception  of  the  ends  of  the  purlins 
was  on  this  wise  :  the  two  wide  planks  were  cut  across,  so  as 
to  form  a  cavity  to  admit  the  ends  of  the  purlins,  the  parts 
of  the  planks  thus  separated  being  connected  together  by 
cast-iron  plates.  The  openings  thus  made  were  filled  in 
temporarily  with  wooden  blocks,  until  the  joiners  were  ready 
to  fi;  in  the  ends  of  the  purlins. 

The  strength  of  every  purlin  has  been  duly  calculated, 
according  to  its  relative  position  in  the  arch  ;  thus,  the  three 
uppermost  purlins,  having  the  greatest  strain  on  them,  are 
each  13J  inches  in  depth  by  4^  in  width  ;  while  the  four 
lower  purlins  on  each  side,  having  gradually  less  strain  to 
bear,  diminish  regularly  in  depth  to  9  inches,  all  having  the 
same  width  as  those  at  the  crown  ;  whereas,  the  lowest  one 
on  each  side  of  the  arch,  being  nearly  horizontal,  is  increased 
to  a  scantling  of  8  inclies  by  6^  inches. 

Between  each  pair  of  main  ribs  are  two  intermediate  ribs, 
or,  as  called  in  ordinary  roofing,  common  rafters,  4  inches 
deep  by  3  inches  wide.  On  the  top  of  these  are  gutter- 
boards,  in  two  thicknesses,  as  those  described  for  the  main 
ribs.  The  gutters,  each  5  inches  wide,  are  formed  by  two 
splayed  fillets,  let  into  and  nailed  securely  to  the  upper  side 
of  the  boards.  These  fillets  also  serve  as  abutments  for  the 
skylight  bars,  which  are  rather  larger  in  section  and  size,  as 
■those  for  the  skylights  in  other  parts  of  the  building.  Each 
bar  is  nailed  at  the  lower  end  to  the  fillet,  and  at  the  upper 
end  to  the  ridge-piece,  which  is  formed  of  three  pieces  of  fir, 
one  above  another,  the  lower  section  being  4  inches  wide  by 
1:^^  thick  ;  the  middle  piece,  3  inches  by  jf  ths  inch ;  and  the 
upper  piece,  2  inches  by  Ifths  inch,  the  latter  Laving  a  groove 
on  each  side  to  receive  the  glass.  The  three  thicknesses  are 
necessary,  in  order  to  suit  the  curvature  of  the  arch.  The 
lower  end  of  each  ridge-piece  is  carried  down  to,  and  rests 
on,  the  lead  flat.  Condensation-gutters  are  formed  in  this 
roof,  as  in  the  roofs  of  the  aisles  and  avenues,  but  by  a  differ- 
ent method.  A  sloping  fillet  is  nailed  on  to  each  side  of  the 
gutter-board,  and  continued  from  the  springing  of  the  arch 
on  one  side,  to  the  corresponding  point  on  Uie  other.  With 
a  view  to  retain  the  ridges  in  their  places,  wrought-iron  rods 
■  off  inch  diameter,  extend  from  the  purlins  to  the  under  side 
of  the  ridges.    In  order  thoroughly  to  carry  ofl  the  rain-water 


from  every  part  of  the  roof,  all  the  skylight  bars  are  fi.xed 
diagonally  from  the  ridge  to  the  gutter,  and  the  water  col- 
lected in  each  curved  gutter,  is  carried  into  a  sloping  trough 
at  bottom,  and  thus  discharged  on  to  the  lead  flat,  which  is 
sloped  towards  the  water-heads  at  tops  of  the  hollow  columns. 
Looking  at  the  roof  from  the  lead  flats,  the  whole  has  a 
herring-bone  appearance. 

Temporary  ladders,  fixed  to  suit  the  arched  roof,  were  used 
for  fixing  the  ridge-pieces,  skylight  bars.  &c. ;  but,  in  order 
to  facilitate  and  expedite  the  glazing  of  this  roof,  travelling 
scafiblds  were  used,  which  could  be  raised  and  lowered  at 
pleasure,  by  means  of  i-opes  and  pulleys,  and  by  the  power 
of  four  men  working  a  crab  engine,  placed  on  the  lead  flat 
contiguous.  Each  travelling  scaffold  is  formed  with  sides 
and  ends,  and  has  boxes,  in  convenient  positions,  for  the  glass, 
putty,  and  tools ;  the  whole  running  on  small  friction  rollers, 
suited  to  the  tops  of  the  ridge-pieces,  which  serve  as  rails  : 
without  such  a  contrivance,  the  glazing  of  the  roof  of  the 
transept  would  have  been  almost  an  endless  job. 

The  vertical  supports  for  the  roof  consist  of  cast-iron 
columns  placed  one  above  another  in  three  tiers,  sixteen  in 
each  tier  on  either  side.  Above  the  top  pier  are  fixed  the 
trussed  girders,  3  feet  in  depth,  spanning  from  column  to 
column,  which  are  each  24  feet  from  centre  to  centre  ;  and 
across  the  intersecting  lines  of  the  middle  arch,  are  two 
double  trussed  girders,  6  feet  in  depth,  and  corresponding 
in  length  with  three  spaces  of  24  feet  each  ;  except  under 
the  columns  of  the  south-east  angle  of  the  transept,  the  whole 
are  placed  on  broad  base  plates,  which  rest  on  concrete  foun- 
dations. In  the  exceptional  case,  the  foundation  consists  of 
a  solid  brick  pier,  built  in  cement.  At  the  top  of  e.ich  column 
which  supports  the  roof,  is  a  cast-iron  socket,  4  feet  4  inches 
in  height.  The  use  of  these  sockets  is  to  receive  what  may 
be  termed  the  vertical  legs  or  supports  of  the  ribs,  and  which 
form  parts  of  the  ribs  as  framed  together  on  the  ground.  In 
order  to  resist  the  lateral  thrust  of  the  roof,  a  strong  gangway, 
24  feet  wide,  is  formed  on  each  side  of  the  transept,  which 
may  be  considered  as  an  abutment,  being  constructed  of 
strongly-framed  and  braced  flooring,  supported  by  trussed 
girders.  The  main  ribs  have  their  bearing  immediately 
above  the  columns,  the  intermediate  ones  on  the  girders 
between  the  columns. 

The  following  is  a  description  of  a  system  of  construction 
in  roofs,  invented  by  M.  Laver,  architect  to  the  king  of 
Hanover.    It  is  also  applicable  to  bridges,  and  similar  works. 

This  new  principle  consists  in  a  combination  of  the  two 
principal  forces  of  materials — that  of  resistance  to  compression 
and  resistance  to  tension.  The  first  of  these  forces  has  been 
used  from  the  remotest  periods  in  the  construction  of  bridges, 
and  arches  in  general ;  the  second  has  been  more  lately 
employed — at  least  in  Europe — for  the  construction  of  sus- 
pension bridges  by  the  application  of  chains.  The  first 
requires  great  masses  of  materials  and  strong  abutments  ;  the 
second  requires  less  materials  than  the  first,  but  secure  fasten- 
ings, for  the  chains  are  frequently  obtained  with  difliculty. 
Very  sensible  vibrations  and  undulations  are  experienced 
where  this  last  mode  of  construction  is  employed. 

The  disposition  of  the  principal  parts  of  this  truss  is,  that 
of  two  segments  of  a  circle,  placed  with  the  concave  sides 
opposite  each  other,  and  tied  together  at  the  extremities,  being 
further  connected  together,  or  rather  kept  apart,  from  each 
other,  by  vertical  and  diagonal  struts.  Imagine  two  bows  so 
disposed  ;  it  will  be  perceived,  the  chain  a  k  g,  fastened 
at  the  extremities  of  the  upper  bow,  acts  with  the  positive 
force  of  tension,  which  the  strongest  materials  possess, 
varying  from  10  to  20,000  lbs.  for  every  square  inch  of 
I  the  transverse  section  of  the  several  kinds  of  wood  employed 


in  construction,  iind  from  20  to  100,000  lbs.  for  thcr  several 
metals. 

The  bow,  a  d  g,  by  its  resistance  to  compression,  serves  to 
prevent  the  chain,  a  k  g,  from  contracting  or  drawing  together 
the  extremities  a  and  g.  The  lower  bow  a  k  g,  acting  as  a 
chain,  prevents  the  upper  bow,  a  d  g,  from  pusliing  or  press- 
ing out  at  the  points  of  support.  The  vertical  and  diagonal 
struts  unite  in  a  firm  manner  the  two  bows,  and  the  two 
forces  thus  neutralized  form  a  complete  whole,  that  sustains 
itself,  and  can  neither  thrust  out  nor  draw  in. 

It  must  be  observed,  first,  that  the  strength  of  the  chains, 
which  act  in  a  similar  manner  to  that  of  suspension  bridges, 
depends  upon  the  depth  of  the  versed  sine,  and  that  the 
more  they  deflect  below  the  horizontal  line,  or  chord  of  the 
arc,  the  stronger  they  would  be  ;  secondly,  that  the  upper 
bow,  owing  to  the  elasticity  of  the  material,  mu<t  absolutely 
have  the  convex  form  ;  so  that,  when  any  great  sudden  weight 
is  thrown  on  it,  causing  the  lengthening  of  the  chains  by 
tension,  and  the  shortening  of  the  upper  bow  by  compression, 
the  upper  bow  may  not  be  reduced  to  a  horizontal  line,  a  n  g, 
beneath  which  it  could  no  longer  serve  by  resistance  to  the 
statical  equilibrium  of  the  construction  ;  thirdly,  that  the 
method  of  combining  the  extremities,  a  iind  g,  of  the  bows, 
must  depend  upon  the  materials  employed  :  for  instance,  in 
a  wooden  bridge,  the  notching  and  scarfing  at  the  joints  of 
the  ditlerent  pieces  of  wood  ought  to  be  calculated  and  exe- 
cuted to  the  force  which  they  have  the  power  of  resisting. 
The  rules  and  forms  most  applicable  to  these  joints  have  also 
been  proved  by  the  experiments  of  the  inventor. 

This  system  of  construction  is  applicable  to  roofs  and 
bridges  of  every  denomination,  such  as  draw  and  swing 
bridges,  but  especially  for  suspension  bridges,  where  the 
locality  on  either  side,  or  on  both,  does  not  admit  of 
secure  fastenings  for  the  chains.  For  covering  large  rooms, 
riding-schools,  and  other  openings  of  large  space,  it  is  par- 
tieularly  useful;  also  the  erection  of  scatfolding,  and  ladders 
of  large  dimensions,  and  to  the  stiffening  of  beams,  masts, 
and  supports  in  general. 

The  application  of  this  system  to  roofs  and  floors  of  large 
span,  is  extremely  economical  and  useful,  and  by  simple 
modifications  serves  for  the  covering  of  large  spaces,  with- 
out any  intermediate  points  of  support,  and  also  presents  this 
farther  advantage,  that  from  its  vertical  pressure,  it  requires 
no  other  support  than  walls  of  moderate  thickness.  When 
applied  to  floors,  bridging-joists  will  remedy  the  inequality 
of  the  surface  in  the  beam  itself.  In  roofs  of  larger  span,  the 
posts  may  be  continued  upwards,  so  as  to  receive  the  purlins, 
and  when  continued  downwards,  serve  to  hold  up  the  ceiling, 
whether  flat,  vaulted,  or  mixed. 

The  open  Gothic  roofs  of  the  middle  ages,  diflTering  as  they 
do  in  essential  matters  of  construction  from  those  at  present 
in  use,  ought  not  to  be  passed  over  in  silence.  In  many,  if 
not  the  majority  of  such  roofs,  tie-beams  were  altogether 
dispensed  with  ;  the  only  tie  between  the  principals,  to  pre- 
vent their  spreading,  consisting  of  a  collar-beam  placed  high 
up  in  the  roof.  So  much  care,  however,  to  prevent  spread- 
ing, in  these  roofs,  was  not  required  ;  for  the  principals  were 
laid  at  a  high  pilch,  and  therefore  had  not  so  much  tendency 
to  thrust  outwards,  as  a  roof  of  modern  construction  ;  beside 
which,  the  walls  were  built  of  very  great  thicknesses,  and 
wore  often  strcnglhened  bj'  massive  buttresses.  Sometimes, 
iu  lieu  of  a  collar-beam,  two  cross-braces  were  used  springing 
at  about  half  way  up  the  jirincipals,  and  intersecting  each 
other  in  their  course  upward  to  the  opposite  principal,  and 
occasionally  those  and  the  c<jllar-beam  were  employed  iu  the 
same  roof  ;  not  unfroquently  wo  fuid  the  collar  strutted  up 
from  the  rafters.     Sometimes  again,  the  principals  rest  on 


arched  beams  or  planks,  of  which  some  are  carried  down  the 
walls,  and  rest  on  corbels  projecting  from  them;  by  this 
means,  the  thrust  is  carried  down  lower,  and  you  gain  the 
advantage  of  the  weight  of  the  walls  above,  to  resist  it. 

Sometimes  tie-beams  are  used,  which  are  usually  of  large 
scantling,  and  have  the  upper  surface  sloped  upwards  to  the 
centre,  so  that  the  depth  there  is  greater  than  at  any  other 
part.  Occasionally,  upon  the  centre  of  the  tie-beam  is  placed 
a  post,  from  which  spring  branches  to  prop  up  the  collar 
beam,  and  sometimes  the  rafters  also.  This  post  must  not 
be  confounded  with  the  king-post  of  modern  roofs,  for  it  is 
not  used  to  hang  up  the  tie-beams,  but  rests  upon  the  tie- 
beams  to  support  the  upper  part  of  the  roof 

Such  were  the  most  usual  form  of  roofs  in  the  earlier 
Gothic  examples;  but  at  a  later  time,  when  the  pitch  of  the 
roof  was  lowered,  other  methods  were  adopted.  Sometimes, 
merely  a  horizontal  beam  was  thrown  across  the  upper  side, 
being  formed  into  two  inclined  planes  similar  to  the  tie-beams 
mentioned  above ;  at  others,  inclined  rafters  were  used  with 
their  ends  resting  upon  upright  posts,  placed  against  the  walls 
and  resting  on  projecting  corbels  at  a  distance  from  the  top 
of  the  walls,  the  rafters  being  connected  with  it  by  a  curved 
strut,  so  as  to  prevent  deflection  of  the  rafters  near  the  cen- 
tre. The  upright  posts  are  termed  pendant  posts,  and  the 
struts  arc  often  cut  out  of  thick  planking,  so  forming  solid 
spandrels. 

Frequently  a  horizontal  beam  is  laid  across  the  roof  on  top 
of  the  pendant  posts,  supported  by  curved  struts  as  before, 
and  above  this,  rafters  are  introduced,  strutted  up  in  the 
centre  from  the  horizontal  beam.  Where  the  pitch  is  some- 
what higher  than  usual,  inclined  struts  are  added  to  the  cen- 
tral strut,  so  as  to  divide  the  bearings  of  the  rafters.  This 
kind  of  roof  is  very  similar  in  appearance  to  a  king-post  truss, 
but  this  is  not  the  case ;  that  which  has  the  appearance  of 
the  king-post,  not  being  employed  to  suspend  the  tie-beam, 
but  to  support  the  ratters. 

The  hammer-beam  roofs  so  common  in  halls  of  the  15th 
and  16th  centuries,  are  of  a  diflferent  description  to  any  of 
the  above.  They  are  usually  of  a  high  pitch,  and  of  con- 
siderable span,  and  often  bear  evidence  of  very  great  skill  in 
construction  :  a  simple  roof  of  the  kind,  consists  of  two  prin- 
cijials  connected  by  a  collar-beam,  and  resting  on  the  ends  of 
two  hammer-beams,  which  project  horizontally  from  the  wall 
and  carry  two  queen-posts.  The  queen-posts  aivd  the  collar- 
beam  are  usually  connected  by  a  curved  brace,  as  are  also 
sometimes  the  hammer-beams  with  pendant  posts.  Of  such 
roofs,  the  most  remaikable  are  those  of  Hampton  Court  and 
Westminster  Hall. 

The  roof  of  the  great  hall,  Hampton  Court,  consists  of 
principals  which  fall  short  of  the  apex,  and  are  secured  to  a 
collar  or  straining-beam  at  their  upper  extremities,  which  is 
supported  by  three  vertical  posts  resting  on  a  lower  collar- 
beam,  at  about  halfway  down  the  princip.als.  Under  the 
lower  cud  of  the  principals,  and  resting  on  the  top  of  the 
walls,  is  a  hammer-beam  projecting  out  about  a  quarter  of 
the  entire  space,  and  supported  at  its  inner  extremity  by  a 
curved  brace,  which  rests  upon  a  pendant  post,  and  this  again 
upon  a  corbel  projecting  from  the  wall.  The  hammer-beam 
carries  two  uprights,  one  of  which  supports  the  principal 
rafters,  and  the  other  the  lower  collar,  which  is  still  further 
supported  at  its  centre  by  a  curved  brace,  which  rests  upon 
the  extremity  of  the  hammer-beam.  A  couple  of  inclined 
rafters  springing  from  the  tup  of  the  principals,  meet  at  an 
apex  over  the  centre  of  the  roof,  where  they  are  supported 
by  a  strut  resting  on    the  collar-beam. 

The  roof  of  Westminster  Hall  has  always  been  much 
admired  ;  and  to  its  great  height  and  extensive  dimensions, 


must  be  attributed  much  of  the  grandeur  of  the  building. 
It  is,  indeed,  impossible  to  enter  this  magnificent  room,  witli- 
oiit  being  struck  with  admiration.  An  uninterrupted  open 
space,  nearly  equal  to  the  size  of  a  large  cathedral  church,  is 
presented  in  one  view,  and  the  scientific  spectator,  gazing 
with  delight  on  its  lofty  roof,  admires  the  elaborate  and 
artist-like  arrangement  of  its  timbers.  These  serving  at 
once  the  purposes  of  utility  and  decoration,  and  uniting  the 
apparently  opposite  qualities  of  massive  solidity  and  airy 
lightness. 

The  angle  of  the  roof  is  formed  on  what  country  workmen 
still  term  common  pitch,  the  length  of  the  rafters  being  about 
three-fourths  of  the  entire  span.  The  cutting  olTthe  girders, 
or  tie-beams,  which,  crossing  from  wall  to  wall  in  common 
roofs,  restrain  all  lateral  expansion,  was  the  first  circumstance 
peculiar  to  this  construction.  To  provide  against  lateral 
pressure,  we  find  trusses,  or  principals,  as  they  are  technically 
designated,  raised  at  the  distances  of  about  eighteen  feet 
throughout  the  whole  length  of  the  building.  These  trusses 
abut  against  the  solid  parts  of  the  walls  between  the  win- 
dows, which  are  strengthened  in  those  parts  by  arch-butresses 
on  the  outside.  Every  truss  comprehends  one  large  arch, 
springing  from  corbels  of  stone,  which  project  from  the  walls 
at  twenty-one  feet  below  the  base-line  of  the  roof,  and  at 
nearly  the  same  height  from  the  floor.  The  ribs  forming 
this  arch,  are  framed  at  its  crown  into  a  collar-beam,  which 
connects  the  rafters  in  the  middle  of  their  length.  A  smaller 
arch  is  turned  within  this  large  one,  springing  from  the 
hammer-beam  which  is  level  with  the  base-line  of  the  roof, 
and  supported  by  two  brackets  or  half-arches,  issuing  from 
the  springers  of  the  main  arch.  By  this  construction  of  ihe 
trusses,  each  one  acts  like  an  arch,  and  by  placing  these 
springers  so  far  below  the  top  of  the  walls,  a  more  firm 
abutment  is  obtained.  The  main  arched  rib  is  constructed 
of  three  thicknesses,  somewhat  after  the  principle  of  Philibert 
de  Lome.  From  the  extremity  of  the  hammer-beam  rises 
a  vertical  post  which  supports  the  end  of  the  collar-beam 
already  alluded  to,  and  this  again,  by  means  of  two  other 
cubical  posts,  supports  a  second  collar-beam,  and  a  central  or 
king-post. 

Of  late  years,  many  roofs  have  been  constructed  of  iron, 
a  material  which  at  first  began  to  be  introduced  for  particular 
members,  such  as  tie  and  suspension-rods,  but  afterwards 
became  employed  for  the  entire  truss,  and  sometimes  for  the 
covering  likewise.  Iron  roofs  are  for  the  most  part  of  similar 
construction  to  those  already  described  of  timber,  those 
members  which  are  subjected  to  tension,  such  as  ties  and 
suspending  rods,  being  of  wrought-iron  rods,  and  those  which 
suffer  compression,  such  as  principals  and  stmts,  of  cast-iron. 
Such  roofs  have  been  very  extensively  employed  in  railway 
works,  for  the  covering  of  passenger  and  engine  sheds,  and 
such  like. 

The  roof  of  the  passengers'  arrival  and  departure  shed  at 
Euston  Grove  has  a  very  light  and  elegant  appearance ;  it  is 
constructed  principally  of  wrought-iron,  the  bressumers, 
columns,  and  gutters,  only  being  of  cast-iron.  The  entire 
■width  is  80  feet,  formed  in  two  spans  of  40  feet  each,  a  row 
of  iron  columns  and  bressumers  supporting  the  rafters  in  the 
centre  and  outside,  and  on  the  opposite  side  by  iron  corbels 
built  in  the  wall,  and  further  secured  thereto  by  strong  bolts 
and  nuts;  the  rafters  are  six  feet  eight  inches  apart,  and  are 
of  wrought  iron,  in  form  of  the  letter  T  ;  the  slate  battons, 
as  they  may  be  called,  are  of  angle-iron,  firmly  riveted  to  the 
back  of  the  rafters,  at  such  a  distance  as  the  slates  require, 
and  to  which  they  are  secured  by  strips  of  copper.  The  roof 
is  firmly  tied  from  side  to  side  by  a  tension-r>)d  of  one  inch 
and  a  quarter  diameter,  to  each  pair  of  rafters,  and  is  further 


supported  and  braced  by  struts  of  T  iron  and  suspension-rods, 
with  nuts  and  screws  to  adjust  their  length.  The  entire 
length  of  the  roof  is  200  feet ;  the  gutters  are  cast  in  lengths 
of  10  feet  each,  joined  together  by  flanges  and  bolts,  and  so 
fixed  as  to  form  an  incline  towards  each  column,  which,  being 
cast  hollow,  and  having  a  pipe  connected  with  a  drain,  they 
form  a  convenient  and  easy  conveyance  for  rain  from  the 
roof. 

The  truss  consists  of  two  principals — a  tie-beam,  which  is 
sustained  by  three  susponding-rods  and  four  struts,  two  on 
either  side ;  one  from  the  head  of  the  central  suspending- 
rod  to  the  foot  of  the  outer  one,  and  another  thence  to  the 
principal. 

The  roof  of  the  locomotive  engine-house  at  Camden  Town 
is  of  very  similar  construction  to  the  one  above  described  : 
the  rafters  are  of  T  iron,  and  the  slates  are  supported  by 
angle-iron  riveted  to  the  rafters.  There  are  cast-iron  chairs 
secured  down  to  a  stone  coping  on  the  walls,  and  from  which 
the  rafters  spring ;  each  pair  of  rafters  is  tied  by  means 
of  a  tension-rod,  and  otherwise  supported  and  braced  by 
struts  of  T  iron,  and  suspension-rods  of  round  iron,  which 
make  the  whole  very  firm,  and  gives  it  a  light  and  pleasing 
appearance. 

Both  these  roofs  were  manufactured  and  erected  by 
Messrs.  Cubit,  of  Gray's  Inn  Road,  under  the  direction  of 
C.  Fox,  Esq.,  now  resident  engineer  to  the  Company. 

Of  the  numerous  roofs  of  this  material  which  have  been 
erected  over  railway  works,  the  following  examples  will  give 
some  of  the  principal  varieties.  The  first,  for  a  roof  30  feet 
span,  consists  of  two  principals,  with  tie-rod,  which  is  sus- 
pended at  two  points,  by  two  oblique  rods  meeting  at  the 
apex,  by  which  means  the  king-rod  is  dispensed  with.  At 
the  meeting  of  the  suspension-rods  with  the  tie-rod,  a  strut 
branches  out  at  right  angles  to  the  principal,  which  it  meets 
at  halfway.  The  rafters  and  rods  are  connected  at  the  ridge 
in  a  separate  casting,  or  the  two  ends  of  the  rafters  may  be  cast 
to  half  lap  over  each  other,  and  the  rods  secured  by  wrought 
pins  and  nuts. 

The  rafters  are  of  cast-iron  of  the  H  section,  the  dimen- 
sions of  the  lower  table  or  flange  being,  in  the  centre  of  the 
length,  3J  inches  wide,  and  at  the  two  extremities,  1^  inch, 
with  a  thickness  of  J  inch  ;  and  those  of  the  upper  table  2J 
inches  throughout  the  entire  length,  and  f  inch  thick.  The 
depth  is  the  same  throughout,  being  4|  inches. 

The  tension-rods  are  1  inch  round  at  the  outer  ends,  and 
f  inch  midway  ;  and  the  oblique  suspension-rods  f  inch  round 
throughout. 

The  second  example  for  the  same  span  consists  of  two 
principals  and  tie-rod,  which  is  suspended  at  three  points  by 
a  king-rod  and  two  queen-rods,  dividing  the  bearings  into 
three  equal  parts  :  struts  rise  from  the  foot  of  the  king-rod 
to  the  heads  of  the  queen-rods. 

The  rafters  are  formed  of  two  parallel  bars,  3  inches  by 
^  inch,  having  a  wooden  rib  1^  inch  thick  between  them. 
The  struts  are  of  T  iron,  2^  inches  wide  over  the  top 
table,  and  f  inch  thick ;  rib  2^  inches  deep,  and  ^  inch  in 
thickness. 

The  tension  rod  is  1|  inch  round,  the  king-rod  f  inch,  and 
the  queen-rods  f  inch  round. 

The  timber  between  the  bars  in  the  rafters  serves  to  fix 
battens  for  the  covering. 

The  third  example  is  for  a  roof  35  feet  wide,  constructed 
wholly  of  malleable  iron.  It  consists  of  rafters  and  tie-rod, 
suspended  at  three  points  by  king-rod  and  qneen-rods,  with 
struts  from  the  bottom  of  the  king-rod  to  the  top  of  the 
queen-rods,  and  from  the  foot  of  the  latter  to  the  ratters. 

The  rafters  and  struts  are  of  T  iron,  the  rafters  being  2^^ 


ROO 


388 


ROO 


inches,  and  the  struts  2  inches,  deep  ;  the  rib  in  both  cases 
being  f  inch,  and  the  top  table  ^  inch  in  thickness. 

The  tie  rods  a  o  1  inch  round,  the  king-rod  f  inch,  and 
the  queen-rod  ^  inoli. 

The  fourth  example  is  for  a  span  of  CO  feet,  and  consists 
of  rafters  and  tie-rod,  suspended  at  five  points  by  a  iving  and 
four  queen-rods,  two  on  either  side.  The  four  struts  spring 
from  the  feet  of  tiie  inner  suspension-rod  to  the  head  of  the 
outer. 

The  rafters  are  formed  in  the  same  manner  as  in  the  second 
example,  of  two  parallel  plates  of  bar-iron,  with  plank 
between  ;  the  scantlings  are,  however,  somewhat  heavier,  the 
depth  of  the  bar-iron  being  4  inches,  and  its  thickness  -j^j^. 
The  struts  are  of  T  iron,  the  top  table  being  3  inches  wide 
and  ^  inch  deep,  and  the  rib  3^  inches  deep  and  f  thick. 

The  tension-rod  is  of  round  iron,  and  is,  from  the  extremity 
to  the  first  suspension-rod,  1^  inch  thick,  thence  to  the  second 
rod  If  inch,  and  thence  to  the  king-rod  1:^^  inch.  The  king-rod 
is  1 J  inch  round,  the  intermediate  f  inch,  and  the  outermost 
^  inch.  The  fifth  example  is  for  the  same  span,  and  consists 
of  rafters  and  tension-rod,  suspended  at  five  points  Ijy  king- 
rod  and  four  queen-rods,  placed  closer  together  than  in  the 
last  example.  There  are  six  struts  placed  as  above,  but  the 
last  on  either  side  buts  against  the  rafter  where  there  is  no 
queen-rod. 

The  entire  roof  is  of  malleable  iron,  the  rafters  of  the  T- 
form  measuring  3  inches  across  the  top  table,  which  isf  inch 
thick,  and  3J  inches  in  the  depth  of  the  rib,  which  is  ^  inch 
in  thickness.  The  struts  are  also  of  T  iron,  the  inner  ones 
being  2J  inches  wide  over  the  top  table,  which  is  f  inch  thick, 
and  3^  inches  in  the  depth  of  the  rib,  which  is  ^  inch 
thick.  The  outer  struts  are  2  j  inches  wide  over  the  top  table, 
and  2^  inches  in  the  depth  of  the  rib,  the  former  being  f  inch 
thick,  and  the  latter  J  inch. 

The  tension-rods  are  If-  inch  round  near  the  springing,  1  j 
inch  in  the  middle,  and  1^  near  the  king-rod. 

In  all  such  roofs,  it  is  necessary  to  strengthen  them  with 
iron  tie-rods,  passing  obliquely  from  the  springing  to  the 
ridge  across  one  b.iy,  and  secured  on  the  under  side  of  the 
purlins.  The  distance  between  the  principals  varies  from  5 
to  7-  feet. 

The  roof  over  the  Museum  of  Practical  Geology,  Picca- 
dilly, of  which  Mr.  Pennethorne  was  architect,  is  entirely  of 
cast-iron,  which  is  somewhat  ditferently  applied  to  any 
instance  we  have  alluded  to.  The  total  width  of  the  building 
is  07  feet,  but  there  is  an  intermediate  bearing  on  either  side 
G  feet  from  the  external  wall,  thus  making  the  clear  width  of 
the  roof  55  feet.  Each  rib  is  composed  of  five  separate  pieces 
or  girders,  securely  bolted  together  at  the  ends ;  the  first 
piece,  one  end  of  which  rests  upon  the  wall,  and  the  other  on 
the  intermediate  bearing,  is  of  a  triangular  fjrm,  with  a  per- 
forated  spandrel ;  the  lower  side  is  horizontal,  resting  upon 
the  supports,  the  upper  taking  the  slope  of  the  roof,  and  the 
inner  one  springing  from  the  inner  support,  with  a  curve  of 

5  feet  radius,  to  range  with  the  curvature  of  the  other  part 
of  the  roof,  the  radius  of  which  is  48  feet.  This  girder  is  1 
foot  6  inches  in  depth,  with  a  rib  on  either  side  in  the  centre. 
The  next  girder  is  of  the  same  depth  throughout,  viz.  1  foot 

6  inches,  and  In  the  cross  section  has  a  rib  in  the  centre,  and 
one  of  less  projection  at  the  lower  edge ;  this  portion  is 
covered  with  slate  slabs,  J  inch  thick.  The  central  girder 
differs  from  the  rest,  being  2  feet  in  depth,  with  a  tlanche  at 
top  and  bottom,  the  girder  between  being  perforated  for  the 
sake  of  diminishing  the  weight ;  this  portion  is  covered  with 
glass.  Each  of  the  girders  have  alnitment  plates  at  the  end, 
by  means  uf  which  they  are  bolted  together.  The  total  rise 
or  versed  sine  of  the  roof  is  about  12  feet. 


The  roof  over  the  palm-house,  Kew  Gardens,  is  also  worthy 
of  description,  on  account  of  Its  exceedingly  light  and  elegant 
appearance.  The  total  length  of  this  house  Is  3(i2  feet  6 
inches  in  the  clear,  the  central  portion  measuring  137  feet 
6  inches  long,  and  100  feet  wide,  by  03  feet  high  In  the  clear, 
exclusive  of  the  lantern,  which  is  0  feet.  The  wings  are 
each  112  feet  0  inches  long,  and  50  feet  wide,  and  27  feet 
high  from  the  floor  to  the  bottom  of  the  lantern.  The  roof 
is  in  this  case  entirely  of  wrought-lron,  the  main  ribs  being 
formed  of  9  Inch  deck-beam  iron  of  circular  section,  hollow 
at  the  core,  with  four  double  flanges  at  right  angles  to 
each  other.  These  ribs  are  obtained  in  lengths  of  about 
12  feet,  and  are  welded  together  to  the  required  length, 
about  42  feet,  aud  then  bent  upon  a  template  to  the  requisite 
curvature. 

The  roof  of  the  wings  is  of  a  single  span,  the  rib  being 
curved  of  a  semicircular  form,  the  extremities  of  which  spring 
from  the  ground  on  either  side  of  the  plan,  and  foot  into  a 
solid  block  of  granite,  upon  a  concrete  foundation.  In  the 
main  or  central  building  this  semicircle  Is  divided  into  two 
quadrants,  which  cover  the  aisles  of  this  compartment,  the 
lower  ends  being  bedded  upon  granite,  as  above,  and  the 
upper  ends  into  the  tops  of  strong  cast-iron  columns  which 
divide  the  width  of  this  portion  of  the  building  into  three 
aisles.  From  the  top  of  the  same  columns  springs  a  circular 
rib,  similar  to  that  in  the  wings,  which  is  again  surmounted 
by  a  lantern  6  feet  in  height.  From  the  top  of  the  columns 
brackets  project,  which  on  one  side  carry  a  gallery,  running 
round  the  bottom  of  the  upper  roof,  and  on  the  other  side 
serve  to  assist  in  the  strengthening  of  the  ribs.  The  column 
heads  are  connected  by  a  continuous  curb  of  similar  scantling 
to  the  ribs,  and  the  whole  of  the  ribs  are  braced  together  and 
strutted  by  wrought-lron  tie-rods,  passing  through  east-iron 
tubes,  which  act  as  purlins.  These  purlins  are  formed  of  a 
round  bar  1|^  inch  In  thickness,  welded  in  long  lengths,  and 
passing  through  the  ribs,  so  as  to  form  a  continuous  tension- 
rod  all  round  the  house  at  each  purlin,  with  means  of  strain- 
ing them  as  tight  as  possible.  This  tension- bar  is  covered 
or  enclosed  in  a  tubular  bar  of  wrought-irou,  exactly  fitting 
between  the  ribs,  and  acting  as  distance-pieces  In  opposition 
to  the  strain  of  the  tension-rods  :  thus  Is  the  entire  structure 
compacted  together.  The  distance  between  the  main  ribs  is 
12  feet  0  inches,  and  between  the  purlins  9  or  10  feet.  This 
is  in  every  respect  a  very  elegant  roof,  and  astonishingly  light 
for  so  great  a  span. 

The  iron  roof  erected  over  the  railway  station  at  Lime- 
street  Liverpool,  is  of  great  span,  and  of  novel  and  ingenious 
construction.  The  area  roofed  over  in  one  span  extends 
from  the  fii^ade  in  LIrae-street  to  the  viaduct  over  which 
Ilotham  -  street  passes,  and  from  the  inner  faces  of  the 
receiving  ofiices  to  about  the  middle  of  the  old  parcel  offices 
on  the  opposite  side  ;  thus  making  the  extreme  length  374 
feet  and  the  breadth  153  feet  0  Inches.  The  roof  consists 
of  a  scries  of  segmental  principals,  or  girders,  fixed  at  inter- 
vals of  21  feet  0  Inches  from  centre  to  centre:  these  are 
supported  on  one  side  upon  the  walls  of  the  ofiices,  as  far  as 
they  extend,  and  thence  to  the  viaduct,  a  distance  of  GO  feet 
4  inches,  upon  a  box-beam  of  wrought-lron,  whilst  on  the 
other  side  they  rest  on  cast  Iron  columns.  The  principals 
are  trussed  vertically  by  a  series  of  radiating  struts,  which 
arc  made  to  act  upon  them  by  straining  the  tie-rods  and 
diagonal  braces  ;  they  are  trussed  laterally  by  purlins  placed 
over  the  radiating  struts,  and  intermediately  between  them, 
as  well  as  by  diagonal  bracing,  extending  from  the  bottom  of 
the  radiating  struts  to  the  top  of  the  corresponding  struts  In 
the  adjoining  principal.  These  diagonal  braces  are  connected 
with  Unking  plates,  by  a  bar  of  the  same  scantling,  and  also 


wilh  the  purlins  already  referred  to.  The  curved  ribs  are 
thus  firmly  drawn  together  and  attached  to  one  another,  and 
a  rigid  framework  is  formed,  upon  which  the  covering  of 
corrugated  iron  and  glass  is  laid. 

Each  principal  girder  is  composed  of  a  wrought-iron  deck- 
beam,  9  inches  in  depth,  with  a  plate  10  inciits  wide  and  ^ 
inch  thick,  riveted  on  the  top.  The  upper  flange  of  the  deck- 
beam  is  4^  inches  wide  and  J  inch  thick;  the  lower  flange  3 
inches  wide  and  one  thick :  the  web  is  about  |-  inch  thick. 
This  curved  rib  is  formed  of  seven  pieces  connected  with  each 
other  at  the  points  where  the  radiating  struts  are  attached, 
by  means  of  plates  riveted  on  both  sides :  these  plates  are 
6  feet  lonsi,  7  inches  broad,  and  tit  inch  thick.  The  beam  is 
also  strengthened  at  thci  haunches,  for  a  distance  of  27  feet 
from  the  springing,  by  plates  7  inches  broad  and  ^  inch  thick, 
fastened  by  rivets. 

There  are  G  radiating  struts  in  each  rib,  varying  in  length 
from  t!  teet  to  12  feet,  the  length  increasing  from  tlie 
springing  to  the  centre.  They  are  similar  in  section  to  the 
principals,  but  are  only  7  inches  in  depth,  being  attached  to 
them,  and  to  the  tie-rods,  by  means  of  wrought-iron  linking- 
plates.  The  top  of  the  strut  is  made  to  touch  the  under  side 
of  the  principal,  in  which  position  it  is  clasped  by  linking- 
plates,  and  secured  by  a  bolt  1^  inch  in  diameter. 

The  tie-rods  in  each  rib  are  composed  of  three  lines  of 
rods  between  the  two  extreme  radiating  struts,  and  from 
these  struts  to  the  extremities  of  the  principals  they  are  in 
two  lines,  the  sectional  area  in  each  case  being  the  same,  viz. 
65  square  inches.  The  ends  of  the  tie-rods,  which  are  pre- 
pared with  eyes  to  receive  the  bolts,  are  placed  side  by  side 
between  the  linking  plates,  attached  to  the  struts,  and  a  bolt 
is  then  passed  through  them :  it  will  thus  be  evident,  that  if 
any  elongation  takes  place  in  the  ties,  the  struts  will  be  acted 
upon. 

The  diagonal  braces  extend  from  the  bottom  of  each  strut 
to  the  top  of  one  next  towards  the  springing ;  they  hold  the 
struts  tight  up  against  the  principal,  and  at  the  same  time 
assist  the  tie-rods  in  their  duty.  These  braces  are  formed 
of  round-iron,  If  inch  in  diameter,  secured  at  top  by  bolts 
passing  through  the  linking-plates,  and  at  bottom  by  wedges, 
so  as  to  give  an  opportunity  of  tightening  them  up  if 
required. 

Each  compartment  of  principals  is  thus  separately  trussed 
and  tied,  and  the  whole  made  fast  at  the  extremities  by 
passing  a  strap  or  stirrup  iron  round  the  back  of  a  metal 
chair,  in  which  each  end  of  the  girder  rests,  and  to  which  it 
is  bolted  at  the  side ;  the  jaws  of  this  stirrup-iron  are  attached 
to  the  extremities  of  the  rods  by  wedges. 

The  ends  of  the  principals  are  fixed  in  cast-iron  chains 
resting  on  one  side  of  a  metal  pillar,  and  on  the  other  on  the 
wall,  or  upon  the  box-beam  ;  those  upon  the  pillars  are  cast 
upon  the  upper  cap,  and  those  upon  the  wall  and  box-girder 
rest  upon  two  rollers,  which  can  travel  a  space  of  3  inches 
upon  a  metal  plate,  so  as  to  admit  of  expansion  and 
contraction. 

The  purlins  are  each  formed  by  a  combination  of  three 
T  irons,  the  centre  T  iron  running  straight  from  principal 
to  principal,  and  those  at  the  sides  branching  oflf  at  5  feet 
from  each  end,  so  as  to  strut  the  girder  in  three  points.  The 
purlins  are  secured  to  the  deck-beanr  by  angle  plates,  fixed 
on  both  sides,  one  limb  being  fixed  to  the  blade  of  the  purlin, 
and  the  other  to  the  deck-beam. 

In  addition  to  the  lateral  trussing  which  the  ribs  receive 
from  these  purlins,  diagonal  braces  are  fixed  between  each 
two  corresponding  struts,  connected  at  the  top  with  the  pur- 
lins, and  at  bottom  with  the  linking-plates,  by  bars  of  their 
own  scantling ;  thus  the  ribs  are  all  braced  together,  and 
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a  firm   and   rigid   mass  of  framing,  formed   to  carry   the 
covering. 

The  box-beam,  upon  which  a  portion  of  one  side  of  the 
roof  is  supported,  is  63  feet  4  inches  long ;  3  feet  2  inches 
deep  at  the  ends ;  and  2  feet  0  inches  at  the  centre,  the 
versed  sine  being  8- inches.  The  upper  chamber  is  20  inches 
wide,  and  8  inches  deep,  and  the  body  is  13f  inches  wide, 
by  1  foot  10  inches  deep.  The  bottom,  19f  inches  wide,  is 
formed  of  two  rows  of  plates,  ^ths  inch  thick  in  the  mid- 
dle, and  y*gths  at  the  ends.  Ihe  thickness  of  all  the  other 
plates  is  j^g-ths  inch.  On  the  opposite  side  of  the  roof,  17  cast- 
iron  columns,  21  feet  0  inches  apart,  serve  to  support  the  ribs. 
The  columns  are  19  feet  high  from  the  base  to  the  cap,  and 
4  feet  3  inches  from  the  cap  to  the  metal  chair.  At  the 
bottom  they  are  fastened  into  stones  of  5  tons  weight  each, 
at  3  feet  below  the  base.  The  roof  is  covered  with  galva- 
nized corrugated  wrought-iron  and  rough  plate-glass.  The 
total  cost  was  £15,000. 

A  patent  was  taken  out  recently  by  Mr.  Nasmyth,  for 
improvements  in  the  construction  of  fire -proof  flooring 
and  roofing. 

These  improvements  consist  in  constructing  floors  and  roofs 
of  iron  plates,  which  are  bent  into  the  form  of  a  segment  of 
a  circle,  or  into  a  conical,  polygonal,  or  other  shape,  by  the 
ordinary  plate-bending  machinery,  or  by  any  other  suitable 
means.  These  bent  plates  are  supported  on  chord  plates,  or 
tension-bars  which  have  their  ends  bent  upwards,  whereby 
the  plates  are  retained  in  their  curved  position,  when  sub- 
jected  to  pressure.  The  ends  of  the  chords  rest  upon  flanges 
of  cast  or  wrought-iron  girders,  above  which  are  cast  or 
riveted  knee-pieces,  which  prevent  the  bent  ends  of  the 
chords  from  springing;  or,  instead  of  iron-plates,  angle, 
or  T  iron,  bent  into  the  required  shape,  and  supported  upon 
chords  resting  upon  the  flanges  of  girders,  may  be  employed. 
Over  these  curved  ribs,  iron-plates  are  bent,  with  their  ends 
placed  underneath  the  bent-up  ends  of  the  chords.  The 
spaces  above  the  iron-plates  are  filled  up,  to  form  the  floor- 
ing with  Portland  cement,  mixed  with  broken  bricks  and 
other  suitable  materials.  The  improved  girders  are  formed 
by  bolting  iron  plates  to  the  sides  and  tops  of  stone  arches 
and  chords  combined  as  before.  The  side  plates  are  made 
with  flanges  to  support  the  arches  and  chords  which  form 
the  joists,  and  have  also  knee-pieces  bolted  to  them  to  pre- 
vent the  chords  from  springing,  when  the  arch  is  subjected 
to  pressure.  The  arches  and  chords  may  be  made  of  one 
piece  each,  or  may  be  made  of  several  pieces,  and  bolted  or 
riveted  together. 

Allusion  has  been  made  in  a  previous  column,  to  the  various 
materials  used  for  the  covering  of  roofs,  with  reference  to 
the  dilferent  degrees  of  inclination  suitable  for  them.  Thatched 
roofs  have  been  considered  by  some  to  maintain  the  most 
equable  temperature  in  the  buildings  covered  by  them; 
keeping  out  alike  the  extreme  heat  of  summer,  and  cold  of 
winter.  They  are  objectionable  on  account  of  their  harbour- 
ing vermin,  being  easily  damaged  by  wind,  and  dangerously 
combustible.  The  frequent  repairs  required,  make  thatch 
also  an  expensive  material.  Besides  straw,  reeds  and  heath 
are  sometimes  used  for  thatching,  and  possess  the  adavntage 
of  greater  durability.  Tiles  admit  heat  and  moisture  more 
than  good  slates.  Pantiles  having  no  holes  for  nailing 
through,  are  simply  hung  by  ledges,  upon  laths  nailed  to  the 
rafters.  Plain  tiles,  laid  in  mortar,  and  overlapping  so  as 
to  be  double  thickness  everywhere,  make  a  very  good,  though 
heavy  covering.  Tiles  of  a  peculiar  form,  called  hip-tiles,  are 
used  for  covering  salient  angles  ;  and  gutter-tiles,  which  are 
similar  to  them,  but  placed  with  the  concave  side  upwards, 
in  the  valleys  or  receding  angles.     Slates  are  laid  in  various 


■ways.  They  aro  sometimes  nailed  down  on  across  boarding  : 
or  if  large,  on  battens,  or  pieces  of  wood  from  two  and  a  half 
to  three  inches  wide,  and  three-quarters  of  an  inch  to  an  inch 
thick,  which  aro  nailed  to  the  rafters  at  intervals  regulated 
by  the  length  of  the  slates.  Lozenge-shaped  slating  is  occa- 
sionally used,  and  has  an  ornamental  appearance,  but  is 
easily  injured,  as  there  is  but  one  nail  through  each  slate.  It 
is  always  laid  on  boarding.  For  what  is  called  patent  slating, 
the  best  large  slates  are  selected,  and  fixed  without  cither 
boarding  or  battening,  the  common  rafters  being  placed  at 
such  a  width  as  to  come  under  the  joints.  The  slates  are 
screwed  down,  the  courses  over-lapping  about  two  inches. 
The  meeting-joints  are  covered  by  fillets  of  slate,  about  three 
inches  wide,  .set  in  putty,  and  screwed  down;  and  the  hips 
and  ridges  are  sometimes  covered  in  the  same  manner,  though 
it  is  best,  in  all  such  cases,  to  use  lead.  Patent  slating, 
when  well  executed,  is  water-tight,  with  as  low  a  slope  as 
one  in  six.  In  some  districts,  lamin;o  of  stone  are  used  in 
lieu  of  slates  or  tiles.  Shingles,  which  are  like  slates,  but 
made  of  wood,  were  formerly  much  used  in  covering  pyra- 
midal steeples,  and  in  roofs  of  steep  pitch.  They  are  still 
used  in  the  United  States,  and  are  usually  laid  on  boarding, 
in  a  similar  manner  to  common  slates. 

Sheets  of  metal  are  very  convenient  for  covering  domes, 
and  curved  angular  surfaces  generally,  and  also  for  flat 
roofs,  or  such  as  have  too  little  slope  for  slating.  Lead  is 
the  most  common  material  for  such  purposes,  though  copper, 
iron,  tinned-iron,  and  recently  zinc,  are  also  used.  Lead 
terraces,  or  flats,  are  commonly  laid  on  boarding  or  plaster. 
The  joints  are  sometimes  soldered,  but  the  most  approved 
method  is  to  roll  or  wrap  the  edges  into  each  other,  making 
allowance  for  expansion  and  contractio*  A  fall  of  a  quarter 
of  an  inch  in  a  foot,  is  sufficient  for  surfaces  covered  with 
sheet  metal. 

The  weight  of  lead  is  somewhat  against  its  use  for  roof- 
covering;  it  is  used  in  sheets  weighing  from  4  lbs.  to  8  lbs. 
per  foot  super.  '  Copper  is  much  lighter,  and  is  used  in 
sheets  weighing  about  1  lb.  per  foot  super,  but  its  expensive- 
ness  precludes  its  adoption  for  general  purposes.  Zinc  is 
much  lighter  than  lead,  weighing  from  12  to  20  ounces  per 
foot  super  ;  and  of  late  has  been  very  widely  employed  on 
this  account,  as  well  as  because  of  its  cheapness  ;  it  forms  a 
very  useful  covering.  Iron  galvanized,  or  coated  with  zinc, 
has  also  been  very  extensively  used  for  this  purpose,  for 
which  it  is  also  well  adapted.  Sometimes  it  is  corrugated, 
by  which  it  is  considerably  strengthened,  and  thus  some  of 
the  strength  of  the  roof  itself  may  be  dispensed  with,  espe- 
cially in  small  spans,  where  curved  roofs  of  corrugated  iron 
may  be  safely  employed.  Tiles  of  this  material  also,  are 
sometimes  used ;  they  aro  treated  much  in  the  same  way  as 
common  tiles,  being  simply  nailed  to  battens  or  boarding. 
The  following  table,  giving  the  weight  per  square  of  100  feet 
for  different  kinds  of  roof-covering,  may  prove  serviceable  : — 

Cwt8. 

Plain  tiles 18 

Pantiles 9\ 

Slating 7 

Lead  at  7  lbs.  to  foot  super     .     .     .     CJ 

Corrugated  iron 2 

Copper  or  zinc  at  16  ounces  to  ditto.     1 

Having  now  given  a  description  of  the  several  varieties  of 
roofs  covering  a  square  or  rectangular  plan,  it  may  not  be 
improper  to  give  a  few  examples  of  domes,  and  show  how 
they  may  be  constructed  under  various  circumstances.  If 
the  dome  to  be  constructed  be  on  a  circular  plan,  with  no 
lantern  above,  the  ribs  may  be  built  in  the  following  manner. 


with  planks  of  convenient  lengths,  in  three  or  more  thick- 
nesscs.  Having  ascertained  the  length  of  the  ribs,  and  the 
number  of  pieces  in  that  length,  and  having  properly  shaped 
all  the  pieces  to  the  curve,  the  middle  piece  at  tne  bottom 
may  be  one  of  these  lengths  ;  to  each  side  may  be  joined  two 
other  pieces,  one  reaching  to  a  third  of  the  middle  piece,  and 
the  other  to  two-thirds  from  the  bottom,  so  that  by  continuing 
with  planks  of  the  whole  length  to  the  other  extremity  of  the 
rib,  the  middle  thickness  will  always  be  covered  two-thirds 
from  the  bottom  on  one  side,  and  one-third  on  the  other ;  the 
deficiency  at  the  top  must  be  filled  up  with  pieces,  one  of  a 
third,  and  the  other  of  two-thirds,  as  at  the  bottom  ;  the 
whole  being  well  bolted  together,  and  strapped  across 
the  joints,  will  bo  nearly  as  strong  as  a  solid  rib. 

Plate  VIII.  Ficiurc  1,  shows  the  manner  of  constructing  this 
kind  of  dome ;  No.  1  being  the  somi-plan  ;  No.  2,  the  eleva- 
tion ;  No.  3,  the  manner  of  building  the  rib.  In  domes  of 
this  kind,  it  may  sometimes  be  necessary  to  discontinue  the 
ribs,  that  the  spaces  may  bo  more  equally  divided  for  the 
horizontal  ribs.  It  is  evident  that  a  dome  built  in  this  man- 
ner, may  bo  carried  to  almost  any  extent,  provided  it  have  a 
sufficient  number  of  horizontal  ribs.  Of  this  construction  is 
the  Halle  du  Ble,  at  Paris,  of  200  feet  in  diameter,  the 
invention  of  a  judicious  carpenter,  the  Sieur  Molineau,  a  man 
of  little  scientific  education,  but  of  considerable  mechanical 
experienca.  Being  convinced  that  a  very  thin  shell  of  tim- 
ber might  not  only  be  so  shaped  as  to  be  nearly  in  equilibrio, 
but  that,  if  well  connected  with  horizontal  ribs,  it  would  have 
all  the  requisite  stiffness,  he  presented  his  scheme  to  the 
magistracy  of  Paris.  The  grandeur  of  the  idea  pleased  them 
but  they  referred  it  to  the  Academy  of  Sciences.  The 
members,  who  were  competent  judges,  were  struck  with  the 
justness  of  M.  Molineau's  principles,  and  astonished  that  a 
thing  so  plain,  had  not  become  familiar  to  every  house- 
carpenter.  It  quickly  became  a  universal  topic  of  conver- 
sation, dispute  and  cabal,  in  the  polite  circles  of  Paris.  Hut 
the  Acadamy  hayinggiven  afavourable  report  of  their  opinion, 
the  project  was  immediately  carried  into  execution,  and  soon 
completed,  and  now  stands  as  one  of  the  greatest  exhibitions 
in  Paris.  The  circular  ribs,  which  compose  this  dome,  con- 
sist of  planks  9  feet  long,  13  inches  broad,  and  3  inches  thick, 
made  in  three  thicknesses,  as  in  that  already  described.  At 
various  distances,  these  ribs  are  connected  horizontally  by 
purlins  and  iron  straps,  which  make  so  many  hoops  to  the 
whole.  When  the  work  had  reached  such  a  height,  that  the 
distance  of  the  ribs  was  two-thirds  of  the  original  distance, 
every  second  (now  consisting  of  two  ribs,  very  near  each 
other,)  was  discontinued,  and  the  void  glazed.  A  little 
above  this,  the  heads  of  the  ribs  are  framed  into  a  cir- 
cular ring  of  timber,  which  forms  a  wide  opening  in  the 
middle,  over  which  is  a  glazed  canopy,  or  umbrella,  with  an 
opening  between  it  and  the  dome,  for  allowing  the  heated 
air  to  get  out.  All  who  have  seen  this  dome  agree  in 
describing  it  as  the  most  beautiful  and  magnificent  object 
they  ever  beheld. 

The  only  difficulty  in  the  construction  of  wooden  domes  is 
when  they  are  loaded  in  the  upper  part  by  a  heavy  lantern, 
or  cupola.  Such  a  dome  as  has  been  described  would  be  in 
danger  of  being  crushed  inwardly  ;  the  most  effectual  method 
of  preventing  which,  is  by  making  the  ribs  in  the  form,  of 
trusses,  with  an  inclined  timber  extending  from  the  base  of 
the  dome  to  the  bottom  of  the  lantern,  connecting  the  two 
extremities  of  the  exterior  side,  forming  as  it  were  the  base 
of  a  truss  in  a  common  roof,  and  acting  contrary  to  the 
nature  of  a  tie-beam  ;  they  resist  the  vertical  pressure  of  the 
lantern,  without  having  any  tendency  to  burst  out  the  sides 
by  acting  entirely  longitudinally  on  the  wall-plate.    In  order 
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to  secure  the  lantern,  horizontal  braces  are  fixed  from  tho 
bottom  pf  the  lantern  to  the  middle  of  tho  jirincipal  braces 
under  the  joggles,  so  that  the  whole  is  resolved  into  triangles, 
which  are  all  immoveable  at  the  angles.  The  wall-plates 
should  be  framed  as  the  ribs  of  a  dome  constructed  as  in  the 
last  example. 

When  a  dome  is  to  support  a  heavy  cupola  of  stone,  such  a 
construction  as  that  of  the  cathedral  of  St.  Paul's,  London, 
may  bo  employed.  F'Kjure  3,  No.  1,  exhibits  the  truss  of 
this  dome,  taken  from  accurate  measurement.  a  a  a  a,  a 
dome  of  brick,  two  bricks  thick,  which,  as  it  rises  every  five 
feet,  has  a  course  of  strong  bricks  18  inches  long,  bonding 
through  the  whole  thickness,  b  i  S  b  is  a  cone,  built  with 
bricks  1  foot  G  inches  in  thickness,  for  supporting  the  heavy 
cupola  above,  of  Portland  stone,  which  is  21  feet  in  diameter 
and  near  (51  feet  high,  and  also  the  timber-work  of  the  dome. 
The  horizontal,  or  hammer-beams,  c  c,  &e.  are  curiously  tied 
to  the  corbels,  d,  d,  d,  &c.  with  iron  cramps,  bedded  into 
the  corbels  with  lead,  and  bolted  to  the  hammer-beams.  No.  2 
shows  more  particularly  the  manner  of  tying  the  hammer- 
beams  to  the  corbels. 

This  dome  is  boarded  from  the  base  upwards,  and  the  ribs 
are  therefore  fixed  horizontally,  having  their  sides  iu  planes 
tending  to  the  centre  of  the  dome.  The  contour  of  the  dome 
is  formed  of  two  circular  segments,  which  meet  in  the  axis 
like  a  pointed  arch.  The  scantlings  of  the  curve  rib  of  the 
truss  ai-e  10  inches  by  11 J^  at  the  bottom,  and  6  inches  by  6 
at  top.  It  has  a  very  strong  double  iron  chain,  linked 
together  at  the  bottom  of  the  cone,  and  several  other  less 
chains  between  that  and  the  cupola.  This  dome  was  turned 
upon  a  centre,  supported  without  standards  from  below.  As 
every  story  of  the  scantling  was  circular,  and  the  ends  of  the 
ledges  meeting  like  so  many  rings,  and  truly  wrought,  it 
supported  itself;  and  as  It  was  both  centering  and  scaflblding 
it  remained  for  the  use  of  the  painter,  there  being  a  space  of 
twelve  feet  between  it  and  the  dome.  This  machine,  it  is 
said,  was  original  of  its  kind. 

A  description  of  a  dome  constructed  mainly  of  cast-iron 
girders,  over  the  cathedral  of  St.  Isaac,  St.  Petersburg,  will 
be  found  under  the  article  Dome,  to  which  we  must  refer  for 
further  information  on  the  general  subject,  as  well  as  to 
Curb  Roof,  Vaulting,  Mechanical  Carpentry,  &c. 

Before  concluding  this  article,  we  must  state  that  we  are 
much  indebted  for  the  descriptions,  &c.  to  Tredgotd's  Car- 
pentry, the  Transactions  of  the  Institution  of  Civil  Engineers, 
the  Builder,  and  other  similar  works. 

Roof,  Hipped,  see  Hipped  Roof. 

ROOFING,  in  rural  economy,  a  word  sometimes  applied 
provincially  to  the  the  ridge-cap  of  thatched  roofs.  It  also  sig- 
nifies any  sort  of  material  employed  in  forming  the  roof  of  a 
building,  whether  in  the  framework  or  covering.  In  the  busi- 
ness of  roofing  farm  or  other  buildings,  the  chief  circumst;vnce 
necessary  to  be  attended  to,  is  that  of  tying  the  two  side- 
parts  well  together,  and  in  a  safe  manner,  by  means  of  the 
wall-plates  and  binding-beams ;  especially  in  those  erections 
which  are  of  the  longer  kind,  without  any  cross-walls  to 
stiffen  and  support  them.  It  has  been  remarked,  that  it  is 
generally  for  want  of  attention  to  these  matters  that  farm- 
buildings,  as  well  as  those  of  other  sorts,  are  so  frequently 
seenproppedup  with  shores  and  buttresses;  or  flillen  to  the 
ground  half  a  century  sooner,  perhaps,  than  they  would  have 
done  under  a  better  and  more  judicious  management.  And 
it  ought,  indeed,  to  be  a  general  principle,  or  line  of  conduct, 
which  every  careful  and  intelligent  manager  should  follow  in 
erecting  such  buildings  ; — a  principle  which  is  equally  appli- 
cable to  the  other  parts,  as  well  as  the  timber  and  the  cover- 
ing;— which  is,  that  of  sparing  no  requisite  expenditure,  as  a 


few  shillings,  or  pounds,  of  additional  cost  in  the  first  instance, 
may  be  the  saving  of  ten  times  the  sum  in  the  end. 

In  the  work  of  repairing  buildings  of  this  nature,  tho 
roofing  claims  equally  the  regard  of  the  manager,  with  the 
foundations  and  other  external  parts.  But  the  inside  works, 
in  all  cases,  more  commonly  and  properly  demand  the  notice 
of  the  occupiers. 

ROOM,  see  Apartment,  and  Building. 

ROSE,  an  ornament  applied  to  the  centre  of  each  side  of 
the  abacus  of  the  Corinthian  capital. 

ROSE  WINDOW,  a  circular  window,  divided  into  lights 
by  mullions  or  tracery  branching  from  the  centre,  and  dis- 
posed in  a  variety  of  different  patterns.  Windows  of  this 
kind  are  also  termed  Catherine-wheel  and  marigold  windows. 

ROSTRUM  (Latin,  signifying  a  bird's  beak,  or  the  prow 
of  a  ship),  a  part  of  the  Roman  forum,  where  in  orations, 
pleadings,  funeral  harangues,  &c.  were  delivered. 

The  rostrum  was  a  kind  of  chapel  taken  out  of  the  forum, 
and  furnished  with  a  suggestum,  or  eminence,  called  more 
particularly  the  rostrum,  where  the  orators  stood  to  speak. 

It  was  adorned,  or,  as  Livy  says,  built,  with  the  beaks  of 
ships  taken  from  the  people  of  Antium,  in  a  naval  engage- 
ment ;  whence  the  name. 

There  are  two  kinds  of  rostra ;  rostra  Vetera  and  rostra 
nova.  The  latter  was  erected  by  Augustus,  and  decorated 
with  the  prows  of  vessels  which  he  took  at  the  battle  of 
Actium.     The  first  were  those  already  described. 

ROTONDO,  or  Rotunda  (fjom  the  Latin  rotundus,TOxmA), 
a  popular  term  for  any  building  that  is  round  both  within 
and  without,  whether  it  be  a  church,  hall,  saloon,  vestibule, 
or  the  like. 

The  most  celebrated  rotondo  of  antiquity  is  the  Pantheon 
at  Rome,  dedicated  to  Cybele  and  all  the  gods,  by  Agrippa, 
son-in-law  of  Augustus ;  but  since  consecrated,  by  pope 
Boniface  IV.,  to  the  Virgin  and  all  the  saints,  under  the  title 
of  Sta.  Maria  della  Rotondo. 

The  chapel  of  the  Escurial,  which  is  the  burying-place  of 
the  kings  of  Spain,  is  also  a  rotondo  ;  and,  in  imitation  of 
that  of  Rome,  is  also  called  Pantheon. 

ROUGH-CAST,  or  Rough-Casting,  see  Plastering. 

ROUND  CHURCH,  this  appellation  is  given  to  a  few 
churches  which  exist  of  a  peculiar  construction,  being  erected 
on  a  plan  either  simply  circular,  or  circular  with  a  rectangu- 
lar projection  :  the  circular  portion  in  both  cases  being  that 
which  forms  its  peculiarity.  There  are  only  four  such  struc- 
tures in  England — the  Temple  Church,  London,  which  is  the 
largest  and  most  magnificent  ;  the  Church  of  the  Holy 
Sepulchre  at  Cambridge  ;  one  with  the  same  dedication  at 
Northampton  ;  and  a  small  church  at  Little  Maplestead,  in 
Essex.  In  all  these,  the  round  or  circular  portion  bears 
evidence  of  greater  anti(4uity  than  the  other  parts  of  the 
edifice  :  and  there  can  be  no  doubt  but  that  the  latter  are 
more  recent  additions  to  the  original  structure,  which  for  the 
most  part  are  employed  as  a  choir,  the  circular  part  being 
retained  as  the  nave.  "  The  round  consists  generally  of  two, 
sometimes  of  three  stories,  the  upper  stories  being  of  less 
diameter  than  the  lower  one,  and  supported  on  massive  piers 
and  arches  of  Norman- work,  by  which  an  aisle  is  formed  all 
round  the  interior,  between  the  arcade  and  the  external  wall : 
above  the  arcade  is  a  triforiuni,  and  above  this  again  a  clere- 
story, the  roof  above  being  vaulted. 

It  was  at  one  time  held  that  such  buildings  had  been  origi- 
nally constructed  by  the  Jews  for  synagogues ;  but  this  mistake 
is  now  exploded,  and  it  is  universally  allowed  that  they  were 
built  by  the  Knights  Templars,  or  Hospitallers,  who  were  en- 
gaged in  the  Crusade  to  recover  possession  of  the  Holy  Sepul- 
chre at  Jerusalem  out  of  the  hands  of  the  infidels,  and  that  the 
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peculiar  form  was  copied  from  tliat  building.  That  the  form 
of  the  church  erected  over  the  Iluly  Sepulchre  by  the  empress 
Helena  was  of  a  circular  form,  there  seems  to  be  every  rea- 
son to  believe,  for  we  have  the  evidence  of  written  testimony 
as  well  as  the  form  of  the  existing  building  ;  and  although, 
no  doubt,  this  has  been  rebuilt  and  much  altered,  by  additions 
and  otherwise,  since  the  time  of  Constantine,  still  there  is 
sufficient  reason  to  satisfy  us  that  its  general  form  has  not 
been  departed  from.  It  would  seem  very  natural,  too,  that  the 
Crusaders,  when  they  returned  from  the  East,  and  began  to 
erect  new  churches,  should  adopt  that  form  which  they  had 
seen  employed  in  the  building,  for  the  defence  of  which  they 
had  undergone  such  labours;  the  novelty  of  the  form,  too, 
would  be  likely  to  attract  their  attention,  and  lead  to  their 
emulation  of  it.  When,  in  aildition  to  this,  it  is  considered 
that  no  less  than  two  out  of  the  four  churches  are  dedicated 
under  the  name  of  the  Holy  Sepulchre,  there  can  be  little 
question  as  to  its  origin.  Further,  a  third  is  named  the 
Temple  Church;  and  there  is  evidence  that  it  was  conse- 
crated by  Ileraclius,  bishop  of  .Icrusalem,  when  he  came  to 
England  to  ask  subsidies  for  carrying  on  the  Crusade  ;  and 
there  was  never  any  question  as  to  its  erection  by  the 
Knights  Templars,  who  were  especially  associated  for  the 
defence  of  the  Holy  Sepulclire  at  Jerusalem. 

Two  of  these  round  churches — the  Temple,  London,  and 
St.  Sepulchre's,  Cambridge — have,  within  these  last  few 
years,  L)een  very  creditably  restored;  especially  the  former, 
on  which  no  e.vpense  has  been  spared  to  restore  it  to  its 
pristine  splendour;  it  is  one  of  the  most  spirited  and  liberal 
restorations  which  have  been  attempted,  and  redects  great 
honour  upon  those  by  whom  it  was  carried  into  effect.  The 
second  has  been  also  very  well  and  carefully  restored  by  the 
Cambridge  Camden,  now  the  Ecclesiological  Society ;  but  it 
is  to  be  regretted  that  the  effect  of  the  restoration  has  been 
partially  destroyed  by  the  bigoted  introduction  of  some 
ornamental  accessories,  which  are  totally  misplaced  in  such  a 
building. 

ROUND  TOWERS.  This  term  is  applied  to  a  particular 
class  of  towers  built  upon  a  circular  plan,  which  are  found 
in  considerable  numbers  in  Ireland,  and  almost  exclusively  in 
that  country.  They  are  evidently  of  great  antiquity,  and 
have  long  been  a  suiiject  of  antiquarian  dispute.  Mr.  Petrie 
has,  within  the  last  few  years,  published  a  very  elaborate 
work  upon  the  subject,  upon  which  he  brings  to  bear  very 
considerable  knowledge  and  a  clear  judgment.  His  general 
description  of  the  towers  is  as  foUows: — 

They  are  rotund,  cylindrical  structures,  usually  tapering 
upwards,  and  varying  in  height  from  50  to  perhaps  150  feet; 
and,  in  external  circumference,  at  the  base,  from  40  to  60 
feet,  or  somewhat  more.  They  have  usually  a  circular  pro- 
jecting base,  consisting  of  one,  two,  or  three  steps  or  plinths, 
and  are  finished  at  the  top  with  a  conical  roof  of  stone,  which 
frequently,  as  there  is  every  reason  to  believe,  terminated 
witli  a  cross  formed  of  a  single  stone.  The  wall  towards  the 
base  is  never  less  than  3  feet  in  thickness,  but  is  usually 
more,  and  occasionally  5  feet,  being  always  in  accordance 
with  the  general  proportions  of  the  building.  In  the  inte- 
rior they  are  divided  into  stories  varying  in  number  from  four 
to  eight,  as  the  height  of  the  tower  permitted,  and  usually 
about  12  feet  in  height.  These  stories  are  marked  either  by 
projecting  belts  of  stone,  set-offs  or  ledges,  or  by  holes  in  the 
wall  to  receive  joists,  on  which  rested  the  floors,  which  were 
almost  always  of  wood.  In  the  uppermost  of  these  stories 
the  wall  is  perforated  by  two,  four,  five,  six,  or  eight  aper- 
tures, but  most  usually  four,  which  sometimes  face  the  car- 
dinal points,  and  sometimes  not.  The  lowest  story,  or  rather 
its  place,  is  sometimes  composed  of  solid  masonry,  and  when 


not  so,  it  has  never  any  aperture  to  light  it.  In  the  second 
story,  the  wall  is  usually  perforated  by  the  entrance-doorway, 
which  is  generally  from  8  to  30  feet  from  the  ground,  and 
only  large  enough  to  admit  a  single  person  at  a  time.  The 
intermediate  stories  are  each  lighted  by  a  single  aperture, 
placed  variously,  and  usually  of  very  small  size,  though,  in 
several  instances,  that  directly  over  the  doorway  is  of  a  size 
little  less  than  that  of  the  doorway,  and  would  appear  to  be 
intended  as  a  second  entrance. 

In  their  masonic  construction,  they  present  a  considerable 
variety  ;  but  the  generality  of  them  are  built  in  that  kind  of 
masonry  called  sjiawled  rubble,  in  which  small  stones,  shaped 
by  the  hammer,  in  default  of  suitable  stones  at  hand,  are 
placed  in  every  interstice  of  the  larger  stones,  so  that  very 
little  inortar  appears  to  be  interini.xed  in  the  body  of  the 
wall ;  and  thus  the  outside  of  spawled  masonry,  especially, 
presents  an  almost  uninterrupted  surface  of  stone,  supplemen- 
tary splinters  being  carefully  inserted  in  the  points  of  the 
undried   wall. 

His  conclusion,  with  respect  to  the  use  to  which  such 
towers  were  put,  and  also  as  to  their  date  and  origin,  is : — 

1.  That  the  towers  are  of  Christian  and  ecclesiastical  ori- 
gin, an<l  were  erected  at  various  periods  between  the  fifth 
and  thirteenth  centuries.  2.  That  they  were  designed  to 
answer,  at  least,  a  twofold  use,  namely  to  serve  as  belfries, 
and  as  keeps  or  places  of  strength,  in  which  the  sacred  uten- 
sils, books,  relics,  and  other  valuables,  were  deposited,  and 
into  which  the  ecclesiastics,  to  whom  they  belong,  could  retire 
for  security  in  cases  of  sudden  predatory  attack.  3.  That 
they  were  probably  also  used,  when  occasion  required,  as 
beacons  and   watch-towers. 

These  conclusions,  which  have  been  already  advocated, 
separately,  by  many  distinguished  antiquaries,  among  whom 
are  Molyneux,  Ledwitch,  Pinkerton,  Sir  Walter  Scott,  Mont- 
morenci.  Brewer,  and  Otway,  will  be  proved  by  the  follow- 
ing evidences  : — 

For  the  first  conclusion,  namely,  that  the  towers  are  of 
Christian  origin  : — 

1.  The  towers  are  never  found  unconnected  with  ancient 
ecclesiastical  foundations.  2.  Their  arehitect\iral  styles  e.xhi- 
bited  no  features  or  peculiarities  not  equally  found  in  the  ori- 
ginal churches  with  which  they  are  locally  connected  when 
such  remain.  3.  On  several  of  them  Christian  emblems 
are  observable,  and  others  display  in  the  details  a  style  of 
architecture  universally  acknowledged  to  be  of  Christian 
origin.  4.  They  possess  invariably  architectm-al  features 
not  found  in  any  buildings  in  Ireland,  ascertained  to  be 
of  Pagan  times. 

For  the  second  conclusion,  namely,  that  they  were  intended 
to  serve  the  double  purpose  of  belfries  auJ  keeps,  or  castles, 
for  the  uses  already  specified  : 

1.  Their  architectural  construction,  as  will  appear,  emi- 
nently favours  this  conclusion.  2.  A  variety  of  passages, 
extracted  from  our  annals,  and  other  authentic  documents, 
will  prove  that  they  were  constantly  applied  to  both  these 
purposes. 

For  the  third  conclusion,  namely,  that  they  may  also  have 
been  occasionally  used  as  beacons  and  watch-towers  : 

1.  There  are  some  historiciil  evidences  which  render  such 
an  hypothesis  extremely  probable.  2.  The  necessity  which 
must  have  existed  in  early  Christian  times  for  such  beacons 
and  w.atch-towers,  and  the  perfect  fitness  of  the  round  towers 
to  answer  such  purposes,  will  strongly  support  this  con- 
clusion. 

These  conclusions,  or  at  least  such  of  them  as  presume 
the  towers  to  have  had  a  Christian  origin,  and  to  have 
served  the  purpose  of  a  belfry,  will  be  further  corroborated 


by  the  uniform  and  concurrent  tradition  of  the  country,  and 
by  authentic  evidences  relating  to  tiie  erection  of  sevenil  of 
the  towers,  with  the  names  and  eras  of  their  founders. 

A  description  of  one  or  two  of  these  towers  will  assist  in 
giving  an  idea  of  their  varieties  and  general  character.  That 
at  Monasterboice,  near  Drogheda,  is  110  feet  high  and  17  in 
diameter;  the  thickness  of  the  wall  is  3  feet  G  inclies.  The 
ancient  church,  which  is  close  to  it,  is  now  in  ruins.  In  the 
churchyard  are  two  very  old  and  curious  crosses ;  one  about 
18  feet  high,  covered  with  sculpture,  is  called  St.  Boyne's 
cross,  and  is  esteemed  the  most  ancient  religious  relic  in  Ire- 
land. The  round  tower  at  Drumisken,  in  Louth,  is  130 
feet  high;  and  that  of  Kildare  133  feet  high  and  18  in 
diameter.  The  walls  of  the  latter  are  3^^  feet  thick,  and 
are  built  of  fine  white  granite,  to  about  12  feet  from  the 
ground. 

Of  the  two  round  towers  in  Scotland,  that  at  Brechin 
consists  of  sixty  regular  courses  of  hewn  stone,  of  a  brighter 
colour  than  the  adjoining  church  ;  it  is  85  feet  high  to  the 
cornice,  whence  rises  a  low  pointed  roof  of  stone,  with  win- 
dows, and  a  vane  at  the  top.  The  other  tower  at  Abernethy 
is  75  feet  high,  and  like  that  of  Brechin,  is  about  48  feet  in 
external  circumference.  On  the  front  of  the  tower  at  Bre- 
chin are  two  arches,  one  within  the  other,  in  relief.  On  the 
point  of  the  outermost  is  a  crucifix,  and  between  both, 
towards  the  middle,  are  figures  of  the  Virgin  Mary  and  St. 
John,  the  latter  holding  a  cup  with  a  lamb.  The  outer  arch 
is  adorned  with  knobs, and  within  both  is  a  small  slit  or  loop  ; 
at  the  bottom  of  the  outer  arch  are  two  beasts,  couch.ant, 
one  of  them,  by  its  proboscis,  is  evidently,  intended  for  an 
elephant. 

There  are  some  few  round  towers  in  France,  which  some 
antiquaries  are  inclined  to  think  similar  in  origin  and 
employment.  The  French,  however,  are  unlike  the  Irish 
towers.  Those  of  the  former  are  of  various  figures,  prin- 
cipally octagonal,  and  of  moderate  heights.  The  tower  of 
Quineville,  called  Cheminee  de  Quineville,  is  one  of  these. 
It  is  situated  within  eight  leagues  of  Cherbourg,  is  hollow 
throughout,  having  neither  stairs  nor  floors.  It  consists  of 
a  base,  circular  within,  and  17  foet  high,  constructed  in  that 
style  called  by  the  IJomans  opus  reticulatiim ;  above  this  is 
placed  a  cylindrical  column  1  H  feet  in  height  and  20  feet  in 
circumference.  The  external  face  is  ornamented  with  Corin- 
thian and  Tuscan  pilasters  supporting  an  entablature,  above 
which  rises  a  dome,  roofed  in  the  form  of  a  truncated  cone. 
Some  think  that  it  has  served  as  a  pharos,  others  as  a  belfry. 
But  it  is  neither  within  view  of  the  sea,  nor  near  to  any 
church.  There  are,  however,  in  France,  isolated  towers  in 
the  vicinity  of  churches.  They  belong  to  the  middle  ages. 
In  the  cemetery  of  the  Innocents'  at  Paris,  is  one  of  an  octa- 
gon form,  surmounted  by  a  dome  ;  it  is  44  feet  in  height  and 
12  feet  in  diameter.  At  Mouthran,  near  Martignon,  is  an- 
other octagon,  35  feet  high  and  16  in  diameter.  The  door  is 
8  feet  from  the  ground.  In  the  cloister  of  the  Monastery 
des  Dames,  at  Fontevrault,  is  an  ancient  tower  76  feet  in 
height  and  20  feet  in  diameter.  For  our  own  part,  we  are 
not  of  opinion  that  these  towers,  or  at  least  all  of  them,  are 
of  the  same  origin  as  those  in  Ireland. 

RUBBLE-WORK,  a  rough,  irregular  kind  of  masonry. 

RUDENTURE,  (from  the  Latin,  rudcns,  a  rope,)  the 
figure  of  a  rope,  or  staff",  sometimes  plain,  sometimes  carved  ; 
with  which  a  third  part  of  the  fluting  of  columns  is  fre- 
quently filled  up.  It  is  by  some  called  a  cabling  ;  and  the 
columns,  whose  flutings  are  thus  filled,  they  call  rudented  or 
cable  columns.  There  are  also  rudentures  in  relievo,  laid  on 
the  naked  of  pilasters,  pot  fluted  ;  an  instance  of  which  we 
have  in  the  church  of  S.  Sapienza  at  Rome. 


RUDERATION,  (from  the  Latin,  ruderaiio,)  in  building, 
a  term  used  by  Vitruvius  for  laying  a  pavement  with  peb- 
bles or  little  stones.  To  perform  the  ruderalion,  it  is  neces- 
sary that  the  ground  be  first  well  beaten,  to  make  it  firm,  and 
to  prevent  its  cracking.  Then  a  stratum  of  small  stones  is 
laid,  to  be  afterwards  bound  together  by  mortar  made  of 
lime  and  sand,  called  by  Vitruvius  slalumen.  If  the  sand  be 
new,  its  proportion  to  the  lime  may  be  as  three  to  one ;  but 
if  dug  out  of  old  pavements,  or  walls,  as  five  to  two. 

RuDERATiON,  Davilier  observes,  is  used  by  Vitruvius, 
lib.  vii.  cap.  1,  for  the  coarsest  and  most  artless  kind  of 
masonry;  where  a  wall  is,  as  it  were,  cobbled  up. 

RUINS,  (from  the  Latin  ruina,)  a  term  particularly  used 
for  magnificent  buildings  fallen  to  decay  through  lapse  of 
time,  and  of  which  there  only  remains  a  confused  heap 
of  materials.  Such  are  the  ruins  of  the  Tower  of  Babel,  or 
the  Tower  of  Belus,  two  days'  journey  from  Bagdad,  in 
Syria,  on  the  banks  of  the  Euphrates;  which  are  now 
no  more  than  a  heap  of  bricks  cemented  by  bitumen  ;  and 
of  which  we  only  perceive  the  plan  to  have  been  square. 
Such  also  are  the  ruins  of  a  famous  temple,  or  palace,  near 
Sehiras  in  Persia,  which  the  antiquaries  will  have  to  have 
been  built  by  Ahasuerus ;  and  which  the  Persians  now  call 
Tchelminar,  or  Chelminar  ;  q.  d.,  the  forty  columns;  because 
there  are  so  many  columns  remaining  nearly  entire,  with 
traces  of  others;  a  great  quantity  of  basso-relievos,  and 
unknown  characters,  sufficient  to  show  the  magnificence  of 
the  antique  architecture.  The  ruins  of  Palmyra  may  also 
be  reckoned  in  the  class  of  famous  ruins. 

RULE,  or  Ruler,  (fiom  the  Latin,  regula,)  a  very  simple 
instrument,  ordinarily  of  hard  wood,  thin,  narrow,  and 
straight,  serving  to  direct  the  drawing  of  right  lines.  The 
rule  is  of  principal  use  in  all  the  mechanical  arts.  To  prove 
whether  or  no  it  be  just,  draw  a  line  by  it  on  paper  ;  then 
turn  the  rule  about,  the  right  end  to  the  left,  and  apply  the 
same  edge  this  way  to  the  line  ;  if  the  edge  now  agree 
exactly  with  the  line,  the  ruler  is  true. 

The  stone-cutter's  rule  is  usually  4  feet  long,  and  divided 
into  feet  and  inches.  The  mason's  rule  is  12  or  15  feet  long, 
and  is  applied  under  the  level  to  regulate  the  courses,  to 
make  the  piedroits  equal,  &c. 

Rule,  Parallel.     See  Parallel  and  Instruments. 

Rule,  is  also  applied  to  certain  instruments  which  have 
other  considerable  uses  besides  that  of  drawing  lines.  Such 
are  carpenter's  joint-rule,  Everard's  and  CojjfjeshaH's  sliding- 
rules,  &c. 

Rule,  Carpenter^  Joint,  an  instrument,  usually  of  box, 
24  inches  long,  and  \\  broad,  each  inch  being  subdivided 
into  eight  parts  ;  on  the  same  side  with  these  divisions  is 
usually  added  Gunter's  line  of  numbers.  On  the  other  side 
are  lines  of  timber  and  board-measure,  the  first  lieginning  at 
8J,  and  continued  to  36,  near  the  other  end  ;  the  latter  is 
numbered  from  7  to  36,  4  inches  from  the  other  end.  The 
division  of  the  timber-line  is  formed  from  a  consideration  that 
1,728  inches  make  a  solid  foot,  in  the  following  manner  : — 
thus,  9  is  so  placed  against  one  of  the  divisions  of  inches,  or 
parts  on  the  other  side  of  the  rule,  beginning  from  the  right 
hand,  that  its  square,  which  is  81  inches  multiplied  by  that 
number  of  inches  and  parts,  must  make  1,728  inches ;  which, 
dividing  1,728  by  81,  must  be  placed  against  21^  from  the 
right-hand;  and  10  must  be  placed  against  17j^^g-  inches; 
because  1,728,  divided  by  the  square  of  10  or  100,  gives 
^^T^'  *^'''  ^'^'''  because  a  square,  whose  side  is  1,2,  &c.,  to 
8  inches,  requires  more  than  24  inches  in  length,  as  a  mul- 
tiplier, in  order  to  produce  1,728  inches;  and  since  the 
length  of  the  rule  is  only  24  inches,  there  is  a  table  upon 
the  left  end  of  it,  which  supplies  its  defect  of  length.     In 


this  table,  the  upper  row  of  figures,  viz.,  1,  2,  3,  4,  5,  6,  7,  8, 
denotes  inches,  or  the  lengths  of  the  sides  of  squares  ;  and 
the  second  and  third  rows  are  the  correspondent  feet  and 
inches  to  nial\e  up  a  solid  foot.  It  is  made  by  dividing  144 
inches  by  the  squares  of  1,  2,  3,  4,  T),  (>,  7,  8. 

The  line  of  board  measure  is  thus  divided  :  suppose  the 
division  7  to  be  marl^cd  ;  divide  144,  the  number  of  inches 
in  a  square  foot,  by  7,  and  the  quotient  will  be  20|-  inches  ; 
whence  the  division  7  must  be  against  20|^  inches  on  the 
other  side  of  the  rule.  To  mark  the  division  8,  divide  144 
by  8,  and  the  quotient,  which  is  18  inclies,  must  be  placed 
on  the  line  of  board-measure  against  18  inches  on  the  other 
side,  &c.  But  because  the  side  of  a  long  sijuare,  that  is, 
1,  2,  3,  4,  5  inches,  requires  the  other  side  to  be  more  than 
24  inches,  the  whole  length  of  the  rule,  there  is  a  table 
annexed,  formed  by  dividing  144  inches  by  each  of  the 
numbers  in  the  upper  row,  and  then  each  of  the  quotients 
by  12  to  reduce  into  feet. 

Rule,  Use  of  the  Carpenter's  Joint.  The  application  of 
the  inches  in  measuring  lengths,  breadths,  &C.,  is  obvious. 
That  of  the  Gunter's  line,  see  under  Giinler's  Lines,  in  the 
article  Instruments.  The  use  of  the  other  side  is  all  we 
need  here  illustrate. 

1.  The  breadth  of  any  surface,  as  board,  r/lass,  Ac.  beinfj 
given;  to  find  how  much  in  hnffth  will  make  a  square  foot. — ■ 
Find  the  number  of  inches  the  surface  is  broad,  in  the  line 
of  board-measure  ;  and  right  against  it,  on  the  inches  side, 
is  the  number  of  inches  required.  Thus,  if  the  surface 
were  8  inches  broad,  18  inches  will  be  found  to  make  a 
superficial  foot. 

Or,  more  readily,  thus  :  Apply  to  the  breadth  of  the  board 
or  glass,  that  end  of  the  rule  marked  3(5,  laying  it  even  with 
the  edge  ;  the  other  edge  of  the  surtace  will  show  the  inches 
and  quarters  of  inches  which  go  to  a  square  foot. 

To  find  the  content  of  a  given  surface  :  Find  the  breadth 
and  how  much  makes  one  foot ;  then  turn  that  over  as  many 
times  as  you  can  upon  the  length  of  the  saiface,and  so  many 
feet  does  the  surface  contain. 

2.  Use  of  the  table  at  the  end  of  the  board-measure. — If  a 
surface  be  one  inch  broad,  how  many  inches  long  will  make 
a  superficial  foot  ?     Look  in  the  upper  row  of  figures  for 

I  inch,  and  under  it,  in  the  second  row,  is  12  inches,  the 
answer  to  the  question. 

3.  Use  of  the  line  of  timber-measure. — This  resembles  the 
former ;  for,  having  learned  how  much  the  piece  is  S(juare, 
look  for  that  number  on  the  line  of  timber-measure ;  the  space 
thence,  to  the  end  of  the  rule,  is  t^o  length,  which,  at  that 
breadth,  makes  a  foot  of  timber.  Thus,  if  the  piece  be  9 
inches  square,  the  length  necessary  to  m.ake  a  solid  foot  of 
timl)er  is  21^  inches.  If  the  timl)cr  be  small,  and  under 
9  inches  square,  seek  the  square  in  the  upper  rank  of  the 
table,  and  immediately  under  it  are  the  feet  and  inches  that 
make  a  solid  foot.      Thus,  if  it  be  7  inches  square,  2  feet 

II  inches  will  be  found  to  make  a  solid  foot. 

If  the  piece  be  not  e.vactly  square,  but  broader  at  one  end 


than  the  other,  the  method  is,  to   add  the   two  together,  and 
take  half  the  sum   for  the  side  of  the  square.     For  round 
timber,  the  method  is,  to  girl  it  round  with  a  string,  and   to 
allow  the  fourth  part  for  the  side  of  the  square.       But  this 
method  is  erroneous ;  for  hereby  above  a  fifth  of  the  truo 
solidity  is  lost.     See  Sliding  Kule,  and  Timber. 
Rule,  Bow.  See  Ship  Carpenter's  Rule. 
RULER,  Parallel.    See  Instruments. 
RUSTIC,  a  mode  of  building  in  imitation  of  simple  or 
coarse  nature,  rather  than  according  to  the  rules  of  art. 

Rustic  Chamfered,  that  when  the  face  of  the  stones  are 
smoothed  and  parallel  to  the  surface  of  the  wall,  and  where 
the  margins  are  bevelled,  at  an  angle  of  135  degrees  with  the 
face  of  the  stone;  and  as  tlie  joints  are  at  right  angles  to  the 
faces,  the  margins  will  also  be  at  an  angle  of  135  degrees 
with  the  joints  :  so  that,  when  two  rustics  come  together,  the 
Ijevelling,  or  chamfering,  will  form  an  internal  right  angle. 

Rustic  Coins,  (by  Vitruvius  called  lapides  minantes,')  the 
stones  which  are  frequently  placed  at  the  external  angles  of 
buildings,  so  as  to  project  beyond  the  naked  of  the  wall  ;  the 
edges  being  either  bevelled,  or  the  margins  recessed  in  a  plane 
parallel  to  the  face  or  plane  of  the  wall.  The  recesses,  which 
are  at  the  joints,  have,  therefore,  three  sides;  one  in  the 
plane  of  the  wall,  or  parallel  thereto  ;  and  the  other  two 
generally  perpendicular  to  the  said  plane.  Rustic  coins 
were  much  in  use  about  eighty  years  ago,  particularly  in  brick 
buildings.   See  Quoins. 

Rustic  Frieze.  See  Frieze. 

Rustic  Order,  an  order  decorated  with  rustic  quoins, 
rustic  work,  &c.  Felibien  says,  it  is  properly  where  the 
several  parts  of  the  fis'e  orders  are  not  exactly  observed ;  but 
this  confounds  rustic  with  Gothic. 

Rustic  Work  is  where  the  stones  in  the  face,  &c.  of  a 
building,  instead  of  being  smooth,  are  hatched  or  picked  with 
the  point  of  an  instrument. 

The  most  coarse  or  common  kind  of  rustic  work,  is  that 
where  the  edges  are  simply  cut  about  one-half  or  two-thirds 
of  an  inch  round  the  margin,  so  as  to  be  in  the  plane  of  the 
wall,  or  parallel  to  the  said  plane,  and  the  intermediate  part 
is  broken  with  the  hammer,  so  that  the  protuberant  parts 
may  project  generally  about  an  inch  beyond  the  margin. 

The  rcQCsses  of  rustics  cither  run  with  the  horizontal  joints 
only,  and  have,  therefore,  the  appearance  of  boards  placed  at 
small  intervals  ;  and  sometimes  the  recesses  run  with  both 
the  horizontal  and  vertical  joints ;  and,  therefore  when 
disposed  in  this  manner,  they  have  the  appearance  of  pro- 
jecting tablets. 

Rustic  Work,  Frosted,  that  where  the  margins  are  reduced 
to  a  plane,  parallel  to  the  plane  of  the  wall,  and  where  the 
intermediate  part  has  the  effect  of  ice,  with  an  irregular  sur- 
face in  protuberant  parts. 

Rustic  Work.  Vermiculatcd,  that  where  the  margins  are 
reduced  to  a  plane  parallel  to  the  face  of  the  wall,  and  where 
the  intermediate  part  of  the  stone,  or  general  surface,  is  so 
formed  as  to  have  the  elFect  of  being  eaten  by  worms. 


s. 


SACELLUM,  in  Roman  antiquity,  denoted  a  place  sacred 
to  the  gods,  without  a  roof. 

S  ACivARIUM,a  small  family  chapel  in  a  Roman  house,  also 
the  place  in  temples  in  which  sacred  things  were  deposited. 

SACRINGE,  or  Sanctus  bell,  a  bell  to  be  found  fre- 
quently over  the  eastern  or  chancel  end  of  a  church,  supposed 
to  have  been  rung  at  the  elevation  of  the  host. 

SACRISTY,  or  Vestry,  a  room  attached  to  a  church,  in 
which  the  sacred  vessels,  vestments,  and  other  valuables,  are 
deposited. 

SADDLE-BACKED-COPING.  Coping  weathered  on 
both  sides,  having  two  sloping  tables  on  the  top,  falling  from 
a  central  ridge. 

SAG,  or  Saggikg,  the  bending  of  a  body  that  would  be 
straight  in  a  vertical  position  ;  but,  when  included,  or  laid 
horizontallly  upon  supporters  at  each  end,  becomes  curved 
in  the  middle,  from  its  own  gravity  :  in  which  case  it  is 
said  to  saff. 

SAGITTA,  in  architecture,  a  name  sometimes  used  for 
the  key-piece  of  an  arch. 

Sagitta,  in  geometry,  a  term  used  liy  some  writers,  for 
the  abscissa  of  a  curve. 

Sagiita,  in  trigonometry,  &c.  the  same  as  the  versed  sine 
of  an  arc  ;  and  so  called  by  some  writers  because  it  is  like 
a  dart,  or  arrow,  standing  on  the  chord  of  the  arc. 

SAINT  PETER'S,  a  celebrated  church,  at  Rome,  better 
known  by  the  name  of  Basilica  Vaticana,  from  its  original 
form,  and  tte  Vatican  hill,  on  which  it  stands,  founded  by 
Constantino  the  Great,  over  the  reputed  grave  of  St.  Peter, 
to  whom  it  was  also  dedicated.  In  the  days  of  Paganism,  the 
circus  of  Caius,  afterwards  of  Nero,  stood  upon  its  site ;  and 
when  Constantine,  urged  by  Sylvester  I.,  bishop  of  Rome, 
determined  upon  erecting  this  basilica,  he  destroyed  the  circus, 
and  began  himself  to  dig  the  foundation,  carrying  away,  on 
his  shoulders,  twelve  troughs  of  the  earth,  in  honour  of  the 
twelve  apostles.  See  B.\silica.  Some  of  the  walls  of  the 
circus  were,  however,  permitted  to  remain,  and  were  used  for 
the  basilica,  in  order  to  accelerate  its  completion  :  a  quantity 
of  marble  was  also  taken  from  various  ancient  buildings,  for 
its  decoration,  and  it  was  adorned  with  a  hundred  columns. 
Being  magnificently  finished,  it  was  consecrated  by  Sylvester 
on  the  18th  November,  a.d.  324,  and  was  richly  furnished 
and  endowed  by  Constantine,  as  it  was  afterward  by  other 
emperors,  kings,  and  particularly  by  the  popes.  In  460,  or 
401,  Pope  Hilary  presented  two  gold  vases,  set  with  jewels, 
weighing  15  lbs.  each,  with  ten  chalices,  and  twenty-four 
silver  lamps.  His  successor,  Simplicius,  gave  twelve  more 
silver  lamps,  and  a  golden  vase,  of  16  lbs.  weight :  Pope 
Symmachus,  about  the  beginning  of  the  si.xth  century,  pre- 
sented twenty  additional  lamps  of  silver,  besides  twenty -two 
arches  of  the  same  metal,  weighing  20  lbs.  each.  His  succes- 
sor, Hormisdas,  had  a  silver  beam  made,  of  1400  lbs.  weight, 
to  sustain  the  lamps  given  by  his  predecessors,  and  which 
burned  night  and  day  before  the  tomb  of  the  apostles.  Pela- 
gius  I.,  about  the  middle  of  the  same  century,  adorned  the 
tomb  with  silver,  and  Gregory  I.  added  a  canopy,  supported 
by  silver  columns,  of  180  lbs.  each.  Honorius  I.,  who  was 
raised  to  the  pontificate  in  625,  had  silver  doors  made  to  the 
basilica,  each  weighing  975  lbs.,  and  he  covered  the  roof  with 
sheets  of  gilt  metal,  taken  from  the  temple  of  Jupiter  Capi- 


tolinus.  Adrian  I.,  towards  the  close  of  the  eighth  century, 
had  a  lamp  made,  iu  form  of  a  cross,  with  1,360  branches, 
that  were  lighted  four  times  a  year;  and  he  adorned  the 
tomb,  used  as  a  confessional,  with  1,328  lbs.  of  gold.  His 
successor,  Leo  III.,  built  a  tower,  then  unequalled.  In  the 
year  840,  the  basilica  was  stripped  of  all  its  treasure  by  the 
Saracens ;  but  after  they  had  been  repulsed,  Leo  IV.  had 
new  doors  made,  with  some  basso-relievos  of  silver ;  after 
which,  the  building  seems  to  have  experienced  very  little 
alteration  till  the  time  of  Nicholas  III.,  who  ascended  the 
papal  chair  in  1277.  This  pontiff  adorned  it  with  mosaic- 
work,  and  engaged  Giotto  to  execute  many  paintings  for  it. 
He  also  erected  a  magnificent  habitation,  called  the  Canonica, 
for  a  chapter  of  canons,  successors  of  the  monks  of  four 
monasteries,  who  had  formerly  officiated  in  this  temple,  by 
turns,  day  and  night.  This  Canonica  has  since  been  pulled 
down,  to  make  room  for  the  modern  basilica. 

About  1,200  years  from  its  foundation,  this  costly  edifice 
began  to  exhibit  symptoms  of  considerable  decay  ;  and,  in 
1506,  Pope  Julius  II.  began  the  new  basilica,  by  enclosing 
all  the  old  one.  The  first  architect  engaged  in  this  under- 
taking was  Bramante  (see  Bramante),  who,  dying  in  1514, 
was  succeeded  by  Raphael  d'Urbino,  with  others  ;  he  dying 
in  1520,  the  building  was  prosecuted  by  Baldassare  Peruzzi. 
The  troubles  during  the  pontificate  of  Clement  VII.  caused 
a  suspension  of  the  work  ;  nor  was  it  resumed  till  1546, 
when  Paul  III.  employed  Sangallo  to  carry  it  forward  ;  but 
he  dying  the  same  year,  the  work  was  committed  to  the 
celebrated  Michael. Angelo  Bonarotti  (see  Bonarotti),  who 
converted  the  design  into  the  form  of  a  Greek  cross,  and 
executed  the  design  for  the  cupola.  Bonarotti  lived  to  see 
the  building  carried  to  the  height  of  the  tambour ;  and,  on 
his  death,  which  took  place  in  1564,  he  was  succeeded  by 
Giacomo  Barozio  da  Vignola,  till  1573,  when  Giacomo  della 
Porta,  assisted  by  Domenico  Fontana,  in  the  pontificate  of 
Sixtus  v.,  raised  up  the  wonderful  cupola  from  Bonarotti's 
model ;  and,  to  complete  the  small  cupola,  he  added  a  ball  of 
metal,  as  a  supporter  to  the  cross ;  the  concavity  of  which 
ball  contains  commodiously  thirty-two  persons  sitting.  This 
building  had  been  sixty-seven  years  in  hand,  under  the  super- 
intendence of  seven  architects,  and  during  the  reigns  of 
twelve  popes. 

In  1606,  the  plan  of  this  building  was  changed  from  a 
Greek  cross  to  a  Latin  one,  by  pope  Paul  V.,  who  also  erected 
the  portico  with  the  grand  front,  after  a  design  of  Carlo 
Maderno. 

This  church  surpasses  all  the  most  celebrated  buildings, 
ancient  or  modern,  not  only  in  its  size,  which  is  immense,  but 
in  the  excellency  of  its  construction,  within  and  without,  and 
in  the  admirable  works  in  marble,  mosaic,  metal,  and  gilt 
stucco,  with  which  it  is  adorned. 

At  the  foot  of  the  gi'and  ascent  to  the  church  are  the 
statues  of  St.  Peter  and  St.  Paul,  executed  for  the  old  basilica 
in  the  pontificate  of  Pius  II.,  by  Mino  da  Fiesole.  The  basso- 
relievo  on  the  front,  under  the  benediction  gallery,  represent- 
ing our  Lord  committing  the  keys  to  St.  Peter's  care,  is  by 
Malvicino.  The  portico  is  ornamented  with  statues  of  the 
first  popes,  who  suffered  m;irtyrdom,  surrounded  by  festoons, 
angels,  and  gilt  stucco ;  the  performance  of  Algardi  :  the 
marble  columns,  of  surpri-sing  magnitude,  are  from  the  origi- 


nal  temple.  On  l!ie  right  is  a  marble  equestrian  statue  of  the 
founder,  Constant  :ie  the  Gicat,  in  the  attitude  of  observing 
the  celebrated  cro  s  in  the  heavens,  with  the  motto,  In  hoc 
signo  viiices  :  it  is  the  work  of  Cav.  Bernini.  In  the  four 
niches  of  the  vestibule  of  the  portico  are  as  many  statues,viz., 
Hope,  by  Livoni ;  Faith,  by  Rossi  ;  Charity,  by  Ludovisi ; 
and  the  Church,  by  Frascari.  At  the  other  end,  on  the  left, 
is  the  equestrian  statue  of  Charlemagne,  as  defender  of  the 
church,  by  Agostino  Cornachini.  In  the  vestibule,  on  the 
near  side,  are  four  other  statues,  viz.,  Prudence,  by  Livoni ; 
Fortitude,  by  Ottone  ;  Justice,  by  Rossi ;  and  Temperance, 
by  RafacUi.  Over  the  middle  door  is  a  large  basso-relievo, 
in  marble,  of  Christ  committing  his  flock  to  St.  Peter,  by 
Bernini :  and  opposite  to  it  is  the  celebrated  NavkclU,  or 
small  ship,  painted  by  Giotto,  about  the  year  1300:  this  was 
formerly  placed  in  the  yard  of  the  square  portico,  as  a  symbol 
of  the  Catholic  Church,  agitated,  but  not  overwhelmed,  from 
the  tempest  of  many  persecutions. 

The  entrance  to  the  basilica  is  by  five  doors  :  that  in  the 
middle  is  metal,  and  was  executed  by  order  of  Pope  Eugcnius 
IV.,  at  Constantinople,  by  Filarcto  ;  its  ornaments  represent 
the  martyrdom  of  St.  Peter  and  St.  Paul,  and  some  deeds  of 
the  pope  who  ordered  it. 

The  fifth  door  called  Porta  Santa,  or  holy  door,  is  only 
opened  in  the  jubilee  year  ;  and  under  the  portico,  near  this 
middle  door,  the  first  bull  for  the  jubilee,  composed  by  Boni- 
face VIII.,  is  inscribed  upon  marble.  Near  the  Porta  Santa 
are  two  other  inscriptions  ;  one  consisting  of  verses  made  by 
Charlemagne,  in  795,  in  praise  of  Pope  Adrian  I.  ;  the  other 
describing  the  donations  of  Pope  Gregory  II.  to  this  church, 
of  olive  grounds  and  other  lands,  for  supplying  the  lamps  at 
the  sepulchre  of  the  Apostles. 

On  first  entering  this  vast  temple,  the  imagination  is  raised 
with  the  expectation  of  beholding  exquisite  beauty  and  ele- 
gance ;  but  the  admiration  it  e.xcitesdoos  not  equal  its  Aime, 
till  the  spectator  begins  to  observe  its  several  parts.  On 
drawing  near  to  one  of  the  basins  of  holy  water,  on  the  first 
pilaster,  the  marble  cherubim,  that  support  it,  appear  at  first 
regular  and  natural;  but  afterwards  they  are  found  to  be 
gigantic,  and  almost  out  of  proportion  ;  they  are  the  work  of 
Livoni,  Moderati,  Rossi,  and  Cornachini.  The  doves,  of 
marble,  with  olive-branches,  that  seem  at  first  as  if  they 
could  be  touched  by  the  hand,  prove,  on  a  nearer  approach, 
to  be  very  high,  and  appear  to  be  flying  still  higher  :  an 
effect  observable  in  most  of  the  other  works. 

The  middle  aisle  has  a  magnificent  marble  pavement,  and 
the  ceiling  is  grandly  ornamented  with  gilt  .stucco,  worked 
in  grotesque  with  fruits,  by  Provenzale,  by  order  of  Pope 
Paul  v.,  whose  arms  are  in  the  centre,  in  mosaic  ;  and  every 
part  is  embellished  with  beautiful  marble  columns,  and  excel- 
lent basso-relievos,  among  which  are  fit'ty-six  large  medal- 
lions, with  the  portraits  of  as  many  sainted  popes,  sculptured 
by  Nicolo  Sale,  a  Frenchman,  from  designs  of  Bernini.  Fixed 
against  the  jiilasters  are  two  remarkable  stones,  on  one  of 
which,  it  is  said.  Pope  Sylvester  I.  divided  the  bodies  of  St. 
Peter  and  St.  Paul  ;  and,  on  the  other,  many  martyrs  were 
tortured  and  put  to  death.  There  are  also  two  round  black 
stones,  which  the  Gentiles  tieil  to  the  feet  of  the  martyrs  when 
on  the  eculeo,  an  instrument  of  torture  in  the  form  of  a  horse. 
Tile  bronze  statue  of  St.  Peter,  sitting,  in  the  act  of  giving 
his  benediction,  was  executed  by  order  of  Leo  1.,  from  the 
Jupiter  Capitoliiius,  as  an  acknowledgment  of  the  liberation 
of  Rome  from  the  persecution  of  Altila  the  Ilun. 

In  the  centre  of  the  cross  aisle,  under  the  grand  cupola,  is 
the  altar,  called  the  Confessional  of  the  Apostles  ;  and  under 
it  is  the  ancient  altar,  turned  toward  the  east,  beneath  which 
are  said  to  be  half  the  body  of  St.  Peter  and  half  that  of  St. 


Paul,  with  those  of  the  early  sainted  popes.  Here  was  the 
Vatican  cemetery,  where  Anacletes  first  buried  the  body  of 
St.  Peter  :  and  a  small  temple  was  built  over  it,  which  was 
afterwards  pulled  down,  by  order  of  the  emperor  Heliog.v 
balus,  to  enlarge  the  passage  for  the  triumphal  cars.  Around 
this  shrine  were  formerly  a  vast  number  of  lamps,  with  wicks 
of  asbestos,  continually  burning  balsam.  Pope  Calixtus  II., 
in  lily,  repaired  and  adorned  it  with  costly  marble,  and 
consecrated  it  in  the  presence  of  the  fathers  of  the  general 
council  convoked  by  him,  and  consisting  of  about  a  thousand 
bishops.  It  suffered  no  change,  though  the  church  was 
rebuilt  in  the  interval,  till  the  time  of  Clement  VIII.,  who, 
about  the  year  1000,  without  removing  any  part  of  it,  had  it 
erected  over  the  present  altar.  Paul  V^  a  few  years  after- 
wards, having  enlarged  the  basilica,  as  already  noticed, 
adorned  this  confessional  with  precious  marble,  jasper,  four 
alabaster  columns,  the  statues  of  the  two  apostles,  in  bronze 
gilt,  with  other  ornaments  of  the  same  material ;  and  erected 
two  noble  descents,  for  the  convenience  of  devotees  approach- 
ing nearer  the  sanctuary  to  pray,  around  which  one  hundred 
and  twenty-two  silver  lamps  are  continually  burning.  Urban 
V^III.,  at  an  expense  of  100  000  crowns  for  workmanship 
alone,  employed  Bernini  to  erect  a  canopy  of  bronze  over  this 
shrine,  supported  by  four  twisted  columns  of  the  same  metal, 
ornamented  with  very  fine  cherubim,  modelled  by  Famingo, 
and  partly  gilt;  with  other  remarkable  works  cast  by  Rossi. 

The  height  of  this  canopy,  including  the  cross  on  its  top, 
is  124  palms  ;  180,392  lbs.  of  metal  were  consumed  in  making 
it,  and,  for  the  gilding,  40,000  crowns  of  gold. 

The  grand  cupola  is  said  by  some  to  equal  that  of  the 
ancient  Pantheon  ;  but  others  insist  that  it  exceeds  it  by  37 
palms  in  breadth,  and  30  palms  in  height ;  being  in  magni- 
tude 200  palms.  The  ball  is  12  palms  in  diameter,  and  the 
cross  is  25  feet  in  height,  cast  in  bronze.  The  inside  of  the 
cupola  is  covered  with  mosaic  work,  from  the  cartoons  of 
Cav.  d'Arpino.  The  cherubim  and  flowers  are  by  Roncalli 
and  Provenzale  ;  the  evangelists,  St.  Matthew  and  St.  Mark, 
by  Nebbia  ;  and  St.  Luke  and  St.  John,  by  Vecchi.  In  the 
pilasters,  Bernini  opened  four  galleries,  for  exhibiting  the 
sacred  relics  kept  within  the  tabernacles.  In  that  over 
the  statue  of  Sta.  Veronica  is  said  to  be  part  of  the  holy 
cross  ;  the  spear  that  pierced  the  side  of  our  Lord,  (presented 
by  Sultan  Bajazet  II.  to  Pope  Innocent  III.)  ;  and  the  veil 
of  Veronica,  on  which  the  face  of  Christ  is  impressed,  and 
brought  by  her  to  Rome ;  but  to  these  precious  remnants  no 
one  is  permitted  to  ascend,  except  the  canons,  without  special 
leave  of  the  pope.  Over  the  statue  of  Sta.  Helena,  are  many 
other  relics,  which  are  publicly  e.xhibited  at  various  times 
of  the  year.  The  eight  columns  in  these  galleries  are  said 
to  have  stood  originally  in  Solomon's  temple.  The  four  mar- 
ble statues  in  the  niches  are  each  twenty-two  palms  in  height ; 
that  of  Sta.  Veronica  is  by  Mochi  ;  that  of  Sta.  Helena  by 
Bolgi ;  that  of  St.  Andrew,  by  Quesnoy  Flamingo  ;  and  that 
of  St.  Longinus  by  Bernini  ;  which  last  also  executed  the 
angels  and  other  ornaments  in  the  galleries.  Against  the 
pedestal  of  each  statue  is  an  altar-piece  in  mosaic,  taken  from 
the  paintings  of  Andrea  Sacchi. 

Near  these  staturs  is  the  descent  to  the  Grotto  Vatiaini, 
or  the  old  church,  into  which  women  are  only  permitted  to 
entcron  Whit  Sunday,  when  men  are  prohibited  to  approach. 
Here  is  the  sepulchre  of  the  apostles,  erected  by  Anacletes, 
and  among  the  ornaments  of  the  high  altar,  are  a  statue  of 
St.  James,  a  Poliandro  col  pro  Christo,  containing  many  bones 
found  in  various  piles  of  marble  ;  and  a  chapel,  with  an 
image  of  God  the  Father,  in  marble. 

On  leaving  this  chapel  is  observed  the  old  tribune,  cf 
mosaic,  repaired  by  Giotto  ;  the  verses  were  cut  on  the  frieze 


of  the  cornice,  and  the  large  cross  was  on  tiie  top  of  the 
(iticieiit  front.  In  the  chapel  of  the  blessed  Virgin  arc  the 
statues  of  St.  Mattiiew  and  St.  John  ;  two  sepulchral  urns; 
various  basso-relievos;  part  of  a  bull  of  Gregory  III. 
uiscribcd  on  marble;  besides  other  curiosities,  too  numerous 
to  be  particularized. 

In  the  front  of  St.  liter's  church  towards  the  east,  in  the 
ancient  camp,  or  valley,  where  the  gentiles  performed  the 
Vaticini,  and  prepared  for  the  triumphal  processions,  is 
the  piazza  of  the  Vatican  basilica,  in  the  form  of  an  amphi- 
theatre, which,  ibr  e.\tent,  magnificence,  the  distribution  and 
elegance  of  the  porticos,  columns,  statues,  and  fountains, 
astonishes  the  beholder,  and  appears  to  be  the  ne  plus  ultra 
of  human  art  an4  genius.  This  was  the  work  of  Pope 
Alexander  Vll.  from  designs  by  Bernini,  about  the  middle 
of  the  17th  century.  The  colonnades  are  of  the  Doric  order, 
consisting  of  three  hundred  and  twenty  large  stone  colnmns, 
distributed  into  tetrads,  and  forming  a 'street  in  the  centre 
for  processions,  with  walks  at  the  sides  for  spectators.  They 
are  covered,  and  surrounded  with  cornices,  on  which,  for 
greater  ornament,  are  erected  a  stone  balustrade,  and  one 
hundred  and  thirty  statues  of  saints  of  both  sexes,  whose 
relics  are  preserved  in  the  church,  with  those  of  the  various 
founders  of  the  religious  orders. 

In  the  centre  of  this  piazza  is  the  celebrated  Egyptian 
obelisk,  the  only  one  of  its  kind  that  has  wholly  escaped  the 
ravages  of  barbarous  hands,  and  the  injuries  of  time.  It  is 
of  plain  red  granite,  113i  palms  in  height,  all  of  a  single 
piece  ;  or,  from  the  base,  including  the  pedestal  and  cross, 
180  palms,  the  cross  alone  being  10  palms.  This  monument, 
of  ancient  but  uncertain  date,  is  said  to  have  been  one  of  two 
obeli.^ks  dedicated  to  the  sun  in  Heliopolis,  the  On  of  holy 
writ,  by  Nuncorius,  called  also  Pheron,  son  of  Sesostris,  king 
of  Egypt,  on  occasion  of  his  recovering  his  sight,  after  a  blind- 
ness of  ten  years;  where  it  remained  till  the  reign  of  the 
emperor  Caligula,  who,  according  to  Pliny,  had  it  removed 
to  Rome,  in  the  third  year  of  his  reign,  and  set  up  in  the 
Vatican  circus.  When  Constantine  the  Great  destroyed 
the  circus,  the  obelisk  was  left  standing,  and  it  remained 
neglected  upwards  of  one  thousand  two  hundred  and  fifty 
years,  till  the  pontificate  of  Sixtus  V.,  who  was  made  pope 
in  1585,  by  which  time  it  was  buried  to  the  top  of  the  base 
in  the  accumulated  ruins  and  rubbish.  Sixtus  ordered  it  to 
be  cleared  to  its  foundation,  and  employed  the  architect 
Dominieo  Fontana,  who,  on  the  10th  of  September,  1586, 
with  the  labour  of  eight  hundred  men,  and  one  hundred  horses, 
removed  it  to  its  present  situation,  and  set  it  up  on  two  large 
blocks  of  granite,  brought  from  Egypt  at  the  same  time  with 
itself,  and  which  serve  for  the  pedestal,  supported  by  a  base 
of  white  marble.  On  the  angles  are  four  lions  of  metal, 
appearing  to  sustain  the  obelisk,  cast  from  a  model  of 
Bresciano.  The  same  pope  dedicated  it  in  honour  of  the 
true  God,  and,  instead  of  the  large  metal  ball,  that  was 
originally  on  the  top,  he  placed  his  own  arms,  consisting  of 
three  mounts  and  a  star,  and  above  them  a  metal  cross ; 
which  last,  being  injured  by  lapse  of  time  and  the  weather, 
was  taken  down  in  1740,  and  being  repaired,  a  particle  of 
the  wood  of  the  holy  cross  was  inserted  into  it,  and  various 
indulgences  have  since  been  granted  to  those  who,  in  passing 
by,  have  saluted  it  with  a  Paternoster  or  an  Avemaria. 
The  removal  of  this  obelisk  to  its  present  situation,  was  first 
contemplated  by  Pope  Nicholas  V.,  who  intended  to  have  it 
sustained  upon  four  colossal  statues  of  the  evangelists ;  but 
his  death,  in  1445,  prevented  the  execution  of  his  design. 

On  the  right  of  the  obelisk  is  a  fountain,  made  by  Paul  V. 
early  in  the  seventeenth  century ;  and  on  the  left  is  another, 
bv  Clement  X.,  about  the  year  1C71.     They  are  both  adnii-' 
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rable  works,  as  well  for  the  copious  supplies  of  water  they 
throw  up,  as  for  their  basins  of  the  finest  Egyptian  granite, 
each  cut  out  of  one  solid  block. 

For  a  view  of  the  dimensions  of  this  church,  compared 
with  those  of  St.  Paul's,  London,  the  reader  is  referred  to 
page  674  of  this  volume. 

SALIANT,  (from  the  French,  saillant,  of  sailler,  to  pro- 
ject or  advance  outwards;  derived  from  the  Latin,  satire,  to 
leap)  in  fortification,  a  projecting  part. 

There  arc  two  kinds  of  angles  ;  the  one  saliant,  or  such  as 
present  their  points  outwards  ;  the  other  re-entering,  which 
have  their  points  inwards.  Instances  of  both  kinds  occur  in 
tenailles  and  star-works. 

SALLY,  (from  the  French,  saille,  a  jutting  out)  more 
commonly  termed  projecture,  an  expression  used  respecting 
the  end  of  a  piece  of  timber,  when  cut  with  an  interior 
angle,  formed  by  two  planes,  across  the  fibres ;  in  which  case 
the  interior  angle  is  called  a  sally,  or  bird's  mouth.  In  this 
manner  the  feet  of  common  rafters,  and  the  inclined  pieces 
which  support  the  flying  steps  of  a  wooden  stair,  are  fre- 
quently cut ;  as  are  likewise  the  lower  ends  of  all  inclined 
timbers,  which  rest  upon  plates  or  beams. 

S.\LLY-PoRTS,  or  Postern  Gates,  in  fortification,  under- 
ground passages,  leading  from  the  inner  to  the  outer  works, 
such  as  from  the  higher  flank  to  the  lower,  or  to  the  tenailles, 
or  the  communication  from  the  middle  of  the  curtain  to  the 
ravelin.  In  every  place  of  arms,  there  are  two  sally-ports, 
each  ten  or  twelve  feet  wide,  for  the  troops  to  sally  out.  In 
time  of  a  siege,  they  are  shut  up  with  barriers,  or  gates. 

SALOON,  (from  the  French,  salon,  a  hall)  a  grand,  lofty, 
spacious  apartment,  vaulted  at  top,  and  usually  comprehend- 
ing two  stories,  with  two  ranges  of  windows. 

The  saloon  is  a  grand  room  in  the  middle  of  a  building,  or 
at  the  head  of  a  gallery,  &c.  Its  faces,  or  sides,  are  all  to 
have  a  symmetry  with  each  other;  and  as  it  usually  takes 
up  the  height  of  two  stories,  its  ceiling,  Davilier  observes, 
should  be  made  with  a  moderate  sweep. 

The  saloon  is  a  state-room,  much  used  in  the  palaces  of 
Italy,  and  from  thence  the  mode  came  to  us.  Ambassadors 
and  other  great  visitors  are  usually  received  in  the  saloon. 
It  is  sometimes  built  square,  sometimes  round,  or  oval; 
sometimes  octagonal,  as  at  Marly,  and  sometimes  in  other 
forms. 

To  ascertain  the  superficies  of  a  saloon,  find  its  breadth, 
by  applying  a  string  close  to  it  across  the  surface;  find  also 
its  length  by  measuring  along  the  middle  of  it,  quite  round 
the  room  ;  and  multiply  these  results  together  for  the  surface. 
To  find  its  solid  contents,  multiply  the  area  of  a  transverse 
section  by  the  compass  taken  round  the  middle  part;  subtract 
this  product  from  the  whole  vacuity  of  the  room,  supposing 
the  walls  to  go  upright  all  the  height  to  the  flat  ceiling. 

SANCTUARY,  the  presbytery,  or  eastern  extremity  of 
the  chancel  eastward  of  the  choir,  which  was  set  apart  for 
the  officiating  priests,  and  in  which  the  altar  was  stituated. 
See  Chancel. 

SAND  (Dutch),  in  mineralogy,  a  name  given  to  all  mine- 
ral matter  that  exists  in  minute  detached  grains,  and  more 
particularly  denominated  from  the  prevailing  substance  as 
silicious  sand,  iron  sand,  &c. 

Sand  is  generally  formed  from  the  disintegration  of  hard 
stones,  or  rocks,  by  the  agency  of  water,  and  the  particles  of 
silicious  stones,  possessing  a  greater  degree  of  hardness  than 
most  other  kinds.  The  use  of  sand  in  building  is  an  ingre- 
dient in  mortar.  For  this  purpose,  pit-sand  is,  of  all  others,^ 
the  best  ;  and  of  pit-sand,  the  whitest  is  always  the  worst. 
Of  river-.sand,  that  found  in  the  falls  of  water  is  best,  because 
most  purged  ;   and  sea-sand  is  worst  of  all. 


Pit-sand,  as  being  fat  and  tough,  is  most  used  in  walls  and 
vaults.     River  sand  serves  best  for  rough-casting. 

Ali  sand  is  good  in  its  kind,  if,  when  squeezed  and 
handled,  it  crackles;  and  if,  being  put  on  a  white  cloth,  it 
neither  stains  nor  makes  it  foul.  That  sand  is  bad,  which, 
mixed  with  water,  makes  it  dirty  and  muddy,  and  which  has 
been  long  in  the  air  :  for  such  will  retain  much  earth  and 
rotten  humour.  Hence  some  masons  wash  their  sand  before 
they  use  it. 

The  sand  of  Puzzuolo,  De  I^orme  observes,  is  the  best 
in  the  world ;  especially  for  maritime  buildings.     See  Puz- 

ZOLANA. 

SAND-STONE,  in  mineralogy,  a  stone  essentially  com- 
posed of  grains  or  particles  of  sand,  either  united  w"th  other 
mineral  substances,  or  adhering  without  any  visible  cement. 
The  grains  or  particles  of  sand-stone  are  generally  (juartz, 
sometimes  intermixed  with  felspar,  or  particles  of  slate. 
When  the  cementing  matter  is  lime,  such  .sand-stones  are 
called  calcareous:  frequently  the  cementing  matter  is  oxide 
of  iron  intermixed  with  alumine.  The  particles  of  sand  in 
these  stones  vary  greatly  in  size,  some  being  so  minute  as 
scarcely  to  be  visible. 

Sand-stone  is  generally  distbictly  stratified ;  and  some 
kinds,  which  contain  a  considerable  quantity  of  mica,  split 
into  thin  lamina;,  which  are  used  for  slates  in  some  parts  of 
England,  particularly  in  the  West  Riding  of  Yorkshire. 

The  lowest  of  the  principal  beds  of  sand-stone  has  been 
called  by  Werner,  and  the  German  geologists,  the  old  red 
saiid-stone.  It  generally  rests  on  rocks  of  slate  or  grey- 
wacke,  and  is  covered  by  thick  beds  of  limestone.  It  is  fre- 
quently coarse  grained,  consisting  of  particles  of  quartz,  and 
sometimes  of  felspar,  cemented  by  iron-shot  clay,  that  gives 
it  the  red  colour  from  which  its  name  is  derived.  According 
to  many  geologists,  the  red  sand-stone,  which  extends  on  the 
western  side  of  England,  from  Penrith  in  Cumberland  to 
Shropshire,  belongs  to  this  formation. 

The  number  and  variety  of  sand-stones  in  the  secondary 
strata  arc  very  great,  and  the  diversity  of  quality  fits  them 
fir  the  various  purposes  of  building-stones,  grind-stones, 
filtering-stones,  Ace.     See  Stone. 

SANGALLO,  ANTONIO  DE,  a  celebrated  architect, 
born  in  the  15th  century,  in  the  territory  of  Florence.  His 
father,  Antonio  Picconi,  was  a  cooper  by  trade,  and  Antonio 
was  brought  up  to  the  business  of  a  joiner.  Having,  how- 
ever, two  uncles,  Guiliano  and  Antonio  Sang.illo,  architects, 
of  considerable  reputation  at  Rome,  he  placed  himself  under 
their  tuition,  and  assumed  their  name.  He  soon  exhibited 
considerable  talents,  and  his  progress  in  the  art  made  him 
known  to  Bramante,  who,  in  1513,  entrusted  to  him  tlie 
execution  of  several  works.  He  soon  obtained  employment 
from  some  Cardinals  ;  and  in  the  pontificate  of  Leo  X,  when 
his  uncle  Giuliano  quitted  Rome,  ho  was  appointed  his  suc- 
cessor as  architect  of  St.  Peter's,  in  conjunction  with  Raph.acl. 
He  also  manifested  great  skill  as  an  engineer ;  and  Leo 
adopted  a  plan  which  he  gave  for  the  fortification  of  Civita 
Vecchia.  Under  Clement  VII.  ho  was  employed  in  enlarg- 
ing and  embellishing  the  Vatican  Palace,  and  in  repairing 
tlie  fortifications  of  Parma  and  Placcntia.  He  is  also  celc- 
lirated  for  the  construction  of  a  remarkable  well  at  Orvictto 
which  had  two  staircases  for  the  descent  and  ascent  of  beasts 
of  burden.  Ho  enjoyed  the  favour  of  Paul  III.,  who  employed 
him  in  many  important  works  as  architect  and  engineer;  and 
when  Charles  V.  visited  Rome  after  his  Tunisian  expedition, 
'  Sangallo  h.ad  the  planning  of  the  triumphal  decorations  with 
which  he  was  received.  The  Pauline  chapel,  and  the  mag- 
nificent staircases  by  which  the  ch.apcls  of  the  Vatican  com- 
municate vith  St.  Peter's,  were  of  his  construction.      The 


grandest  effort  of  his  genius  was  a  wooden  model  of 
St.  Peter's,  which,  however,  was  not  closely  followed.  As 
he  was  noted  for  the  solidity  of  his  building,  he  was 
employed  in  strengthening  the  foundations  of  the  Vatican 
and  of  the  great  columns  which  support  the  cupola  of 
St.  Peter's.  Being  engaged  by  the  pope  to  survey  the 
inundations  of  the  lake  of  Marmora,  the  heat  and  the  exhala- 
tions from  the  foul  water  caused  a  disease,  of  which  he  died 
in  the  year  154G. 

SAP  (from  the  Italian  sappare,  to  undermine),  in  building, 
a  term  used  when  a  trench  is  opened  in  the  ground  at  the 
foot  of  a  wall,  &c.,  so  as  to  bring  it  down  all  at  once  for  want 
of  support. 

To  demolish  the  thick  firm  walls  of  old  tastleSj&c,  sapping 
is  much  the  readiest  way. 

Sai»,  in  the  military  art,  denotes  a  work  carried  on  under 
cover  of  gabions  and  fascines  on  the  flank,  and  mantelets,  or 
stuffed  gabions,  on  the  front,  to  gain  the  descent  of  a  ditch, 
counterscarp,  or  the  like. 

It  is  performed  hy  digging  a  deep  trench,  descending  by 
steps  from  top  to  bottom,  under  a  corridor,  carrying  it  as  far 
as  the  bottom  of  the  ditch,  when  that  is  dry  ;  or  as  far  as  the 
surface  of  the  water,  when  wet. 

SAPIIETA,  more  commonly  called  Soffit,  in  architec- 
ture, the  board  over  the  top  of  a  window,  placed  parallel  and 
opposite  to  the  window-stool  at  the  bottom. 

SARACENIC  ARCHITECTURE.  See  Moorish 
Architecture. 

SARCOPHAGUS  (from  aa()KO(f>ayo^),  a  sort  of  stone 
coffin  or  grave,  in  which  the  ancients  laid  those  they  had  not 
a  mind  to  burn. 

The  word,  as  derived  from  the  Greek,  literally  signifies 
flesh-cater ;  because,  at  first,  they  used  a  sort  of  stone  for 
the  making  of  these  tombs,  which  quickly  consumed  the 
bodies.  The  quarries  from  whence  they  dug  it  were  near 
a  city  of  Troas,  named  Assum.  They  had  the  faculty  to 
waste  away  a  body,  except  the  teeth,  in  forty  days.  This 
stone  resembled  a  reddish  pumice-stone,  and  had  a  saltish 
taste.  The  ancients  also  made  vessels  of  it  to  cure  the  gout, 
into  which  they  put  their  feet,  not  suffering  them  to  continue 
there  too  long. 

SASH  (from  the  french  chassis,  a  frame),  a  chequered 
frame  for  holding  the  squares  of  glass  in  windows,  and  so 
formed  as  to  let  up  and  down  by  means  of  pulleys.  Sashes 
are  either  single  or  double  hnnjj. 

Sash-frame,  the  wooden  frame  in  which  the  sashes  are 
fitted  for  the  convenience  of  sliding  up  or  down,  or  sideways, 
as  the  nature  of  the  apartment  to  be  lighted  may  require. 

When  one  or  both  s.ashes  are  to  be  moved  vertically,  they 
are  commonly  equipoised  by  weights  ;  and  the  weights  are 
made  to  run  in  vertical  trunks,  or  cases,  formed  in  the  sides 
of  the  frames,  which  arc  therefore  said  to  be  cased ;  but 
when  the  sides  are  not  made  hollow  for  weights,  the  frame  is 
said  to  be  solid.  In  a  sash-frame,  the  under  side  of  thc^  head 
is  most  commonly  disposed  in  the  same  surfiice  as  the  soffit, 
or  intrados,  of  the  stone  or  brick  head  of  the  window  on  the 
outside  ;  consequently,  it  partakes  of  the  shape  of  the  head 
of  the  window,  whether  straight  or  circular.  In  a  cased 
sash-frame,  each  case  consists  of  four  pieces  ;  the  inside  piece, 
on  each  side,  or  that  next  the  aperture,  is  most  commonly  dis- 
posed in  the  same  plain  with  the  jamb  of  the  stone,  or  side 
of  the  aperture,  on  the  outside,  the  two  sides  forming  parallel 
planes  :  these  two  pieces  are  called  jyulley-pieces,  from  their 
containing  the  i)nlleys,  over  which  the  ropes  pass,  by  which 
the  s.ashes  and  weights  arc  suspended.  The  other  three 
parts  of  each  trunk  are  called  linings  ;  that  parallel  to  the 
pullcy-piecc,  and  next  to  the  jamb,  on  either  side,  is  called 
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the  back  lining  ;  the  one  next  the  outside,  and  parallel  to  the 
face  of  the  wall,  is  the  outside  lining  ;  and  the  remaining  one 
next  to  the  inside  of  the  room,  is  denominated  the  inside 
lining.  The  best-made  sash-frames  have  the  pulley-pieces 
tongued  into  the  outside  and  inside  linings;  the  back  lining 
is  generally  tongued  into  the  outside,  and  nailed  to  the  edge 
of  the  inside  lining  ;  on  each  pulley-piece  two  channels,  of 
equal  breadth,  for  the  edges  of  the  sashes  to  run  in,  are 
formed  by  nailing  a  slip  of  wood  round  the  inner  margin  of 
the  pulley-piece,  and  suflering  the  outside  lining  to  project 
within  it  ;  between  which  a  narrow  slip  is  inserted  in  a 
groove,  left  in  the  middle  of  the  intervening  space.  As  the 
edge  of  this  slip  is  generally  rounded,  it  is  called  the^jaz-Z/rey 
head  ;  and  the  inner  slip,  fur  the  same  reason,  is  termed  the 
inside  head ;  while  the  edge  of  the  outer  lining  is  called  the 
iutside  head.  Within  the  case,  there  is  also  a  vertical  slip, 
suspended  from  the  head,  and  passing  longitudinally  through 
the  middle  of  the  hollow  space,  for  separating  the  two  weights, 
which  is  therefore  called  the  parting  slip.  The  head,  sill,  and 
inside  linings,  have  generally  each  a  groove  next  to  the  inside 
of  the  room  ;  the  groove  in  the  head  and  sill  is  commonly 
three-eighths  of  an  inch  from  the  edge  next  to  the  opening  ; 
that  in  the  head  is  for  inserting  the  edge  of  the  soffit,  and 
that  in  the  sill  for  receiving  the  edge  of  the  capping  bead, 
upon  the  upper  edge  of  the  back.  The  grooves,  in  the  inside 
lining,  are  for  the  edges  of  the  back  lining  of  the  boxing ; 
the  distance  of  these  grooves  from  the  niner  edge  of  the 
inside  depends  on  the  depth  of  the  boxing,  and  the  distance 
of  each  line  of  hinges  from  the  inner  edge  of  the  inside  lining, 
or  of  that  next  to  the  opening.  The  line  of  hinges  is  gene- 
rally about  three-eighths  of  an  inch  from  the  inner  edge  of 
the  inside  lining ;  so  that  the  shutters,  soffit,  and  capping  bead, 
may  have  their  terminating  edges  with  the  sash-frame  of  the 
same  margin  all  round  ;  that  is,  at  the  same  distance  as  the 
inner  edge  of  the  sash-frame  ;  this,  however,  is  not  positively 
necessary,  but  may  be  varied  at  the  discretion  of  the  archi- 
tect or  workman.  The  line  of  hinges  being  determined,  the 
depth  of  the  boxing  is  found  by  adding  to  the  thickness  of 
the  wall  that  of  the  inside  finishing,  whether  of  plaster  alone, 
or  of  lath  and  plaster  (the  former  requiring  about  an  inch 
and  the  latter  2  j  inches) ;  and  subtracting  from  the  sum,  the 
thickness  of  the  sash-frame,  and  its  distance  from  the  outside 
of  the  wall ;  then,  if  the  remainder  be  equal  to,  or  exceed 
half  the  distance  of  the  hinge-lines,  such  half  distance  U  the 
breadth  of  both  the  boxing  and  the  shutter ;  it  must,  how- 
ever, be  observed,  that  the  outer  edge  of  the  shutter  must 
not  be  rebated,  as  that  would  prevent  the  edges  of  both 
coming  close  to  the  architrave,  or  margin  style  which  forms 
the  side  of  the  boxing,  opposite  to  the  inner  lining  of  the 
sash-frame,  when  each  shutter  consists  of  one  piece  only  ;  to 
remedy  this,  each  shutter  must  either  consist  of  two  folds, 
viz.,  a  front  part,  and  a  back  flap ;  and  the  breadth  of  the 
boxing  must  be  contracted,  either  by  introducing  a  margin 
style  at  the  edge  of  each  boxing;  or,  if  one  was  necessary 
before,  by  making  it  broader;  then  the  thickness  of  the  two 
folds  will  be  the  neat  distance  of  the  groove  from  the  line  of 
hinges.  If,  on  the  other  hand,  the  remainder,  before  men- 
tioned, be  less  than  the  half  distance  between  the  hinge  lines, 
it  is  the  breadth  of  the  bo.\ing  ;  divide  the  half  distance 
between  the  hinge  lines,  by  the  breadth  of  the  boxing,  and 
the  quotient  will  give  the  number  of  folds  ;  and  if  there  be  a 
remainder,  there  must  be  one  fold  more  than  is  shown  by  the 
quotient.  The  aggregate,  or  sum  of  all  the  folds,  is  the  neat 
depth  of  the  boxing  :  but,  in  order  to  make  the  folds  clear 
each  other  and  the  back  of  the  boxing,  add  the  eighth  or  tenth 
part  of  an  inch  for  each  fold.  Thus,  suppose  the  wall  to  be 
of  eighteea-iuch  brickwork,  and  the  finishing  withui  to  be 


lath  and  plaster;  suppose,  also,  the  breadth  of  the  window- 
to  be  4  feet,  the  sash-frame  6  inches  thick,  and  its  distance 
from  the  wall  4  inches:  then,  20|  inches  is  the  thickness 
of  the  wall  and  finishing  ;  the  thickness  of  the  sash-frame  and 
its  distance  fjom  the  face  of  the  wall  are,  together,  10  inches ; 
this,  taken  from  20;J^  inches,  gives  10:J^  inches  for  a  remainder, 
which  is  the  breadth  both  of  the  boxing  and  of  the  shutter, 
because  10^  inches  are  less  than  24  inches,  the  half  distance 
between  the  lines  of  hinges:  10^  is  contained  twice  in  24 
inches  with  a  remainder ;  there  are,  therefore,  three  folds, 
viz.,  a  front  fold  and  two  back  flaps  ;  suppose  the  front  fold 
to  be  H  inch  thick,  each  back  l|  inch  thick  ;  then  1^-4- 1^ 
+  1^  =  4  inches;  and  because  there  are  three  folds,  add  |- 
of  an  inch  more,  and  the  depth  of  the  boxing  will  be  4|  inches. 
Sash-frames  are  made  in  Dublin  with  half-sills. 

Figure.  No.  1.  Represents  part  of  the  fi-ame  of  a  com- 
mon sash,  showing  a  section  through  one  of  the  sides,  and  a 
part  of  the  plan  of  the  sill. 

No.  2  The  side  of  the  sash-frame,  with  the  pulley  style, 
and  the  sections  through  the  sill  and  head. 

No.  3.  Part  of  the  elevation  of  the  sash-frame,  the  inside 
lining  being  removed  to  show  the  weight. 

Figure  2.  No.  1.  A  complete  plan  of  a  sash-frame,  where 
the  lines  are  concealed ;  this,  however,  does  not  alfect  the 
plan,  so  as  to  make  it  differ  from  that  of  common  sashes,  as 
shown  at  Figure  I,  No.  1. 

No.  2.  The  pulley  style,  exhibiting  the  pulleys  in  the 
middle,  instead  of  being  much  nearer  the  top  than  the 
middle. 

No.  3.  Part  of  the  elevation,  showing  how  the  lino  is  fixed 
to  the  lower  sash,  and  hooked  to  a  piece  fixed  to  the  trunk 
for  the  purpose. 

No.  4." Part  of  the  elevation  on  the  other  side,  showing 
the  manner  of  fixing  the  line  to  the  upper  sash,  and  to  the 
dividing  piece. 

No.  5.  The  inside  of  the  sash-frame,  with  both  weights 
exposed. 

SAW,  (from  the  Saxon  saga,  or  Danish  same)  a  thin  plate 
of  steel,  indented  on  the  edge,  for  cutting,  or  dividing  wood 
or  soft  metals,  by  a  reciprocal  change  of  motion  in  the  hands 
of  the  workman,  by  pushing  it  from,  and  drawing  it  towards 
him.  The  cut  which  it  makes,  or  the  part  taken  away,  in  a 
board,  is  a  thin  slice,  contained  between  parallel  planes,  or 
a  deep  narrow  groove  of  equal  thickness.  Saws  are  of 
several  kinds,  as  the  pit-saw,  the  bow-saw,  the  ripping-saw, 
the  half-ripper,  the  hand-saio,  the  panel-saw,  the  tenon-saw, 
the  sash-saw,  the  dove-tailed  saw,  the  compass-ga'o,  and  the 
hey-hole  or  turning  saw.  The  teeth  of  these  saws  arc  all 
formed  so  as  to  contain  an  angle  of  60  degrees,  both  exter- 
nally and  internally,  and  incline  more  or  less  forward  as  the 
saw  is  made  to  cut  transverse  to,  or  in  the  direction  of  the 
fibres ;  they  are  also  of  different  lengths  and  breadths,  accord- 
ing to  their  use.  The  teeth  of  a  saw  are  bent  alternately  to 
each  side,  that  the  plate  may  clear  the  wood ;  and,  for  this 
purpose,  also,  the  edge  on  which  the  teeth  are  cut  is  thicker 
than  the  other  edge. 

The  best  saws  are  made  of  steel,  ground  bright  and  smooth. 
If,  in  bending  the  plate  of  a  saw,  the  resistance  be  great,  and 
the  curvature  uniform,  it  is  a  proof  that  it  has  been  evenly 
"round,  and  well  hammered.  Saws  intended  to  cut  hard 
wood,  must  be  so  sharpened  as  to  lean  more  from  the  per- 
pendicular drawn  from  the  internal  angle,  to  the  line  passing 
along  the  bottom  of  the  teeth,  than  those  which  are  intended 
for  cutting  soft  wood. 

The  ]nt-saw  is  used  by  two  sawyers,  for  dividing  the 
trunks  of  trees  into  boards  of  any  thickness,  or  for  dividing 
larger  pieces  of  timber  into  smaller  scantlings. 
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ITie  bow-saw  is  for  cutting  the  thin  edges  of  wood 
into  curves. 

The  ripping-saw  is  used  for  dividing  or  slitting  wood  in 
the  direction  of  the  fibres  ;  the  toelh  are  very  largo,  there 
being  eight  in  three  inches,  and  the  front  of  the  teeth  stand 
perpendicular  to  the  line  which  ranges  with  the  points ;  the 
length  of  the  blade  is  about  28  inciies. 

The  lialf-rippcr  is  also  used  for  dividing  wood  in  the  direc- 
tion of  the  fibres;  the  length  of  this  plate  is  the  same  as  the 
former,  but  there  are  only  three  teeth  in  the  inch. 

The  hand-saw  is  used  both  for  cutting  the  wood  in  the 
direction  of  the  fibres,  and  for  cross-cutting;  for  this  pur- 
pose, the  teeth  are  more  reclined  than  those  of  the  two  former ; 
there  are  15  teeth  contained  in  4  inches.  The  length  of  the 
plate  is  2(5  inches. 

The  panel-saw  is  used  for  cutting  very  thin  wood,  either 
in  a  direction  of,  or  transverse  to,  the  fibres.  The  length  of 
the  plate  is  the  same  as  that  of  the  hand-saw,  but  there  are 
only  about  si.x  teeth  in  the  inch.  The  plate  of  the  hand-saw 
and  panel-saw  is  thinner  than  that  of  the  ripping-saw. 

The  tenon-saw  is  generally  used  for  cutting  wood  trans- 
versely to  the  fibres,  as  the  shoulders  of  tenons.  The  plate 
of  a  tenon-saw  is  from  14  to  ID  inches  in  length,  and  the 
number  of  teeth  in  an  inch  from  8  to  10.  As  this  saw  is 
not  intended  to  cut  through  the  wood  in  its  whole  breadth, 
and  the  plato  would  be  too  thin  to  make  a  straight  kerf,  with- 
out being  in  danger  of  buckling,  there  is  a  thick  piece  of 
iron  fi.ved  upon  the  upper  edge,  called  the  back.  The  open- 
ing through  the  handle,  for  the  fingers,  of  this  and  the  fore- 
going saws,  is  closed  all  round ;  and  is  therefore  called 
a  double  handle. 

The  sash-saw  is  used  by  sash-makers  in  forming  the  tenons 
of  sashes  :  the  plate  is  1 1  inches  in  length.  The  inch  con- 
tains about  13  teeth ;  this  saw  is  sometimes  backed  with  iron, 
but  more  frequently  with  brass. 

The  dove-tail  saw  is  used  in  dove-tailing  drawers.  The 
length  of  the  plate  is  about  9  inche-s,  and  the  inch  contains 
about  15  teeth.  This  plato  is  also  backed  with  brass.  The 
handles  of  the  two  last  saws  are  only  single. 

The  compass-saw  is  for  cutting  curves  upon  the  surfaces 
of  wood.  For  this  purpose  it  is  narrow,  without  a  back,  and 
thicker  on  the  cutting-edge,  as  the  teeth  have  no  set.  The 
plate  is  about  an  inch  broad  next  to  tlie  handle,  and  dimi- 
nishes to  about  a  quarter  of  an  inch  at  the  other  extremity  ; 
there  are  about  five  teeth  in  the  inch;  the  handle  is  single. 

The  key-hole  or  turninff-saw  is  similar  to  the  compass-saw 
in  the  plate,  but  the  handle  is  long,  and  perforated  from  end 
to  end,  so  that  the  plate  may  be  inserted  at  any  distance 
within  the  handle.  Tlie  lower  part  of  the  handle  is  provided 
with  a  pad  through  which  is  inserted  a  screw,  for  the  pur- 
pose of  fastening  the  plate  in  the  handle  ;  this  saw  is  used 
for  turning  out  quick  curves,  as  key-holes,  &c. ;  whence  its 
name. 

SAW-PIT,  a  pit  dug  under  ground  for  the  sawing  of 
timber,  the  hollow  being  enclosed  with  a  frame  of  timber- 
work  for  the  purpose  of  placing  the  limber  to  be  cut  by  two 
men,  one  standing  in  the  pit,  and  the  other  on  the  top  of  the 
timber.  It  is  obvious  that  the  top  of  the  timl)er  frame,  from 
the  bottom  of  the  pit,  must  be  something  more  than  tlie 
height  of  a  man,  and  not  much  raised  from  the  level  of 
the  ground,  for  the  convenience  of  placing  the  timber  over 
the  pit.  In  pits  made  for  duration,  the  insides  are  lined 
with  boarding,  brick,  or  stone-work. 

S.vW\  EltS,  men  whose  constant  employment  is  to  divide 
the  trunks  <if  trees  into  boards,  or  into  scantlings  of  timlier 
of  any  size.  They  work  in  pairs,  one  man  standing  on  tlie 
wood  to  be  divided  the  other  beneath  in  a  pit,  made  princi- 


pally for  the  more  easy  placing  of  the  timber.  The  saw 
having  a  handle  at  each  end,  is  drawn  up  iiy  the  man  on  the 
top,  assisted  by  the  man  in  the  pit,  who  pushes  it  upwards; 
it  is  then  let  down  chiefiy  by  its  own  weight,  with  a  small 
degree  of  force  exerted  by  l)oth.  This  operation  is  continued 
till  the  whole  cut  has  been  made. 

Sawyers  most  commonly  work  by  the  hundred  superficial 
feet,  for  which  they  have  various  prices,  according  to  the 
hardness  or  quality  of  the  timber. 

SAXON  AUCIIITECTURE,  that  style  which  was  prac- 
tised by  the  Anglo-Saxons  during  their  ascendancy  in  this 
country;  a  style  which  is  exhibited  solely  in  churches,  and 
other  ecclesiastical  structures,  and  prevailed  from  the  time  of 
the  conversion  of  the  Saxons,  to  the  Norman  conquest. 

When  the  Saxons  first  obtained  possession  of  the  country, 
they  were  pagans ;  a  barbarous  race,  much  inferior  to  their 
predecessors,  the  Britons,  in  the  cultivation  of  the  civi- 
lized arts.  It  would  appear  that  tlii^y  did  erect  some 
buildings  of  imiwrtanee,  as  we  find  Gregory  the  Great 
giving  permission  to  St.  Augustine  to  make  use  of  their 
temples  for  the  purpose  of  Christian  worship;  but  of  what 
description  such  buildings  were,  we  have  no  conception  ;  nor, 
indeed,  are  we  certain  that  they  did  not  employ  such  build- 
ings as  they  found  already  erected  in  the  country,  rather  than 
erect  new  ones  for  themselves.  Be  this,  however,  as  it  may, 
we  are  here  only  concerned  with  their  Christian  edifices. 
Of  these,  the  first,  occupied  by  the  missionary  Augustine, 
was  one  at  Canterbury,  dedicated  to  St.  Martin,  which 
Bertha,  the  Christian  queen  of  the  pagan  king,  Ethelbcrt, 
had  been  in  the  habit  of  using.  This,  however,  was  not 
a  Saxon  edifice,  but  probably  a  church  of  the  ancient  Britons 
which  had  escaped  destruction  by  their  treacherous  allies. 
In  reference  to  this  circumstance,  the  Venerable  Bede  tells 
us — "  There  was,  in  the  east  side,  near  the  city,  a  church 
dedicated  to  the  honour  of  St.  Martin,  formerly  built  whilst 
the  Romans  were  still  in  the  island,  wherein  the  queen,  who, 
as  has  been  before  said,  was  a  Christian,  used  to  |)ray.  In 
this  they  at  first  began  to  meet,  to  sing,  to  pray,  to  say  mass, 
to  preach,  and  to  baptize  ;  till,  the  king  being  converted  to 
the  faith,  they  had  leave  granted  them  more  freely  to  preach 
and  build  or  repair  churches  in  all  places."  From  this 
account,  it  is  evident  that  many  churches  were  erected  even 
in  St.  Augustine's  time,  and  of  the  erection  of  some  of  these 
we  have  authentic  records.  The  first  erected  was  the  cathe- 
dral church  of  Canterbury,  built  on  the  site  of  an  old  Roman 
church,  and  which  St.  Augustine  dedicated  under  the  title 
of  Christ's  Church.  Adjoining  to  this,  was  built  a  house  for 
the  bishop,  and  a  little  way  out  of  the  city  a  monastery  and 
a  church  belonging  to  it,  in  honour  of  St.  Peter  and  St. 
Paul.  This  last,  however,  ho  did  not  live  to  finish :  it  was 
completed  by  Lawrence,  whom  he  ordained  to  succeed  liim 
as  archbishop,  after  his  death. 

It  is  further  evident,  from  the  above  quotation,  that  some 
churches  were  then  standing,  which  had  been  previously 
erected  by  the  British  Christians  :  of  these,  St.  ^lartiii's  is 
one,  and  another  probably  the  cathedral,  which  is  supposed 
liy  some  to  have  been  originally  a  Roman  church,  and  to 
have  been  no  more  than  repaired  by  Augustine;  but  which- 
ever be  correct,  it  is  certain  that  a  Roman  chiinOi  stood 
originally  on  the  same  spot,  and  probably  that  the  remains  of 
it  at  least  still  existed  at  the  time  we  are  sfieaking  of  it  is 
very  likely  that  tlie  materials  of  the  original  fabric  were 
worked  up  in  the  lu-w  erection. 

So  wonderful  was  the  success  of  Augustine,  that  before 
his  death  he  was  enabled  to  found  two  bishoprics,  the  one 
at  London  and  the  other  at  Rochester,  where,  shortly  afliT 
his  decease    two  cathedrals  were  erected — that  at  London 
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beinj;  dedicated  to  St.  Paul,  and  that  at  Rochester  to  St. 
Andrew,  by  which  names  tlie  cathedrals  standing  on  the 
same  sites  are  still  known.  At  tiie  same  date,  king  Sebert 
also  founded  the  ancient  Abbey  of  Westminster. 

Within  thirty  years  from  Augustine's  death,  Paulinus  had 
succeeded  in  converting  to  Christianity,  Edwin,  the  king  of 
Northumbria,  and  became  bishop  of  tliat  province.  His  see 
was  fi.xed  at  York,  where  Edwin  immediately  set  aljout 
building  him  a  church,  which  we  learn  was  built  of  timber, 
and  dedicated  in  the  name  of  St.  Peter.  From  such  humble 
beginnings  ar  ise  the  splendid  cathedral  which  now  adorns 
that  city.  This  timber-structure  was  erected  previous  to 
the  baptism  of  the  king  ;  shortly  after  that  event,  however, 
he  took  care,  by  the  direction  of  Paulinus,  to  build  in  the 
same  place  a  larger  and  nobler  church,  of  stone,  within  which 
the  smaller  building,  which  he  had  first  erected,  was  enclosed. 
During  the  erection  of  this  building  Edwin  was  assassinated 
by  his  pagan  subjects,  and  the  church  was  completed  by  his 
successor,  Oswald.  After  this,  Paulinus  crossed  the  Humber 
to  preach  the  gospel  at  Lincoln,  where  he  succeeded  in  con- 
verting the  reeve  or  governor  of  the  city,  who  was  a  man  of 
considerable  wealth,  and  who  undertook  the  erection  of  a 
large  and  magnificent  church- of  stone  in  that  place.  It  was 
destroyed  by  the  Danes,  and  afterwards  rebuilt  by  Gilbert 
de  Goure,  earl  of  Lincoln.  Paulinus  is  also  said,  by  historians, 
to  have  built  the  church  at  Southwell,  in  Nottinghamshire, 
which  still  exists,  and  in  a  good  state  of  preservation  ;  but 
evidently  much  of  its  architecture  is  of  a  later  date  than  that 
of  Paulinus.  At  the  close  of  the  seventh  century,  St.  Chad, 
bishop  of  York,  built  a  church  at  Barton-upon-Humber, 
where  there  is  still  standing  an  edifice  of  undoubtedly  Saxon 
character.  The  successor  of  St.  Chad  was  a  man  of  some- 
what dillerent  stamp,  of  the  name  of  W  ilfred.  Active,  per- 
severing, and  accomplished,  he  added  considerably  to  the 
temporal  dignity  of  the  church,  and  was  one  of  the  greatest 
builders  amongst  the  Saxon  bishops.  He  was  only  thirty- 
five  years  of  age  when  he  entered  upon  his  duties  as  bishop 
of  York,  and  one  of  the  first  objects  to  which  he  gave  his 
attention  was  the  catheu-ral.  He  found  the  church  built  by 
Edwin  and  Oswald  in  a  state  of  miserable  neglect,  the  old 
roof  dropping  with  rain-drops,  and  the  windows  open  to  the 
weather,  and  giving  entrance  to  the  birds,  which  made  their 
nests  inside  the  building.  He  repaired  it  substantially, 
"roofing  it  with  lead,"  (being  probably  of  thatch  originally) 
"  and  prevented  the  entrance  of  birds  and  rain  by  putting 
glass  into  the  windows,  yet  such  glass  as  allowed  the  light 
to  shine  within."  He  also  washed  the  walls  of  the  old  build- 
ing, "  and  made  them,  as  the  prophet  says,  whiter  than 
snow."  St.  Wilfred  seems  to  have  been  the  first  to  introduce 
the  use  of  glazed  windows  into  England,  the  light  having 
been  previously  admitted  into  their  buildings  by  openings 
covered  with  trellis-work,  or  with  dressed  skins  of  beasts, 
or  sometimes  with  transparent  horn  or  hair-curtains.  Wilfrid 
had  his  glass  from  France ;  and  Benedict  Biscop,  at  a  later 
period,  is  said  to  have  brought  from  the  same  country  artisans, 
to  teach  the  English  the  method  of  its  manufacture.  Some 
reputed  remains  uf  this  church  at  York,  have  been  discovered 
beneath  the  present  cathedral.  At  llipon,  Wilfrid  built 
another  church  "  of  polished  stone,  with  columns  variously 
ornamented,  and  porches  ;"  but  his  most  famous  work  is  the 
church  at  Hexham,  which  is  described  in  glowing  colours  by 
Stephen  Eddius,  a  cotemporary  with  Bede.  He  assures  us 
that  it  had  not  a  rival  on  this  side  of  the  Alps.  Deep  foun- 
dations, he  s.ays,  were  dug  in  the  ground  for  the  construction 
of  subterraneous  chapel-:,  and  passages  of  communication. 
On  these  foundations,  walls  were  raised  to  a  prodigious  height, 
and  were  divided  into  three  stages  or  stories,  supported  on 


square  pillars  and  polished  columns  of  different  marbles.  The 
capitals  of  the  pillars  and  the  arcades,  and  arch-walls  of  the 
sanctuary,  were  adorned  with  sculpture,  paintings,  and  figures 
in  relief,  judiciously  coloured  ;  blue,  green,  and  yellow,  being 
the  more  predominant  hues.  The  church  was  surrounded 
by  galleries  inside,  and  divided  by  inclosurcs  and  staircases, 
so  that  you  might  make  the  circuit  of  the  building,  without 
being  seen  from  below.  In  the  galleries  above  and  below, 
were  chapels  dedicated  to  Our  Lady  and  St.  Michael,  to 
apostles,  martyrs,  and  confessors,  all  provided  with  the 
necessary  ornaments. 

"  Richard,  prior  of  Hexham,  (Ricardus  Hagust)  who  flou- 
rished about  a  century  after  the  Conquest,  when  the  original 
building  was  still  in  existence,  though  in  a  decaying  state,  has 
also  left  us  a  description  of  it,  and  both  mentions  the  crypts 
and  oratories,  subterraneous,  with  winding  passages  to  them, 
and  relates  that  the  walls  were  of  immense  length  and  height, 
supported  on  columns  of  squared,  varied,  well-polished  stone, 
divided  into  three  stories,  adding,  that  the  walls  themselves, 
with  the  capitals  of  those  columns  by  which  the  walls  were 
supported,  as  also  the  coved  ceiling  of  the  sanctuary,  Wilfrid 
decorated  with  histories,  statues,  and  various  figures  project- 
ing in  sculpture  from  the  stone,  with  the  grateful  variety  of 
pictures,  and  with  the  wonderful  beauty  of  colours.  He  also 
surrounded  the  very  body  of  the  church  with  lateral  and 
subterraneous  chapels  on  every  side,  which  with  wonderful 
and  inexplicable  artifice  he  separated  by  walls  and  spiral 
stairs  above  and  below.  In  the  very  stairs,  and  upon  them, 
he  caused  to  be  made  of  stone,  ways  of  ascent,  places  of 
landing,  and  a  variety  of  windings,  some  up,  some  down, 
yet  so  artificially,  that  innumerable  multitudes  of  men  might 
be  there,  and  stand  all  about  the  very  body  of  the  church, 
yet  not  be  visible  to  any  that  were  below  it." 

Benedict  Biscop  was  another  builder,  who  erected  the 
monasteries  of  Monk-Wearmouth  and  Jarrow  ;  he  seems  to 
have  brought  masons  and  other  artificers  from  France.  He 
was  a  cotemporary  with  Wilfrid,  and  lived  at  the  close  of  the 
seventh  century.  Adhelm,  at  a  somewhat  later  period,  was 
the  founder  of  the  abbey  of  Malmsbury,  and  two  churches 
in  the  same  town,  one  within  the  abbey  and  the  other  with- 
out, for  the  villagers  or  townspeople  ;  he  also  built  churches 
at  Dorchester.  The  church  of  St.  Peter  at  York,  was  re- 
built about  the  middle  of  the  eighth  century,  in  consequence 
of  hifving  suffered  from  fire  in  741 :  it  is  described  by  Alcium 
in  his  poem  de  Pontificibus  et  Sanctis  Eccles.  Ebor.  ;  who 
makes  particular  mention  of  its  pillars,  arches,  vaulted  roofs, 
windows,  porticos,  galleries,  &c.,  which  are  the  characteristics 
of  a  finished  building.  Under  the  article  Cathedral,  will 
be  found  a  curious  description  of  the  church  at  Ramsey, 
which,  together  with  those  already  adduced,  will,  we  think, 
afford  some  notion  of  the  number  of  churches  erected  during 
the  Saxon  dynasty,  or  rather  during  that  part  of  it  when  the 
Sa.xons  had  been  converted  to  Christianity. 

Acca,  bishop  of  Hexham,  was  the  builder  of  a  noble  church 
at  that  place,  and  is  said  to  have  adorned  the  side-walls  with 
little  tabernacles  or  shrines,  arching  over  altars  in  honour  of 
apostles  and  martyrs ;  at  which  the  people  often  knelt  in 
prayer,  and  on  which  were  placed  caskets,  containing  sacred 
relics.  A  new  church  erected  at  York  in  a.d.  780,  by  Albert, 
is  said  to  have  contained  no  fewer  than  thirty  altars;  it  was 
several  years  in  building,  and  was  a  very  handsome  structure, 
of  lofty  proportions,  with  an  arched  roof  supported  on  massive 
columns  and  having  several  porches,  which,  with  their 
different  projections,  caused  an  agreeable  variety  of  light  and 
shade  when  the  sun  shone  upon  them.  This  same  bishop 
added  considerably  to  the  embellishments  of  the  old  church 
at  York,  which  was  built  by  king  Edwin,  and  repaired  by 


Wilfrid  ;  he  erected  a  great  altar  or  shrine  over  the  place 
where  Edwin  had  been  baptized.  This  shrine  was  adorned 
with  "old,  silver,  and  precious  stones,  and  above  it  was  sus- 
pended by  a  chain  from  the  roof,  a  large  chandelier  or  corona 
lucis,  with  nine  rows  of  lights,  three  in  each  row,  to  light  it 
up  by  night.  A  large  cross  was  raised  at  the  back  of  this 
altar,  of  equally  precious  workmanship. 

•  In  Alfred's  reign,  Grimbald  erected  the  ancient  church  of 
St.  Peter  at  Oxford,  and  also  the  cathedral  church  at  Win- 
chester, at  both  which  places,  remains  of  his  work  are  still 
supposed  to  exist.  It  is  not  improb;ible  that  some  portions 
of  Oxford  cathedral  are  his  work.  It  has  been  supposed 
that  Grimbald  was  the  first  architect  in  this  country  who 
raised  an  arched  roof,  such  as  is  to  be  seen  at  St.  Peter's, 
Oxford,  and  at  Winchester,  in  the  crypts  of  tiiose  churches. 
But  it  is  plain  fro:u  Alcuin's  account  of  the  church  built  by 
him  and  Eanbald  at  York,  one  hundred  years  earlier,  that 
that  church  had  an  arched  roof. 

The  cathedral  at  Durham  was  erected  by  Aldham,  a.d.  998, 
and  here  also,  as  at  York  and  other  places,  a  temporary  church 
of  limber  was  lirst  erected,  in  which  service  was  performed 
during  the  erection  of  the  larger  stone  edifice.  St.  Dunstan 
was  a  great  builder  and  restorer  of  churches  and  monasteries, 
and  it  is  related,  that  during  his  episcopate,  no  less  than  forty 
monasteries  were  built  or  restored,  amongst  which  may  be 
mentioned  the  restoration  of  Ely,  Peterborough,  Tewkesbury, 
Malniesbury,  Glastonbury,  Evesham,  Bath,  and  Abingdon  ; 
as  also  the  foundation  of  the  new  abbeys  of  Ramsey,  Hunts ; 
Tavistock  and  Milton  Abbas,  Devon  ;  and  Cerne  Abbas, 
Dorset. 

Some  idea  of  the  number  of  churches  erected  during  the 
Saxon  period,  will  be  formed,  when  we  learn  that,  at  the  time 
of  the  Conquest,  there  were  in  Northamptonshire,  where  the 
forests  were  very  extensive,  and  consequently  but  a  small 
proportion  of  inhaVjitants,  upwards  of  sixty  village-churdies, 
while  the  county-town  contained  eight  or  nine.  In  Derby- 
shire, there  were  not  less  than  fifty,  and  five  at  least  in  the 
county-town,  and  these  are  exclusive  of  monasteries  and 
the  churches  belonging  to  them  ;  of  which  there  were  three 
or  four  in  Northamptonshire,  without  reckoning  Peter- 
borough. In  the  town  of  Newark  and  the  manor  round  it, 
including  twelve  or  fourteen  villages,  were  ten  churches.  In 
Lincolnshire,  which  was  one  of  the  most  populous  counties 
at  this  period,  there  were  more  than  two  hundred  village- 
churches,  without  reckoning  those  of  Lincoln  and  Stamford, 
or  the  monastic  establishments. 

Having  established  this  fact,  we  have  next  to  ascertain  as 
to  the  character  and  appearance  of  such  buildings,  and  also  as 
to  the  material  and  method  of  construction.  An  opinion  has 
been  entertained  by  many,  and  still  obtains  amongst  some 
persons,  that  the  Saxon  churches  were  very  mean  buildings, 
of  a  temporary  character,  and  mostly  constructed  only  of 
timber.  To  a  certain  extent  this  is  true;  many  of  their 
churches  were  certainly  erected  of  timber,  and  were  also 
mean  in  character  when  compared  with  those  of  a  much  later 
date;  yet  at  the  same  time  there  can  be  no  doubt,  but  that 
many,  if  not  the  majority,  especially  in  the  later  part  of  the 
Saxon  era,  were  constructed  in  a  durable  manner  at'  stone, 
and  were  by  no  means  so  insignificant  as  some  would  have 
us  to  suppose.  Many  of  the  accounts  left  us  by  Saxon  his- 
torians, and  some  of  those  above  quoted,  would  lead  us  to 
form  a  much  higher  opinion  of  such  structures ;  and  although 
we  must  receive  the  panegyrics  of  these  men  not  without 
some  modification,  considering  that  they  spoke  of  things  as 
beautiful  only  in  a  comparative  sense,  and  that  the  standard 
of  their  comparison  was  lixed  only  by  their  own  churches; 
still,  we  must  not  cast  them  aside  as  utterly  groundless,  or 


wilfully  exaggerated.  If  we  may  believe,  as  there  is  good 
evidence  for  believing,  that  some  remains  of  these  old  Saxon 
foundations  still  exist  in  the  crypts  of  some  of  our  larger 
churches,  we  shall  be  induced  to  give  more  credit  to  the 
Saxon  accounts,  than  many  persons  are  inclined  to  yield 
them.  That  churches  were  at  this  period  constructed  of 
masonry,  we  suppose  few  would  question,  after  reading  the 
above  accounts ;  for  in  many  instances  the  fiict  is  especially 
mentioned,  and  in  one  or  two  instances  such  buildings  aro 
spoken  of,  and  contrasted  with  those  of  timber,  as  at  the 
cathedral  at  York,  built  by  king  Edwin,  and  that  at  Durham, 
erected  at  a  considerably  later  period  by  Aldham,  in  both 
which  cases,  the  stone  structure  is  especially  mentioned  as 
being  a  substitute  for  the  original  or  temporary  building  of 
timber.  It  may  strike  the  reader  as  perhaps  somewhat  strange, 
that  timber  churches  should  still  be  constructed  at  so  late  a 
period,  when  the  method  of  building  in  masonry  had  been 
known  and  practised  for  three  centuries.  A  sufficient  expla- 
nation of  this  apparent  difficulty,  is  readily  affisrded  in  this 
particular  instance,  in  the  fact  of  the  timber  building  being 
erected  only  for  a  temporary  purpose,  until  the  permanent 
edifice  was  ready  for  use.  This  inconsistency  does,  however, 
really  exist  in  other  cases,  the  one  method  of  building  did 
not  cease,  when  the  improved  .system  had  become  established, 
but  both  were  adopted  in  churches  erected  about  the  same 
period  ;  both  being  equally  intended  for  permanent  use : 
the  explanation  is  thus  given : — 

It  is  not  indeed  altogether  to  be  wondered  at,  that  in  every 
age  when  society  was  thinly  scattered  over  the  fiice  of  the 
country,  and  the  resources  upon  which  ecclesiastical  archi- 
tecture depended,  proceeded  chiefly  from  the  bounty  of  indi- 
viduals, many  churches  not  designed  for  a  temporary  pur- 
pose, would  be  constructed  of  materials  so  ordinary  and  so 
cheap  ;  but  we  have  other  and  more  satisfactory  reasons 
given  by  Saxon  historians  for  this  fact.  These  writers 
distinguish  the  two  methods  of  building  under  the  two  terms 
opus  Scoticum,  and  opus  Romanum,  the  former  referring  to 
the  moie  fragile  structures,  which  were  composed  of  split 
oak,  and  the  latter  to  the  more  durable  erections  of  stone. 

Of  this  Scotch  method,  Bede  says,  "  that  Adrian,  the  first 
bishop  of  Lindisfarn,  having  departed  this  life,  Finan,  sent 
and  ordained  by  the  Scots,  succeeded  him  in  the  bishopric, 
where  he  built  a  church  in  the  isle  of  Lindisfarn,  or  Holy 
Island,  since  called  the  bishopric  of  Durham,  after  the  man- 
ner of  the  Scots.  This  he  made  not  of  stone,  but  of  hewed 
oak,  and  covered  it  with  reeds ;  and  the  same  was  after- 
wards dedicated  in  honour  of  St.  Peter,  the  apostle,  by  the 
venerable  Bishop  Meadows.  Eadburh,  the  seventh  bishop 
of  that  place,  afterwards  taking  otf  the  thatch,  covered  it 
with  plates  of  lead,  that  is,  both  the  roof  and  the  walls." 

It  is  probable,  then,  that  the  Saxons  learned  this  method 
from  their  northern  neighbours,  against  whom  they  had  been 
brought  over  by  the  Britons,  but  with  whom  they  had  after- 
wards allied  themselves,  and  by  whose  assistance  they  had 
been  enabled  to  drive  out  the  British,  and  establish  them- 
selves in  their  country.  Whether  the  method  had  originally 
been  brought  from  Ireland  by  the  Scots,  or  whether  it  was  a 
method  common  to  both  them  and  the  Picts,  is  not  certain  ; 
but  it  would  seem,  from  an  incident  which  we  shall  afterwards 
allude  to,  that  a  similar  mode  of  building  was  employed 
by  both  people ;  or,  at  any  rate,  that  the  Picts  were  not 
acquainted  with  the  method  of  building  in  stone. 

These  timber  buildings  were  constructed  of  split  or  reft 
timbers,  stood  on  their  ends,  and  placed  in  close  contact  to 
each  other.  The  ends  were  laid  on  an  oak  sill,  and  the  heads 
framed  together  in  a  sort  of  lintel:  of  such  simple  construc- 
tion wore  the  walls ;  and  the  roof  consistei,  in  all  probability, 


of  nothing  more  than  reeds  or  thatch.  A  description  of  a 
church  of  this  i<ind,  which  there  is  <iood  evidence  to  believe 
is  of  Saxon  date,  is  given  under  the  article  Ciu-rcu:  it  is 
situated  at  Grcenstead,  near  Ongar  (the  Saxon  Aunjj;re),  in 
Essex.  In  this  village,  tiiey  have  a  tradition  th;it  the  dead 
body  of  some  king  once  rested  here  lor  a  short  time,  and  that 
the  first  edifice  was  a  wooden  chapel,  erected  for  its  reception. 
This  is  supposed  to  have  been  the  body  of  St.  Edmund,  the 
king  who  was  slain  a.  d.  04G.  In  a  manuscript,  entitled 
The  Life  and  Passion  of  St.  Edinund,  preserved  in  the 
library  of  Lambeth  Palace,  it  is  recorded,  that,  in  the  year 
1010,  and  the  thirteenth  year  of  the  reign  of  Ethelred,  the 
body  of  St.  Edmund  was  removed  from  Aihvin  to  London, 
on  account  of  an  invasion  of  the  Danes,  but  that,  at  the  end 
of  three  years,  it  was  returned  to  Bedriceworth.  And  in 
another  manuscript,  cited  by  Dugdale  in  the  Monasticon,  and 
entitled  "The  Register  of  St.  Edniund's  Abbey,"  it  is  further 
added,  "  he  was  also  sheltered  near  Aungre,  where  a  wooden 
chapel  remains  as  a  memorial  to  this  day."  Now,  the  parish 
of  Aungre,  or  Ongar,  adjoins  to  that  of  Greenstead,  where 
this  church  is  situated,  and  the  ancient  road  from  London 
to  Suffolk  lay  through  it.  It  seems  therefore  not  impro- 
bable, that  this  rough  and  unpolished  fabric  was  first  erected 
as  a  sort  of  shrine  for  the  reception  of  the  corpse  of  St. 
Edmund,  which,  in  its  return  from  London  to  Bedriceworth, 
or  Bury  St.  Edniund's,  as  Lydgate,  the  monk  of  that  abbey, 
says,  was  carried  in  a  chest.  Indeed,  that  the  old  oaken 
structure  now  called  Greenstead  church  is  this  wooden 
chapel  near  Aungre,  no  doubt  has  ever  been  entertained ; 
and  the  very  style  and  character  of  the  building  would  claim 
for  it  a  Saxon  antiquity. 

The  missionaries  who  had  been  accustomed  to  the  buildings 
of  Rome,  introduced  the  manner  of  building  churches  among 
the  Saxons  more  substantially,  with  stone,  and  in  the  Roman 
manner.  Thus  we  find  the  king  of  the  Picts — a  people 
inhabiting  the  northern  parts  of  Britain — soliciting  Ceolfrid, 
a  monastic  abbot,  to  send  him  architects  to  build  a  church  in 
his  nation,  after  the  Roman  manner,  promising  to  dedicate 
the  same  in  honour  of  St.  Peter,  the  prince  of  the  apostles: 
and  that  he  and  all  his  people  would  always  follow  the  cus- 
tom of  the  holy  Roman  and  Apostolic  Church,  as  fir  forth 
as,  being  so  remote  from  the  Roman  language  and  nation, 
they  could  learn  the  same.  Here  we  also  see  the  deficiency 
of  the  Picts,  as  well  as  that  of  the  Anglo-Saxons,  in  the 
knowledge  of  sacred  architecture,  one  building  with  wood, 
and  the  other  with  rough  unhewn  stones :  and  these,  as  well  as 
the  Irish  churches,  are  covered  with  reeds  and  lushes,  and 
the  walls  with  skins.  The  windows,  in  some  instances,  were 
formed  with  lattice-of  wicker ;  in  others,  of  horn  and  shells, 
oil-paper,  &c. ;  and  the  rafts  were  of  oak. 

Buildings  of  this  class,  however,  wouM  seem  to  have  been 
of  very  rude  construction,  the  walls  being  composed  either  of 
coarse  rubble-work,  or  of  flints,  piled  up  irregularly,  and 
bound  together  by  cement  of  some  sort :  such  walls  were,  of 
course,  obliged  to  be  of  great  thickness.  Sometimes  we  find 
Roman  bricks  worked  up  in  the  walls  with  other  materials, 
but  they  are  not  laid  in  regular  courses,  as  in  the  structures 
which  had  been  erected  by  the  Romans  during  their  resi- 
dence in  Britain;  they  are  found  built  up  with  the  other 
materials,  without  regard  to  order  or  regularity.  By  this 
means,  the  buildings  erected  by  the  Romans  in  this  island 
may  be  distinguished  from  the  works  of  the  Saxons ;  and  it 
is  curious  that  this  test  is  similar  to  that  applied  to  the 
buildings  of  Babylon  ;  for  it  is  there  noted,  that  m  the  earlier 
buildings,  the  bricks  indented  with  arrow-headed  characters 
are  always  placed  in  a  particular  position  with  respect  to  the 
inscriptions. 


Whether,  indeed,  the  method  of  building  such  stone  erec- 
tions was  learned  from  the  Roman  missionaries,  or  originated 
in  an  imitation  of  the  edifices  which  the  Romans  had  left  in 
the  island,  is  by  no  means  certain  ;  we  are  inclined  to  think, 
however,  that  the  latter  is  the  more  probable,  for  it  would 
appear  very  unnatural  that  the  Saxons  should  not  have 
attempted  to  imitate  the  buildings  which  they  found  in 
the  country  even  before  Augustine  made  his  appearance; 
although  it  is  not  unlikely  that  he  and  his  companions  might 
have  given  them  further  instructions,  and  imparted  to  them 
some  knowledge  of  the  method  of  building  at  Rome.  This 
seems  the  more  reasonable  when  we  call  to  mind  the  letter 
which  Gregory,  bishop  of  Rome,  sent  by  Melitus  to  Augustine, 
respecting  the  employment  of  existing  buildings  for  places  of 
Christian  worship. 

"  When,  therefore,"  says  he,  "  Almighty  God  shall  bring 
you  to  the  most  reverend  man,  our  brother,  Bishop  Augus. 
tine,  tell  him  what  I  have,  upon  mature  deliberation  on  the 
affair  of  the  English,  thought  of,  viz.,  that  the  temples  of  the 
idols  in  that  nation  ought  not  to  be  destroyed  :  let  holy  water 
be  made  and  sprinkled  in  the  said  temples:  let  altars  be  erected 
and  relics  placed ;  for  if  those  temples  are  well  built,  it  is 
requisite  that  they  be  converted  from  the  worship  of  devils 
to  the  service  of  the  true  God,  that  the  nation,  not  seeing 
those  temples  destroyed,  may  remove  error  from  their  hearts, 
and,  knowing  and  adoring  the  true  God,  may  the  more 
familiarly  resort  to  the  same  places  they  were  wont." 

From  this  it  would  appear,  that  the  Saxons  had  erected 
temples  for  their  worship  before  Augustine's  appearance 
amongst  them  :  and  we  hear,  also,  at  a  subsequent  period,  of 
Coifi,  the  heathen  arch-priest  in  Northumbria,  desecrating 
and  destroying  the  idol's  temple,  upon  his  conversion  to 
Christianity.  That  they  had  temples,  therefore,  there  can 
be  no  doubt ;  the  only  question  is,  whether  they  built  them 
themselves,  or  made  use  of  such  buildings  as  they  found  ready 
to  their  hands:  the  latter  supposition  is  by  no  means  impro- 
bable :  whichever  be  the  case,  however,  it  is  almost  impos- 
sible, that,  after  a  century's  residence  in  the  island,  the  Saxons 
should  still  remain  totally  unacquainted  with  the  method  of 
construction  of  those  buildings  which  they  had  found  there 
on  their  arrival. 

"At  the  time  the  Saxons  were  converted,"  Mr.  Bentham 
observes,  "  the  art  of  constructing  arches  and  vaultings,  and 
of  supporting  stone  edifices  by  columns,  was  well  known 
among  them  ;  they  had  many  instances  of  such  kind  of  build- 
ings before  them  in  the  churches  and  other  public  edifices 
erected  in  the  time  of  the  Romans.  For  notwithstanding  the 
havoc  that  had  been  made  of  the  Christian  churches  by  the 
Picts  and  Scots,  and  by  the  Sa.xons  themselves,  some  of  them 
were  then  in  being.  Bede  mentions  two  in  the  city  of  Can- 
terbury ;  that  dedicated  to  St.  Martin,  on  the  east  side  of 
the  city,  wherein  queen  Bertha  performed  her  devotions,  and 
which  Augustine  and  his  companions  made  use  of  at  their 
first  coming;  and  the  other,  that  which  the  king,  atler  his 
conversion,  gave  to  Augustine,  and  which  he  repaired  and 
dedicated  to  our  blessed  Saviour,  and  m.ade  it  his  archi-cpisco- 
pal  see.  Besides  these  two  ancient  Roman  churches,  it  is 
likely  there  were  others  of  the  same  age  in  different  parts  of 
the  kingdom,  which  were  then  repaired,  and  restored  to  their 
former  use." 

We  do  not  suppose,  however,  that  their  acquaintance  with 
the  Roman  method  of  building  was  very  intimate,  or  that 
they  had  acquired  much  skill  in  the  construction  of  vaults 
and  arches,  for  their  time  was  too  much  occupied  with  wars 
with  the  Britons,  and  quarrels  amongst  themselves,  to  ailmit 
of  much  oppoi  tunity  for  the  cultivation  of  the  arts  of  peace. 
All  that  we  wish  to  assert  is,  that  we  were  not  entirely  igno- 


rant  of  Roman  bi.ilding,altlimigh  practically,  in  all  probability, 
not  very  expert  i  i  it,  so  that  they  would  l)e  ready  to  adopt 
some  more  easy  nn-thod  of  construction,  such  as  that  allbrded 
them  by  the  Scots. 

When  at  a  later  period  the  Anglo-Saxon  Christians 
made  a  journey  to  Rome  to  visit  the  tombs  of  the  Apostles, 
where  churches  were  erected  over  them,  and  had  seen  those 
buildings,  they  blushed  at  the  inferiority  of  their  own  low, 
dark,  and  gloomy  fanes,  and  henceforth  resolved  to  imitate 
what  they  had  learnt  to  admire.  Walls  of  wrought-stono, 
therefore,  succeeded  the  rough  material.  After  this  we  fuid 
that  architects  and  work-people  were  frequently  procured 
from  abroad,  to  plan  and  raise  ecclesiastical  stiuctures.  The 
Anglo-Saxon  churches,  nevertheless,  were  of  comparatively 
rude  construction,  until  the  time  of  Alfred  the  Great,  when 
many,  according  to  Asscr,  were  rebuilt  with  stone,  and,  as 
far  as  can  be  ascertained,  up  to  this  time  they  were,  with  some 
few  exceptions,  of  no  great  magnitude  or  dimensions,  and 
almost  entirely  devoid  of  ornamental  mouldings,  though,  in 
some  instances,  decorative  sculpture  and  mouldings  arc  to  be 
met  with.  This  improved  method  might  be  more  properly 
termed  the  Roman  manner,  as  being  imported  from  Rome,  and 
carried  into  execution  by  Roman  and  French  workmen. 

The  general  form  of  Saxon  churches  seems  to  have  been 
that  of  a  simple  oblong  or  parallelogram,  as  we  learn  from 
Bede  and  other  writers ;  some,  however,  were  cruciform  in 
plan,  as  that  of  St.  Mary  at  Hexham,  erected  by  St.  Wilfrid, 
and  which  is  described  by  Richard,  prior  of  the  same  place, 
as  being  furnished  with  a  "tower  of  a  round  form,  from 
which  four  porticos  or  aisles  proceeded."  The  church  at 
Ramsay  in  Huntingdonshire,  erected  a.  d.  9G9,  was  also  of 
this  form.  This  church  also  is  said  to  have  had  two  towers, 
one  at  the  west  end,  and  another  in  the  centre  of  the  transept, 
supported  by  four  arches.  Wolstan  informs  us  that  the  old 
church  at  Winchester  had  a  tower  at  the  west  end,  but  the 
new  one  at  the  cast  end  of  the  church.  Representations  of 
buildings  of  thii  kind  in  some  of  the  old  Saxon  illuminated 
books,  tend  to  confirm  this  testimony.  Dr.  Miluer  observes 
that  "The  use  of  small  bells  [nalw)  in  this  country,  if  we 
may  credit  William  of  Malmsbury,  may  be  traced  as  high  as 
the  fifth  century.  And  it  is  clear  from  Bede,  that  even  those 
of  the  larger  kind  (campamr),  such  as  sounded  in  the  air,  and 
called  a  numerous  congregation  to  divine  service,  were 
employed  in  England  as  early  as  the  year  G80,  being  that 
in  which  the  abbot  Hilda  died."  Towers  were  also  useful 
for  other  purposes,  such  as  strongholds  or  places  of  refuge,  to 
which  the  people  might  resort  in  cases  of  sudden  incursion, 
to  which  they  were  especially  liable  from  the  Danes;  also 
as  beacons  t'or  travellers  during  the  night,  for  we  learn  from 
Wolstan  that  the  new  tower  at  Winchester  consisted  of  live 
stories,  in  each  of  which  were  four  windows  looking  towards 
the  cardinal  points,  which  were  illuminated  every  night. 
Such  lights  were  most  uscfid  ill  those  days,  when  the  roads 
were  few  and  bad,  and  the  forests  thick  and  numerous. 

The  few  buildings  which  now  remain,  that  can  by  written 
documents  be  proved  to  be  of  an  age  prior  to  the  Conquest, 
have  caused  many  writers  to  assert,  that  there  is  at  present 
scjircely  a  true  specimen  of  Anglo-Saxon  architecture  extant. 
This  opinion  has  been  very  prevalent  of  late  years;  but  we 
are  strongly  inclined  to  believe,  that  many  more  examples 
remain  than  is  generally  admitted.  The  causes  by  which 
the  great  scarcity  of  examj)les  is  accounted  for  by  such 
writer.s,  are  principally  these: — the  necessary  antiquityof 
the  buildings;  the  furor  of  the  middle-age  architects  for 
rebuilding  churches  iii  the  latest  styles;  and  the  ravages  of 
the  Danes.  Now  we  know  from  written  testimony,  as  above 
shown,  that  a  large  number  of  churches  were  erected  by  the 


Saxons,  and  many  of  these  built  of  stone  in  a  duralde  man- 
ner. Will,  therefore,  the  above  causes  be  deemed  sufficient 
to  account  fbi- their  total  demolition?  Wcthiidvnot.  In  the 
first  place,  then,  as  regards  their  antiquity,  it  may  at  the  first 
blush  appear  unreasonable  to  expect  to  find  many  churches 
standing,  after  a  lapse  of  twelve  centuries ;  nor  is  it  quite 
fair  to  cite  such  examples  as  those  of  Egyi)t,  Greece,  or 
Babylon,  to  refute  this  statement;  for  we  are  well  aware, 
that  they  were  constiucted  with  much  greater  skill  and 
strength  than  the  .Saxon  churches.  But  there  is  no  occasion 
to  refer  to  such  examj)les ;  we  all  admit  that  specimens  of 
Norman  architecture  are  still  to  be  found  without  much  diffi- 
culty, and  in  tolerable  abundance;  does  it  not,  however, 
appear  somewhat  extraordinary,  that  we  should  have  no  lack 
of  examples  of  structures  built  immediately  after  the  Con- 
quest, and  yet  scarcely  any  of  the  period  just  preceding  that 
event ;  surely,  it  is  not  natural  that  the  differences  of  num- 
bers should  bo  so  very  great ;  certainly,  the  dillercnce  of  age 
will  not  account  for  it.  This  difficulty,  which  nullifies  the 
first  cause  assigned  f<.)r  the  paucity  of  examples,  will  equally 
affect  the  second.  The  third  is  somewhat  more  plausible, 
yet  at  the  same  time  we  cannot  think  that  it  accounts  for 
such  an  extraordinary  difference  of  numbers  between  Saxon 
and  Norman  remains  as  the  advocates  of  this  opinion  would 
have  us  to  believe ;  if  so,  the  ravages  of  the  Danes  must 
have  been  of  a  more  formidable  description  than  we  think 
history  warrants  us  in  believing. 

But  there  are  some  positive  reasons,  which  would  lead  us 
to  conclude  that  a  greater  number  of  Saxon  reinains  are  now 
in  existence,  than  is  generally  supposed.  For  instance, 
there  are  some  churches  in  which  Norman  work  is  inserted 
into  structures  of  a  decidedly  earlier,  nay,  much  earlier  date, 
which  must  in  consequence  belong  to  the  period  before  the 
Conquest.  The  fact  of  work  being  anterior  to  the  Conquest, 
is  not,  we  are  well  aware,  sufficient  to  prove  it  purely  Saxon, 
for  it  is  generally  allowed  as  probable,  that  the  Xormau  style 
was  partially  introduced  into  England  before  the  invasion  by 
William.  In  many  of  these  instances,  however,  the  older 
work  is  of  a  totally  different  character  to  the  Norman,  of  a 
much  more  rude  and  barbarous  description,  and  bears 
undoubted evidenceof  being  of  adate  considerably  antecedent 
to  the  Norman  addition.  In  some  eases,  such  remains  are 
found  in  churches  which  are  principally  Norman,  and  this 
affords  further  proof  of  its  anticpiity  ;  for  it  is  reasonable  to 
suppose,  that  a  church  partly  re-edified  in  the  Norman  era 
must  have  been  at  that  time  a  very  old  one. 

An  instance  of  the  kind  we  allude  to  has  recently  come  to 
light  at  Iver,  Bucks,  where  it  was  discovered  during  restora- 
tion, that  the  north  wall  of  the  nave,  which  was  ajjpareiitly 
Norman,  was  in  reality  of  earlier  date,  containing  under  the 
plaster  the  jambs  of  a  door  and  window,  as  well  as  a  string- 
course, both  in  the  north  and  south  walls,  of  an  undoubtedly 
earlier  epoch;  a  matter  which  was  still  further  confirmed  by 
the  discovery  of  Roman  biicks  in  the  (pioins  of  the  east 
end  of  the  nave-walls,  thus  proving  that  the  shell  of  the 
building  was  of  greater  antiquity  than  its  general  appear- 
ance denoted. 

On  this  subject,  Mr.  Freeman  has  introduced  some  very 
reasonable  remarks,  which  we  take  the  liberty  of  inserting  : — 

"I  certainly  think  this,"  says  he,  "one  of  the  strongest 
cases  in  favour  of  the  existence,  not  only  of  buildings  older 
than  the  Norman  conquest,  but  of  the  existence  of  a  distinct 
Anglo-Saxon  style — two  questions  which  ought  never  to  bo 
confused  together  in  the  way  that  they  loo  often  have  been. 
To  this  subject  I  shall  presently  recur.  In  this  iver  case, 
we  iiave  Norman  work,  and  something  older.  There  is  no 
po.ssibility  of  mistake ;  we  have  the  marked  familiar  Nonnan 


work  of  tba  twelfth  century,  introduced  into  an  older  build- 
ins; ;  nxi  jiiece  of  anhitec'tural  history  can  l)e  more  ceitain 
than  that  these  arches  are  more  recent  than  the  wall  in  which 
they  are  inserted,  and  the  window  whose  mutilation  tiiey 
have  caused.  Tlierc  is  no  room  for  any  question  as  to 
chronological  sequence.  The  only  possibility  is,  that  they 
might  be  late  Norman  arches,  cut  through  an  early  Norman 
wall.  Mr.  Scott,  however,  thinks  that  the  'northern  piers 
and  arches  were  probably  erected  about  the  year  1100.' 
With  every  deference  to  so  eminent  an  authority,  I  should 
have  ]ilaced  them  rather  later,  as  the  bases  of  the  responds 
certainly  seem  to  me  too  advanced  for  that  date.  But  even 
putting  the  Norman  work  later  in  the  century,  we  still  have 
tiie  fact,  that  the  earlier  work  is  not  at  all  like  early  Norman, 
or  Norman  at  all.  There  is  this  a  priori  objection  to  its 
being  since  10(36;  while  against  its  being  of  Anglo-Saxon 
date,  there  is  nothing  but  the  disinclination  that  exists  in 
some  minds  to  admit  anything  to  be  Anglo-Saxon.  And 
though  it  would  prove  nothing  against  documentary  evidence 
or  strong  architectural  presumption,  still,  without  such  evi- 
dence or  presumption,  we  should  be  shy  of  supposing  such 
frequent  reconstructions  of  such  magnitude  in  an  obscure 
village-church,  as  would  be  involved  in  the  supposition  th.at 
we  have  here  two  pure  Norman  dates ;  for  though  I  should 
place  the  arches  later  than  Mr.  Scott  does,  they  are  certainly 
pure  Norman,  and  not  transitional,  the  case  is  briefly  this: 
we  have  unmistakeable  Norman  work ;  we  have  also  some- 
thing else,  at  once  earlier  in  date  and  different  in  character. 
The  inference  seems  unavoidable. 

"  I  observed  above,  that  the  questions  of  Saxon  date 
and  Saxon  sli/le  are  quite  distinct.  The  real  question  is, 
whether  the  English,  before  the  Conquest,  possessed  a  na- 
tional style  distinct  from  Norman,  in  the  same  sense  as  other 
forms  of  llomanesque  are  distinct  from  it.  In  this  sense,  it 
does  not  prove  a  building  to  be  Norman,  to  show  that  it  was 
built  after  lOGG;  or  to  be  Saxon,  that  it  was  built  before 
Edward  the  Confessor.  Certainly  Harold  himself  not  im- 
probably built  in  the  Norman  style  before  that  period  ;  and, 
in  obscure  places,  one  cannot  doubt  but  that  Saxon  churches 
were  built  tor  some  time  after.  Even  St.  Alban's  abbey  is 
in  many  respects  distinctly  Saxon  in  character;  and  I  am 
well  pleased  to  find  these  facts  taken  up  under  this  aspect  in 
Mr.  Parkers  newly  published  '  Introduction  to  Gothic  Archi- 
tecture.' lie  there  says,  that  'the  tu-dinary  parish  churches 
which  required  rebuilding  (soon  after  the  Conquest)  must 
h.ave  been  left  to  the  Saxons  themselves,  and  were  probably 
built  in  the  same  manner  as  before,  with  such  slight  improve- 
ments as  they  might  have  learned  in  the  Norman  works.'  He 
then  goes  on  to  mention — I  presume  from  historiciil  evi- 
dence— the  Saxon  churches  of  Lincoln  as  having  been  built 
after  the  Conquest,  by  the  English  inhabitants,  dispossessed 
of  their  dwellings  in  the  upper  city  by  William  and  Bishop 
Remigius.  No  fact  could  be  more  acceptable  to  the  believers 
in  a  distinct  Saxon  style,  if  the  Englishmen  of  Lincoln  con- 
tinued— even  when  the  Norman  cathedral  was  rising  imme- 
diately over  their  heads — to  build  in  a  manner,  not  differing 
merely  as  ruder  work  from  more  finished,  but  having  essen- 
tially distinct  characters  of  its  own :  the  inference  is  irre- 
sistible, that  this  was  but  the  continuation  o'f  a  distinct  style, 
which,  in  those  larger  edifices,  which  have  been  almost  wholly 
lost  to  us,  would  probably  present  distinctive  features  still 
more  indisputable.  The  mere  chronological  proof  of  any 
existing  building  being  older  than  the  Conquest,  would  never 
have  half  the  same  value  as  such  a  testimony  as  this,  which 
represents  Saxon  and  Norman  architecture  co-existing  in 
antagonistic  juxtaposition.  The  fact  is,  however,  only  the 
same  as  we  find  occurring,  to  a  greater  or  less  extent,  at 
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every  change  of  style.  At  all  such  transitional  periods,  we 
find  not  only  every  intermediate  style,  but  the  simultaneous 
use  of  the  two  styles,  each  in  a  state  of  tolerable  purity. 
And  the  circumstances  which  attended  the  change  from 
Saxon  to  Norman  architecture,  would  naturally  tend  to  make 
this  phenomenon  more  conspicuous  than  in  subsequent  tran- 
sitions. This  change  was  no  native  development;  it  was 
the  innovation  not  onlj'  of  foreigners,  but  of  conquerors  and 
oppressors ;  and,  whilst  national  honour  might  require,  the 
circumstances  of  the  time  would  compel,  the  rude  and  obscure 
structures  which  still  continued  to  be  raised  by  Englishmen, 
to  adhere  in  all  respects  to  the  native  precedents  of  better 
times.  Wealth,  art,  ecclesiastical  influence,  and  munificence, 
were  all  enlisted  on  the  side  of  their  tyrants." 

The  tower  of  Earls-Barton  church  in  Northamptonshire, 
as  well  as  that  of  Bartoii-upon-Humbcr  in  Lincolnshire,  bear 
marks  of  great  antiquity,  and  are  ascribed  by  Mr.  Britton  to 
the  Anglo-Saxons.  Both  are  evidently  much  older  than  the 
church  to  which  they  belong,  which  are  good  specimens  of 
the  Norman  style.  Nothing,  Mr.  Britton  observes,  can  bo 
found  more  resembling  the  towers  now  under  notice,  than 
the  architectural  drawings  in  certain  manuscrijits  of  acknow- 
ledged Saxon  origin.  In  the  British  Museum,  and  in  the 
Gregorian  Gospels  preserved  in  the  library  of  Salisbury 
Cathedral,  are  drawings  by  Anglo-Saxon  scribes,  in  which 
the  triangular  arch  and  columns,  resembling  balusters  with 
two  or  three  bands,  are  represented,  and  seem  to  be  rude 
delineations  of  architectural  members,  very  similar  to  those 
in  the  towers  of  the  two  Bartons  and  Barneck,  in  Northamp- 
tonshire, in  which  they  are  emplo3'ed. 

In  some  churches  where  work — supposed  to  be  Saxon — 
exists,  are  to  be  seen  Saxon  and  Latin  dedicatory  inscrip- 
tions, in  which  the  founders,  and  others  connected  with  the 
church,  are  alluded  to,  and  by  this  means  we  are  enabled  to 
form  some  certain  judgment  as  to  their  date. 

"  In  the  church  of  Kirkdale,  in  Ilydale,  in  the  North 
Riding  of  Yorkshire,  over  the  south  door,  is  a  curious  in- 
scription in  Saxon  characters,  of  which  a  plate  is  given  in  the 
fifth  volume  of  '  ArchfBologia.'  The  inscription  is  accom- 
panied by  an  ancient  dial,  and  is  placed  over  a  doorway  with 
a  plain  semicircular  arch.  It  is  engraved  on  one  entire  free- 
stone, 7  feet  5  inches  long,  and  1  foot  10  inches  high,  and  is 
in  perfect  preservation,  except  a  small  part  in  the  centre, 
where  the  inscription  is  disfigured,  but  not  obliterated,  by  the 
weather.  This  seems  in  some  measure  to  be  owing  to  its 
being  defended  by  the  porch,  which  entirely  covers  it,  except 
by  two  angles,  and  consequently  must  have  been  of  later  erec- 
tion ;  whicli  is  further  improved  by  its  having  been  formerly 
plastered  over  with  lime,  or  some  other  cement,  as  appears 
by  the  remains  of  it  in  the  interstices  of  the  letters,  and  in 
the  vacancy  wheie  the  hand  of  the  dial  has  been  broken  ofl'. 
The  inscription  may  be  read  thus:  Orm.  Gamal.  Suna. 
Bohte.  Sanctus.  Gregorius.  Minster.  Thonne,  Hit.  West.  a;!. 
To.  Brocan.  And.  To.  Falan.  Chehitle.  And.  Man.  Newan. 
From.  Grunde.  Christe.  And.  Sanctus.  Gregorius.  In.  Ead- 
ward.  Dagum.  Cug.  In.  Tosti.  Dagum.  Earl.  '•  Orm,  Gamal's 
son  bou"ht  St.  Gregory's  church  then  it  was  all  fallen  down, 
and  gone  to  ruin.  Chehitle  and  oth(^rs  renewed  it  from  the 
ground  to  Christ  and  St.  Gregory,  in  Eadward's  days,  the 
kinc ,  and  in  Tosti's  days,  the  Earl ;"  and  under  the  dial. 
And!  Ilawarth  iMo.  Wroht.  And.  Brand.  Prs.  '•  and  Hawarth 
me  made  and  Brand  the  priest." 

"  Tosti  who  was  fourth  son  of  Godwin,  earl  of  Kent,  and 
brother  to  kin"  Harold,  was  made  earl  of  Northumberland, 
by  Edward  the  Confessor,  in  1056,  on  the  death  of  earl  Le- 
ward.  This  earl  was  driven  from  his  earldom  by  his  oppres- 
sion, and  was  killed  at  Stamford  bridge,  near  Yoik,  in  1066. 


The  inscription  must  tliercPiro  be  dated  between  those  years. 
From  Doomsday  book  it  appears  that  Orni  was  the  owner 
of  Kirkdale  and'  the  districts  adjacent,  in  Edward  the  Con- 
fessor's time;  and  from  Simeon  of  Dnrham  we  learn,  that  a 
certain  thane  in  Yorkshire,  liy  name  Orm,  the  son  of  Gamal, 
marrioil  Elhelrith,  one  of  the  five  daugliters  of  Aldred,  carl 
of  Northumberland,''  &c. 

"  On  one  of  the  walls  of  the  church  of  Aldborough  in 
Yorkshire,  is  the  following  Saxon  inscription  : — '  Ulf  hit 
araeran  cyrice  for  I  Ian  um  and  for  Gunthard  saula;' i.  «., 
Ulf  commanded  this  church  to  be  erected  for  the  souls  of 
Ilanum  and  Gunthard."  From  many  circumstances,  this 
church  is  evidently  the  original  Anglo-Saxon  structure,  with 
a  few  modern  additions,  as  pointed  windows,  &c.  The  walls 
in  general  are  made  of  round  pebble-stones,  supposed  to  have 
been  gathered  from  the  sea-shore  in  the  neighbourhood, 
which  kind  of  stones,  by  a  strong  cement,  made  very  dur- 
able buildings;  but  the  lower  part  of  the  south  wall  of  the 
chancel  is  built  witii  hewn  stone,  such  as  was  generally 
used  in  our  most  ancient  cathedral  churches,  upon  which 
there  are  soine  grotesqne  figures;  and  in  the  north  wall  is 
a  narrow  window,  about  5  feut  high ;  the  chancel  door  also, 
which  is  a  south  entrance,  is  low  and  narrow,  and  has  over 
it  an  elliptic  arch,  ornamented  with  zig-zag  work.  Ulf,  who 
is  mentioned  in  the  inscription  as  its  foinider,  was  lord  of 
the  whole  of  this  part  of  the  Saxon  province  of  Deira,  or  the 
country  bounded  by  the  Ilumber  and  the  Tees,  about  the 
lime  of  Canute." 

Another  inscription-stone  was  dug  up  at  Deerhurst,  and 
is  now  amongst  the  Arundelian  marbles  at  Oxford  :  it  com- 
memorates the  construction  of  a  church  there  by  earl  Odda, 
who  died  a.  d.  1056.  The  most  ancient  inscription,  however, 
is  probably  that  at  Jarrow,  which  is  ajiparently  of  the  same 
date  as  the  erection  of  the  church,  a.  d.  C8i. 

Our  object  in  bringing  these  examples  forward,  is  not  so 
much  to  prove  each  example  of  Saxon  origin,  but  rather  to 
establish  the  date  of  a  particular  class  of  work  ;  for  if  in 
one  or  two  cases  this  be  indubitably  proved  to  be  Saxon,  we 
have  every  right  to  conclude  that  the  same  kind  of  work  is 
of  the  same  origin  wherever  it  may  be  found.  It  somewhat 
corroborates  our  position,  that  many  churches  in  which  such 
work  has  been  discovered  have  been  alluded  to  by  the  Saxon 
historians.  Thus  a  probable  inference  may  be  deduced  from 
the  ancient  chronicles  of  the  monastery  of  Dover,  that  the 
old  church  near  the  castle  was  founded  by  Eadbald,  king  of 
Kent.  The  churches  of  Jarrow  and  Monk-Wearmouth,  in 
which  supposed  Saxon  work  exists,  are  both  mentioned  as 
having  been  founded  by  Benedict  Biscopius,  a.  d.  081:  so 
also  of  the  churches  of  Ripon  and  Hexham. 

That  the  church  at  Brixworth,  in  Northamptonshire — 
which  is  one  of  the  most  perfect  specimens  of  this  kind  of 
building — is  of  an  age  anterior  to  the  Gjnqucst,  we  have 
many  proofs.  Mr.  Britton  judges  it  to  bo  a  building  of 
the  time  when  the  Romans  were  in  possession  of  the  island, 
after  the  Britons  were  converted.  It  is  evident,  from  Dooms- 
day book,  that  it  was  in  existence  at  that  time ;  and  in  Le- 
land's  Collectanea  wo  may  trace  it  to  the  time  of  Cuthbald, 
the  second  abbot  of  Medeshamsted,  afterwards  called  Peter- 
borough, who  was  contemporary  with  Wulphere,  king  of 
Mercia,  who  died  in  070.  The  building  is  almost  entirely 
formed  of  Roman  bricks ;  it  has,  at  its  western  end,  in 
addition  to  the  s<juare  tower,  a  round  one,  containing  a 
newcll  staircase.  In  its  original  form,  it  appears  to  have 
consisted  of  a  spacious  nave  and  narrow  aisles,  a  large  chan- 
cel, and  a  western  tower,  with  a  clerestory  to  the  nave,  and 
the  chancel  divided  from  it  by  a  large  arch.  The  construc- 
tion of  this  church  is  particularly  curious,  the  walls  being 


mostly  built  with  rough  red-stone  rag,  in  pieces  not  much 
larger  than  common  bricks;  and  all  the  arches  turned,  and 
most  of  them  covered  with  courses  of  bricks,  or  tiles,  as  they 
may  be  c;illcd.  The  original  doors  and  windows  have  all 
round  arches ;  but  many  additions  have  been  made  in  more 
recent  ages. 

Further  proof  in  favour  of  such  work  belonging  to  the 
Saxon  age,  is  to  be  observed  in  the  similarity  which  exists 
between  the  details  of  such  buildings  and  those  found  in  the 
illuminated  Saxon  manuscripts,  where  representations  of 
buildings  are  introduced.  In  the  illuminations  in  the  para- 
phrase of  Credmon,  of  which  the  date  is  supposed  to  be 
about  A.  D.  1000,  are  various  representations  of  architectural 
details;  and  amongst  these  are  specimens  of  long  and  short 
work,  semiciicular  and  triangular  arches,  graduated  imposts 
or  cai>itals,  low  pyramidal  roofs  to  towers, and  the  well-known 
baluster-shafts. 

Putting  all  this  evidence  together,  we  think  there  can  re- 
main little  doubt  but  that  the  jiartieular  style  in  which  many 
of  our  existing  churches,  or  portions  of  churches,  have  been 
erected,  is  nothing  else  than  decided  Saxon. 

It  is  now  time  that  we  give  some  description  of  the  archi- 
tectural peculiarities  of  this  style;  such  description  will  bo 
nccessaril}'  short  and  imperfect,  on  account  of  the  compara- 
tive paucity  of  the  remains,  and  the  uncertainty  respecting 
them.  The  general  character  is  extreme  rudeness  of  con- 
struction, and  almost  total  absence  of  ornament;  the  work- 
manship, at  the  same  time,  being  rough  and  unfinished. 

The  masonry  consists  of  rubble  or  rag-stone,  rudely  piled 
together,  and  often  rendered  on  the  exterior  witii  il  coating 
of  plaster.  The  angles  are  bonded  together  with  quoins  of 
ashlar-work,  arranged  in  a  peculiar  manner,  and  termed  long 
and  short  work.  They  are  composed  of  stones  of  two  dif- 
ferent lengths,  placed  alternately  one  above  another — first 
a  short  one,  then  a  long  one,  and  so  on ;  or,  in  other  words, 
of  stones  laid  alternately  Hat  and  upright  on  the  edge,  the 
flat  ones  exceeding  in  horizontal  dimensions,  the  upright  in 
vertical ;  the  latter,  however,  are  usually  of  greater  dimen- 
sions in  the  height  than  the  former  in  width.  We  frequently 
find,  also,  projecting  a  little  from  the  general  ftice  of  the  ma- 
sonry, narrow  square-edged  strips  of  ashlar,  carried  up  ver- 
tically from  bottom  to  top  of  the  walls,  and  consisting  gene- 
rally of  long  and  short  pieces  of  stone  placed  alternately. 
Not  unfrequently  strips  of  stone  of  a  precisely  similar  cha- 
racter were  carried  horizontally  along  the  walls,  after  the 
manner  of  a  string-course,  especially  in  towers,  where  they 
are  employed  to  divide  the  height  into  different  stories;  they 
also  serve  for  the  upright  strips  to  terminate  against  both  at 
top  and  bottom.  The  vertical  strips  bear  some  resemblance 
to  ]iilasters.  By  some  persons  this  arrangement  is  said  to  be 
in  imitation  of  timber-construction ;  but,  for  our  own  part, 
we  think  it  bears  a  much  closer  likeness  to  the  pilaster  strip- 
work  so  common  in  the  Lombardic  structures  of  the  con- 
tinent. So  remarkable,  indeed,  is  this  resemblance,  that  we 
consider  it  almost  sufficient  evidence  of  itself,  to  prove  that 
such  buildings  have  been  erected  in  imitation  of  the  conti- 
nental ones.  See  Lomdakdic  Architecture.  In  many 
cases,  the  walls  are  so  covered  with  this  strip-work  as  to  be 
divided  by  them  into  a  number  of  panels.  Sometimes,  as  in 
the  tower  of  Earls  Barton  church,  we  have  them  arranged 
after  a  kind  of  ornamental  design,  in  diamonds,  semicircles, 
&c.  Occasionally,  in  all  probability,  work  of  this  kind  is 
hidden  from  view  by  the  rendering  of  plaster  on  the  walls. 

Roman  bricks  are  frequently  fiund  worked  up  in  walls  of 
Saxon  masonry,  but,  as  we  have  sairl  before,  without  any 
regularity  or  arrangement.  Ilerriiig-hone  masonry,  which 
consists  of  stones  or  bricks  laid  at  opjiosite  inclinations  in 


alternate  courses,  is  also  to  be  fouuJ  iu  Saxon-work ;  but  it 
is  not  peculiar  to  it,  being  also  found  in  both  Roman  and 
Norman  walls. 

The  arches  in  this  style  were  either  semicircular  or  trian- 
gular, if  the  latter  can  be  properly  styled  arches,  which 
consist  merely  of  two  long  stones  resting  on  imposts,  and 
inclined  towards  each  other  till  they  meet,  and  abut  against 
each  other  at  the  apex.  The  semicircular  form  is,  however, 
by  far  the  more  common  of  the  two  ;  it  is  usually  quite  plain, 
having  only  a  single  soffit,  without  any  recess  or  sub-arch  : 
not  unfrequently  arches  of  this  kind  receive  somewhat  of  a 
finish  by  the  addition  of  a  hood-mould,  composed  of  square- 
edged  strip-work,  projecting  a  few  inches  from  the  surface  of 
the  wall :  it  follows  the  shape  of  the  arch,  and  is  either  termi- 
nated by  the  impost,  or  continued  down  to  the  ground.  Occa- 
sionally we  find  arches  recessed,  or  having  a  sub-arch,  as  at 
Bishopliill,  York;  but  this  is  probably  of  late  date,  although 
truly  Saxon,  as  is  evident  from  the  square-edged  strip  forming 
a  hood-mould,  as  just  described  :  rarely,  also,  the  arch  is 
enriched  with  bold  roll-mouldings  on  the  face  or  soffit,  or  on 
both,  as  at  Wittering  church,  Northamptonshire  ;  and  these 
are  sometimes  continued  down  the  impost  to  the  ground. 

The  imposts  on  which  the  arches  rest  are  usually  nothing 
more  than  square-edged  projecting  blocks  of  stone,  having 
sometimes  the  lower  arris  chamfered  ;  occasionally  they  are 
moulded,  the  mouldings  consisting  chiefly  of  fillets  or  plat- 
bands varied  with  bold  semi-cylindrical  or  roll-moulJings  ; 
and  sometimes  they  are  enriched  with  rude  attempts  at  sculp- 
ture. The  piers  are  mostly  square,  plain,  and  with  no  more 
capital  than  is  formed  by   the  impost. 

The  doorways  are  constructed  with  both  kinds  of  arches ; 
the  semicircular  being  most  prevalent,  and  in  some  of  the 
more  ancient  examples,  the  arehivolt  is  composed  of  Roman 
bricks  ;  they  are  mostly,  however,  of  stone,  of  the  description 
given  above,  being  frequently  provided  with  the  projecting 
hood-mould,  which  is  sometimes  stopped  on  the  impost,  or  a 
horizontal  string-course  of  strip- work,  and  at  others  continued 
to  the  ground.  Tiie  imposts  or  abaci  are  of  the  same  descrip- 
tion as  above,  and  the  jambs  are  either  composed  of  the  usual 
Ion"  and  short  work,  with  the  horizontal  stone  bonding  into 
the  wall,  or  of  two  long  blocks  placed  upright  on  their  ends 
with  a  shorter  one  between  them,  which  is,  however,  no 
wider  than  the  long  ones.  Triangular-headed  doorways  are 
of  similar  general  description  to  the  semicircular;  there  is 
an  example  in  Brigstock  church. 

The  windows  are  generally  of  a  very  rude  description  ; 
those  in  the  body  of  the  church,  consisting  principally  of 
single  lights  of  small  size,  and  having  semicircular  heads ; 
they  present  a  marked  ditference  from  the  Norman  windows 
to  the  same  kind,  in  bemg  splayed  from  the  middle  of  the 
thickness  of  the  wall  both  ways,  that  is  to  say  equally  both 
towards  the  interior  and  e.\terior  of  the  building ;  whereas 
the  Norman  windows  splay  from  the  exterior  only  in  one 
direction,  the  glazing  being  inserted  near  the  external  surface 
of  the  wall.  Small  windows  are  sometimes  seen  with  square 
heads,  of  a  rude  oblong  form. 

The  windows,  which  deserve  the  greatest  attention,  and 
which  form  a  characteristic  of  the  style,  are  those  found  in 
the  upper  stages  of  Saxon  towers.  They  generally  consist 
of  two  semicircular-headed  lights,  divided  by  a  rude  shaft  of 
peculiar  description,  and  termed  balasler-shafts,  from  their 
appearance,  which  is  that  of  a  baluster  with  a  bold  capital 
and  base,  both  of  which  are  usually  composed  of  cylindrical 
or  roU-mouldings,  and  the  former  surmounted  with  a  heavy 
abacus.  This  abacus  runs  nearly  through  the  thickness  of  the 
wall,  and  from  it  the  arch  springs,  being  supported  on  the 
other  side  by  aa  impost  of  similar  description  worked  up  in 


the  wall.  The  baluster-shaft  frequently  swells  out  in  the 
middle  of  its  height,  and  is  sometimes  divided  in  the  middle 
by  a  band  of  roll-mouldings,  swelling  out  above  and  below 
midway  between  the  band  and  capital  and  the  band  and 
base;  it  is  often  plainly  cylindricjil,  without  bands  or  other 
interruption.  At  Monk-Wearmouth,  the  shaft  swells  in  the 
centre,  but  has  neither  capital  nor  base.  Sometimes,  such 
windows  of  two  lights  are  coupled  together  by  a  semicircular 
hood  of  strip-work  extending  over  both,  and  carried  down 
vertically  to  the  bottom  of  the  lights.  In  the  topmost  story 
of  the  tower  of  Earls-Barton  church,  there  is  a  window  of 
the  above  description,  divided  by  baluster-shafts  into  six 
lights.  Triangular-headed  lights  arc  found  in  this  and  other 
situations. 

Respecting  Saxon  vaulting,  the  following  account  of  that 
in  the  crypt  of  Repton  church,  is  given  by  Mr.  Bloxam,  in 
his  valuable  manual : — "  The  crypt  beneath  the  chancel  of 
Repton  church,  Derbyshire,  is,  perhaps,  the  most  perfect 
specimen  existing  of  a  crypt  in  the  Anglo-Saxon  style;  and 
of  a  stone-vaulted  roof  sustained  by  four  piers  of  singular 
character,  slender  and  cylindrical,  with  a  spiral  band  or 
moulding  round  each,  and  the  entasis  exhibiting  that  peculiar 
swell  we  find  on  the  baluster- shafts  of  Anglo-Saxon  belfry 
windows ;  the  vaulting,  which  is  without  diagonal  groins, 
bears  a  greater  similarity  to  Roman  than  to  Norman  vault- 
ing; and  the  crypt  was  entered  thi'ough  the  church,  by 
means  of  two  winding  passages." 

Amongst  the  more  noted  churches  in  which  Saxon  remains 
are  supposed  to  exist,  we  may  mention  the  following  : — 
Barton-upon-Humber,  Lincolnshire ;  St.  Benedict's,  Cam- 
bridge ;  Brigstock,  Northamptonshire ;  Brixworth,  in  the 
same  county  ;  Bosham,  Sussex  ;  Clee,  Lincolnshire ;  church 
near  Dover-Castle;  Earls-Barton,  Northamptonshire;  Deer- 
hurst,  Gloucestershire  ;  Hexham,  Durham  ;  Jarrow,  in  the 
same  county  ;  Kingsbury,  Middlesex  ;  Lavendon,  Bedford- 
shire ;  St.  Michael's,  St.  Alban's,  Herts ;  Monk-Wearmouth, 
Durham ;  Repton,  Derbyshire ;  Sompting,  Essex  ;  Tintagel, 
Cornwall;  Wing,  Bucks;  Worth,  Sussex;  St.  Mary,  jun., 
Bishophill,  York. 

For  further  information  on  this  subject,  we  refer  the 
reader  to  Cathedral,  Cuurcu,  and  other  articles  of  a  simi- 
lar character. 

SC.\BELLUM,  (Latin,)  in  ancient  architecture,  a  kind  of 
pedestal,  usually  square,  sometimes  polygonal,  and  very  slen- 
der and  high,  commonly  ending  in  a  sort  of  sheath,  or  scab- 
bard, or  profile,  in  the  manner  of  a  baluster.  It  was  used  to 
support  bustos,  or  relievos. 

SCAFFOLD,  (from  the  French,  eschafaut,  or  Dutch,  scha- 
vol,)  an  assemblage  of  planks,  or  boards,  sustained  by  tres- 
sels,  or  pieces  of  wood  fixed  in  the  wall,  upon  which  masons, 
bricklayers,  &c.,  stand,  whilst  carrying  up  a  wall ;  or  used 
by  plasterers,  &o.,  when  plastering  :he  ceiling. 

The  difierent  members  of  a  sc;itri)ld  are  termed  standards, 
ledgers,  and  putlogs.  The  standards  are  upright  poles  of  fir 
of  considerable  length,  and  about  6  inches  in  diameter,  fixed 
firmly  in  the  ground ;  the  ledgers  are  horizontal  poles  lashed 
to  the  standards,  and  running  parallel  to  tlie  work  to  be 
erected,  and  the  putlogs  aio  transverse  pieces  about  6  feet 
in  length,  laid  horizontally  from  the  ledgers  to  the  walls,  on 
which  the  scalfold-boards  are  placed. 

Of  late  years,  a  much  improved  method  of  building  scaf- 
folds has  been  employed,  especially  on  large  works ;  they  are 
more  rcular  in  their  construction  than  the  old  method,  being 
composed  of  a  series  of  trussed  frames,  consisting  of  a  number 
of  vertical  and  horizontal  timbers  braced  together  diagonally  ; 
they  have  the  advantage  of  being  erected  independent  of  the 
buildin"  itself.     At  the  top  of  such  scafiblds  is  frequently  a 


carriage  running  on  a  rail  in  a  longitudinal  direction ;  and 
this  carries  a  windlass,  which  moves  across  it  in  a  transverse 
direction,  and  therefore  can  be  brought  to  act  at  any  point 
wliich  may  be  desirable. 

SCAGLIOLA,  an  imitation  of  the  most  beautiful  marbles, 
such  as  sienna,  jasper,  brocatello,  and  porphyry  :  it  is  hard, 
and,  when  linished,  bears  a  very  fine  polish.  For  the 
method  of  preparing  it,  See  Plastering. 

SCALE,  (from  the  Saxon.)  a  line  divided  into  a  certain 
number  of  equal  parts,  each  of  which  is  subdivided  into 
others,  in  order  to  express  the  parts  of  an  object  of  a  dilferent 
size,  either  in  a  drawing  or  in  a  model,  but  in  the  same  pro- 
portion as  the  original. 

Scale,  a  mathematical  instrument,  consisting  of  one  or 
more  lines  drawn  on  wood,  metal,  or  other  matter,  divided 
into  equal  or  unequal  parts,  of  great  use  in  laying  down  dis- 
tances in  proportion,  or  in  measuring  distances  already  laid 
down.  There  are  scales  of  several  kinds,  accommodated  to 
the  several  uses;  the  principal  are,  the^j/u)ie  scale,  the  dia- 
gonal scale,  Gunter^s  scale,  and  iha plotting  scale.  See  Instru- 
ments, and  Plotting  Scale. 

SCALENE  TRIANGLE,  (from  the  Greek,  anaXrivo^, 
ohlique,  or  unequal,)  a  triangle  that  has  no  two  equal  sides, 
nor  any  of  its  angles  a  right  angle.  A  cylinder,  or  cone, 
whose  axis  is  inclined  to  its  base,  is  likewise  said  to  be 
scalcneous. 

SCAMILLI  IMPARES,  a  term  of  uncertain  meaning, 
used  by  Vitruvius,  and  much  contended  about  among  the 
critics,  though,  in  effect,  it  signifies  no  more  than  certain  zoc- 
coes,  or  blocks,  serving  to  raise  the  rest  of  the  members  of 
an  order,  colunni,  statue,  or  the  like,  and  to  prevent  their 
being  lost  to  the  eye,  which  may  chance  to  be  placed  below 
the  level,  or  below  the  projecturc  of  some  of  the  ornaments. 
The  scamilli  arc  well  enough  represented  by  the  pedestals 
of  statues.     See  Pedestal. 

SCAMOZZI,  YINCENZO,  a  celebrated  architect,  born 
at  Vicenza  in  1552.  lie  was  educated  under  his  father,  Gian- 
Domcnico,  an  able  artist  in  the  same  branch  ;  and,  at  the  age 
of  seventeen,  he  made  designs  for  buildings  that  were  very 
highly  esteemed.  lie  went  to  Venice  for  improvement,  where 
Palladio  and  others  were  then  employed  about  works  of  mag- 
nitude and  consideration,  and  he  made  very  rapid  advances 
in  his  profession.  At  the  age  of  twenty-two,  he  composed  a 
treatise,  in  six  books,  De  Teatri  e  delle  Scene,  which  has 
never  been  published.  In  a  visit  to  Rome,  he  was  engaged 
in  the  diligent  study  of  the  remains  of  antiquity  to  be  found 
in  that  city,  and  in  the  study  of  mathematics  under  the  cele- 
brated Clavio.  After  extending  his  tour  to  Naples,  he 
returned,  in  L583,  to  his  native  city,  and  settled  at  X'enice, 
whore,  Palladio  being  dead,  he  became  the  first  architect,  and 
was  employed  in  various  public  and  private  works,  of  which 
one  of  the  most  remarkable  was  the  additions  to  the  library 
of  St.  Mark.  lie  was  sent  for  to  \'icenza  to  finish  the 
famous  Olympic  theatre,  by  which  he  gained  credit.  In  1588, 
Duke  Vesjiasian  Gonzaga  engaged  him  in  the  construction 
of  a  new  theatre  at  his  town  of  Sabioncta.  After  this,  he 
visited  many  of  the  chief  places  on  the  continent;  and 
decorated  several  other  cities  in  Italy,  besides  Venice  and 
Vicenza,  and  few  artists  seem  to  have  enjoyed  a  more  exten- 
sive reputation.  In  1015,  he  published  a  work,  entitled 
L'Idea  delVArchitettura  Universale,  \n  six  books,  which  con- 
tains many  useful  observations  and  instructions.  The  sixth 
book,  which  contains  the  five  orders  of  architecture,  is  most 
esteemed,  and  has  been  translated  into  the  French  lunguage. 
Scamozzi  died  in  ItilO.  Besides  the  writings  above-men- 
tioned, he  publi^liud  a  work  of  descriptions,  of  which  three 
chapters  contained  the  buildings  and  topography  of  Rome. 


SCANDUL/E,  in  ancient  housebuilding,  shingles,  or  flat 
pieces  of  wood,  used  by  the  Romans  instead  of  tiles,  to  cover 
houses.  This,  according  to  Cor]}elius  Nepos,  was  the  only 
covering  used  in  Rome  till  the  war  with  Pyrrhus,  470th 
year  of  the  city. 

SCANDULARII,  among  the  Romans,  mechanics  who 
prepared  the  scanduhe  used  in  covering  houses,  who  were 
exempted  from  all  jniblic  services. 

SCANTLING,  (from  the  French,  eschaniillon,)  the 
transverse  dimensions  of  a  piece  of  timber  in  breadth  and 
thickness. 

Scantling  is  also  the  name  of  a  piece  of  timber  ;  as  of 
quartering  for  a  partition,  or  the  rafter,  purlin,  or  pole-plate 
of  a  roof 

All  quartering,  under  five  inches  square,  is  termed 
scanlling. 

In  all  scantlings  for  shearing,  the  master-carpenter  charges 
one-third  for  use  and  waste  ;  though,  when  used  in  very 
considerable  quantities,  and  in  large  scantlings,  one-fourth  is 
deemed  sullicient. 

Scantling,  in  masonry,  the  size  of  the  stones  in  length, 
breadth,  and  thickness. 

SCAPE,  (from  the  Latin,  scapus,  a.  stalk,  or  stem)  the 
fust  or  shaft  of  a  column.  It  is  also  used  for  the  little  hollow, 
above  or  below,  which  connects  the  siiaft  of  a  column  with 
its  base,  or  the  part  where  it  appears  to  rise  out  of  the  base. 

SCAPPLE,  to  reduce  a  stone  to  a  plane  surface,  without 
working  it  smooth. 

SCARFING,  a  term  used  to  denote  the  junction  of  two 
pieces  of  timber,  by  being  bolted  or  nailed  transversely  to- 
gether, so  that  the  two  appear  but  as  one.  The  joint  is  deno- 
minated a  scarf,  and  the  timbers  are  said  to  be  scarfed. 

In  scarfing  a  beam,  the  joint  or  seam  must  have  its  divi- 
ding surface  or  surfaces  perpendicular  to  one  side  of  the 
beam,  so  as  to  resist  a  strain  in  the  direction  of  the  fibres. 
See  Carpentry. 

SCENOGRAPIIY,  (from  OKrjvtj,  a  scene,  and  ypac^ixj,  lo 
describe,)  the  method  of  represeutiug  solids  in  perspective; 
the  ichnography  is  the  ground-plan  ;  the  elevation,  a  repre- 
sentation of  the  vertical  planes  upon  a  vertical  plane  given 
in  position;  and  when  the  whole  is  represented  at  one  view, 
the  representation  is  called  Ihe  scenograph)/. 

ScENOORApiiY  OF  A  Pyramid,  the  samc  as  its  perspective 
representation. 

SCHEME,  (fj-om  the  Greek,  axTji-ia,)  the  representation 
of  any  design,  or  geometrical  figure,  by  lines,  so  as  to  render 
it  clear  to  the  understanding. 

Scheme  Arch,  or  Skene  Arch,  a  circular  arch,  whose 
dimensions  are  not  greater  than  a  semicircle.     See  Arch. 

SCilOFEET.     See  Soffit. 

SCHOLIUM,  (fioin  axoXiov)  a  note,  annotation,  or  remark, 
occasionally  made  on  some  passage,  proposition,  or  the  like. 
The  teiin  is  much  used  in  geometry,  and  other  parts  of 
mathematics  ;  where,  after  demonstrating  a  proposition,  it  is 
frequent  to  point  out  how  it  might  be  done  some  other  way ; 
or  to  give  some  advice  or  precaution,  in  order  to  prevent 
mistakes  ;  or  add  some  particular  use  or  application  thereot". 
Wolfius  has  given  abundance  of  curious  and  usefid  arts  and 
methods,  and  a  good  part  of  the  modern  ])hilosophy,  the 
description  of  mathemjitical  instruments,  &e.,  all  by  way  of 
scholia  to  the  respective  propositions,  in  his  Elenienta 
Ma/heseos. 

SCIAGRAPHY,  or  Sciooraphy,  (t'rora  OKia,  a  shadow, 
and  yparfxjO,  to  descrihe,)  the  draught  of  a  building,  cut  in  its 
length  and  breadth,  to  display  the  interior  :  in  other  words, 
the  profile,  or  section  of  it. 
SCIMA.     See  Sima. 


SCOLLOPED  MOULDING,  a  moulding  commonly 
found  in  Nonnan  l)uildings,  of  which  the  title  is  sufficiently 
deseriptive. 

SCOPAS,  ;in  eminent  Grecian  artist,  of  the  isle  of  Paros, 
who  flourished  in  the  year  before  Christ  430.  He  was 
eqnally  distinguished  as  a  statuary  and  sculptor,  and  was  the 
author  of  many  worl<s  which  placed  his  name  on  a  level  with 
those  of  Phidias  and  Praxiteles.  One  of  the  columns  in  the 
temple  of  Ephesus  was  his  performance  ;  as  was  one  of  the 
four  sides  of  the  famous  tomb  of  Mausoleus.  Rome  possessed 
several  fine  works,  the  productions  of  Scopas  ;  among  which, 
the  most  admired  were  the  great  group  of  Neptune  and  other 
marine  deities,  in  the  Flaminian  circus ;  which,  of  themselves, 
might,  according  to  Pliny,  have  been  the  labour  of  a  whole 
life.  The  same  writer  speaks  of  a  Venus,  the  work  of 
Scopas,  surpassing  that  of  Praxiteles. 

SCOTIA,  (from  OKOTog,  obncuritij  or  darkness,)  a  recessed 
moulding,  of  an  elliptical  or  circular  section,  placed  between 
the  tori,  in  the  bases  of  columns.  The  scotia  is  most  fre- 
quently formed  bv  the  junction  of  circular  areas  of  two  differ- 
ant  radii;  but  this  is  ujwn  an  erroneous  principle,  as  it 
ought  rather  to  be  a  regular  portion  of  an  ellipsis.  See 
Mouldings. 

The  scotia  has  an  eftect  just  opposite  to  that  of  the  quarter- 
round.  The  workmen  frequently  c:iU  it  l/ie  casement ;  and, 
from  its  form,  it  is  sometimes  termed //((?  <rof/ij7K^.  According 
to  Eelibien.  the  cavetto  is  a  fourth  part  of  the  scotia. 

In  the  Ionic  and  Corinthian  bases,  there  are  two  scotias, 
the  upper  of  which  is  the  sinallest. 

SCIiATCH  WORK,  (from  the  Italian,  sgraffiatq,)  a  mode 
of  painting  in  fresco,  by  preparing  a  black  ground,  on  which 
is  laid  a  white  plaster;  which  white  being  taken  off  with  an 
iron  bodkin,  the  black  appears  through  the  holes,  and  serves 
fir  shadows.  This  kind  of  work  is  lasting;  but  being  very 
rough,  it  is  unpleas.ant  to  the  sight.  It  is  chieflv  used  to  em- 
bellish the  fronts  of  palaces,  and  other  magnificent  buildings. 
SCREEN,  a  partition,  or  means  of  separating  one  part  of 
an  edifice  from  another.  Screensarevery  frequent  in  churches, 
especially  in  those  of  a  more  important  character,  where 
they  are  used  to  partition  off  chantry -chapels,  and  such  like, 
from  the  main  building;  to  enclose  the  choir,  and  to  sepa- 
rate the  chancel  from  the  nave,  ii:c.  Such  screens  are  of 
various  materials,  but  usually  of  wood  or  stone,  and  many 
of  them  are  of  excellent  designs   and   workmanship.     See 

RoOD-ScREEN. 

The  term  is  also  applied  to  any  means  of  shelter  or  pro- 
tection against  heat,  cold,  light,  &c. 

Screen,  (from  the  French,  escran,)  an  implement  used  in 
making  mortar,  consisting  of  three  wooden  ledges  joined  to 
a  rectangular  frame  at  the  bottom  ;  the  upper  part  of  which 
frame  is  filled  with  reticulated  wirework,  for  siftins  sand 
or  lime. 

SCREW,  (from  the  Dutch,  scroeve,)  one  of  the  six  mecha- 
nical powers ;  chiefly  used  in  pressing  or  squeezing  bodies 
close,  though  sometimes  also  in  raising  weights. 

Tlie  screw  is  a  spiral  thread,  or  grove,  cut  round  a  cylin- 
der, and  everywhere  making  the  same  angel  with  the  length 
of  it.  So  that,  if  the  surface  of  the  cylinder,  with  this  spiral 
thread  upon  it,  were  unfolded  and  stretched  into  a  plane,  the 
spiral  thread  would  form  the  section  of  an  inclined  plane, 
whose  length  would  be  to  its  height,  as  the  circumference  of 
the  cylinder  is  to  the  distance  between  two  threads  of  the 
screw ;  as  is  evident  by  considering,  that  in  making  one 
round,  the  spiral  rises  along  the  cylinder  the  distance  between 
the  two  threads. 

Hence  the  threads  of  a  screw  may  be  traced  upon  the 
smooth  surface  of  a  cylinder  thus  :  cut  a  sheet  of  paper  into 


the  form  of  a  right-angled  triangle,  having  its  base  to  its 
height  in  the  above  proportion,  viz.,  as  the  circumference  of 
the  cylinder  of  the  screw  is  to  the  intended  distance  between 
two  threads ;  then  wrap  this  jiaper  triangle  about  the  cylin- 
der, and  the  hypothenuse  of  it  will  trace  out  the  line  of  the 
spiral  thread. 

When  the  s[>iral  thread  is  upon  the  outside  of  a  cylinder, 
the  screw  is  said  to  be  a  male  one ;  but  if  the  thread  be  cut 
along  the  inner  surface  of  a  hollow  cylinder,  or  a  round  per- 
foration, it  is  said  to  be  female;  and  this  latter  is  also  some- 
times called  the  box  or  nut. 

When  motion  is  to  be  given,  the  male  and  female  screw 
are  necessarily  conjoined  ;  that  is,  whenever  the  screw  is  to 
be  used  as  a  simple  engine,  or  mechanical  power.  But  when 
joined  with  ,an  axis  in  peritrochio,  there  is  no  occasion  for  a 
female  ;  but  in  that  case  it  becomes  part  of  a  compound 
engine. 

The  screw  cannot  properly  be  called  a  simple  machine, 
because  it  is  never  used  without  the  application  of  a  lever,  or 
winch,  to  assist  in  turning  it.  The  force  of  a  power  applied 
to  turn  a  screw  round,  is  to  the  force  with  which  it  presses 
upwards  or  downwards,  setting  aside  the  friction,  as  the 
distance  between  two  threads  is  to  the  circumference  where 
the  power  is  applied. 

For  the  screw  being  only  an  inclined  plane,  or  half  wedge, 
whose  height  is  the  distance  between  two  threads,  and  its  base 
the  said  circumference;  and  the  force,  in  horizontal  direc- 
tion, being  to  that  in  the  vertical  one  as  the  lines  perpendi- 
cular to  them,  viz.,  as  the  height  of  the  plane  or  distance  of 
the  two  threads,  is  to  the  base  of  the  plane,  or  circumference, 
at  the  place  where  the  power  is  applied  ;  therefore  the  power 
is  to  the  pressure,  as  the  distance  of  tw^o  threads  is  to  that 
circumference. 

Hence,  when  the  screw  is  put  in  motion ;  then  the  power 
is  to  the  weight  which  would  keep  it  in  equilibrio,  as  the  velo- 
city of  the  latter  is  to  that  of  the  former.  And  hence  their 
two  momenta  are  equal,  which  are  produced  by  multiplying 
each  weight,  or  power,  by  its  own  velocity. 

SCRIBING,  a  term  iipplied  to  the  edge  of  a  board,  when 
fitted  upon  any  surface. 

Thus  the  skirting  of  a  room  is  scribed  to  the  floor,  in  the 
most  ordinary  cases ;  and  the  method  of  doing  it  is  as  follows : 
— Lay  the  edge  of  the  intended  skirting  upon  thefloor;  then 
take  a  pair  of  compasses,  and  extend  the  points  so  as  to  be 
equal  to  the  greatest  breadth  of  the  hollow  between  the  floor 
and  the  skirting-board,  taken  in  a  vertical  direction  ;  begin 
at  one  end  of  the  board,  and,  with  one  point  upon  the  floor, 
and  the  other  upon  the  wood,  and  both  points  in  a  line  per- 
pendicular to  the  horizon,  draw  the  compass  towards  the 
other  end,  keeping  both  points  alw.ays  in  a  straight  line, 
parallel  to  the  floor,  and  in  thesurface  of  the  board,  or  in  the 
surface  of  the  board  extended  ;  and  the  upper  point  will  trade 
a  line  on  the  board,  exactly  similar  to  the  surface  of  the  floor ; 
so  that,  if  the  superfluous  part  below  the  line  be  cut  away, 
the  board  will  fit  close  to  the  floor. 

Scribing,  in  joinery,  the  .act  of  fitting  one  piece  of  wood 
upon  another,  so  that  the  fibres  of  both  may  be  perpendicular 
to  each  other,  and  the  end  cut  away  across  the  fibres,  so  as  to 
fit  upon  the  side  of  the  other. 

This  method  is  useful  in  doors  and  sashes,  when  it  can 
be  done  ;  but  in  quirked  mouldings,  recourse  must  be  had  to 
mitering. 

SCROLL,  see  Volute. 

SCULPTURE,  (from  the  Latin  sculptura,)  the  art  of 
cavvino-  in  wood,  stone,  &c.  The  term  is  also  used  for  the 
carved  work  itself 

SCUTCHEON,  an  heraldic  shield. 


SCYRIUM  IMARMOR,  a  name  given  by  the  ancients, 
sometimes  to  a  white,  and  sometimes  tea  yellowish  marble; 
both  used  in  the  puljlie  buildings  of  the  Romans,  but  seldom 
in  statuary,  not  being  capable  of  a  high  polish. 

SEALING,  the  fixingof  a  piece  of  wood  or  iron  on  a  wall 
with  plaster,  mortar,  cement,  lead,  or  other  binding,  for 
st;iples,  hinges,  or  joints. 

SEASONING  TIMBER,  the  act  of  preparing  it  for 
building,  by  expelling  the  natural  sap. 

Added  to  the  other  defects  of  modern  English  building, 
particularly  that  of  the  metropolis  and  its  immediate  neigh- 
bourhood, is  the  improper  state  in  which  timber  is  used. 

The  major  part  of  our  best  timber  is  imported  from  the 
north  of  Europe,  and  is  immersed  in  ducks,  and  lies  there 
floating  till  it  is  solii  for  immediate  use ;  the  consequence  of 
this  is,  that  the  timber  (though  even  it  may  be  previously 
seasoned)  becomes  swelled  to  much  beyond  its  former  and 
its  ultimate  bulk  ;  is  hastily  framed  together  while  the  very 
water  is  running  fjom  it;  and  very  soon  after  it  is  so  con- 
verted, it  shrinks  to  such  a  degree,  that  every  tenon  becomes 
loose,  every  joint  strains  falsely  from  the  shrinkage,  and 
every  ceiling  and  quartered  partition  cracks  by  the  opening, 
diminishing,  and  distortion  of  the  wood. 

Some  persons  fancy,  that  to  immerse  timber  in  water 
seasons  it;  however  this  may  be,  (and  it  may  well  be 
doubted,)  it  does  not  render  it  fit  for  use,  but  the  very 
reverse  of  it.  Timber  for  ordinary  purposes  should  be 
shrunken  to  its  smallest  limits  before  it  is  worked  up;  the 
least  possible  change  should  occur  in  the  timber  afier  the 
work  is  framed  and  adapted;  for  all  the  oblique  juints  of  it, 
by  shrinkage,  become  perfect,  each  bearing-timber  then 
hangs  straining  upon  a  single  point,  instead  of  upon  a  flat 
direct  abutment;  thence  many  of  the  struts  and  other 
bearing-timbers  rend  by  the  weight,  hanging  merely  upon 
their  angles. 

In  very  many  cases,  dry-rot  is  engendered  in  our  hastily- 
constructed  buildings,  by  the  quantity  of  dock-water  pent  up 
in  the  timber,  by  its  mortises  and  other  joints,  by  the  plas- 
tering, by  the  brickwork,  and  by  many  other  causes.  While 
our  timber  is  at  the  saw-pit,  the  water  not  unfrequently 
streams  from  it,  and  though  it  may  appear  choice  and  close 
when  fust  selected  and  wrought,  the  sun  and  air  in  a  very 
few  days  sufliee  to  render  it  coarse,  open,  full  of  cracks,  and 
wholly  unfit  for  good  work. 

Our  specifications  are  very  strict  in  the  requirement  of 
the  perfection  and  proper  seasoning  of  timber,  but  these  pre- 
cautions are  almost  useless.  The  builder  can  hardly  procure, 
at  any  price,  timber  which  is  not  in  a  dropsical  condition  ; 
and  twelve  months,  in  general,  are  sufficient  to  diminish  in 
bulk,  and  to  split  our  carpentry,  alike  whether  it  be 
fiamed  for  the  (lalace  or  the  cottage — for  the  public  or  the 
individual. 

After  timber  is  felled,  it  should  be  piled  up  perpendicu- 
larly in  an  airy  dry  place,  with  proper  iuterstiees  to  admit 
a  free  circulation  of  air;  and  thus  both  rain  and  the  exces- 
sive heat  of  the  sun  being  excluded,  the  timber  will  dry  with- 
out shakes  or  fissures. 

Some  persons,  however,  prefer  to  keep  the  timber  as  moist 
as  theyc;»n,by  immersing  it  in  water,  to  prevent  its  cleaving. 
In  this  case,  when  the  boards  have  laid  a  fortnight  under 
water,  they  have  them  s.'t  upright  in  an  airy  place  during 
the  heat  of  summer,  and  turned  everyday  ;  by  this  practice, 
new-sawn  boards,  it  is  said  by  those  who  are  the  advocates 
for  the  soakingsystem,  will  floor  much  better  than  those 
which  have  had  many  years  dry-seasoning. 

We  are,  as  we  have  said,  opposed  to  this  practice ;  but  to 
prevent  all  possible  accidents,  when  floors  are  laid,  let  the 


edges  be  shot  and  brought  to  a  joint,  or  nearly  so  ;  lay  them 
down  the  first  year,  and  finally  fasten  them  the  next,  they 
will  then  remain  without  shrinking,  provided  they  bekeptdry. 

The  following  particulars  should  be  attended  to  in  season- 
ing wood.  The  sudden  decay  of  the  timber  is  generally 
owing  to  the  sappy  nature  of  the  exterior  surface,  which  is 
by  no  means  capable  of  being  remedied  by  any  application  of 
paint  previous  to  its  being  seasoned ;  on  the  contrary,  it  has 
been  proved,  that  such  application  is  actually  injurious,  since 
it  hinders  the  free  admission  of  air  and  heat,  which  would 
have  the  property  of  extracting  that  sappy  quality  which  so 
much  contributes  to  decay  and  rottenness.  When  this  prac- 
tice is  adopted,  the  sap  strikes  inwardly,  and,  making  its  way 
to  the  heart  of  the  wood,  the  substance  is  presently  contami- 
nated and  destroyed. 

As  a  means  of  preventing  this  evil,  the  timber  is  sometimes 
scorched  over  a  flame,  turning  it  about  till  every  side  acquires 
a  sort  of  crusty  surface  ;  in  doing  this,  it  necessarily  follows, 
that  the  external  moisture  is  dissipated.  After  this  process, 
a  mixture  of  pitch  and  tar,  sprinkled  with  sand  and  jiowdered 
shells,  may  be  advantageously  applied  to  the  parts  intended 
to  be  under  water,  while  those  more  in  sight,  after  being  well 
scorched,  and  while  the  wood  is  hot,  should  be  rubbed  over 
with  linseed-oil  mi.xod  with  a  little  tar.  This  will  strike 
deeply  into  the  grain  of  the  wood,  and  will  soon  harden 
so  as  to  receive  as  many  coats  of  paint  as  may  appear 
necessary. 

It  has  been  found,  that  fir-timber,  thus  prepared  is  nearly 
equal  to  oak  for  durability. 

The  foUowing  valuable  observations  on  the  seasoning  of 
timber  are  extracted  from  an  able  article  on  "Timber — Its 
Treatment  and  Uses,"  by  Mr.  James  Wylson,  published  in 
the  Second  Volume  of  the  "  Builder  :" — 

"There  are  natural  and  artificial  means  of  seasoning,  both 
of  which  have  their  recommendations  ;  but  the  former  has 
certainly  the  right  of  preference,  as  it  gives  greater  toughness, 
elasticity,  and  durability,  and  therefore  should  always  be  em- 
ployed in  preparing  timber  for  carpentry. 

"  When  there  is  time  for  drying  it  gradually,  all  that  is 
necessary  to  be  done,  on  removing  it  from  the  damp  ground 
of  the  forest,  is  to  place  it  in  a  dry  yard,  sheltered  from  the 
sun  and  wind,  and  where  there  is  no  vegetation ;  and  set  it 
on  bearers  of  iron  or  brick  in  such  a  maimer  as  to  admit  acir- 
culation  of  air  all  round  and  under  it.  In  this  situation  it 
should  continue  two  years,  if  intended  for  carpentry,  and 
double  that  time  if  for  joinery,  the  loss  of  weight,  which 
shoulil  take  place  to  render  it  fit  for  the  purposes  of  the  for- 
mer, being  about  one-fifth,  and  for  the  latter  about  one-third. 
If  it  is  to  be  used  round,  it  is  good  to  bore  out  the  core,  as 
by  so  doing,  the  drying  is  advanced,  and  splitting  prevented, 
with  almost  no  sacrifice  of  strength,  if  it  is  to  be  squared 
into  logs,  it  should  be  done  soon  after  some  slow  drying,  aJid 
whole-squared  if  lurge  enough;  as  that  removes  much  of 
the  sap-wood,  and  facilitates  the  drying,  and  prevents  the 
splitting,  which  is  apt  to  take  place  when  it  is  in  the  round 
form,  in  coiiscquenee  of  the  sap-wood  drying  before  the  heart, 
from  being  less  dense  ;  also,  if  it  may  be  quartered,  it  is  well 
to  treat  it  so  after  some  time,  as  the  seasoning  is  by  that 
means  rendered  more  equal.  It  is  well  also  to  turn  it  now 
and  then,  as  the  evaporation  is  greatest  from  the  upper  side. 

"To  prevent  timber  warping,  it  should  be  well  seasoned 
before  it  is  cut  into  scantlings,  and  the  scantlings  should  be 
cut  some  time  before  they  are  to  be  used,  in  order  that  the 
seasoning  may  be  as  perfect  as  possible;  and  if  they  can  be 
set  npriglit,  so  much  the  better,  as  then  they  will  dry  more 
rapidly,  and,  as  the  upper  dries  sooner  than  the  lower  side, 
they  ought  therefore  to  be  reversed  at  intervals. 


"  When  there  is  not  time  for  actual  drying,  the  best  method 
that  can  be  adopted,  especially  for  sappy  timber,  and  if 
strength  is  not  principally  required,  is  immediately,  on  fell- 
ing, to  immerse  it  in  running  water,  and,  after  allowing  it  to 
rcmiin  there  about  a  fortnight,  to  set  it  in  the  wind  to  dry. 
This  renders  timber  less  apt  to  crack  and  warp  in  drying, 
and  less  subject  to  be  worm-eaten,  especially  the  more  ten- 
der woods ;  but  it  must  be  altogether  under  water,  as  partial 
immersion  is  very  destructive. 

"Of  steeping  generally,  whether  in  cold  or  warm  weather, 
it  must  be  observed,  that  it  dissolves  the  substance  of  the 
wood,  and  necessarily  renders  it  lighter;  therefore  the  less 
that  is  necessary  of  it  the  better;  indeed,  it  is  known,  that, 
nolwith-standing  wood  that  is  completely  submersed  remains 
good  for  a  very  great  period  after  the  water  has  dissolved  a 
certain  soluble  part,  it  is,  when  taken  out  and  dried,  brittle, 
and  in  every  respect  unfit  for  use. 

"For  the  purposes  of  joinery,  steaming  and  boiling  are 
very  good  methods,  as  the  loss  of  elasticity  and  strength 
which  they  produce,  and  which  is  so  essential  in  carpentry, 
is  compensated  by  the  tendency  to  shrinkage  being  reduced ; 
the  durability  also  is  rather  improved  than  otherwise,  at  least 
from  steaming.  It  has  been  ascertained,  that  of  woods  sea- 
soned by  these  methods,  those  dry  soonest  which  have  been 
steamed;  but  the  drying  in  either  case  should  be  somewhat 
gradual,  and  four  hours  are  sufficient  for  the  boiling  or  steam- 
ing process." 

Langton's  method  of  seasoning  by  extraction  of  the  sap,  is 
another  that  is  considered  well  worthy  of  notice ;  it  consists 
In  letting  the  timber  into  vertical  iron  cylinders  at  top;  and 
the  water  being  heated,  and  steam  used  to  produce  a  partial 
vacuum,  the  sap  relieved  from  the  atmospherical  pressure 
oozes  from  the  wood,  and,  being  converted  into  vapour,  passes 
oft"  through  a  pipe  provided  for  the  purpose.  The  time  re- 
quired is  about  ten  weeks,  and  the  cost  is  about  ton  shillings 
per  load  ;  but  the  sap  is  wholly  extracted,  and  the  timber 
fit  and  ready  for  any  purpose ;  the  diminution  of  weight  is, 
with  a  little  more  shrinking,  similar  to  that  in  seasoning  by 
the  common  natural  process. 

Smoke-drying  in  «n  open  chimney,  or  the  burning  of  furze, 
fern,  shavings,  or  straw  under  the  wood,  gives  it  hardness 
and  durability ;  and  by  rendering  it  better,  destroys  and 
prevents  worms ;  it  also  destroys  the  germ  of  any  fungus 
which  may  have  commenced.  Scorching  and  charring  are 
good  for  preventing  and  destroying  infection,  but  have  to 
be  done  slowly,  and  only  to  timber  that  is  already  thoroughly 
seasoned ;  otherwise,  by  encrusting  the  surface,  the  evapora- 
tion of  any  internal  moisture  is  intercepted,  and  decay  in  the 
heart  soon  ensues ;  if  done  hastily,  cracks  are  also  caused  on 
the  surface,  and  which  receiving  from  the  wood  a  moisture 
for  which  there  is  not  a  sufficient  means  of  evaporation,  ren- 
ders it  soon  liable  to  decay. 

Various  methods  have  been  from  time  to  time  proposed 
for  seasoning  timber,  and  preventing  its  rapid  decay ;  but 
those  which  have  most  engrossed  the  public  attention  of  late 
years,  are  those  respectively  distinguished  as  Kyan's,  Payne's, 
Burnett's  patents,  &c.  In  the  year  1S33  to  1836,  at  the 
Arsenal,  Woolwich,  experiments  were  instituted,  having  for 
their  object  the  establishing  or  otherwise  the  claims  of  that 
first  mentioned,  and  the  results  of  which  were  of  a  very  satis- 
factory nature;  the  Kyanised  specimens  generally,  which 
were  submitted  to  the  fungus-pit  when  taken  out  at  the  end 
of  three  years, being  sound,  while  duplicate  pieces  imprepared 
were  found  in  various  stages  of  decay.  Certain  questions, 
however,  presented  themselves: — 1st.  Whether  the  impreg- 
u.ition  to  which  the  timber  had  been  subjected,  might  not  be 
removable  by  some  cause,  and  perhaps  generate  an  atmo- 


sphere noxious  and  injurious  to  health.  2nd.  Whether  tha 
strength  of  the  timber  were  impaired  or  otherwise.  The  first 
was  satisfactorily  determined  by  Dr.  Faraday,  who  proved 
by  experiment,  that  the  combination  was  not  simply  mechani- 
cal, but  chemical ;  and  that  a  permanently  compound  mate- 
rial was  formed;  the  second  was  farmed  by  experiments 
made  by  Captain  Alderson,  C.E.,  upon  ash  and  Christiana 
deal,  and  which  showed  that  the  rigidity  of  the  timber  was 
enhanced,  but  its  strength  in  some  measure  impaired.  Its 
specific  gravity  also  being  somewhat  diminished.  Another 
question  yet  remains  open — how  far,  since  the  impregnation 
has  not  been  traced  to  a  depth  greater  than  half  an  inch, 
does  this  process  meet  our  requirements,  and  after  the  satis- 
factory conclusion  arrived  at  as  above  related,  and  the  evi- 
dence of  the  facts  upon  which  it  was  so  reasonably  founded, 
how  are  we  to  meet  the  assertion  of  Mr.  Pritchard,  C.E.  of 
Shoreham,  made  in  1S42.  The  sleepers  Kyanised  five  yeai-s 
ago,  and  in  use  at  the  W.  I.  Dock  warehouses,  have  been 
discovered  to  decay  rapidly,  and  the  wooden  tanks  at  the 
Anti-Dry-Rot  Company's  principal  yard  are  decayed. 

Mr.  Kyan's  infusion  is  corrosive  sublimate,  and  the  process 
consists  in  submersing  the  timber  in  tanks  for  about  a  week, 
then  taking  it  out  and  drying.  Sir  Humphrey  Davy  had 
previously  recommended  a  weak  solution  of  the  same  thing, 
to  be  used  as  a  wash  where  rot  had  made  its  appearance. 
Dr.  Birkbeck  made  a  favourable  exposition  of  the  process  as 
pursued  by  Mr.  Kyan.  Sir  John  Barrow  and  the  Duke  of 
Portland  impugn  it,  and  Lord  Manners  and  Dr.  Moore  follow 
on  the  same  side.  The  Payanising  process,  besides  profess- 
ing to  preserve  timber  from  dry-rot  and  the  ravages  of  insects, 
is  said  to  render  it  uninflammable,  or  at  least  to  deprive  it 
in  a  great  measure  of  combustibility. 

Sir  William  Burnett's  patent  process  seems  to  have  met 
with  great,  and,  as  we  think,  deserved  success.  The  various 
testimonials  that  we  have  seen  in  favour  of  it,  and  the  time 
that  it  has  maintained  itself  in  the  opinion  of  the  public, 
induce  us  to  think  well  of  its  efficacy  in  performing  what  it 
professes  to  do.  Even  if  not  quite  realizing  all  its  inventors 
claim  for  it,  it  certainly  will  eftectually  preserve  timber  for 
a  great  number  of  years.  The  eft'ects  ascribed  to  it  are,  that 
it  hardens  and  improves  its  texture.  It  enters  into  perma- 
nent chemical  combination  with  the  ligneous  fibre,  and  does 
not  come  to  the  surface  of  the  wood  by  efflorescence,  like 
other  erystallizable  salts,  and  no  amount  of  washing  or  boil- 
ing in  water,  will  remove  the  chemical  compound  so  formed. 
It  preserves  wood  and  other  articles  from  the  adherence  of 
animal  and  vegetable  parasites,  and  also  from  the  attacks  of 
insects,  and  from  wet  and  dry  rot.  Further,  it  renders  wood 
uninflammable,  when  used  of  a  certain  strength.  The  basis 
of  his  process  is  chloride  of  zinc,  or,  as  it  is  more  commonly 
called,  the  muriate  of  zinc,  which  seems  to  have  a  peculiar 
affinity  to  woody  fibre,  entering  into  intimate  union  with 
its  component  particles,  and  forming  as  it  were  a  new  min- 
eralized substance.  There  is  a  chemical  combination  of 
the  metallic  base;  not  merely  by  a  mechaniail  alteratioil 
of  the  position  of  matter,  which  might  again  be  disunited. 
There  is  no  decomposition  produced,  but  the  fibre  of  the 
wood  appears  to  be  permanently  pervaded  by  the  zinc,  and 
the  atoms  of  which  they  are  formed  enter  into  a  new  and 
fixed  arrangement. 

SECANT,  (from  the  Latin  seco,  to  cut,)  a  line  that  cuts 
another,  Ot  divides  it  into  two  parts. 

In  trigonometry,  the  secant  is  a  line  drawn  to  the  centre 
from  some  point  in  the  tangent,  which  consequently  cuts  the 
circle. 

SECRETAEIUM,  the  vestry  of  a  church,  the  same  as 
SACRisrr. 


SECTION  OF  V  HfiLDiNo.  a  representation  of  the  building 
as  divided  or  sep.irated  into  two  parts,  by  a  vcitieal  plane, 
in  order  to  cxplr.;:i  the  construction  of  the  interior.  The 
section  of  a  l)uild;i;g  not  only  includes  the  parts  that  are 
separated,  but  also  the  elevation  of  the  receding  part^,  which 
ought,  therefore,  to  be  shadowed  with  a  darker  tint.  It  is 
obvious  that  the  section  of  a  building  ought  to  be  taken  so 
as  not  only  to  show  the  greatest  number  of  parts,  but  also 
those  that  present  the  most  difficulty  in  their  construction. 
Every  building  ought  to  have  at  least  two  sections,  at  right 
angles  to  each  other,  and  parallel  to  the  sides  of  the  build- 
ing :  a  section  of  the  flues  will  also  be  necessary,  in  order  to 
conduct  the  interior  walls,  and  to  avoid  the  improper  placing 
of  limbers,  or  mistakes  that  might  otherwise  unavoidably 
take  jilace. 

Section  of  a  Solid,  the  place  of  separation  that  divides 
one  part  from  another ;  it  is  always  understood  to  be  a  plane 
surface.     See  Stereotomy. 

Section-s,  Conic,  see  Conic  Sections. 

Sections  of  Cylinders,  see  Cylinders. 

SECTOR  (from  the  Ereneh  sectciir),  an  instrument  f^r 
measuring  or  laying  off  angles,  and  for  dividing  straight  lines 
and  circles  into  eijual  parts.     See  Instruments. 

Sector  of  a  Circle,  the  space  comprehended  between 
two  radii  and  the  are  terminated  by  them. 

The  area  of  a  sector  is  found  by  multiplying  the  radius  of 
the  circle  into  half  the  arc  of  the  sector. 

SEDIIJA,  scats  for  the  ofliciating  clergy,  frequently  to  be 
found  in  the  south  wall  of  the  chancel  of  our  old  churches. 
They  are  usually  arched  recesses  in  the  wall,  and  are  often 
surmounted  by  canopies  and  richly  decorated  with  carving, 
and  sometimes  quite  plain.  They  consist  of  a  series  of  from 
one  to  five  arches,  for  so  many  priests,  the  usual  number 
being  three.  The  seats  are  sometimes  level,  but  frequently 
graduated,  following  the  level  of  the  chancel  steps;  they  arc 
occasionally  formed  in  the  sill  of  a  window. 

SEGMENT  (from  the  Latin  scffmcntnm,  a  shred  or  jxiring), 
any  part  of  a  whole. 

Segment  of  a  Circle,  the  area  comprehended  by  an  arc 
and  a  chord. 

All  angles  in  the  same  segment  are  equal. 

A  very  useful  practical  rule  for  finding  the  area  of  the 
segment  of  a  circle  is  the  following : — multiply  the  chord 
into  the  versed  sine ;  then,  to  two-thirds  of  the  product,  add 
the  quotient  arising  by  dividing  the  cube  of  the  versed  sine 
bv  twice  the  chord.     See  Mensuration. 

SELL,  the  lowest  piece  of  timber  in  a  building.  See 
Sill. 

SEMICIRCLE,  the  half  of  a  circle  contained  by  the  dia- 
meter and  the  circumference. 

The  angle  in  a  semicircle  is  a  right  angle. 

The  arc  of  a  semicircle  is,  of  course,  half  of  the  circle. 
See  Circle. 

SEMICIRCULAR  ARCHES,  arches  constructed  with 
semicircular  arcs.  They  were  much  used  by  Roman  archi- 
tects, particularly  in  the  decline  of  the  Roman  empire;  and 
also  by  the  Saxons  and  Noimans  in  England,  and  their  suc- 
cessors, until  they  were  superseded  by  the  pointed  arch : 
they  were  again  brought  into  use  by  the  introduction  of 
Roman  architecture,  in  the  time  of  Inigo  Jones. 

SEPTIZON,  or  Septizonium,  in  ancient  architecture,  a 
term  almost  exclusively  appropriated  to  a  celebrated  mauso- 
leum of  the  Antonines,  which,  Aurelius  Victor  says,  was 
built  in  the  tenth  region  of  the  city  of  Rome,  being  a 
largo  insulated  building,  with  seven  stages,  or  stories,  of 
columns. 

The  plan  was  square,  and  the  upper  stories,  consisting  of 


columns,  falling  back  much,  rendered  the  pile  of  a  pyramidal 
form,  terminated  at  the  top  with  the  statue  of  the  emperor 
Septimius  Severus,  who  built  it. 

It  had  its  name  Septizon,  or  Septizonium,  from  septem  and 
zona,  q.  d.,  seven  zones,  or  girdles,  by  reason  of  its  being 
girt  with  seven  rows  of  columns.  Historians  mention  another 
Septizon,  more  ancient  than  that  of  Severus,  built  near  the 
Therina!  of  Antoninus. 

SEPULCHRAL  (from  the  Latin  sepulchrum,  a  tomb,  or 
place  for  burial),  sonielliing  relating  to  sepulchres  or  tombs. 

SEPULCHRAL  CHAPEL,  or  chapel  containing  a  tomb 
or  sepulchral  monument,  or  in  which  masses  were  chanted 
for  the  repose  of  the  departed,  and  in  this  sense  the  same  as 
Chantry  Cuapel.  Such  buildings  were  usually  appended 
to  churches,  and  forjned  a  sjnall  kind  of  aisle. 

Sepulchral  Column,  see  Funeral  Column,  under  Co- 
lumn. 

Sepulchral  Monument,  a  monument  erected  to  preserve 
the  memory  of  some  deceased  person.  They  are  of  various 
designs  at  dillcrent  dates  and  jihices ;  but  probal)ly  those  of 
the  middle  ages  in  this  country  will  never  be  surpassed  in 
beauty  of  conception  or  delicacy  of  workmanship.  Many 
fine  examples  are  to  be  found  in  our  cathedrals.  Amongst 
the  most  beautiful  are  those  of  Wykeham  and  Waynflete, 
Winchester. 

SEPULCHRE  (from  the  Latin  sepulchrum,  a  tomb),  or 
place  destined  for  the  interment  of  the  dead.  The  word  is 
chiefly  used  in  speaking  of  the  burial-places  of  the  ancients: 
those  of  the  moderns  are  usually  called  iombs. 

Besides  the  usual  sepulchres  for  the  interment,  either  of 
the  whole  body,  or  of  the  ashes  of  such  as  were  burnt,  the 
ancients  had  a  peculiar  kind,  called  cenotaphia,  which  were 
empty  sepulchres,  in  honour  of  some  persons  who,  perhaps, 
had  no  burial  at  all,  from  a  superstitious  opinion,  that  the 
souls  of  those  without  burial  wandered  a  hundred  years  be- 
fore they  were  admitted  into  the  Elysian  fields.  The  pyra- 
mids are  generally  supposed  to  have  been  built  as  sepulchres 
for  the  kings  of  Egypt,  and  the  obelisks  were  erected  as 
mementos  of  emiueiit  persons  deceased. 

In  our  old  churches  is  frequently  found,  at  the  east  end, 
usually  on  the  north  wall  of  the  chancel,  a  sepulchral  monu- 
ment, enclosed  in  an  arched  rece.ss.  This  is  called  the  altar- 
tomb,  as  also  the  holy  sepulchre,  or  Easter  sepulchre,  from 
the  circumstance,  that,  previous  to  the  Reformation,  certain 
ceremonies  were  pertbrmed  here  between  Good  Friday  and 
Easter-d;\y.  It  is  not  unfrequcntly  the  tomb  of  the  founder 
of  the  church. 

Such  tombs  arc  fretpiently  of  very  elaborate  design,  and 
enriched  with  sculpture  and  cohnir.  Two  magnificent,  speci- 
mens exist  in  the  presbytery  of  Westminster  Abbey. 

SERAGLIO,  among  Oriental  builders,  the  palace  of  a 
prince  or  lord.  By  way  of  excellence,  the  term  is  used  for 
the  palace  of  the  grand  signor  at  Constantinople. 

SERLIO,  SEBASTIANO,  an  eminent  architect,  a  native 
of  Bolotrna.  He  flourished,  at  Venice,  in  the  early  part  of 
the  sixteenth  century.  He  afterwards  travelled  through 
Italv,  and  resided  a  considerable  time  at  Rome,  where  he 
studied  the  fine  arts,  and  made  many  excellent  drawings  of 
edifices,  ancient  an  I  modern.  He  is  said  to  have  been  the 
first  who  examined,  with  a  scientific  eye,  the  remains  of  an- 
cient architecture.  The  knowledge  he  acquired  was  given 
to  the  public  in  ,1  Complete  Treatise  of  Architecture,  of  which 
he  plaiuied  seven  books;  and  the  first  that  appeared  was  the 
fourth  in  order,  comprehending  the  general  rules  of  archi 
lecture,  which  he  |)rinted  at  Venice  in  1537,  dedic;ited  to 
Hercules  II.,  duke  of  Ferrara.  The  other  six  books  appeared 
successively  at  different  intervals;  and  the  various  editions 
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made  of  them  prove  their  popularity.  In  15-11,  Serlio  was 
invited  to  France  by  Francis  I.,  and  employed  in  the  erec- 
tions at  Fontainebleau.  Hero  he  continued  till  he  died,  at 
an  advanced  age,  in  1578.  Though,  as  an  author,  he  was 
much  attached  to  the  principles  of  Vitruvius,  yet,  in  his  de- 
signs as  an  artist,  he  very  much  neglected  them.  Ilis  school 
at  St.  Roche,  and  palace  of  Grimani  at  Venice,  are  built  in  a 
grand  and  magnificent  style. 

SESSPOOL,  or  Cesspool,  a  well,  or  deep  hole,  sunk 
under  the  mouth  of  a  drain,  for  the  reception  of  sediment, 
and  other  gross  matter,  which,  if  not  there  detained,  would 
choke  the  passage.  Sesspools  ought  to  be  so  contrived,  that 
they  may  be  cleaned  without  dilficulty  ;  otherwise  they  will 
fdl  up,  and  the  evil  be  communicated  to  the  drains. 

SET-OFF,  that  part  of  a  wall  where  the  face  is  broken 
by  a  projection  beyond  the  general  surface,  such  as  where 
the  lower  portion  of  a  wall  is  of  greater  thickness  than  the 
upper,  and  therefore  leaves  a  ledge  at  the  height  where 
the  lesser  thickness  commences,  equal  in  width  to  the  differ- 
ence in  thickness  of  the  two  portions  of  the  wall.  This 
practice  is  very  usual  in  buttresses,  and  almost  universal  in 
those  of  medicBval  date.  Such  ledges  are  usuaHy  covered 
with  a  sloping  table  of  masonry  to  carry  otVthe  wet,  and  are 
termed  set-ojfs. 

SETTING,  a  term  used  in  masonry,  for  fixing  stones  in 
walls  or  vaults.  In  this  the  utmost  care  should  be  taken 
that  the  stones  rest  firmly  upon  their  beds,  and  that  their 
faces  be  ranged  on  the  proper  surface  of  the  work.  This 
caution  is  necessary,  as  bad  workmen,  in  order  to  make  close 
joints,  only  make  the  beds  come  in  contact  adjacent  to  the 
face  of  the  work ;  and,  in  order  to  bring  the  joints  flush, 
they  frequently  do  no  more  than  round  the  work  next  to  the 
joint:  this  convexity  has  a  very  disagreeable  appearance  in 
the  sunshine,  when  the  rays  of  light  fall  obliquely  upon  the 
work. 

SETTING-OUT  ROD,  the  rod  used  by  joiners  for  setting 
out  windows,  doors,  or  other  framing. 

SEVERY,  a  bay  or  compartment;  especially  applied  to 
the  compartments  of  vaulted  roofs. 

SEWER,  a  large  main  drain,  conduit,  or  conveyance  for 
carrying  off  refuse,  or  soil,  from  a  house,  or  number  of 
houses. 

SEWERAGE,  the  method  of  removing  superfluous  water, 
rain,  filth,  night-soil,  and  other  refuse  matters  from  a  town 
or  other  locality. 

The  subject  connected  with  this  article,  is  of  very  con- 
siderable importance,  as  it  affects  the  health,  morals,  and 
social  well-being  of  the  community  ;  as  it  is  now  universally 
allowed,  that  the  accumulation  of  refuse  matter  is  dangerous 
to  health,  and  especially  in  crowded  and  densely-populated 
districts,  where  it  is  certain  to  encourage,  if  it  does  not 
generate,  various  kinds  of  epidemic  disease ;  besides  which, 
it  discourages  habits  of  cleanliness,  and  so  affects  the  morals 
of  the  lower  orders.  It  is  a  matter  which  formerly  was  not 
sufficiently  attended  to;  but  has  of  late  years  forced  itself 
upon  public  notice,  and  is  at  tlie  present  day  receiving  that 
amount  of  consideration  which  it  so  well  deserves. 

Although,  however,  the  matter  has  been  widely  canvassed, 
and  much  elaborate  investigation  entered  into,  we  regret  to 
say,  that  hitherto,  mere  matters  of  detail  have  received  com- 
paratively more  attention  than  they  deserved,  and  general 
principles  have  been  too  much  overlooked ;  not  that  we  would 
for  a  moment  undervalue  the  investigation  which  is  being 
carried  on  with  reference  to  minutia;,  which  are  indeed  of  the 
utmost  importance;  but  we  think  that  general  principles 
should  have  had  the  first  place  in  the  order  of  investigation. 
Be  this  as  it  may,  we  must  confess,  that  much  useful  and 
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practical,  as  well  as  theoretical  knowledge,  has  been  eliminated 
by  the  process,  and  many  improvements  introduced  which  are 
of  considerable  public  benefit.  This  branch  of  professional 
practice  is  as  yet  in  its  infancy,  and  we  may  hope  that  a  few 
years  will  add  considerably  to  our  practical  and  theoretical 
acquaintance  with  it,  when  theories,  which  are  now  only  upon 
trial,  shall  have  been  fully  and  fairly  tested,  and  some  further 
inquiry  entered  into  with  respect  to  the  objects  which  are 
sought  after,  in  laying  out  the  drainage  of  a  town. 

In  considering  this  subject,  a  question  naturally  arises  at 
the  very  outset,  as  to  the  objects  to  be  effected  by  j)roper 
drainage  of  any  locality.  Now,  formerly  the  object,  for  tiiere 
was  but  one,  was  very  well  defined,  and  very  simple ;  it  was 
this,  to  remove  the  refuse  from  the  neighbourhood  of  inhabited 
districts,  so  that  it  might  not  become  prejudicial  to  the  health 
of  the  inhabitants.  Within  the  last  few  years,  however,  some 
new  data  have  been  introduced,  and  in  consequeiice  the  ques- 
tion has  become  more  complicated.  The  inquiry  has  been 
mooted  as  to  whether  it  be  advisable  to  throw  away  as  use- 
less the  collected  refuse,  or  whether  it  may  not  be  employed 
to  some  useful  purpose  ;  and  if  so,  whether  it  may  not  be 
turned  to  account  as  a  profitable  article  of  commerce.  Many 
subjects  have  been  named,  in  the  manipulation  of  which,  such 
matters  might  be  advantageously  employed  ;  but  of  all  these, 
the  most  important,  and  that  which  has  the  highest  claim  to 
consideration,  seems  to  be  their  application  to  agricultural 
purposes,  in  the  shape  of  manure.  Whether  indeed  the  refuse 
of  towns  is  of  value  for  this  purpose,  has  been,  and  still  is  a 
matter  of  dispute  amongst  persons  well  qualified  to  judge ; 
but  we  think  the  evidence  in  favour  of  such  application  de- 
cidedly preponderates. 

The  value  of  manures  as  promoters  of  vegetation,  is  said 
to  result  from  their  possession  of  the  essential  element,  nitro- 
gen, in  the  form  of  ammonia,  with  the  subordinate  properties 
of  alkalies,  phosphates,  and  sulphates,  and  we  learn  from  the 
experiments  of  Liebig,  th.at  the  quantity  of  nitrogen  contained 
in  the  excrements  of  a  man  during  one  year,  is  16.41  lbs.,  and 
also  that  this  quantity  is  sufficient  for  the  supply  of  800  lbs. 
of  wheat,  rye,  or  oats,  or  of  900  lbs.  of  barley.  "  This  is  much 
more,"  says  the  same  authority,  "  than  it  is  necessary  to  add 
to  an  acre  of  land,  in  order  to  obtain,  with  the  assistance  of 
the  nitrogen  absorbed  from  the  atmosphere,  the  richest  crops 
every  year.  By  adopting  a  system  of  rotation  of  crops,  every 
town  and  farm  might  thus  supply  itself  with  the  manure, 
which,  besides  containing  the  most  nitrogen,  contains  also  the 
most  phosphates.  By  using  at  the  same  time  bones  and  the 
lixiviated  ashes  of  wood,  animal  excrements  might  be  com- 
pletely dispensed  with  on  many  kinds  of  soil.  When  human 
excrements  are  treated  in  a  proper- manner,  so  as  to  remove 
the  moisture  without  permitting  the  escape  of  ammonia,  they 
may  be  put  into  such  a  form  as  will  allow  them  to  be  trans- 
ported even  to  great  distances."  Of  the  success  of  sewage 
matters  applied  as  manure,  we  have  favourable  evidence  in 
the  practice  adopted  at  Edinburgh,  where  the  pasture-land 
has  been  made  to  produce  crops  very  considerably  above  the 
average  by  this  means.  Experiments  of  an  equally  favour- 
able description  have  also  been  tried  in  various  parts  of  this 
country,  as  well  as  on  the  Continent;  at  Milan,  and  various 
parts  of  France  and  Germany.  These,  however,  only  speak 
as  to  the  success  of  such  manure  in  a  liquid  form,  against 
which  one  or  two  practical  olijections  may  be  urged.  Tlie 
first  is  the  expense  of  distribution  ;  for,  in  the  first  place,  the 
sewage  waters  must  be  raised  to  a  considerable  elevation  by 
artificial  means,  for  the  purpose  of  conveying  them  on  to 
the  surface  of  the  surrounding  districts,  and  this  elevation 
will  be  greater  or  less  according  to  the  level  of  the  neigh- 
bourhood.   The  second  objection  consists  in  the  limited  area 
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to  which  such  a  niamire  could  be  advantageously  applied  ;  for 
if  the  distance  were  great,  the  necessary  outlay  for  convey- 
ance would  form  an  eilectual  obstacle  to  its  employment. 
Of  a  similar  nature  to  the  last,  is  the  objection  which  arises 
from  the  uncertainty  of  the  demand  ;  for  in  wet  seasons,  the 
manure  in  this  condition  cannot  be  applied  ;  and  if  at  any 
time  the  soil  be  supersaturated,  the  vegetation  is  supposed  to 
1)C  injured  thereby.  IJesides,  if  tiie  sewage  be  allowed  to  re- 
main on  the  surface,  it  will  emit  very  ollensivc  and  injurious 
odours,  and  become  not  only  detrimental  to  the  land,  but 
highly  dangerous  to  the  public  health. 

"To  meet  these  evils,  several  methods  have  been  suggested 
for  precipitating  the  valuable  portions  of  the  sewage,  and 
preparing  them  in  a  dry  state  for  the  purposes  of  commerce, 
during  which  process  the  matters  are  also  de-odorized  and 
disinfected.  It  is  a  matter  of  dispute,  indeed,  whether  the 
portions  of  sewage  which  are  specially  serviceable  for  agricul- 
tural purposes  can  bo  preserved  in  a  dry  form ;  but  besides 
the  evidence  resulting  from  experiments  with  this  form  of 
manure,  we  have  the  favourable  testimony  of  Liebig,  who 
thus  writes: — "Gypsum,  chloride  of  calcium,  sulphuric  or 
muriatic  acid,  and  super-phosphates  of  lime,  are  substances 
of  a  very  low  price;  and  if  they  were  added  to  urine  until 
the  latter  lost  its  alkalinity,  the  ammonia  would  be  converted 
into  salts,  which  would  have  no  further  tendency  to  volatilize. 
When  a  basin,  filled  with  concentrated  muriatic  acid,  is 
placed  in  a  common  necessary,  so  that  its  surface  is  in  free 
communication  with  the  vapours  arising  from  below,  it 
becomes  filled,  after  a  few  days,  with  crystals  of  muriate  of 
ammonia.  The  ammonia,  the  presence  of  which  the  organs 
of  smell  amply  testify,  combines  with  the  muriatic  acid,  and 
loses  entirely  its  volatility,  and  thick  clouds  or  fumes  of  salt 
hauT  over  the  basin."  And  in  the  quotation  which  we  have 
previously  quoted,  the  same  chemist  states  his  opinion,  that 
the  moisture  may  be  removed  without  permitting  the  e-iearie 
of  ammonia,  and  the  sewage  put  into  such  a  form  as  to  allow 
it  to  be  transported  to  great  distances.  In  opposition  to  this, 
some  persons  have  asserted,  that  where  the  smell  does  not 
exist,  the  fertilizing  property  has  been  lost;  and  others,  that 
although  the  olfensive  odour  is  got  rid  of,  the  deleterious 
properties  still  remain.  These  opinions  are  indeed  destruc- 
tive of  each  other,  and  wo  are  inclined  to  yield  the  greater 
amount  of  credit  to  Liebig's  testimony.  Mr.  Richard  Dover, 
who  propounded  a  scheme  for  disinfecting  the  London  sew- 
age, and  preparing  it  for  transport  in  a  dry  state,  made  some 
experiments  upon  sewage-water  taken  from  the  Northumber- 
land-street outlet,  in  the  presence  of  several  persons  com- 
petent to  form  a  judgment  on  the  subject,  and  who  testify 
to  having  been  satisfied  as  to  the  success  of  the  experiment. 
Manure  prepared  by  this  process  has  been  experimentally 
applied  to  agricultural  purposes,  and,  it  is  said,  with  very 
satisfactory  results.  Mr.  Dover  further  proposes  to  apply 
the  water,  whfch  is  left,  for  the  purpose  of  bleaching  and 
other  commercial  undertakings. 

Such  are  the  statements  with  regard  to  the  employment 
of  sewage-matters  for  agricultural  purposes  :  that  they  are 
useful  fertilizing  agents,  there  seems  to  remain  no  reason  to 
doubt ;  but  there  still  does  remain  a  question  as  to  whether 
it  can  be  profitably  employed  for  this  purpose,  considering 
the  subject  in  the  light  of  a  commercial  undertaking.  Can  it 
compete  with  other  manures  already  in  the  market,  or  will 
the  expense  of  its  manipulation  destroy  its  value  as  a  market- 
able commodity.  These  questions  still  remain  to  be  con- 
sidered ;  for  although  the  evidence  which  does  exist  seems 
to  favour  the  speculation,  yet  this  is  not  sufficiently  decisive 
to  justify  an  nndert^iking  of  the  kind  on  a  large  scale. 

Now  the  very  fir.st  principles  of  drainage  depend  upon  the 


resolution  of  such  doubts;  for  if  the  sewage-matter  is  to  be 
thus  employed,  we  should  adopt  a  very  different  system  to 
that  which  would  be  adopted,  had  we  solely  to  get  rid  of  the 
noxious  refuse.  There  would  be  also  a  difference  of  treat- 
ment, according  to  the  condition  in  which  the  manure  was 
to  be  applied,  whether  in  a  wet  or  dry  state;  for  in  the  one 
case  we  should  be  tied  down  to  the  most  economical  method 
of  distributing  it  over  the  surrounding  country  by  means  of 
pipes,  and  should  have  to  regulate  our  levels  and  outlets 
accordingly  ;  whereas,  under  the  latter  conditions,  we  should 
be  left  at  much  greater  liberty  in  arranging  such  prelimi 
naries. 

In  the  first  place,  if  we  treat  sewage  matters  as  only 
deleterious  to  public  health,  and  incapable  of  being  turned  to 
any  useful  account,  we  have  to  deal  with  a  very  plain  and 
simple  question;  our  sole  object  is  to  get  rid  of  it.  Simple, 
however,  as  may  be  the  object  to  be  attained,  it  is  by  no 
means  easy  of  attainment ;  and  of  the  two  cases,  this  is  pro- 
bably the  most  difficult.  We  are  well  aware  that  we  cannot 
annihilate  the  elements  of  which  the  matters  are  composed, 
however  much  we  may  be  able  to  alter  their  combinations, 
and  perhaps  destroy  their  characteristic  qualities.  Granting, 
then,  that  the  noxious  properties  of  the  soil  can  be  removed, 
we  find  two  courses  open  to  us,  either  to  disinfect  it,  and  then 
dispose  of  it  in  any  manner  niiist  suitable  to  the  locality,  or 
else  to  remove  it,  in  its  primary  state,  to  a  distance  from  hu- 
man habitation.  If  wo  adopt  the  former  course,  we  may  dis- 
infect it  either  during  its  passage  to  its  outlet,  or  may  collect 
the  various  streams  into  one  or  more  reservoirs,  as  the  nature 
of  the  locality  may  render  advisable,  and  there  disinfect  it; 
after  which  there  will  probably  be  no  difficulty  of  disposing 
of  it,  either  by  conducting  it  into  a  river  or  running-stream, 
or  by  some  other  means  which  the  nature  of  the  place  may 
suggest.  If  the  latter  expedient  be  resorted  to,  we  shall  have 
much  greater  difficulties  to  encounter,  for  we  can  scarcely 
consider  it  inoperative  for  evil,  until  it  is  safely  and  fairly 
launched  into  the  wide  ocean  ;  until  it  has  arrived  at  this 
point,  we  arc  not  secure  against  its  fatal  influence.  This, 
however,  is  no  easy  matter  to  accomplish:  to  effect  the  object 
in  view,  we  instinctively  look  for  some  natural  channel,  by 
means  of  which  it  may  be  conveyed  to  its  proposed  destina- 
tion, and  this  is  presented  to  us  in  the  shape  of  a  stream  or 
river;  to  conduct  it  to  the  sea  by  artificial  means,  would,  in 
the  majority  of  cases,  be  entirely  out  of  the  question,  on 
account  of  its  enormous  expense ;  we  must  therefore  adopt 
the  river  as  a  last  resource.  We  are  well  aware  that  this  is 
objectionable  on  many  accounts ;  but  if  we  are  compelled  to 
get  rid  of  the  offensive  matter,  we  would  ask,  what  other 
method  of  ellecting  this  object  remains  open  to  us.  We  know 
the  question  will  arise,  as  to  whether  under  such  circumstances 
the  sewage  ever  reaches  its  destination  ;  and  it  would  be  very 
diflicult  to  answer  positively  that  it  does,  and  therefore  pro- 
bably we  must  rest  content  with  a  palliative  measure,  and 
remove  it  from  the  more  densely  populated  districts  only. 
Where  there  is  a  good  river,  not  a  tidal  river,  this  may  be 
effected  readily,  fur  the  sewage  discharged  into  the  river  w'ill 
be  conveyed  with  its  waters  in  an  onward  course  without 
interruption,  depositing  probably  some  of  its  heavier  parti- 
cles, but  not  in  such  large  quantities  as  to  become  dangerous. 
In  a  tidal  river,  however,  the  state  of  the  case  is  altered,  for 
although  we  have  the  advantage  of  the  ebb-tide  in  conveying 
the  refuse  towards  the  sea,  wo  have  the  coiresponding  dis- 
advantage of  the  flow  bringing  it  back  again. 

It  has  been  suggested  with  reference  to  the  drainage  of 
London  by  the  Thames,  that  as  the  flow  is  of  onh'  5  hours' 
duration,  and  the  ebb  of  7,  and  that  during  that  time  the 
range  of  flux  is  7  miles,  and  )efiux  10,  therefore  a  prcgres- 
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sive  movement  of  3  miles  is  made  towards  the  outlet  every 
ebb  and  flow.  This  conclusion  has  been  arrived  at  without 
sufficient  data,  for«it  has  since  been  established  by  actual 
experiment,  that  not  only  is  there  a  progressive  and  retro- 
grade motion  going  on  every  tide,  but  that  the  same  process 
takes  place  with  a  series  of  tides,  and  that  after  a  float  has 
made  a  certain  progress  down  the  river  by  the  excess  of  the 
flux  ovei  the  reflux,  it  turns,  and  makes  an  actual  retrogression 
up  the  river,  by  the  excess  of  the  reflux  over  the  flux,  until  it 
arrives  once  more  nearly  up  to  the  point  whence  it  started. 

From  this  it  will  appear  that,  in  a  tidal  river,  there  will 
be  a  great  diflieulty  in  carrying  refuse  matters  to  sea,  or  even 
from  the  vicinity  of  towns,  if  it  be  allowed  to  discharge  at 
or  near  the  town  ;  it  will  constantly  be  carried  about  back- 
wards and  forwards,  and  depositing  its  solid  matters  in  the 
bed,  or  on  the  banks,  of  the  river.  The  sole  remedy  for  this 
seems  to  be,  to  extend  the  sewer  to  such  a  distance  from  the 
town  for  discharge,  that  the  tide  may  not  at  any  time  be  able 
to  carry  it  back  near  the  town.  Another  object  will  be,  to 
make  the  discharge  at  high-water,  or  as  near  high-water  as 
possible,  so  that  it  may  have  all  the  advantage  of  the  first 
ebb.  This,  however,  is  not  always  practicable  in  low-lying 
districts,  unless,  indeed,  we  employ  artificial  means  for  raising 
it  ere  it  reaches  the  outlet. 

Let  us  now  consider  the  question  under  another  aspect ; 
supposing  the  refuse  to  be  turned  to  account  for  agricultural 
purposes :  this,  although  somewhat  more  complicated,  we  shall 
probably  find  more  easily  dealt  with  than  the  previous  case. 
The  question  again  resolves  itself  into  two  distinct  parts, — 
the  first  where  the  sewage  is  used  in  a  liquid  state,  the  other 
where  it  undergoes  a  preparation  previous  to  use,  and  is 
applied  in  a  dry  state, — and  these  two  will  require  some- 
what different  treatment.  The  first  arrangement,  where  the 
manure  is  expended  entirely  upon  the  surrounding  neigh- 
bourhood, must  depend,  in  a  great  measure,  upon  the  charac- 
ter of  the  neighbourhood,  and  the  comparative  levels  between 
it  and  the  town  to  be  drained.  In  this  case  it  will  be  advisa- 
ble to  divide  the  town  into  different  drainage  levels,  cor- 
responding with  the  general  or  average  altitudes  of  each 
distinct  level  of  the  adjacent  country,  and  provide  each 
drainage  level  with  a  separate  outlet,  situated  as  near  the 
corresponding  level  of  the  adjacent  land  as  may  be  in 
other  respects  convenient.  By  so  doing  we  shall  dispense  to 
some  extent  with  the  use  of  pumps,  and  other  expensive  con- 
trivances for  raising  the  manure;  we  shall  also  save  a  con- 
siderable amount  of  excavation,  and  avoid  very  large  main 
sewers.  It  must  not  be  supposed,  that  here,  or  in  any  other 
places  in  this  article,  we  lay  down  fixed  rules  of  universal 
application,  but  rather  throw  out  hints  which  may  be  found 
generally  useful ;  the  peculiarities  of  each  particular  locality 
must  decide  the  method  of  drainage ;  there  may  be  some 
localities  where  the  above  directions  may  not  only  be  unad- 
visable,  but  simply  impracticable,  and  we  only  bring  them 
forward  that  they  may  not  be  left  out  of  consideration  in  any 
instance,  and  may  be  adopted  when  found  to  be  eligible.  It 
is  useless  to  think  of  laying  down  positive  rules  in  such  cases, 
Vhere  the  nature  of  the  subject  to  be  treated  of  must  neces- 
sarily vary  in  individual  instances. 

The  last  case  which  we  have  to  consider  is,  when  the 
sewage  is  to  be  applied  for  agricultural  purposes  in  a  dry 
state,  and  this  will,  we  think,  prove  to  be  the  most  simple  of 
the  three.  We  have  here  only  to  collect  the  sewage,  and 
conduct  it  into  one  or  more  tanks,  in  such  situations  as  may 
be  most  convenient,  where  it  will  undergo  a  process  of  dis- 
infection, and  will  be  precipitated,  or  solidified  for  the  pur- 
pose of  conveyance  to  such  lands  as  may  require  it,  either  in 
the  neighbourhood,  or  at  a  distance.     It  will  be  advisable 


that  the  tanks  be  at  some  distance  from  the  town,  to  obviate 
any  danger  or  inconvenience  which  may  arise  during  the  ])rc- 
paration  ;  and  it  is  further  to  be  desired,  that  they  should  be 
near  a  canal,  river,  or  railway,  so  as  to  present  facilities  for 
carriage  to  distant  localities ;  it  would  be  well  if  they  could 
be  placed  in  proximity  to  both  rail  and  river,  for  while  the 
former  will  be  very  convenient  for  the  purpose  of  conveyance, 
the  latter  will  be  further  useful  for  the  discharge  of  the 
sewage-water  which  remains  after  the  extraction  of  the  solid 
matter,  if,  indeed,  it  be  not  applied  to  some  more  useful  pur- 
pose. This  water  may  be  discharged  into  the  river  without 
inconvenience  or  danger,  for  if  not  already  sufficiently  puri- 
fied, it  would  be  no  difficult  matter  still  further  to  purify  it 
by  filtration.  If  a  ready  means  of  discharge  for  the  super- 
natant water  be  provided,  the  size  of  the  tanks  may  be  greatly 
diminished,  and  in  the  same,  or  rather  greater,  proportion, 
the  expense  and  difficulty  of  their  construction. 

We  have  now  considered  the  subject  as  regards  the  three 
different  methods  of  disposal  of  the  refuse  most  likely  to 
occur  in  practice.  We  must  again  express  our  regret  that 
greater  labour  has  not  been  bestowed  on  the  question  of  the 
practicability  of  the  two  last  methods,  yet  at  the  same  time 
we  must  take  occasion  to  remind  the  reader,  that  even  had 
this  question  been  generally  disposed  of,  it  would  not  follow 
that  any  particular  practice  would  be  advisable  in  every 
individual  case.  The  proper  determination  of  the  method 
to  be  adopted,  must  be  the  result  of  a  careful  investigation  of 
the  nature  of  the  several  districts  to  be  drained  ;  one  method 
may  be  convenient  in  one  place — another,  a  different  one,  in 
a  second.  We  have  here  considered  the  subject  solely  as 
regards  the  disposal,  and  principally  with  reference  to  outlets, 
as  these  are  the  most  aifected  by  the  various  methods  of 
disposal ;  let  us  now  turn  to  the  principles  of  tuwn-drainage 
generally. 

The  first  thing  to  be  done  in  laying  out  a  system  of  drain- 
age, is  to  prepare  a  carefully  surveyed  map  of  the  district  to 
be  drained,  showing  at  least  the  main  levels :  at  the  outset, 
perhaps  a  block  plan  will  be  sufficient;  but  bofore  the  ques- 
tion is  finally  determined  upon,  and  details  entered  into,  it 
will  be  necessary  to  have  the  blocks  filled  in.  To  do  this, 
it  will  be  requisite  that  the  map  be  on  a  sufficiently  large 
scale  ;  that  adopted  by  the  Ordnance  Survey,  five  feet  to  a 
mile,  or  one  somewhat  larger,  will  be  found  convenient,  and 
on  this,  additional  levels  must  be  laid  down  bef  )re  entering 
into  detail.  It  will  be  advisable  ere  commencing  tTie  con- 
sideration of  the  subject,  to  prepare  from  this  a  map  on  a 
reduced  scale,  containing  in  addition  some  considerable  por- 
tion of  the  surrounding  country,  so  that  the  consideration  may 
not  be  confined  to  a  limited  space,  without  reference  to  the 
circumstances  of  the  more  immediate  neighborhood ;  by  so 
doing,  much  future  trouble  and  expense  may  be  avoided; 
by  all  means  let  the  consideration  of  the  subject  be  compre- 
hensive. It  will  greatly  assist,  if  the  contour-lines  be  laid 
down  on  this  map,  so  as  to  afford  at  a  glance  a  tolerably 
accurate  idea  of  the  nature  of  the  ground.  It  will  be  further 
necessary  to  obtain  information  respecting  the  geology  of  the 
district,  as  well  for  matters  of  construction  as  for  other  pur- 
poses, and  also  some  general  notion  of  the  nature  of  the  soil 
with  reference  to  agricultural  matters,  in  order  to  determine 
the  extent  to  which  the  town-refuse  may  be  employed  as 
manure  in  the  immediate  vicinity.  These,  howevei",  and 
other  matters  necessary  to  be  known,  will  naturally  suggest 
themselves  to  those  engaged  in  such  works. 

The  surveyor  having  made  himself  thoroughly  acquainted 
with  the  character  of  the  district  to  be  drained,  will  be  in  a  pro- 
per position  to  determine  the  system  upon  which  to  commence 
operations.     The  practice  of  our  predecessors  has  been,  to 


collect  the  sewage  matter,  and  convey  it  by  the  shoi'test  route 
to  the  nearest  river,  into  which  it  was  to  cliscl)ar<;e ;  this  done, 
tia'ir  object  was  attained  ;  the  matter  was  left  to  remove 
itself,  or  deposit  on  the  banks  or  bed  of  the  river,  as  best 
it  might.  This  metliod  is  now  generally  allowed  to  have 
been  based  npon  false  principles ;  but  it  must  at  the  same 
time  bo  confessed,  that  to  a  certain  degree  it  did  follow  out 
the  course  suggested  by  nature.  That  the  drainage  should 
be  carried  towards  the  river,  is  not  to  be  objected  to ;  for  it 
amounts  to  nothing  more  than  conveying  it  to  the  lowest 
level  of  the  district ;  it  is  the  very  course  which  nature 
adopts,  for  rivers  and  streams  are  indeed  the  drains  laid  out 
by  nature ;  the  only  mistake  consists  in  polluting  these 
waters  with  matters  which  are  prc'judicial  to  health  ;  had  we 
only  to  deal  with  surfiice-drains,  the  system  would  be  rational 
enough.  Some  persons,  because  this  method  has  been  abused, 
have  thought  it  right  to  discard  it  altogether;  we  cannot 
follow  them  thus  for;  if  the  area  to  be  drained  presents, 
throughout  one  general  slope  towards  the  river,  we  are 
inclined  to  think  that  this  would  be  the  most  suitable  method 
of  drainage,  having  the  outlet  or  outlets  at  the  lowest  level. 
If  the  sewage  is  to  be  s\ipplied  in  its  liquid  state  to  the 
surrounding  country,  it  may  be  advisable  to  intercept  a  por- 
tion ere  it  reaches  this  point,  but  this  the  circumstances  of 
each  case  must  decide;  by  such  means  we  should  of  eour.se 
be  better  able  to  irrigate  the  higher  lands,  and  should  also 
effect  a  saving  in  the  size  of  our  sewers,  for  the  lower  branches 
will  not  have  so  large  a  quantity  to  discharge. 

If  again  the  levels  of  the  main  be  greatly  diversified,  or 
especially  if  it  consist  of  basins  surrounded  by  higher  ground, 
it  would  appear  advisable,  under  any  of  the  above  conditions, 
to  provide  a  separate  drainage  for  each  level,  so  as  to  avoid 
the  great  depth  of  excavation  which  would  be  necessitated, 
were  the  drainage  of  the  higher  levels  to  be  connected  with  a 
main  which  had  already  received  that  of  a  lower  level.  The 
better  plan  would  be  to  convey  this  line  through  the  lower 
levels  to  its  outlet,  and  to  form  a  separate  system  for  the 
higher  grounds.  Whether  it  would  be  advisable  to  drain  all 
the  low  levels  together  by  one  trunk-line,  and  all  the  high 
levels  by  another,  or  to  drain  each  level  separately,  must  bo 
determined  by  the  circumstances  of  each  special  case;  as  we 
said  before,  no  fixed  rules  can  be  laid  down,  we  can  only  pro- 
pose useful  hints  to  be  applied  as  the  nature  of  each  case 
suggests. 

Having  disposed  of  these  general  matters,  we  now  come  to 
consider  the  subject  more  in  detail ;  but  bef  jre  doing  so,  let 
us  clearly  understand,  and  determine  what  we  have  to  do, 
and  what  class  of  subjects  w'o  have  to  deal  with.  Our  gene- 
ral object  is  to  convey  to  a  distance  the  refuse,  or  a  certain 
portion  of  the  refuse,  of  the  town,  or  other  area  to  be  drained, 
and  what  does  this  consist  of;  it  is  mainly  of  two  descrip- 
tions, viz.,  that  which  may  bo  paiticularizcd  as  house-drain- 
age, consisting  of  the  excrements  of  the  inhahitanls,  and  all 
refuse  matters  connected  with  household  economy  ;  and  that 
which  is  distinguished  as  surface-drainage,  which  has  espe- 
cial reference  to  rainfall  and  storm-waters.  Formerly  it  was 
the  custom  to  make  no  distinction  between  these  two  descrip- 
tions ;  but  of  late,  we  have  begun  to  consider  them  as  sepa- 
rate items,  and  a  grand  question  has  been  raised  as  to  whether 
it  is  correct  to  provide  for  them  both  by  the  same  system  of 
drains.  In  the  one  case,  the  supply  is,  or  might  be,  made 
tolerably  uniform  ;  in  the  other,  it  is  periodical  and  uncertain, 
nor  can  it  bo  made  otherwise;  it  therefore  becomes  a  ques- 
tion, whether  the  two  can  be  advantageously  combined,  but 
as  the  inquiry  is  so  mixed  up  with  the  determination  of  the 
size  and  shape  of  sewers,  it  will  be  better  to  consider  it  under 
that  head.     We  have  made  no  allusion  to  subsoil  drainage, 


for  it  is  indeed  very  rarely  required  ;  if  the  surface  be  pro- 
perly drained,  there  will  be  no  necessity  for  subsoil  drainage, 
except  in  cases  where  springs  exist,  or  where  the  strata  con- 
tain water,  and,  even  in  such  cases,  it  is  questionable  whether 
the  water  might  not  bo  usefully  employed,  rather  than  carried 
away  at  a  considerable  expense.  We  shall  leave  this  part  of 
the  subject  therefore  out  of  the  question,  and  turn  at  once  to 
the  consideration  of  the  sizes  and  forms  of  sewers. 

Until  the  last  few  years,  it  was  the  custom  to  construct 
sewers  of  a  very  large  size,  varying  in  sectional  area  from 
5  to  100  feet,  the  former  being  allotted  to  collateral  sewers 
in  courts,  alleys,  and  side-streets,  and  the  latter  to  the  main 
outlets  into  the  Thames,  the  average  area  for  main  lines 
being  about  12  feet.  Now,  the  fact  is,  that  these  sewers  were 
seldom,  if  ever,  fidly  charged,  the  sectional  area  of  the  stream 
usually  flowing  through  them,  averaging  not  more  than  -j\j 
part  of  the  area  of  the  sewer,  and  the  flow  being  often 
scarcely  perceptible.  In  continuous  wet  weather,  the  area 
of  sewage  was  greatly  increased  ;  and  also  on  such  days  as 
fresh  water  was  supplied  to  the  houses ;  in  neither  case,  how- 
ever, was  the  sectional  area  equal  to  ^  that  of  the  sewer, 
and  the  only  occasion  on  which  the  sewers  were  anything 
like  full,  was  the  occurrence  of  some  very  heavy  storm,  such 
perhaps  as  does  not  appear  once  in  the  course  of  a  twelve- 
month. Now,  it  appeared  to  those  who  have  recently  brought 
forward  this  suliject  for  investigation,  that  a  much  smaller 
size  would  answer  the  purpose  much  better,  and  be  decidedly 
much  more  economical  in  construction.  Under  this  impres- 
sion, several  experiments  were  made  under  the  ^letropolitan 
Sewage  Commission,  to  test  the  fact,  and  the  result  appears 
to  have  been  decidedly  favourable  to  the  new  theory. 

In  a  main  line  of  sewer  in  Upper  George-street,  Edge- 
ware-road,  which  communicates  directly  with  the  King's 
Scholars'  pond  sewer,  and  which  is  5  feet  0  inches  in  height, 
by  3  feet  6  inches  wide,  an  earthenware  pipe  13  inches  in 
diameter  was  inserted,  laid  immediately  upon  the  invert  of 
the  larger  sewer,  and  a  head-wall  built  up  above  it  in  the 
sewer,  for  the  purpose  of  preventing  any  sewage-matter 
passing  out  by  a  different  channel.  The  total  length  of  this 
pipe  measured  500  feet,  and  the  whole  area  drained  through 
it  amounted  to  about  44  acres.  The  results  are  stated  to  have 
been  as  follows  : — "The  velocity  of  the  stream  in  the  pipe 
has  been  observed  to  be  4^  times  greater  than  the  velocity 
of  the  same  amount  of  water  on  the  bed  of  the  old  sewer. 
The  pipe  has  not  been  found  to  contain  any  deposit,  but 
during  heavy  rains  the  stones  have  been  heard  distinetly 
rattling  through  the  pipe.  When  the  pipe  is  nearly  filled, 
the  velocity  and  concentration  of  the  water  are  suflicicnt  to 
clear  away  any  matter  which  may  have  been  drawn  into  the 
pipe  from  the  large  sowers,  much  of  which  niattei-,  it  may  be 
))resumed,  would  never  enter  a  well-regulated  system  of  pipe 
sewers;  also  the  f)rce  of  the  water  issuing  from  the  end  of 
the  pipe,  is  sulficiently  great  to  keep  the  bottom  of  the  old 
sewer  perfectly  clean  for  12  feet  in  length;  beyond  this  dis- 
tance, a  few  bricks  and  stones  are  deposited,  which  increase 
in  quantity  as  the  distance  from  the  pipe  increases.  Beyond 
a  certain  distance,  mud,  sand,  and  other  deposits,  occur  to  the 
depth  of  several  inches,  so  that  the  stroatn  there  is  wide  and 
comparatively  slugf;ish,  and  being  dammed  by  the  deposit, 
exerts  an  unfavourable  influence  on  the  flow  of  water  through 
the  pipe.  On  the  invert  of  the  original  sewer,  which  now 
forms  the  bed  of  the  pipe,  deposit  was  constantly  accumu- 
lating, and  was  only  partially  kept  under  by  repeated  flushes. 
The  superficial  velocity  of  the  wati'r  in  the  pipe  is  generally 
three,  four,  and  five  times  greater  than  the  superficial  velo- 
city which  obtained,  under  the  same  circumstances,  iu  the 
original  sewer,  and  the  velocity  of  the  w^hole  mass  of  \fater 
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in  the  pipe  approximates  much  more  to  its  surface- velocity, 
as  ascertained  by  a  float,  than  does  the  velocity  of  the  whole 
mass  of  water  in  the  sewer  approximate  to  its  own  surface- 
velocity." 

Several  experiments  in  this  pipe  were  also  made,  to  deter- 
mine the  propulsive  force  exerted  by  the  water  in  removing 
obstacles,  and  it  was  found  that  quantities  of  sand,  mud,  and 
pieces  of  brick  and  stones,  were  carried  from  the  inlet  through 
the  entire  length  of  the  pipe,  where  they  were  discharged 
with  considerable  force,  and  carried  some  distance  along  the 
invert  of  the  original  sewer.  All  these  experiments  were 
effected  when  the  pipe  was  only  or  less  than  halffuU  of 
water.  The  period  of  year  at  which  the  experiments  were 
made,  was  principally  during  the  month  of  October,  and  the 
following  is  the  detailed  daily  account  of  the  depth  of  water 
in  the  pipe  : — 

September  28  and  29.  Very  wet  both  days  and  nights; 
there  was  at  this-period  96  hours'  continuance  of  rain,  and 
the  pipe  was  never  observed  to  be  more  than  half-filled. 

October  19.  Morning,  depth  of  water  in  pipe  3  inches; 
afternoon,  depth  2  inches. 

October  21.  Heavy  rain  all  day  ;  depth  of  water  in  pipe 
4  and  5  inches. 

October  23.  Morning,  3  inches  ;  afternoon,  very  heavy 
rain,  when  the  pipe  filled. 

October  24.  ilorning,  depth  varied  from  2  to  2^  inches ; 
afternoon,  from  2^  to  3  inches. 

October  25.  During  the  day,  depth  of  water  varied  from 
2  to  2^  inches ;  afternoon,  from  2-^  to  3  inches. 

October  20.  Morning,  depth  varied  from  4  to  3  inches; 
afternoon,  from  2^  inches  to  3  inches.  During  the  above 
three  days,  the  weather  was  mostly  fine.  The  considerable 
variations  are  due  to  the  times  of  the  water  being  on  at  the 
houses ;  the  sewage  at  such  times  is  much  clearer,  as  well  as 
increased  in  quantity. 

October  27.  On  this  day  a  storm  occurred,  which,  for  a 
short  period,  was  very  violent ;  the  waters  filled  the  pipe, 
and  rose  above  it  18  inches,  but  did  not  reach  the  top  of 
the  head- wall ;  when  the  waters  had  reached  this  maximum 
height,  they  receded  to  nearly  the  level  of  the  pipe  in  twenty 
minutes. 

Depth  during  day  varied  from  3  inches  to 


Depth  during  day  varied  from  2  inches  to 

Depth  during  day  varied  from  1^  inches  to 

Variation  of  depth  from  1^  inches  to  2| 

Variation  of  depth  from  2  inches  to  2i 


October  28. 
1^  inches. 

October  30. 
2J  inches. 

October  31. 

2  inches. 
November  1. 

inches. 

November  2. 
inches. 

Another  series  of  experiments  was  very  carefully  super- 
intended by  Mr.  Lovick,  Surveyor  to  the  Commission,  in 
Earl-street,  Marylebone  :  the  original  sewer  presenting  a 
sectional  area  of  15  feet,  and  having  a  flat  segmental  invert 

3  feet  in  width,  in  which  deposit  accumulated  at  the  rate 
of  6,000  cubic  feet  in  31  days.  The  area  draining  into  this 
sewer  was  43.656  acres ;  and  the  number  of  houses  drained 
1135.  Upon  the  invert  of  this  sewer,  a  15-inch  glazed 
stone- ware  pipe  was  laid  for  a  length  of  115  feet,  and  havin<T 
an  inclination  of  1  in  153. 

From  these  experiments,  it  appeared  that  the  averno-e 
consumption  of  water  was  about  5.7  gallons  per  individual 
per  day,  or  51^  gallons  per  house  per  day  ;  the  average 
quantity  discharged  when  there  was  no  rain,  and  no  fresh 
supply  of  water,  was  44i  gallons  per  house  per  diem  ;  and 
on  the  days  when  the  water  was  supplied  to  the  houses, 


209  gallons  per  house  per  day.  Thus  tlie  mean  flow  on  the 
days  when  water  was  supplied  to  the  houses  by  the  water 
companies,  was  nearly  4|  times  greater  than  the  mean  flow 
on  ordinary  days,  or  days  when  there  was  no  supply. 

The  annexed  table,  deduced  from  those  experiments,  will 
give  a  correct  idea  of  the  several  conditions  of  discharge  on 
ordinary  and  water  days  : — 


Days. 


Oa  ordinaiy 
days. 


On  water 
days. 


Quality  of  Flow. 


Least 

Mean  Least . . . 

Mean 

Mean  Greatest 

Greatest  

Least 

Mean 

Mean  Greatest 
Greatest 


Cubic   feet 
per  minute. 


1.78 

2.10 

6.64 

16.90 

46.50 

1.07 

26.46 

106.00 

150.00 


Sectional 

area  of  flow 

in  pipe. 


Diameter  of 
circles,  equal 
in  area  to  the 
sectional  area 
of  flow. 


Inches. 
3.05 

8.57 
18.14 

1.66 
27.94 

109.79 


Inches. 
2.00 


3.4 
4.9 


1.5 

6.00 


11.8 


The  maximum  being  greater  than  the  minimum,  on  the 
water  days  140  times,  and  on  ordinary  days  26  times. 
The  experiment  was  continued  for  30  days,  16  of  which 
were  water  days,  and  the  remaining  14  ordinary  days,  and 
the  period  of  the  year  at  which  it  took  place  was  during  the 
months  of  February  and  March.  The  least  flow  in  the  above 
table  refers  to  the  least  flow  which  occurred  at  any  one  time 
during  the  range  of  observations ;  the  mean  least,  to  the 
average  of  the  lowest  discharges  of  every  day  ;  the  mean,  to 
the  average  of  the  mean  of  all  the  observations ;  so  also  of 
the  greatest  and  mean  greatest. 

As  an  evidence  of  the  false  principles  on  which  the  old 
system  was  based,  the  same  surveyor  states  that  the  sec- 
tional area  of  the  drains  in  this  block  of  houses  was  596  feet, 
whereas  the  sectional  area  of  the  outlet  sewer  was  only  15 
feet,  or  about  one-fortieth  the  aggregate  sectional  area  of 
the  house-drains.  He  also  states,  as  the  result  of  his  expe- 
rience generally,  that  blocks  of  houses  drained  with  3,  4,  6, 
and  9-inch  pipes,  have  been  more  efficiently  drained  than 
under  the  old  system. 

The  same  opinion,  with  reference  to  the  size  of  sewers, 
was  given  by  Mr.  Phillips,  also  Surveyor  to  the  Metropo- 
litan Commission  and  the  late  Westminster  Commission,  in 
his  examination  before  the  Sanitary  Commissioners  ;  but  he 
considers  a  constant  supply  of  water  indispensable,  if  smaller 
sizes  be  adopted.     In  answer  to  the  question — 

"  Have  you  at  all  considered  the  capacities  of  sewers 
necessary  for  draining  the  different  areas  of  ground  ?"  he 
replies,  "  Yes  ;  I  have  given  the  subject  much  attention.  If 
the  consideration  of  the  sizes  of  sewers  was  confined  solely 
to  the  carrying  oflf  the  water  supplied  by  the  several  water- 
companies,  then  I  apprehend  that  pipes  somewhat  larger  in 
size  than  the  supply-pipes  themselves,  would  suffice  ;  but 
provision  has  to  be  made  for  receiving  and  airrying  away 
the  waters  of  heavy  rains.  In  London,  continuous  heavy 
falls  of  rain  are  not  of  long  duration,  lasting  seldom  more 
than  from  one  to  four  hours.  About  one-fifth  of  the  quan- 
tity that  falls,  is  absorbed  partly  by  the  dryness  of  the  sur- 
face of  the  roofs,  the  paving,  and  the  ground,  and  partly  by 
the  porosity  of  the  ground  itself.  A  farther  proportion  is 
also  prevented  from  flowing  to  the  drains  and  sewers  at  all 
by  hollows  in  the  surface,  and  again  reascends  into  the  atmo- 
sphere as  vapour.  There  is  also  a  small  quantity  that  enters 
into  the  composition  of  animal  and  vegetable  bodies.    Thea 


there  is  the  resistance  the  flow  experiences  from  the  friction 
of  tiie  entire  surface,  being  accelerated  or  detained  in  propor- 
tion as  the  surface  is  more  or  less  inclined.  To  provide  for 
the  discharge  of  a  fall  of  rain  of  two  inches  in  depth,  has 
been  considered  by  Mr.  Hawksby,  C.  E.,  the  extreme  datum 
upon  wliich  to  proportion  tlie  capacities  of  town-sewers 
generally.  Now  I  believe  that,  practically,  the  sizes  in  his 
table,  although  tliey  may  appear  theoretically  correct,  are 
(excepting  for  the  smallest  sizes)  too  large  for  sewers  in 
London.  It  is  extremely  violent  rains  alone  that  produce 
a  depth  of  two  inches  per  hour,  and  such  rains  occur  only 
once  in  four  or  five  years,  if  so  mnch.  I  am  of  opinion  that 
it  is  nnnecessary  to  proportion  the  size  of  tlic  sowers  to  meet 
an  extraordinary  occurrence  that  may  probably  happen  only 
once  in  so  many  years.  My  reason  for  not  fearing  any  seri- 
ous damage  from  an  excess  of  rain  at  remote  intervals,  being 
provided  for  in  surface-channels,  excepting  perhaps  in  situ- 
ations peculiarly  liable  to  innndation,  (for  instance,  at  the 
foot  of  a  long  or  steep  declivity,  or  where  the  waters  may 
from  any  cause  be  suddenly  congregated  at  one  focus,)  is 
that  I  have  observed,  that  in  towns  entirely  destitute  of 
underground  drains,  no  such  inconvenience  is  felt  as  would 
justify  the  formation  of  enormously  large  sewers,  or  the  ex- 
penditure of  large  sums  of  money  to  provide  against  it." 

The  evidence  of  Mr.  Roe,  late  chief  Surveyor  to  the 
Metropolitan  Commission,  and  previously  to  the  Holborn 
and  Finsbury  Sewers,  will  be  deemed  most  valuable,  if  not 
conclusive  on  this  snljject,  both  on  account  of  his  long  expe- 
rience, his  straightforwardness,  and  unbiassed  judgment ; 
he  was  also  the  first  to  pay  attention  to  the  subject,  and 
introduced  many  improvements,  before  it  had  become  the 
topic  of  general  consideration.  In  his  evidence  before 
the  Sanitary  Commission,  he  states  as  the  result  of  his 
experience,  that  a  cylindrical  sewer,  48  inches  in  diameter, 


with  a  fall  of  I  in  240,  is  sufficient  to  drain  100  i.cres  of 
town-area,  allowing  for  a  fall  of  rain  unusually  large.  Also 
that  in  a  street  924  foot  in  length,  containing  93  houses  on 
an  area  of  0  acres,  1  rood,  8  poles,  a  fall  of  rain  2  inches  in 
depth,  producing  346  cubic  feet  of  water  per  minute,  would 
require  a  sewer  of  2.44  feet  capacity,  with  an  inclination 
of  1  in  480.  Allowing  further  for  a  supply  of  water  of  75 
gallons  per  day  to  each  house,  he  would  add  to  the  capacity 
of  the  sewer  .10  of  a  foot,  making  a  total  of  2.G  feet.  With 
respect  to  uncovered  land,  he  gives  as  the  result  of  five 
months'  observation,  that  the  greatest  amount  that  was  found 
to  reach  the  invert  from  a  fall  of  rain  of  ^-inch  in  the  hour, 
averaged  3  cubic  feet  per  acre  per  minute  at  the  period  of 
the  greatest  flow,  and  that  that  period  was  generally  from 
the  greatest  to  one  hour  after  the  heaviest  portion  of  the  rain 
had  fallen. 

Mr.  Roe's  observations  on  the  flow  of  water  in  the  Fleet 
Sewer  are  of  great  practical  value.  This  sewer,  at  its  out- 
let into  the  city,  is  12  feet  high  by  12  feet  wide,  with  a  super- 
ficial area  of  120  feet ;  it  receives  the  discharge  of  60  sewers, 
the  total  sectional  area  of  which  amounts  to  about  550  feet, 
and  its  inclination  varies  from  1  inch  in  100  feet  to  1  inch  in 
2  feet,  while  some  parts  are  on  a  level.  The  area  drained 
by  it  consists  of  1,181  acres  of  to\vn-area,  and  2,656  acres  of 
rural  district.  During  the  unusually  heavy  thunder-storm 
which  occuiM-ed  on  August  1,  1846,  the  area  of  flow  at  this 
part  of  the  sewer  measured  106  feet ;  in  a  heavy  thunder- 
storm in  July,  1844,  the  sectional  area  of  flow  was  79  feet, 
and  on  an  extraordinary  thaw,  after  fill  of  snow  in  1841,  the 
area  occupied  was  54  feet,  while  the  ordinary  flow  docs  not 
cover  an  area  of  10  feet. 

The  following  table,  made  under  the  directions  of  the  same 
gentleman,  are  from  gaugings  of  several  sewers  under  his 
charge,  and  will  give  a  fair  notion  of  the  true  state  of  the  case : 


Table  of  Gaugino  of  Sewers. 


No.  of 

Capacity. 

Run  of  Water. 

Area 

During  great- 

Distance 

Height  above 

Area 

Average 

Area 

When 

draJDed. 

Houses. 

commoa 

occu- 

water let 

occu- 

est rain  in 

from  the 

Thames  higli- 

Tnclinatioa 

run. 

pied. 

on  from 
pipes. 

pied. 

1846,  area 
occupied. 

Thames. 

water  marli. 

Acres. 

Feet 

Inches. 

Feet. 

Inches. 

Feet. 

Feet 

Chains. 

Feet 

110 

, , 

13 

3 

.  , 

13.00 

120 

36 

i  Inch  in  10  feet,  a  main  line. 

6 

100 

9.0 

H 

0.08 

2 

0.13 

2.50 

150 

47.0 

3  Inches  in  50  feet,  collateral  Sewer 

2.70 

69 

7.65 

4 

0.024 

n 

o.oc 

2.10 

166 

52.0 

5.15 

104 

9.65 

If 

0.11 

2.70 

145 

47.0 

5  Inches  in  100  feet 

1.09 

49 

9.09 

2i 

0.33 

1.43 

205 

120.0 

0.25 

32 

1 

004 

0.33 

157 

110.0 

L.'se 

41 

7.65 

ol 

0.2?. 

1.40 

151 

46.0 

2.16 

60 

7.65 

1 

0.034 

1.13 

160 

51.0 

4.16 

120 

9.65 

3 

0.23 

4.17 

140 

49.0 

(  2  Inches  in  100  feet,  current  impeded 
'  by  height  of  water  in  outlet  Sewer. 

0.25 

10 

9.09 

i 

0.03 

0.30 

155 

102.0 

<  2i  Inches  in  100  feet,  current  impeded 
(  by  height  of  water  in  the  outlet  Sewer. 

19.10 

482 

9.09 

3 

0.23 

6.33 

140 

60.0 

1.00 

oo 

7.65 

f 

0.03 

1.13 

147 

47.0 

1.S6 

.">7 

0.05 

1.25 

149 

47.0 

1.08 

31 

0.04 

1.20 

151 

460 

S.42 

65 

3.14 

0.09 

1.60 

180 

118.0 

12  Inches  in  100  feet 

0.84 

40 

1.22 

0.17 

Engine  was 

c  water 

1.22 

92 

48.0 

5^  Inches  in  100  feet 

In  oppo.sition  to  this  evidence,  we  have  the  authority  of 
such  names  as  Walker,  Cubitt,  and  Hruncl,  names  which 
m.ay  nut  be  passed  by  unnoticed,  although  witli  the  previous 
statements  before  us,  it  seems  s  iinewhat  diflieult  to  coincide 
with  ihi'ir  views.  While,  however,  we  pay  due  deference  to 
gentlemen  of  such  high  standing  in  tlicir  profession,  we  must 


not  forget  that  such  men  as  Mr.  Roe  have  probably  had  the 
greater  experience  in  this  pu'tiouiar  class  of  works.  Let  us 
attempt  to  simplify  the  questiou  as  much  as  possible. 

Tlie  objections  raised  against  the  old  system  are,  1st,  that 
they  are  unnecessarily  expensive — 2ndly,  that  they  are  inef- 
ficient    Tlicir  great  expense  arises  from  their  size,  therefore 


■we  have  to  show  that  their  size  is  unnecessarily  large.  That 
thoy  are  larger  than  required  for  the  ordinary  drainage  can- 
not, we  imagine,  lie  a  matter  of  question,  after  the  result  of 
the  above  observations  and  experiments  have  been  made 
known ;  nor  can  we  attempt  to  disprove  the  unvarying  evi- 
dence on  this  point,  given  by  persons  practically  acquainted 
with  the  subject ;  the  table  of  gaugings  by  Mr.  Roe  seems  to 
decide  this  question,  for  during  the  extraordinary  storm,  in 
1840,  we  fnid  that  by  far  the  majority  of  the  examples  were 
not  full  on  that  occasion,  nor,  indeed,  nearly  so.  Out  of  IG 
examples  only  two  were  filled  on  this  occasion,  one  of  which 
was  a  main  line  of  13-feet  capacity,  draining  an  area  of  110 
acres,  and  the  other  a  15-ineh  drain,  relieving  an  area  of  0.84 
acres.  During  the  experiment  in  the  Earl-street  sewer, 
which  happened  in  a  wet  season  of  the  year,  a  15"  pipe  was 
found  more  than  sufficient  for  the  drainage  of  44  acres  of 
covered  ground,  with  only  one  exception,  which  occurred 
during  a  heavy  storm,  when  the  discharge  amounted  to  above 
300  cubic  feet  per  minute.  In  the  experiments  in  Upper 
George-street,  during  a  continuance  of  96  hours' rain,  the  12- 
inch  pipe  was  never  observed  to  be  more  tlian  half  full ;  but 
on  one  occasion,  during  a  violent  storm,  the  water  rose  18 
inches  above  the  pipe ;  this  state  of  things,  however,  lasted 
but  a  short  time.  The  area  drained  by  the  Upper  George- 
street  sewer  was  also  44  acres. 

Now,  putting  aside  for  the  present  the  question  as  to 
whether  the  pipes  used  in  the  above  experiments  were  of 
sufficient  capacity,  Mr.  Roe's  experiments,  which  give,  we 
think  we  may  say,  the  very  greatest  amount  of  discharge 
which  can  ever  take  place,  are  decisive  thus  far — that  by  for 
the  majority  of  existing  sewers  are  very  much  larger  than  can 
at  anytime  be  necessary;  and  with  respect  to  the  exceptional 
two,  it  remains  aquestion,  whether  under  an  improved  system 
of  drainage  they  would  ever  have  been  put  to  such  a  test,  but 
under  the  old  system,  when,  occasionally,  a  sewer  got  smaller 
towards  its  outlet,  the  levels  were  ill-arranged  and  defective, 
&c.,  it  is  not  to  be  wondered  at,  that  sometimes  one  sewer  had 
to  perform  more  than  its  fair  share  of  work,  whilst  others 
were  almost  inactive ;  if  the  sewage  had  been  more  equally  dis- 
tributed, no  one  sewer  would  have  been  so  much  overcharged. 

Taking  then  the  maximum  quantity  ever  discharged,  as  the 
rule  to  guide  us  in  fixing  the  proper  dimensions  of  sewers,  we 
find  that  the  old  system  is  too  capacious;  but  beyond  this  it 
is  questionable  whether  it  is  necessary  or  advisable  to  provide 
for  such  extraordinary  flow,  and  this  question  becomesof  more 
importance,  if  it  can  be  proved  that  extra  capacity  is  detri- 
mental to  the  efficient  discharge  of  sewage  matters.  In  this 
state  of  the  case,  the  real  matter  at  issue  is,  whether  it  be 
preferable  to  be  subject  to  a  constant  inconvenience,  or  a  tem- 
porary and  problematical  one.  Some  say  we  must  provide 
for  all  emergencies  ;  others  would  rather  run  the  risk.  We 
are  inclined  towards  the  latter  opinion.  But  there  remains 
another  argument  in  favour  of  large  sewers,  and  that  is,  that 
they  admit  the  passage  of  a  man,  for  the  purpose  of  inspection 
and  periodical  cleansing,  which  the  advocates  of  the  old 
system  deem  to  be  necessary ;  if,  however,  it  can  be  proved 
that  smallersewers  will  keep  themselves  free  from  deposit  by 
the  extra  velocity  and  scour  of  the  water,  this  objection  will 
be  removed.  Again,  this  objection  will  not  hold  good  against 
tjie  substitution  of  very  small  pipes  for  those  sewers  which, 
although  much  larger  than  requisite  for  the  ordinary  flow, 
cannot  conveniently  be  entered  for  this  purpose;  for  if  the 
work  causes  great  discomfort  to  the  labourer,  it  is  certain 
that  it  will  not  be  performed  efficiently,  if  indeed,  it  be  per- 
formed at  all ;  we  should  imagine  that  sewers  less  than  4  feet 
in  height,  are  not  inspected  much  more  frequently  than  a 
15-inch  pipe  woulj  be. 


We  have  now  to  consider  whether  drainage  may  be  more 
efficiently  discharged  by  a  small  than  a  large  sewer.  The 
small  quantity  of  water  ordinarily  passing  through  the  large 
existing  sewers,  is  allowed,  on  all  hands,  to  be  very  sluggish  in 
its  movement ;  and  that  a  deposit  of  solid  matter  is  always 
going  on,  and  that  to  a  considerable  extent,  is  evident  from  the 
fict,  that  large  quantities  of  solid  matter  are  obliged  to  be 
periodically  removed  by  flushing  or  hand-labour,  and  in 
several  cases  when  old  drains  have  been  opened,  they  have 
been  found  to  be  almost  choked  up  by  such  accumulations. 
It  is  certain,  therefore,  that  large  sewers  do  not  of  themselves 
efficiently  remove  the  refuse  matters.  This  defect  was 
observed  some  years  since  by  Mr.  Roe,  and  the  cause  being 
determined  upon,  it  was  attempted  to  remedy  it  by  reducing 
the  width  of  the  invert  of  the  sewer,  and  thus  narrow  and 
deepen  the  channel  for  the  water,  thereby  producing  lessfric- 
tional  area,  a  greater  depth  of  water,  and  consequently  a 
greater  velocity  and  improved  scour.  This  practice  was 
found  to  succeed,  and  was  afterwards  adopted  in  other  locali- 
ties. It  may  be  noted  in  passing,  that  where  much  deposit 
has  taken  place,  it  is  observed  that  the  stream  forms  for 
itself  a  sort  of  gutor  narrow  channel,  thus  giving  visible  evi 
dence  of  the  requirements  of  nature  in  this  particular. 

As  the  question  relating  to  the  velocity  and  soour  of  a 
body  of  water  in  various-sized  channels  was  of  considerable 
importance  in  determining  upon  a  system  of  drainage,  aseries 
of  experiments  upon  the  flow  of  water  through  various-sized 
pipes  was  made,  under  the  direction  of  the  Metropolitan 
Commission  ;  and  amongst  the  results  given,  we  find  that 
a  3-inch  glazed  stone-ware  pipe,  50  feet  in  length,  with  an 
inclination  of  1  in  120,  and  being  fully  charged  at  the  head, 
will  discharge  100  gallons  of  sewage  water  inS  minutes;  and 
that  a  4-inch  pipe  under  precisely  similar  circumstances,  will 
discharge  200  gallons  in  the  same  time;  and  further,  that 
such  a  flow  is  sufficient  to  remove  any,  and  even  more  than 
ordinary  and  usual  semi-fluid  deposit,  such  as  is  usually 
found  in  house-drains.  A  mixture  of  sand  with  water, 
in  proportion  of  from  ^^  to  Jj  the  volume  of  water,  was  also 
removed.  Also  that  the  hydraulic  mean  pipe  of  a  3,  4,  6, 
and  9  inch  pipe,  when  half  full,  is  respectively  .749,  1.00, 
1.5  and  2.18  inches,  and  that  the  fractional  line,  under  the 
same  circumstances,  would  be  4.71,  G.28,  9.42,  and  14.13 
inches  respectively.  Further,  that  1  gallon  of  water  through 
a  3-inch  pipe,  moved  1  lb.;  through  a  4-inch  pipe,  3  lb.  ; 
and  through  a  G-inch  pipe,  ^  lb.;  and  that  3  gallons  of  water 
will  carry  off  1  lb.  of  solid  f^ces  through  a  6-inch  pipe  with 
a  fall  of  1  in  10 ;  but  to  make  these  results  of  use,  we  ought 
to  be  acquainted  both  with  the  fall  and  velocity.  Another 
statement  is  this:  if  81  seconds  suffice  for  the  discharge 
of  50  cubic  feet  of  clean  water,  84  will  suffice  when  JL  of 
solid  matter  is  added,  and  91  seconds  when  the  solid  matter 
amounts  to  ^^. 

Such  results  are  generally  in  favour  of  the  small  pipes,  but 
it  is  to  be  regretted  that  the  experiments  were  not  carried 
on  on  a  more  extensive  scale,  for  they  aftl)rd  little  informa- 
tion respecting  the  larger  kinds  of  pipes.  It  will  be  generally 
allowed,  however,  that  a  concentrated  body  of  water  will 
move  with  greater  velocity  than  the  same  amount  where 
spread  over  a  large  surface,  the  resistance  oflered  by  friction 
will  be  less  effective  in  retarding  its  progress,  and  the  greater 
depth  afforded  by  narrowing  the  channel  will  tend  to  improve 
the  scour.  The  scour  will  depend  both  upon  the  depth  and 
velocity  of  the  stream,  and  will  therefore  in  both  ways  be 
more  efficient  in  a  contracted  channel.  On  these  two  pro- 
perties, depend  the  efficiency  of  the  drain  ;  for  if  the  velocity 
be  greater,  the  discharge  will  also  be  greater,  and  the  power 
to  keep  the  sewer  free  from  deposit  will  increase  in  like 
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manner  ;  for,  in  the  first  place,  there  will  be  less  tendency  to 
deposit ;  and  in  i\n:  second,  when  a  deposit  takes  place,  it  will 
be  more  readily  tk  moved.  This  is  both  reasonable  in  theory, 
and  has  been  pro',  ed  in  practice,  for  the  evidence  of  Mr. 
Lovick  and  others,  who  have  had  opportunity  of  examining 
the  state  of  small  pipes  after  they  have  been  in  use  some 
time,  goes  to  prove  that  they  keep  themselves  almost  perfectly 
free  from  deposit.  It  will  be  perceived  by  the  following 
tiible,  prepared  from  the  experiments  made  in  the  Earl-street 
sewer,  that  the  quantity  of  solid  matter  in  suspension  in 
sewage-water,  bears  but  a  small  proportion  to  the  liquid,  and 
it  is  therefore  probable,  that  with  a  fair  velocity  of  flow 
there  would  be  but  little  tendency  to  deposit. 

Tables  of  Solid  Matter  in  Suspension  in  the  Flow. 

JVo.  1. — On  the  Extra  Water-Days. 


Quality  of  flow  (inalyzed,  and  period 
when  taken. 

Solid  matter  inono  Impe- 
rial Gallon. 

Proportions. 

Soluble 
Graius. 

Inso- 
luble 
Grains. 

Soluble 
&,   Inso- 
luble 
Grains. 

Soluble 
to  Inso- 
luble. 

Soluble 
&    Inso- 
luble to 
Liquid. 

Orfatcst,  t.'ikou    Sit  P   M     

33 

119 
119 
111 

19 

46 
37 
11 

62 

165 
156 
122 

2    to  1 

2}  to  1 
3ito  1 
10  to  1 

1  to 

Mean  of  2  analvses,  taken  at  ) 

12  A.M.   ..;.' ^ 

Mean  of  2  analyses,  taken  at  1 

.   SJand  10|  A.  M ) 

Least  taken  at  1 2  p.  M 

1346 
424 

443 

574 

Total         

382 

113 

495 

96 

■28 

124 

3i  to  1 

564 

Wlien  water   first  laid  on,  or  1 
at  commeuceraeut   of  over-  V 
flow  from  cisterns ) 

80 

192 

2*72 

1  to2i 

257 

JVb.  2. — On  Ordinary  Days. 


Quality  of  flow  analyzed, 
wbeo  taken. 

and 

period 

Solid  matter  in  one  Impe- 
rial Gallon. 

Proportions. 

Soluble 
Grains. 

Inso- 
luble 
Grains. 

Soluble 
k    Inso- 

tuble 
Grains. 

Soluble 
to  Inso- 
luble. 

Soluble 
&  Inso- 
luble to 
Liquid. 

Greatest  mean  of  two 

taken  at  12  a.  m.  ,  . 

Mean  taken  at  8^  a.  m 

anal) 

ses  ) 

114 

164 
114 

34 

71 
14 

148 

225 
128 

3ito  1 

2  to    1 

8  to    1 

Ito 
473 
311 
646 

Total 

382 

119 

601 

Avevaffes. 

127 

40 

167 

3i  to  1 

419 

The  principal  objections  against  the  use  of  small-pipe 
sewers  are  :  1st.  That  if  any  obstruction  occur  in  the  pipe, 
so  as  to  cause  accumulation  of  deposit,  the  pipe  rapidly 
becomes  completely  stopped  up,  whereas,  in  the  larger 
sewers,  even  though  obstructions  may  occur,  they  will  not 
entirely  stop  the  flow,  or  at  least  the  accumulation  must  pro- 
ceed for  a  considerable  period  ere  the  entire  area  be  filled  up. 
2nd.  That  if  such  stoppage  take  place,  there  is  no  means  of 
ready  access  to  the  sewer  to  examine  it,  and  that  tlie  road 
will  probably  have  to  be  broken  up  in  several  places  ere  the 
drainage  be  repaired  ;  and  even  then  itis  almost  impracticable 
to  reinstate  the  pipes  in  the  same  conditions  as  when  first 
laid  down.  3rd.  That  owing  to  the  nicety  requited  in  lay- 
ing the  ]ii|ies,  an  uniform  inclination  is  not  easily  preserved, 
nor  is  there  any  satisfactory  means  of  knowing  when  the 


invert  is  perfectly  smooth;  that  if  the  pipes  be  defective  in 
form,  or  imperfectly  laid,  or  if  the  cement  with  which  the 
joints  are  made  be  allowed  to  project  within  the  pipe  above 
the  general  surface,  an  obstacle  is  at  once  ofll'red  to  the  flow, 
which  is  not  unlikely  to  cause  deposit,  and  thereby  a.  stop- 
page in  the  pipe. 

Now,  in  the  case  of  the  first  objection,  it  does  appear  fea- 
sible, that  a  small  pipe  would  be  more  rapidly  filled  up  than 
a  large  sewer,  but  yet  there  are  some  grounds  for  supposing 
the  contrary  to  be  the  case ;  for  as  the  water-way  becomes 
contracted,  so  also  docs  the  scour  of  the  stream  increase ;  and 
moreover,  the  stream  being  ponded  back,  we  shall  have  a  full 
head  of  water  to  increase  the  power  of  the  flow,  so  that  it 
would  appear,  that  unless  the  matter  causing  the  obstruction 
be  extremely  difiicult  of  removal,  the  water-way  is  not  likely 
to  be  entirely  closed  up. 

The  second  objection  must  be  allowed  to  possess  consider- 
able weight ;  in  case  of  stoppage,  it  would,  in  truth,  be  a 
matter  of  great  difficulty  and  inconvenience  to  remedy  the 
accident ;  yet,  at  the  same  time,  we  must  not  forget,  that  even 
in  brick  sewers,  if  they  be  of  the  smaller  class,  there  is  no 
very  ready  means  of  access  ;  and  moreover,  they  are  more 
likely  to  encourage  deposit ;  we  are  inclined  to  think,  that  if 
pipe-sewers  be  carefully  laid,  and  fairly  used,  they  would  not 
^e  likely  to  silt  up.  The  objection  to  breaking  up  the  ro.ads, 
for  the  purpose  of  discovering  the  stopp.age,  can  scarcely  be 
overrated ;  and  it  is  also  true,  that  it  is  very  difficult  to  relay 
the  pipes  in  their  former  position,  unless  indeed  they  be 
made  with  half  socket  joints,  or  be  made  of  two  semi-cylin- 
drical pipes  one  laid  over  the  other. 

The  nicety  required  in  laying  the  pipes,  and  the  difficulty 
and  uncertainty  attending  the  practice,  is  certainly  objection- 
able ;  there  is  no  means  of  seeing  the  interior  of  the  pipe,  to 
observe  how  the  work  is  performed,  and  it  is  not  unreason- 
able to  suppose,  that  the  cement  at  the  joints,  by  the  care- 
lessness of  the  workmen,  is  sometimes  left  to  form  a  project- 
ing ridge  above  the  surface  of  the  invert.  To  prevent  any 
obstruttions  at  the  joints,  it  has  been  propo.sed  to  make  the 
pipes  of  a  slightly  conical  form,  inserting  the  smaller  end 
of  the  first  into  the  large  end  of  the  succeeding  pipe;  this, 
however,  seems  rather  an  awkward  method  of  meeting  the 
difticuUy  ;  and  we  are  inclined  to  think,  that  a  better  method 
would  be,  to  make  the  pipes  in  two  pieces,  as  suggested  above, 
first  laying  the  inverts  and  securing  their  accuracy,  and  then 
covering  them  over  with  the  upper  half;  but  neither  is  this 
plan  without  objections. 

As  regards  the  separation  of  house  from  surface  drainage, 
so  long  as  the  latter  bears  so  small  a  proportion  to  the  former, 
we  do  not  think  it  advisable  to  form  a  separate  system  for 
each  ;  but  in  cases  where  the  proportion  of  surface-w.ater  is 
increased,  and  the  house-drainage  tolerably  uniform,  it  may 
possibly  be  advisable  to  separate  them,  if  the  sewage  be 
intended  for  dry  manure  ;  otherwise,  we  should  scarcely  deem 
it  expedient :  with  reference  to  the  size  of  sewers,  we  do  not 
think  it  necessary  to  provide  for  extraordinary  storms ;  we 
would  rather  have  the  advantage  of  a  good  general  drainage, 
and  the  occasional  and  tcnqiorary  inconvenience  caused  by  a 
heavy  storm,  than  be  stife  frf)m  the  latter,  with  the  constant 
inconvenience  of  imjierfect  drainage.  Generally  speaking,  we 
should  advise  a  system  of  pipe-sewage,somewhat  larger  iu  jiro- 
portion  to  the  area  drained,  than  that  observed  in  those  laid 
down  for  experiment  in  Earl-street ;  for  besides,  tiiat  on  such 
occasions  the  pipes  are  likely  to  be  more  carefully  laid  than  in 
ordinary  oases,  we  find  thaton  one  occasion  during  that  month, 
the  water  reached  a  height  of  9  inches  above  the  head  of  the 
pipe.  We  would  allow  for  such  stor.ms  as  arc  likely  to  occur 
once  a  month,  but  not  such  as  occur  only  once  in  three  or 


foul  yuars.  On  this  one  occasion,  at  Earl-street,  the  dis- 
charge was  above  1500  cubic  feet  per  minute,  and  as  a  similar 
overflow  is  recorded  in  Upper  George-street,  we  may  reckon 
that  such  discharges  are  not  uufrequent  during  the  rainy 
season  :  we  must  not  forget,  liowever,  that  the  pipes  in  these 
instances  were  connected  with  an  imperfect  system  of  colla- 
teral drains  ;  and  that  under  a  perfect  system,  the  surface- 
water  would  have  been  carried  otf  more  rapidly,  and  there 
would  not  have  been  so  great  an  accumulation  at  this  point. 
A  little  experience  of  the  working  of  a  perfect  scheme  of  this 
description,  would  readily  determine  the  requisite  sizes. 

In  main  lines  of  sewer,  and  where  they  pass  under  main 
roads,  we  should  recommend  the  construction  of  brick  sewers 
of  such  size  as  would  be  sufficient  for  the  passage  of  a  man, 
and  for  room  to  work  in  when  requisite.  In  these  we  would 
lay  not  only  a  pipe-sewer  of  sufficient  capacity  for  the  usual 
run  of  water,  but  also  the  gas  and  water-mains,  where  prac- 
ticable, in  order  to  obviate  any  necessity  for  breaking  up  the 
roadway  on  occasion  of  repairing,  &o.  We  are  convinced 
that  this  arrangement  is  of  considerable  importance,  where 
the  roads  have  to  sustain  much  traffic,  for  it  is  impossible  to 
maintain  good  roads  while  they  are  constantly  being  bi-oken 
up  by  gas  and  water  companies.  The  expense  of  this  system, 
as  far  as  regards  the  sewers,  would  not  be  much  greater  than 
the  present,  and  there  can  be  no  doubt  but  that  the  manage- 
ment of  the  roadways  would  be  much  more  economical. 
Under  such  circumstances,  it  would  be  worth  while  to  con- 
struct a  good  solid  roadway,  which,  though  a  little  more 
e.\pensive  in  the  lirst  outlay,  would  in  the  end  prove  much 
more  economical,  not  only  as  regards  the  repair,  but  also  as 
requiring  a  less  amount  of  tractive  power,  and  doing  less 
damage  to  the  vehicles  passing  over  it.  It  is  very  advisable, 
that  all  subterranean  works  should  be  treated  of  together  as 
separate  portions  of  one  system.  The  pipe-sewers  should  be 
laid  in  the  invert,  and  might  be  so  arranged  as  to  allow  of  an 
overflow  into  the  large  sewer,  when  requisite ;  or  the  water 
might  be  poured  back,  for  the  purpose  of  flushing  when  deemed 
advisable.  Access  would  be  obtained  into  the  sewer,  for  the 
purpose  of  inspecting  and  repairing  the  various  pipes  by  side- 
entrances,  as  at  present;  and  the  sewer  ventilated  by  shafts 
in  the  roadways,  without  detriment  to  public  health,  the  pipes 
which  convey  the  sewage  being  impermeable.  The  only  diffi- 
culty which  limits  the  application  of  this  system  to  main  roads 
and  sewers,  is  its  expense  ;  were  it  not  for  this,  it  might  be 
adopted  in  every  street  with  much  advantage. 

Many  forms  of  large  sewers  have  been  adopted,  but  that 
which  appears  to  be  best  adapted  for  the  purpose,  is  the  egg- 
shaped,  which  was  introduced  by  Mr.  Roe  ;  the  older  forms 
having  mostly  a  semicircular  crown,  with  upright  side-walls, 
and  a  semicircular  or  Hat  segmental  invert.  The  main  impi-ove- 
ment  effected  by  the  egg-shaped  sewers,  consisted  in  narrow- 
ing the  invert,  thereby  contracting  the  lower  part  of  the 
channel,  and  increasing  the  depth  of  flow,  by  which  means  the 
velocity  and  scour  was  much  improved  ;  the  same  quantity  of 
water  which  moved  but  sluggishly  when  spread  over  the  wide 
surface  of  a  flat  invert,  being  now  concentrated  in  a  narrow 
channel,  was  made  to  move  with  accelerated  flow ;  in  short, 
this  alteration  had  a  similar  eflect  to  that  produced  by  the 
employment  of  small  pipe-sewers.  Another  advantage 
obtained  by  this  form,  was  the  attainment  of  greater  height 
with  a  given  area,  which  enabled  men  to  pass  through  them 
with  greater  tlicility;  it  must  be  confessed  though,  that  the 
narrow  invert  is  rather  inconvenient  to  walk  upon.  The 
shape,  moreover,  is  economical,  and  based  on  sound  prin- 
ciples as  regards  construction. 

JSIany  prop<3rtions,  and  many  methods  of  describing  the 

egg-shape,  have  been  observed  at  different  places,  some  beinw 
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constructed  with  a  semicircular  top,  flat  segmental  sides',  and 
a  sharp  segmental  invert ;  the  curves  of  the  sides  and 
invert  varying  according  to  varying  proportions  of  height 
and  width,  and  other  circumstances.  Others  are  constructed 
with  six  centres,  the  upper  part  being  described  with  two 
radii,  instead  of  being  semicircular.  Of  all  these  varieties, 
however,  the  most  eligible  is  thus  described  : — Let  the 
height  of  the  sewer  be  to  the  width  as  3  to  2;  then  having 
described  a  semicircular  crown  with  radius  1,  with  radius  3, 
equal  to  the  height,  and  with  the  centre  on  the  springing- 
line,  describe  a  segment  touching  the  semicircle  already 
described  ;  for  the  invert,  with  a  radius  ^  or  V  of  the  entire 
height,  describe  a  circle  which  will  bo  found  to  touch  the 
segments  just  described.  This  form  is  generally  appli- 
cable, and  has  the  advantage  of  being  drawn  to  certain  pro- 
portions. 

The  above  are  the  most  usual  forms  for  sewers,  but  occa- 
sionally the  levels  will  not  allow  sufficient  height  for  them 
beneath  the  roadway ;  and,  in  such  cases,  it  is  necessary  for 
the  purpose  of  obtaining  sufficient  capacity,  to  construct  them 
of  a  cylindrical  or  elliptical  form  ;  but  even  then,  the  same 
end  may  frequently  be  obtained  by  placing  two  or  more 
egg-shaped  sewers  side  by  side.  Where  there  is  a  large 
and  constant  flow  of  water,  cylindrical  sewers  arc  not  ob- 
jectionable. 

The  above  sewers,  if  not  more  than  4  feet  in  height,  and  if  in 
good  building  strata,  may  be  constructed  of  half  brick  work, 
but  in  other  cases  require  to  be  a  whole  brick  thick,  unless 
the  sewer  be  very  small.  They  are  constructed  mainly  of  stock- 
bricks  in  mortar,  the  invert  or  lower  portion  only  being  laid 
in  cement ;  the  inverts  are  usually  formed  in  blocks  in  cement 
before  they  are  finally  laid  in  the  sewer  ;  the  invert  consist- 
ing of  three  or  more  blocks,  according  to  its  dimensions. 
Sometimes  blue  vitrified  bricks  are  used  for  the  invert;  they 
are  very  hard  and  durable,  but  do  not  adhere  well  to  the 
cement.  It  has  been  proposed  to  construct  sewers  with 
radiated  bricks,  and  they  probably  might  be  used  with  ad- 
vantage where  the  curve  is  sharp  :  the  joints  of  common 
bricks  are  very  open  in  such  cases.  Kadiated  hollow  bricks 
have  also  been  suggested,  and,  if  moderately  cheap,  they 
might  doubtless  be  employed  successfully.   ' 

The  pipe-sewers,  as  at  present  made,  are  of  a  cylindrical 
form;  they  are  constructed  in  lengths  of  2  or  3  feet,  and 
have  a  socket  at  one  end  for  the  adjoining  pipe  to  fit  into  ; 
sometimes,  however,  they  are  made  with  half  a  socket  on 
either  pipe,  and  this  is  of  advantage  in  facilitating  their 
removal,  if  at  any  time  they  be  required  to  be  taken  up. 
With  the  whole  sockets,  it  is  difficult  to  take  them  up  with- 
out breaking  them,  and  it  is  almost  impracticable  to  replace 
them  correctly  after  removal. 

If  whole-socket  pipes  be  generally  used,  we  should  advise 
the  occasional  adoption  of  halfsockets,  so  that  in  case  of 
stoppage,  or  other  accident,  they  may  admit  of  easy  removal 
and  replacement,  without  either  destroying  the  pipes  or  dis- 
turbing the  adjoining  ones.  Cylindrical  pipes  are  made  from 
3  to  3  feet  in  diameter.  It  has  been  suggested,  that  such 
pipes  should  be  made  of  the  egg-shape,  rather  than  cylindri- 
cal ;  but  it  must  be  borne  in  mind,  th.at  the  contraction  of 
the  invert  is  not  of  so  much  consequence  in  a  small  pipe,  where 
there  is  likely,  at  all  times,  to  be  a  large  current  compared 
with  the  capacity  of  the  pipe  ;  and  if  the  pipe  be  generally 
full,  we  know  that  the  circumference  of  a  circle  contains  a 
larger  area  than  the  same  extension  of  boundary-line  arranged 
in  any  other  form ;  therefore,  if  a  cylindrical  pipe  be  full, 
there  is  less  frictional  surface  than  in  any  other  kind  of  pipe 
of  the  same  capacity.  As,  however,  in  present  practice,  the 
flow  of  water  varies  to  a  great  extent  at  diflerent  times,  it 


might  not  be  unadvisable  to  adopt  the  egg-shape,  supposing 
that  they  can  be  manufactured  with  the  same  accuracy,  aud 
at  no  higher  cost.  If  they  be  adopted,  we  should  advise  their 
being  made  in  two  pieces,  the  lower  one  forming  the  invert, 
and  the  upper  the  semicircular  crown  ;  a  flange,  or  socket, 
might  be  formed  at  the  edge  of  the  bottom-piece  to  receive 
the  top,  and  make  a  correct  joint ;  the  same  practice  might  be 
ndojitcd  in  cylindrical  pipes  of  a  large  size.  The  advantages 
attaching  to  this  method  are,  that  the  inverts  can  be  laid  with 
great  nicety,  a  matter  of  considerable  importance,  and  are 
open  to  inspection  after  they  are  laid,  so  as  to  admit  of 
opportunity  of  testing  their  accuracy  ;  the  objections  against 
the  whole  pipes,  on  this  head,  are  of  considerable  weight. 
Another  advantage  is,  that  the  top-half  can  be  taken  off  at 
any  time  for  examination  or  inspection  of  the  pipes,  with- 
out disturbing  the  invert,  or  interfering  with  the  flow. 

These  pipes  are  manufactured  of  stoneware,  and  various 
kinds  of  clay,  glazed  and  unglazed,  some  bei-ng  glazed  on 
the  interior,  and  others  on  both  surfaces  ;  the  stoneware, 
glazed  on  both  sides,  are  most  frequently  adopted,  and  are 
found  to  answer  best ;  but  there  is  a  process  of  manufacture 
which  produces  unglazed  pipes  equally  efficient  as  the  glazed 
stoneware.  The  peculiarity  of  tills  process  consists  in  sub- 
mitting the  pipe,  when  half-dry,  to  an  extreme  pressure 
between  two  polished  iron  surfaces,  whereby  a  density  of 
substance,  and  truth  of  form,  is  attained,  which  is  equivalent 
in  practice  to  the  best  glaze,  so  far,  at  least,  as  the  flow  of 
water  is  concerned.  Pipes  of  the  above  materials  and  manu- 
facture have  a  great  advantage  over  brick-sewers,  on  account 
of  the  comparative  smoothness  and  evenness  of  surface,  which 
oflbrs  very  little  or  no  resistance  to  the  current ;  the  amount 
of  frictional  resistance  being  naturally  greater  over  the  rough 
surface  of  the  brick  work.  In  the  following  table  will  be 
found  the  result  of  some  experiments,  for  the  purpose  of 
determuiing  the  advantage  gained,  in  this  respect,  by  glazed 
pipes  : — 

Table  of  C!omparative  Time  of  Eun  of  Water  through 
Brick  Drains  and  Glazed  Pipes. 


Inchnation. 

Depth  of  water. 

Time  through 
Gliized  Pipes. 

Time  through 
Brick  Drain. 

Inches. 
5 

H 

3 

34 

4 

6 

38 

16J 

19 

18 

25 

15 

13i 

50 
25 
27 
26 
36 
22 
2H 

2  Inches  in  60  feet 
3f         ditto 
IJ         ditto 
i          ditto 
sj          ditto 
1}          ditto 

The  rate  of  inclination  is  a  matter  which  requires  some 
consideration  in  laying  out  a  system  of  drainage  ;  the  greater 
the  fall,  of  course  the  greater  the  velocity,  and,  in  conse- 
quence, the  more  rapid  the  discharge  ;  the  scour  is  also  pro- 
portionately greater.  It  will  thus  be  seen,  that  the  efficiency 
of  sewers  depends  a  great  deal  upon  their  rate  of  fall  towards 
the  outlet ;  this,  however,  will  depend  mainly  upon  the  nature 
of  the  locality  to  be  drained.  Supposing  there  exists  a  cer- 
tain fall  from  the  highest  point  to  be  drained  to  the  outlet,  it 
will  be  well  to  see  how  it  c;in  be  laid  out  or  expended  to  the 
greatest  advantiige  : — the  rule  is  this,  give  the  greatest  rate 
to  the  house-drains ;  the  next  greatest,  to  the  pipes  with  which 
they  are  immediately  connected  ;  and  .so  on,  diminishing  the 
rate  gradually  as  you  get  towards  the  outlet.  The  reason  for 
this  is  obvious ;  for,  in  the  Hrst  place,  your  main  object  is  to 
remove  the  sewers  from  immediate  proximity  to  the  houses, 
so  that  perfect  drainage  is  of  less  consequence  at  a  distance 


than  it  is  in  the  houses  themselves.  But  beyond  this,  there 
is  another  more  important  object  in  this  arrangement,  for  as  the 
body  of  water  is  less  iu  the  spwers  or  drains  more  remote 
from  the  outlet,  it  is  more  likely  to  be  sluggish  in  its  move- 
ments than  where  there  is  a  large  volume  of  water,  and  this 
tendency  to  sluggishness  is  overcome  by  an  increased  rate  of 
inclination,  so  that  the  want  of  velocity  caused  by  the  small 
body  of  water  in  the  smaller  sewers  is  compensated  by  the 
extra  fall,  and  thus  the  flow  in  all  cases  is  rendered  equal, or 
nearly  so.  In  the  larger  sewers,  where  the  water  is  collected 
from  the  tributaries,  the  mass  of  water  is  suflicient  to  pre- 
serve a  good  velocity  with  even  a  small  inclination.  The  rate 
will  depend,  as  we  said  before,  upon  the  nature  of  the  ground; 
but,  as  a  general  rule,  it  is  advisable  that  the  fall  in  main- 
pipes  should  not  bo  less  than  1  in  240,  and  in  main-sewers 
not  below  1  in  1,000.  It  has  been  deduced  from  experiments, 
that  no  proportionate  advantage  is  gained  by  a  fall  of  more 
than  1  in  GO.  The  requisite  size  of  the  pipes  is  dependent, 
in  a  great  measure,  upon  their  fall,  for  as  the  velocity  is  in- 
creased in  proportion  thereto,  so  is  also  the  rate  of  discharge, 
and  therefore  the  greater  the  fall,  the  less  will  be  the  sec- 
tional area  required  for  the  sewers. 

\Vhere  one  sower  discharges  its  contents  into  another,  the 
junction  should  be  effected  by  a  curve,  drawn  tangent  to  the 
directions  of  both  sewers,  so  that  the  direction  of  the  stream 
may  be  changed  in  as  easy  a  manner  as  possible,  and  may  not 
experience  any  shock  either  in  leaving  the  smaller  or  enter- 
ing the  larger  sewer.  It  was  formerly  the  practice  to  make 
the  junctions  rectangular,  but  by  this  method  the  stream 
from  the  tributaries,  crossing  that  of  the  main  at  right  angles, 
had  a  tendency  to  change  its  direction,  the  amount  of  change 
depending  on  the  comparative  force  of  the  two  streams  ;  in 
any  case,  however,  the  flow  in  the  main  stream  was  impeded, 
eddies  caused,  and  deposit  thereby  accumulated.  If,  on  the 
contrary,  the  two  streams  be  tangential  at  the  point  of  junc- 
tion, little  or  no  impediment  will  take  place,  as  they  have 
both  a  tendency  to  move  in  the  same  direction.  It  is  advi- 
sable, that  the  curve  be  struck  with  as  large  a  radius  as 
practicable.  In  the  pipe-sewers,  junction-pipes  are  made  for 
the  purpose,  in  which  the  junction-curve  is  commenced  on 
the  main-pipe,  so  that  we  have  a  straight  pipe,  and  a  portion 
of  a  curved  one,  in  the  same  length ;  the  pijies  are  made  to 
suit  dillerent  circumstances,  some  with  one,  others  with  two 
junctions,  and  these  of  various  sizes  as  required.  With 
respect  to  the  time  occupied  by  the  passage  of  water  through 
difliirent  junctions,  the  following  results  have  been  arrived  at 
by  Mr.  Koe,  after  various  experiments  : — 

Thne  occupied  by  the  jmssage  of  equal  quantilies  of  water 
through  similar  lengths,  and  ivith  the  same  inclination. 

Along  a  straight  line — 90  seconds. 

With  true  curve — 100  seconds. 

With  turn  at  right  angles — 140  seconds. 

It  is  to  be  observed  with  reference  to  junctions,  that  it  is 
not  necessary  to  increase  the  capacity  of  the  main  lino  at 
every  junction  with  a  tributary,  or  that  the  area  of  the  main 
should  be  equal  to  the  area  of  all  the  junctions.  Tho  reason 
of  this  apparent  inconsistency  is,  that  although  a  pipe  be  full 
at  its  head,  it  will  be  found  to  be  not  nearly  full  at  its  out- 
let, and  this  is  caused  by  the  increased  velocity  of  the  particles 
of  water  acquired  by  running  down  an  inclined  jilane.  At 
a  little  distance  from  the  head,  therefore,  some  portion  of  Uie 
sectional  area  of  the  pipe  will  be  vacant,  sufficient  to  aflbrd 
room  for  the  discharge  of  n  tributary,  which  will  in  its  turn 
add  to  the  velocity  oV  the  main  stream,  and  leave  space  for 
a  second  tributary  at  a  joint  lower  down.  There  is,  of 
course,  a  limit  to  the  addition  id'  tributaries,  for  in  time  the 
areas  of  the  main  will  be  comparatively  full,  and  will  dam 


up  the  water  in  the  junctions ;  the  extent  to  which  the  prin- 
ciple can  be  carried,  is  to  bo  determined  by  praelicc ;  it  will 
depend  to  some  extent  on  the  fall  of  the  main  line. 

Where  sewers  are  constructed  with  the  intention  of  being 
entered  for  inspection,  it  is  necessary  that  they  should  be 
properly  ventilated ;  otherwise,  the  noxious  gases  generated 
by  the  sewage,  would  forbid  entrance,  except  at  consideral)le 
risk  of  life :  fatal  accidents  have  occurred,  for  want  of  such 
precaution.  The  usual  plan  for  efrocting  this,  is  to  construct 
a  long,  narrow,  and  tapering  shaft  from  the  crown  of  the 
sewer  to  the  roadway  ;  but  this  practice  is  olijectionable,  on 
account  of  the  gases  vitiating  the  atmosphere,  and  thus 
encouraging  disease;  and  it  does  appear  somewhat  inconsis- 
tent, that  while  gullies  are  trapped  to  prevent  the  ascent  of 
the  effluvia,  other  shafts  are  constructed  for  the  purpose 
of  effecting  it.  It  is  true,  there  is  some  advantage  gained  in 
ventilating  by  the  vertical  shaft,  but  not  sufficient,  it  may  be 
imagined,  to  counterbalance  the  inconsistency.  Several 
methods  have  been  attempted,  to  obviate  this  difficulty : 
amongst  which  may  be  mentioned,  the  connection  of  the 
ventilator  with  the  rain-water  pipes  of  the  houses,  and  ex- 
tending them  a  considerable  height  above  the  houses;  the 
passage  of  the  air  through  a  furnace;  the  ventilation  by 
steam-jet,  &c. ;  each  of  which  plans  have  been  more  or  less 
successful.  If  we  adopt  the  pipe-sewers,  all  difficulty  on  this 
score  is  at  once  obviated,  for  the  pipes  themselves  are  im- 
permeable, and  if  the  gullies  and  house-drains  be  properly 
trapped  with  syphons  or  flaps,  there  will  be  little  danger  of 
the  escape  of  noxious  vapours;  and  it  must  be  remembered, 
that  iifthis  case,  the  sewers  themselves  are  not  required  to 
be  ventilated,  seeing  that  they  do  not  admit  of  passage  by  a 
man.  That  they  are  ventilated,  however,  to  a  certain  extent, 
is  very  probable  ;  for  it  is  well  known,  that  the  rapid  motion 
of  a  stream  of  water  will  produce  a  sensible  current  of  air, 
and  in  proportion  as  the  velocity  of  flow  is  greater  in  small 
than  in  large  sewers,  so  will  their  ventilation  be  more  com- 
pletely effected :  besides  this,  as  the  deposit  is  likely  to  be 
less,  there  will  be  less  need  of  ventilation. 

In  large  sewers,  it  is  necessary  that  there  should  be  ready 
means  of  access  to  them,  and  this  is  best  provided  for  by  side- 
entrances,  which  consist  of  vertical  shafts  descended  by  iron 
ladders  or  step-irons,  and  covered  with  cast-iron  flaps.  These 
shafts  are  placed  at  any  convenient  spot,  at  the  side  of  the 
sewer,  generally  in  the  footpath,  where  the  sewer  is  in  the 
middle  of  the  road,  and  from  the  bottom  of  the  shaft  an 
arched  passage  is  carried  with  a  slight  inclination  under  the 
roadway  into  the  sewer,  the  lowest  level  of  the  bottom  being 
from  6  to  18  inches  above  the  invert. 

Gullies  require  to  be  constructed  at  certain  intervals,  to 
carry  off  the  surface-water  from  the  roads.  The  water  is 
carried  by  gratings  in  the  channel  of  the  road  into  a  cesspool 
or  -well,  and  thence  by  an  overflow-pipe  with  syphon  trap 
into  the  sewer.  The  grating  should  be  made  to  open,  or 
other  access  afforded  to  the  cesspool,  in  order  to  remove  the 
deposit  when  requisite. 

Having  treated  upon  the  subject  of  drainage  generally, 
we  now  come  to  the  consideration  of  house-drainage,  which 
requires  a  few  remarks.  The  old  system  of  carrying  the 
house-drainage  into  the  main-lines,  consisted  simply  in  lay- 
ing down  a  drain  from  each  house,  connected  at  the  one  end 
with  the  sinks,  water-closets,  &c. ;  and  at  the  other  with  the 
main  sewer,  which  ran  in  the  centre  of  ttie  road.  Amongst 
the  recent  improvements,  a  new  plan  has  been  adopted,  by 
which  the  drainage  of  the  house  is  conducted  into  a  pipe  at 
the  back  of  the  premises,  and  by  it  into  a  main  sewer ;  this 
is  termed  back-drainaije  ;  and  the  old  system,  fi'oat-drahiagc  ; 
for  whereas  in  the  former  case,  the  sewage  is  collected  at  the 


back,  in  the  latter  it  is  collected  at  the  front  of  the  houses. 
The  system  of  baek-drainage  is  certainly  in  many  respects 
an  improvement  upon  the  old,  but  it  is  not  so  universally 
applicable  as  some  persons  would  lead  us  to  believe;  it  pro- 
vides a  convenient  variation,  but  not  an  extensive  substitute. 
One  great  improvement  is  effected  by  carrying  the  drainage 
at  once  away  from  the  premises,  instead  of  its  running  under 
them,  as  before.  The  objections  to  the  old  system  in  this 
respect,  arc,  the  passage  of  the  drains  under  the  houses, 
whereby,  if  not  perfectly  constructed,  the  eflluvia  is  likely  to 
be  spread  all  over  the  interior;  and  the  inconvenience  which 
is  thereby  occasioned  in  case  of  stoppage,  or  other  necessary 
examination  or  repair  which  involves  the  removal  of  floors, 
&c.,  and  the  opening  of  drains  in  the  house ;  matters  not 
only  inconvenient,  but  sometimes  dangerous,  on  account  of 
the  escape  of  effluvia.  In  some  cases,  where  the  old  brick 
drains  have  been  employed,  and,  as  is  not  unfrequently  the 
case,  improperly  constructed,  the  drainage  has  been  allowed 
to  escape  through  crevices  in  the  brick-work,  and  saturate 
the  foundations  of  the  premises ;  this  is  frequently  the  cause 
of  damp  basements,  and  of  unpleasant  and  noxious  odours  in 
the  lower  part  of  the  house.  A  further  objection  exists  in 
the  frequent  apertures  required  to  be  made  into  the  main 
sewer  for  the  insertion  of  the  house-drains,  and  the  many 
interruptions  which  are  occasioned  in  the  flow  of  the  sewage 
in  the  main  sewer,  by  the  discharge  of  so  great  a  number  of 
house-drains. 

These  objections  arc  obviated  almost  entirely  by  the  new 
system ;  the  drains,  instead  of  being  carried  through  the 
house,  are  at  once  removed  from  it,  and  the  dangers  and  in- 
convenience attending  the  old  practice  entirely  done  away 
with.  Such  at  least  is  the  case  in  by  far  the  majority  of 
instances:  occasionally,  whei^e  the  position  of  water-closets  in 
front  of  the  house  requires  the  drains  to  be  brought  through 
the  house  to  the  back,  the  employment  of  the  new  system 
would  not  be  so  advantageous;  the  carrying  of  drains  from 
sinks  through  the  house,  is  not  so  objectionable.  The  large 
sewers  will  not  be  interfered  with,  except  at  distant  intervals, 
for  the  insertion  of  the  main  back-drain,  discharging  the  sew- 
age of  a  block  of  several  houses.  There  are  several  other 
advantages  attending  the  new  system,  amongst  which  may  be 
mentioned  the  following: — The  flow  of  sewage  is  very  con- 
siderably improved  by  its  concentration  into  one  drain,  in- 
stead of  being  spread  over  man}';  the  friotional  surface  is 
also  much  reduced.  In  the  old  system,  the  occasional  flow 
of  water  from  each  house  was  so  inconsiderable  as  to  produce 
a  mere  dribble,  which  flowed  sluggishly,  and  deposited  its  solid 
matters  in  abundance,  under  the  very  dwellings;  it  was  but 
a  small  portion  that  eventually  reached,  and  was  discharged 
into  the  sewer;  whereas,  where  the  back-drainage  is  adopted, 
the  water  is  discharged  almost  immediately  into  the  main 
back-drain,  and  the  collection  of  the  sewage  of  all  the  houses 
therein  produces  a  considerable  volume,  sufficient  at  all  times 
to  keep  up  a  moderate  flow  into  the  main  sewer,  and  thus 
prevent  deposit ;  if,  however,  deposit  should  occur,  it  is  less 
objectionable  than  where  it  takes"  place  under  the  house. 
There  is  a  fair  objection  to  this  system  when  stoppage  does 
occur,  for  the  stoppage  in  one  place  will  occasion  the  same 
in  every  house  which  happens  to  be  situate  between  the 
stoppage  and  the  first  inlet ;  under  the  old  system,  this  would 
not  take  place.  In  the  separate  system,  each  occupier  is  sub- 
ject to  the  inconvenience  occasioned  only  by  his  own  negli- 
gence or  carelessness,  whereas  in  the  combined  system  he  is, 
to  a  certain  extent,  at  the  mercy  of  his  neighbours ;  when, 
however,  we  take  into  consideration  the  improved  flow  in 
the  main  back-drain,  and  the  less  probability  of  stoppage, 
this  objection  will  not  have  so  great  weight. 


It  will  also  be  fiequently  found,  that  a  considerable  length 
of  drain  is  saved  by  adopting  the  combined  system,  and 
•where  this  is  the  case,  back-drainage  is  decidedly  preferable; 
for  not  only  is  the  expense  lessened,  but  the  fall  is  likewise 
improved,  and  the  contents  are  more  rapidly  and  more  effi- 
ciently discharged.  Where  length  of  drain  can  be  effected 
by  back-drainage,  there  can  be  no  question  as  to  its  adoption ; 
yet  there  are  some  instances  in  which  this  is  not  the  case, 
but  the  contrary  rather ;  and  under  such  circumstances,  con- 
siderable discretion  will  be  required  in  selecting  that  system 
which  shall  be  most  efficacious.  ♦ 

The  drains  employed  in  carrying  the  sewage  from  the 
houses,  need  not  be  more  than  four  inches  in  diameter,  of  the 
same  material  and  descriptions  as  those  above  recommended 
for  sewers  ;  0  or  9-inch  pipes  will  generally  be  found  of  suf 
ficient  capacity  for  the  main  back-drains,  but  of  course  this 
•will  depend  upon  the  number  of  houses  drained  into  them. 
These  should  be  trapped  at  their  entrance  into  the  sewers, 
to  prevent  the  clHuvia  rising  through  them  from  the  sewer 
into  the  houses.  •  Sinks,  water-closets,  &o.,  should  also  be 
trapped  at  the  inlets. 

We  are  now  arrived  at  the  close  of  this  article;  and  we 
are  sure  that  the  increasing  importance  of  the  subject  will 
excuse  the  Icniith  to  which  it  has  been  carried. 

SEXAGESLNIAL,  (from  the  Latin,)  the  division  of  a 
line,  first  into  60,  then  each  of  the  parts  into  60,  and  each 
of  these  again  into  60,  and  so  on,  as  long  as  division  can  be 
made. 

This  division  is  principally  employed  in  dividing  the  cir- 
cumference of  a  circle,  and  was  much  used  in  ancient  astro- 
nomy. The  French  have  adopted  the  centesimal  division, 
which  is  for  more  convenient  for  calculation. 

SEXAGO.V,  or  Hexagon,  a  si.xsided  figure. 

SHADOWING,  in  drawing,  the  art  of  representing  the 
various  degrees  of  light  and  shade  by  means  of  a  dark  fluid, 
or  liquid. 

The  paper  intended  to  be  drawn  upon,  having  its  rough 
ed"es  cut  off,  ought  to  be  wetted,  or  uniformly  moistened, 
and  pasted  round  its  four  edges  upon  a  board,  observing,  in 
doinf  this,  that  no  part  of  the  paper  ought  to  be  suffered  to 
dry  before  the  edges  that  are  pasted,  as  the  paper  will  begin 
to  shrink ;  and,  consequently,  by  its  motion  towards  the  cen- 
tre, will  loosen  the  edges:  as  soon,  therefore,  as  the  middle 
part  appears  dry  before  the  edges,  it  ought  to  be  m'oistened 
a^ain  with  a  sponge,  and  the  sponging  should  be  repeated  as 
ollen  as  may  be  found  necessary  ;  and,  when  the  paper  be- 
comes dry,  it  will  be  perfectly  flat,  and  fit  f  )r  use. 

In  order  to  lessen  this  trouble,  some  have  drawing-boards 
framed  so  as  to  include  a  panel,  which  is  let  into  a  rebate, 
on  the  inner  edge  of  the  frame,  and  fastened,  by  means  of 
bars,  upon  the  back  of  the  board. 

The  paper  being  wetted  on  the  side  intended  to  be  drawn 
upon,  the  dry  side  is  laid  upon  the  face  of  the  panel,  now 
out  of  the  frame,  so  that  the  edges  of  the  paper  project  alike 
on  all  sides,  over  the  edges  of  the  panel;  then  laying  hold 
of  the  paper  by  the  edges  out  of  the  panel,  pl.ace  it  over  the 
aperture  in  the  frame,  with  the  underside  reversed,  and  press 
it  in;  after  which,  bolt  the  panel  to  the  frame  by  means  of 
the  bars,  and  the  edges  of  the  paper  being  inserted  in  the 
seam,  or  joint,  between  the  edges  of  the  panel  and  the  adja- 
cent edges  of  the  frame,  will  prevent  the  paper,  as  it  con- 
tracts in  drying,  from  returning  towards  the  centre,  and, 
when  dry,  it  will  bo  flat  and  extended;  but  this  method  can 
only  be  practised  in  small  drawings.  The  former  must, 
therefore,  be  considered  as  the  general  plan  of  fixing  the 
paper. 

The  fluid   commonly  used  in  architectural  drawings  is 


Indian  ink  dissolved  or  mixed  in  water.  The  method  of 
doing  it  is  this :  fill  a  small  cup  with  as  much  water  as  may 
be  necessarj-  for  the  quantity  of  ink  intended  to  be  made; 
then  rub  the  ink  upon  the  tip  of  the  fore-finger,  wetted  in 
water,  and  wash  it  off  in  the  cup:  when  the  water  becomes 
sufficiently  dark,  it  will  be  fit  for  use.  This  method  is,  how- 
ever, too  tedious  for  general  use,  the  more  frequent  practice 
is  to  rub  it  up  as  other  colours.  The  stick  of  ink  should  bo 
rubbed  quite  dry,  otherwise  it  will  be  apt  to  fall  into  pieces, 
and  become  unfit  for  use.  The  liquid  thus  made  is  called 
ink-  or  colour. 

The  next  thing  to  be  done  is  to  outline  the  drawing. 

Straight  lines  are  drawn  with  a  steel  pen,  circles  by  the 
compass,  and  curve  lines  by  hand,  with  camel  or  sable  hair 
pencils,  or  with  a  fine-pointed  pen,  or  with  curved  ruler  and 
drawing  pen. 

In  drawing  very  fine  lines,  the  inking-points  of  the  steel 
pen  and  compasses  ought  to  be  kejit  very  sharp,  but  not  so 
much  as  to  cut  the  paper.  The  outlines  being  finished,  the 
paper  ought  to  be  rubbed  clean,  and  then  sponged,  or  rub- 
bed with  a  soft  brush  and  water,  in  order  to  soften  the  lines, 
and  to  make  the  paper  receive  the  shadowing  more  freely. 
If  the  paper  be  even  sponged,  or  brushed,  so  as  to  raise  the 
nap  in  a  small  degree,  it  will  be  the  more  favourable  for  pro- 
ducing clear  and  soft  shadows. 

In  laying  the  shadowing  colour  upon  the  paper,  it  ought 
to  be  spread  over  the  surface  miiformly  with  a  camel  or 
sable  hair  pencil,  flowing  freely ;  but  not  in  such  quantities 
as  to  stand  in  hollows  upon  the  paper,  as,  when  dry,  it  be- 
comes cloudy.  In  making  a  uniform  tint,  the  first  thing  to 
be  considered  is,  the  degree  of  darkness  to  which  the  sur- 
face is  intended  to  be  made.  If  required  to  be  very  light, 
one  tint,  or  the  shade  once  gone  over,  will  be  sufficient;  but, 
if  dark,  several  tints  will  be  necessary.  In  producing  the 
several  degrees  of  darkness,  every  tint  ought  to  be  nearly 
dry  before  the  next  is  laid ;  the  number  of  repetitions  will 
depend  upon  the  depth  of  the  colour  and  extension  of  the 
surface  to  be  shadowed.  It  may  be  observed,  that  the  light- 
est tint,  often  repeated,  will  darken  the  surface  to  any  degree 
required.  But  that  too  much  time  may  not  be  dedicated  to 
laying  a  fine  tint,  it  must  also  be  observed,  that  the  greater 
the  facility  with  which  the  tints  are  laid,  the  fewer  will  be 
required  to  darken  the  surface.  This  facility  is  to  be  ob- 
tained by  sufficient  practice. 

SHADOWS,  The  Doctrine  of,  in  perspective,  is  the  theory 
and  practice  of  representing  shadows,  as  projected  from  a 
given  point  at  a  finite  distance,  such  as  a  candle ;  or  as  pro- 
jected from  the  sun,  where  the  distance,  though  not  infinite, 
is,  for  the  sake  of  simplicity,  considered  .as  such,  in  order  that 
the  rays  may  be  all  parallel ;  or  otherwise,  fjr  this  purpose, 
the  rays  may  be  supposed  as  proceeding  from  all  points  of 
space  in  parallel  lines. 

Dfjiiiition  1. — .\  line  of  shade  is  the  line  deprived  of  light 
by  an  opaque  point  opposed  to  the  luminary. 

Dejinition  2. — A  plane  of  shade  is  an  opaque  or  dark 
plane,  occasioned  by  the  privation  of  light  from  the  inter- 
position of  a  straight  line  opposed  to  the  luminary;  and  hence 
it  is  evident,  that  every  plane  of  shade  will  pass  through  the 
luminary. 

To  find  the  shadows,  upon  the  surfaces  of  bodies,  occasioned 
by  the  privation  of  the  sun's  rays. 

Proposition  I. —  Given  the  vanishing  line  of  a  plane,  the 
vanishing  point  of  fke  sun's  rays,  the  vanishing  point  of  the 
seat  of  a  ray  on  the  plane,  the  representation  of  a  point  in 
spare,  and  the  representation  of  a  seat  of  the  point  in  the 
plane  whose  vanishin/j  line  is  given ;  to  find  the  representa- 
tion of  the  shadow  upon  the  plane  of  the  picture. 


SilllxVDOWS. 


PLATE  r 


Fu)3 


M^.l.N"? 


I'w  I 


D/uifN  hf  .lf..l.Xii:/wl.-iOfi . 


Engraved  byJ.CBul 


I 


Join  the  vanishing  point  of  the  line  to  the  vanishing  point 
of  lines  perpendicular  to  the  plane  whose  vanishing  line  is 
given,  and  the  vanishing  line  of  another  plane  will  be  ob- 
tained, in  which  is  the  original  of  the  seat  of  the  point,  and 
the  original  of  the  line  in  projection  ;  and,  therefore,  the 
intersection  of  the  vanishing  line  given  of  the  plane  on  which 
the  seat  of  the  line  required  to  bo  drawn,  and  the  vanishing 
line  found,  is  the  vanishing  point  of  the  seat  of  the  line. 
Therefore,  draw  a  straight  line  through  the  seat  of  the 
point  given  in  projection,  to  the  vanishing  point  found, 
and  the  line  thus  drawn  will  be  the  whole  representation 
of  the  seat. 

This  proposition  is  evident,  since  the  vanishing  line  of 
ever}'  plane  perpendicular  to  the  plane  whose  vanishing  line 
is  given,  will  pass  through  the  vanishing  point  of  lines  per- 
pendicular to  that  plane ;  and  since  the  seat  of  the  original 
line,  on  the  original  of  the  plane  given,  is  formed  by  a  plane 
passing  through  the  original  line  perpendicular  to  the  given 
plane  intersecting  therewith;  therefore  the  vanishing  line  of 
this  perpendicular  plane  will  pass  through  the  vanishing 
point  of  lines  perpendicular  to  the  original  of  the  plane  given  ; 
but  when  two  points  in  a  vanishing  line  are  given,  the  whole 
of  the  vanishing  line  is  given,  being  the  straight  line  passing 
through  these  points. 

A  general  knowledge  of  the  shadows  of  lines  upon  planes 
in  any  position  ought  first  to  be  acquired  ;  but  as  the  relation 
of  lines  and  planes  to  the  horizon  is  generally  given,  it  will 
be  necessary  to  find  the  relation  of  these  lines  and  planes  to 
each  other;  and  here  it  will  be  proper  to  observe,  that  what- 
ever may  be  the  number  of  planes,  the  vanishing  point  of  the 
sun's  rays  will  remain  unchangeable,  or  in  the  same  position 
in  respect  of  the  first  vanishing  line,  and  will  be  common  to 
all  the  different  planes ;  but  every  different  plane  will  have 
its  own  vanishing  point  for  the  seat  of  the  sun's  rays  in  that 
plane,  and  that  vanishing  point  will  be  in  the  vanishing- 
line  of  that  plane.  As  vertical  and  horizontal  planes  occur 
most  frequently  in  practice,  these  will  require  particular 
attention. 

PRofosiTiON  II. — Given  the  inclination  of  a  plane  to  the 
plane  of  the  picture,  both  being  perpendicular  to  the  original 
plane,  and  the  seat  and  inclination  of  a  straight  line  in  the 
plane  of  the  horizon ;  to  determine  the  vanishing  point  of 
the  scat  of  the  line  on  the  vertical  plane,  and  the  vanishing 
point  of  the  line. 

Plate  I.  Figure  1. — Let  No.  1,  represent  the  vanishing 
plane,  and  No.  2,  the  plane  of  the  picture.  In  the  vanishing 
plane.  No.  1,  let  v  1  be  the  vanishing  line,  e  the  point  of  sight, 
or  place  of  the  eye,  jb  the  intersection  of  the  original  ver- 
tical plane,  inclined  to  the  plane  of  the  picture  in  the 
angle  •«  g  1 ;  and  let  .is  be  the  seat  of  the  line,  as  given  in 
position,  to  the  horizon  :  make  the  angle  s.ip  equal  to  the 
inclination  of  the  line  to  the  plane  of  the  horizon;  draw  df 
perpendicular -to  •«i',  and  db  perpendicular  to  .«b;  produce 
•OB  to  «■;  make  bk  equal  to  df,  and  join  .«.«:,  which  is  the 
seat  of  the  line  on  the  vertical  plane.  Draw  e  I  parallel  to  -« i>, 
and  draw  I  h  perpendicular  to  v  ^ ;  in  v  ^  make  I  m  equal 
to  ;e,  and  make  the  angle  Imh  equal  to  bae;  and  h  will 
be  the  vanishing  point  of  the  seat  of  the  line.  Draw  e  v 
parallel  to  da,  and  v  i  perpendicular  tow  I;  make  vn,  in  the 
vanishing  line,  equal  to  v  e ;  make  the  angle  v  n  i,  equal  to 
the  angle,  daf,  which  the  original  line  makes  with  the 
plane  of  the  horizon ;  and  draw  e  Q  perpendicular  to  v  1, 
meeting  v  1  in  ©.  In  the  plane  of  the  picture,  No.  2,  let  v  l 
be  the  vanishing  line  answering  to  v  i,  No.  1  :  in  v  l  make 
choice  of  any  convenient  point,  Q,  for  the  centre  of  the  pic- 
ture :  make  Q  i-  equal  to  Q  ly  No.  1,  and  Q  v  equal  to  Q  v, 
No.  1  ;  draw  l  n  and  v  i  perpendicular  to  v  l  ;  then  h  is 


the  vanishing  point  of  the  seat  of  the  line,  and  i  the  vanish- 
ing-point of  the  line  itself. 

The  points  u  and  i  will  be  both  on  the  same  side  of  the 
vanishing  line  of  the  horizontal  planes. 

This  problem  is  the  same  when  the  seat  and  altitude  of  a 
ray  of  the  sun  are  given,  with  the  inclination  of  a  vertical 
plane  to  the  plane  of  the  picture ;  to  find  the  vanishing  point 
of  a  ray  of  light,  and  the  vanishing  point  of  the  seat  of  the 
sun's  rays. 

When  the  sun  is  on  the  same  side  of  the  picture  with  the 
spectator,  the  vanishing  point  of  the  seat  of  the  rays,  and  the 
vanishing  point  of  the  rays,  will  be  below  the  vanishing 
line,  V  L ;  but  when  on  the  other  side  of  the  picture,  the 
vanishing  point  of  the  rays,  and  the  vanishing  point  of  their 
seat,  will  be  above  v  l. 

Propositiok  III. —  To  find  the  shadow  of  a  rectangular 
prism  upon  the  horizon  on  which  it  stands,  and  also  vpon 
another  rectangular  prism;  the  base  of  the  prism  which 
throws  the  shadow  being  in  the  same  horizontal  plane  with 
a  side  of  the  prism  on  which  the  shadoio  is  thrown. 

Figure  2. — Let  o  be  the  vanishing-point  of  the  sun's 
rays,  v  s  the  vanishing-line  of  the  horizontal  plane  on  which 
the  two  prisms  are  placed,  abed  the  base,  and  a'  b' c'  d'  the 
top  of  the  prism  that  throws  the  shadow.  Then,  because 
the  edges  of  the  prism  stand  parallel  to  the  picture,  they  will 
have  no  vanishing  point  but  at  an  infinite  distance  ;  thus 
the  line  o  s,  drawn  from  o,  will  be  parallel  to  the  edges 
aa',bb',cc',dd',  of  the  erect  prism,  and  will  give  the 
vanishing-point,  s,  of  the  shadows  of  aa',  bb',  cc',  d  d'  ; 
therefore,  draw  a  a,  d  s,  c  s  ;  and  a'  o,  d'  o,  c'  o,  cutting 
a  8,  d  s,  c  s,  at  the  points  e,f,  g ;  then  will  d  efg  c  be  the 
shadow  on  the  ground.  Let  c  s  and  d  s  cut  the  edge  of  the 
prism,  opqr  stu,  aX,  h  and  i ;  draw  i  I  and  h  k  parallel 
to  o  s,  cutting  the  upper  edge,  r  t,  sA  k  and  I  ;  from  the 
points  k  and  /  draw  lines  to  s,  cutting  the  farther  edge,  q  s, 
at  m  and  n  ;  then  h  k  mnl  i  will  be  the  shadow  upon  the 
recumbent  prism,  op q stu. 

Proposition  IV. —  To  find  the  shadow  of  a  cylinder  lying 
with  its  convex  surface  ujion  a  horizontal  plane. 

Figure  3. — Let  x  be  one  end  of  the  cylinder,  y  the  other. 
To  find  the  shadow  of  the  end  x  upon  the  horizon,  it  must 
be  observed,  that  no  line  which  terminates  two  surfaces  can 
throw  a  shadow  upon  a  third,  unless  one  of  such  two  surfaces 
be  in  shade.  We  have,  therefore,  only  to  find  the  shadow 
of  that  part  of  the  circumference  of  the  end  x,  contained 
between  the  point  of  contact  on  the  horizontal  plane,  and  a 
tangent  plane  to  the  surface  of  the  cylinder;  and  a  suflicieut 
number  of  points  will  be  found  by  letting  fall  perpendiculars 
from  as  many  points  in  the  arc  that  throws  the  shadow,  to 
meet  the  horizontal  plane ;  then  find  the  shadows  of  the 
upper  extremities  of  tliese  lines,  which  will  be  points  in  the 
curve.  Or,  find  the  whole  ellipsis  representing  the  shadow 
of  the  circumference  of  each  end  of  the  cylinder,  and  draw 
the  line  eg,  to  touch  these  two  ellipses;  then  decg  will  be 
the  shadow.  To  find  the  shadow  of  any  point,  c,  in  the  edge 
of  the  end  x  ;  draw  c  d  perpendicular  to  the  horizon,  moot- 
ing the  horizon  in  d  ;  also,  draw  d  o  and  c  s,  cutting  each 
other  in  c,  then  c  is  the  shadow  of  c ;  in  like  manner,  e  will 
be  found  to  be  the  shadow  of  e,  and  so  on  for  as  many  points 
as  may  be  necessary. 

Proposition  V. — To  find  the  shadow  of  one  cglinder  upon 
another.  The  cylinder  which  throws  the  shadow,  and  that 
on  which  the  shadow  is  thrown,  being  placed,  the  former 
with  its  end,  the  latter  with  its  convex  surface,  upon  the  same 
horizontal  ]}lane. 

The  shadow  of  the  cylinder,  which  stands  upon  its  end  on 
the  horizon,  is  obtained  by  finding  the  shadows  of  the  tops 


of  as  many  straight  lines  on  the  convex  surface  as  may  be 
thought  sufTicient  for  the  purpose,  which  will  give  the 
points  f,  g,  e.  The  shadow  of  the  cylinder,  which  is  placed 
with  its  convex  surface  upon  the  horizon,  is  found  in  Figure  3. 
Let  A  E  and  o  f  be  the  lines  of  contact  with  a  tangent  plane 
to  the  point  s,  then  the  lines  a  e  and  o  f  will  throw  the 
shadow  partly  upon  the  horizon  and  partly  upon  the  convex 
surface,  z,  of  the  cylinder,  which  lies  on  the  ground.  It  is, 
therefore,  only  necessary  to  find  the  sections  of  the  cylindric 
surface  z,  with  the  two  planes  of  contact,  s  a  e  and  s  g  f  ;  for 
this  purpose,  produce  the  plane  a  g  f  e,  and  the  end,  t,  of  the 
recumbent  cylinder,  till  they  meet  in  p  q.  This  will  be  readily 
done  as  follows :  produce  g  p,  and  from  the  vanishing- 
point,  L,  of  the  end  t,  of  the  recumbent  cylinder,  draw  the 
line  Lap,  through  the  point  a,  and  also  draw  p  q  perpen- 
dicular to  the  vanishing-line  v  l;  then  p  q  is  the  iptcrsection 
of  the  plane  passing  through  g  f  and  a  e,  with  the  plane  t. 
Let  a  d'  be  a  vertical  diameter  from  the  point  of  contact,  d', 
of  the  end  t;  draw  l  d'  q  ;  then,  in  p  q  taiie  any  number  of 
intermediate  points,  r,  s  ;  draw  u  l,  s  l  ;  also  draw  lines 
from  s,  R,  Q,  to  the  vanishing-point  of  a  g  and  e  f,  cutting 
A  E  at  B,  c,  D ;  let  the  lines  from  r,  s,  drawn  to  l,  cut  the 
end  T  at  c,  b :  draw  b  v  and  c  v  ;  also  draw  b  l  and  c  l, 
cutting  b  V,  c  v  at  6  and  c ;  then  b  and  c  are  points  in  the 
shadow.  In  the  same  manner,  points  in  the  other  edge  will 
be  found,  and  the  shadow  completed. 

Proposition  VI. — To  find  the  shadow  of  a  hidlding  with 
a  break. 

Figure  5. — Let  v  l  be  the  vanishing-line  of  the  horizon. 
V  the  vanishing-point  of  the  horizontal  lines  represented 
by  n  c  and  bd,  that  form  the  end  of  the  building,  also 
of  e  f,  g  h,  which  represent  the  horizontal  lines  forming  the 
sid\)s  of  the  break.  Let  the  sun  be  supposed  to  be  in  the 
plane  of  the  picture,  or  its  rays  parallel  thereto,  and  let 
the  planes  abde  and  eghf  be  in  shade;  and  the 
plane  e  g  hf  will  throw  a  shadow  upon  the  plane  ab  I  k,  as 
the  plane  ab  d  c  will  also  upon  the  horizon.  As  the  sun's 
rays  are  parallel  to  the  picture,  they  will  have  no  vanishing- 
point,  but  still  the  rule  will  hold  in  this  case  also.  Through 
the  vanishing-point  l,  draw  l  m  perpendicular  to  v  l  ;  then 
L  M  is  the  vanishing-line  of  the  plane  ab  Ik,  on  which  the 
shadow  is  to  be  thrown ;  througli  v  draw  v  m,  parallel  to 
the  sun's  rays,  or  make  the  angle  l  v  m  equal  to  the  angle 
which  the  sun's  rays  make  with  the  plane  of  the  horizon. 
Thus  M  is  the  vanishing-point  of  the  shadow  of  all  lines 
vanishing  in  v,  upon  the  plane  ab  Ik:  therefore,  to  find  the 
shadow  of  the  line  hg,  join  m  A,  and  produce  it  to  m  ;  and 
draw  g  m  parallel  to  m  v ;  then  m  will  be  the  shadow  of  the 
point  g,  and  h  m  of  hg.  Draw  in  n  parallel  to  g  e,  and  m  n 
will  be  the  shadow  of  g  e :  therefore  hrnnf  will  be  the 
whole  shadow  of  the  plane  hgef,  upon  the  plane  ablk. 
To  find  the  shadow  of  the  end  abed  upon  the  plan-e  of  the 
horizon:  draw  ao  parallel  to  lv,  and  bo  parallel  to  m  v; 
then  a  o  is  the  shadow  of  the  vertical  line  a  n ;  join  o  v,  and 
draw  dp  parallel  to  m  v,  and  op  \s  the  shadow  of  bd: 
join  J)  L,  and  draw  r  q  parallel  to  m  v,  and  p  q  will  be  the 
shadow  of  the  line  d  r,  not  seen  :  join  «  q,  or  draw  it  parallel 
to  I,  v ;  then  aopqs  will  be  the  shadow  of  the  building 
upon  the  plane  of  the  horizon. 

Many  more  examples  of  shadows  might  be  given  ;  but  if 
the  principles  here  shown  are  understood,  the  artist  will  not 
be  at  a  loss  to  find  the  shadow  of  any  right-lined  object  what- 
ever: for,  to  find  the  shadow  of  an  object  constituted  by 
planes,  and  consccpiently  terminated  by  straight  lines,  is  no 
more  than  to  find  the  shadow  of  those  lines.  If  a  circle 
be  given,  the  eircumfeicnce  may  be  divided  by  parallel  lines 
into  parts,  and  the  shadows  of  the  points  of  division  may  be 


obtained  by  finding  the  shadows  of  the  intercepted  lines,  and 
drawing  a  curve  round  their  extremities.  If  it  were  required 
to  find  the  shadows  upon  several  i>lanes,  first  find  the  shadow 
in  the  plane  on  which  the  object  stands,  and  observe  where 
the  shadow  meets  the  next  plane ;  then,  having  the  vanish- 
ing-line of  this  second  plane,  observe  where  the  vanishing- 
line  of  the  plane  of  shade  cuts  the  vanishing-line  of  this  second 
plane,  and  the  point  of  intersection  will  be  the  vanishing 
point  of  the  shadow  on  the  second  plane. 

The  principles  exhibited  in  the  article  Projection,  will 
apply  equally  to  the  representation  of  objects  in  perspective, 
particularly  where  the  planes  which  throw  the  shadow  inter- 
sect the  plane  on  which  the  shadow  is  to  be  thrown  ;  for  by 
continuing  the  line  that  throws  the  shadow,  and  the  inter- 
section of  the  pianos,  to  meet  each  other,  the  point  where  the 
shadow  terminates  is  found  ;  and  therefore,  if  a  point  be 
given  in  the  shadow,  the  direction  of  the  shadow  will  be 
known.  Thus,  in  the  last  example,  suppose  the  line  a  o 
obtained  :  since  the  point  o  is  the  beginning  of  the  shadow  of 
the  line  b  d,  produce  a  c  and  h  d,  to  meet  in  v  ;  join  o  v  and 
draw  the  ray  of  the  sun,  dp;  then  op  is  the  shadow  of  b  d : 
produce  d  r  and  c  s  to  meet  in  l,  and  join  pi;  draw  the  ray 
rq  from  r,  and  2>  q  will  be  the  shadow  of  dr,  not  seen. 

Proposition  VII. —  To  find  the  vanishing-line  of  a  pole 
upon  several  jilancs. 

Plate  II.  Figure  1. — Let  ABCDEFOUiKbe  the  outline 
of  a  building,  with  a  lean-to,  or  penthouse,  d  e  n  p  o:  v  is 
the  vanishing-point  of  all  horizontal  lines,  in  the  gable, 
A  B  L  I  K,  of  the  main  house,  and  also  of  the  gable,  D  m  o  c, 
of  the  penthouse;  l'  is  the  vanishing-point  of  all  the  hori- 
zontal lines  in  the  parallel  fronts,  b  f  o  l  and  d  e  n  m  ;  and  as 
all  vertical  planes  have  vertical  vanishing-lines,  v  r  is  the 
vanishing-line  of  the  parallel  gables,  a  b  l  i  k  and  c  d  m  o  ; 
L  u  the  vanishing-line  of  the  fronts,  b  f  o  l  and  d  e  n  m  ; 
I  L  G  H  is  the  representation  of  the  roof  of  the  main  build- 
ing, and  o  M  N  p  that  of  the  penthouse. 

Produce  l  i  to  meet  v  r,  its  vanishing-point,  in  s  :  draw 
s  l',  which  will  be  the  vanishing-line  of  the  inclined  plane 
L  G  H  1,  for  s  and  l'  are  the  vanishing-points  of  two  lines  in 
that  plane :  produce  m  o  to  meet  v  r  in  t,  and  draw  t  l  '  ; 
then  T  l'  is  the  vanishing-line  of  the  inclined  plane  m  n  p  o 
of  the  roof  of  the  penthouse,  because  t  and  l'  are  the  vanish- 
ing-points of  two  lines  in  that  plane. 

Let  w  x  be  a  pole  resting  upon  the  end  of  the  house,  in 
the  same  plane  with  the  gable,  a  b  l  i  k  ;  and  let  q  be  the 
vanishing-point  of  the  sun's  rays  :  produce  the  pole,  x  w,  to 
meet  v  r  in  r  ;  then  r  is  the  vanishing-point  of  the  pole,  or 
of  the  line  that  throws  the  shadow  :  therefore  by  drawing 
Q  r,  Q  R  will  be  the  vanishing-line  of  the  plane  of  shade,  and 
let  it  cut  V  l',  the  vanishing-line  of  the  horizon,  in  y  ;  and 
l'  u,  the  vanishing-line  of  the  vertical  planes,  n  f  g  l  and 
D  e  M  N,  of  the  walls,  in  u  ;  v  r,  the  vanishing-line  of  the 
gables,  in  R  ;  s  l",  the  vanishing-line  of  the  main  roof,  in  z; 
and  T  l",  the  vanishing-line  of  the  penthouse,  in  z'  :  all  which 
does  but  prepare  for  drawing  the  shadow  of  the  pole,  w  x, 
upon  the  horizontal  plane  and  upon  the  building.  Now  pro- 
duce a  B  to  meet  w  x  in  x,  then  x  will  be  the  point  where 
the  pole  rests  upon  the  ground,  or  horizontal  plane  :  draw  x  y, 
cutting  D  E  in  a;  draw  u  a,  cutting  D  M  in  b  ;  draw  b  k,  cut- 
ting M  o  in  c  ;  draw  c  z',  cutting  p  o  in  d  ;  dravv  v  d,  cutting 
G  L  at  L ;  and  draw  l  z,  cutting  the  ridge,  i  h,  at  /;  then 
X  a  b  c  d  L  /'will  be  the  whole  shadow  of  the  pole. 

For,  since  the  shadow  first  begins  at  the  foot  of  the  pole, 
or  line,  in  the  plane  of  the  horizon,  and  since  the  intersec- 
tion of  the  vanishing-lino  of  a  plane  on  which  the  shadow  is 
to  be  thrown,  with  the  intcrsi'ction  of  the  vanishing-line  of 
the  plane  of  shade,  gives  the  vauishing-line  of  the  shadow 


upon  that  plane;  y  becomes  the  intersection  of  the  vanish- 
ing-lrne  of  the  phme  of  sliade  with  the  vanishing-line  of  the 
hoi'i/.nn  ;  therefore  y  is  the  vaiiisliing-point  of  the  shadow  of 
the  line  w  x  upon  the  plane  of  tlie  horizon.  The  next  plane 
on  which  the  shadow  is  thrown  is  d  e  n  m  ;  now  i,  u  is  the 
vanishing-line  of  the  pl?ne  d  e  n  m,  and  u  is  the  point  where 
the  vanishing-line  of  the  plane  of  shade  cuts  l'  u  ;  therefore 
o  is  the  vanishing  point  of  the  shadow  upon  the  plane  d  e  m  n. 
The  next  plane  on  which  the  shadow  is  projected  is  the  plane 
c  D  M  o :  now  v  r  is  the  vanishing-line  of  the  plane  c  n  m  o, 
and  it  intersects  the  vanishing-line  of  the  plane  of  shade  in 
R ;  therefore  r  is  the  vanishing-point  of  the  shadow  upon  the 
plane  c  d  m  o.  The  next  surface  on  which  the  shadow  is  pro- 
jected is  the  plane,  m  n  p  o,  of  the  roof  of  the  penthouse: 
now  z'  is  the  intersection  of  the  vanishing-line  of  the  plane 
of  shade  with  the  vanishing-line  t  l'  of  the  plane  m  n  p  o ; 
therefore  z'  is  the  vanishing-point  of  the  shadow  on  the  plane 
M  N  p  o.  The  next  surface  on  which  the  shadow  is  projected 
is  the  plane,  b  f  g  l,  of  the  wall ;  but  u  has  already  been 
shown  to  be  the  vanishing-point  of  the  shadow.  The  plane 
of  the  roof  is  the  last  surface  on  which  the  shadow  is  pro- 
jected :  now  s  l'  is  its  vanishing-line,  and  it  meets  the  vanish- 
ing-line of  the  plane  of  shade  in  z,  therefore  z  is  the  vanish- 
ing-point of  the  shadow  upon  the  roof. 

In  carrying  the  shadow  of  a  line  across  several  planes,  it 
will  not  be  surprising  if  some  little  inaccuracy  takes  place 
from  the  obliquity  of  intersections ;  it  might  be  a  great 
chance,  whether,  when  the  part  of  the  shadow,  d  l,  which 
falls  upon  the  plane  b  r  o  l,  is  drawn  from  the  vanishing- 
point,  u,  through  the  point  d,  it  will  meet  the  pole  at  l,  as  it 
ought  to  do.  To  remedy  this,  begin  with  the  shadow,  l  d, 
and  proceed  in  the  reverse  order,  until  it  meets  the  line  w  x 
at  X,  vvhich  it  must  in  principle,  and  will  not  be  liable  to 
vary  much  in  practice. 

The  points  which  direct  the  shadows  upon  the  several 
planes,  might  also  be  found  by  the  methods  shown  in  the 
article  Projection. 

The  following  observations  will  be  useful  in  the  practice 
of  shadows. 

When  a  straight  line,  that  throws  a  shadow,  is  parallel  to 
the  picture,  it  is  then  represented  parallel  to  the  original.  In 
this  case  it  has  no  vanishing-point ;  or,  in  other  words,  the 
vanishing-point  of  the  line  may  be  said  to  be  at  an  infinite 
distance  :  and,  therefore,  instead  of  the  vanishing-point  of 
the  line  being  joined  to  the  vanishing-point  of  the  sun's  rays, 
draw  a  straight  line  from  the  vanishing-point  of  those  rays 
parallel  to  the  projection  of  the  line  which  throws  the  sha- 
dow, and  it  will  be  the  vanishing-line  of  the  plane  of  shade ; 
therefore  the  intersection  of  the  vanishing-line  of  the  plane 
of  shade  with  the  vanishing-line  of  the  plane  on  which  the 
shadow  is  to  be  thrown,  will  give  the  vanishing-point  of  the 
shadow  on  that  plane,  after  the  same  analogy  as  lines  which 
are  inclined  to  the  picture.  This  case  is  similar  to  that  of 
the  Bun's  rays  being  parallel  to  the  picture :  for  here,  also, 
the  vanishing-point  of  the  rays  is  at  an  infinite  distance;  but 
as  the  plane  of  shade  will  still  have  a  vanishing-line,  this 
line  will  be  found  by  drawing  a  straight  line  through  the 
vanishing-point  of  the  line  that  throws  the  shadow  parallel 
to  the  sun's  rays,  as  shown  in  a  former  example. 
Of  shadows  projected  from  a  given  point;  as  by  the  lirjht  of 
a  candle  or  lamp. 

It  is  evident,  if  the  representation  of  the  luminous  point 
be  given,  with  its  scat  upon  any  jilane,  together  with  the 
representation  of  any  point  in  space,  and  its  representation 
upon  that  plane,  the  shadow  of  the  point  will  be  found  by 
drawing  a  straight  line  from  the  luminous  point  through  the 
point  in  space,  and  by  drawing  another  straight  line  from 


the  seat  of  the  luminous  point  through  the  seat  of  the  point 
in  space ;  and  the  intersection  of  the  two  lines  thus  drawn 
will  represent  the  shadow  of  the  point  upon  the  plane.  But 
when  the  relation  of  several  planes  represented  in  a  picture, 
the  representation  of  the  light  with  its  seat,  and  the  repre- 
sentation of  a  point  in  space  with  its  seat,  are  given,  to  pro- 
ject the  shadow  of  the  point  on  the  other  planes,  other  con- 
siderations become  necessary. 

Figure  2. — For  this  purpose,  let  a  b  c  d  be  the  inside  of 
a  room,  consisting  internally  of  the  vertical  planes  a  h,  e  i, 
F  K,  o  c,  and  of  the  horizontal  planes  a  e  f  o  b  and  d  h  i  k  o  : 
also,  let  L  be  the  luminous  point,  and  m  its  seat  in  the  plane 
A  e  F  G  B.  In  order  to  form  an  idea  of  the  point  l,  in  respect 
of  the  other  planes,  it  is  necessary  to  have  the  intersection  of 
a  line  drawn  through  l,  in  a  given  position  with  one  of  the 
planes.'  Thus,  if  it  is  known  that  the  straight  line  l  a, 
parallel  to  the  picture,  cuts  the  plane  of  the  wall,  b  k,  in  the 
point  a  ;  the  position  of  the  point  l  to  any  of  the  other  planes 
may  be  easily  determined,  as  follows  : 

Through  a  draw  a  b  parallel  to  the  vanishing-line,  n  o,  of 
the  plane  b  k,  cutting  b  g,  the  intersection  of  the  planes  b  k 
and  A  G,  in  b  ;  through  b  draw  b  m  parallel  to  p  q,  the  vanish- 
ing-line of  the  floor,  cutting  a  e,  the  intersection  of  the  planes 
A  G  and  A  n,  in  c  ;  also  f  e,  the  intersection  of  the  planes  A  o 
and  E  I,  in  d.  Draw  c  q  parallel  to  n  o,  the  vanishing-line  of 
the  plane  a  n  ;  and  f//parallel  to  r  s,  the  vanishing-line  of  the 
plane  e  i.  Then,  because  the  intersecting  and  vanishing-lines 
of  any  plane  are  parallel  to  each  other,  and  because  a  line 
drawn  parallel  to  the  intersecting  line  is  parallel  to  the  pic- 
ture ;  therefore  the  representations  of  all  the  lines,  a  b,b  c,  or 
b  d,c  Q,  and  df  arc  all  parallel  to  the  picture,  and  in  a  plane 
passing  through  the  luminous  point  l. 

Figure  3. — Given  the  vanishing-lines,  a  b,  c  d,  e  f,  of  three 
planes,  o  h  i  k,  l  m  n  o,  and  m  n  i  q  r,  the  common  intersec- 
tion, N  o,  of  the  planes  g  n  i  k  and  l  m  n  o ;  also  the  inter- 
sections, N  I,  and  M  N,  of  the  planes  o  h  i  k  and  l  m  n  o  with 
the  plane  m  n  i  q  r  ;  the  representation,  a  i,  of  a  line  in  the 
plane  l  m  n  o;  the  point  of  light,  c  ;  c  d,  a  line  parallel  to 
the  picture ;  and  d,  the  point  where  it  intersects  the  plane 
M  N  I  Q  R  :  to  find  the  shadow  of  the  line  on  the  plane  g  n  i  k. 

First,  find  the  representation  of  a  ray  of  light  parallel  to 
the  picture,  thus  :  draw  d  e  parallel  to  a  b,  cutting  m  n  at  e  ; 
draw  e/parallel  to  e  f  :  then  if  a  i  be  not  parallel  to  ef  pro- 
duce b  a  tof  and  join/c,  which  is  the  ray  required.  Secondly, 
find  the  vanishing-line  of  a  plane  of  shade  passing  through 
the  line  a  b,  and  the  ray  /  c,  thus:  produce  a  A  to  meet  c  d 
in  D,  which  is  the  vanishing-point  of  a  b ;  through  d  draw 
D  F  parallel  to  fc  ;  and  d  f  will  be  the  vanishing-line  of  the 
plane  required.  And,  lastly,  find  the  shadow  of  a  6  upon 
the  plane  o  n  r  k,  thus :  produce  o  n  and  a  6  to  meet  in  g  ; 
from  F,  through  g,  draw  the  line  p  h  i;  and  from  the  point 
of  light,  c,  draw  c  b  li  and  c  a  i  ;  then  h  i  will  be  the  shadow 
of  the  line,  as  required. 

For  d  e  being  parallel  to  a  b,  the  vanishing-line  of  the  plane 
M  N  I  Q  R,  (/  e  will  be  parallel  to  the  picture  ;  and  since  efis 
drawn  parallel  to  e  f,  the  vanishing-line  of  the  plane  l  m  n  o, 
e/will  be  parallel  to  the  picture ;  and  because  b  a  meets  ef 
in  f  f  c  is  a  ray  of  light  parallel  to  the  picture,  meeting 
the  lino  a  b  ;  and  hocause  c  u  is  the  vanishing-line  of  the  plane 
L  M  N  o,  and  a  b  is  in  the  plane  l  m  n  o,  therefore  the  vanishing- 
point  of  o  b  is  in  0  d,  and  consequently  at  d,  where  a  b  pro- 
duced meets  c  d:  and  because  d  is  the  vanishing-point  of  a  b, 
the  vanishing-line  of  the  plane  of  shade  will  pass  through  d 
parallel  to  fc ;  but  F  5s  the  intersection  of  the  vanishing-line 
of  the  plane  of  shade,  with  the  vanishing-line  e  f  of  the  plane 
g  It  I  K,  on  which  the  shadow  is  projected,  therefore  f  is  the 
vanishing-point  of  the  shadow  on  the  plane  g  h  i  k;  and 


because  g  is  the  intersection  of  a  h  with  the  plane  o  ii  i  k,  the 
shadow  will  commoiice  aty,  and  coiiseqiiontiy  drawing  ¥  g  hi 
gives  the  direction  of  the  shadow ;  and,  lastly,  because  c  is 
the  luminous  point,  the  rays  cai  and  c  b  h  will  terminate  the 
shadow. 

As  D  would  be  the  vanishing-point  of  all  lines  parallel  to 
the  original  of  a  6  in  the  plane  represented  by  l  m  n  o ; 
and  as  dilferent  representations  could  not  meet  the  line 
e  f  in  the  same  point,  the  ray  c  /  will  have  different 
positions,  as  will  consequently  n  f,  which  is  drawn  parallel 
thereto;  and  as  the  point  d  is  stationary,  the  point  f  will 
be  variable. 

Proposition  Vlll. — Gioen  the  representation  of  three  rect- 
angular planes,  furming  a  solid  angle,  the  'representation  of 
a  point  of  light,  or  candle,  and  the  scat  of  the  light  on  one 
of  the  2>l<^>ics  J  to  jind  the  seat  of  the  light  on  the  other  two 
planes. 

Figure  4. — Let  the  three  planes  be  a  b  c  d,  a  d  o  f,  a  f  e  d. 
It  is  evident  that  every  two  adjoining  planes  have  three  edges 
parallel  to  each  other,  one  common  to  both,  which  is  their 
line  of  concourse  ;  these  edges  will  therefore  vanish  in  a  point, 
or  bo  parallel  to  each  other,  according  as  the  original  planes 
arc  oblique  or  parallel  to  the  picture  ;  let  the  original  planes 
bo  obliquely  situated ;  therefore  produce  the  sides  c  d,  b  a,  o  f, 
of  the  two  adjoining  planes  a  u  c  d,  a  b  o  f,  and  they  will  all 
meet  in  v,  their  vanishing-point ;  also  produce  the  sides  d  e, 
a  V,  n  G,  of  the  two  adjoining  planes  d  a  f  e,  f  a  b  o,  and  they 
will  meet  in  w,  their  vanishing-point;  likewise  produce  the 
sides  c  b,  D  A,  E  F,  and  they  will  meet  in  x,  their  vanishing- 
point. 

Let  I  be  a  luminous  point,  and  s  its  seat  in  the  plane 
A  b  c  d:  draw  s  x,  cutting  a  b  in  a;  draw  a  w,  and  draw 
1  X,  cutting  a  w,  in  s',  then  s'  is  the  scat  of  the  luminous  point 
in  the  plane  a  b  g  f  ;  draw  s  v,  cutting  a  d  in  6  ;  draw  6  w 
and  I  v,  cutting  each  other  in  s',  then  s"  is  the  seat  of  the 
luminous  point  in  the  plane  a  d  e  f. 

Because  the  plane  a  b  c  d  represents  a  rectangle,  and  v  is 
the  vanishing-point  of  the  one  side,  and  x  that  of  the  other  ; 
ail  the  lines  drawn  to  x  w'ill  represent  right  angles  with  the 
lines  which  vanish  in  v;  therefore  s  a  and  a  b  represent  a 
ri"ht  angle  in  the  plane  a  u  c  d.  For  the  same  reason,  a  s' 
represents  a  right  angle  in  the  plane  a  b  o  f  ;  and  since  the 
planes  a  b  o  f  and  a  b  c  d  are  at  right  angles,  the  angle 
8  a  s'  will  represent  a  right  angle ;  and  because  a  8 
represents  a  perpendicular  to  a  »,  a  s'  and  s  i  will  represent 
parallel  lines ;  and  since  I  s'  and  s  a  have  the  same  vanishing- 
point,  X,  the  original  of  i  s'  is  parallel  to  the  original  of  a  a; 
but  s  a  represents  a  perpendicular  to  the  plane  a  b  o  f,  there- 
fore I  s'  also  represents  a  perpendicular  to  the  plane  a  b  o  f  ; 
and  because  the  point  s'  is  in  the  plane  a  b  o  f,  s'  rs  the  seat 
of  the  luminous  point  l,  in  the  plane  a  b  o  f.  In  the  same 
manner  it  may  be  shown  that  s'  is  the  seat  of  the  luminous 
point  in  the  plane  a  d  e  f. 

PiiorosiTioN  IX. —  Given  the  representation,  c  d,  of  a  line 
perpendicular  to  the  original  of  the  plane  a  b  c  d.  and  the 
vanishing-point,  w,  (/  the  line,  and  the  point,  d,  where  the 
line  meets  the  plane  a  b  c  d,  o  luminous  point  i,  with  its  seat 
B,  also  upon  the  plane  a  b  c  d;  to  Jind  the  shadow  of  the  line 
c  T)  upon  the  said ])lane. 

Draw  s  d  and  i  c  to  meet  each  other  in  e,  then  (/  c  will  be 
the  shadow  of  the  line  c  d,  as  required.  In  the  same  manner, 
it'fg  represent  a  line  perpendicular  to  the  plane  a  b  g  f,  and 
g  the  point  where  it  meets  the  plane  a  n  g  f,  g  h  will 
be  the  shadow  of  tlic  line,  by  drawing  i  /  and  s'  g  to 
meet  in  li. 

This  nu-lhod  is  general  for  any  position  of  the  origiiia 
planes  with  respect  to  the  picture ;  and  this  positicn  of  the 


planes  in  respect  of  each  other,  is  that  which  most  frequently 
occurs  in  practice. 

Figure  5 — Let  a  b  c  d  be  the  inside  of  a  room,  showing 
five  sides,  one,  e  f  o  n,  being  parallel  to  the  picture,  and  the 
other  four  perpendicular  to  it;  c' being  the  centre  of  the  picture. 

Let  L  be  the  light  of  a  candle,  8  its  seat  upon  the  floor; 
then  to  find  the  seat  of  the  light  on  all  the  other  fcjur  sides: 
through  s  draw  a  b  parallel  to  v  l',  the  vanishing  line  of  the 
horizon,  cutting  n  f  at  a,  and  c  g  at  b  ;  draw  a  s'  and  I  s^ 
parallel  to  y  z,  the  vanishing  line  of  the  two  vertical  planes ; 
through  L,  the  point  of  light,  draw  s'  s^,  then  s'  is  the  seat  of 
the  light  in  the  plane  A  d  f  e,  and  s'  the  seat  of  the  light  in 
the  plane  c  d  h  o.  Produce  c  s  to  meet  b  c  in  c  ;  draw  c  d 
parallel  to  z  y,  and  join  d  c' ;  draw  s  s'  parallel  to  v  z  ;  then 
s'  is  the  seat  of  the  light  in  the  plane  a  e  ii  d  ;  let  c  s  cut  the 
line  F  G  in  e  ;  draw  c  s*  parallel  to  z  y,  cutting  l  c'  in  s*,  then 
s*  will  be  the  seat  of  the  light  on  the  plane  e  f  o  u.  Then, 
to  project  a  prisni  standing  perpendicular  to  any  of  these 
planes,  suppose  that  which  stands  on  the  floor :  from  the 
seat,  s,  draw  s  i,  meeting  c  o  in  o  ;  draw  o  r  parallel  to  z  y, 
and  draw  the  ray  l  m  r  ;  then  r  will  be  the  shadow  of  the 
point  m  ;  draw  s  /;,  cutting  c  o  in  /) ;  draw  j)  s  parallel  to  y  z, 
and  draw  l  n,  cutting  p  s  at  s ;  then  s  is  the  shadow  of  the 
point  n  ;  also  draw  s  g,  meeting  c  g  in  (j-;  draw  q  t  parallel 
to  z  Y,  and  i,  h,  meeting  q  t  at  t ;  then  t  is  the  shadow  of  the 
point  k  ;  join  r  s  and  s  /,  which  will  complete  the  whole  sha- 
dow of  the  prism  upon  the  floor,  and  on  the  wall. 

The  principle  of  finding  tiie  shadows  of  the  prisms  on  the 
other  sides,  is  the  same,  and  will  be  obvious  to  inspection. 
The  truth  of  the  method  has  already  been  shown. 

SHAFT,  (from  the  Saxon  sceaft,)  that  part  of  a  column 
which,  in  the  classic  examples,  may  be  denominated  the  friis- 
trum  of  a  conoid,  situate  between  the  base  and  capital;  it  's 
also  called  the  fust,  trunk,  or  body  of  the  column. 

By  some  architects,  columns  are  diminished  from  one-third 
upwards  ;  this  occasions  a  very  gouty  appearance.  Some 
architects  and  builders,  however,  have  fallen  into  the  con- 
trary error,  by  making  the  sides  of  columns  in  a  straight  line 
from  the  base  to  the  capital.  Mr.  Revely,  in  his  Preface  to 
the  third  volume  of  Stewart's  Athens,  expressly  says,  that  all 
the  columns  he  had  seen  in  Greece  were  diminished  with 
a  gentle  curve.  The  curve  is  so  gentle,  that  the  straight 
line,  which  is  a  tangent  at  the  bottom  of  the  shaft,  is  not 
parallel  to  the  axis,  but  falls  nearer  to  it  at  the  top  of  the 
column  than  at  the  bottom.  For  the  method  of  diminishing 
the  shaft  of  a  column,  see  Column. 

The  method  of  drawing  the  shafts  of  columns  upon  paper 
in  the  most  expeditious  manner,  will  be  a  very  useful  addi- 
tion to  this  article. 

Figure  1. —  To  represent  a  fluted  column,  the  height  of  the 
column,  its  diameter  at  the  bottom,  and  the  ratio  of  the  two 
diameters,  being  given. 

Let  A  B  represent  the  height  and  axis  of  the  column,  pro- 
duce A  n  to  c,  make  a  b  -f  b  c  to  b  c  in  the  ratio  of  the 
diameter  at  the  base,  to  its  diameter  at  •the  capital ;  draw  a 
line  through  a,  and  another  through  b,  at  right  angles  to  a  b  ; 
set  half  the  diameter  of  the  column  from  a  on  each  side  of 
it,  .ind  divide  the  whole  length  of  this  line  into  parts  repre- 
senting the  ratio  of  the  flutes  orthogra[ihically  projected  ; 
from  the  points  of  division  draw  lines  to  c,  to  meet  the  line 
passiii"  thmugh  n,  and  the  lines  thus  drawn  will  represent 
the  shaft  of  a  column  as  fluted. 

In  this  exam])le  a  n  +  ■>  c  is  to  b  c  as  4  to  3,  therefore 
the  point  C  will  be  f  unid  by  repeating  a  n  four  times  from 
a  to  c. 

Figures  1,  2,  3,  4,  represent  a  r.ango  of  columns,  three 
of  which  are  here  supposed  to  be  drawn  by  this  or  the  fol- 
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lowing    means,  which   will   be   made  sufficiently   plain   by 
reference  to  the  plate : — 

Suppose  a  compass  joint-rule,  as  in  Figure  4,  bevelled  on 
the  upper  sides  of  the  inner  edges ;  from  n,  the  centre  of  the 
joint,  set  on  the  inner  edge  r  p  as  many  times  the  height 
<if  the  shaft,  p  q,  as  the  diameter  at  the  bottom  contains  the 
difTcrenee  of  the  two  diameters;  lay  the  edge  of  the  rule 
upon  the  axis,  with  the  point  p  on  the  middle  of  the  bottom 
diameter,  s  u  ;  draw  the  other  leg  of  the  rule  out  to  any 
convenient  distance,  while  the  marked  leg  is  kept  fast  upon 
the  axis  ;  then  pressing  down  the  leg  which  is  not  over  the 
work,  move  the  marked  leg  to  any  point  in  s  u,  and  draw  a 
line,  by  it,  which  will  represent  a  flute  ;  and  all  the  other 
flutes  may  be  drawn  by  repeating  the  operation.  If  the  two 
lines  which  terminate  the  breadth  of  the  column  be  con- 
tinued downwards  to  d  and  g  {Figure  1)  at  the  waste  edge 
of  the  paper,  and  also  the  axal  line  a  b,  the  fluting  may  be 
projected  by  means  of  the  semicircle  d  ti  i  g  ;  the  line  d  o 
being  supposed  at  right  angles  to  a  b.  On  d  g  describe  a 
semicircle,  and  draw  the  tangent  line  e  f  parallel  to  d  o, 
cutting  c  D  and  c  o  at  e  and  f  ;  then  from  e  and  f  draw 
lines  to  the  centre,  cutting  the  circumference  at  ii  and  i; 
divide  the  are  u  i  into  five  equal  parts,  set  two  on  the  arc 
n  D,  and  two  on  the  arc  i  g,  which  will  be  the  points  for  the 
angles  on  the  semi-circumference ;  and  from  these  points 
draw  lines  to  c  between  the  diameters  at  a  and  b. 

Figures  1,  2,  3,  4,  are  four  equal  shafts  of  columns,  placed 
at  equal  distances,  and  supposed  to  constitute  a  part  of  the 
drawing  of  a  Doric  portico.  The  method  of  drawing  the 
flutes  to  a  point  is  most  expeditiously  performed  by  means 
of  a  joint-rule  in  the  following  manner : — Whatever  be  the 
intended  height  of  the  drawing  of  the  shafts,  set  as  many 
times  that  height  from  the  centre  of  the  joint  on  the  inner 
edge  of  the  rule,  as  the  diameter  of  the  column  at  the  bottom 
contains  the  excess  of  that  diameter  above  the  upper  diameters. 
Let  us  suppose  that  the  upper  diameter  is  to  the  lower  as  3 
to  4,  as  in  the  plate,  then  p  q  being  the  representation  of  the 
height  of  the  shaft,  make  r  p  on  the  edge  of  the  rule  equal 
to  four  times  p  q  ;  and  lay  the  edge  r  p  on  the  line  represent- 
ing the  axis  of  the  column ;  while  r  p  is  in  this  position,  move 
the  other  leg  out  to  any  distance,  and  press  upon  it  so  as  to 
make  it  stationary  ;  then  revolve  the  leg  that  was  first  sta- 
tionary, and  the  point  r  will  still  keep  its  situation  in  the 
axis  of  the  column,  so  that  the  moveable  leg  of  the  rule, 
moving  round  the  centre  of  the  joint,  will  answer  the  same 
purpose  as  a  straight-edge  moving  round  a  pin ;  but  it  is 
much  handier,  for  if  t.he  point  falls  on  the  paper,  we  shall 
have  no  occasion  to  prick  it;  and  if  the  point  extends  beyond 
the  surface  of  the  board,  we  can  still  use  the  joint-rule  with 
as  much  correctness  as  if  the  point  were  in  the  drawing  board. 
Figures  5  and  6  exhibit  a  very  correct  modification  of  the 
principle  just  explained.  Find  the  point  v  as  above,  extend 
the  axal  line  v  w  to  the  bottom  of  the  board  at  k,  where  the 
paper  is  intended  to  be  cut  off  when  the  drawing  is  finished; 
then  if  the  upper  diameter  is  to  be  one-sixth  less  than  the 
lower  diameter,  divide  a  b,  Figure  6,  of  the  same  length  into 
six  equal  parts,  and  if  the  column  be  eight  diameters  in 
height,  divide  the  lower  sixth  part  into  eight  equal  parts  ; 
then  on  the  point  A  describe  the  semicircle  c,  i,  k,  d ;  with  a 
radius  equal  to  one  of  these  parts,  circumscribe  the  rectangle 
f, /,  e,  d,  and  divide  the  flutes  as  before. 

Figure  7  is  the  method  of  drawing  the  flutes  by  dividing  both 
diameters  in  the  same  ratio  as  shown  by  the  plan  at  the  bottom. 

Shaft  of  a  Chimnev,  the  stone  or  brick  turret  above  the 
roof.     See  Chimnev. 

Shaft  oV  a  King-Post,  the  prismatic  part  between  the 
joggles. 
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SHAFTED  IMPOST,  an  impost  which  has  horizontal 
mouldings  separating  the  archivolt  from  the  pier,  and  where 
the  section  of  the  archivolt  is  different  from  that  of  the  pier. 
Imposts  are  termed  shafted,  to  distinguish  them  from  handed 
imposts,  in  which  the  sections  above  and  below  the  impost- 
moulding  are  alike,  the  shaft  or  pier  seeming  to  pass  through 
its  capital.     . 

SHAKE,  or  Shaken,  a  term  applied  to  timber  that  is  rent 
by  drying  too  suddenly  ;  in  which  the  fissure,  occasioned  by 
too  great  a  heat,  is  called  a  shake. 

SHAKY,  or  Shaken,  a  natural  defect  in  timber  when  full 
of  splits,  or  clefts. 

SHAM  DOOR,  in  joinery,  a  panel  of  frame-work,  that 
appears  like  a  door,  but  does  not  open.  Sham  doors  are 
necessary  where  corresponding  symmetry  is  wanted  ;  they 
are  only  wrought  and  moulded  on  the  side  next  to  the  room. 
See  DooK. 

SHANK,  (from  the  Saxon  sceanca,)  a  name  given  to  the 
intersticial  spaces  between  the  channels  of  the  triglyph,  in 
the  Doric  frieze ;  they  are  sometimes  called  the  legs  of  the 
triglyph,  and  by  Vitruvius,/eTO!<r. 

SHEERS,  a  machine  employed  for  lifting  heavy  and  cum- 
brous materials,  consisting  of  two  lofty  beams  or  legs  of 
wood,  placed  vertically,  united  at  the  top,  and  set  apart  at 
the  feet;  a  capstan  rope  passes  over  a  pulley  at  the  top,  by 
means  of  which  the  weight  is  raised. 

SHEET  LEAD.    See  Plumbery. 

SHELVES,  (from  the  Saxon  cylf.)  boards  fixed  against  a 
wall  by  their  edges,  and  with  their  sides  horizontally  dis- 
posed, for  the  purpose  of  setting  articles  upon  them.  Shelves 
are  supported  below  by  brackets,  which  are  either  solid 
pieces,  or  small  trusses ;  they  are  also  supported  at  the  ends 
with  vertical  pieces,  called  standards,  or  cut  standards,  where 
they  are  let  in,  and  moulded  on  the  edge. 

SHIDES,  or  Shingles.     See  Shingles. 

SHINGLES,  (from  the  German  schindel,)  small  boards, 
similar  to  slates,  prepared  for  covering  a  building.  They 
are  of  oak,  either  sawn  or  cleft,  about  an  inch  thick  at  one 
end,  thinned  off  towards  the  nail  or  pin ;  about  4  inches 
broad,  and  from  8  to  12  inches  in  length.  This  kind  of 
covering  is  very  dear,  and  seldom  used  but  for  the  roofs  of 
churches  and  pyramidal  steeples.  Nevertheless,  when  a 
light  covering  is  required,  shingles  may  be  employed  with 
propriety.  Before  they  are  used,  they  should  be  well 
seasoned,  by  steeping  them  in  water,  and  drying  them  in 
the  sun.  When  made  of  good  cleft  oak,  this  covering  is 
preferable  to  thatch. 

SHINGLING,  the  act  of  covering  a  roof  with  shingles. 
In  this  operation,  the  building  must  be  first  covered  all  over 
with  boards,  after  which  the  rest  of  the  process  is  similar  tc 
that  of  slating.     &e  Slating. 

SHOAR,  or  Shore  (from  the  Saxon  score,)  among  build- 
ers a  prop,  or  oblique  timber,  acting  as  a  brace  upon  the 
sides  of  a  building,  the  wall  itself  performing  the  office  of  a 
post,  and  the  ground  that  of  a  beam ;  so  that  the  wall  and 
ground  are  ties,  while  the  post  is  a  straining-piece.  The 
upper  ends  of  shores  should  always  rest  agamst  that  part 
of  the  wall  into  which  a  floor  is  inserted,  in  order  to  make  a 
counter-resistance  to  its  action.  Both  ends  of  shoars  should 
rest  upon  plates,  or  beams,  which,  if  firmly  fixed,  will  form 
a  much  stronger  resistance  than  could  be  obtanied  without 
them.  They  should  be  tightly  trimmed  between  the  plates, 
by  drivinc  wedges  under  their  lower  ends. 

SuoAR,°Z>ea</,  an  upright  piece  of  wood,  built  up  in  a  wall, 
which  has  been  cut  or  broken  through  in  order  to  make  some 
alteration  in  the  building.  The  piece  of  wood  thus  enclosed, 
beinf  necessary  for  the  support  of  the  superincumbent  part 
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during  the  making  good  of  the  wall,  and  left  for  the  security 
of  the  worii,  whlL-h  would  otherwise  be  in  danger  of  shrinking, 
and  thcrcbv  occasion  a  fracture  in  the  building. 

SIIOAUING,  Sec  Siioar. 

SHOE  (from  the  Saxon  sceo  or  scoc,)  the  part  at  the 
bottom  of  a  water-trunk,  or  leaden  jiipe,  fur  turning  the 
course  of  the  water. 

ylK^OT,  a  term  expressive  of  the  act  of  planing  the  edge 
of  a  board  straight,  and  out  of  winding. 

SIIOOTlXG-liOAKD,  two  boards  fixed  together,  with 
their  sides  lapped  upon  each  other,  so  as  to  form  a  rebate, 
for  the  purpose  of  making  short  joints,  either  obliipic  to  the 
fibres,  or  in  their  direction.  By  this  instrument,  the  joints 
of  the  panels  of  framing  are  made,  as  also  those  of  the 
mitres  of  architraves,  or  the  like. 

SHOULDER  OE  A  TENON,  the  transverse  plane  to  the 
length  of  a  piece  of  timber,  from  which  the  tenon  pi'ojects. 
The  shoulder  should  always  be  at  right  angles  to  the  length ; 
though  it  does  not  always  lie  in  the  same  plane  .as  here  de- 
fined, but  sometimes  in  diilerent  planes;  as,  in  the  binding- 
joists  of  a  floor,  the  shoulder  consists  of  two  parallel  planes, 
and  one  oblique  plane.  As  this  compound  shoulder  seldom 
or  never  takes  place  in  anything  else,  it  is  simply  defined, 
as  above,  by  its  form,  in  order  that  the  meaning  may  be 
more  easily  comprehended ;  however,  it  may  be  generally 
defined  thus:  a  shoulder  is  that  which  can  only  be  resisted 
when  the  piece  is  pushed  forwards  in  the  same  direction, 
supposing  the  piece,  and  that  which  resists  it,  to  be  polished. 

SliOlJLDElilNG  PIECES,  See  Brackets. 

SIIlvEAD  HEAD,  or  Jerkin  Head,  See  Jkrkin  He.\d. 

SHIIEDINGS,  (from  the  Saxon  screadan.)  In  the  roofs 
of  many  old  buildings,  the  rafters  were  formed  with  a  knee, 
or  an  obtuse  exterior  angle  from  the  outside,  at  the  bottom, 
the  upper  part,  above  the  knee,  being  straight  to  the  ridge ; 
and  the  lower  part,  which  rested  upon  the  wall,  either  plumb, 
or  nearly  so :  in  order  to  support  the  slating  between  the 
knee  and  the  face  of  the  building,  short  slight  pieces,  as 
bearers,  were  fixed  below,  forming  a  straight  line  with  the 
upper  part  of  the  rafters ;  these  were  called  sliredinffs,  or 
furring,  of  which,  the  latter  term  is  most  commonly  used. 
See  FuKRiNGS. 

SIIKINE,  a  tomb  in  which  the  remains  or  relics  of  some 
saintly  or  noble  persons  were  deposited.  They  are  usually 
of  a  highly  decorative  character;  fine  examples  exist  in 
many  of  our  cathedrals ;  there  is  one  of  Edward  the  Con- 
fessor in  Westminster  Abbey  ;  it  is  of  stone,  and  measures 
15  feet  iu  height;  there  is  another  of  St.  Frldeswide  at 
Oxford,  but  this  is  of  wood,  date  about  1480. 

The  term  is  also  applied  to  small  caskets  to  contain  relics, 
usually  in  the  shape  of  rectangular  boxes  with  coped  cover- 
ings ;  they  are  mostly  of  metal,  or  overlaid  with  metal,  and 
enriched  with  precious  stones  and  other  valuables. 

SHRINKING,  the  contracting  of  a  piece  of  timber  in  its 
breadth,  by  seasoning,  hot  weather,  &e.  The  shrinking  of  a 
piece  of  timber  is  proportioned  to  its  breadth.  The  length 
of  timber  is  unalterable  by  seasoning,  or  any  kind  of  weather ; 
and  hence  it  is,  that,  in  unseasoned  timber,  mitred  together, 
such  as  the  architraves  of  doors  and  windows,  the  mitres  are 
always  close  on  the  outside,  and  open  towards  the  door, 
forming  a  wedge-like  hollow  on  each  side  of  the  frame.  It 
is  to  avoid  the  shrinking  of  timber,  that  narrow  boards, 
called  battens,  are  used  in  floors ;  and  when  the  panels  of  a 
piece  of  framing  are  very  broad,  they  will  shrink  so  much 
as  to  fall  out  of  the  grooves. 

SHUTTERS,  the  boards,  or  framed  joinery,  by  which  the 
aperture  of  a  window  is  closed.     See  Joinery. 

When  shutters  are  made  like  boards,  they  are  generally 


clamped,  to  keep  them  from  warping ;  in  this  case  they  are 
seldom  less  than  three-fourths  of  an  inch  thick.  Framed 
shutters  are  either  .scpiare,  or  moulded  on  one  or  both  sides : 
in  the  latter  case,  the  mouldings  on  the  outside  are  made  to 
correspond  with  the  doors  in  the  same  room.  Framed  shut- 
ters are  seldom  less  than  1:^  inch  thick.  The  thickness  of 
shutters  generally  depends  upon  the  mouldings,  which  will 
occasion  the  panels  to  bo  more  or  less  sunk,  according  as  they 
are  placed  on  one  or  both  sides.  Shutters  are  sometimes  cut, 
that  they  may  fold  more  readily  together;  in  this  case,  they 
have  usually  a  bead  attached  to  one  of  them,  most  commonly 
to  the  upper  one,  by  which  means  the  ends  of  the  styles  are 
completely  covered.  Shutters  should  not  be  cut  for  wide 
windows,  such  as  those  of  the  Venetian  kind  ;  for,  in  conse- 
quence of  the  cutting,  the  hinges  have  less  power  to  support 
them,  and  they  become  liable  to  go  wrong.  In  shutters,  the 
parts  that  are  hinged  together  are  called  folds  ;  and  tliose 
folds  that  appear  when  the  others  are  depressed  witiiin  the 
boxings,  are  called  front  shutters  ;  while  those  that  are  only 
seen  w  hen  the  aperture  is  shut,  are  called  bcic/cjlaps,  or  simply 
flaps:  these,  in  ordinary  works,  are  generally  made  thinner 
than  the  front  shutters,  and  arc  mostly  clamped,  or  square- 
framed.     See  Boxings  of  a  Window,  and  Sasii-Frame. 

SIDE  POSTS,  a  kind  of  truss-posts,  placed  in  pairs,  each 
particular  i>o>t  being  disposed  at  the  same  distance  as  the  rest 
from  the  middle  of  the  truss.  Their  use  is  not  only  for  the 
support  of  the  principal-rafters,  braces,  crow^n  or  camber- 
beams,  but  also  to  hang  the  tie  beam  below.  In  extended 
joofs,  two  or  three  pairs  of  side-posts  are  employed,  with 
frequently  a  middle-post,  king-post,  or  crown-post  besides, 
as  the  whole  stress  of  the  roof  must  be  thrown  either  to  the 
middle-post,  or,  in  case  there  is  no  middle-post,  to  the  two 
side-posts  next  the  centre ;  these  posts  must  then  act  upon 
each  other  by  the  intervention  of  struts.  Posts  of  a  roof  are 
most  commonly  cut  into  joggles,  which  are  butments,  against 
which  the  shoulders  of  the  tenons  of  the  struts  rest,  and  then 
the  butments  are  at  right-angles  to  the  length  of  the  struts. 
The  side-posts  of  a  truss,  where  the  principal-rafters  meet, 
sustain  as  many  points,  both  in  the  principal-rafter  and  in  the 
tie-beam,  as  they  are  themselves  in  number. 

Side  Timbers,  a  term  used  in  Somersetshire  for  purliits. 
See  Purlins. 

Side  Wavers,  a  term  used  in  Lincolnshire  for  purlins. 
See  Purlins. 

SILL,  or  CiLL,  (from  the  Saxon  sijl,)  in  carpentry,  a  beam 
disposed  in  the  lower  part  of  walls,  or  upon  the  tops  of 
joists,  or  under  apertures.  Ground-sills  are  those  upon 
which  the  posts  and  superstructure  of  a  timber  building  arc 
raised.  Door  and  window  sills,  sufliciently  indicate  their 
place  by  their  names.  The  bottom  pieces,  on  which  ((uarter 
and  truss  partitions  are  raised,  are  called  sills.  Sills  are 
either  supported  throughout  their  whole  length,  as  in  ground 
and  window  sills ;  or  in  many  points,  as  those  of  partitions 
by  joists. 

SI  MA.     See  Mouldings. 

Sima-Inversa,  See  Mouldings. 

Sima-Recta,  See  Mouldings. 

Sima-Reversa,  See  Mouldings. 

SIMILAR  FIGURES,  those  of  which  the  several  angles 
are  respectively  equal,  with  the  sides  about  the  equal  angles 
proportionate. 

SINGLE  FLOOR,  See  Naked  Flooring. 

Single  Frame  and  Naked  Floor,  a  floor  with  only  one 
tier  of  joists. 

Sisole-Huno,  an  expression  applied  to  window-sashe.s, 
when  only  one  of  them  is  moveable  in  the  same  vertical 
plane. 


Single-joist  Floor,  a  floor  without  binding-joists. 

Single  Joists,  those  which  are  eiuployeJ  singly  in  a  flooi'. 

Single  Measi're,  a  term  applied  to  a  door  that  is  sijuare 
on  both  sides.  It  stands  opposed  to  double  measure,  or 
moulded  on  both  sides.  When  doors  are  moulded  on  one 
side,  and  square  on  the  other,  they  are  accounted  measure 
and  half. 

SITE,  the  situation  or  locality  of  a  building,  &c. ;  tlie  plot 
of  ground  on  which  it  stands. 

SKEW  AliCH,  an  arch,  the  face  of  which  stands  obliquely 
with  reference  to  the  inner  faces  of  the  piers.  See  a  des- 
cription of  a  Skew  Bridge  in  the  article  Stone  Bridge. 

SKEW-TABLE,  a  stone  built  at  the  bottom  of  a  gable, 
to  carry  the  raking  coping  above.  The  term  is  of  rather 
doubtful  application  ;  and  is  employed  also  to  signify  the 
coping  itself,  consisting  of  either  slabs  or  solid  blocks,  toothed 
into  the  masonry  of  the  walls.  It  may  be,  perhaps,  further 
applied  to  the  sloping  projecting  rib  of  masonry  frequently 
seen  over  gable-ends  of  roofs,  where  they  abut  against  ver- 
tical walls  of  greater  height  than  the  apex  of  the  roof;  as 
when  the  roof  of  the  nave  of  a  church  abuts  against  the  side 
of  a  tower. 

SKIRTINGS,  or  Skirting  Bo,4rds,  the  narrow  boards 
round  the  margin  of  a  floor,  forming  a  plinth  for  the  base  of 
the  dado,  or  simply  a  plinth  for  the  room  itself,  should  there 
be  no  dado.  The  skirting  is  either  scribed  close  to  the  floor, 
or  let  into  it  by  a  groove  ;  in  the  former  case,  a  fillet  is  put 
at  the  back  of  the  skirting,  to  keep  it  firm. 

SKIRTS,  (from  the  Swedish  skiorte,)  one  or  more  super- 
ficies, laid  iu  piano,  but  which  would  cover  a  body  without 
leaving  any  interstice,  or  without  any  one  part  lapping  upon 
another.  The  four  sides  of  a  room,  when  laid  out  in  this 
manner,  are  called  skirls;  as  are  also  the  sides  of  a  roof  laid 
out  upon  a  plane. 

SKREE.\,  (from  the  French  escran)  the  instrument 
used  by  labourers  in  sifting  earth,  lime,  &c.,  for  making 
mortar. 

SKYLIGHTS,  glass  frames  placed  in  a  roof  with  one  or 
more  inclined  planes  of  glass.  Skylights  are  either  in  one 
plane,  as  when  placed  in  the  inclined  side  of  a  roof,  or 
pyramidal,  conical,  conoidal,  spherical,  or  ellipsoidal,  when 
they  are  placed  above  the  roof;  in  which  last  cases  the  axis 
is  perpendicular,  with  the  vertex,  of  course,  above.  Plane 
skylights,  the  most  common  ofall,  are  sometimes  made  to  slide: 
the  pyramidal  have  a  more  gi-and  appearance;  but  the  most 
dignified  is  the  conical  and  conoidal,  particularly  when  the 
ceiling  below  forms  a  dome.  The  spherical  and  ellipsoidal 
are  less  graceful  than  the  conical  or  conoidal,  and  much  more 
troublesome  to  execute.  In  all  skylights,  it  is  necessary  that 
the  joint  between  the  bottom  and  the  curb  on  which  they  rest, 
should  be  so  secured  as  to  prevent  water  running  through. 
Plane  skylights,  not  intended  to  open,  are  fi.xed  in  the  follow- 
ing manner :  the  upper  side  of  the  skylight  is  bevelled  all 
round  the  edge  of  the  frame  ;  a  row  of  slates  is  fixed  at  the 
bottom  of  the  aperture  ;  the  skylight  is  then  fixed,  and  the 
other  three  sides  covered  in  the  process  of  slating. 

SLAB,  an  outside  plank,  or  board,  sawn  from  the  sides  of 
a  timber  tree,  and  frequently  of  very  unequal  thickness. 

The  word  is  also  employed  to  express  a  thin  piece  of 
marble,  consisting  of  right  angles  and  plane  surfaces. 

SLATE,  a  bluish  fossil  stone,  very  soft  when  dug  out  of 
the  quarry,  and  thereby  easily  cut  or  sawed  into  long  thin 
squares,  to  serve  inste.id  of  tiles  for  the  covering  of  houses, 
making  tables,  &c. 

SLATING,  is  employed,  in  architecture,  in  sundry  wavs, 
the  principal  of  which  lefers  to  the  covering  of  the  roofs  of 
buildings,  but  such  has  beeu  lately  the  perfection  of  workin-r 


in  slate,  that  it  is  now  wrought  and  fitted  into  many  useful 
utensils,  as  well  as  made  up  into  balconies,  chimney-pieces, 
casings  to  walls,  skirtings,  staircases,  &c. 

The  slate  principally  used  in  London  is  brought  from  Wales, 
taken  fi  om  quarries  on  Lord  Penrhy  n's  estate  at  Bangor,  Caer- 
narvonshire, whence  it  is  forwarded  to  all  parts  of  tl»e  United 
Kingdom.  There  are  also  some  other  kinds  of  slate  in  use, 
the  best  sort  of  which  is  brought  from  Kendal,  in  Westmore- 
land, and  is  called  Westmoreland  slate.  These  are  of  a  fine 
pale  bluish-green  colour,  and  arc  most  esteemed  by  archi- 
tects. They  are  not  of  a  large  size,  but  of  good  substance, 
and  well  calculated  to  give  a  neat  appearance  to  a  roof  The 
Scottish  slate  is  nearly  similar  in  size  and  quality  to  a  slate 
fiom  Wales  called  ladies,  but  they  are  very  little  sought 
after. 

French  slates,  which  were  very  much  in  use  many  years 
since,  are  small  in  size,  most  commonly  not  larger  than  the 
Welsh  doubles,  extremely  thin,  and,  consequently,  light  ; 
but  their  composition  has  been  found  to  be  not  well  adapted 
to  this  climate,  where  the  atmosphere  contains  an  excess  of 
moisture.  By  analysis,  this  slate  is  ascertained  to  contain 
3'j,  of  manganese,  besides  other  matters,  such  as  iron,  &c.,  the 
excessive  affinity  of  which  for  ox3'gen  soon  shivers  the  stony 
portion  of  the  slate,  when  employed  as  a  covering,  in  this 
country. 

Slaters  class  the  Welsh  slates  after  the  following  order 
and  designations,  viz. 

Ft.  Inch.     Ft.  Inch. 
Doubles,  average  size,  .         .     1     1  by  0     0 

Ladies i  3  by  0     8 

Countesses,  .         .  .         .  1  8  by  0  10 

Duchesses,  .         .         .         .  2  0  by  0  12 

Welsh  rags,        .         .         ,         .  3  0  by  2     0 

Queens, 3  0  by  2    '6 

Imperials, 2  6  by  2     0 

Patent  slate,        .  .         .         .  2  C  by  2     0 

The  doubles,  so  called  from  the  sraallness  of  their  size, 
are  made  from  fr.igmciits  of  the  larger  qualities  as  they 
are  sorted. 

The  ladies  are  similarly  obtained,  but  in  pieces  that  will 
square  up  to  the  size  of  such  description  of  slate. 

Countesses  are  a  gradation  above  ladies  ;  and  duchesses 
still  larger. 

The  slate  is  extracted  from  the  quarries,  ,as  other  stony 
substances  usually  are,  that  is,  by  making  perforations 
between  its  beds,  into  which  gunpowder  is  pl.iced  and  fused. 
This  opens  and  divides  the  beds  of  the  slate,  which  the 
quarrymen  remove  in  blocks  of  very  considerable  size.  These 
blocks  are  aftewards  split  by  driving  iron  wedges  between 
their  layers,  which  separates  them  into  scantlings  of  from 
four  to  nine  inches  in  thickness,  and  as  long  and  wide  as  may 
be  required.  Such  of  the  scantling  as  is  intended  for  expor- 
tation is  sawn  to  the  sizes  ordered. 

For  the  purpose  of  sawing  the  slate,  the  works  in  Wales 
are  provided  with  abundance  of  ingenious  machinery,  some 
of  which  are  put  in  motion  by  steam,  and  others  by  water, 
which  keep  in  action  a  vast  number  of  saws,  all  cutting  the 
scantlings  into  pieces  adapted  to  their  several  purposes. 

The  imperial  slating  for  roofs  is  uncommonly  neat;  and 
is  known  by  having  its  lower  edge  sawn,  whereas  all  the 
other  slates,  used  for  covering,  are  chipped  square  on  their 
edges  only. 

The  patent  slate  is  so  called,  among  the  slaters,  from  the 


mode  adopted  to  lay  it  on  roofs,  as  no  patent  was  ever 
obtained  for  such  a  mode  of  slating.  It  was  first  brought 
mto  use  by  Mr.  Wyatt,  the  architect.  It  allows  of  being 
laid  on  a  rafter  of  much  less  elevation  than  any  other  kind  of 
slate,  and  is  considerably  lighter  by  reason  of  the  laps  being 
less  than  is  necessary  for  the  common  sort  of  slating.  This 
slating  was  originally  made  from  that  description  of  slates 
known  as  Welsh  rags.  The  slaters  now  frequently  make  it 
of  imperials,  which  renders  it  still  lighter,  and  somewhat 
neater  in  its  appearance.  Experiments  have  been  instituted 
on  the  Westmoreland  slate  by  the  Bishop  of  LlandafT, 
from  which  there  appears  very  little  dilference  in  its  natural 
composition  from  that  obtained  from  Wales. 

Thirteen  loads  of  the  finest  sort  of  Westmoreland  slate  will 
cover  43  square  yards  of  roofing,  and  18  loads  of  the  coarsest 
will  cover  the  same  quantity  ;  so  that  there  is  half  a  ton  less 
weight  put  upon  42  square  yards  of  roof  when  the  finest 
sort  of  slate  is  used,  than  if  it  were  covered  with  the  coarsest 
kind,  and  the  difference  of  expense  is  very  trifling.  It  must 
be  remarked,  that  it  owes  its  lightness,  not  so  much  to  any 
diversity  in  the  component  parts  of  the  stone  from  which  it 
is  split,  as  to  the  thinness  to  which  the  workmen  reduce  it ; 
it  is  therefore  not  so  well  calculated  to  resist  violent  winds  as 
that  which  is  heavier. 

All  the  kinds  before  named  partake  of  a  similar  mode  of 
laying,  in  as  for  as  refers  to  the  bonding  or  lap  of  one  por- 
tion of  the  slate  over  another.  The  lap  of  each  joint  is  gene- 
rally equal  to  one-third  of  the  length  of  the  slate,  and  the 
slater  selects  all  the  largest  of  the  description  about  to  be 
used,  to  be  put  on  nearest  the  eaves.  When  the  slates  are 
brniight  from  the  quarry,  they  are  not  so  square  as  to  be 
irumediately  fit  for  use,  but  are  prepared  by  cutting  and  sort- 
ing. The  slater,  to  effect  this,  picks  and  e.xamiues  the  siate, 
observing  which  is  its  strongest  and  squarestend.  He  then, 
by  holding  the  slate  a  little  slanting  upon,  and  projecting 
about  an  inch  over  the  edge  of  a  small  block  of  wood,  seating 
himself  at  the  same  time  on  something  which  is  equal  to  it 
in  height,  cuts  away  straight  one  of  its  edges  :  ne.xt,  with  a 
slip  of  wood,  he  gauges  the  other  edge  parallel  to  the  same, 
and  cuts  off  that  also  ;  after  which  he  turns  it  round  and 
squares  the  end.  The  slate  is  .so  far  prepared,  excepting  it 
be  the  turning  of  his  tool  round  and  pecking  through  it,  on 
its  opposite  end,  two  small  holes,  which  are  made  for  the 
nails  to  enter  when  he  lays  it  on  the  roof.  All  the  quarry 
slates  require  this  preparation  from  the  slater.  All  slates 
are  put  on  with  nails  or  screws,  and  two,  at  least,  are  .assigned 
to  each  slate.  The  copper  and  zinc  nails,  or  iron  nails  tinned, 
are  esteemed  the  best,  as  being  less  susceptible  of  oxidation 
than  those  of  bare  iron. 

The  preparation  necessary  for  laying  slates  on  roofs,  con- 
sists in  forming  a  base  or  flcjor  for  the  slates  to  lie  compactly 
and  safely  upon.  For  the  doubles  and  ladies,  boarding  is 
essential,  if  it  be  expected  to  have  a  good  water-proof  cover- 
in".  All  that  is  required  in  the  boarding  for  such  slates  is, 
that  it  be  laid  very  even,  with  the  joints  close,  the  boards 
being  properly  secured  by  nailing  them  on  the  rafters. 

When  the  boarding  is  ready,  the  slater  examines  it,  and 
provides  himself  with  several  slips  of  wood,  c;illed  tilting 
Jillets.  A  tilting  fillet  is  made  about  two  inches  and  a  half 
wide,  three-quarters  of  an  inch  thick  on  one  edge,  and  cham- 
fered away  to  an  arris  on  the  other.  These  fillets  he  care- 
fully lays  .and  nails  down  all  round  the  extreme  edges  of  the 
roof,  bc/^inning  with  the  hips,  if  any,  and,  if  not,  with  the 
sides,  eaves,  and  ridge.  When  these  are  all  done,  he  pre- 
pares for  laying  the  slates,  and  begins  at  the  eaves  first.  For 
these  he  picks  out  all  the  largest  slates,  and  places  them 
regularly  throughout,  setting  their  lower  edges  to  a  line  ; 


after  which,  he  secures  them  by  nailing  them  down  to  the 
boarding.  He  then  selects  such  slates  as  will  form  the  bond 
to  the  under  sides  of  the  eaves.  This  part  of  the  work  con- 
sists in  placing  another  row  of  slates  under  those  which  he 
has  previously  laid,  so  as  to  cross  and  cover  all  their  joints; 
such  slates  are  pushed  up  lightly  under  those  which  are 
above  them,  and  are  seldom  nailed,  but  left  dependent  for 
their  support  on  the  weight  of  those  above  them,  and  their 
own  weight  on  the  boarding.  The  countesses,  and  all  other 
descriptions  of  slates,  when  intended  to  be  laid  in  the  best 
manner,  are  also  laid  on  boards.  When  the  slater  has  finished 
the  eaves,  he  strains  a  line  on  the  face  of  its  upper  slates 
parallel  to  its  outer  edge,  and  as  far  from  it  as  he  deems 
suflicient  for  the  lap  of  those  slates  which  he  intends  shall 
form  the  next  course,  which  is  laid  and  nailed  even  with  the 
line,  and  crossing  the  joints  of  the  upper  slates  of  the  eaves. 
This  lining  and  laying  of  the  slates  is  continued  till  the 
slater  gets  up  close  to  the  ridge  of  the  roof,  observing 
throughout  to  cross  the  different  joints  by  the  slates  he  lays 
on,  one  above  another.  This  method  is  uniformly  followed 
in  laying  all  the  difierent  kinds  of  slates,  excepting  whatare 
called  the  patent  slates,  as  will  be  hereafter  explained.  All 
the  larger  kinds  of  slate  are  found  to  lie  firmly  on  what  are 
called  battens,  in  consequence  of  which  they  are  frequently 
made  use  of  for  the  sake  of  economy,  being  cheaper  than  the 
smaller  slates  laid  on  boarding.  A  batten  consists  of  a  nar- 
row portion  of  deal  wood,  about  two  inches  and  a  half,  or 
three  inches  wide  ;  three  of  which  are  commonly  taken  out 
of  a  deal.  When  countesses  are  to  be  laid  on,  battens  of 
three-quarters  of  an  inch  in  thickness  will  be  an  adequate 
substance  for  them  ;  but  for  the  larger  and  heavier  kind  of 
slates,  inch  battens  will  be  necessary.  When  a  roof  is  to  be 
battened  for  slates,  the  slater  himself  is  the  best  person  to 
fix  them,  as  they  are  not  placed  at  a  uniform  distance  from 
each  other,  but  so  as  to  suit  the  lengths  of  the  slates ;  and 
as  these  vary  as  they  approach  the  apex  or  ridge  of  the  roof, 
it  follows  that  the  slater  himself  becomes  the  best  judge 
where  to  fix  the  batten  so  as  best  to  support  the  slates. 

The  patent  slating,  as  it  is  called,  consists  in  selecting  the 
largest  slates,  and  those  also  of  uniform  thickness.  A  roof 
to  be  covered  with  this  kind  of  slate,  requires  that  its  com- 
mon rafters  be  left  loose  upon  their  purlins,  as  they  must  be 
placed  so  as  to  suit  the  widths  of  the  slates,  it  being  neces- 
sary to  have  a  rafter  under  every  one  of  their  meeting  joints. 
Neither  battening  nor  boarding  is  required  for  these,  slates, 
and  the  number  of  rafters  will  depend  on  the  width  of  the 
slates;  hence  if  they  are  of  a  large  size,  very  few  will  be 
required,  and  of  course  a  great  saving  in  the  timber  takes 
place,  besides  giving  much  less  weight  upon  the  roof.  The 
work  of  covering  by  this  kind  of  slating  is  commenced,  as 
before,  at  the  eaves,  but  no  crossing  or  bonding  is  wanted, 
the  slates  being  uniformly  laid,  with  each  end  reaching  to  the 
centre  of  a  rafter,  and  they  are  all  butted  up  to  each  other 
throughout  the  length  of  the  roof;  the  rafters  being  so  placed 
as  to  come  regularly  under  the  ends  of  two  of  the  slates. 
When  the  eaves  course  is  laid,  the  slates  composing  it  are  all 
screwed  down  by  two  or  three  strong  inch-and-a-half  screws 
at  each  of  their  ends  into  the  rafters.  A  line  is  then  strained 
about  two  inches  below  their  upper  edge,  this  being  allowed 
as  a  lap  for  the  next  course  of  slates,  which  vs  laid  on  above, 
with  its  edges  straight  with  the  line;  and  this  lining,  laying 
with  a  lap,  and  screwing  down,  is  contiimed  till  the  roof  is 
finally  covered.  The  joints  are  then  to  be  secured  by  fillet- 
ing, which  consists  in  covering  all  the  meeting  joints  with 
fillets  of  slate,  bedded  in  glazier's  putty,  and  screwed  down 
through  the  whole  into  the  rafters.  The  fillets  are  usually 
about  three  inches  wide,  and  as  long  as  the  slate  they  are 


SLA 


483 


SLE 


intended  to  cover.  They  are  solidly  bedded  in  the  putty 
and  their  intersecting  joints  are  lapped  as  those  of  the  slates; 
one  screw  is  put  in  each  lap,  and  one  in  the  middle  of  the  fillet. 
The  fillets,  being  so  laid,  arc  neatly  pointed  up  all  round  their 
edges  with  more  putty ;  and  are  lastly  painted  over  the  colour 
of  the  slate.  The  hips  and  ridges  of  such  slating  are  fre- 
quently covered  by  fillets  in  a  similar  way,  and  have  a  very 
neat  elFect.  But  lead  is  the  best  covering  for  all  hips  and 
ridges  of  roofs,  and  it  is  not  much  dearer  than  covering  them 
by  this  mode. 

The  patent  slating  may  be  laid  so  as  to  be  perfectly  water- 
tight, with  an  elevation  of  the  rafters  considerably  less  than 
for  any  other  slate  or  tile  covering ;  a  rise  of  two  inches  in 
each  foot  of  the  length  of  the  rafter  being  deemed  sufficient ; 
and  this,  for  a  rafter  of  fifteen  feet,  would  be  only  two  feet 
si.v  inches,  a  rise  in  the  pitch  of  a  roof,  which,  on  any  height 
from  the  ground,  would  be  hardly  perceived. 

Slating  is  done  also  in  several  other  ways,  but  the  princi- 
ples before  explained  embrace  the  most  of  them.  Some 
workmen  shape  and  lay  their  slates  in  a  lozenge-form.  This 
kind  of  work  consists  in  getting  all  the  slates  to  a  uniform 
size,  and  the  shape  of  a  geometrical  square  ;  when  laid  on 
the  roof,  (which  is  always  boarded  for  this  work,)  they  are 
bonded  and  lapped  as  in  common  slating  ;  observing  only  to 
let  the  elbow,  or  half  of  the  square,  appear  above  each  slate 
that  is  under  it,  and  to  be  regular  in  the  courses  all  over  the 
roof  One  nail  or  screw  only  can  be  used  for  such  slating, 
hence  it  soon  becomes  dilapidated.  It  is  commonly  employed 
in  places  near  to  the  eye,  or  where  particular  neatness  is 
required. 

Slaters'  tools  consist  of  a  few  only,  which  are  sometimes 
found  by  the  master,  and  sometimes  by  the  men.  The  tool, 
called  the  saixe,  is  composed  of  tempered  iron,  about  sixteen 
inches  in  length,  and  two  inches  in  width,  somewhat  bent  at 
one  end,  with  a  beech  handle  at  the  other. — This  instrument 
is  not  unlike  a  large  knife,  except  that  it  has  on  its  back  a 
projecting  piece  of  iron,  about  three  inches  in  length,  and 
drawn  to  a  sharp  point.  With  this  tool,  ground  sharp,  the 
slater  chips  or  cuts  all  his  slates  to  the  required  sizes. 

The  ripper  is  of  iron,  about  the  same  length  as  the  saixe, 
and  very  thin  in  its  blade,  which  is  one  inch  and  three-quarters 
wide,  tapered  somewhat  towards  its  top,  where  it  has  a  round 
head  projecting  over  the  blade  about  half  an  inch  on  each 
side,  and  having  also  two  little  round  notches  in  the  two 
internal  angles,  at  their  intersection.  At  the  handle-end  of 
this  tool  there  is  a  shoulder,  which  raises  it  up  above  the 
blade,  and  enables  the  workman  to  hold  it  firmly  in  his  hand. 
The  use  of  this  tool  is  in  repairs  of  old  slating,  as  by  forcing 
up  its  blade  under  the  slates,  the  projecting  head  catches  the 
nail  in  the  little  notch  at  its  intersection,  and  enables  the 
workman  to  pull  it  out,  at  the  same  time  that  it  loosens 
the  slate,  and  allows  him  to  remove  it,  and  insert  another  in 
its  place. 

The  slater's  hainmer  is  somewhat  different  in  shape  from 
the  common  tool  of  that  description ;  it  is  on  the  hammer,  or 
driving  part,  about  five  inches  in  height,  bent  on  the  top  a 
little  back,  and  ground  to  a  tolerably  sharp  point ;  its  lower 
or  flat  end  being  about  three-quarters  of  an  inch  in  diameter, 
and  quite  round.  On  the  side  of  the  driving  part  is  a  small 
projection,  with  a  notch  in  its  centre,  which  is  used  as  a  claw 
to  extract  such  nails  as  do  not  drive  satisfactorily. 

The  shaving-tool  is  used  fo'r  getting  the  slates  to  a  smooth 
face  for  skirtings,  floors  of  balconies,  &c.  It  consists  of  an 
iron  blade,  sharpened  at  one  of  its  ends  like  a  chisel,  and 
mortised  through  the  centre  of  two  round  wooden  handles, 
one  of  which  is  fixed  at  one  end,  and  the  other  about  the 
middle  of  the  blade.     The  blade  is  about  eleven  inches  long, 


and  two  inches  wide  ;  the  handles  are  about  ten  inches  long, 
so  that  they  project  four  inches  on  each  side  of  the  blade. 
In  using  this  tool  the  workman  takes  it  in  both  his  hands, 
placing  one  hand  to  each  side  of  the  handle  in  the  middle  of 
the  blade,  and  allowing  the  other  to  press  against  both  his 
wrists;  in  this  manner  he  works  away  all  the  uneven  parts 
from  off  the  surface  of  the  slate,  and  gets  it  to  a  smooth  fac«. 

The  slater's  other  working  tools  consist  of  numerous  chiselt 
and  gouges,  together  with  files  of  all  sizes,  with  which  he 
finishes  his  slates  for  the  better  parts  of  his  work  into  mould- 
ings, and  other  forms. 

The  strength  of  slate  is  very  great  in  comparison  of  any 
kind  of  freestone,  as  it  is  ascertained  that  a  slate  of  one  inch 
in  thickness  will  support,  in  an  horizontal  position,  as  much 
in  weight  as  five  inches  of  Portland  stone,  similarly  suspended. 
Hence,  slates  are  now  wrought  and  used  for  galleries  and 
other  purposes,  where  strength  and  lightness  combined  are 
essential. 

Slates  are  also  fashioned  into  chimney-pieces,  partaking  of 
the  different  varieties  of  labour  applied  to  marble  ;  but  it  is 
incapable  of  receiving  a  polish  like  it,  except  by  japanning. 
It  makes  excellent  skirtings  of  all  descriptions,  as  well  as 
casings  to  walls  where  dilapidations,  or  great  wear  and  tear, 
are  to  be  anticipated.  It  is  capable  of  being  fixed,  for  these 
purposes,  with  joints  equally  neat  with  wood,  and  may  be 
painted  over  if  required,  to  appear  like  it.  Staircases  may 
be  executed  in  slate,  and  will  have  an  effect  not  unlike  to 
black  marble. 

Slaters'  work  is  measured  by  the  surveyors,  as  most  arti- 
ficers' work  now  usually  is,  and  is  afterwards  reduced  into 
squares,  each  square  containing  100  feet  superficial. 

Slaters  are  allowed,  in  addition  to  the  nett  dimensions  of 
their  work,  (when  taking  the  measure  of  roofs,)  six  inches  for 
all  the  eaves,  and  four  inches  for  the  hips  ;  this  allowance  is 
made  in  consequence  of  the  slates  being  used  double  in  the 
former  case,  and  for  the  waste  in  cutting  away  the  sides  of 
the  slates  to  fit  into  the  latter.  Some  of  these  eaves,  for  in- 
stance, when  rags  or  imperial  slates  are  used,  require  an  addi- 
tional allowance  of  nine  inches  for  the  eaves,  such  kind  of 
slates  being  so  much  larger  than  the  size  of  most  of  the  other 
kinds  now  in  use.  All  faced  work  in  slate  skirtings,  stair- 
cases, galleries,  &c.  is  charged  by  the  foot  superficial,  without 
any  addition.  Chimney-pieces  are  made  up  and  sold  at  per 
piece,  by  the  masons. 

The  following  Table  of  Comparisons  will  be  found  useful : 
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SLEEPERS,  a  row  of  horizontal  timbers,  disposed  in  a 
building,  next  to  the  ground,  transversely,  under  walls, 
ground  joists,  or  the  boarding  of  a  floor. 

In  bad  foundations,  sleepers  are  laid  upon  piles,  and  planked 
over,  in  order  to  support  the  incumbent  walls.  Sleepers 
under  ground-joists,  either  lie  upon  the  solid  earth,  or  are 
supported  in  several  places  of  their  length  by  prop-stones : 
when  in  the  former  position,  having  no  rows  of  timbers  below, 


these  ground-joists  are  themselves  calfed  sleepers.  Old 
writers  of  practical  architecture  call  those  rafters  which  lie 
in  the  valley  of  a  roof  by  the  name  of  sleepers  ;  but  the  word, 
applied  in  this  sense,  is  quite  antiquated  :  such  rafters  take 
the  name  of  the  place  under  which  they  are  disposed,  that  is, 
they  are  called  valley  rafters,  or,  more  simply,  valleys. 

SLlDlNG-liULE,  a  rule  constructed  with  logarithmic 
lines,  formed  upon  a  slip  of  wood,  brass,  or  ivory,  inserted  in 
a  groove,  in  a  rule,  made  to  slide  longitudinally  therein,  so 
that  by  means  of  another  scale  upon  the  rule  itself,  the  con- 
tents of  a  surface,  or  solid,  may  be  known.  This  rule  has 
already  been  described  under  the  article  Carpenter's  Rule  : 
but  as  no  examples  of  its  use  are  given  under  that  head,  we 
shall  here  supply  them.  To  make  the  matter  more  intelligi- 
ble, we  shall  here  state  that  all  squares  are  to  be  found 
upon  c,  the  side,  and  all  roots  upon  d,  the  scale  adjoining  the 
slide  next  to  the  folding-joint;  then,  whatever  value  is  put 
on  the  10  on  d,  the  value  on  c  will  .be  the  square  of  that 
on  D.  A  mean  proportional,  or  root,  or  given  side,  is  to  be 
found  on  d.  The  line  c  contains  squares,  lengths,  and  con- 
tents of  solids.  In  finding  a  mean  proportional,  set  the  least 
number  on  c  to  the  same  on  d,  then  against  the  greater,  on 
the  side,  stands  the  mean  on  d. 

E.XAMPLE  1.  To  multiply  numbers  together,  as  12  and  10. 
— Set  1  on  B,  to  the  Multiplier  (12)  on  a;  then  against  the 
multiplicand  (16)  on  b,  stands  the  product  (192)  on  a. 

Example  2.  To  find  the  product  of  35  and  19. — Set 
1  on  B,  to  the  multiplicand  (35)  on  a;  then,  because  19  on  b 
runs  beyond  the  rule,  I  look  for  1.9  on  b,  and  against  it,  on  a, 
I  find  60.5;  but  the  real  multiplier  was  divided  by  10,  there- 
fore the  product  66.5  must  be  multiplied  by  10,  which  is 
done  by  taking  away  the  decimal  point,  so  the  product  is  665. 

Example  3.  To  divide  one  number  by  another,  as  360 
by  12. — Set  the  divisor  (12)  on  a,  to  1  on  b;  then  against 
the  dividend  (360)  on  a,  stands  the  quotient  (30)  on  b. 

Example  4.  To  divide  7680  by  24. — Set  the  divisor  (24) 
on  A,  to  1  on  B ;  then  because  7680  is  not  contained  on  a 
1  look  for  768  on  a,  and  against  it  I  find  32  on  b,  the  quo- 
tient ;  but  because  one-tenth  of  the  dividend  was  taken  to 
make  it  fall  within  the  compass  of  the  scale  a,  the  quotient 
must  be  multiplied  by  10,  which  gives  320. 

Example  5.  To  square  any  number,  as  25. — Set  1  upon  o 
to  10  upon  D.  Then  observe,  that  if  you  call  tlie  10  upon  d 
1,  the  1  on  c  will  be  1  ;  if  the  10  on  d  be  called  10,  then  the 
1  on  c  will  be  100;  if  the  10  on  d  be  called  100,  then  the  1 
on  c  will  be  10,000,  &e.  This  being  well  understood,  it 
cannot  escape  notice,  that  against  every  number  on  d  stands 
its  square  on  c. 

Thus,  against  25  stands  025 
against  30  stands  900 
against  35  staiyis  1225 
against  40  stands  1600 

Reckoning  the  10  on  d  to  be  10. 

Example  6.  To  extract  the  square  root  of  a  number. — 
Fix  the  slider  exactly  as  in  the  preceding  example,  and 
estimate  the  value  of  the  lines  d  and  c  in  the  same 
manner ;  then  against  every  number  found  on  c,  stands  its 
square  root  on  d. 

Exa.mple  7.  To  find  a  mean  proportional  between  two 
given  numbers,  as  9  and  25. — Set  the  one  number  (9)  on  c, 
to  the  same  (9)  on  d  ;  then  against  25  on  c,  stands  15  on  d, 
the  mean  proportional  sought. 

Eor,  1  :l5  :  :  15  :  25. 

Example  7.      To  find  the  mean  proportional  between  29 

and  430. — Set  29  on  c  to  29  on  d  ;  and  then  430  on  c  will 

either  fall   beyond   the  scale  D,  or  it  will  not  be  contained 

on  c.     Therefore  lake  the  lOOlh  part  of  it,  and  look  for  4.3 


on  c,  and  against  it  on  d  stands  11.2,  which  being  multiplied 
by  10,  will  be  112,  the  mean  proportional  required. 

SLIT  DEAL,  a  name  for  inch-and-quarter-inch  deal  cut 
into  two  leaves,  or  made  into  two  boards. 

SMOOTHING  PLANE.     See  Plane. 

SNACKET,  a  local  term  for  a  kindof  hasp  for  a  casement. 

SNIPE'S-BILL,  a  plane  with  a  sharp  arris  for  getting  out 
the  quirks  of  mouldings. 

SOCKET-CHISEL,  a  strong  chisel,  used  by  carpenters, 
for  mortising;  used  by  the  percussive  blows  of  a  mallet. 

SOCLE,  or  Zocle,  (from  the  Latin,  soccus)  a  square  piece, 
of  less  height  than  its  horizontal  dimension,  serving  to  raise 
pedestals,  or  to  support  vases,  and  other  ornaments.  The 
socle  is  sometimes  contiimed  round  a  building,  or  an  entire 
part  of  a  building.     It  has  neither  base  nor  cornice. 

SOFFITA,  Soffit,  or  Sofit,  in  architecture,  any  timber 
ceiling  formed  of  cross-beams,  or  flying  cornices,  the  square 
compartments,  or  panels  of  which,  are  enriched  with  sculp- 
ture, painting,  or  gilding. 

The  word  is  Italian,  and  sigiiifies  the  same  with  the  Latin 
lacunar  and  laqvear ;  with  this  difference,  that  lacunar  is 
used  for  any  ceiling  with  square  hollow  panels,  called  lacus  ; 
and  laquear  for  compartments  interlaced  with  platbands, 
after  the  manner  of  knots,  or  laquei.  Such  are  those  in  the 
basilicas  and  palaces  of  Italy,  and  in  the  apartments  of  the 
Luxemburg  at  Paris. 

SoFFiTA,  or  Soffit,  is  also  used  for  the  underside  of  the 
corona,  or  larmier,  which  the  ancients  called  lacunar,  the 
French  denominate  plafond,  and  we,  usually,  the  drip. 

SOFFITS,  the  under  sides  of  the  he.ids  of  apertures,  or 
the  parts  of  mouldings  which  may  be  projected  upon  a  hori- 
zontal plane,  by  lines  perpendicular  from  all  points  of  the 
mouldings  upon  that  plane.  Several  methods  have  already 
been  described,  under  the  article  Envelope.  What  is 
proposed  under  the  present  head,  is  to  show  the  methods 
adopted  by  early  writers,  not  with  a  view  of  exposing  their 
errors,  but  in  order  to  guard  the  student  against  erroneous 
principles. 

Figure  1,  No.  1  and  2,  as  also  Figure  2,  No.  1  and  2,  are 
from  Swan's  British  Architect,  Plate  I. — "  Figure  1  shows 
the  opening  of  a  window  in  a  straight  wall :  draw  the  lines, 
ranging  with  the  splay  of  the  jambs;  where  these  meet,  3 
at  a,  is  the  length  of  the  radius  for  drawing  the  curvature  of 
the  soflit ;  then  take  the  distance  a  b,  transfer  it  from  c  to  d, 
in  Figure  2 ;  then  set  your  compasses  in  c,  and  draw  the 
circular  line  e  d ;  then  set  on  the  width  of  your  soffit,  and 
draw  the  external  line  ;  this,  when  bent  to  a  semicircle,  will 
range  along  with  each  part  of  the  straight  wall. 

^^  Figure  2  represents  the  opening  of  a  window,  of  the 
same  width  as  the  former,  in  a  circular  wall.  The  shadowed 
semicircle  above  {Figure  2,  No.  1)  shows  the  opening  of  the 
arch.  The  arch-line  may  be  divided  into  any  number  of 
parts,  as  here,  into  twelve.  Draw  lines  perpendicular  from 
the  base-line,  through  all  these  divisions  of  the  line  h  ;  then, 
in  Figure  2,  No.  2,  draw  a  circular  line,  as  for  a  straight 
wall;  and  divide  it  into  the  same  number  of  parts  as  the 
arch-line  above  Figure  2 ;  then  take  the  distances  from 
the  line  h  to  the  circular  wall,  and  set  them  from  the  outside 
line  in  Figure  2,  No.  2,  as  at  1,  2,  3,  &c.  to  12;  then  you 
will  have  the  true  curvature  of  your  soflit,  which,  when 
bent  to  a  semicircle,  will,  in  every  part,  agree  with  a  circu- 
lar wall." 

The  following  are  from  the  Carpenters'  and  Joiners'  He- 
pository,  by  William  Pain: 

'■  Figure  3  i^  a  circular  soflit  in  flowing  jambs.  Draw  the 
flewing  of  the  jambs,  c  (/  and  e  f  to  meet  at  the  point  a  ; 
then  draw  the  arch  df,  and  divide  the  said  arch  into  any 
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number  of  equal  parts,  the  more  the  truer  the  work,  and  run 
these  parts  on  the  dotted  arch-line  ligure;  then  draw  a  line 
from  a  to  g,  which  is  the  soffit  stretched  out ;  then  draw  a 
dotted  line  from  the  centre,  a,  the  parts  of  the  arch-line, 
stretched  out  far  enough  to  receive  the  parts  taken  from  tiie 
chord-line  to  the  inside  of  the  wall,  and  set  them  on  the  soffit, 
stretched  out,  as  1,2,  3,  4,  5,  6,  7,  8,  and  so  on  ;  which  will 
give  the  edge  of  the  soffit. 

'•  Figure  5. — a  is  a  circular  soffit  in  a  circular  wall,  which 
is  flewing  on  the  jambs,  and  square  at  top  ;  which  makes  the 
soffit  winding  as  well  as  dewing.  Draw  the  flewing  of  the 
jambs  till  they  meet  at  o.  The  outside-arch  is  a  semicircle, 
the  inside-arch  a  semi-ellipsis.  On  the  transverse  diameter 
draw  the  plan  of  the  wall,  and  the  chord-line  e  d,  equal  to 
the  opening  on  the  inside  ley  then,  on  the  chord-line,  e  d, 
draw  the  semicircle,  whose  diameter  is  equal  to  e  d ;  then,  on 
the  same  chord-line,  draw  the  lesser  semicircle  to  the  outside 
opening  ;  then  draw  the  ellipsis,  e  d,  whose  height  is  exactly 
equal  to  the  height  of  the  lesser  semicircle ;  then  divide  the 
greater  semicircle  into  a  number  of  equal  parts,  and  draw 
dotted  lines  from  these  parts  to  the  inside  curve  of  the  wall ; 
then  apply  a  rule  fron:i  the  point  o,  to  where  those  lines  meet 
the  inside  of  the  wall,  and  draw  the  black  lines  across  the  plan 
of  the  wall,  which  will  give  the  width  of  the  soffit  at  those 
places ;  then  draw,  with  the  centre  o,  the  two  arch-lines 
1  b,  fg,  and  on  the  arch  1  b,  run  the  parts  on  the  great 
circle  ;  and,  from  the  centre,  o,  to  these  parts,  draw  the  black 
lines  across  the  soffit,  stretched  out,  as  1,  3, 5,  7,  9  ;  then  take 
off  the  parts  between  the  great  semicircle  and  the  ellipsis,  and 
set  them  on  the  lines  drawn  across  the  soffit,  stretched  out, 
as  1,  2,  3,  4,  5,  6,  7,  8,  9,  10,  and  trace  through  these  points, 
which  will  give  the  inside  of  the  soffit;  then  take  the  vridth 
of  the  plan  on  those  black  lines,  and  set  it  on  the  soffit, 
stretched  out,  will  give  the  line  g  i  /,  which  is  the  width  of 
the  soffit." 

The  following  are  taken  from  the  British  Palladia: — 
^^ Figure  4  is  a  circular  flewing  soffit,  in  a  circular  wall: 
continue  the  flewing  of  the  jambs,  till  they  meet  at  e;  then 
take  the  radius,  e  o,  and  draw  the  arch-line  bo;  then  divide 
the  greater  and  lesser  arch  into  the  same  number  of  parts,  as 
here  mto  8;  this  will  do  for  a  straight  wall:  as  this  plan 
flews  circular,  take  half  the  distance  of  the  chord-line  of  the 
lesser  arch  in  the  compasses,  and  strike  the  dotted  arch 
■which  divide  into  fourparts;  then  set  them  on  the  chord-line 
of  b  o,  as  1,  2,  3,  4,  and  draw  lines  from  them  to  the  arch- 
line  stretched  out  parallel  to  e  1  ;  then  take  d  g,  the  distance 
of  the  chord-line  of  the  plan  and  the  curve,  and  set  it  from 
h  to  w,  on  the  line  ke  ;  then  set  the  distances,  2,  3,  4,  of  the 
chord-line  and  curve-line,  and  set  from  the  arch-line  stretched 
out  on  the  parallel  lines,  2,  3,  4 ;  trace  through  those  points 
from  b  to  n,  and  you  have  half  the  edge  of  the  soffit.  To  get 
the  breadth,  make  a  section  of  the  arch,  as  on  the  right  of 
Figure  4,  No.  1  ;  draw  the  perpendicular  lines,  1  5,  1  5,  the 
distances  of  ?«  o  on  the  plan  ;  then  take  the  distances  o,  2,  3, 4, 
set  them  on  the  perpendicular  line  to  the  right,  as  marked 
from  1  to  2,  3,  4,  5,  at  right  angles,  the  distances  from  the 
chord-line  of  the  great  arch,  I  1,  2  2,  3  3,  4  4,  trace  throutrh 
them,  and  you  have  one  side  of  this  section  ;  for  the  smaller 
arch,  proceed  as  before,  and  on  the  other  perpendicular 
line,  5  1,  of  the  distances,  as  figured,  5,  4,  3,  2, 0 ;  from  0  to  1 
draw  the  flewing  line  of  the  arch,  at  the  crown  ;  take  that 
distance,  and  set  it  from  n  to  k  on  the  soffit ;  also,  to  the 
perpendicular  line  on  the  side  of  the  plan,  m,  n,  set  the  com- 
passes  in  m,  and  strike  out  the  side  of  the  flew  to  »  ;  divide 
the  diffiirence  of  the  line  0  1,  from  the  section  to  n',  into  as 
many  parts  as  the  great  arch  ;  then  set  off  those  parts  with 
a  small  curve,  respectively,  from  2,  3, 4, 6,  on  the  soffit ;  then 


with  the  parts  1,  2,  3,  4,  on  the  greater  dotted  arch,  cross 
them  from  k  ;  trace  through  them,  and  you  have  half  the 
soffit;  mark  them  to  the  other  side,  and  the  .soffit  is 
complete. 

"  Figure  6  is  a  circular  flewing  and  winding  soffit,  in  a 
straight  wall.  Continue  the  flewing  of  the  jambs  till  they 
meet  at  a  ;  then  draw  the  arch-line  b  c,  and  make  the  chords 
equal  to  the  circumference  of  the  lesser  arch,  on  which  set 
the  parts  it  is  divided  into,  1,2,  3,  4  ;  divide  the  distance  of 
the  chord  from  the  arch  into  five  parts;  draw  a  line  from  3  to  b, 
and  mark  where  it  cuts  the  perpendicular  4  at  d ;  draw  a  line 
from  d  to  1,  parallel  to  the  chord-line  ;  divide  1  2  into  four 
parts  ;  from  two  of  them  draw  a  line  parallel  to  1  d ;  mark 
where  it  cuts  the  perpendicular  of  3,  on  the  chord-line  at  e  ; 
draw  another  parallel  line  from  the  third  mark,  and  mark  its 
crossing  the  perpendicular  of  2,  on  the  chord-line  at  h  ;  trace 
through  the  points  b,  d,  e,  h,  2,  this  gives  one  side  of  the  soffit, 
then  take  the  ordinates  across  the  plan,  1  1,  2  2, 3  3,  44,  and 
the  side  of  the  flew  a  f,  and  set  them  from  2,  h,  e,  d,  b  ;  then 
take  the  parts  1,  2,  3,  4,  of  the  greater  arch,  and  set  them 
from  I  to  2,  3,  4,  /;  tr.ace  through  them,  and  get  the  other 
side  ;  set  ofl'  these  ;  measure  to  the  other  half,  and  complete 
the  soffit." 

Plate  II.  Figure  1. — A  soffit,  from  the  Practical  House 
Carpenter.  No.  1,  is  the  plan  and  section  of  the  centre. 
No.  2,  is  the  covering  extended  in  piano.  The  author  describes 
it  thus :  "  Figure  b  the  plan  of  a  circular  wall,  wherein  a 
circular  door,  or  window,  is  to  be  fixed  ;  to  make  a  soffit  to 
fit  or  stand  on  the  plan,  as  Figure  d  ;  draw  the  base-line  of 
the  arch,  or  soffit,  to  touch  the  bow  of  the  wall ;  divide  the 
arch-line  into  twelve  parts,  and  drop  them  down  to  ihe  plan 
across  it;  then  stretch  out  the  arch,  as  1  to  12,  and  draw 
the  divisions  at  right  angles  from  it ;  then  take  them  from 
the  base-line  to  the  wall,  as  1,2,  3,  4,  &c.,  and  tr:insfer  them 
on  the  parts  of  the  line  stretched  out,  will  give  the  edge  of 
the  soffit  D." 

Figure  "2. — A  cylindrical  soffit,  cutting  obliquely  through 
a  straight  wall,  from  the  Practical  Hotise  Carpenter.  The 
author  describes  it  thus:  '■'■Figure  e  is  a  soffit  in  a  straight 
wall  on  flewing  jambs :  f  the  soffit  stretched  out ;  stretch 
out  the  arch,  as  o  to  8,  and  draw  lines  from  those  divisions 
parallel  with  the  jambs  ;  then  draw  the  lines  fjom  the  divi- 
sions on  each  side  of  the  plan  ;  the  angle  of  meeting  will  give 
the  edge  of  the  soffit."  This  description  is  imperfect :  for 
the  true  method,  see  the  article  Envelope. 

Figure  3. — A  cylindrical  soffit  in  a  circular  wall,  from 
Pain's  Practical  Builder.  The  author  describes  it  thus : 
"  Figure  a  is  a  circular  wall,  which  has  a  door  or  window, 
that  stands  flewing.  Because  the  jambs  do  not  stand  at  right 
angles  with  the  diameter  of  the  circle,  find  the  curve-line  of 
the  soffit  in  this  case;  draw  the  chord-line  or  base-line, 
of  the  arch,  o  9,  at  right  angles  with  the  jambs  o,  h,  to  touch 
the  arch  of  the  wall  at  a,  and  divide  the  arch  into  equal  parts, 
and  drop  them  to  the  wall ;  then  take  off  the  distances  A  g, 
8,  9,  7,  /,  6,  e,  &c.,  and  put  them  on  the  arch  stretched  out, 
gives  the  edge  of  the  soffit."  It  is  singular,  that  this  method 
should  be  true,  while  the  former,  which  is  more  simple, 
is  false. 

Fiqure  4. A  cono-cuneoidal   soffit   in   a   circular  wall. 

No.  1  is  the  plan  and  sections  of  the  centre  :  No.  2,  the 
soffit  stretched  out. 

Fiqure  5. — A  conical  soffit  in  a  cylindrical  wall,  where  the 
aperture  expands  towards  the  concave  surface  of  the  wall. 

Figure  6. — A  conical  soffit  in  a  circular  wall,  where  the 
aperture  expands  towards  the  convex  surfice  of  the  wall. 

Fiqure  7. — A  cono  cMnei>idal  soffit  in  a  circular  wall,  where 
the  aperture  expands  towards  the  convex  surface  of  the  wall. 


These  Figures,  viz.,  4,  5,  <5,  7,  are  from  Pain's  Golden,  Rule. 
The  principles  upcni  which  they  .ire  founded  are  erroneous: 
see  the  article  Envi-.lope  ;  where  are  given  correct  methods 
for  Figures  5  and  6,  and  very  near  approximations  for 
Fig 'ires  4  and  7. 

SOILS,  an  obsolete  pronunciation  for  the  sills  of  a  window. 
Sec  Sill. 

Soils,  in  roofing,  in  "Westmoreland,  are  what  are  generally 
denominated  in  London,  Pkincipal  Rafters,  which  see. 

SOLDERING,  the  method  of  uniting  two  or  more  metals 
by  partial  fusion.  The  union  is  effected  by  an  alloy  or 
solder,  of  greater  fusibility  than  the  metals  to  be  united. 

SOLID,  (from  the   Latin,  solidus,  compiict,)  in  geometry, 
a  m.agnitude  of  three  dimensions,  extended  in  length,  breadth,  . 
and  thickness. 

A  solid  is  terminated,  or  contained,  under  one  or  more 
plain  surfaces,  as  a  surface  is  under  one  or  more  lines.  From 
the  circumstances  of  the  terminating  lines,  solids  are  divided 
into  regular  and  irregular. 

Regular  solids  are  terminated  by  equal  and  similar 
planes,  so  that  the  apex  of  their  solid  angles  may  be 
inscribed  in  a  sphere.  Under  this  class  come  the  Dode- 
cahedron, the  IcosAHEDRON,  the  Octahedron,  and  the 
Tetrahedron,  or  Ci'be.     See  those  articles. 

Solid  Angle,  .an  angle  formed  by  three  or  more  plane 
angles  meeting  in  a  point. 

The  sum  of  all  the  plane  angles  constituting  a  solid  angle, 
is  always  less  than  360°;  otherwise  they  would  constitute 
the  plane  of  a  circle,  and  not  a  solid. 

If  the  apex  of  a  solid  angle  be  supposed  in  the  centre  of 
a  sphere,  the  measure  of  the  solid  angle  is  the  space  inter- 
cepted upon  the  surface  of  the  sphere  by  the  planes  of  such 
angle. 

Hence  the  comparison  of  solid  angles  is  easily  effected  :  for 
since  the  areas  of  spherical  triangles  are  measured  by  the 
excess  of  the  sums  of  their  angles,  each  above  two  right 
angles,  and  the  areas  of  spherical  polygons  of  n  sides  by  the 
excess  of  the  sum  of  their  angles  above  (2n — 4)  right  angles; 
it  follows,  that  the  magnitude  of  a  trilateral  solid  angle  will 
be  measured  by  the  excess  of  the  sum  of  three  .angles  above 
(2.3 — iz=2)  above  two  right  angles  ;  and  the  magnitude  of 
solid  angles,  formed  by  n  bounding  planes,  will  be  measured 
by  the  excess  of  the  sum  of  the  angles  of  inclination  of  the 
several  planes  above  (2  n — 4)  right  angles. 

In  all  cases,  the  maximum  limit  of  solid  angles  will  be  the 
plane,  towards  which  various  planes  determining  such  angles 
approach,  as  they  diverge  farther  from  each  other  about  the 
same  summit ;  the  same  as  a  right  line  is  the  maximum  limit 
of  pLane  angles,  being  formed  by  the  two  boundary  lines, 
when  they  m.ake  an  angle  of  180°.  The  maximum  limit  of 
solid  angles  is  measured  by  the  surface  of  the  hemisphere,  in 
like  m.inner  .is  the  maximum  limit  of  plane  angles  is  measured 
by  the  arc  of  a  semicircle. 

The  solid  right  angle  is  ^=(^)'  of  the  maximum  solid 
angle ;  while  the  plane  right  angle  is  half  the  maximum 
plane  angle. 

Solid  Shoot.     See  Water  Shoot. 

SOLIVE,  (French,)  among  carpenters,  a  joist,  rafter,  or 
piece  of  wood,  either  slit  or  sawed,  with  which  the  builder's 
lay  their  ceilings.  This  word,  though  generally  found  in 
builders'  dictionaries,  is  not  used  by  English  carpenters. 

SORTANT  ANGLE,  the  same  as  Salient  Angle, 
which  see. 

SOSTRATUS,  in  biography,  the  most  eminent  architect 
of  his  time,  w.is  a  native  of  Cn^dos,  in  Lesser  Asia,  the  son  of 
Dexiphanes,  also  an  .irchitect,  who  (lourished  in  the  thiid 
century  before  the  Christian  fcra.     The  high  patronage  he 


met  with,  caused  him  to  be  denominated  the  friend  of  kings. 
He  w.is  particularly  in  favour  with  Ptolemy  Philadelphus, 
sovereign  of  Egypt,  and  is  celebrated  in  history  for  the  ter- 
races, supported  on  arcades,  with  which  he  adorned  his  native 
city.  He  also  built  the  celebrated  lighthouse  on  the  island  of 
Pharos,  opposite  to  Alexandria,  which  was  reckoned  among 
the  wonders  of  the  world  ;  and,  by  a  crafty  device,  he  trans- 
mitted his  name  to  posterity,  in  lieu  of  that  of  his  patron. 
Being  ordered  to  engrave  upon  the  tower  an  inscription  to 
the  following  effect :  "  King  Ptolemy  to  the  gods,  the  saviours, 
for  the  benefit  of  sailors ;"  instead  of  the  king's  name,  he 
substituted  his  own,  and  then  filling  up  the  letters  with  mor- 
tar, he  painted  upon  it  as  he  had  been  directed  ;  but  in  pro- 
cess of  time,  the  mortar  wearing  out,  the  original  engraving 
appeared,  and  the  inscription  ran,  "  Sostratus,  of  Cnidos,  the 
son  of  Dexiphanes,  to  the  gods,  the  saviours,  for  the  benefit 
of  sailors  ;"  which  remained  as  long  as  the  tower  stood. 

SOUFFLOT,  JAMES  GERMAIN,  an  eminent  architect, 
born,  in  1714,  at  Irancy,  near  Auxerre.  His  father,  an 
avocat  of  the  parliament,  destined  him  for  his  own  profession, 
and  sent  him,  while  very  young,  to  Paris  for  education  ;  but 
preferring  the  science  of  architecture,  he  w.is  for  some  time 
employed  in  that  art  at  Lyons,  whence  he  repaired  to  Italy, 
for  improvement,  and,  on  his  return  to  France,  was  admitted 
one  of  the  king's  pensioners.  It  being  resolved  that  several 
public  buildings  should  be  erected  at  Lyons,  he  was  recom- 
mended to  imdertake  part  of  the  work,  by  the  director  of  the 
French  academy  at  Rome  ;  and  the  construction  of  the 
Exchange  and  the  Hospital  was  committed  to  him.  The 
noble  simplicity  of  the  Hospital,  together  with  its  excellent 
adaptation  to  the  object  for  which  it  was  intended,  were 
universally  admired,  and  raised  his  reputation  as  an  artist. 
After  this,  he  was  employed  to  build  the  Concert-Room  and 
Theatre  of  the  same  city.  He  next  travelled  .igain  into 
It.ily,  and  on  his  return,  settled  at  Paris,  where  he  was  suc- 
cessively made  comptroller  of  the  buildings  at  Marly  and  the 
Tuilleries,  member  of  the  academies  of  architecture  .ind  paint- 
ing, knight  of  St.  Michael,  and  intend<int  of  the  royal  build- 
ings. In  1757,  he  laid  the  foundation  of  the  church  of  St. 
Genevieve,  of  which  he  only  finished  the  portal,  the  nave, 
and  the  towers.  In  this  business,  he  subjected  himself  to 
some  severe  criticism,  especially  with  respect  to  the  possibil- 
ity of  erecting  the  intended  dome  upon  the  basis  designed  for 
it;  though  some  exact  calculations  justified  his  plan.  The 
criticisms  and  unfriendly  remarks  of  his  rivals  were  more 
than  his  temper,  naturally  irritable,  could  bear;  and  he  died 
partly  of  chagrin,  in  the  year  1780,  at  the  age  of  07.  Besides 
the  public  works  already  mentioned,  he  executed  many  others, 
which  display  the  powers  of  a  great  genius  ;  and  after  his 
death,  M.  Dumont,  professor  of  architecture,  published  a  book 
of  designs,  which  he  had  left  behind  him,  under  the  title  of 
Elevations  tt  Coupes  de  <pielijues  Edijiccs  de  France  el 
dVlalie,  designees  par  feu  M.  Soujjiot,  Architect  da  Jioi, 
et  gravees. 

Though  Soufflot  was  rough  and  hasty  in  his  maimers,  he 
was  kind  and  friendly,  whence  he  obtained  the  name  of  Le 
Bourru  Bieiifiisimt.  tt 

SOUND-UO,\lvD,  the  same  as  a  canopy  or  type  over  ^' 
pulpit,  used    for    the    purpose   of  increasing  the  sound  by 
reflection. 

Sound-Boakding,  in  floors,  short  boards  placed  trans- 
versely between  the  joists,  and  supported  by  fillets,  fixed  to 
the  sides  of  the  latter,  tor  holding  the  pugging,  which  is  any 
substance  that  will  prevent  the  transmission  of  sound  from 
one  story  to  another.  The  narrower  the  sound-boards,  the 
better.  The  fillets,  on  which  the  sound-boards  rest, 
m.iy     be    about    thrcc-ijuarters    of     an    inch    thick,    and 
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about  an  inch  broad,  nailed  to  the  joists  at  intervals  of 
one  foot  each. 

SPAN,  the  width  of  an  arch ;  the  distance  between  the 
piers,  or  the  length  of  an  imaginary  line  extending  between 
its  springing  on  cither  side;  the  same  as  chord. 

Si'ANDKliL,  an  irregular  triangular  space,  bounded  on 
one  side  by  the  outer  or  convex  curve  of  an  arch,  and  on  the 
other  two  by  two  straight  lines  touching  the  curve,  and  meet- 
ing each  other  at  right  angles.  It  is  commonly  formed  in 
Gothic  architecture  by  an  arch  with  a  rectangular  hood- 
mould,  tiie  spandrel  so  formed  being  frequently  enriched  with 
carving  or  sculpture,  sometimes  with  foliage,  at  others  with 
quatiefoils,  shields  of  arms,  and  various  devices. 

The  term  is  further  applied  to  any  surface  of  a  similar 
form,  or  formed  under  similar  circumstances. 

SPANDREL  BRACKETING,  a  cradling  of  brackets 
fixed  between  one  or  more  curves,  each  in  a  vertical  plane, 
and  in  the  circumference  of  a  circle,  whose  plane  is  hori- 
zontal. 

Pkopositios  I. —  Oiven  the  plan  of  a  square  room  to  be 
covered  or  vaulted  with  spandrel  bracketing,  and  the  vertical 
section  of  the  cove,  whose  plane  passes  through  the  axis  of  the 
room,  and  through  the  intersection  of  two  adjoining  walls ; 
to  Jind  the  figure  of  the  springing  on  the  walls,  so  that  the 
faces  of  the  brackets  mag  be  in  the  surface  of  a  solid,  formed 
by  revolving  the  given  section  from  its  place  in  the  angle, 
round  the  axis  of  the  room,  until  it  makes  a  revolution. 

In  the  given  square  inscribe  a  circle,  which  will  represent 
the  ceiling-line,  from  any  angle  of  the  square  draw  a  line  to 
the  centre  :  a])ply  the  given  section  upon  this  line  as  a  base, 
to  its  place  at  the  angle.  TaUe  any  number  of  points  in  the 
curve,  and  draw  lines  perpendicular  to  the  base  to  cut  it. 
Upon  the  centre  of  the  square,  and  with  the  distance  of  the 
several  points  of  section,  describe  arcs  cutting  any  side 
of  the  square.  From  these  points  draw  ]>erpendiculars  to 
that  side,  from  which  make  the  several  lengths  of  the  per- 
pendiculars equal  to  those  of  the  section ;  through  the  ex- 
tremities draw  a  curve,  which  will  be  the  figure  of  the 
springing. 

Example  1.  Figure  1. — Let  the  given  square  be  a  b  c  d, 
and  let  e  be  its  centre ;  join  e  b  ;  apply  the  given  section,  b  f, 
to  E  B,  as  a  base,  so  that  when  turned  perpendicular  round  e  b 
upon  the  squ.ai'e,  it  will  then  be  in  its  place.  In  the  curve,  f  b, 
take  any  number  of  points,  h,  and  draw  the  lines  h  j,  perpen- 
dicular to  E  B,  meeting  it  at  the  point  i.  On  the  centre,  e, 
with  the  radii  e  i,  describe  arcs,  i  k,  meeting  a  b  in  the 
points  k.  From  the  points  k,  draw  the  lines,  k  I,  perpen- 
dicular to  A  b  ;  and  also  from  m,  the  points  of  contact, 
draw  M  N.  Make  the  perpendiculars  m  n,  k  I,  k  I,  &c.  equal 
to  the  lines  i  h:  through  the  points  b,  /,  /,  I,  >kc.,  to  n,  draw 
a  curve,  which  will  be  half  the  springing  line  required.  But 
if  the  points  p  are  taken  in  the  arc,  m  g,  equidistantly,  and 
the  points ^j  be  the  upper  ends  of  the  brackets,  it  will  be  much 
more  convenient  to  draw  the  lines  e  p  k.  On  the  centre,  e, 
with  the  radii  e  k,  describe  the  arcs  k  i ;  draw  the  perpen- 
diculars i  h  and  k  I,  and  proceed  as  before,  to  complete  the 
curve,  as  the  points  I  will  give  the  spring  of  the  foot  of  the 
brackets.  In  this  example,  the  section  here  given  is  a  quad- 
rant;  but  it  may  be  any  geometrical  curve,  or  any  other 
line,  that  fancy  may  suggest,  the  same  method  extending 
to  all. 

Example  2.  Figure  2. — In  this  example,  the  section  given 
is  a  part  of  a  circle,  the  radius  of  which  is  half  the  diagonal 
of  the  square,  therefore,  the  quadrant,  one  of  whose  radii  is 
the  axis,  and  the  other  the  half  of  the  diagonal,  will  generate 
a  hemisphere.  It  is  evident,  that  if  a  square  be  inscribed  in 
its  base,  and  cut  by  planes  through  the  sides  of  the  square 
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at  right  angles  to  the  base,  the  sections  will  be  semicircles  ; 
therefore,  upon  any  side,  as  a  diameter,  describe  a  semicircle, 
and  it  will  give  the  springing  required.  The  places  or 
springing-poiiits  of  the  braukets,  may  be  found  as  before. 

Proposition  II. —  Given  the  plan  of  an  oblong  room,  to 
be  coved  or  vaulted  with  spandrel  bracketing,  the  ceiling-line 
an  ellipsis  itiscribed  in  the  2>l<in,  and  a  section  of  the  cove, 
through  the  diagonal  perpendicular  to  the  ceiling-line  ;  to  find 
the  spandrels  of  the  bracketing,  such  that  they  may  he  the  irv- 
tersections  made  by  the  planes  of  the  four  walls,  with  the 
curved  surface  of  a  solid,  generated  by  the  given  section,  mov- 
ing always  ])erj>endicular  to  the  ceiling-line,  which  j)asses 
through  the  vpper  extremity  of  the  curve  of  the  generating 
section,  and  the  lower  extremity,  always  in  a  horizontal 
2)  lane. 

Figure  3. — Let  the  oblong,  a  b  c  d,  be  the  plan  of  the 
walls,  and  e  f  g  n,  the  inscribed  ellipsis;  eg  being  the 
greater  axis,  and  f  h  the  lesser,  parallel  to  the  sides  of 
the  rectangle ;  consequently,  e,  f,  g,  h,  the  points  of  contact. 
In  any  quadrant,  e  h,  take  any  number  of  equidistant  points,  i, 
or  rather  in  a  ratio,  in  which  every  succeeding  two  towards  e, 
the  extremity  of  the  longer  axis,  will  be  nearer  and  nearer 
together,  by  the  property  of  the  ellipsis.  Draw  the  lines,  i  k, 
perpendicular  to  the  curve,  cutting  the  two  sides,  da,  d  c,  in 
the  points  k.  Let  n  k  o  be  the  given  section,  n  e  its  base, 
which  is  a  prolongation  of  g  e,  the  line  drawn  from  d,  per- 
pendicular to  the  curve,  meeting  it  at  r  ;  from  the  point  e, 
on  E  N,  make  the  distances  e  /  respectfully  equal  to  the 
lines  i  k.  Draw  the  lines  I  m  perpendicular  to  n  e,  cutting 
the  curve  n  o  in  the  points  m,  and  the  lines  k p  perpendicular 
to  a  D  and  dc  :  make  all  the  lines  k  j)  equal  to  the  lines  /  m, 
and  through  the  points  p  draw  curves,  which  will  be  half 
the  springing  line  on  the  two  adjacent  sides,  and  the  points^ 
will  be  the  places  for  the  springing  of  the  brackets.  The 
reader  must  here  observe,  that  though  the  points  I  would 
describe  parallel  curves  on  the  horizontal  plane,  yet  none  of 
these  curves  would  be  ellipses. 

Proposition  III. —  Given  the  plan  of  a  rectangular  room 
to  be  coved  with  spandrel  bracketing,  supposing  the  surface 
of  the  solid  with  which  the  faces  of  the  brackets  are  to  coin- 
cide, to  be  an  ellipsoid,  the  base  of  the  spandrel  solid,  a  section, 
passing  through  its  axis,  given  the  springing-line  of  one  of  the 
ends,  which  is  a  section  perpendicular  to  the  fixed  axis  ;  to 
find  the  springing-line  vpon  the  sides,  so  that  they  may  be  of 
the  same  height  with  that  upon  tlie  ends,  and  also  the  curves 
of  the  ribs. 

F^igure  4. — Let  a  b  c  d  be  the  rectangular  plan,  and 
let  a  F  B  be  the  section  given,  which  is  necessarily  semicir- 
cular ;  upon  a  D,  as  a  transverse  axis,  and  with  one-half 
of  A  B,  as  a  semi  conjugate,  describe  the  semi-ellipsis  ao  d, 
and  it  will  be  the  springing  required  for  the  otiier  two  sides. 
Produce  i  o  and  ii  p,  the  two  axes  of  the  inscribed  ellipsis, 
in  all  the  four  directions.  Through  any  point,  a,  in  one  of 
the  angular  points  of  the  plane,  describe  an  ellipsis,  n  k  l  m, 
whose  two  axes  shall  be  on  the  lines  n  p  and  o  i,  and  also  in 
the  same  ratio  as  those  lines,  the  transverse  axis  being  m  k, 
and  the  conjugate  n  l  ;  this  ellipsis  would  be  the  base  of  the 
ellipsoid.  Now,  as  every  section  passing  through  the  shorter 
axis  of  this  ellipsoid,  viz.,  all  the  vertiail  ellipses  passing 
through  E,  have  the  same  conjugate  axis,  it  will  be  very  easy 
to  describe  the  ribs  over  any  given  seat,  as  this  seat  is  the 
transverse  axis,  and  the  radius  of  tiie  greatest  circle  is 
the  semi-conjugate. 

Two  diagrams  illustrative  of  the  method  of  obtaining  the 
projection  of  angle-brackets  are  added. 

Figure  1,  a  cove  bracket ;  b  a  e  the  plan  of  the  angle-rib  ; 
the  ordinates  h  i,  are  taken  from  the  ordinates  gf. 


Figure  2. — Another  cove-bracket,  of  which  one  side  has 
less  projection  than  the  other,  bod,  the  plan  of  the  angle, 
as  befure  ;  the  bracket  a  o  b,  the  angle  b  »  d,  and  the  posi- 
tion of  the  line,  g  e,  are  given  ;  hoe,  being  an  obtuse 
angle,  viz.,  the  angle  of  the  room.  The  ordiuates,  m  »,  of 
one  side  of  the  room,  are  taken  from  the  ordinates,  k  i,  of  the 
given  bracket,  a  b  g. 

SPAN-PIECE,  a  provincial  term  in  Lincolnshire,  and 
perhaps  in  other  counties,  for  Collar-Beam,  which  see. 

Span-Koof,  a  roof  consisting  of  two  inclined  sides.  The 
term  is  used  in  contradistinction  to  slicd-roofing .  Span- 
roofing  may  have  simple  rafters,  with  or  without  a  collar- 
beam  ;  or  the  roof  may  be  trussed  ;  in  which  latter  case,  the 
term  applies  only  to  the  external  construction. 

SPECIES  OE  TEMPLES  :  these  are  determined  by  the 
number  of  columns  in  the  front  of  the  portico ;  which,  with 
their  distance  from  each  other,  is  regulated  by  the  diameter 
of  the  columns  at  the  bottom.     See  Temple. 

SPECIFICATION,  a  detailed  and  formal  description  of 
an  edifice  to  be  erected,  the  materials  to  be  used  therein,  and 
the  particular  uses  to  which  they  are  to  be  applied.  Speci- 
fications are  provided  for  the  guidance  of  the  builder  in 
making  his  tender  for  work,  and  are  appended  to  the  con- 
tract. They  are  usually  divided  into  several  heads,  accord- 
ing to  the  different  trades  employed  in  the  work,  and  ought 
to  be  made  out  with  great  accuracy  and  precision ;  the  more 
simi>le  they  are,  the  better. 

SPECIFIC  GRAVITY,  a  comparison  of  every  solid,  or 
fluid,  with  the  weight  of  the  same  magnitude  of  rain-water, 
llain-water  is  chosen  as  the  standard  of  comparison,  on 
account  of  its  being  less  subject  to  variation  in  different 
circumstances  of  time,  place,  &c.,  than  any  other  body, 
whether  solid  or  fluid.  And  by  a  very  fortunate  coincidence, 
at  least  to  English  philosophers,  it  happens,  that  a  cubic  foot 
of  rain-water  weighs  1,000  ounces  avoirdupoise  ;  and  con- 
sequently, assuming  this  as  the  specific  gravity  of  rain-water, 
and  comparing  all  other  bodies  with  this,  the  same  numbers 
that  e.\press  the  specific  gravity  of  bodies,  will  at  the  same 
time  denote  the  weight  of  a  cubic  foot  of  each  in  avoirdupoise 
ounces,  which  is  a  great  convenience  in  numerical  com- 
putations. 

From  the  preceding  definition,  we  readily  draw  the  follow- 
ing laws  of  the  specific  gravity  of  bodies,  viz., 

1.  In  bodies  of  equal  magnitudes,  the  specific  gravities  are 
directly  as  the  weights,  or  as  their  densities. 

2.  In  bodies  of  the  same  specific  gravities,  the  weights 
will  be  as  the  magnitudes. 

3.  In  bodies  of  equal  weights,  the  specific  gravities  are 
inversely  as  the  magnitudes. 

4.  The  weights  of  different  bodies  are  to  each  other 
in  the  compound  ratio  of  their  magnitudes  and  specific 
gravities. 

Hence  it  is  obvious,  that  if  in  the  magnitude,  weight, 
and  specific  gravity  of  a  body,  any  two  be  given,  the  third 
may  be  found ;  and  we  may  tlius  find  the  magnitude  of 
bodies,  which  arc  too  irregular  to  admit  of  the  application 
of  the  common  rules  of  mensuration  ;  or  we  may,  by  know- 
ing the  specific  gravity  and  nuignitude,  find  the  weight  of 
bodies  which  are  too  ponderous  to  be  submitted  to  the  action 
of  the  balance  or  steel-yard ;  or,  lastly,  the  magnitude 
and  weight  being  given,  we  may  ascertain  their  specific 
gravities. 

Example  1. —  The  weight  of  a  marble  statue  being  748rt. 
avoirdupoise,  required  the  number  of  cubic  feet,  dtc,  which  it 
contains  ;  the  specific  gravity  of  marble  being  2742. 

Since  a  cubic  foot  weighs  2742  ounces,  we  have 
as  2742  :  748  X  16  :  :  1  :  4.30  feet. 


Example  2. — Required  the  weight  of  a  block  of  granite 
whose  length  is  GS  feet,  and  breadth  and  thickness  each  12 
feet  ;  the  specific  gravity  of  granite  being  3500. 

Here  03  x  12  X  12  =  9072  feet:  then  again 
as  1  :  i)072  :  :  3.500  :  31752000  ounces  : 
or  885  tons,  18J  ewt.     The  above  are  said  to  be  the  dimen- 
sions of  one  of  the  stones  in  the  walls  of  Balbec. 

Other  properties  relating  to  the  specific  gravity  of  bodies 
are  as  follows,  viz. 

1.  A  body  immersed  in  a  fluid  will  sink,  if  its  specific 
gravity  be  greater  than  that  of  the  fluid  ;  if  it  be  less,  the 
body  will  rise  to  the  top,  and  be  only  partly  immersed ;  and 
if  the  specific  gravity  of  the  solid  and  fluid  be  equal,  it  will 
remain  at  rest  in  any  part  of  the  fluid  in  which  it  may 
be  placed. 

2.  When  a  bod}'  is  heavier  than  a  fluid,  it  loses  as  much 
of  its  weight  when  immersed,  as  is  equal  to  a  quantity  of  the 
fluid  of  the  same  bulk  or  magnitude. 

3.  If  the  specific  gravity  of  the  fluid  be  greater  than  that 
of  the  body,  then  the  quantity  of  the  fluid  displaced  by  the 
part  immersed,  is  equal  to  the  weight  of  the  whole  body. 
And  hence,  as  the  specific  gravity  of  the  fluid  is  to  that  of 
the  body,  so  is  the  whole  magnitude  of  the  body  to  the  part 
immersed. 

4.  The  specific  gravities  of  equal  solids  are  as  their  parts 
immersed  in  the  same  fluid. 

5.  The  specific  gravities  of  fluids  are  as  the  weights  lost 
by  the  same  immersed  solid. 

Hence  are  drawn  the  following  rules  for  ascertaining  the 
specific  gravities  of  both  solids  and  fluids. 

To  find  the  specific  gravity  of  a  body. — This  may  be  done 
generally  by  means  of  the  hydrostatic  balance,  which  is  con- 
trived for  the  easy  and  e.xact  determination  of  the  weights 
of  bodies,  either  in  air,  or  when  immersed  in  water,  or  other 
fluid,  from  the  difference  of  which  the  specific  gravity  of  both 
the  solid  and  fluid  may  be  computed. 

1.  When  the  body  is  heavier  than  water. — Weigh  it  both 
out  of  water  and  in  water ;  then  say. 

As  the  weight  lost  in  water 
Is  to  the  whole  or  absolute  weight, 
So  is  the  specific  gravity  of  water 
To  that  of  the  body. 

2.  When  the  body  is  lighter  than  water. — In  this  case 
attach  to  it  a  piece  of  another  body  heavier  than  water,  so 
that  the  mass  compounded  of  the  two  may  sink  together. 
Weigh  the  denser  body  and  the  compound  body  separately, 
both  out  of  the  water  and  in  it;  and  find  how  much  each 
loses  in  the  water  by  subtracting  its  weight  in  water  from  its 
weight  in  air ;  and  subtract  the  less  of  these  remainders  from 
the  greater.     Then  use  the  following  proportion  : 

As  the  last  remainder 
Is  to  the  weight  of  the  light  body  in  air, 
So  is  the  specific  gravity  of  water 
To  the  specific  gravity  of  the  body. 

3.  When  the  specific  gravity  of  the  fluid  is  required. — 
Take  a  piece  of  some  body  of  known  specific  gravity; 
weii'h  it  both  in  and  out  of  the  fluid,  and  find  the  loss  of 
weight  by  taking  the  diflerence  of  these  two ;  then  say, 

As  the  whole  or  absolute  weight 
Is  to  the  loss  of  weight. 
So  is  the  specific  gravity  of  the  solid 
To  the  specific  gravity  of  the  fluid. 
The  following  table  exhibits  the  specific  gravity  of  several 
of  the  most  common  bodies  ;  it  is  extracted  from  a  more 
extensive  one  given    in    Gregory's  Mechanics ;    and    other 
tables  of  a  similar  kind  will  be  found  in  the  works  of  Emer- 
son, Muschenbroeck,  Ward,  Cotes,  Martin,  &c. 
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Table  of  Specific  Oravities  of  Bodies. 


Brass,  cast,  not  ham- 
mered    .... 

,  cast,  common   . 

Copper,  not  hammered 

Gold,  pure,  melted,  not 
hammered     .     .     . 

,  the  same  ham- 


METALS. 

Mercury,  solid  or  con- 
839G  gealed  .  .  .  . 
7824  ,  fluent  .     .     . 

7788  Nickel,  molten  .  . 
Platina,crude,in  grains 
,  purified,    not 


mered 


gumea 


Iron,  cast 

Iron  rod       .     .     .     . 

Steel,neither  tempered 

nor  hardened      .     . 
,hardened,but  not 

tempered 
Iron  ore,  prismatic     . 
Lead,  molten     .     .     . 
,  ore  of,  cubic    . 


19258 

19362 

17629 

7207 

7700 

7833 

7840 

7355 

11352 

7587 


hammered 
,    ditto 


15632 
1356S 

7807 
15602 

19500 


ham- 


not 


mered       .     . 

Silver,      virgin, 
hammered     . 

,  ditto,  hammered 

,  shilling     .     .     . 

Tin,  pure  Cornish 
melted,  and  not  har- 
dened       .... 

,  hardened      .     . 

Zinc,  molten     .     .     . 


20337 


10477 
10511 
10534 


7291 
7299 
7191 


STONES. 


Beryl  .    . 

Chrysolite, 
jewellers 
Crystal 
Diamond 
Emerald 
Garnet    . 
Kuby       . 
Sapphire 


of      the 


3549 

2782 
2653 
3521 
2775 
4189 
4283 
3994 


Spar 2595 

Topaz 4011 

Agate  onyx      .     .     .  2638 

Flint 2594 

Jasper 2816 

Opal 2114 

Pearl 2684 

Pebble 2664 

Stone,  paving  .     .     .  2416 


VARIOUS 

Alabaster     .... 

Amber 

Ambergris  .... 
Basalts,  from  Giant's 

Causeway 
Bath  Stone      .     .     . 
Brick       ..... 

Chalk 

Clay 

Coal 

Earth,  common  .  . 
Gypsum,  opaque  .  . 
Glass,  green      .     .     . 


STONES,    EARTHS,  &C. 


2730 

1078 

926 

2864 
1975 
2000 
2784 
2000 
1269 
1520 
2168 
2642 


Glass,  white 
,  bottle 


Granite,  red  Egyptian 
Hone,  white  razor  . 
Limestone    .     .     .     . 

Marble 

Phosphorus  .... 
Portland  stone 
Porphyry     .     .     .     . 

Pyrites 

Slate  

Stone,  common  .  . 
Sulphur 


LIQUORS,    OILS,    &C. 


Alcohol,     commercial  837 
,  highly   recti- 
fied        829 

Ether 720 

Beer 1034 

Milk,  woman's      .     ,  1020 
,  cow's  ....  1032 


Oil  of  turpentine 
,  whale 


Water,  rain 
,  distilled 


,  sea 

Wine,  Port 


Bees-wax     . 
Bone  of  an  ox 
Camphor 
Gunpowder 


RESINS,  GUMS,  &C. 


Alder   .  .  .  , 
Ash,  the  trunk  of  . 


965 

1659 

989 

930 


800 
845 


Honey 
Ivory 
Tallow 
Wax 


Beech   .  . 
Box,  French 


2892 
2733 
2654 
2876 
3179 
2742 
1714 
2013 
2765 
4954 
2672 
2520 
2083 


870 

923 

1000 

1000 

1026 

997 


1456 

1822 

945 

897 


852 
912 


Cedar 
Cherry-tree 
Cork  .     . 
Ebony     . 
Elder-tree 
Elm,  trunk  of 
Fir,  red  or  yellow 
Fir,  white    . 
Larch      .     . 
Lignum-vita; 
Logwood 


Atmospheric  air 
Carbonic  air     . 
Carbonic  oxyde 
Hydrogen  .     . 


596 
715 
240 

1.331 
695 
671 
550 
470 
560 

1333 
913 


Mahogany  ....  1063 

Maple 750 

Oak,  heart  of,  60  years  1 170 

Pine,American  yellow  460 

Poplar 383 

Vine 1327 

Walnut 671 

Willow 585 

Yew,  Dutch      ...  788 
,  Spanish  .     .     .  807 


GASES. 


1.000 

1.524 

967 

69 


Light  gas     ....  986 

Nitrogen      ....  672 

Oxygen       ....  1.106 

Pit  gas 558 


SPERE,  a  screen  across  the  lower  end  of  ancient  halls. 

SPHERE,  (from  the  Greek,  a<l)aipa,  a  ball,)  a  solid,  whose 
surfiice  is  everywhere  equally  distant  from  a.  certain  point 
within  the  solid ;  which  point  is  called  the  centre  of  the 
sphere. 

Every  sphere  is  equal  to  two-thirds  of  its  circumscribing 
cylinder;  that  is,  it  is  equal  to  a  cylinder,  whose  ends  are  cir- 
cles, equal  to  a  great  circle  of  the  sphere,  and  whose  height 
is  equal  to  the  diameter  of  the  same.     Therefore, 

To  find  the  solidity  of  a  sphere.  Multiply  the  square  of 
the  diameter  by  .7854,  and  this  product  by  the  diameter 
of  the  sphere,  and  take  two-thirds  of  the  last  product ;  or, — 
Multiply  the  cube  of  the  diameter  by  .5236,  and  the  product 
is  the  solid  content. 

To  find  the  superficies  of  a  sphere. — Multiply  the  area  of 
the  great  circle  by  .4,  and  the  project  is  the  superficies. 

Example. —  To  find  the  solidity  of  a  sphere,  whose  diameter 
is  2'^  feet,  3  inches. 

Here  23  :  3=23.25  in  decimals. 
23.25 
23.25 


11625 
4650 
6975 
4650 

540.5625 
23.25 


27028125 
10811250 
16216875 
10811250 

12568.078125 
.5236 

75408468750 
37704234375 
25136156250 
62840390625 

6580.6457062500 

The  superficial  content  of  the  same  sphere  is  540  5625 
+  4=2162.2500. 

SPHERICAL  BRACKETING,  the  forming  of  brackets 
to   support   lath-and-plaster-work,  so   that  the   surface   of 


the  plaster  shall  form  the  surface  of  a  sphere.  See  Plas- 
tering. 

The  form  of  the  bracketing  depends  upon  the  planes  in 
which  they  arc  disposed,  within  the  surface  of  a  sphere :  but, 
in  all  cases,  the  edges  are  circular,  because  the  section  of  a 
sphere  is  a  circle,  according  to  any  position  of  the  cutting 
plane  :  the  edges  of  the  bracketing  will  be  equal  circles,  when 
their  planes  intersect  each  other  in  the  centre  of  the  sphere; 
in  this  case,  the  edgfes  require  no  bevelling :  but  if  the  planes 
of  the  brackets  arc  disposed  in  a  parallel  way,  the  edges  are 
all  unequal  circles,  and  the  edges,  which  recci%'e  the  lath,  will 
be  more  oblique,  as  the  planes  of  the  circles  are  more  remote 
from  the  centre  of  the  sphere  :  therefore,  the  quantity  of 
labour,  and  the  waste  of  timber,  will  entirely  depend  on  the 
disposition  of  the  planes  of  the  bracketing. 

SPHEROIDAL  BllACKETING,  the  bracketing  pre- 
pared for  a  plaster-ceiling,  whose  surface  is  to  form  that  of 
a  spheroid. 

As  all  the  sections  of  a  spheroid  are  either  circles  or 
ellipses,  the  edges  of  the  bracketing  are  either  circles  or 
ellipses. 

As  a  spheroid  may  be  supposed  to  be  generated  by  the 
revolution  of  a  semi-ellipsis  upon  one  of  its  a.xes  ;  therefore, 
if  the  planes  of  the  bracketing  be  disposed  in  parallel  planes, 
perpendicular  to  the  axis  of  the  generating  circle,  the  edges 
of  the  bracketing  must  be  circles. 

If  the  planes  of  the  bracket  be  disposed  in  planes  passing 
through  the  axis  of  rotation,  the  edges  of  the  bracketing  will 
be  portions  of  an  ellipsis,  equal  and  similar  to  the  generating 
semi-ellipsis. 

If  the  planes  of  the  bracketing  be  so  disposed  as  to  pass 
through  a  diameter  of  the  great  circle  of  the  spheroid,  viz., 
that  circle  perpendicular  to  and  bisecting  the  generating  axis ; 
then  all  the  ribs  of  the  bracketing  will  be  elliptic  quadrants, 
bounded  by  two  semi-axes  and  the  quadrantal  curve ;  one 
of  the  semi-axes  will  be  equal  to  the  radius  of  the  great 
circle,  and  the  other  will  be  found  upon  the  plane  of  the 
generating  ellipsis. 

SPHINX,  a  sculptured  figure  frequently  found  in  Egyp- 
tian temples,  and  their  approaches,  representing  a  monster 
with  tlie  head  and  breasts  of  a  woman,  the  wings  of  a  bird, 
the  claws  of  a  lion,  and  the  other  parts  of  the  body  like 
a  dog. 

SPIRAL,  (from  the  Latin,  spira,  involved,)  a  curve  which 
makes  one  or  more  revolutions  round  a  fi.ved  point,  and  which 
does  not  return  to  itself.     See  Volute. 

SPIKE,  a  pyramidal  acutely-pointed  covering  or  roof,  most 
usually  found  on  towers  of  churches  and  on  turrets.  Spires 
are  constructed  either  of  stone  or  of  wood,  covered  with  lead, 
slate,  or  oak  shingles.  They  were  probably  not  introduced 
into  England  till  some  time  after  the  Norman  conquest.  In 
the  earliest  examples,  they  are  usually  of  the  same  plan  as 
the  tower,  either  square,  circular,  or  octagonal,  and  are  of 
no  very  great  height.  In  early  English  examples  cif  later 
date,  they  are  sometimes  of  the  same  plans,  but  more  fre- 
quently octagonal,  and  also  of  much  loftier  proportions ; 
where  an  octagonal  spire  stands  on  a  square  tower,  the  angu- 
lar spaces  left  unoccupied  are  covered  by  pinnacles,  or  by 
semi-pyramidal  masses  of  masonry  sloping  against  the  spire. 
The  outline  is  frequently  broken  by  one  or  more  tiers  of 
small  o|)en  windows,  termed  spire-lights,  the  faces  of  which 
are  vertiail,  and  therefore  project  out  at  the  top  from  the 
sloping  face  of  the  spire;  they  are  usually  covered  with  ga- 
blets  or  sharp  pediments,  which  in  the  later  and  more  orna- 
mented stylos  are  often  enriched  with  crockets,  finials,  pin- 
nacles, &c.  Spire-lights  are  frequently  placed  on  the  alternate 
feces  of  the  spire  in  alternate  tiers.     Early  English  spires 


are  usually  what  are  termed  broach-xpires ;  that  is  to  say, 
they  spring  directly  from  the  edge  of  the  tower,  without  the 
intervention  of  a  parapet,  whereas,  in  the  later  styles,  the 
parapet  is  seldom  omitted.  In  the  Decorated  and  Perpen- 
dicular styles,  the  spire  is  more  enriched,  usually  having 
angular  pinnacles,  and  often  (lying- buttresses  from  the  pin- 
nacle to  the  spire;  crockets  sometimes  adorn  the  angles  of 
the  spire,  and  ornamental  bands  divide  it  into  several  stages. 
Spires  are  terminated  at  the  apex  either  with  a  finial  or 
metal  cross  or  vane,  the  latter  being  frequently  in  form  of  a 
cock,  as  an  emblem  of  prayer  and  watchfulness.  Spires  of 
open  work  are  not  unfrequent  in  the  larger  continental 
churches. 

SPITAL,  an  hospital. 

SPLAYED,  (from  the  old  French,  disployer,  to  spread 
abroad,)  a  term,  in  architecture,  applied  to  whatever  has  one 
side  making  an  oblique  angle  with  the  other:  thus,  the  head- 
ing-joints of  a  boarded  floor  are  frequently  splayed  in  their 
thickness,  as  are  also  the  jambs,  or  sides,  of  a  window ;  in  the 
latter  case,  the  room  may  be  lighted  to  the  greatest  advan- 
tage. The  wovil  Jiuing  is  sometimes  applied  to  an  aperture 
in  the  same  sense  as  splayed. 

SPRING  BEVEL  OF  A  RAIL,  the  angle  made  by  the 
top  of  the  plank,  with  a  vertical  plane  touching  the  ends  of 
the  rail-piece,  which  terminates  the  concave  side. 

SPRINGED,  in  boarding  a  roof,  the  art  of  setting  the 
boards  together  with  bevel-joints,  so  as  to  keep  out  the  rain. 

SPRINGING  COURSE,  the  horizontal  course  of  stones 
from  which  an  arch  begins  to  spring;  or  the  row  of  stones 
upon  which  the  first  arch-stones  are  laid. 

The  term  is  also  applied  to  the  bottom  stone  of  the  coping 
of  a  gable. 

SQUARE,  (from  the  Latin,  quadraliix,  having  four  cor- 
ners,) a  term  among  workmen,  applied  to  any  material,  when 
two  of  the  sides  stand  perpendicular  to  each  other.  Injoinery, 
the  work  is  said  to  ho.  square-frame  J,  or  fromed  square,  when 
the  framing  has  all  the  angles  of  its  styles,  rails,  and  mount- 
ings, square,  without  being  moulded. 

Square,  an  instrument  for  trying  whether  .an  angle  be  a 
right  angle,  generally  consisting  of  an  outer  and  inner  square, 
parallel  to  each  other;  the  former  fiir  trying  interior  angles, 
the  latter  for  exterior  ones. 

Square-Shoot.     See  Water-Siioot. 

Square-Staff,  a  piece  of  wood,  used  for  fortifying  the 
angles  of  plaster-work  intended  to  be  papered  over. 

SQUARING  HAND-RAILS,  the  method  of  cutting  a 
plank  to  the  form  of  a  rail  for  a  staircase,  so  that  all  the  ver- 
tical sections  may  be  rectangles.  The  squaring  is  the  most 
dillicult  part  in  the  execution  of  hand-rails,  as  the  moulding 
and  finishing  must  be  regulated  Ijy  it.  To  perform  it  accu- 
rately, the  plank  must  be  shot  to  the  proper  bevel,  or  edge ; 
then,  supposing  it  to  be  set  to  the  pitch, a  vertical  line  must 
be  drawn  on  the  edge,  and  the  face-mould  must  be  applied, 
first  on  one  side  of  the  plank,  so  that  the  two  points  may 
come  close  to  the  edge  that  is  shot,  and,  one  of  them  coinci- 
din"  with  the  vertical  face,  lines  are  to  be  drawn  by  the  edges 
of  the  mould  on  the  surface  of  the  plank.  The  mould  is  then 
to  be  applied  to  the  other  side,  in  the  same  manner,  and  lines 
drawn  as  before;  after  which,  the  plank  is  to  be  cut  out 
between  the  lines  thus  drawn  on  both  sides,  great  care  being 
taken  to'kecp  the  teeth  of  the  saw  perpendicular.  The  edges 
will  then  only  want  smoothing,  and  the  top  and  bottom  of  the 
rail-piece  will  be  brought  to  a  level  by  the  falling  mould.  See 
IIaxd-Railino. 

SQUARING  OF  A  PIECE  OF  STUFF,  the  act  of  try- 
ing it  up  by  the  square,  in  order  to  make  the  angles  right 
angles. 


SQUINCH,  a  small  arch  thrown  across  the  angles  of 
square  towers  to  support  octagonal  spires.  The  same  object 
is  sometimes  efl'ected  by  corbelling  out  at  the  angles,  which 
has  this  advantage  over  the  arch,  that  it  docs  not  tend  to 
thrust  apart  the  walls  of  the  tower ;  this  latter  plan  is  termed 
the  straight  sijuiiich. 

SQUINT,  an  opening  often  found  in  the  walls  of  churches, 
passing  through  tliein  in  an  obliijue  direction,  usually  on  one 
or  both  sides  of  the  ciiancel-arch,  so  as  to  enable  persons 
sitting  in  the  aisles  or  transept  to  see  the  elevation  of  the 
host :  where  there  are  no  chancel-aisles,  there  is  often  a  pro- 
jection on  the  exterior  of  the  church  through  which  the  aper- 
ture is  pierced.  In  IJridgewater  church,  Somersetshire,  the 
perforation  is  carried  through  three  walls  in  an  oblique  line, 
so  as  to  enable  persons  in  the  porch  to  view  the  altar. 

Some  of  these  openings  e.xtend  from  the  ground  to  a  height 
of  ten  feet,  or  thereabouts,  but  they  are  usually  two  or  three 
feet  above  the  ground,  and  two  or  three  feet  high,  by  two 
wide  ;  they  are  frequently  plain,  but  sometimes  highly  en- 
riched.    They  are  more  correctly  termed  haffioscopes. 

STABLE,  a  house  or  shed  for  horses  and  cattle  generally. 

STADIUM,  a  Roman  measure  of  length,  nearly  equivalent 
to  an  English  furlong.  Also  an  enclosed  area  in  which  the 
various  athletic  exercises  were  exhibited. 

STAFF-BEAD,  a  vertical  piece  of  timber  placed  on  the 
e.xterior  angles  of  the  walls  of  apartments  to  preserve  the 
arris,  which,  if  made  up  of  plaster,  is  liable  to  be  broken ;  it 
is  frequently  moulded  with  a  bead  on  the  outer  edge. 

STAINED  GLASS,  pieces  of  glass  stained  of  various 
colours,  and  arranged  so  as  to  form  a  variety  of  patterns  or 
devices,  and  sometimes  of  pictorial  representations. 

Tiie  ancient  Egyptians  are  said  to  have  made  and  coloured 
small  ornaments  of  glass,  but  glass  does  not  seem  to  have  been 
much  used  by  any  of  the  ancients;  small  pieces  are  found  in 
Koman  mosaics,  and  some  larger  plates  have  been  discovered 
at  Herculaneum,  which  some  have  supposed  to  have  been 
used  as  window  glass.  According  to  Bede,  glass  was  em- 
ployed in  the  w  indows  of  Bishop's  Wearmouth  church,  but 
it  did  not  come  into  general  use  for  some  time  afterwards, 
and  was  not  used  in  private  houses  till  a.  d.  1180.  Stained 
glass  for  windows,  w^as  probably  in  use  as  early  as  the  ninth 
century,  but  no  example  exists  in  England  of  earlier  date  than 
the  twelfth  century,  to  which  period  belong  the  remains  at 
Canterbury.  These  consist  of -panels  of  various  forms,  con- 
taining subjects  on  a  deep  blue  or  ruby  ground,  the  spaces 
between  the  panels  being  tilled  up  with  mosaic  patterns  in 
whieli  ruby  and  blue  are  the  prevalent  colours;  the  whole  is 
surrounded  with  a  border  of  foliage  and  scroll-work. 

During  the  Early  English  period,  the  glazing  consists  of 
panels,  circles,  quatrefoils,  and  other  forms,  including  that 
of  the  vesica  piscis,  and  these  contain  subjects;  the  spaces 
between  are  filled  with  coloured  mosaic  patterns,  and  the 
whole  contained  in  a  border  of  leaves  and  scroll-work. 
Sometimes  the  entire  space  within  the  border  is  filled  with 
scrolls,  and  foliage,  on  a  deep  blue  or  ruby  ground,  the 
scrolls,  &c.,  being  either  of  coloured  glass,  or  only  in  black 
outline  in  plain  glass;  in  the  latter  case,  panels  formed  by 
strips  of  coloured  glass  are  sometimes  inserted.  Quarry 
glazing,  in  which  the  windows  are  formed  by  lozenge-shaped 
pieces  of  glass,  with  a  small  pattern  upon  each,  is  first  used 
in  this  style. 

In  the  Decorated  style,  quarry  glazing  becomes  of  frequent 
use,  and  the  panel  system  loses  ground  ;  where  panels  occur, 
the  ground  is  covered  with  patterns  of  foliage  of  a  more 
flowing  and  natural  character  than  in  the  preceding  style ; 
the  vine  and  ivy  leaves  are  favourites.  Sometimes  the 
entire  window  is  filled  with  such  foliage,  which  is  often  only 


in  outline,  and  frequently  only  some  portions  of  the  pattern 
are  stained  yellow.  Quarries  contain  small  patterns  of 
leaves,  rosettes,  &c.,  sometimes  in  plain  outline,  but  fre- 
quently coloured  yellow  ;  in  foliage  patterns,  in  which  the 
vine  and  ivy  leaves  predominate,  the  stalks  of  the  leaves  are 
often  so  arranged,  as  to  form  one  continuous  flowing  pattern 
throughout  the  window,  and  at  other  times,  one  edge  of  each 
quarry  had  a  coloured  stripe,  so  that  when  put  together  they 
each  appeared  surrounded  with  a  coloured  border.  The 
entire  design  is  surrounded,  in  most  cases,  with  a  running 
border  of  foliage  and  flowers.  At  this  period,  single  figures 
surmounted  by  canopies,  begin  to  appear,  at  first  of  small  size, 
two  or  more  being  contained  in  one  light,  but  afterwards  they 
become  larger,  and  were  disposed  one  in  each  light. 

In  the  Perpendicular  period,  this  practice  begins  to  in- 
crease, the  figures  and  canopies  are  of  a  larger  size,  more 
than  one  being  seldom  contained  in  one  light ;  at  last  whole 
windows  containing  several  lights  were  filled  with  one  large 
grouped  subject.  Quarries  still  continue  in  use,  but  the 
devices  do  not  flow  one  into  the  other,  consisting  mostly  of 
rosettes,  flowers,  fleurs  de  lis,  and  heraldic  devices,  the  latter 
being  very  frequently  and  generally  adopted  in  this  style. 
Coloured  inscriptions  on  bands  or  scrolls  are  frequently  seen 
running  diagonally,  and  at  regular  intervals,  across  windows, 
from  top  to  bottom. 

With  the  decline  of  Gothic  architecture,  stained  windows 
fell  into  disuse;  and  with  its  revival,  it  is  now  occupyinir  a 
great  deal  of  attention,  and  is  executed  with  considerable 
taste  and  skill. 

STAIRCASE,  a  term  applied  to  the  whole  set  of  stairs, 
with  the  walls  supporting  the  steps,  leading  from  one  story 
to  another.  The  same  staircase  frequently  conducts  to  the 
top  of  the  building,  and  thus  consists  of  as  many  stories  as 
the  building  itself. 

When  the  height  of  the  story  is  considerable,  resting-places 
become  necessary,  which  go  under  the  name  of  quarter-paces  . 
and  hal/-2>aces,  according  as  the  passenger  has  to  pass  a  right 
angle,  or  two  right  angles ;  that  is,  as  he  has  to  describe  a 
quadrant  or  a  semicircle.  In  very  high  stories  that  admit  of 
sufficient  head  room,  and  where  the  space  allowed  for  the 
staircase  is  confined,  the  staircase  may  have  two  revolutions 
in  the  height  of  one  story,  which  will  lessen  the  height  of  the 
steps ;  but  in  grand  staircases  only  one  revolution  can  be 
admitted,  the  length  and  breadth  of  the  space  on  the  plan 
being  always  proportioned  to  the  height  of  the  building,  so 
as  to  admit  of  fixed  proportions. 

In  contriving  a  grand  edifice,  particular  attention  must  be 
paid  to  the  situation  of  the  space  occupied  by  the  stairs,  so 
as  to  give  them  the  most  easy  command  of  the  rooms. 

With  regard  to  the  lighting  of  a  grand  staircase,  a  skylight, 
or  rather  lantern,  is  the  most  appropriate;  for  the  light,  thus 
admitted,  is  powerful,  and  the  design  admits  of  greater  ele- 
gance ;  indeed,  where  the  staircase  does  not  adjoin  the  exterior 
walls,  this  is  the  only  method  by  which  light  can  be  admitted. 

In  small  buildings,  the  position  of  the  staircase  is  indicated 
by  the  general  distribution  of  the  plan  ;  but  in  larger  edi- 
fices, this  is  not  so  obvious,  but  must  at  last  be  determined 
by  considering  maturely  its  connection  with  the  other 
apartments. 

STAIRS,  (from  the  Saxon,  stager,)  in  a  building,  the 
steps  whereby  to  ascend  and  descend  from  one  story  to 
another. 

The  breadth  of  the  steps  of  stairs  in  general  use  in  com- 
mon dwelling-houses,  is  from  9  to  12  inches,  or  about  10 
inches  at  the  medium.  In  the  best  staircases  of  noblemen's 
houses,  or  public  edifices,  the  breadth  ought  never  to  be  less 
than  12  inches,  nor  more  than  18.     It  is  a  general  maxim, 
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that  the  greater  broaJlh  of  a  step  requires  less  height  than 
one  of  less  breadlh  :  thus,  a  step  of  13  inches  in  breadth 
will  require  a  rise  of  5^  inches,  which  may  be  taken  as  a 
standard  by  which  to  regulate  those  of  other  dimensions;  so 
that  multiplying  12  inches  by  5^,  we  shall  have  CG ;  then 
supposing  a  step  to  be  10  inches  in  breadth,  the  height  should 
be  ^5  =  65  inches,  which  is  nearly,  if  not  exactly,  what  com- 
mon practice  would  allow.  The  proportions  of  steps  being 
thus  regulated,  the  next  consideration  is,  the  number  requisite 
between  two  floors  or  stories,  which  will  be  ascertained  by 
supposing  the  breadth  of  the  steps  given,  say  10  inches  each, 
as  depending  on  the  space  allowed  for  the  staircase,  and  this, 
according  to  the  rule  laid  down,  will  require  a  rise  of  7  inches 
nearly  ;  suppose,  then,  the  distance  from  floor  to  floor  to  be 
13  feet  4  inches,  or  100  inches:  i|''=22|,  which  would  be 
the  number  required;  but  as  all  the  steps  must  be  of  equal 
heights,  we  should  rather  take  23  rises,  provided  the  staircase- 
room  would  allow  it,  and  so  make  the  height  of  each  some- 
what less  than  7  inches. 

The  most  certain  method  of  erecting  a  staircase  is,  to  pro- 
vide a  rod  of  sulVicient  length  to  reach  from  one  floor  to  the 
other,  divided  into  as  many  equal  parts  as  the  intended 
number  of  rises ;  and  try  every  step  as  it  is  set,  to  its  e.\act 
height.  The  breadth  of  the  staircase  may  be  from  6  to  20 
feet,  according  to  the  use  or  occupier  of  the  building,  or  the 
form  and  proportions  of  the  plan.  If  the  steps  be  less  than 
three  feet  in  length,  the  staircase  becomes  inconvenient  for 
the  passing  of  furniture,  as  is  frequently  the  case  in  small 
houses. 

Though  it  is  desirable  to  have  such  rules  as  are  here  laid 
down  for  regulating  the  proportions  of  the  heights,  breadths, 
and  lengths  of  steps,  architects  and  workjnen  cannot  be  so 
strictly  tied  to  them,  but  that  they  may  vary  them  as  cir- 
cumstances may  demand. 

Stairs,  Straight,  such  as  ascend  in  a  straight  line,  and 
consist  only  of  plane  surfaces. 

Stairs,  Winding,  those  which  turn  round  a  solid  newel, 
or  circular  well-hole ;  the  latter  either  enclosed  in  a  complete 
cylindric  case,  or  semi-cylinder,  at  one  end,  adjoined  to  two 
parallel  wails,  which  terminate  upon  an  opposite  wall. 

In  winding  staii's  the  steps  are  formed  narrower  next  to 
the  well-hole  than  at  the  other  end,  w'here  they  adjoin  the 
wall ;  these  are  termed  winders. 

Those  steps  which  continue  of  the  same  breadth  are 
tarmed  Jlyers,  in  contradistinction  to  the  winders. 

A  series,  or  number  of  flyers,  connected  together,  is 
termed  a  Jliglit  of  slcjjs. 

STALK,  an  ornament  in  the  Corinthian  capital,  similar 
to  the  stalk  of  a  plant,  from  which  spring  the  volutes  and 
helices;  it  is  sometimes  plain,  and  at  others  fluted. 

STALL,  (from  the  Saxon,  steal,  a  shed,)  a  place,  or  divi- 
sion of  a  stable,  for  a  single  horse   to  stand  and  feed  in. 

According  to  the  number  of  these  divisions,  a  stable  is 
denominated  a  one-stall,  two-stall,  &c.  stable. 

Stall,  a  fixed  seat,  enclosed  entirely  or  partially  at  back 
and  sides,  and  frequently  in  an  elevated  position  ;  to  be 
seen  at  the  sides  of  the  choir,  or  chancel  of  parish  and 
cathedral  churches,  in  the  latter  of  which,  they  are  frequently 
covered  with  a  lofty  and  rich  canopy,  with  tabi.'rnacle-work, 
and  richly  carved  on  the  sides  and  back,  as  also  on  the  desk 
in  front.  They  are  appropriated  to  the  officials  and  digni- 
taries of  the  church. 

STANCHION,  a  term  applied  to  any  perpendicular  sup- 
port, such  as  the  mullions  (jf  windows,  <S:c. ;  also  to  the 
upright  iron  bar  between  the  mullions,  which  is  frequently, 
terminated  by  a  fmial,  or  other  ornamental  top. 

Stascuio.ns,  or  Plnciieons.     See  Studs. 


STANDARDS,  (from  the  Saxon,  standan,  to  be  on  the 
feet,)  the  upright  poles  used  by  bricklayers  in  scafiblding. 

Standards,  in  joinery,  the  upright  pieces  of  a  plate-rack, 
commonly  placed  above  a  dresser.  When  the  edges  of 
standards  are  cut  into  mouldings  across  the  fibres  of  the 
wood,  they  are  called  cut  standards. 

Standards  :  the  term  is  applied  generally  to  upright 
supports,  or  upright  pieces  which  are  used  to  keep  other 
pieces  together;  thus  the  upright  ends  of  stalls  or  benches, 
into  which  the  back  and  seat  are  fixed,  are  termed 
standards. 

STAPLE,  (Dutch.)  a  small  bar  of  iron,  pointed  at  each 
end,  and  bent  so  that  the  two  ends  may  be  parallel  to  each 
other,  and  of  equal  lengths ;  to  be  driven  into  wood,  or  into 
a  wall,  so  as  to  form  a  loop  for  fastening  a  hasp,  or  bolt. 

STAIJLINGS,  in  bridges  and  similar  works,  are  the  pro- 
jections in  front  of  the  piers,  usually  pointed  or  rounded  oflf 
at  the  ends,  and  employed  to  break  the  force  of  the  current, 
and  protect  the  piers  from  iniury. 

STAVES,  (from  the  Saxon,  stcn/,  a  staff)  in  joinery,  the 
boards  that  are  joined  together  laterally,  in  order  to  form  a 
hollow  cylinder,  cylindroid,  cone,  or  conoid,  or  any  frustum 
of  these  bodies.  The  shafts  of  colunnis,  in  joinery,  are  fre- 
quently glued  up  in  staves. 

Staves  are  also  small  cylinders  sometimes  called  rounds, 
for  forming  a  rack  to  contain  the  hay  in  stables,  out  of  which 
the  horses  eat. 

STAY  BAR,  the  horizontal  iron  bar  placed  across  win- 
dows, to  strengthen  the  mullions. 

STEEL,  (from  the  Saxon  stal,)  is  made  of  the  purest 
malleable  iron  by  an  operation  called  cementation,  by  which 
it  acquires  a  small  addition  to  its  w'cight,  amounting  to 
about  the  hundred  and  fiftieth,  or  two  hundredth  part.  In 
this  state  it  is  much  more  brittle  and  fusible  than  Vjcfore.  It 
may  be  welded  like  bar-iron,  if  it  has  not  been  fused  or  over 
cemented  :  but  its  most  useful  and  advantageous  property 
is,  that  of  becoming  extremely  hard  when  heated  and  plunged 
into  cold  water ;  the  hardness  which  it  thus  acquires  is 
greater,  as  the  steel  is  hotter  and  the  water  colder.  The 
sign  that  should  direct  the  mechanic  in  the  tempering  of 
steel,  is  the  variation  of  colour  which  appears  on  its  surface. 
If  the  steel  be  slowly  heated,  it  exhibits  a  yellowish  white, 
yellow,  or  gold  colour,  purple,  violet,  or  deep  blue.  If  the 
steel  be  too  hard,  it  will  not  be  proper  for  tools  intended 
to  have  a  fine  edge,  as  it  will  be  so  brittle  that  the  edge  will 
soon  become  notched  :  and  if  too  soft  the  edge  will  soon  turn 
aside,  even  by  very  slight  use.  Some  artists  heat  their 
tools,  plunge  them  into  cold  water,  and  then  brighten  the 
surface  of  the  steel  upon  a  stone ;  the  steel  being  then  laid 
upon  hot  charcoal,  or  upon  the  surface  of  melted  lead,  or  on 
a  bar  or  piece  of  hot  iron,  it  gradually  acquires  the  desired 
colour,  and  must  at  that  instant  be  plunged  into  water.  If  a 
hard  temper  be  required,  as  soon  as  the  yellow  tinge  appears, 
the  piece  is  dipped  again,  and  stirred  about  in  the  cold  water. 

In  tempering  tools  for  working  upon  metals,  it  will  be 
proper  to  bring  them  to  a  purple  tinge  before  the  dipping. 
Springs  are  tempered  by  bringing  the  surface  to  a  blue  tinge. 
This  temperature  is  also  desirable  for  tools  employed  in  cut- 
ting soft  substances,  such  as  cork,  leather,  and  the  like ;  but 
if  the  steel  bo  plunged  into  water  when  its  surface  has 
acquired  a  deep  blue,  its  hardness  will  scarcely  exceed  the 
temperature  of  iron.  When  soft  steel  is  heated  to  any  one 
of  these  colours,  and  then  plunged  into  water,  it  does  not 
acquire  so  great  a  degree  of  hardness  as  if  previously  made 
quite  hard.  The  degree  of  heat  required  to  harden  steel 
varies  in  the  diflercnt  kinds.  The  best  require  only  a  low  red 
heat ;  the  harder  the  steel,  the  more  coarse  and  granulated 


will  its  fracture  be.  Hardened  steel  has  less  specific  gravity 
than  the  soft.  The  texture  of  steel  is  rendered  more  uniform 
by  fusing  it  before  it  is  made  into  bars,  and  in  this  state  it  is 
called  cast  sled,  which  is  wrought  with  more  difficulty  than 
common  steel,  because  it  is  more  fusible,  and  will  disperse 
under  the  hammer  if  heated  to  a  white  heat. 

Every  species  of  iron  is  convertible  into  steel  by  cemen- 
tation ;  but  the  best  steel  can  be  made  only  from  iron  of  the 
best  quality,  which  possesses  stiffiiess  and  hardness  as  well  as 
malleability.  Swedish  iron  has  beeu  long  remarked  as  the 
best  for  this  purpose. 

The  cast  steel  of  England  is  made  as  follows :  a  crucible, 
about  ten  inches  high,  and  seven  in  diameter,  is  filled  with 
ends  and  fragments  of  the  crude  steel  of  the  manufactories 
and  the  filings  and  fragments  of  steel  works  ;  they  add  a  flu.x, 
the  component  parts  of  which  are  usually  concealed.  It  is 
probable,  however,  that  the  success  does  not  much  depend 
upon  the  flux.  This  crucible  is  placed  in  a  wind  furnace,  like 
that  of  the  founders,  but  smaller,  being  intended  to  contain 
only  one  pot,  and  surmounted  by  a  cover  and  chimney  to  in- 
crease the  draught  of  air;  the  furnace  is  then  entirely  filled 
with  coke,  or  charred  pit-coal.  Five  hours  are  required  for 
the  perfect  fusion  of  the  steel.  It  is  then  poured  into  long, 
square,  or  octagonal  moulds,  each  composed  of  two  pieces  of 
cast-iron  fitted  together.  The  ingots,  when  taken  out  of  the 
mould,  have  the  appearance  of  cast  iron.  It  is  then  forged 
in  the  same  manner  as  other  steel,  but  with  less  heat  and 
more  precaution.  Cast  steel  is  almost  twice  as  dear  as  other 
good  steel ;  it  is  excellent  for  razors,  knives,  joiners'  chisels, 
and  all  kinds  of  small  work  requiring  an  exquisite  polish  :  its 
texture  is  more  uniform  than  that  of  common  steel,  which  is 
an  invaluable  advantage.  It  is  daily  more  and  more  used  in 
Ei. gland,  but  it  cannot  be  employed  in  works  of  great  mag- 
nitude, on  account  of  the  facility  with  which  it  is  degraded  iu 
the  fire,  and  the  difficulty  of  welding  it. 

STEEPLE,  a  spire  or  lantern  ;  the  pyramidal  roof  of  a 
tower.  13y  some  the  term  is  made  to  include  both  tower  and 
spire,  and  by  others  is  used  indifferently  for  any  lofty  tower, 
with  or  without  a  spire. 

STENCH  TRAP,  a  valve  to  prevent  the  emission  of 
effluvia  from  drains  and  sewers  ;  they  are  of  various  forms. 

STEPS,  (from  the  Saxon,  stap,)  the  degrees  of  a  stair- 
case, by  which  we  rise,  consisting  of  two  parts,  one  horizon- 
tal, called  <cearf.y,  the  other  vertical,  called  risers.  When  steps 
are  placed  round  the  circumference  of  a  circle,  or  of  an  ellip- 
sis, or  any  segments  of  them,  they  are  called  winders :  but 
when  the  sides  are  straight,  they  are  called  Jlyers.  The  first 
or  lower  step,  with  a  scroll  wrought  upon  its  end,  according 
to  the  plan  of  the  hand-rail,  is  called  the  curtail  step. 

STEREOBATA,  or  Stereobates,  (from  fepeopar'tjg, 
solid  prop,)  in  ancient  architecture,  the  basis,  or  foundation, 
whereon  a  column,  wall,  or  other  piece  of  building,  is  raised. 
This  answers  pretty  well  to  the  continued  socle,  or  basement 
of  the  moderns.  Some  confound  it  with  the  ancient  sti/lo- 
lata,  or  pedestal ;  but,  in  effect,  the  stereobata  is  to  the  sty- 
lobata,  what  the  stylobata  is  to  the  spire,  or  base  of  the 
column. 

STEREOGRAPHIC  PROJECTION  of  the  SPHERE, 
is  that  in  which  the  eye  is  supposed  to  be  placed  in  the  sur- 
face of  the  sphere. 

STEREOGRAPHY,  (from  g-egeog,  solid,  and  xpa4>G),  to 
describe,)  that  branch  of  solid  geometry  which  demonstrates 
the  properties,  and  shows  the  construction,  of  all  solids  which 
are  regularly  defined.  It  explains  the  methods  for  construct- 
ing the  surfaces  iu  plains,  so  as  to  furm  the  entire  body,  or 
to  cover  the  surflvce  of  a  given  solid  ;  or,  when  a  solid  is 
bounded  by  plain  surfaces,  the  inclination  of  the  planes  is 


determined  by  the  rules  of  stereography.  The  sections 
of  solids  are  also  a  branch  of  stereography  ;  but  this  we  shall 
refer  to  the  article  Stekeotomv,  with  which  it  is  more  inti- 
mately connected. 

Mr.  Hamilton  has  denominated  the  principles  of  per.spec- 
tivc  by  the  name  vf  stereography  ;  but  in  this  sense  the  term 
is  too  limited,  as  perspective  is  only  a  branch  of  the  doctrine 
of  solids,  and  extends  only  to  the  sections  of  pyramids  and 
cones,  and  the  representations  of  solids. 

The  eleventh  and  twelfth  books  of  Euclid,  which  treat  of 
the  properties  of  solids,  may  be  looked  upon  as  the  elements 
of  this  branch  of  geometry  ;  and  to  them  we  shall  refer  our 
readers  for  the  first  elements  to  be  acquired. 

It  is  somewhat  singular,  that  though  the  first  principles  of 
solids  have  long  been  demonstrated,  no  practical  application 
to  mechanical  constructions  has  been  made  of  them.  The 
knowledge  of  solids  is  of  the  greatest  importance  in  the  con- 
structive parts  of  architecture,  as  in  masonry,  bricklaying, 
carpentry,  &c. 

To  be  proficient  in  the  art  of  construction,  this  branch  of 
geometry  is  indispensable,  and  contains  the  very  essence  and 
foundation  of  the  whole  in  abstract. 

Dejiiiition  1. — A  so/Zc?  is  that  which  has  length,  breadth, 
and  thickness. 

Dejinitioii  2. — The  exterior  surface  of  a  solid  is  called  its 
sitperjicies. 

De/inition  3. — A  straight  line  is  perpendicular,  or  at  right 
angles  to  a  plane,  when  it  makes  right  angles  with  every 
straight  line  meeting  it  in  that  plane. 

Uejinition  4. — A  2>laiie  is  perpendicular  to  a  plane,  when 
the  straight  lines  drawn  in  one  of  the  planes,  perpendicularly 
to  the  common  section  of  the  two  planes,  are  perpendicular 
to  the  other  plane. 

Definition  5. —  The  inclination  of  a  straight  line  to  a  plane 
is  the  acute  angle  contained  by  that  straight  line,  and  another 
drawn  from  the  point  in  which  the  first  line  meets  the  plane, 
to  the  point  in  which  a  perpendicular  to  the  plane  drawn  from 
any  pomt  of  the  first  line  above  the  plane  meets  the  same 
plane. 

Definition  6. — The  inclination  of  a  plane  to  a  plane  is  the 
acute  angle  contained  by  two  straight  lines,  drawn  from  any, 
the  same  point  of  their  common  section  at  right  angles  to  it, 
one  upon  one  plane,  and  the  other  upon  the  other  plane. 

Definition  7. — Two  planes  are  said  to  have  the  like  incli- 
nation to  each  other,  which  two  other  planes  have,  when  the 
said  angles  of  inclination  are  equal  to  one  another. 

Definition  8. — Parallel  planes  are  such  as  do  not  meet 
each  other,  though  produced. 

Definition  9. — A  solid  angle  is  that  which  is  made  by  the 
meeting  of  more  than  two  plane  angles,  which  are  not  in  the 
same  plane,  in  one  point. 

Definition  10.— Similar  solid  figures  are  such  as  have  all 
their  solid  angles  equal  each  to  each,  and  contained  by  the 
same  number  of  similar  planes. 

Definition  11. — A  prism  is  a  solid,  of  which  the  ends  are 
similar  and  equal  plane  figures,  and  the  sides  parallelo- 
grams. 

Definition  12. — Wlien  the  ends  of  the  prism  are  perpen- 
dicular to  the  sides,  it  is  Ciilled  a  right  prism;  but  if  other- 
wise, it  is  termed  oblique. 

Definition  13. — A  prism,  whose  sides  and  ends  are  equal 
squares,  is  called  a  cube. 

Definition  14. — When  the  ends  are  parallelograms,  the 
prism  is  Ciilled  a  parallelopiped  ;  and  when  the  planes  of  the 
parallelopiped  are  at  right  angles  to  each  other,  the  prism  is 
called  a  rectangular  prism. 

Definition  15. — When  the  ends  of  the  prism  are  circles,  it 


is  called  a  cylim'-r  ;  but  if  the  ends  are  ellipses,  and  alike 
situated,  it  is  call  d  a  cylindroid. 

Defuntion  16. — The  straight  line  extended  between  the 
centres  of  the  two  liases  is  called  the  axis. 

Dejinition  17. — A  solid  having  any  plane  figure  for  its 
base,  and  its  sides  plain  triangles  terminating  in  the  same 
point,  is  called  a  pi/ramid. 

Defiintioit  18. — A  solid  having  a  circle  for  its  base,  and 
terminating  in  a  point,  such  that  a  straight  line  extended  from 
any  part  of  the  circumference  of  the  base  to  the  terminating 
point  may  be  in  the  surface  of  the  solid,  is  called  a  cone  ;  and 
the  surface  which  lies  between  the  circumference  of  the  base 
and  the  terminating  point,  is  called  the  conic  surface. 

Dcjinition  19. — If  the  plane  of  a  circle  be  supposed  per- 
pendicular to  a  given  plane,  with  its  circumference  or  edge 
upon  that  plane  ;  and  if  there  be  a  straight  line  standing  on 
any  other  point  perpendicular  to  the  said  plane ;  and  if 
another  straight  line  be  made  to  move  parallel  to  the  plane 
on  which  the  circle  stands,  so  as  always  to  touch  the  circum- 
ference and  the  straight  line,  beginning  at  any  given  point, 
and  proceeding  entirely  round  until  it  arrives  at  the  same 
point;  then  the  solid  bounded  by  the  circle,  and  the  surface 
passed  over  by  the  straight  line  contained  between  the 
circumference  of  the  circle  and  the  straight  line  is  called 
o  conoid ;  and  the  suriivce  generated  by  the  straight  line  is 
called  a  conoidal  surface. 

Definition  20. — ..-i  sphere  is  a  solid  formed  by  the  revolu- 
tion of  a  semicircle  upon  its  diameter. 

Definition  21. —  The  centre  of  a  sphere  is  the  same  with 
that  of  the  semicircle. 

Dejinition  22. —  7'he  diameter  of  a  sphere  is  any  straight 
line  which  passes  through  the  centre,  and  is  terminated  both 
ways  liy  the  superficies  of  the  sphere. 

Difiuition  23. — A  cube  is  a  solid  figure  contained  by  six 
equal  squares. 

Definition  24. — A  tetrahedron  is  a  solid  figure  contained 
by  four  equal  and  equilateral  triangles. 

Definition  25. — An  octahedron  is  a  solid  contained  by 
eight  equal  and  equilateral  triangles. 

Definition  26. — A  dodeeuhedron  is  a  solid  contained  by 
twelve  equal  pentagons,  which  are  equilateral  and  equi- 
angular. 

Definition  27. — An  icosahedron  is  a  solid  contained  by 
twenty  equal  and  equilateral  triangles. 

The  solids  defined  in  the  last  five  definitions  are  called  the 
five  recfular  solids. 

STEKEO^IETRY  (from  ceQeofierpia,  formed  of  ^epeog, 
solid,  and  fiETpov,  measure,)  that  part  of  geometry  which 
teaches  to  measure  solid  bodies,  i.  e.,  to  find  the  solidity,  or 
solid  content  of  bodies;  as  globes,  cylinders,  cubes,  vessels, 
ships,  6ic.  The  methods  see  under  the  respective  bodies  ; 
Cylinder,  Globe,  Spiiere,  &e. 

ST]';L!E0T0MY,  (from  fepeog,  solid,  and  toiuj,  section.) 
the  science  and  ait  of  cutting  solids  under  certain  specified 
conditions. 

Stcreotomy  may  be  regarded  as  a  branch  of  stereography, 
which  is  the  science  of  solids  in  general.  Mr.  Hamilton  has 
intitled  his  complete  body  of  perspective.  Stereography,  which 
perhaps  would  have  been  more  jiroperly  called  Slercoloin>/, 
as  the  perspective  representation  of  every  object  in  nature  is 
the  section  of  a  pyramid  or  cone  of  rays.  But  as  it  has  not 
been  the  object  of  writers  on  perspective  to  show  the  rules 
for  finding  the  sections  of  solids  in  general,  under  certain 
specified  conditions  of  the  cutting  plane,  nor  of  finding  any 
other  sections  besides  those  of  cones  and  pyramids,  it  is  the 
express  intention  of  this  article  to  e.\plaiii  the  general  prin- 
ciples of  the  science  for  any  given  law,  by  which  the  surface 


of  the  solid  may  be  constituted  of  straight  lines,  or  that  the 
surface  may  agree  with  the  common  section  of  two  planes 
disposed  in  given  positions.  And  as  nothing  of  the  kind  has 
yet  appeared,  perhaps  this  attempt  may  be  the  more  acfcpt- 
able,  particularly  as  in  its  principles  the  whole  art  of  dial- 
ing is  included,  and  the  mechanical  arts  of  masonry  and  car- 
pentry. The  art  of  stone-cutting,  the  squaring  and  cutting 
of  timbers,  and  the  fiirmation  of  hand-rails,  depend  entirely 
upon  the  sections  of  solids. 

Properties  of  Planes  and  Solids  demonstrated  in  the  eleventh 
book  of  EucUlVs  JSlcmcnts,  vseful  in  Stereotomy. 

Proposition  I. — One  part  of  a  straight  line  cannot  be  in  a 
plane,  and  another  part  above  it. 

Proposition  II.— Two  straight  lines  which  cut  each  other 
are  in  one  plane,  and  three  straight  lines  which  meet  each 
other  are  in  one  plane. 

Proposition  III. — If  two  planes  cut  each  other,  their  com- 
mon section  is  a  straight  line. 

Proposition  IV. — If  a  straight  line  stand  at  right  angles 
to  each  of  two  straight  lines  in  the  point  of  their  intersection, 
it  shall  also  be  at  right  angles  to  the  plane  which  passes 
through  them. 

Proposition  V. — If  three  straight  lines  meet  all  in  one 
point,  and  a  straight  line  stands  at  right  angles  to  each  of 
them  in  that  point,  those  three  first  straight  lines  are  in  one 
and  the  same  plane. 

Proposition  VI. — If  two  straight  lines  be  at  right  angles 
to  the  same  plane,  they  shall  be  parallel  to  each  other. 

Proposition  VII. — If  two  straight  lines  be  parallel,  the 
straight  line  drawn  from  any  point  in  one  to  any  point  in  the 
other,  is  in  the  same  plane  with  the  parallels. 

Proposition  VIII. — If  two  straight  lines  be  parallel,  and 
one  of  them  at  right  angles  to  a  plane,  the  other  shall  also  be 
at  right  angles  to  the  same  plane. 

Proposition  IX. — Two  straight  lines  which  are  each  of 
them  parallel  to  the  same  straight  line,  and  not  in  the  same 
plane  with  it,  are  parallel  to  each  other. 

Pro])osition  X. — If  two  straight  lines  meeting  each  other 
be  parallel  to  two  others  that  also  meet,  but  are  not  in  the 
same  plane  with  the  first  two,  both  couples  will  contain 
equal  angles. 

Proposition  XI. — PnonLEM. —  To  draw  a  straight  line 
pierpendicular  to  a  p)la,ne,from  a  given  point  in  space  above 
the  plane. 

Draw  any  straight  line  in  the  plane,  and  from  the  given 
point  above  the  plane  draw  a  second  straight  line  at  right 
angles  to  the  first ;  from  the  point  where  the  perpendicular 
meets  the  first  line,  draw  a  third  straight  line  in  the  plane, 
at  right  angles  to  the  first  ;  and,  lastly,  from  the  given  point 
in  space  draw  a  fourth  line  at  right  angles  to  the  third  ;  and 
the  fourth  straight  line,  thus  drawn,  will  be  perjiendicular  to 
the  plane. 

Proposition  XII. — Problem. —  To  erect  a  straight  line  at 
right  angles  to  a  given  plane  from  a  given  point  in  the 
jdane. 

From  any  f  iven  point  above  the  plane  draw  a  straight  line 
perpendicular  to  the  plane,  and  through  the  given  point  in 
the  plane  draw  a  second  line  iiarallel  to  the  first;  which 
second  line  will  be  the  perpendicular  required. 

Proposition  Xlll. — From  the  same  point  in  a  given  plane 
there  cannot  be  two  straight  lines  at  right  angles  to  the  plane, 
upon  the  same  side  of  it ;  and  there  can  be  but  one  perpen- 
dicular to  a  plane  from  a  point  above. 

Proposition  XIV. — Planes  to  which  the  same  straight  line 
is  perpendicular,  are  parallel  to  each  other. 

Proposition  XV. — If  two  straight  lines,  meeting  each 
other,  be  parallel  to  two  other  straight  lines,  which  also  meet, 


i 


but  are  not  in  the  siinie  plane  with  the  first  two  ;  the  iiiano 
which  passes  through  the  hitter  is  parallel  to  the  plane  whieh 
passes  through  the  t'oriiier  two  lines. 

J'lojiosillon  X\'I. — If  two  parallel  planes  bccut  by  another 
plane,  their  coininon  sections  with  it  are  parallels. 

Proposition  XVII. — If  two  straight  lines  be  cut  by  parallel 
planes,  they  will  be  cut  in  the  same  ratio. 

Prajmstitioii  XVIII. — If  a  straight  line  be  at  right  angles 
to  a  plane,  every  piano  which  passes  through  it  will  be  at 
right  angles  to  that  plane. 

Propnsilion  XIX. — If  two  planes  cutting  each  other  be 
each  of  them  perpendicular  to  a  third  plane,  their  common 
section  will  also  be  perpendicular  to  it. 

Proposition  XX. — If  a  solid  angle  be  contained  by  three 
plane  angles,  any  two  of  them  are  greater  than  the  third. 

Proposition  XXI. — Every  solid  angle  is  contained  by 
plane  angles,  which  together  are  less  than  four  right  angles. 
Proposition  XXII. — If  every  two  of  three  plane  angles  be 
greater  than  the  third,  and  if  the  straight  lines  which  con- 
tain them  be  all  equal,  a  triangle  may  be  made  of  the 
straight  lines  that  join  the  extremities  of  those  equal  straight 
lines. 

Properties  of  Solids. 
In  a  prism,  all   parallel  sections  which  cut  the  sides,  are 
similar  and  equal   figures ;  or,   all   parallel    sections   whieh 
would  cut  the  plane  of  the  base,  if  produced,  are  similar  and 
equal  figures. 

In  a  pyramid,  all  the  parallel  sections  which  are  not 
parallel  to  the  plane  of  the  base,  are  unequal  similar  figures. 
The  properties  of  a  cone  are  numerous  and  interesting. 
If  cut  parallel  to  the  plane  of  the  base,  the  section  is  a  circle  ; 
if  in  any  direction  through  the  apex,  the  section  is  a  plane 
riyht-lincd  triani/le  ;  if  the  coue  be  cut  by  a  plane  inclined 
to  the  plane  of  the  base,  at  any  given  angle,  the  section  is  an 
ellipsis  ;  if  cut  by  a  plane  parallel  to  any  straight  line  within 
the  solid  passing  through  the  apex,  the  section  is  denominated 
an  liyperbola ;  and  if  cut  by  a  plane  parallel  to  another 
plane  which  touches  the  curved  surface,  the  section  formed 
by  tills  position  of  the  cutting  plane,  is  called  a  parabola. 

For  the  purposes  of  stereotomy,  we  shall  suppose  the  cone 
a  right  one  ;  and  consequently  the  abscissa  of  the  curves,  or 
sections,  will  bisect  all  the  double  ordinates  at  right  angles. 
Definition  1. — If  any  semi-conic  section  be  supposed  to 
revolve  upon  its  abscissa,  so  as  to  perform  an  entire  revolution, 
the  surface  generated  by  the  curve-line  is  called  a  conoid, 
and  the  abscissa  tlie  axis. 

Definition  2. — If  the  semi-conic  section  be  a  semi-ellipsis, 
the  solid  generated  is  called  an  ellipsoid. 

Definition  3. — If  the  generating  figure  be  a  semi-parabola, 
the  solid  is  called  a  'paraboloid. 

Definition  4. — If  the  generating  figure  be  a  semi-hyperbola, 
the  solid  is  called  an  hylerboloid. 

Definition  5. — All  solids  whatever,  generated  by  revolving 
plane  figures  upon  an  axis,  are  called  solids  of  revolution. 

Definition  6. — All  parallel  sections  of  conoids  are  similar 
figures. 

General  Principles  of  Construction. 
Definition. — Solid  angles,  which   consist  of  three  plane 
angles,  are  called  trihedrals. 

In  the  construction  of  trihedrals,  besides  the  three  plane 
angles  which  form  the  boundaries  of  the  solid,  there  are 
the  three  inclinations.  These  inclinations  are,  by  way  of  dis- 
tinction, called  the  angles  ;  the  three  boundaries  are  called 
the  sides  ;  and  the  sides  and  angles  are  inditferently  called 
parts  ;  any  three  of  which,  excepting  the  three  angles,  may 
be  found  by  the  following  constructions  : 

Problem    I. — In  a  right-angled  trihedral  are  given  the 
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(wo  sides  containing  the  right  angle  ;  to  find  the  acute  angles, 
and  the  side  or  hi/pothenuse  which  subtends  the  right  angle. 

Figure  1. — Make  the  angle  e  n  ii  equal  to  one  of  the  given 
sides,  and  the  angle  ebf  equal  to  the  oilier  ;  draw  e  ii  perpen- 
dicular to  E  B,  and  E  I  perpendicular  to  n  f,  cutting  b  f  at  f  ; 
fiom  B,  with  the  radius  u  h,  describe  an  arc,  cutting  e  i  at  i, 
and  join  b  i;  then  B  i  is  the  hypothenuse  :  from  B,  with  the 
radius  e  f,  describe  an  arc,  cutting  e  b  in  g,  and  join  g  h  ; 
then  E  o  H  is  the  angle  contained  by  the  hypothenuse  and 
the  side  ebf,  or  the  angle  opposite  the  side  e  b  h  :  or,  make 
F  I  equal  to  G  H,  and  join  b  i. 

In  the  same  manner  the  angle  opposite  the  side  of  e  b  f 
may  be  found. 

The  reason  will  appear  thus:  raise  the  plane  of  the  triangle 
B  E  F  upon  b  e,  so  as  to  be  perpendicular  to  the  plane  b  e  ii; 
raise  the  triangle  e  g  n  upon  e  h,  until  e  g  fall  upon  e  f  ;  then 
the  plane  e  o  h  will  become  perpendicular  to  b  f  ;  revolve 
the  plane  b  i  f  upon  b  f,  and  f  i  will  describe  a  circle,  whose 
plane  is  also  perpendicular  to  b  f,  from  the  point  f  ;  there- 
fore, the  plane  of  the  circle  and  the  plane  e  g  ii  will  be  both 
in  the  same  plane  :  therefore,  since  the  point  f  coincides  with 
Q,  the  straight  line  f  i  may  be  made  to  coincide  with  g  n  ; 
let  this  coincidence  take  place  ;  and  because  f  i  is  equal  to 
G  H,  and  the  point  o  falls  upon  f,  the  point  i  will  fall  upon  h  ; 
therefore,  the  straight  line  b  i  will  fall  upon  b  h;  and  the 
angle  f  b  i,  joining  f  b  and  b  h,  is  the  hypothenuse. 

Again,  it  is  evident  from  the  planes  thus  raised,  that  the 
angle,  e  g  ii,  contained  by  the  planes  f  b  e  and  f  b  i,  and  per- 
pendicular to  F  B,  their  common  intersection,  is  the  measure 
of  the  angle  contained  by  the  planes  r  n  e  and  p  b  i. 

Problem  II. —  Oivcn  one  of  the  sides  containing  the  right 
angle  and  the  angle  opposite ;  to  find  the  remaining  side 
which  contains  the  right  angle. 

Figure  2. — Let  the  given  side  be  ii  b  e  :  in  b  e  take  any 
point,  F,  and  make  e  f  n  equal  to  the  angle  required  ;  draw 
u  E  perpendicular  to  e  b  ;  from  e,  with  the  radius  e  f,  describe, 
an  arc,  f  g  ;  draw  b  g  a  tangent  at  a  ;  and  e  b  o  is  the  side 
required.     The  demonstration  is  evident  from  the  last. 

Problem  III. —  Given  one  of  the  sides  containing  the  right 
angle  and  the  inclination  or  angle  adjacent;  to  find  the 
remaining  side  which  contains  the  right  angle. 

Figure  2. — Make  a  b  d  equal  to  the  given  side;  in  a  b 
take  any  point,  e  ;  draw  e  g  perpendicular  to  b  d,  cutting  it 
in  G,  and  e  h  perpendicular  to  a  n  ;  make  e  f  equal  to  e  o, 
and  E  F  H  equal  to  the  given  angle  ;  draw  b  ii  c,  and  a  b  o 
will  be  the  measure  of  the  plane  angle  opposite. 

The  following  propositions  show  the  construction  of  all  the 
cases  of  trihedrals  or  spherical  triangles,  which  are  repre- 
sented by  right-lined  angles.  In  each  of  the  cases  it  will  be 
found,  that  two  of  the  sides  of  the  spherical  triangle  are 
represented  by  the  tangents  of  the  arcs  drawn  from  the  same 
angle ;  and  the  angle  included  by  these  tangents  is  the 
measure  of  the  spherical  angle.  The  representation  of  the 
third  side  is  a  line  joining  the  extremities  of  the  tangents  ; 
the  other  two  angles  are  measured  by  this  p-oposition.  If 
each  of  the  three  plane  angles  be  ujtioniinated  a  side,  and 
each  of  the  three  inclinations  an  angle,  the  geometrical  con- 
struction will  be  the  same  as  that  of  a  spherical  triangle,  and 
the  manner  of  expressing  the  data  of  the  one  is  the  same  as 
expressing  those  of  the  other.  The  sides  are  always  measured 
by  the  three  plane  angles  of  the  solid  angle. 

Problem  IV. —  Given  two  sides  and  the  contained  angle  ; 
to  find  the  other  parts. 

Figure  3. — Make  the  angle  a  b  c  equal  to  the  contained 
angle  ;  draw  b  d  perpendicular  to  a  b,  and  b  e  to  b  c  ; 
make  b  d  and  b  e  equal  to  each  other,  the  angle  b  d  a  equal 
to  one  of  the  containing  sides,  and  b  e  c  equal  to  the  other  ; 


upon  c,  as  a  centre,  with  the  distance  c  e,  describe  an  arc,  f  ; 
and  upon  a,  as  a  centra,  with  the  distance  a  d,  describe 
anothiT  arc,  cutting  tiie  former  at  k  ;  join  f  a  and  f  c  ;  then 
the  angle  a  f  c  will  be  the  measure  of  the  third  side.  Now 
if  the  triangle  A  b  d  be  turned  round  the  line  a  b,  the 
triangle  cue  round  c  b,  and  the  triangle  a  c  f  round  a  c, 
until  the  points  d,  e,  f,  coincide,  each  of  the  two  planes,  a  b  d 
and  c  B  E,  will  be  perpendicular  to  the  plane  a  b  c  ;  there- 
fore, two  of  the  sides  of  a  solid  angle  will  be  given,  one 
perpendicular  to  the  other,  to  find  the  inclination  of  the  ver- 
tical plane  with  that  of  the  h\  pothenusal.  Proceed,  there- 
fore, as  in  the  last  problem,  and  find  the  angle  g  h  k,  which 
will  be  the  inclination  of  the  two  planes  c  b  e  and  oaf.  In 
the  same  manner  may  the  inclination  of  the  j)lanes  a  b  d  and 
A  c  F  be  found. 

Note. — The  triangle  a  b  c  represents  the  spherical  tri.angle, 
of  which  A  B  and  b  c  are  the  tangents  of  two  arcs  ;  and  the 
angle  a  b  c  is  the  spherical  angle  contained  by  the  arcs,  of 
which  A  B  and  b  c  are  tangents. 

PnoBLE.M  V. — The  three  sides  of  a  spherical  trianffle  being 
given  ;  tojind  the  angles. 

Figure  4.  No  1  and  2. — Make  the  three  angles,  a  b  c,  c  b  e, 
and  E  B  F,  equal  to  the  throe  sides  of  the  spherical  triangle, 
that  is,  to  contain  the  same  number  of  degrees.  On  b,  as  a 
centre,  with  any  radius,  A  B,  describe  an  arc,  a  f  ;  draw  a  c 
and  F  E  tangents  at  a  and  f;  join  c  e  ;  draw  the  straight 
line  o  n  equal  to  c  e  ;  on  the  centre  o,  with  the  tangent  a  c, 
describe  an  arc  at  i ;  and  on  the  centre  h,  with  the  tangent  f  e, 
describe  another  arc,  cutting  the  former  ati.  Join  g  i  and  ii  i ; 
draw  1  K  and  i  l  perpendicular  to  i  a  and  i  h,  making  them 
equal  to  A  b  or  b  f  ;  join  k  g  and  l  ii.  Now  if  the  triangles, 
OIK  and  H  I  L,  be  raised  on  the  lines  g  i  and  h  i,  until  the 
points  K  and  l  coincide ;  then  each  of  the  triangles,  oik 
and  II  I  L,  W'ill  be  perpendicular  to  the  triangle  g  i  h.  Pro- 
ceed, therefore,  as  in  the  first  Proposition,  to  find  the  angles, 
•which,  in  the  representation  of  the  spherical  triangle  i  o  u, 
are  represented  by  o  and  n. 

Scholium. — Since  each  of  the  extreme  angles  may  be  made 
the  middle  angle  in  No.  1,  the  triangle  g  h  i.  No.  2,  may  be 
laid  down  in  three  different  figures,  each  of  which  will  have 
as  many  angles  included  by  each  pair  of  tangents.  These 
three  angles,  made  in  each  separate  triangle,  are  the  measures 
of  the  three  spherical  triangles  ;  but  this  mode  requires  more 
lines  than  what  are  described  in  the  above  Proposition. 

There  is  another  method  of  finding  the  angles  of  a  sjilierical 
triangle,  when  the  three  sides  are  given,  pointed  out  by 
Bishop  Ilorsley,  at  page  215  of  his  Elemcnturg  Treatises. 
The  substance  of  it  is  as  follows:  Draw  a  right  angle;  make 
one  of  the  legs  equal  to  the  dillerence  of  the  cosines  of  the 
sides  containing  the  required  angle  ;  the  hypothenuse  being 
equal  to  the  chord  of  the  third  side.  Upon  the  remaining 
perpendicular  side,  as  a  base,  construct  a  triangle,  whose  two 
other  sides  are  equal  to  the  sines  of  the  sides  containing  the 
required  angle  ;  then  the  angle  contained  by  the  sines  will 
bo  the  measure  of  the  spherical  angle.  This  may  be  very 
easily  accomplished  by  means  of  a  scale  of  sines  and  chords 
from  Gunter's  scale. 

Problem  VI. —  Two  angles  and  a  side  opposite  to  one 
of  them,  being  given;  to  find  the  other  two  sides  and  the 
remaining  angle. 

Figure  5. — Make  the  angle  a  n  c  equal  to  the  spherical 
angle  next  to  the  given  side  ;  draw  ii  d  and  b  e  perpendicular 
to  B  A  and  B  c  ;  make  ii  d  of  any  length,  and  b  e  equal  to  it ; 
and  make  the  angle  b  d  a  equal  to  the  measure  of  the  given 
side;  draw  a  p  perpendicular  to  b  c,  cutting  it  in  f  ;  make 
the  angle  f  a  o  equal  to  the  complement  of  the  other  given 
angle ;  on  the  centre  f,  with  the  distance  f  g,  describe  an 


arc,  o  II  I ;  draw  cue  a  tangent  to  the  arc  at  ii,  the  same  as 
in  the  second  Proposition  ;  join  A  c  ;  and  the  angle  c  e  b  will 
be  the  measure  of  the  included  side.  On  the  centre  c,  with 
the  distance  c  e,  describe  an  arc  at  k  ;  and  on  the  centre  a, 
with  the  distance  a  d,  describe  another  arc,  cutting  the 
former  at  k  ;  join  a  k  and  k  c  ;  then  will  a  k  c  be  the 
measure  of  the  third  side  of  the  spherical  triangle. 

Problem  Vll. —  Given  tivo  angles,  and  the  contained  side  ; 
to  find  the  other  three  parts. 

Make  A  B  c,  Figure  3,  one  of  the  given  angles ;  draw  b  e 
perpendicular  to  b  c  ;  make  b  b  c  equal  to  the  number  of 
degrees  contained  in  the  given  side;  in  bc  take' any  point,  o; 
draw  o  i  perpendicular  to  c  E,  cutting  it  at  i,  and  o  k  ])«•- 
pendieular  on  the  other  side  of  it;  make  g  n  equal  to  o  i, 
and  the  angle  g  ii  k  equal  to  the  other  given  angle  ;  draw 
c  K  A,  as  in  Proposition  III.,  and  a  b  c  will  be  a  plane 
triangle  representing  the  spherical  one. 

Now,  because  a  n  c  is  the  angle  included  by  the  tangents, 
draw  B  D  perpendicular  to  b  a,  and  equal  to  b  e,  and  join  d  a  ; 
then  n  D  A  is  the  measure  of  the  side,  of  which  a  n  is  the 
tangent.  On  the  centre  a,  with  the  distance  a  d,  describe 
an  arc  at  f  ;  and  on  the  centre  c,  with  the  distance  c  e, 
describe  another  arc,  cutting  the  former  at  f.  Join  f  a  and 
F  c  ;  then  a  f  c  will  be  the  measure  of  the  third  side. 

Pkodlem  VIII. —  Two  sides,  and  an  angle  opposite  to  one 
of  them,  being  given  ;  to  find  the  three  remaining  parts. 

Figure  0. — Draw  a  c,  representing  the  side  adjoining  the 
given  angle,  and  a  b  perpendicular  to  it ;  make  the  angle  arc 
eipial  to  the  given  side  ;  in  a  c  take  any  point,  e  ;  draw  e  d 
perpendicular  to  b  c,  cutting  it  in  d,  and  b  g  perpendicular 
to  A  c  ;  make  e  f  equal  to  e  d  ;  and  the  angle  e  f  o  equal  to 
the  given  angle ;  draw  the  line  con;  on  A,  as  a  centre, 
with  the  tangent  of  the  other  given  side,  describe  an  arc,  k  ii  ; 
and  if  it  cut  the  straight  line  c  ii  in  two  points,  ii  and  k, 
join  A  K  and  a  ii  ;  draw  a  i  perpendicular  to  a  h,  and  equal 
to  A  B ;  join  i  ii  ;  on  the  centre  ii,  with  the  distance  ii  i, 
desci'ibe  an  arc  at  m  ;  and  on  the  centre  c,  with  the  distance  c  b, 
describe  another  arc,  cutting  the  former  at  m  ;  join  ii  m,  k  m, 
c  M  ;  then  the  angle  c  a  k,  or  c  A  n,  will  be  the  measure  of 
the  spherical  angle  included  by  the  tangents.  The  measure 
of  the  angle  a  ii  c,  or  a  k  c,  representing  the  spherical  angle 
opposite  the  given  side,  shown  by  the  tangent  a  c,  is  found 
by  Proposition  I.  The  angle  c  m  ii,  or  c  m  K,is  the  measure 
of  the  remaining  side,  viz.,  that  opposite  the  angle  included 
by  the  tangents. 

JS^ole. — This  case  is  not  always  ambiguous ;  for  if  a  n  be 
equal  to,  or  greater  than  a  c,  the  arc  k  h  will  only  cut  ii  c 
in  one  point;  and,  therefore,  there  can  only  be  one  triangle  ; 
or,  if  the  angle  a  n  c  be  a  right  angle,  a  n  will  only  touch 
H  c  :  and  in  this  case  also  there  can  be  only  one. 

Problem  IX. —  The  three  angles  of  a  spherical  triangle 
being  given  ;  to  find  the  three  sides. 

Take  the  sup'plements  of  each  of  the  angles,  and  describe 
a  trianijle,  by  Proposition  V.,  whose  sides  are  equal  to  such 
supplements ;  and  the  measure  of  its  angles  will  bo  the 
supplements  of  the  sides  of  the  triangle  sought.  This  is 
demonstrated  by  writers  on  spherical  trigonometry. 

Though  the  author  of  this  Dictionary  has  not  given  formal 
demonstrations  of  the  preceding  Propositions  relating  to  the 
geometrical  construction  of  spherical  triangles,  as  it  would 
have  swelled  the  article  too  far,  he  hopes  that  enough  has 
been  said  to  enable  any  one,  who  h.as  a  clear  conception  of 
the  parts  of  a  spherical  triangle,  to  describe  the  representa- 
tion of  it,  and  to  find  the  measure  of  its  parts  in  the  most 
easy  manner,  without  having  recourse  to  the  projection  of 
the  sphere,  which  freipiently  runs  into  conic  sections,  and, 
from  their  difficulty  of  description,  renders  the  projection 
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very  inaccurate.  The  representation  of  tlie  spherical  tiiangle 
belonging  to  the  preceding  Propositions,  is  nothing  else  than 
a  plane  triangle,  which  is  a  tangent  to  the  spiierc  at  one  of 
the  spherical  angles,  and  whose  sides  are  bounded  by  the 
intersections  of  the  planes  of  the  three  great  circles  of  the 
sides  of  the  spherical  triangle ;  consequently,  two  of  the  sides 
of  the  representative  triangle  are  always  two  tangents  from 
the  same  spherical  angle.  Tlie  included  angle  by  these  tan- 
gents in  the  representative  triangle  is  the  measure  of  the 
spherical  angle  contained  by  the  sides  which  the  tangents 
represent.  And  the  third  side  in  the  representative  triangle 
is  a  line  joining  the  extremities  of  the  tangents,  as  has  been 
already  mentioned.  In  another  point  of  view,  the  whole  may 
be  conceived  to  be  a  pyramid,  whose  sides  are  planes  from 
the  centre  of  the  sphere,  passing  through  the  three  arcs  of 
the  spherical  triangle ;  and  its  base  a  triangle,  a  tangent  to 
the  sphere  at  one  of  the  angles,  which  meets  the  sides.  The 
vcrticiil  angles  of  the  sides  of  this  pyramid  arc  the  measures 
of  the  sides  of  the  spherical  triangle  :  the  angles  of  the 
pyramid  are  the  measures  of  the  spherical  angles :  and 
the  base  of  the  pyramid  is  the  representative  triangle.  Con- 
sequently, one  of  the  angles  of  the  pryamid  is  always  perpen- 
dicular to  the  base.  The  angle  intercepted  by  the  two  planes 
upon  the  base  is  equal  to  the  inclination  of  the  planes. 

The  triangle  belongjng  to  the  preceding  Propositions  is 
such,  that  when  all  the  parts  are  completed,  the  sides  may 
be  turned  up  upon  the  base,  which  is  tlie  representative 
triangle,  until  the  edges  of  all  the  triangles  forming  the  sides 
are  united  in  one  common  vertex.  A  pyramid  will  then  be 
formed,  equal,  similar,  and  situated  like  that  above. 

The  Rev.  George  Walker,  in  his  ingenious  doctrine  of  the 
sphere,  Proposition  I.  p.  258,  shows,  that  '-if  there  be  a 
spherical  triangle,  and  a  plane  quadrilateral  figure  be  formed, 
two  of  whose  sides  are  the  secants,  the  other  two  the  tan- 
gents of  two  of  tlie  sides  of  the  spherical  triangle,  and  the 
angle  comprehended  by  the  secants  be  measured  by  the 
spherical  base,  the  angle  comprehended  by  the  tangents  shall 
be  the  measure  of  the  spherical  angle  opposite  tiie  base;  the 
diagonals  of  the  quadrilateral  shall  intersect  each  other  at 
right  angles  ;  the  segments  of  the  diagonal  joining  the  angle 
of  the  secants,  and  the  angle  of  the  tangents  shall  be  the 
secant  and  tangent  of  the  spherical  perpendicular,  drawn 
from  the  vertical  angle  to  the  base  ;  the  angle  which  this 
diagonal  makes  with  the  secants,  shall  be  measured  by  the 
spherical  segments  of  the  base ;  and  the  angles  which  this 
diagonal  makes  with  the  tangents,  shall  be  the  measures  of 
tiie  spherical  angles  which  the  perpendicular  makes  with  the 
sides."  This  theorem  is  very  analogous  to  Problem  V. ;  but 
the  properties  shown  by  it  do  not  apply  to  the  construction 
from  any  given  data,  nor  can  all  the  parts  be  found  from  any 
one  datum;  they  may  be  very  well  applied  when  two  sides 
and  the  contained  angle  are  given,  or  when  the  three  sides 
are  given,  by  varying  the  triangle,  as  has  been  here  shown, 
in  order  to  find  the  other  two  angles;  but  this  is  both 
troublesome  and  inelegant.  From  what  has  been  said,  it  will 
be  easy  to  construct  any  solid  similar  to  any  other  solid 
given,  whose  sides  are  planes,  by  constructing  each  solid 
angle,  that  is,  by  dividing  it  into  as  many  .solid  angles,  each 
consisting  of  three  plane  angles,  wanting  two,  as  the  number 
of  plane  angles  bounding  the  whole  solid  angle;  then  com- 
pleting the  figure  of  any  side,  of  which  a  plane  angle  of  the 
described  solid  angle  is  one  similar  to  the  side  of  the  solid 
given.  From  the  several  angles  of  this  figure  construct  other 
solid  angles  in  the  same  manner. 

Problem  X. —  Given  the  seat,  a  b,  of  the  intersectiuii  in 
space  of^  two  planes,  having  a  given  'inclination,  aiul  the 
intersection,  a  c,  of  one  of  them  in  a  given  plane,  y ;  also 


the  inclination  of  the  common  intersection  of  the  ttvo  planes 
to  the  plane  r ;  to  find  the  intersection  of  the  other  plane 
with  Y. 

Figure  7. — Make  dad  equal  to  the  inclination  of  the  in- 
tersection of  the  two  planes ;  from  any  point,  n,  draw  u  e 
perpendicular  to  a  d,  cutting  a  b  at  k  ;  make  e  b  equal  to  e  d  ; 
draw  E  c  perpendicular  to  a  b  ;  make  the  angle  c  b  f  equal 
to  the  inclination  of  the  planes,  of  which  the  seat  of  their 
intersection  is  a  b;  let  b  f  meet  EC  in  f;  and  join  a  f  ; 
then  will  a  f  be  the  intersection  required. 

Or  thus :  Through  any  point,  e,  in  a  b,  draw  c  e  perpen- 
dicular to  A  b  ;  make  bad  equal  to  the  inclination  of  the 
intersection  ;  draw  e  d  perpendicular  to  a  d  ;  make  e  b  equal 
to  E  D ;  join  B  c ;  make  the  angle  c  b  f  equal  to  the  inclina- 
tion of  the  planes,  which  have  a  b  for  the  seat  of  their 
intersection;  let  b  f  meet  c  e  in  f;  and  join  a  f;  then 
will  A  F  be  the  intersection  required. 

Demonstration. — Imagine  the  triangle  a  d  e  to  be  turned 
upon  a  e,  until  it  becomes  perpendicular  to  the  plane,  y  ;  let 
the  plane  z  be  turned  upon  c  e,  until  e  b  fall  upon  e  d  ; 
that  e  b  will  fall  upon  e  d  is  evident,  since  e  b,  in  revolving 
upon  E  c,  will  aUvays  be  in  a  plane  passing  through  e  per- 
pendicular to  c  E ;  and  e  d  is  also  in  a  plane  passing 
through  E  perpendicular  to  c  e  ;  and  since  e  b  is  equal  to  e  d, 
E  B  must  fall  upon  e  d,  and  the  point  b  upon  d;  and  the 
plane  a  e  d  will  be  perpendicular  to  the  two  planes  c  e  a 
and  c  E  b;  therefore  a  d  will  be  perpendicular  to  the 
plane  c  e  b  ;  whence  it  is  manifest,  that  c  b  f  is  in  a  plane 
perpendicular  to  the  common  intersection,  and  is  the  measure 
of  the  inclination  of  the  planes. 

Pkoulem  XI. —  Given,  i  n,  the  intersection  of  a  plane,  w, 
with  another  plane,  x,  and  their  inclination,  (he  seat,  a  b,  in 
the  plane,  x,  of  a  line  in  space  insisting  at  a,  and  the  inclina- 
tion of  the  line  to  the  plane  x;  ij  find  the  section  of  the  line 
in  the  plane  w. 

Figure  8. — Through  any  point,  b,  in  a  b,  draw  b  s  per- 
pendicular to  I  N,  cutting  IN  at  e;  make  the  angle  b  e  f 
equal  to  the  inclination  of  the  plane ;  draw  b  g  perpendicular 
to  B  s;  make  b  g  the  tangent  of  inclination  to  the  radius  a  b; 
draw  G  F  parallel  to  b  s;  through  a,  draw  any  two  lines, 
A  J  and  A  K,  cutting  i  n  at  j  and  k;  make  e  s  equal  to  e  f; 
through  s,  draw  v  l  parallel  to  i  n;  produce  b  s  to  p  ; 
make  s  p  equal  to  f  g  ;  draw  p  v  parallel  to  a  k,  and  p  l 
parallel  to  a  j;  and  join  k  v  and  j  l,  cutting  each  other 
at  a ;  and  a  will  be  the  section  of  the  line  in  the  plane  w, 
as  required. 

For,  imagine  the  triangles  b  e  c  and  c  g  f  in  the  same  plane 
to  be  turned  upon  b  e,  so  that  their  plane  may  be  perpen- 
dicular to  the  plane  x;  then  b  g  will  be  perpendicular  to  the 
plane  x,  and  the  point  g  will  fall  in  the  line  in  s])ace :  imagine 
also  the  plane  w  to  be  revolved  upon  i  n,  until  e  s  falls 
upon  E  F.  as  is  evident  for  the  same  reasons  as  given  in  the 
first  Problem,  and  the  point  s  will  fall  upon  f  ;  then  the 
line  v  L  will  become  parallel  to  the  plane.  In  revolving  the  * 
plane  w  upon  i  n,  imagine  the  plane  y  to  revolve  upon  v  l 
at  the  same  time,  so  that  the  plane  y  may  always  continue 
parallel  to  the  plane  x,  then  v  p  will  continue  parallel  to  a  k, 
and  L  p  parallel  to  a  j  ;  then,  as  in  perspective,  x  is  the 
original  plane,  w  the  plane  of  the  picture,  y  the  vanishing- 
plane,  g  or  p  the  place  of  the  eye  coinciding  therewith,  i  n 
the  intersecting  line,  v  l  the  vanishing-line,  j,  k,  the  inter- 
secting points,  v  L  the  vanishing-point,  and  the  original  line 
would  be  a  visual  ray  ;  therefore,  by  the  theory  of  perspec 
tive,  a  is  the  representation  of  the  point  a. 

Problem  XII. —  The  same  things  being  given,  and  the 
constructive  lines  remaining  as  in  the  preceding  Problem, 
as  also  the  jjoint  a,  the  section  of  the  line  in  space  ;  to  find 


the  seat  of  ike  line  hi  the  2>lone  w,  and  (7s  inclination  to 
tlu  said  plane. 

Figure  9. — Draw  a  q  perpendicular  to  e  f,  meeting  e  f 
in  Q ;  in  E  p,  make  e  t  equal  to  e  q,  and  join  t  a  ;  draw  t  u 
perpendicular  to  a  t;  make  t  r  equal  to  ii  o,  and  join  r  a; 
then  will  T  a  be  the  seat  of  the  line  in  the  plane  w,  and  tor 
its  inclination  to  the  said  plane. 

Demonstration. — For  when  e  s  is  made  to  coincide  with  e  f, 
as  in  the  last  Problem,  the  plane  fog  will  be  perpendicular 
to  the  plane  of  the  section  w;  but  the  line  f  c  being  now  in 
the  plane  w,  and  q  g  being  perpendicular  to  f  c,  q  g  will  also 
be  poipendieular  to  the  plane  w ;  but  the  point  o,  that  is  r, 
is  a  point  in  the  line,  whose  seat  is  a  d,  and  the  point  a  is 
another  point  in  the  line,  whose  seat  is  a  b  ;  therefore,  r  and  a 
are  two  points  in  the  line,  whose  seat  is  a  n  ;  then  join  a  r, 
which  will  be  the  part  of  the  line  in  space  on  the  other  side 
of  the  plane  w,  and  a  t  its  seat. 

Scholium. — This  amounts  to  the  same  as  when  the  seat 
and  distance  of  the  eye  are  given  with  respect  to  the  original 
plane,  and  the  position  of  a  point  in  the  said  [ilane ;  to  delcr- 
inino  the  seat  and  inclination  of  the  visual  ray. 

PuouLEM  XIII. —  ?'(t'0  straiffhl  lines,  A  B  and  c  D,  tending 
to  an  inaccessible  point,  being  given  ;  through  a  given  point,  e, 
to  draw  a  third  straight  line,  to  tend  to  the  same  inaccessible 
point. 

Figure  10. — From  any  point,  a,  in  a  b,  draw  a  straight 
line,  A  e,  from  a  to  the  given  point  e,  cutting  c  d  in  c;  and 
through  any  other  convenient  point,  b,  draw  b  r  parallel 
to  a  e,  cutting  c  D  in  D ;  find  d  f,  a  fourth  proportional 
to  A  c,  c  E,  B  D,  and  join  e  f;  then  will  the  lines  a  b,  c  d, 
and  E  r,  tend  to  the  same  point  of  concourse. 

Scholium. — It  sometimes  happens,  that  a  number  of  lines 
radiate  from  the  same  point,  and  that  from  a  given  point  it 
is  required  to  radiate  other  straight  lines  so  as  to  meet  the 
radiations  given  in  a  given  straight  line  :  some,  or  many,  of 
these  radiations,  according  to  their  number,  will  be  inacces- 
sible; and  though  they  may  be  all  found  by  this  Problem, 
yet  if  the  several  operations  are  combined  in  one,  much 
trouble  will  be  saved. 

Figure  11. — Thus,  let  the  radiations  be  a  b,  a  c,  a  d, 
A  E,  a  F,  tending  to  the  straight  line  b  c  ;  and  let  a  be  a 
given  point,  from  which  it  is  required  to  radiate  other  straight 
lines  to  meet  or  tend  to  the  same  points  in  b  c,  with  those 
drawn  from  a.  Join  a  a,  cutting  b  c  in  g;  and  through 
any  convenient  point,  c,  in  b  c,  draw  f  /  parallel  to  a  a; 
make  c  p  equal  to  g  a,  and  c  Q  in  b  c,  produced  to  o,  equal 
to  G  a  ;  join  p  q  ;  let  a  d,  a  e,  meet  c  f  in  d  and  e  ;  draw  u  m, 
E  n,  F  o,  parallel  to  p  q,  cutting  k  o  at  m,  n,  o  ;  make  c  d  eqiral 
to  c  OT,  c  e  equal  to  c  n,  c/ equal  to  c  o;  draw  d  a,e  a,  fa, 
which  are  the  lines  required. 

Example  1. — Given  the  meridian,  a  b,  in  the  plane  of  the 
horizon,  x,  the  latitude  of  the  place,  the  intersection,  i  n,  of 
the  platie,  \f,wiih  the  horizontal  2>lune,  x,  and  the  inclination 
of  the  plane,  w,  to  that  of  the  horizon  x  ;  to  construct  a  dial 
iu  the  plane  w. 

Figure  12. — In  a  b,  take  any  point,  a,  for  the  foot  of  the 
style  ;  then  A  b  will  be  the  seat  of  the  style,  or  of  the  line 
tending  to  the  pole;  the  latitude  of  the  place  is  its  inclina- 
tion. Find  a,  the  representation  of  a,  that  is,  the  section  of 
the  style  of  the  dial  in  the  plane  w,  by  the  eleventh  Pro- 
blem ;  produce  a  n  to  meet  in  in  d  ;  draw  d  a  in  the  dial 
plane  w  ;  then,  by  the  twelfth  Problem,  fnul  a  t,  the  seat  of 
the  style  in  the  plane  w,  and  the  angle  of  elevation  tor: 
and  by  the  tenth  Problem,  find  the  intersections,  u  a,  y  «, 
z  a,  &c.,  of  planes  passing  through  the  style,  making  angles 
respectively  of  15",  30",  4.'i",  00",  &o.,  with  the  vertical  plane 
passing  through  the  meridian,  a  b  ;  that  is,  with  the  plane 


whose  intersection  is  t  a  .■  the  inaccessible  lines  are  also 
found  by  the  last  Problem;  and  the  dial  is  constructed  as 
required:  a  t  is  the  seat  of  the  style,  whose  intersection  is 
ia;  T  a  R  its  inclination;  a  d  is  the  13  o'clock  line;  and 
V  a,  Y  a,  z  a,  &c.,  are  the  hour-lines. 

Another  method  of  finding  the  sub-style  is  thus:  produce 
o  cj  to  meet  p  e  in  ii;  join  ii  a,  which  produce  to  n;  and 
draw  N  a,  the  sub-styler  lino.  Thus,  upon  one  common  prin- 
ciple, the  sections  of  lines,  planes,  and  solids,  may  be  found. 
The  sections  of  solids  are  found  by  means  of  the  sections  of 
planes;  and  the  construction  of  a  dial  is  only  finding  the  sec- 
tions of  planes,  whose  positions  are  given.  This  method 
is,  jK-rhaps,  of  all  others  the  easiest  to  consider  and  to 
construct. 

Example  II. — Given  the  base,  a  n  q  r,  of  a  pyramid,  in  the 
plane  x,  and  the  whole  seat,  a.  D,  of  one  of  its  angular  lines, 
the  intersection,  i  s,  of  the  cutting  plane  w,  and  the  incli- 
nation of  the  ]>lanes  w  and  x;  to  find  the  section  of  the 
jtgramid. 

Figure  13. — Find  the  vanishing  line,  v  l,  of  the  plane  x, 
and  the  vanishing  points,  y  and  l,  of  the  lines  a  r,  n  q,  a  n, 
R  q;  produce  a  r  to  k,  n  q  to  m,  a  n  to  j,  and  r  q  to  l,  to 
meet  the  intersecting-line  i  n  ;  join  k  v  and  m  v,  also  J  l  and 
L  l;  then  an  qr  will  be  the  section  of  the  pyramid  insisting 
upon  A  N  Q  K. 

Example  HI. — To  find  the  section  of  a  pris/n,  the  same 
things  as  before  being  given. 

Figure  14. — Find  the  vanishing  points,  v  and  l,  of  tha 
lines  A  J  and  a  k,  and  the  representations,  k  v  and  j  i.,  as 
before ;  draw  l  r  parallel  to  j  l,  and  m  n  parallel  to  k  v;  and 
q  n  a  r  will  be  the  section  of  the  prism  required. 

Plate  3.  Figure  I. —  To  find  the  section  of  a  right  pyra- 
mid. Suppose  a  trahedral,  or  solid  angle,  consisting  of  three 
plane  angles,  two  of  which  are  at  right  angles  to  each  other ; 
let  the  base  of  the  solid  be  disposed  in  one  of  the  planes 
which  form  the  right  angle,  and  let  the  cutting  plane  be  the 
plane  angle  which  subtends  the  right  angle  ;  let  x,  or  g  p  f, 
be  the  plane  angle  on  which  the  base  of  the  solid  is  to  be 
placed  ;  Y,  or  y  p  G,  the  other  plane  angle,  standing  perpen- 
dicular to  the  plane  x;  and  g  v  f  or  z,  the  hypothenusal 
plane  angle;  the  three  angles  being  developed,  or  unfilded, 
upon  one  plane.  Here  p  f  will  be  the  intersection  of  the  cut- 
ting plane  with  the  ))lanc  of  the  base.  In  the  plane  x,  let 
A  B  c  D  be  the  base  of  the  pyramid  parallel  to  the  intersec- 
tion, E  p ;  find  the  centre,  e  ;  produce  a  d  from  each  extre- 
mity, to  meet  p  f  in  f,  and  p  g  in  p ;  through  e  draw  h  i 
parallel  to  a  d,  or  b  c,  meeting  p  f  at  h,  and  p  g  at  I ;  pro- 
duce B  c  both  ways,  to  meet  p  r  at  k,  and  p  g  at  l  ;  draw 
E  N  parallel  to  a  b,  meeting  p  g  at  n  ;  produce  a  b  to  meet 
p  g  at  M,  and  d  c  to  meet  p  o  at  o ;  draw  i  q  and  n  r,  each 
perpendicular  to  p  g,  and  in  length  equal  to  the  height,  of  the 
pyramid ;  join  o  q  at  l  q  ;  also  o  r  and  m  r  ;  let  p  g  be  cut 
by  0  Q  in  <7, 1  Q  in  i,  l  q  in  /,  o  r  in  o,  n  r  in  n.  and  m  r  in  m  ; 
transfer  p  F,  p  u  and  p  k,  to  p/  p  A,  and  p  k  ;  join  f  g  h  i, 
/•  /;  parallel  to  pf  draw  m  a  and  o  d,  cutting/  g  at  a  and  d, 
and  k  I  at  b  and  c  ;  then  the  quadrilateral  abed  will  lie  the 
section  required. 

Figure  3. —  To  find  the  section  when  the  base  of  the  pyra- 
mid is  oblique. 

Let  A  B  c  D  be  the  base  ;  find  the  points  </,  /,  /,  and  f,  h,  k, 
as  before;  produce  a  b  and  d  c  to  meet  o  f  at  m  and  n  ;  trans- 
fer o  F,  o  II,  o  K,  o  .M,  and  o  n,  to  of  o  h,o  k,  o  m,  o  n,  draw 
the  diagonal  b  d,  and  produce  it  till  it  meet  o  f  in  t;  trans- 
fer o  T  to  o  /,  and  produce  o  o  and  B  D  to  meet  each  other; 
from  the  point  of  section  draw  a  line,  in  the  plane  y,  perpen- 
dicular to  o  o,  cutting  o  g  produced  ;  join  t  with  the  point  of 
section  ;  also  join  g  f,  i  h,  and  I  k,  and  let  g  f  and  I  k  cut  the 
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line  drawn  from  t  to  the  point  of  section  in  o  ff  produced ; 
join  b  m  and  d  n  ;  produce  m  b  lo  meetfff  at  a,  and  let  d  n 
meet  /  k  at  c  ;  then  will  a  b  c  dhe  the  section  required. 

Figure  3. —  To  find  the  section  of  a  right  cone. 

Let  the  circle  ABCDEFOnbe  the  base.  Find  the  cen- 
tre of  the  circle,  and  draw  through  it  ov,  parallel  to  i  o,  cut- 
ting o  p  at  V,  and  the  circumference  at  o  and  c;  through  the 
same  point  draw  r  l,  perpendicular  to  i  o,  cutting  i  o  at  l, 
o  p  at  R,  and  the  circumference  at  a  and  e  ;  divide  the  quad- 
rants A  c,  c  E,  F  G,  o  A,  into  any  number  of  equal  parts,  as 
two,  through  the  points  of  division  draw  lines  parallel  to  g  v 
and  R  L ;  one  on  each  side  of,  and  parallel  to  A  e,  cutting  e  p 
in  Q  and  s;  and  the  other  parallel  to  o  o  on  each  side  of  it, 
cutting  o  p  in  u  and  w ;  draw  r  t  at  z,  each  equal  to  the  height 
of  the  cone ;  draw  p  y,  q  y,  s  t,  t  y,  cutting  o  p  in  p,  q,  r,  s,  t 
respecti\elj' ;  also  draw  t  z,  u  z,  x  z,  w  z,  cutting  o  p  in 
X,  w,  u,  I;  make  o  i,  o  k,  o  I,  o  ?n,  o  n,  respectively  equal  to 
o  I,  o  K,  o  L,  o  M,  o  N ;  join  ]>  ',  q  k,  r  I,  s  ?»,  and  n  t ;  draw 
X  a,  w  h,  V  g,  u  f,  t  e,  parallel  to  o  i,  cutting  r  I  aX  a  and  e  ; 
k  q  at/and  k,  and  m  s  at  6  and  d ;  then  abed  efg  h  will 
be  the  section  required. 

Figure  4,  shows  how  the  section  of  an  oblique  cone  is 
found  ;  the  method  is  the  same  as  for  a  right  cone :  except 
that  the  intersection,  b  c,  must  be  placed  parallel  to  the 
inclination  ;  by  which  means  the  axis,  o  i,  has  the  same  incli- 
nation to  B  c,  which  the  axis  has  to  the  plane  of  the  base. 

Plate  4,  is  exceedingly  useful  in  finding  the  bevels  of  the 
stones  of  oblique  cylindric  arches,  where  the  joints  of  the 
stones  run  in  planes  perpendicular  to  the  axis  of  the  cylinder. 

We  shall  here  begin  with  the  most  simple  case,  which  is 
figure  2.  Let  A  b  represent  the  axis  of  the  cylinder,  and  let 
B  c  represent  the  plane  of  the  arch ;  draw  a  d  perpendicular 
to  A  B,  and  make  the  angle,  d  a  e,  equal  to  the  inclination  of 
the  bed  of  a  stone  with  the  horizon ;  from  the  centre,  a, 
with  any  radius,  a  e,  describe  the  arc  e  d.  Draw  e  c  and 
D  F  parallel  to  a  b,  and  c  f  parallel  to  a  d  ;  join  e  f  ;  then  if 
A  n  be  the  under-side  of  the  joint  or  bed  in  the  intrados  of 
the  arch,  the  angle,  a  b  f,  will  be  the  angle  which  the  under- 
side of  the  joint  makes  with  the  face  of  the  arch. 

Figure  4. — Exhibits  the  bevels  for  a  complete  arch,  con- 
sisting of  seven  joints. 

Figure  1. — Shows  the  method  of  finding  the  joints  when 
the  plane  of  the  sides  of  the  arch  are  not  perpendicular  to 
the  horizon.  Let  A  b  represent  the  axis  of  the  cylinder  as 
before,  b  c  the  insisting-line  of  the  side  of  the  arch:  produce 
B  c  to  F  ;  draw  f  o  perpendicular  to  f  c ;  make  the  angle, 
G  F  1,  equal  to  the  inclination  of  the  end  of  the  arch,  and  the 
plane  of  the  horizon. 

Figure  3. — Shows  the  joints  for  a  complete  arch. 

Plate  5.  Figure  1. — Exhibits  the  method  of  finding  the 
section  of  a  cone  upon  the  general  principles,  as  explained 
in  Plate  2  of  this  article. 

Figure  2. — The  lines  for  the  section  of  a  cylinder. 

Figure  3. — The  lines  for  the  section  of  a  cuneoid. 

Figure  4. — Another  method  for  finding  the  section  of  a 
cone,  which  is  plain  to  inspection,  the  principles  being  nearly 
the  same  as  bi'fore. 

Figure  5. — Section  of  a  right  cone. 

Figure  6. — Section  of  an  oblique  cylinder. 

Figure  7. — Section  of  a  right  cylinder. 

Figure  8. — Method  of  the  intersection  of  a  plane  from 
three  given  points,  and  the  heights  upon  these  points. 

Figure  9. — Method  of  finding  the  section  of  the  segment 
of  a  cylinder. 

The  principles  and  methods  for  these  having  been  pre- 
viously explained,  it  is  presumed  that,  by  barely  inspecting 
the  figures,  the  methods  of  tracing  them  will  be  sufficiently 


obvious   without  having  recourse  to  the  references  of  the 
letters. 

Plate  6.  Figures  1,2,  and  3. — Method  of  finding  the  sec- 
tion of  a  right  prism  when  the  plane  of  the  section  is  per- 
pendicular to  one  of  the  sides  of  the  prism. 

Figures  4,  .5,  and  0. — Method  of  finding  the  section  of  a 
right  prism  when  the  plane  of  the  section  is  oblique  to  one 
of  the  sides  of  the  prism,  according  to  three  given  heights. 
See  Cylinder. 

STERLINGS,  see  Stilts. 

STILES,  (from  the  Saxon,  stigele,)  in  joinery,  the  vertical 
parts  of  a  frame,  into  which  the  ends  of  the  rails  are  fixed  by 
mortises  and  tenons. 

STILTED  ARCH,  an  arch  whose  springing-line  is  above 
the  impost,  or  which  is  raised,  as  it  were,  upon  upright  stilts 
or  props. 

STILTS,  (from  the  Saxon  sictlean,  supporters,)  a  set  of 
piles  driven  into  the  ground-plot  for  the  intended  pier  of  a 
bridge;  the  tops  of  which  being  sawn  to  the  low- water  mark, 
the  pier  is  raised  upon  them;  a  method  formerly  used,  when 
the  bottom  of  a  river  could  hot  be  laid  dry.  The  stilts  were 
surrounded,  at  a  few  feet  distance,  by  a  row  of  piles,  with 
planks  laid  close  to  them,  after  the  manner  of  a  cotfer-dam  ; 
this  was  called  a  sterling,  or  jettee  ;  after  which,  loose  stones, 
&c.,  were  thrown  into  the  space  till  it  w.is  filled  up  to  the 
top;  so  as  to  form  a  kind  of  pier  of  rubble,  or  loose-work, 
which  was  kept  together  by  the  sides  of  the  sterlings:  the 
piling  was  then  paved  level  at  the  top,  and  the  arches  were 
turned  upon  it.  Most  of  the  large  old  bridges  in  England 
were  erected  upon  this  method ;  but  the  inconveniences 
attending  it  are  so  great,  that  it  is  now  quite  exploded  ;  for, 
on  account  of  the  loose  composition  of  the  piers,  they  must 
be  made  very  large  and  broad,  otherwise  the  arch  would  pusn 
them  over,  and  fall  down  as  soon  as  the  centre  was  drawn. 
This  great  breadth  of  the  piers  and  sterlings  necessarily  con- 
tracts the  water-way  so  much,  as  not  only  to  incommode  the 
navigation  through  the  arch,  from  the  fail  and  quick  motion 
of  the  water,  but  it  also  causes  the  bridge  itself  to  be  in 
danger,  particularly  in  time  of  floods;  besides  this,  there  is 
great  danger  of  the  pier  bursting  out  the  sterlings,  which  are 
also  subject  to  decay  and  damage,  from  the  velocity  of  the 
water,  and  the  passing  of  crat't  through  the  arches. 

STOCK,  (from  the  Saxon  stoc,)  a  boring  instrument,  con- 
sisting of  a  double  crank,  so  that  one  end  may  rest  against 
the  workman's  breast,  .and  the  other  upon  the  wood  intended 
to  be  bored.  It  is  provided  with  several  steel  cutters,  called 
bits,  of  different  dimensions,  according  to  the  holes  to  be 
made.  It  is,  therefore,  in  London,  called  slock  and  bits,  but 
in  most  country  places,  brace  and  bits. 

STONE,  (from  the  Saxon  slon,)  a  hard  mineral  substance, 
not  soluble  in  water,  employed  in  the  construction  of  edifices ; 
of  these  there  are  various  kinds,  as  described  more  largely 
under  the  article  Material. 

STONE  ARCII,  an  arch  constructed  of  stone :  the  generj»l 
principles  of  the  construction  of  which  will  be  found  under 
the  article  Masonry. 

STONE  BRIDGE.  In  a  former  article,  (Bridge)  a 
general  historical  view  has  been  taken,  of  the  rise,  progress, 
and  present  state,  of  bridge-building,  exempltfied  in  descrip- 
tions of  the  most  celebrated  edifices  of  the  kind,  in  various 
parts  of  the  world.  Under  the  present  head,  the  theory  of 
the  art  will  be  principally  considered;  and  we  shall  avail 
ourselves  of  the  permission  granted  to  us  by  the  late  Thomas 
Telford,  Esq.,  to  make  considerable  extracts  from  the  able 
article  on  this  subject,  written  by  him  for  the  Edinburgh 
Encyclopedia. 

"  The  construction  of  a  magnificent  stone  bridge,  is  justly 


looked  upon  as  one  of  the  greatest  performances  of  the 
masonic  art :  for  if  we  compare  the  enormous  weight  of  a 
great  arch,  with  the  strength  which  the  cohesion  of  the 
firmest  cement  can  give,  we  readily  admit,  that  it  is  only  by 
the  nicest  adjustment  and  balancing  of  its  parts,  that  they 
arc  hindered  from  instantly  falling  to  jiicces. 

"  Though  there  can  be  little  doubt  that  the  Romans,  and 
latter  Greeks,  had  |iaid  some  attention  to  this  subject,  from 
the  beautiful  specimens  of  their  architecture  which  exist 
even  in  our  times  ;  yet,  in  none  of  their  authors,  either  prac- 
tical or  scientific,  is  the  smallest  light  atlbrded  us  respecting 
the  princi|)lcs  upon  which  their  practice  was  regulated. 

"The  architects  of  the  middle  ages,  who  constructed  those 
great  cathedrals,  that  are  still  the  ornament  of  the  chief  cities 
ill  Europe,  and  the  delight  of  the  architectural  antiquary, 
seem  to  have  fondly  indulged  in  the  balancing  of  arches. 
They  were,  without  doubt,  directed  by  maxims  which  had 
been  elicited  from  a  varied  and  extensive  practice  ;  but  what- 
ever these  were,  they  are  to  us  unknown.  None  of  these 
ardiitects,  though  many  of  them  were  men  of  learning,  seem 
ever  to  have  committed  to  writing,  either  the  history  of  any 
such  erection,  or  the  principles  by  which  its  construction  was 
regulated.  Nay,  this  knowledge  seems  rather  to  have  been 
carefully  kept  secret,  and  regarded  as  a  sort  of  mystery  ;  a 
craft  which  was  only  to  be  communicated  to  the  brethren, 
whose  experience  and  skill  had  already  qualified  them  to  be 
initiated  into  the  mysteries  of  the  sublime  degree. 

"  It  does  not  appear  that  a  knowledge  of  this  subject  could 
be  acquired  otherwise  than  by  experience.  The  mathe- 
matical sciences  were  then  little  known,  and  we  may  see 
from  the  construction  of  the  bridges  of  that  age,  that  the 
priests,  who  were  the  only  architects,  have  had  in  their  eye, 
rather,  the  successive  vaulting  of  a  Gothic  cathedral,  than  to 
have  originally  considered  of  the  best  way  of  forming  a  per- 
.iianent  and  convenient  road.  It  was  only  about  a  century 
ago,  when  Newton  had  opened  the  path  of  true  mechanical 
soienco,  that  the  construction  of  arches  attracted  the  atten- 
tion of  mathematicians.  Since  that  time,  volumes  have  been 
written  respecting  the  equilibrium  of  arches.  It  has  been 
found  one  of  the  most  delicate,  as  it  is  one  of  the  most  impor- 
tant, applications  of  mathematical  science.  Yet  with  all  due 
deference  to  the  eminent  men  who  have  prosecuted  this  sub- 
ject, we  are  much  inclined  to  doubt  whether  the  greater  part 
of  their  speculations  have  been  of  any  value  to  the  practical 
builder.  He  is  still  left  to  be  guided  by  a  set  of  maxims 
derived  from  long  experience,  and,  as  yet,  little  improved  by 
theory.  In  truth,  his  works  seldom  fail,  even  where  they 
dilier  furthest  from  the  deductions  of  the  theorist ;  and  at  all 
events,  he  finds  that  a  much  greater  latitude  is  allowable  than 
theory  seems  to  warrant.  He  is  therefore  surely  excusable 
in  doubting  of  the  justice  of  such  theories,  at  least  until  they 
are  more  consonant  to  the  approved  practice. 

"  It  is  our  intention,  in  the  present  article,  to  point  out  a 
new  mode  of  considering  this  subject,  to  which,  with  groat 
dillidence,  we  request  the  attention  of  the  intelligent  prac- 
titioner. It  may  indeed  still  be  deficient,  if  not  in  some 
respects  erroneous,  but  it  will,  we  think,  have  this  merit, 
that  of  being  readily  apprehended,  and  easily  applied,  with- 
out requiring  inueh  previous  scientific  information.  Indeed, 
though  we  highly  vaUie  the  sublime  geometry,  we  are 
iucliiied  to  think  that  the  unnecessary  parade  of  calculus  in 
the  application  of  science  to  the  arts,  has  been  one  of  the 
chief  ftvuses  of  the  dislike  which  many  able  practical  men 
of  our  country  have  shown  to  analytical  investigation. 

'•Nevertheless,  as  many  of  our  readers  are  well  qualified 
to  comprehend,  and  will  naturally  expect  that  we  should 
point  out,  the  modes  of  investigation  usually  pursued  in  this 


interesting  subject,  we  shall  previously,  and  in  as  succinct 
a  manner  as  possible,  endeavour  to  bay  before  them  the  com- 
monly received  theory  of  equilibration.  From  which,  having 
cleared  away  the  useless  rubbish,  if  we  can  extract  any 
proper  materials,  we  may,  like  economical  builders,  make 
good  use  of  them  in  our  future  structure. 

"The  first  thing  like  a  principle  that  we  meet  with  is  the 
assertion  of  the  eminent  Dr.  Hook,  that  the  figure  into  which 
a  heavy  chain,  or  rope,  arranges  itself,  when  suspended  at 
the  two  extremities,  being  the  curve  commonly  called  the 
catenaria,  is,  when  inverted,  the  proper  form  for  an  arch ; 
the  stones  of  which  arc  all  of  equal  size  and  weight. 

"Now,  as  this  idea,  strictly  just,  has  been  very  generally 
adopted,  and  aflbrds  some  useful  hints,  it  may  be  well  worth 
while  to  examine  it. 

"  Fif/ure  1. — Let  .\  b  be  a  string  or  festoon  of  heavy  bodies, 
hanging  by  the  points  a,  b,  and  so  connected,  that  they  can- 
not separate  although  fiexible.  These  bodies  having  arranged 
themselves  in  the  cateuaria  a  c  b,  conceive  this  to  be  turned 
ex.actly  upside  down.  The  bodies  a  and  b  being  firmly  fixed, 
then  each  body  in  the  arch  a  d  n,  being  acted  on  by  gravity, 
and  the  push  of  its  two  neighbours,  with  forces  exactly  equal 
and  opposite  to  the  former,  must  still  retain  its  relative  posi- 
tion, and  the  whole  will  form  an  arch  of  equilibration. 

"This  arch,  however,  would  support  only  itself;  nay,  a 
mere  breath  will  derange  it,  and  the  whole  will  fall  down. 
But  if  we  suppose  each  spherule  to  be  altered  into  a  cubical 
form,  occupying  all  the  space  between  the  dotted  lines,  the 
stability  will  be  more  considerable.  And  as  the  thrust  from 
each  spherule  to  its  neighbour  is  in  a  direction  parallel  to  the 
tangent  of  the  arch  at  the  point  of  junction,  it  is  obvious, 
that  the  joints  of  our  cubical  pieces  must  be  perpendicular 
to  that,  so  as  to  prevent  any  possibility  of  sliding. 

"  Our  arch  is  now  composed  of  a  series  of  truncated  wedges, 
arranged  in  the  curve  of  the  catenaria,  which  passes  through 
their  centres;  and  we  are  disposed,  with  David  Gregory,  to 
infer,  that  when  other  arches  are  supported,  it  is  only  be- 
cause in  their  thickness  some  catenaria  is  included. 

"This  curve  is,  indeed,  the  only  one  proper  for  an  arch 
consisting  of  stones  of  equal  weight,  and  touching  in  single 
points,  but  is  not  at  all  adapted  to  the  arch  of  a  bridge,  which, 
independent  of  the  varying  loads  that  pass  over  it,  must  be 
filled  up  at  the  haunches,  so  as  to  form  a  convenient  road- 
way. In  this  case,  some  further  modification  becomes 
necessarj'. 

"  Figure  2. — The  haunch,  e,  of  the  arch  a  c  b,  bearing  a 
much  greater  depth  of  stuff  than  the  crown,  it  must  be  so 
contrived  as  to  resist  this  additional  pressure.  Every  varia- 
tion of  the  line  f  o  n,  or  extrados,  will  require  a  new  modi- 
fication of  the  curve  a  o  b,  or  intrados,  and  the  contrary. 
Accordingly,  M.  De  la  Hire  has  suggested  a  good  popular 
mode  of  investigating  this  subject.  Let  it  be  required  to 
determine  the  form  of  an  arch  of  the  sp.an  a  b,  and  height  c  d, 
proiier  for  carrying  a  road-way  of  the  form  f  o  n.  Mark  oft" 
ujion  a  vertical  wall,  the  points  a,  c',  b,  inverting  the  required 
figure:  suspend  from  a  n  an  uniform  chain  or  rope,  so  that 
its  middle  may  hang  a  little  below  the  point  c',  and  dividing 
the  span,  a  d,  into  any  number  of  eijual  parts,  and  drawing 
the  perpendiculars  a  b,  c  d,  &c.,  suspend  from  the  intersec- 
tions, e,f,  bits  of  chain,  e  b,f  d,  &c.,  so  trimmed,  that  their 
ends  may  fall  on  the  line  of  the  road-way  ;  and  it  may  be 
observed,  that  as  those  pieces,  which  hang  near  the  haunch, 
will  bring  it  down,  the  crown,  c',  will  thereby  be  raised  in- 
to its  proper  position. 

■'  But  although  this  mechanical  way  of  forming  an  equili- 
brated arch  be  tbunded  upon  princi[)les  sufficiently  just,  and 
be  perhaps  the  simplest  and  best  way  in  which  the  practical 


builder  could  form  the  original  design  of  such  an  arch  ;  yet 
as  it  affords  no  general  rules  that  may  be  applied  to  the  con- 
struction of  arches,  we  proceed  to  consider  the  same  subject 
in  a  mathematical  point  of  view. 

"  Figure  3. — And  first,  then,  in  the  semicircular  polygon, 
as  it  is  called,  where  weights  arc  hung  on  the  thread  a  c'  c  c" 
B,  which  bring  it  into  the  position  a  c  b,  we  have  at  each 
angle  three  forces  in  equilibrio.  Wherefore,  by  the  princi- 
ples of  statics,  they  are  to  one  another  as  the  sines  of  the 
opposite  angles;  that  is,  the  tension  r  c  is  to  the  tension  /c, 
as  sine  /  c  w  is  to  sine  r  c  w,  but  the  tension  from  c  to  Hs 
the  same  as  from  c'  to  r.  Also,  sine  /  c  w  is  the  same  as 
sine  r'  c'  w',  since  these  angles  are  supplementary,  c  w,  c'  w' 
being  parallel  ;  therefore  the  tension  re  is  to  the  tension  r'  c' 
as  sine  r'  c'  w'  to  sine  r  c  w.  Or,  the  tension  in  each  part  of 
the  chord  is  inversely  as  the  sine  of  its  inclination  to  the  vertical. 

Again,  we  have  as  sin.  del:  sin.  re/::  tension  r  e :  ten- 

,  rex  sin.  r  c  I 

sion  d  c  = ; ; — - — ;  but  as  r  e  is  inversely  as  sine 

sin.  del  •' 

red,  therefore  tension  c?  e  is  as  -: ^  ' 


■    J — ; — ;•   Now, 

sin.  re  d  X  sin.  del 

let  an  unlimited  number  of  weights  be  hung  from  the  chord, 
indefinitely  near  each  other,  and  our  polygonal  thread  becomes 
a  curve;  Figure  4  being  in  fact  the  curve  of  equilibration 
adapted  to  the  weight  which  depends  from  it.  The  angles 
red  and  led  become  r'  e  d  and  I'  c  d,  which  are  supple- 
mentary, and  have  equal  sines,  wherefore  the  product  of  these 
sines  is  the  square  of  either.  Also,  as  the  sine  of  r  c  /  or  r 
c  r'  is  as  the  curvature,  or  reciprocally  as  the  radius  of  cur- 
vature, we  have  tension  d  e,  or  weight  on  c,  inversely  as  rad. 
curv.  X  sin.'  inclination  to  vertical. 

"  This  tension,  in  the  present  ease,  is  usually  produced  by 
the  gravity  of  the  superincumbent  materials,"  and  may  be 
measured  by  the  area  contained  between  two  indefinitely 
near  vertical  lines  e  f,  ef,  Figure  4 ;  but  while  the  distance 
E  e  is  constant,  the  area  f  e  will  diminish  with  the  sine  of  f 
E  e,  as  E  e  becomes  more  upright.  To  countervail  this,  we 
must  enharge  the  depth  e  f  in  the  same  proportion  as  sine  e 
E  F  diminishes.  And,  therefore,  we  have  e  f  inversely  as 
rad.  cur.  X  sin.  ^  f  e  e.  That  is,  the  height  of  the  superin- 
cumbent matter  must  be  inversely  as  the  radius  of  curvature, 
into  the  cube  of  the  sine  of  the  inclination  of  the  curve  to  the 
vertical. 

"  Let  us  proceed  to  apply  the  theory  to  some  practical 
cases. 

"  If  the  arch  be  the  segment  of  a  circle,  then  the  radius  of 
curvature  is  the  same  throughout,  and  the  height  will  be  in- 
versely as  the  cube  of  the  sine  of  inclination  to  the  vertical. 
And  from  this  we  derive  the  following  very  simple  construc- 
tion, for  describing  the  equilibrating  extrados  of  a  circular 
arch,  and  which  the  reader,  who  has  examined  this  subject, 
will  find  much  easier  than  those  commonly  given. 

"  Figure  5 — At  any  point,  d,  draw  the  vertical  d  d,  and  d 
F  from  the  centre  c ;  then  laying  otf  d  a  equal  to  the  thick- 
ness at  the  crown,  draw  the  perpendiculars  a  b,  b  c,  c  d  suc- 
ce^ively,  v,  d  \%  the  vertical  thickness  at  d,  or  rf  is  a  point  in 
the  e.\trados. 

"  For  it  is  evident,  that  -d  a  : -d  b  :  :  -d  b  :  d  c  :  :  v  c  : -d  d 
because  of  similar  triangles ;  therefore,  b  a  :  n  d  :  :  rad.  • 
sec.  _'  a  D  6,  or  inversely  as  radius  to  cube  sine  o  i  d  Now 
D  a  is  the  thickness  at  crown,  and  d  d  is  therefore  the  thick- 
ness at  D.  Figure  6  is  constructed  in  this  way,  and  may 
serve  as  a  specimen  of  the  equilibrating  e.xtrados  for  a  semi- 
circular  arch.  By  reversing  this  operation,  we  may  find  the 
thickness  at  the  crown  corresponding  to  a  given  thickness  at 
any  other   point.     And   here  we  may  observe,  that   as   d 


Figure  5,  approaches  the  extremity,  b,  of  the  semicircle,  the 
lino  D  d  rapidly  increases,  until,  at  the  point  n,  it  is  of  an 
infinite  length.  But  indeed  this  must  evidently  be  the  case 
with  every  arch  which  springs  at  right  angles  with  the  hori- 
zontal line  ;  for  the  thrust  of  the  arch  should  be  resisted  by 
a  lateral  pressure,  and  no  vertical  pressure  can  act  laterally 
on  a  vertical  line. 

"We  may  also  observe,  that  since  the  extr.ados  or  upper 
outline  descends  first  on  each  side  of  the  crown,  and  then 
ascends  with  an  infinite  arc,  there  is,  for  any  thickness  of  the 
crown,  a  point  on  each  side  where  the  upper  edge  of  the 
extrados  is  on  a  level  with  that  on  the  crown.  Thus,  if  d  d 
=  30°,  its  sine  is  half  the  radius,  d  a  is  therefore  =  J  of 
D  d,  so  that  if  V  w  =  D  a  be  m.ade  -^  of  v  e,  the  radius,  we 
have  the  point  d  at  the  same  level  with  v.  Between  this 
point,  however,  and  the  crown,  there  is  a  considerable  de- 
pression, which  is  increased  if  the  crown  be  made  still  thin- 
ner. On  the  other  hand,  if  it  be  made  thicker,  the  horizon- 
tal line  drawn  through  the  crown  cuts  the  extrados  muclj 
nearer  the  middle  of  the  arch.  It  appears,  therefore,  that 
the  circle  is  not  well  adapted  for  the  purposes  of  a  bridge,  or 
a  road,  where  the  roadway  must  necessarily  be  nearly  level ; 
for  no  part  of  the  extrados  of  the  circular  arch  will  coincide 
with  the  horizontal  line.  There  is,  indeed,  a  certain  span, 
with  a  corresponding  thickness  at  the  crown,  where  the  out- 
line differs  least  from  the  horizontal ;  that  is,  an  arch  of  about 
54  degrees,  with  a  thickness  at  the  crown  about  \  of  the 
span.     But  that  is  far  too  great  for  practical  purposes. 

"  We  may,  however,  extend  the  construction  just  given, 
even  to  those  arches  that  are  formed  of  portions  of  circles, 
differing  in  curvature.  For  the  equilibrating  extrados  being 
first  constructed  for  that  portion  of  the  arch  in  which  the 
crown  is,  as  far  as  the  vertical  line  passing  through  the  con- 
tact of  the  neighbouring  curves,  the  thickness  of  the  crown 
must  be  supposed  to  be  enlarged,  in  proportion  to  the  dimi- 
nution of  the  radius  of  curvature,  or  the  contrary,  and,  with 
this,  proceed  as  before  along  the  succeeding  branch  of  the 
curve.  This  will,  indeed,  cause  an  unsightly  break  in  the 
extrados,  for  which  we  shall  not  at  present  pretend  to  find 
any  other  remedy,  than  using  materials  of  a  different  specific 
gravity. 

"  Those  who  wish  to  examine  this  subject  fiirther,  may 
consult  Emerson's /'foxio^is, or  Hutton'sPrmci^teo/'^riVA/M. 
We  shall  only  observe  here,  that  the  extrados  of  the  ellipsis, 
and  of  the  cycloid,  resemble  that  of  the  circle,  having  an  in- 
finite arc  on  each  side  at  the  springing ;  and  indeed  this,  as 
has  already  been  observed,  is  a  general  rule  for  all  those 
curves  which  spring  at  right  angles  to  the  horizon.  In  the 
parabola  the  extrados  is  another  parabola  exactly  the  same, 
only  removed  a  little  above  the  other.  In  the  hyperbola,  the 
extrados  is  another  curve,  which  approaches  the  interior  arch 
towards  the  springing.  None  of  these  curves,  therefore,  can, 
with  propriety,  be  employed  for  the  arches  of  a  bridge, 
though  there  may  be  cases  where  a  single  arch  might,  with 
propriety,  be  formed  into  a  conic  section. 

'•  Mathematicians  finding  the  circle,  and  other  common 
curves,  so  little  adapted  to  the  arch  of  a  bridge  which  has  a 
horizontal  roadway,  have,  in  the  next  place,  endeavoured  to 
solve  the  converse  of  the  problem,  and  give  a  rule  for  find- 
ing the  intrados,  or  figure  of  the  arch,  which  has  the  exterior 
curve  a  horizontal  line. 

"  This  problem  can  only  be  resolved  by  calling  the  fluxion- 
ary  calculus  to  our  aid.  It  is  a  case  of  the  more  general  one 
to  find  the  intrados  when  the  extrados  is  given  ;  and  beiiio- 
the  most  useful  case  of  that  problem,  fortunately  admits  of 
a  -solution  comparatively  easy. 

"  Figure  1. — We  have  already  seen,  that  the  load,  n  c,  is 


inversely  as  rad.  ourv.  X  sine 'inclination  to  vertical.  Call- 
ing, therefore,  as  usual,  the  abscissa  v  je  =  a;,  c  e  =  y, 
V  c  =  z,  we  have  r;/=r,  /c  =  y,  cc  =  z;  and  since  c  c  : 
cf  :  :  rad.  :  sin.  inylin.  at  c;  therefore  the  load  d  c  is  in- 

verselj  as  rad.  curv.  X  '—•     But  as  is  well  known,  the  rad. 


of  curvature 


1JX  —  xy 


-;  therefore,  by  multiplication,  d  c 


is  inversely  as  -:-t 
d 


r 


,  that  is,  directly  as r^ — -,  or  as 


vhere  c  is  a  con- 


yx  —  xy 

j-^  H-  ij,\  and  is  equal  to  J  I V  X  --,)  wl 

stant  quantity,  found  by  taking  the  real  value  of  d  c  at  the 
vertex,  v,  of  the  curve. 

"  Now,  in   the  present   case,  calling   a  v  =  o,  we   have 

BC  =  a  +  a',  (av  +  ve,)  therefore  a  +  ^  =  t-  X  flux,  of  -^ 

y  X- 

X  d  ^  X       I       T 

Take  -r-  —  it,  and  by  integrating,  we  have  u  =:  ^ '-, 


and  therefore  y 


nitegration. 


=  a=)^ 


c  X 


-/2^^V^;'''^^"'=^'^y 


y  =^  ^  c  X  Lo.  {2a  X  +  2  x''  +  <2  y  2ax  +  x°-)  +  B.     At 
the  vertex  x  =:  0,  therefore  y  =  ^  o  X  Lo.  (2  a).     And  con- 


sequently the  ordinate  y  -  -/  c  X  Lo.  "  + -^  +  V'^ax  -\- x] 

a 
"Lastly,  to  find  the  value  of  ^  c,  we  take  some  point  of 
the  cxtrados,  where  the  ratio  of  x  and  y  is  known.     For 
example,  if  the  span,  =  2  s,  and  height,  =  h,  are   given, 

we  have  s  =  -/  c  X  Lo.  "  +  ^'  +  V'2"«^+  '>■  h 


hence  ^  c  =.  s  ^  Lo.  «  +  ^^  +  ^-Zah  +  hh 


,   r     11  ^     Lo.  i  (rt  -f  r  +  ./2  aa;  +  a;') 

and,  finally,  y  =  s  X  — ^^ 

Lo.  i  (a  -f  A  -f  ■y/'iah  +  h?) 

"  We  subjoin  a  table,  calculated  by  Ur.  iTutton  from  this 
formula,  for  an  arch  of  100  feet  span  and  40  feet  rise,  the 
thickness  of  the  crown  being  taken  at  G  foct.  It  is  nearly  of 
the  same  dimensions  as  the  middle  arch  of  Blackfriars  Bridge, 
and  which  may  answer  for  any  arch  where  these  dimensions 
are  similarly  related  to  each  other. 
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35 
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"The  curve  of  Fir)ure  7  is  accurately  drawn  to  these 
dimensions,  and  may  give  an  idea  of  the  form  of  an  equili- 
brated arch.  It  is  not  destitute  of  grace,  aud  is  abundantly 
roomy  for  craft. 

"Such,  then,  is  the  analytical  theory  of  equilibration:  for 
a  practical  subject  it  does,  we  confess,  appear  abstruse. 

"  Let  us  turn,  therefore,  to  another  mode  of  considering 
this  subject,  which  has  been  adopted  by  De  la  Hire,  Parent, 
Belidor,  and  many  others  on  the  continent,  and  in  our  own 
country  by  the  ingenious  Mr.  Atwood. 

"The  latter  has,  from  the  known  properties  of  the  wedge, 
and  the  elementary  laws  of  mechanics,  exhibited  a  geome- 
trical construction  for  adjusting  the  equilibration  of  arches  of 
every  form. 

"  Firivre  8. — The  wedge  A,  if  unimpeded,  would  descend 
in  the  direction  v  o,  but  is  prevented  by  the  reaction  of  B  and 
B',  acting  in  the  direction  p  q  and  k  i,  perpendicular  to  the 
sides  A  o,  Q  D-5  and  it  is  known,  from  the  properties  of  the 
wedge,  that  if  p  q,  or  k'  i,  be  to  the  weight  of  the  wedge  A, 
as  D  o  is  to  D  G,  the  wedge  A  will  remain  at  rest.  If  also  the 
wedge  A  be  only  at  liberty  to  slide  down  a  a,  considered  as  a 
fixed  abutment,  then  the  force  p  q  alone  will  keep  it  in  equi- 
librio.  The  force  p  q  being  perpendicular  to  d  o,  has  no  ten- 
dency to  make  A  .slide  either  up  or  down  on  that  lino,  but 
produce  it  towards  n,  making  n  m  equal  to  p  q,  then  this 
force  acting  obliquely  at  n,  may  be  reduced  to  two  others, 
viz.,  M  u  perpendicular  to  A  o,  expressing  the  perpendicular 
pressure  on  the  abutment  of  A,  and  r  n  expressing  the  force 
or  tendency  it  has  to  make  A  slide  upwards  along  a  o. 
Again,  take  the  vertical  line  a  a,  expressing  the  weight  of  A, 
and  draw  a  n  at  right  angles  to  a  g  ;  it  is  very  evident,  that 
a  h  expresses  the  tendency  of  A  by  its  weight  to  slide  down 
G  a.     a  ii  is  opposite,  and  is  equ.al  to  n  r. 

"  For,  draw  the  peipendiculars  d  d  and  a  p,  then  the 
triangles  a  a  h,  a  g^;,  d  g  d,  are  evidently  similar;  and  also 
the  triangles  o  d  c?,  o  q  n,  m  n  r,  as  they  have  always  a  com- 
mon angle  besides  the  right  angle.  Now,  the  force  p  q,  that 
is,  M  N,  is  to  the  weight  of  A,  that  is  a  a,  as  o  d  to  d  o,  by 
supposition ; 

"  And,  a  a  :  A  n  :  :  A  G  :  A  ;j  :  :  D  G  :  D  rf; 
"  Therefore,  m  N  :  a  n  :  :  o  D  :  d  (/  :  :  m  x  :  n  r. 
"  Or  M  N  has  the  same  ratio  to  a  h,  that  it  has  to  n  r  ;  that 
is,  A  H  and  n  r  are  equal;  or  the  tendency  of  A  to  slide 
downwards  by  its  weight,  is  balanced  by  the  tendency  of 
M  N  to  make  it  slide  upwards;  wherefore  the  section  A 
remains  at  rest  in  equilibrio. 

"  Considering  the  whole  arch  as  completed,  with  its  parts 
mutually  balancing  each  other,  the  force  p  q,  which  is  neces- 
sary for  sustaining  the  wedge  A,  will  be  supplied  by  the 
reaction  of  the  adjacent  wedge  B.  Now,  let  it  be  required 
to  ascertain  the  weight  of  B  in  proportion  to  A,  so  that  they, 
being  adjusted  to  equipoise,  may  continue  to  bo  in  equilibrio, 
when  left  free  to  slide  along  k  b.  Since  m  r  is  the  pressure 
produced  by  p  q,  in  a  direction  perpendicular  to  a  o,  we  must 
add  to  this,  ii  a,  which  is  derived  from  the  wedge  A ;  there- 
fore, make  m  n  equal  to  ii  a,  produce  m  r  to  y,  take  v  z  equal 
to  R  11,  draw  z  w  at  right  angles  to  k  n  ;  y  w  is  the  fotce 
tending  to  make  B  slide  up  b  k  :  take  therefore  b  h'  equal  to 
Y  w,  draw  the  perpendicular  ii'  h  meeting  the  vertical  u  6  in 
b  ;  B  b  will  represent  the  necessary  weight  of  the  wedge  B; 
and  the  whole  is  so  evident  from  the  composition  of  pressures, 
as  to  requiie  no  farther  demonstration."  Such  is  Atwood's 
construction  ;  he  has  rendered  the  demonstration  much  more 
prolix,  by  the  unnecessary  introilui'tion  of  trigonometry  ;  and 
after  showing  how  the  weight  of  the  sections  C,  D,  &c.,  may 
be  found  in  the  same  way,  he  goes  on  to  reduce  these  weights 
and  pressures  to  analytical  and  numerical  values.     He  finds 


those  in  terms  of  the  sines  and  tangents  of  the  successive 
angles  of  inclination  ;  but  in  reducing  tiiese  to  numbers,  he 
has  been  led,  by  the  accumulation  of  small  errors,  in  that 
very  operose  way  of  proceeding,  to  give  erroneous  results ; 
and  into  the  singular  mistake  of  conceiving,  that  the  real 
expression  of  these  values  was  only  an  approximation. 

•'  The  weight  of  the  section  C  may  be  determined  in  the 
same  way  as  the  foregoing.  But  surely  more  simply  thus  : 
From  c  draw  c  s  parallel  to  w  z,  that  is,  at  right  angles  to 
K  o,  and  make  it  equal  to  w  z  +  u'  6;  draw  s  c  at  light 
angles  to  l  o,  meeting  the  vertical  c  c  in  c,  then  c  c  repre- 
sents the  weight  of  C.  From  d  draw  d  t  parallel  and  equal 
to  s  c,  draw  t  d  perpendicular  to  d  o,  meeting  the  vertical 
D  d  in  (/,  D  d  is  the  weight  of  D,  and  so  on  successively. 

'•  Nay,  instead  of  drawing  d  t  parallel  to  s  c,  and  t  d  per- 
pendicular to  D  o,  we  may  at  once  draw  from  s,  s  </'  perpen- 
dicular to  D  o,  which  will  cut  oft' for  us  c  rf'=  d  rf,  the  weight 
of  the  section  D.  It  is  of  no  consequence,  although  the  lines 
of  abutment  do  not  all  run  to  the  same  centre  o. 

"And  thus  we  obtain  a  general  construction  for  all  the 
sections,  which  turns  out  abundantly  simple  ;  for  upon  any 
vertical  line,  h'  e,  Figure  9,  if  c  6  be  taken  to  represent  the 
given  weight  of  any  section,  C,  and  c  t  be  drawn  at  right 
angles  to  c  o,  and  i  t  at  right  angles  to  b  o,  meeting  the  other 
in  T ;  then  t  b  represents  the  pressure  against  the  abutment 
o  B,  and  T  c  the  pressure  agaiust  o  c  ;  and  by  drawing  t  d 
at  right  angles  to  d  o,  t  e  to  e  o,  &c.,  we  have  the  weights  of 
the  successive  sections  represented  by  c  d,  d  e,  &c.,  and  the 
pressure  on  their  lower  abutments  represented  by  t  d, 
T  e,  &c. 

"  We  may  carry  the  same  mode  of  determination  to  the 
other  side  of  C,  and  pass  the  vertex  of  the  arch.  The  divi- 
sions representing  the  weights  of  the  sections  will  run 
upwards  along  the  indefinite  line  c  b'.  The  pressures  on  the 
abutments  will  be  determined  as  before.  Should  the  two 
sides  of  a  section  be  parallel,  the  perpendiculars  through  t 
upon  them  will  coincide ;  such  a  section,  therefore,  should 
have  no  weight.  But  should  the  two  lines  of  abutment 
diverge  towards  the  lower  side,  the  line  e.xpressing  the  weight 
of  that  section  will  return  upon  the  vertical,  showing  that 
such  a  section  requires  the  reverse  of  weight,  viz.,  a  support 
from  below.  The  line  t  v  drawn  horizontally  through  t, 
exhibits  the  horizontal  pressure,  which  is  uniform  through 
the  same  equilibrated  arch.  But  it  is  evidently  greater,  the 
less  b  T  and  c  t  are  inclined  to  each  other,  the  weight  b  c 
being  constant,  that  is,  the  smaller  the  angle  of  the  wedges, 
or  sections.  It  also  increases  directly  as  the  weight  of  the 
section  C,  &c.  The  line  v  e  e.xpresses  the  weight  of  the  semi- 
arch,  or  perpendicular  pressure  on  each  pier ;  being  the  sum 
of  the  weights  of  all  the  sections  in  the  semi-arch. 

"Again,  it  is  obvious  that  the  angles  b  t  c,  or  c  t  d,  &c., 
are  equal  to  the  angles  of  the  sections  n  o  c,  c  o  d,  &c.  If, 
therefore,  the  weight  of  any  section,  E,  be  giveu=:(/  e,  and 
the  requisite  angle  of  that  section  be  required,  everything 
else  being  known,  we  have  only  to  join  t  e,  and  the  line  e  o, 
being  drawn  perpendicular  to  t  e,  will  exhibit  the  inclination 
of  the  lower  abutment  of  the  section ;  c?  t  e  is  the  angle  of 
that  section.  And  here  it  matters  not  where  the  point  e  be, 
that  is,  how  great  the  base  of  the  section  be,  provided  the 
weight  is  equal  to  d  e.  We  also  see,  that  while  the  angles 
remain  the  same,  and  the  weights  proportional,  it  is  of  no 
consequence  what  the  curve  p.issiiig  through  the  lower  edges 
of  the  sections,  or  through  their  upper  edges,  may  be,  they 
may  even  be  straight  lines.  According  to  this  principle,  the 
architect  is  not  confuied  to  given  forms  of  intrados  or  e$tra- 
dos ;  he  may  take  whatever  curve  appears  most  beautiful 
or  useful :  and,  what  is  more,  by  the  proper  adjustment  of 


the  joints,  he  may  cast  the  ultimate  pressure  in  any  direc- 
tion which  he  thinks  most  conducive  to  the  strength  of 
the  edijice. 

"  We  now  proceed  to  show  the  application  of  this  investi- 
gation to  some  practical  cases  ;  and  the  first  we  shall  con- 
sider, is  that  known  by  the  common,  though  awkward  name 
of  the  flat  arch  ;  one  with  which  every  mason  i.;  perfectly 
familiar,  though  it  be  seldom  noticed  by  writers  one  quili- 
bration. 

"■  Fiyure  10. — a  b  J  a  is  a  structure  of  this  kind,  adjusted 
to  this  equilibrium,  and  resting  on  the  abutments  a  a,  b  b. 
Its  construction  is  exceedingly  simple ;  nothing  more  is 
necessary  than  to  draw  all  the  joints,  m  m,  /  l,  &c.,  to  one 
centre,  c  :  and  the  reason  is  obvious ;  for  d  k,  k  l,  &c.,  are 
the  differences  of  the  natural  tangents  of  the  inclinations  of 
the  abutments,  the  perpendicular,  c  d,  being  radius;  and  the 
same  thing  is  true  in  the  line  d  a,  and  in  every  other  parallel 
section.  The  surface,  therefore,  a  wi,  m  I,  that  is,  the  bulks 
or  weights  of  the  stones,  are  in  the  same  ratio,  and  it  is  that 
which  is  required  by  the  above  principles.  Also,  if  we 
assume  the  line  of  its  base  to  represent  the  weight  of  any 
stone  in  the  arch,  for  example,  k  d  for  half  the  keystone ; 
then  the  perpendicular  c  d  is  the  horizontal  thrust,  drift,  or 
shoot  of  the  arch.  By  increasing  d  c,  or  diminishing  it,  that 
is,  by  drawing  the  joints  to  a  lower,  or  a  higher  centre,  we 
may  alter  this  thrust  at  pleasure.  What  if  we  should  take  c 
up  to  D  ?  Some  curious  ideas  occur  here,  but  being  chiefly 
speculative,  we  shall  not  now  pursue  them.  They  serve  to 
connect  this  case  very  neatly  with  the  lintel  and  the  Egyptian 
arch,  (or  that  formed  by  flat  courses  of  stones  gradually  over- 
lapping each  other,  until  the  opening  be  covered,)  in  each  of 
which  the  horizontal  thrust  vanishes.  We  ought  also  to 
observe,  that  whatever  weight  of  stuff  lies  on  an  arch  of  this 
kind,  there  is  no  change  of  design  requisite,  so  long  as  the 
upper  surface,  or  roadway,  is  horizontal.  For  being  every- 
where of  the  same  height,  the  mass  incumbent  on  any  stone 
will  be  proportional  to  its  base,  viz.,  the  back  of  that  stone; 
since  we  must  conceive  the  stuft'  to  press  vertically.  It  is 
therefore  the  same  as  if  the  whole  arch  had  undergone  a 
change  of  specific  gravity ;  every  pressure  will  be  increased 
in  the  same  proportion. 

"The  design  of  an  equilibrated  horizontal  arch,  or  plat- 
band, being  thus  easily  formed,  it  will  not  be  difficult  to 
extend  it  to  a  curve  of  any  form  ;  a  6  b  b'  d'  a,'  Fiyure  10,  is 
an  arch  of  this  kind.  It  is  a  circular  segment  from  the  cen- 
tre, c,  to  which  the  joints  of  the  horizontal  arch  were  directed  ; 
the  two  key-stones  have  the  same  weight  and  obli(juity  of 
abutment ;  consequently,  the  horizontal  thrusts  are  the  same. 
The  other  arch-stoni's  being  previously  intended  to  have  the 
same  weight  with  those  of  the  flat-arch,  it  is  only  necessary 
to  draw  the  lines  1  1,  2  2,  3  3,  parallel  to  m  m,  l  /,  k  k,  so 
as  to  produce  this  equality. 

"  This  being  merely  a  simple  problem  in  mensuration,  we 
shall  not  occupy  the  reader's  attention  with  the  solution  of 
it.  In  the.  Figure  referred  to,  wc  have  divided  the  soffit,  a  n, 
of  the  flat  arch  into  equal  parts  ;  all  the  stones,  therefore,  of 
that,  as  well  as  the  curvilinear  form,  arc  of  equal  magnitude 
and  weight,  the  angles  of  the  arch-stones  only,  varying. 

"The  reader  must  have  already  observed,  that  when  c  d 
expresses  the  horizontal  thrust,  or  pressure  of  the  vertex, 
c  M,  c  K,  c  L,  &c.  express  the  perpendicular  pressures  on  the 
successive  joints  m  m,  k  k,  l  I,  6ic.  Now  it  is  obvious, 
that  K  k,  L  /,  &e.  are  proportional  to  c  k,  c  l,  «S;;c.  ;  for  a  d, 
a  d,  arc  parallel.  Therefore,  the  vertical  sides  of  the  arch 
being  parallel,  the  pressure  on  each  joint  of  the  flat-arch  is 
always  proportional  to  the  surface  of  that  joint,  and  the 
pressure  on  each  square  inch  of  joint  throughout  the  arch  is 


always  the  same.  It  may  readily  be  found  too,  by  dividing 
the  horizontal  thiust  by  the  area  of  vertical  section,  d  d.  This 
is  a  most  valuable  property,  for  it  secures  uniformity  of  action 
in  every  part  of  the  structure.  But  it  is  not  to  be  found  in 
the  arch  a  b  d ;  for  theie,  the  joints  being  nearly  equal,  the 
pressure  on  each  increases  as  we  descend  from  the  vertex, 
and  may,  at  the  lower  sections,  be  eventually  so  great  as  to 
overcome  the  cohesion  of  the  materials. 

"  It  may  be  objected  to  the  straight  arch,  that  acute 
angles,  as  k  a  ia,  u  m  m,  are  very  apt  to  chip  away,  and 
weaken  the  arch.  Now  this  is  certainly  true,  but  it  has  no 
connection  with  the  doctrine  of  equilibration.  There  is, 
however,  a  very  ingenious  mode  of  remedying  it ;  for  if  the 
upper  and  lower  extremities  of  each  joint  be  drawn  to  a  cen- 
tre, considerably  below  the  former,  or  even  if  they  be  formed 
into  vertical  lines,  as  at  n,  m,  it  will  materially  strengthen  the 
acute  corners  without  injuring  the  equilil)ration.  We  may 
conclude,  therefore,  that  a  structure  of  this  kind  possesses 
every  requisite  that  can  be  looked  for  in  an  equilibrated  arch. 
But,  before  we  take  any  further  notice  of  it,  we  shall  pro- 
ceed somewhat  farther  with  the  applications  if  our  theory. 

"The  segment  a6b  was  adjusted  to  equilibrium,  with 
reference  to  the  flat  arch,  upon  the  principle  that  the  weight 
of  the  arch-stones  was  oidy  to  be  provided  for.  In  general, 
an  arch  of  this  kind  is  fdled  up  at  the  flanks,  so  as  to  form 
a  roadway  as  nearly  as  possible  horizontal.  We  must,  in 
that  case,  when  considering  the  weight  of  each  arch-stone, 
not  lose  sight  of  the  diflerence  of  pressure  upon  it,  arising 
from  the  varying  height  of  the  incumbent  mass.  Having, 
therefore,  divided  the  back  of  the  arch  into  sections,  rf  1,  1  2, 
2  3,  Fi</urc  11,  each  containing  one,  two,  or  more  arch-stones, 
and  having  drawn  the  vertical  lines  from  these  divisions  to 
the  line  of  roadway,  we  calculate  the  weight  of  the  ti'apezoid 
of  the  stuff  over  each  section ;  add  this  to  the  weight  of  the 
section;  and  divide  the  tangent  line,  or  flat-arch,  accordingly. 

"We  may  even  give  a  construction  for  this.  The  stutf 
over  any  section,  2  3,  is  proportional  to  the  trapezoid,  <2  3  v, 
or  nearly  t  vXs  w  ;  for  we  need  take  no  notice  of  the  small 
segment  of  the  circle  between  2  and  3,  but  consider  the  arch 
as  polygonal,  in  which  case  the  mean  height  is  «  w. 

"  But  1  2,  2  3  being  equal,  we  have  t  v  or  2  y  as  sine  of 
2  3  y  {i.  e.)  as  sine  of  the  inclination  of  the  arch  ;  wherefore, 
drawing  the  mean  height,  w  s,  and  producing  o  w  to  meet  the 
perpendicular  s  x,  take  the  weights  over  the  sections  to  be 
represented  on  the  horizontal  line,  by  lines  equal  to  w  x  res- 
pectively ;  for  s  «)  is  to  JO  X  ncarlj'  as  2  3  is  to  2  y,  and  t  v, 
at  the  vertex  of  the  arch,  is  equal  to  2  3  ;  and  since  the 
weight  of  the  arch-stone  will  be  nearly  constant,  and  that  on 
the  supposition  tliat  the  weight  over  each  section  is  repre- 
sented by  the  trapezoidal  space  included  between  it  and  the 
roadway,  let  us  assume  the  weight  of  the  keystone,  as  repre- 
sented by  the  part  (/  p,  and  the  others  by  similar  additions. 
If  we  have  an  arch  dilfering  in  gravity  from  the  stuff  which 
loads  it,  we  can  measure  to  a  circle  within  or  without  the 
circle  of  intrados,  i>  t  u  w.  Draw,  therefore,  the  horizontal 
line  !■  o,  and  lay  ofl'r  a  equal  to  ^v  q  for  the  half  keystone 
and  its  load,  lay  off,  also,  a  b  —  l  n,  b  c^u  x,  &o.,  and  these 
divisions  will  represent  the  weight  of  the  several  sections, 
the  superincumbent  matter  being  included. 

"  This  method  is  evidently  only  an  approximation  ;  we 
consider  the  principal  load  as  arising  from  the  mass  incum- 
bent on  cacii  section,  or  at  least  that  the  weighU  of  the  sec- 
tions arc  proportional  to  these  masses.  It  becomes  pretty 
accurate,  by  taking  w  in  the  mean  circle  drawn  between  the 
soflit  and  back  of  tiic  arch  ;  and  wo  might  render  it  still  more 
accurate,  by  giving  the  determination  a  fluxionary  form, 
but  we  write  at  present  for  the  practical  builder,  to  whom 


the  calculus  is  seldom  known  ;  besides,  as  the  reader  will  see 
hereafter,  we  do  not  think  the  rigid  determination  of  this 
matter  as  yet  of  much  consequence. 

"  Having  thus  discovered  the  weights  of  the  sections,  and 
laid  them  off  on  the  horizontal  line,  as  if  for  a  flat  arch,  and 
having,  either  from  the  given  form  of  the  keystone,  or  the 
horizontal  thrust,  drawn  the  angles  of  abutment  which  a  flat 
arch  would  require,  the  joints  of  the  arch  in  question  are  to 
be  drawn  parallel  to  these,  and  through  the  extremities 
of  the  proper  sections,  previously  marked  out,  as  above  men- 
tioned. If  there  be  intermediate  joints,  they  may  either  be 
drawn  properly  related  to  the  others,  or  be  separately  dis- 
covered by  a  repetition  of  the  construction. 

"  Fifjiire  1 1. — For  example,  let  c  be  the  given  centre 
for  the  keystone ;  draw  c  a,  c  b,  c  c,  6iC. ;  and  through  1 
draw  the  joint  1  r  parallel  to  c  a,  also  2  t  parallel  to  c  b, 
and  3  w  to  c  c,  &c. :  the  arch  would  then  be  in  equilibration. 

"Thus  we  find,  that,  by  the  projjcr  adjuslmciii  of  Ike  joints 
to  the  weight  of  the  section,  we  may  form  equilibniled  arches, 
having  soffits  of  any  figure  that  may  be  thoiiglit  proper,  and 
with  any  proportion  of  dead  weight  over  them  that  circum- 
stances may  require.  Let  us  now  look  at  the  converse  of 
this  Problem  ;  where  the  inolinationsof  the  joints  being  given, 
it  is  rei^uired  to  discover  the  mass  or  weight  which  must  be 
allotted  to  each  section,  so  as  to  preserve  the  whole  in 
equilibrium. 

"  Pursuing  the  mode  already  employed, -it  is  evident,  that 
if  we  lay  oft" from  one  centre  the  angles  to  be  formed  by 'the 
successive  joints,  or  abutments,  with  the  vertical  line,  a 
horizontal  line  drawn  to  cut  them  will  represent,  by  its  suc- 
cessive segments,  the  weights  of  the  sever.al  sections;  while, 
at  the  same  time,  the  perpendicular  let  fall  from  the  centre 
on  this  line  will  exhibit  the  horizontal  thrust.  If  the  arch, 
therefore,  must  be  throughout  of  equal  thickness,  we  have 
only  to  mark  off  upon  the  soffit,  or  rather  upon  the  mean 
curve,  segments  proportional  to  those  of  the  horizontal  line. 
If  the  upper  and  lower  outline  of  the  arch  be  determined,  we 
must  divide  it  into  trapezoids,  having  the  same  proportions ; 
then  draw  the  joints  parallel  to  the  lines  expressing  the  given 
angles  of  inclination.  Such  joints  will  run  to  several  dilferent 
centres,  thereby  showing  us,  that  their  union  in  one  is  not 
at  all  necessary  to  the  security  of  the  arch,  even  should  that 
be  a  portion  of  a  circle. 

"The  position  of  the  joints  is  usually  given  in  a  different 
way  from  that  which  we  have  just  considered.  In  circular 
arches,  they  are  generally  formed  by  producing  the  radii 
from  the  centre ;  and  in  others  they  are  commonly  drawn 
perpendicular  to  the  curve.  Now,  though  we  have  just 
shown,  that  this  is  by  no  means  necessary  to  the  equilibrium, 
yet,  as  it  is  in  reality  the  most  convenient  in  practice,  it  may 
be  of  importance  to  attend  to  the  effects  likely  to  be  pjo- 
duced  by  this  modification. 

"  Figure  9.— We  see  that  the  tangents  on  the  horizontal 
line  rapidly  increase  as  we  ]iass  outward,  and  we  should 
therefore  increase,  in  the  same  proportion,  the  weight  of  our 
sections.  We  cannot  increase  the  base,  as  proposed  above, 
for  that  is  necessarily  given  by  the  position  of  the  joints,  but, 
as  we  are  still  able  either  to  increase  the  height,  or  the  breadth 
of  the  sections,  we  may  consider  the  clfect  of  both  these 
modes. 

"Let  it  be  required,  then,  to  equilibrate  a  circular  anh, 
where  the  stones  being  all  of  ecjual  thickness,  with  joints 
equally  distant,  are  drawn  all  to  one  centre,  we  are  only  at 
liberty  to  increase  the  width  of  the  roadway,  or  length  of 
the  horizontal  courses. 

"  Considering  each  course  of  arch-stones  as  a  prism  of  a 
given  base,  a  supposition  sufficiently  accurate,  it  is  evident, 


that  its  magnitude  or  weight  increases  with  the  length  only. 
But  this  weight  must,  from  the  principles  already  laid  down, 
be  as  the  dilFerence  of  the  tangents  of  its  abutments  ;  the 
length,  therefore,  must  be  in  that  ratio.  Accordingly,  we 
find  the  breadth  at  difierent  distances  from  the  vertex,  in 
the  same  way  with  the  weights  of  the  sections  :  the  breadtli 
at  45°  must  be  double,  and  at  55"  must  be  about  triple  of 
that  at  the  crown,  and  will  increase  still  more  rapidly  after- 
wards. Proportions  such  as  these  may  answer  well  in  the 
short  flight  of  steps  for  a  flying  staircase,  but  are  quite  unfit 
for  our  present  purpose.  When  we  recollect,  however,  that 
in  a  bridge,  the  extraordinary  expansion'  towards  the 
haunches  is  materially  corrected  by  the  increased  pres- 
sure of  the  incumbent  mass  in  that  part,  we  are  encouraged 
to  proceed  a  little  farther,  and  consider  the  etiect  of  the 
second  mode  of  effecting  the  equilibrium. 

^^  Figure  11. — The  pressure  of  matter  upon  each  section 
has  already  been  stated  as  proportional  \.o  t  v  X  s  w  ;  but  t  v 
is  the  difference  of  the  sines  of  the  angular  distances  of  the 
a*ccessive  abutments  from  the  vejtex,  and  s  to  is  the  mean 
versed  sine  added  to  the  given  thickness  at  the  crown,  when 
the  roadway  is  horizontal.  We  have  therefore  the  pressure 
as  the  ditlerence  of  the  sines  X  (mean  versed  sine  +  thick- 
ness at  vertex.)  But  these  pressures  are  also,  from  the  theoiy, 
as  the  difference  of  the  tangents  of  these  angular  distances. 

"In  the  common  mode  of  building  we  must  give  the  arch 
a  sufficient  thickness  at  the  keystone,  to  resist  the  horizontal 
thrust,  ensure  stability,  and  bear  the  loads  likely  to  come 
upon  it.  We  must  also  cover  this  part  with  a  certain  thick- 
ness of  gravel,  or  other  matter,  so  as  to  form  a  roadway. 
The  varying  pressure,  of  the  wheels  of  a  loaded  carriage, 
when  it  is  propagated  through  this  stratum  of  gravel,  will 
be  so  far  diffused  as  not  to  disturb  the  stone  immediately 
below  it,  nor  injure  the  bridge  by  splintering  away  its  cor- 
ners. This  thickness  is  made  as  small  as  possible,  that  the 
bridge  may  not  be  unnecessarily  elevated,  and  the  roadway 
is  preserved  nearly  horizontal.  The  other  courses  of  arch- 
stones,  too,  do  not  often  differ  much  in  thickness  from  that 
at  the  crown.  But  although  these  things  are  pretty  constant, 
there  is  a  considerable  degree  of  latitude  in  filling  up  the 
space  between  the  back  of  the  arch  and  the  roadway.  It  may 
be  done  with  substances  varying  in  density,  from  the  lightest 
charcoal  or  pumice,  open  shiver,  or  chalk,  to  closely  rammed 
clay,  or  even  solid  masonry  ;  and  it  is  not  uncommon  to  make, 
in  various  ways,  open  spaces  in  the  masonry  of  the  spandrel, 
covering  them  above,  so  as  still  to  support  the  roadway. 

"It  will,  therefore,  be  proper  for  us  to  inquire,  what 
is  the  density  requisite  over  every  section  of  an  arch,  where 
the  thickness  of  the  crown  is  given,  the  roadway  horizontal, 
the  arch  of  uniform  thickness,  and  the  angles  of  abutment 
of  the  several  sections  constant,  that  is,  all  drawn  from  the 
same  centre ;  or,  what  is  the  same  thing,  let  us  suppose  the 
structure  built  up  to  the  horizontal  roadway  with  parallel 
sides,  and  then  inquire,  what  is  the  proportion  between  the 
pressure  borne  by  each  section  in  this  way,  and  the  pressure 
of  equilibrium ;  we  shall  thereby  discover  the  ratio  in  which 
the  density  of  the  backing  must,  if  needful,  be  diminished  ; 
and  the  quantity  of  expansion  necessary  towai'ds  the  spring- 
ing of  the  arch,  that  the  advantages  of  equilibration  may  be 
preserved,  even  in  this  state  of  things. 

•'  Before  we  give  a  more  rigid  determination,  we  should 
■wish  to  show  the  practical  builder,  that  the  solution  of  this  pro- 
blem may  be  easily  approximated,  by  the  help  of  the  trigono- 
metrical tables.  For  we  may  suppose  the  matter  of  the  arch- 
stones  to  be  the  same  in  specific  gravity  with  that  which  lies 
above  it;  and  as  there  can  be  no  impropriety  in  considering 
the  arch  as  polygonal,  from  joint  to  joint,  our  mean  versed 


sine  is  only  half  the  sum'  of  those  at  the  two  joints.  The 
supposition  is  not  strictly  accurate,  but  it  is  sufficiently  near : 
greater  strictness  would  only  serve  to  render  the  calculation 
more  complicated  without  making  it  more  useful. 

"  It  was  customary  in  the  construction  of  bridges,  to  fill  up 
the  haunch  with  solid  matter,  such  as  gravel  earth,  or  the 
like,  until  a  roadway  of  a  proper  slope  was  procured.  Where 
the  arches  were  small,  this  might  not  be  attended  with  any 
perceptibly  bad  effect,  provided  the  arch-stones  were  of  a 
good  depth.  But  the  necessity  of  lightening  the  haunches, 
has  been  forced  upon  the  attention  of  builders,  whenever 
large  arches  have  been  attempted. 

'•  In  all  probability,  the  first  inventors  of  this  mode  of 
building,  besides  employing  it  with  the  view  of  equilibrating 
the  arch  by  lightening  the  part  over  the  haunches,  had  also 
an  idea  of  steadying  it  by  the  lateral  abutment.  They 
appe;ir  to  have  considered  the  spandrel  walls  as  a  sort  of 
hoops,  that  would  keep  the  parts  of  the  arch  together,  and 
hinder  any  stone  from  moving,  by  their  great  friction,  inertia, 
and  mutual  abutment.  Hence  various  ingenious  modes  have 
been  employed  for  locking  them  into  the  back  of  the  arch- 
stones,  propagating  the  pressure  through,  and  securing  them 
from  sliding  away  at  the  bases. 

"  They  indeed  act  in  this  way  ;  nevertheless  the  equilibra- 
tion of  the  arch  should  be  attended  to  jn  their  construction, 
that  every  unnecessary  strain  may  be  avoided.  The  thick- 
ness of  these  walls  may  be  varied  indefmitely,  and  the  vacant 
spaces  made  in  any  proportion  to  the  solid  parts.  The  walls 
ought  to  be  near  each  other,  that  their  effect  may  be  felt  over 
the  whole  arch,  and  perhaps  they  should  spread  out  towards 
the  bottom ;  but  this  is  not  so  very  necessary,  for  the  courses 
of  arch-stones  break  joint  with  each  other,  and  the  inequality 
of  pressure  in  one  course  is  immediately  corrected  by  Ijeing 
propagated  to  the  succeeding. 

"  We  have  now  determined  a  method  of  conltructiiig  an 
equilibrated  arch  for  sixty  degrees  on  each  side  of  the  vertex ; 
and  this  method,  so  far  from  having  anything  unusual,  is  even 
strictly  analogous  to  that  which  is  adopted  by  the  practical 
builder.  Why  then  cannot  we  keep  pace  with  him  through- 
out, and  give  a  construction  for  the  entire  semicircle  ?  No 
difficulty  is  felt  by  the  mason  in  that  case.  He  constructs 
such  arches  every  day.  Nay,  they  are  not  only  the  most 
common,  but  the  most  ancient  of  all  arches.  But  the  reader 
must  have  ere  now  observed,  that  our  theory  is  in  this  par- 
ticular defective.  The  enormous  expansion  of  the  roadway, 
or  the  infinite  height  of  superincumbent  matter,  which  it 
seems  to  require  when  the  joints  are  nearly  horizontal, .are 
altogether  preposterous  and  impracticable.  We  are  sure  they 
are  unnecessary ;  for  many  semicircular  arches  have  existed 
from  the  time  of  the  Uomans,  and  are  still  in  good  order. 
What  is  more,  the  failure  of  such  arches  near  the  springing, 
where  they  differ  farthest  from  the  theory,  is  a  most  unusual, 
and,  indeed,  unheard  of  phenomenon.  Is  our  theory  erro- 
neous, then,  or  is  it  only  defective  ?  There  is  no  reason  for 
distrusting  any  of  the  consequences  we  have  hitherto  deduced. 
They  are  mathematically  derived  from  an  unquestionable 
principle,  the  action  of  gravity.  But  we  have  not  yet  con- 
sidered all  the  causes  of  stability.  The  lateral  resistance  of 
the  masonry,  or  other  matter  behind  the  arch,  acts  powerfully 
in  preventing  any  motion  among  its  parts ;  and  independently 
of  that,  the  friction  of  the  arch-stones,  assisted  by  the  cohe- 
sion of  the  cement,  affords  a  great  security  to  the  structure. 
We  have  even  seen  a  semicircular  ring  of  stones,  abandoned 
to  itself  without  any  backing,  and  stand  very  well ;  long 
enough,  at  least,  to  admit  of  the  other  work  being  leisurely 
applied  to  it.  Here  was  no  lateral  pressure;  no  equilibra- 
tion :  why  did  not  the  lower  courses  yield  to  the  pressure 


propagated  from  above,  and  slide  off?  It  was  only  their 
friction  that  could  retain  them.  It  is  greatly  increased  by 
this  very  pressure.  And  it  is  unquestionable,  that  a  ring  of 
polished  blocks  in  that  situation  would  not  have  hung  together 
for  a  moment.  The  force  of  friction,  therefore,  makes  so 
important  a  part  of  our  subject,  that  it  deserves  a  separate 
inquiry.     Let  us  see  how  it  may  be  estimated. 

"  When  a  mass  of  matter  is  moved  along  other  matter  of 
the  Siime  kind,  the  resistance  produced  by  friction  has  been 
usually  stated  at  ^  of  the  weight.  That  of  freestone,  indeed, 
is  supposed  to  be  greater  than  i,  perhaps  it  is  1.  And  in 
the  case  to  which  we  are  going  now  to  apply  it,  there  can  be 
little  doubt,  that,  aided  by  the  inertia  of  the  stones,  and  the 
cohesion  of  the  cement,  the  friction  is  even  much  more.  But 
tiiis  force  is  inert ;  and  we  are  at  present  iuciuiring,  how  f  ir 
we  are  benelitted  lay  it  in  promoting  the  stability  of  our  struc- 
ture. It  will,  therefore,  be  proper  to  underrate  it,  at  least 
until  we  discover  how  far  we  are  warranted  to  say  it  must 
be  beneficial. 

"  Fxjnre  12. — Let  L,  M,  N,  exhibit  the  three  sections  (10" 
each)  of  an  arch,  which  we  may  conceive  equilibrated  above 
the  section  L,  or  60°  from  the  crown.  Draw  l  t,  expressing 
the  direction  and  magnitude  of  the  ultimate  pressure,  perpen- 
dicular to  the  upper  surface  of  L.  In  like  manner,  t  v  is  the 
horizontal  thrust,  and  v  l  the  weight  of  matter  over  L  to  the 
vertex.  Draw  the  perpendicular  i  y  h  ;  t  l  is  the  direction 
of  the  ultimate  pressure  when  propagated  to  the  lower  sur- 
face of  L  ;  y  L  is  its  tendency  to  make  L  slide  upwards  along 
the  joint.  Now  it  is  evident,  that,  if  y  l  has  to  y  t  a  less 
ratio  than  the  friction  has  to  the  pressure,  L  will  not  move. 
Nay,  what  is  more,  L  will  itself  have  some  weight.  Take  l  a 
to  represent  it,  which,  in  the  case  of  equal  sections,  =  the 
tangent  x  z.  Draw  t  a  for  the  ultimate  pressure  in  the  lower 
surfiice  oft,  and  a  b  for  the  force  to  bo  resisted  by  friction, 
in  this  case  equal  to  .1343,  or  about  j**.  of  the  pressure,  and 
of  course  less  than  the  friction,  which  will  at  least  bo  one- 
third  of  the  same. 

"  Since  L  does  not  move  upon  the  section  M,  they  are  to 
be  considered  as  one  solid  mass,  and  we  pursue  the  pressure 
through  the  section  M.  For  this  purpose,  lay  off  c  c  for  the 
■weight  of  M,  draw  the  perpendicular  t  d,  and  the  parallel  cd 
to  the  joint  m  o,  c  </  is  the  force  opposed  to  friction  in  that 
joint,  and  still  is  less  than  one-third  of  t  (/,  the  pressure 
being,  in  the  case  of  equal  sections,  =:  .'279G,  or  about  \^. 
Lastly,  lay  off  c  e  for  the  weight  of  the  lowest  section,  N,  and 
draw  as  before.  It  is  evident,  that  e  f,  the  force  opposed  by 
fric'tion  here,  is  just  equal  to  t  v,  the  horizontal  thrust,  as 
might  have  been  concluded  without  any  investigation.  In 
the  case  of  equal  sections,  its  proportion  to  t  /  or  v  e,  the 
■weight  of  the  semi-arch  or  perpendicular  pressure,  is  as  .4425, 
or  about  j'g,  which  is  probablj'  more  than  the  friction  will 
oppose  without  other  assistance. 

"  If,  therefore,  the  friction  on  the  horizontal  bed  at  the 
springing  be  not  equal  to  the  thrust  of  tiie  arch,  we  nmst 
increase  it,  as  by  dowelling  it,  for  example,  into  the  lower 
stones,  or  by  backing  it  with  other  masonry,  or  by  increasing 
the  pressure  on  that  joint,  without  altering  the  thrust  of  the 
arch,  which  may  be  done  by  thickening,  or  loading  the  arch 
just  over  the  springing.  And  here  the  theorems  for  the 
cxtrados  of  equilibration  come  to  our  aid  ;  for  we  see,  that 
any  quantity  of  matter  may  be  laid  over  the  springing- 
courses,  and,  far  from  disturbing  the  aich,  it  will  tend  to 
increase  its  stability. 

"  It  m.ay  not  be  improper  to  inquire,  what  are  the  condi- 
tions for  equilibrating  an  arch  by  means  of  the  friction  of  its 
segments  alone  ?  that  is  to  say,  what  are  the  alterations 
practicable  in  the  position  of  the  jolats,  or  in  the  weights 


over  the  several  sections,  until  the  tendency  of  each  section 
to  slide  is  just  balanced  by  the  friction  at  its  lower  surface? 

"  Whether  we  inquire  into  the  position  of  the  joints,  or  the 
weight  that  may  be  applied,  there  are  two  cases;  for  the 
friction  being  an  inert  force,  will  resist  the  stone  in  sliding 
either  upwards  or  downwards. 

'•  1.  Let  it  be  required  to  determine  the  position  of  the 
joints  in  an  arch,  when  each  section  is  just  prevented  fronr 
sliding  outwards  by  the  friction  at  its  lower  surface. 

^-  Fifjnre  13. — Let  the  arch  spring  from  a  horizontal  joint, 
as  N  n,  where,  of  course,  the  friction  acting  in  v  n,  is  just 
equal  to  the  horizontal  thrust,  and  must  therefore  have 
to  T  n'  or  V  N  the  weight  of  the  semi-arch,  the  ratio  which 
friction  has  to  the  incumbent  pressure,  say  ^.  t  n  is  the 
direction  of  the  absolute  pressure  at  the  abutment  n  «. 
Take  M  M  the  weight  of  the  section  N,  t  m  is  the  pressure  on 
the  joint  of  M,  and  making  m  t  m  similar  to  n  t  n\  m  m  will 
also  represent  the  extreme  friction  in  that  joint,  and  t  tn  its 
load,  and  so  on  successively.  Wherefore,  if  t  in,  t  /,  &e.  be 
found,  the  joints  of  the  arch  m.ay  be  drawn  at  right  angles 
to  these  lines  respectively,  and  every  stone  will  be  exactly  in 
the  predicament  of  N,  that  is,  just  kept  by  its  friction  from 
sliding  away. 

"  The  positions  of  t  m,  t  I  may  be  readily  discovered ;  for 
the  angle  n'  t  in  must  be  equal  to  jj  t  m.  If,  therefore,  we 
make  t  a  equal  to  t  n,  draw  the  tangent  a  zb,  and  making 
a  6  =  N  M,  and  joining  t  b,  we  have  a  t  i  =  !J  t  m.  And,  in 
this  manner,  taking  ab,bc,  &c.  for  the  weights  of  the  succes- 
sive sections  from  the  scale,  ^nd  drawing  lines  from  t,  the 
joints  may  be  formed  perpendicular  to  the  lines  thus 
drawn. 

'■•  FUiure  14. — -But  a  more  convenient  construction  per- 
haps would  be,  to  take  the  horizontal  thrust,  or  quantity  of 
friction  in  the  vertical  line  c  rf,  lay  off  the  weight  of  the  semi- 
arch  (/  n,  draw  c  a,  make  c  x  equal  to  it,  also  x  z,  mark  off 
the  weight  of  the  sections  along  x  z,  and  through  the  divisions 
draw  lines  from  the  centre ;  the  joints  required  are  parallel 
to  these  lines. 

"  II.  Let  it  be  required,  in  the  next  place,  to  determine 
the  other  limit  to  the  position  of  the  joints,  or  that  in  which 
each  section  is  just  prevented  from  sliding  in,  by  the  friction 
on  its  lower  bed. 

"  Here  it  is  evident,  that  as  the  friction  acts  precisely 
opposite  to  its  direction  in  the  former  case,  the  joints  may 
have  on  the  opposite  side,  e.xactly  the  same  degree  of  obli- 
quity to  the  position  of  equilibrium.  Draw,  therefore,  the 
tangent  v  y  parallel  to  a  c,  cut  it  with  c  v  equal  to  a  c,  lay 
off  the  weights  of  the  sections  along  v  y,  and  draw  lines  from 
c;  these  lines  will  exhibit  the  positions  of  the  joints,  which 
of  course  may  be  drawn  parallel  to  them.  We  have  marked 
these  two  limits  of  position  in  three  joints  of  the  hall-arch 
above  the  same  figure,  assuming  the  friction  at  one-third,  and 
taking  the  first  section  of  30"  as  equal  to  the  thrust;  and  any 
other  arch  might  have  been  introduced  as  well  as  the  circular. 
Any  of  the  Hues  in  the  triangle  c  da,  makes  with  the  corres- 
ponding line  in  c  y  v,  or  in  c  z  x,  an  angle  equal  to  a  c  x,  that 
is,  when  the  friction  is  one-third  of  the  pressure,  eq\ial  to 
1S°  20';  and  when  the  friction  is  one-half,  this  angle  is 
20°  34'.  The  position  of  any  joint,  therefore,  may  vary,  in  the 
former  18°  20',  and  in  the  latter  case  20°  34',  on  either  side 
of  the  position  of  equilibrium,  before  any  sliding  can  take 
place  among  the  sections.  Nay,  the  friction  of  polished  free- 
stone is  even  more  than  one-half,  perhaps  it  is  two-thirds,  of 
the  pressure,  which  would  give  33°  4'.  And  it  is  proper  to 
observe,  that  this  is  not  confined  to  the  annulus  of  arch-stones, 
but  holds  equally  with  whatever  weight  the  sections  may  be 
loaded.     We  may  observe,  theu,  that,  ia%ny  arch,  the  position 


of  the  joints  may  be  varied  about  20O,  perhaps  30°,  from 
that  of  equilibrium,  before  any  derangement  can  arise  from 
the  sliding  of  the  arcli-stones. 

"  This  is  a  most  important  conclusion,  and  leads  to  exten- 
sive practical  consequences.  It  atibrds  a  true  explanation 
of  the  facility  with  which  arches  are  everywhere  constructed, 
even  by  tlie  common  country  mason. 

"For  this  reason,  therefore,  we  approve  highly  of  the 
practice,  which  we  believe  is  very  general  among  artificers, 
we  mean  that  of  backing  up  the  arch  with  solid  masonry,  for 
several  courses  above  the  springing.  If  great  security  is 
thought  necessary,  cement,  being  a  compressible  substance, 
ought  to  be  sparingly  employed  in  the  vertical  joints  at  tlie 
back  of  the  arch-stones. 

"The  friction  of  the  sections  of  the  arch,  as  it  permits  a 
considerable  variation  to  take  place  in  the  position  of  the 
joints,  will  also  admit  of  a  considerable  deviation  from  the 
load  which  is  necessary  for  equilibrium  over  any  point  of 
the  curve. 

"It  would  not  be  difficult  to  investigate  the  extent  to 
which  this  variation  of  weight  might  be  carried.  But  we 
shall  at  present  only  remind  the  reader,  that,  as  we  find  a 
variation  of  20°  practicable  in  the  position  of  the  joints,  he 
may  conclude  that  each  section  will  admit  of  its  load  being 
altered  to  that  which  would  suit  a  point  in  the  curve  20°  on 
either  side  of  it. 

"  One  thing  only  remains  to  be  considered  in  this  depart- 
ment of  our  subject,  which  is,  the  lateral  pressure  likely  to 
arise  on  the  back  of  the  arch,  from  the  materials  employed 
to  raise  the  structure  to  the  horizontal  line. 

'■  If  the  materials  employed  here  be  only  a  solid  mass  of 
masonry,  it  is  not  easy  to  see,  everything  being  steady,  how 
it  can  act  in  any  other  way  than  in  the  vertical  direction. 
If,  however,  a  motion  takes  place  in  the  arch,  the  mass  of 
materials  lying  nearly  over  the  springing,  when  the  arch  is 
not  very  different  from  a  semicircle,  will  have  such  an  enor- 
mous friction,  if  well  built  and  bonded  together,  as  would 
appear  equal  to  the  resistance  of  any  pressure  that  is  likely 
to  be  opposed  to  it.  And  when  the  arch  is  a  segment  much 
smaller  than  a  semicircle,  the  rules  we  have  already  given 
for  its  equilibration  must  be  considered.  But,  instead  of 
solid  courses  of  masonry,  the  haunches  of  arches  are  often 
filled  up  with  coarse  gravel,  or  shiver,  and  sometimes  with 
mere  earth  or  sand.  Materials  of  this  description  do  by  no 
means  act  by  mere  dead  weight.  They  have  a  tendency  to 
slide  down  towards  a  horizontal  position ;  and,  of  course, 
possess,  in  some  slight  degree,  the  quaquaver  sum  pressure 
of  a  fluid.  This  may  act  on  our  arch  in  a  manner  altogether 
new,  and  produce  strains  for  which  hitherto  we  have  made 
no  provision.  We  shall  first  consider  the  back  of  the  arch 
as  filled  up  with  a  fluid  substance,  as  water.  The  pressure 
in  every  part  will  be  in  a  direction  perpendicular  to  the 
curve,  and  will  be  proportional  to  the  depth.  A  pressure 
perpendicular  to  the  curve  will  be  equivalent,  in  eflect,  to  a 
vertical  pressure,  which  exceeds  it  in  the  ratio  of  the  secant 
of  the  inclination  to  the  vertical.  Of  course,  the  pressure  at 
the  springing,  when  all  is  equilibrated,  must  be  equal  to  the 
hurizontal  tHfust  in  a  semicircular  arch. 

"  Though  the  action  of  sand,  gravel,  or  mould,  in  situations 
such  as  this,  be  not  exactly  the  same  with  that  of  water,  in 
following  the  laws  of  hydrostatical  pressure ;  yet  these  mate- 
rials resemble  water,  and  may  be  conceived  to  hold  the 
middle  place  between  the  fluid  and  the  solid  backing.  In 
some  respects  they  are  more  advantageous  than  the  fluid. 
They  are  stiflier,  so  to  speak,  alTording  a  lateral  abutment  to 
the  arch,  if  it  is  likely  to  yield  ;  and  as  the  parts  have  a  great 
friction  among  themselves,  it  will  require  a  much  greater 


pressure,  acting  horizontally,  to  make  the  matter  rise,  than 
in  the  case  of  a  fluid.  We  must  not,  however,  be  too  con- 
fident. Materials  of  this  kind  arc  compressible ;  and  we 
have  already  seen  that  very  slight  shifts  are  attended  with 
dangerous  consequences.  At  the  same  time,  we  need  not  be 
much  afraid  of  a  trivial  departure  from  exact  equilibration; 
for  it  is  not  likely  that  materials  of  this  kind  will  act  with 
the  powerful  eftbrt  of  hydrostatical  pressure. 

"  But  there  is  another  case,  where  matter  of  this  kind  is 
likely  to  be  attended  with  more  pernicious  effects  than  even 
a  fluid  of  equal  density  would  be.  We  mean,  when  the  back 
of  the  arch  is  gorged  up  with  water  from  land-floods :  if  the 
backing  be  open  gravel,  or  shiver,  we  have  superadded  to  its 
weight  that  of  the  whole  quantity  of  water  admitted  into  the 
structure.  This,  even  if  it  acts  equally  on  both  sides,  must 
be  a  dangerous  experiment  on  any  arch;  but  where  it  is 
confined  to  one  side,  as  is  generally  the  case,  and  between 
lofty  side-walls,  the  effects  are  likely  to  be  serious  indeed. 
Accordingly,  the  builder  forms  gutters  in  the  side-wall  to 
let  off"  the  water  ere  it  collect ; — a  practice  which  is  in  general 
highly  useful,  but  which,  in  the  case  of  sand,  clay,  or  mould, 
is  of  small  service.  The  water  enters  into  such  matter  by 
its  capillary  attraction  ;  and  fills  it  to  the  upper  surface,  in 
spite  of  our  gutters.  It  of  course  expands  it,  and  this  \\ith 
a  force  which  we  cannot  measure,  but  which  we  arc  sure  is 
very  great.  Here  the  friction  of  the  parts,  which  was  so 
useful  in  the  former  instance,  proves  extremely  hurtful.  For 
as  the  matter  cannot  easily  rise,  and  probably  the  adhesion  of 
its  particles  is  increased  by  the  water,  the  expanding  force 
becomes  an  enormous  hydrostatical  pressure  acting  perpen- 
dicularly on  the  side-walls  and  cxtrados  of  our  arch,  and 
which  in  all  probability  they  may  not  sustain. 

"  The  dangerous  consequences  of  this  mode  of  backing  are, 
in  some  degree,  prevented  by  ramming  the  layers  of  matter, 
especially  if  it  consists  of  mould  or  the  like  :  or,  by  puddling 
them,  so  as  to  form  a  mass  impervious  to  water.  And  here 
we  should  observe,  that  as  this  ramming  will  produce  an 
extraordinary  lateral  pressure,  we  must  attend  to  equilibra- 
tion, as  we  lise  along  the  arch,  and  secure  the  side-walls 
by  thickening  them  below  or  curving  them  horizontally  or 
vertically. 

"The  thickness  of  the  arch-stones  is  an  important  depart- 
ment of  the  theory  of  arches.  It  is  natural  that  we  should 
endeavour  to  make  them  as  small  as  possible.  That  will 
diminish  the  expense  of  the  structure,  lessen  the  pressures 
in  the  arch,  and  increase  the  security  at  the  springing.  But 
there  is  an  evident  limit  to  this  diminution  ;  for  though  we 
take  every  pains  to  render  the  joints  close,  the  stones  may 
come  at  length  to  be  so  small  as  to  crush  by  the  thrust  of  the 
arch.  This  is,  indeed,  a  curious  branch  of  inquiry.  It 
depends  intimately  upon  the  corpuscular  actions  of  the  par- 
ticles of  stone;  a  subject  on  which,  we  regret  to  say,  our 
information  has  been  hitherto  very  scanty. 

"  The  question  evidently  depends  on  the  amount  of  the 
tangential  pressure.  At  the  crown  this  is  the  horizontal 
thrust.  We  shall  suppose  all  the  joints  to  be  duly  drawn  to 
equilibration,  the  sections  fairly  abutting  on  each  other,  and 
no  weakness  arising  from  acute  angles. 

"Stone,  it  is  said,  will  carry  from  250,000  to  850,0001b, 
avgirdupois  per  foot  square,  and  brick  .300,0001b.  They 
have  been  made  practically  to  carry  one-sixth  of  this,  and  even 
more.  The  pillar  in  the  centre  of  the  Chapter-house  at 
Elgin  carries  upwards  of  40,0001b.  on  the  square  foot,  and 
there  was  formerly  a  heavy  lead  roof  on  it.  It  is  a  red  sand- 
stone, and  has  borne  this  pressure  for  centuries. 

"  We  shall  therefore  take  50,0001b.  per  foot  as  a  load 
which  may  be  safely  laid  on  every  square  foot  in  the  arch. 


A  cubic  foot  of  stone  weighs  about  ICOlb.  per  foot ;  and 
brick  weighs  less.  Suppose,  therefore,  the  arch  to  be  one 
foot  thick  at  tiie  crown,  and  tiie  keystone  one  cubic  foot,  it 
■will  bear  a  horizontal  thrust  of  50,0001b.  that  is,  312J- times 
its  weight. 

"But,  50,000  :  1(50  :  :  R  :  Tang.  11'  0"  3'",  which  will  be 
the  angle  of  the  keystone  in  that  case.  So  that  an  arch 
of  312-^  feet  radius,  or  a  semicircular  arch  of  0"25  feet  span, 
might  bear  to  have  a  keystone  of  a  foot  deep,  without  risking 
its  being  crushed  more  than  in  structures  ■which  have  already 
stood  for  many  years.  And  this  may  be  called  the  limit  of 
stone-arch  building;  for  if  we  double  the  depth  of  the  stone, 
we  will,  thereby  double  the  weight  also,  and  its  ratio  to  the 
horizontal  thrust  will  still  be  the  same.  Indeed  this  limit 
does  not  much  e.\ceed  what  has  been  actually  e.xecuted.  A 
considerable  portion  of  the  bridge  of  Neuilly  is  an  arch 
of  250  feet  radius ;  and  (Jautier  mentions  a  platband  in  the 
church  of  the  Jesuits  at  Nismcs,  the  camber  of  which,  after 
settling,  would  make  it  a  portion  of  an  arch  of  280  feet  radius. 
The  length  or  span  is  20^  French  feet,  the  rise  only  4  inches, 
and  therefore  the  diameter  of  its  circle  would  bo  5G0 
English  feet. 

"  'This  singularly  bold  platband  w^as  made,  under  the  con- 
duct of  Pere  Mourgues,  alter  the  design  of  Cubisol,  an  able 
architect.  The  stones  arc  1  foot  thick,  their  depth  is  2  feet 
towards  the  key,  and  2  feet  4  inches  at  each  end.  It  had  a 
camber  given  it  of  about  0  or  7  inches,  and  descended  near 
.  3  inches  on  striking  the  centres.'  " — Gaulier. 

"  We  see,  that  the  horizontal  pressure  does  not  determine 
the  vertical  thickness  of  the  arch-stone.  Hut  as  we  pass 
down  the  arch,  it  is  plain  that  the  butting  surfaces  must 
increase  in  proportion  to  the  increasing  tangential  pressure. 

"  At  sixty  degrees  from  the  vertex,  granting  that  the  arch 
is  equilibrated,  the  depth  of  the  arch-stones  must  be  doubled  ; 
and  though  the  equilibration  bo  carried  no  farther,  yet,  at 
the  springing  or  horizontal  joint,  a  small  increase  will  still 
be  necessary.  The  ratio  will  soon  be  found.  To  the  square 
of  the  weight  of  the  semi-arch,  add  the  square  of  the  hori- 
zontal thrust,  the  square  root  of  the  sum  is  the  pressure  at 
the  springing.  If  we  divide  this  by  the  horizontal  thrust, 
it  will  give  the  thickness  at  the  springing,  compared  with 
that  whieii  is  necessary  at  the  crown.  Or  if  we  divide  it 
by  312^,  it  will  give  the  smallest  depth  of  joint  which  should 
be  used  at  the  spi  inging.  The  thrust  and  weight  are  sup- 
posed to  be  given  in  solid  feet.  If  given  in  [lounds,  divide 
the  above  quotient  by  100,  or  divide  at  once  by  50,000. 

"  If  we  calculate  upon  the  same  principles,  the  dejith  of 
arch-stone  at  the  spring-course  of  a  semicircle  of  100  feet 
span,  10  feet  thick  at  the  crown,  we  shall  find  it  to  be  5  feet, 
and  at  the  cnjwn  the  depth  may  be  19  inches.  In  the  great 
arches  of  the  bridge  of  Neuilly,  the  thicknirss  at  the  crown  is 
about  4  feet  8  inches,  the  span  12S.2  feet,  and  height  32. 
The  hiirizontal  thrust  is  great,  the  crown  being  drawn  with 
a  radius  of  150  feet ;  consequently,  this  arch  would  require  a 
depth  at  springing  of  about  4  feet.  But  when  the  centre 
was  struck,  the  crown  of  this  arch  descended  23  inches, 
which  has  rendered  it  a  portion  of  a  much  larger  circle,  and 
has  greatly  increased  the  horizontal  thrust. 

"The  piers  and  abutments  of  a  bridge  must  be  so  con- 
'structed,  that  each  arch  may  stand  independent  of  its  neigh- 
bours. For  though,  by  the  mutual  abutment  of  arch  against 
arch,  the  whole  may  rest  upon  very  slender  piers,  if  once  the 
structure  is  erected ;  yet,  as  they  must  be  fortned  singly,  and 
are  exposed  to  many  accidents,  it  will  be  best  to  contrive 
them,  so  that  the  destruction  of  one  arch  may  not  involve  in 
it  that  of  the  whole. 

"Some  of  the  writers  on   the  principles  of  bridges,  iu 


treating  this  department  of  their  subject  have  found  it 
necessary,  by  the  help  of  the  higher  calculus,  to  find  the  cen- 
tre of  gravity  of  the  semi-arch.  The  solution  of  the  problem, 
we  are  convinced,  so  far  as  it  is  useful  in  practice,  lies  much 
nearer  the  surface. 

"The  reader  has  already  frequently  seen,  that  the  ultimate 
pressure  may,  in  every  case,  be  reduced  to  two  others,  viz., 
the  weight  of  the  semi-arch  above,  and  the  horizontal  thrust. 
In  the  equilibrated  arch,  this  pressure  is  directed  perpen- 
dicularly to  the  joints  of  the  sections  ;  and  these  being  usually 
drawn  at  right  angles  to  the  curve,  the  pressure  is  in  the 
direction  of  the  tangent  to  the  arch.  Hence,  we  have  often 
called  it  the  tangential  pressure.  Upon  this  principle,  how- 
ever, when  the  curve  springs  at  right  angles  to  the  horizon, 
an  infinite  pressure  is  required  in  the  vertical  direction, — a 
supposition  which  cannot  have  place  in  practice.  We  must 
accordingly  call  in  the  assistance  of  friction  in  that  case;  a 
force  which  may  be  set  in  opposition  to  the  horizontal  thrust, 
and  which,  increasing  with  the  superincumbent  weight,  very 
fortunately  keeps  pace  also  with  what  it  is  intended  to 
oppose. 

"Granting,  then,  that  the  friction  is  so  contrived,  upon 
the  principles  already  explained,  that  there  is  no  danger  of 
any  slide  at  the  horizontal  or  springing-joint ;  it  will  be  readily 
admitted,  that  no  slide  is  likely  to  take  place  in  any  horizon- 
tal course  below  that,  till  we  arrive  at  the  foundation  ;  for 
the  disturbing  force  is  constant,  but  the  friction  increases  as 
we  descend. 

"Figure  15. — Our  principal  care  then  must  be,  that  the 
pier  does  not  overset,  by  turning  on  the  fiirther  joint,  e,  o 
its  base,  as  a  fulcrum.  Take  a  in  the  horizontal  joint,  a  a 
as  the  centre  of  pressure ;  draw  a  v  to  represent  the  weight 
of  the  semi-arch,  and  v  t  the  horizontal  thrust ;  then  t  o  is 
the  ultimate  pressure;  and  if,  when  produced,  it  falls  within 
the  base  of  the  pier,  it  is  perfectly  obvious  that  it  can  never 
overturn  it.  And  this  is  altogether  independent  of  the  weight 
of  the  pier :  for  if  that  were  a  mass  of  ice,  immersed  to  the 
springing  in  water,  the  case  would  be  exactly  the  same. 

"But  the  pier  itself  has  a  considerable  stability,  arising 
from  its  own  weight;  and  even  though  the  direction  of  the 
ultimate  pressure  of  the  arch  alone  pass  out  of  the  base, 
the  tendency  to  overturn  the  pier  may  bo  balanced  by  its 
weight.  This  weight  may  be  supposed  concentrated  in  the 
centre  of  gravity  of  the  pier,  and  of  course  to  act  in  the  ver- 
tical line  ■which  bisects  it. 

"  Its  effect  will  be  nearly  found  by  laying  off  in  that  line 
from  the  point  q,  where  the  direction  of  the  ultimate  pressure 
of  the  arch  intersects  it,  q  r  =z  the  weight  of  the  pier,  and 
taking  q  s  :=  the  ultimate  pressure  =  a  t,  and  completing  the 
parallelogram,  the  diagonal  drawn  from  q  will  represent  the 
direction  and  magnitude  of  the  united  pressure  of  the  arch 
and  pier.  This  is  not  strictly  accurate ;  it  would  be  so  if  a 
and  q  coincided,  which  is  the  case  with  a  single  arch  stand- 
ing on  a  pillar:  but  in  general,  the  ultimate  pressure  is  still 
more  fovourable  than  this.  Its  direction  at  any  point  is  in 
the  tangent  of  a  curve,  which  approaches  the  vertical  as  we 
descend,  since  the  proportion  arising  from  the  weight  of  the 
pier  increases  with  its  height. 

"  In  order  to  find  analytical  expressions  for  these  forces, 
let  the  horizontal  thrust  of  the  arch  =  t.  The  weight  of  the 
half  arch  =  a,  and  that  of  the  pier  =  p,  the  height  of  the 
pier  to  the  springing  of  the  arch  =  A,  the  breadth  at 
the  base  =  b. 

"  1.  Then  the  horizontal  thrust  acting  in  a  o,  tends  to 
overturn  the  pier,  and  its  force  round  the  fulcrum,  e,  will  be 
represented  by  multiplying  it  by  the  perpendicular  distance 
A  D,  viz.,  k  X  (• 
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"  2.  The  weight  of  the  pier  acts  in  the  direction  b  c,  and 
its  eftect  will  be  represented  by  multiplying  it  by  the 
leverage  c  e,  viz.,  p  X  ^  b. 

"  3.  The  arch  acts  with  the  leverage  e  k,  which  is  not 
equal  to  the  breadth  of  the  pier,  by  tlie  part  k  d=a  h,  say 
one-half  of  the  depth  of  the  joint  at  the  springing.  This 
will  never  exceed  one-fourth  of  the  breadth,  when  two 
dilTerent  rings  of  arcii-stoncs  rise  from  the  same  pier,  unless 
the  pier  widen  below.     Call  e  k,  therefore,  —  ^  b. 

"  We  have  now  h  I  —  ^  b  })  +  ^  b  a  ;  whence, 

"  1st,  b  =  -. -^—  = —^ — ,  and  consequently, 

hP  +  i"        2  p  +  3a 
to  find  the  least  breadth  of  the  pier  at  its  base,  divide  the 
horizontal    thrust    by  half  the  pier   added  to  three-fourths 
of  the  halfarch.     Jlultiply  the  height  of  the  pier   by  the 
quotient. 

*  (lP±lfl^  ,hat  is, 


"  2d,  A  = 


the  height  of  a  pier  to  the  springing,  having  a  given  base 
and  weight,  is  foinid  by  adding  the  half-pier  to  three-fourths 
of  tlie  arch,  multiplying  by  the  breadth  of  the  base,  and 
dividing  by  the  horizontal  thrust. 
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or  the  weight  of  the  pier  cannot  be  less  than  the  excess  of 
the  liorizoutal  thrust  multiplied  by  twice  the  height  of  the 
pier,  and  divided  by  the  base,  above  one  and  a  half  times 
the  semi-arch. 

"In  the  above  determination  it  may  be  observed,  that  we 
consider  the  weight  of  the  pier  as  independent  of  its  base. 
Now,  though  it  may  be  said  with  propriety,  that  the  weight 
of  the  pier  cannot  be  linown  until  we  know  its  thickness, 
which  is  the  very  thing  sought,  yet  a  little  consideration  will 
show,  that  we  may  give  different  magnitudes  to  piers  which 
have  equal  bases,  and  that,  either  by  altering  the  outline  of 
their  sides,  the  density  of  their  structure,  the  gravity  of  their 
materials,  or  the  weight  of  solid  matter  over  them,  we  may 
therefore,  when  the  base  is  given,  apply  the  weight  necessary 
to  keep  the  pier  in  equilibrio,  provided  this  does  not  require 
the  pier  to  be  any  more  than  a  solid  mass  up  to  the  roadway. 
Should  the  base  assumed  admit  of  the  pier  being  much  less 
than  the  solid  parallelepiped,  we  may  diminish  it  in  various 
ways:  as,  1st,  By  opening  arches  over  the  pier,  where,  in 
case  of  floods,  we  will  procure  an  addition  to  the  water-way  ; 
a  practice  very  usual  in  the  ancient  structures :  or  2d,  By 
tapering  the  pier  towards  the  springing  of  the  arches,  or  by 
making  each  pier  only  a  row  of  pillars  in  the  line  of  the 
stream,  arching  them  together  at  top ;  a  mode  which  may 
perhaps  be  objectionable  in  a  water-way,  but  which  would 
have  a  very  striking  and  light  effect  in  land-arches.  Some- 
thing of  this  kind  has  been  done  by  Perronet,  at  the  Pont 
St.  Maxence. 

•'  When  piers  indeed  are  to  be  exceedingly  high,  as  in  the 
columns  which  are  sometimes  employed  in  supporting  a  lofty 
aqueduct,  the  best  way  is  to  make  them  hollow,  and  give  them 
stability,  by  enlarging  the  base.  They  will,  in  that  case, 
press  less  on  the  foundations,  be  less  expensive,  and  they 
may  be  greatly  stiffened  by  hooping. 

"  Indeed,  it  is  not  usual  to  make  piers  soli(i  all  the  way  up 
to  the  road ;  the  spandi-el- walls  are  carried  back  so  far  as  to 
unite  with  those  of  the  neighbouring  arch,  are  locked  together 
by  a  cross  wall  just  over  the  middle  of  the  pier,  having  also 
walls  longitudinally,  and  the  whole  arched  or  flagged  over 
from  spandrel  to  spandrel  just  under  the  roadway. 

"  Nevertheless,  as  the  case  of  solidif  will  enable  us  to 


assign  a  limit  to  the  breadth  of  piers,  which  it  may  be  proper 
to  be  acquainted  with,  we  shall  proceed  in  that  investigation. 
"The  weight  of  the  pier  in  that  case  will  be  as  the  rect- 
angle under  its  height  and  thickness,  expressing  the  weight 
of  arch  and  pier  by  the  cubic  feet  of  stone.  The  pier  indeed 
will  be  somewhat  more  ;  for  the  sterlings,  or  breakwaters,  at 
each  end,  will  add  something  to  its  stability,  and  tiiis  will 
be  still  farther  increased  in  proportion  to  the  horizontivl  push, 
if  the  whole  bridge  be  wider  at  the  foundation  than  at  top, 
as  is  very  common.  Excluding  these  collateral  advantages, 
we  shall  consider  the  whole  as  rectangular,  and  then  the 
stability  may  be  found   in  the  longitudinal   section.     We 


have  already  b  =  — 


h  t 


-,  and  in  the  case  of  a  parallelo- 


-2P  +  i  «' 

gram  \  p  =^  \  b  (h  -\-  c),  c  being  the  height  from  springing 
to  the  roadway.  By  substitution,  there  arises  i  V  (h  +  c) 
+  |a  6  =  A  <;  and  by  resolving  this  quadratic  equation, 


^'^'^'^''-h  +  c+Uik  +  c))- 
orthu.,^-V2(^  +  0/^^  +  f«r- 

3a 
4  (A  +  c)       , 

— *— ,  as  a  formula 

for  the  thickness  of  solid  piers  to  support  equilibrated  arches; 
and  it  must  be  observed,  that  if  the  arch  be  understood  to 
act  otherwise  tiian  at  three-fourths  the  thickness  of  the  pier, 
this  co-efficient  may  be  altered  accordingly. 

"  When  the  arch  is  a  segment  less  than  a  semicircle,  a 
greater  thickness  of  pier  becomes  necessary.  For,  the  span 
continuing  the  same,  we  must  either  make  the  arch  a  part  of 
a  circle  of  greater  radius,  which  would  increase  the  horizontal 
thrust,  or  we  must,  in  order  to  obviate  that,  diminish  the 
thickness  at  the  crown.  In  either  case  the  weight  of  the  arch 
is  diminished,  and  with  it  the  assistance  which  it  gives  to  the 
stability  of  the  pier. 

"  There  is  au  interesting  subject  of  inquiry,  which  might 
not  be  unappropriately  noticed  here ;  we  mean  the  lowest 
versed  sine  that  can  be  used  for  arches  in  proportion  to  the 
span.  We  conceive  this,  however,  as  in  a  great  measure 
a  practical  question.  W^e  have  already  given  some  idea  of 
the  greatest  possible  arch  of  stone,  or  brick  ;  a  segment 
of  that  circle  may,  of  course,  be  employed  in  any  situation, 
but  the  piers  (if  the  arch  be  of  considerable  span  and  height 
to  the  springing)  must  be  made  very  great.  Indeed,  the 
investigation  depends  intimately  on  the  thickness  of  piers. 
We  ought  to  know  the  dimensions  of  the  largest  pier  that  can 
be  trusted,  and  this,  we  conceive,  depends  chiefly  on  the  care 
of  the  mason ;  for  stone,  and  especially  cement,  is  a  com- 
pressible substance ;  and  when  an  arch  is  very  flat,  a  very 
small  yielding  at  the  springing  produces  an  enormous  depres- 
sion at  the  crown,  insonmch  that  there  may  be  reason  to 
dread,  lest  the  arch  pass  down  below  the  horizontal  line,  and 
fall  to  pieces  before  the  stability  of  the  abutments  can  be 
acted  upon.  A  compression  in  the  joints  is  equivalent 
to  a  yielding  at  the  abutments,  and  appears  equally  diflicult 
of  remedy. 

"  In  great  horizontal  thrusts,  where  the  segment  is  flat, 
the  immersion  of  the  pier  in  water  comes  to  have  an  impor- 
tant effect.  On  the  weight  of  the  pier,  in  those  cases,  the 
stability  chiefly  depends,  and  a  deduction  from  that  of  two- 
fifths  must  be  compensated  by  enlarging  the  thickness. 

"But,  indeed,  the  .immersion  of  the  pier,  if  it  be  very  tall, 
that  is,  if  the  depth  of  water  be  great  in  proportion  to  the 
span,  will  demand  attention,  although  the  arch  should  not  be 
very  flat.  In  such  a  case,  the  stability  arising  from  the  pier 
is  often  as  great  as  that  which  is  derived  from  the  weight 


of  the  arch.  It  can  seldom  be  greater,  and  consequently  can 
seldom  require,  ;iu  addition  of  more  than  onc-iifth  of  that 
breadth,  which  wo.ild  be  sufficient  were  there  no  immersion. 

"But  although  llie  total  immersion,  even  of  a  lofty  pier, 
will  seldom  require  any  great  alteration  in  the  thickness, 
there  is  yet  another  circumstance  which  well  deserves  atten- 
tion. Bridges  are  often  built,  especially  in  a  tideway,  with 
the  arches  springing  below  the  high  waters ;  we  have  in  that 
case  a  diminution  from  the  weight  of  the  arch  itself;  but 
unless  the  keystone  be  under  water,  the  horizontal  thrust  is 
unchanged ;  wo  must,  accordingly,  in  our  calculation,  make 
the  same  diminution  for  that  part  of  the  arch  which  is  thus 
immersed,  as  wc  did  in  the  above  example  for  the  piers. 
The  result  will  oblige  us  still  more  to  increase  the  thickness 
of  pier. 

"  On  the  whole,  we  may  conclude  from  this  investigation 
respecting  the  piers,  that  the  increase  of  breadth  which  may 
be,  and  usually  is,  given  to  the  pier,  is  of  much  less  import- 
ance, on  account  of  the  weight  that  is  thereby  gained,  than 
by  its  increasing  the  length  of  that  arm  of  the  lever,  whereby 
the  weight  of  the  whole  resists  the  cQect  of  the  horizontal 
thrust  oversetting  it. 

"  Instead,  therefore,  of  building  up  the  pier  with  perpen- 
dicular sides,  we  should  think  it  more  advisable  to  begin  the 
foundation  of  the  pier  on  a  base  much  wider  than  usual,  and 
from  thence,  by  regular  recesses,  or  otherwise,  gradually  to 
diminish  it,  until,  at  the  springing  of  the  arch,  it  does  not 
exceed  the  depth  of  the  two  arch-stones,  while  the  outline  of 
the  pier  may  bo  a  curve  of  any  shape  that  is  most  pleasing. 
Many  advantages  would,  in  our  opinion,  be  obtained  by  this 
construction :  the  water-way  will  be  enlarged ;  the  pier 
equally  strong ;  the  stability  equally  great,  nay,  much  greater 
than  usual ;  and  the  chance  of  the  foundations  being  hurt  in 
floods  will  be  greatly  diminished  ;  and  all  this  with  a  smaller 
quantity  of  materials." 

It  is  manifest,  that  before  an  arch  of  equilibration  can  be 
■  destroyed,  the  pressure  applied  must  be  so  great  as  to  over- 
come the  resistance  ofierod  by  the  friction  of  the  adjoining 
voussoirs,  or  the  adhesive  power  of  the  cements ;  and  be  it 
remembered,  the  greater  the  pressure,  the  greater  also  is  the 
friction.  We  give  the  following  as  a  method  of  discovering 
the  extent  of  license  allowed  in  practice,  on  account  of  this 
quality  in  the  materials  employed. 

To  lind  the  quantity  of  friction  in  individual  instances, — 
riace  the  stone  to  be  used  upon  a  platform  of  the  same  mate- 
rial, and  raise  up  one  end  of  the  platform,  until  the  least 
additional  elevation  would  cause  the  stone  to  slide  down,  and 
measure  the  angle  of  elevation  so  found. 

Now  the  etfect  of  friction  is  this,  that  instead  of  being 
compelled  to  place  the  joints  of  the  voussoirs  in  the  position 
assigned  them  by  theory,  we  may  place  tlicm  in  any  position 
on  one  side  of  it,  provided  the  joints  fall  within  an  angle  froni 
their  theoretical  position,  not  greater  than  the  angle  of  eleva- 
tion, determined  as  above ;  or  if  the  joints  of  the  voussoirs 
are  maintained  in  their  original  position,  we  may  allow  a 
proportionate  variation  in  their  weight.  On  this  account 
very  great  latitude  is  allowed  in  construction,  for  we  may 
depart  very  far  from  the  rules  laid  down  from  theory,  before 
we  can  endanger  the  stability  of  the  edilice. 

Dr.  liobison  is  of  opinion,  that  the  voussoirs  may  be  con- 
sidered as  a  solid  mass,  and  that  the  principal  object  to  bo 
attended  to,  is  that  the  arch  should  be  m.ado  so  flat,  as  to 
admit  the  same  straight  line  being  drawn  in  such  a  manner 
as  to  pass  through  some  point  in  every  voussoir  (m  either 
side  of  tlic  keystone,  and  where  this  is  impracticable,  he 
recommends  that  the  straight  line  should  be  curried  through 
as  many  arch-stones  as  possible,  and  that  the  arch  should  be 


carefully  loaded  at  the  intersection  of  such  lines,  considering 
each  number  of  voussoirs  p.assed  through  by  one  line  as  a 
separate  block  of  stone.  Generally,  he  supposes,  that  the 
pressure  at  the  crown,  is  communicated  in  a  straight  line 
through  as  many  stones  as  one  straight  line  will  pass  through. 
All  suggestions,  however,  on  this  subject,  nmst  be  attended 
with  considerable  doubt  and  difficulty,  as  we  are  almost 
entirely  ignorant  of  the  method  by  which  the  communication 
and  distribution  of  pressure  is  regulated,  and  even,  in  many 
cases,  of  the  nature  of  the  materials  employed. 

In  accordance  with  the  intention  expressed  by  us  in  our 
article  on  Bridges,  we  now  proceed  to  give  a  description  of 
the  principal  stone  bridges  erected  over  the  Thames,  com- 
mencing with  Westminster,  as  being  the  oldest.  The  first 
stone  for  that  bridge  having  been  laid  on  January  the  29th, 
1739,  by  the  Earl  of  Pembroke,  and  the  bridge  itself  being 
entirely  completed  on  the  10th  of  November,  1750. 

Wkstminster  BniDGE  was  built  according  to  the  designs, 
and  under  the  superintendence  of,  a  Swiss  architect,  named 
Labeyle,  who,  in  its  construction,  adopted  the  practice  of 
forming  the  foundations  by  means  of  caissons,  instead  of 
driving  piles  into  the  ground,  or  making  use  of  coftcr-dams, 
according  to  the  general  custom.  This  he  eflected  in  the 
following  manner : — Large  timber  cases,  consisting  of  a 
strong  platform,  or  raft,  surrounded  by  sides,  were  made 
water-tight,  and  floated  on  the  surface  of  the  Thames  to  such 
places  as  the  piers  of  the  intended  bridge  were  eventually  to 
occupy.  In  these,  when  firmly  moored  in  proper  position, 
the  masonry  of  the  piers  was  conmienced :  the  caissons 
gradually  sinking  in  the  water  as  the  masonry  advanced, 
until  at  length  they  finally  settled  on  the  bed  of  the  river* 
the  sides  of  the  caissons  were  then  removed,  to  be  used  else 
where,  and  the  piers,  which  were  built  of  Portland  stone 
in  blocks,  each  of  which  was  at  least  a  ton  in  weight,  and 
many  of  them  weighing  as  much  as  five  tons,  were  carried 
up  to  the  springing  of  the  arches.  These  blocks  of  stone 
were  cemented  together  with  Dutch  tarras,  besides  being  con- 
nected with  each  other  by  iron  cramps  fiistened  with  lead. 

The  building  of  this  bridge  occupied  nearly  twelve  years, 
owing  to  the  plan  that  had  been  adopted  in  laying  the  foun- 
dation ;  in  consequence  of  which,  one  of  the  piers  sunk  so 
much,  as  seriously  to  endanger  the  stability  of  the  structure, 
and  it  was  found  necessary  to  put  another  in  its  place ;  this 
circumstance  greatly  enhanced  the  cost  of  construction,  and 
the  various  sums  expended  amounted  to  .£389,500.  It 
appears  that  materials  of  this  bridge,  to  the  value  of  .£40,000, 
are  constantly  under  water.  The  caisson  on  which  the  first 
pier  was  erected,  contained  150  loads  of  timber,  on  which 
were  laid  3,000  cubic  feet,  or  nearly  three  tons  of  solid  stone. 

Westminster  Bridge  is  l,2-io"foet  long,  and  is  44  feet 
wide,  including  the  foot-path  for  passengers  on  either  side  of 
the  carriage-way  ;  it  consists  of  13  large,  and  two  small 
arches,  14  piers,  and  two  abutments.  The  arches  spring  at 
about  2  feet  above  low-water  mark,  they  are  all  semi-circular. 
The  centre  arch  is  76  feet  span,  and  the  others  decrease  on 
either  side  by  4  feet,  so  that  the  arches  near  the  banks  of 
the  river  arc  only  52  feet  span.  There  are,  besides,  the  two 
small  arches  each  of  25  feet  span. 

The  piers  are  70  feet  in  length,  and  terminate  in  cut- 
waters, pointing  uj>  and  down  the  stream.  Those  which 
support  the  ceutre  arch  are  each  17  feet  wide,  atid  every 
successive  pier  is  diminished  a  foot  in  breadth,  so  as  to 
leave  a  water-way  in  the  clear  of  870  feet. 

There  was  formerly  a  handsome  stone  balustrade,  which 
formed  the  parapet  of  the  bridge  on  cither  side,  and  over 
every  pier  there  was  a  bay  or  recess,  covered  in  with  a  kind 
ui'  half  cupola;  while  over  the  central  arch,  a  rectangular 


space  increased  the  width  of  the  bridge  by  means  of  a  pro- 
jection towards  the  water. 

The  soffits  of  the  different  arches  in  this  bridge,  were 
carefully  turned  in  Portland-stone.  Over  this,  another  arch 
was  formed  of  Purbick-stonc,  well  bonded  with  the  preced- 
ing, and  so  arranged  as  to  make  the  thickness  of  the  double 
arch  about  the  haunches  four  times  that  at  the  crown..  The 
spandrels  were  constructed  with  barrel  and  intermediate 
arches,  so  as  to  maintain  the  edifice  iu  equilibrio. 

When  Old  London  Bridge  was  taken  down,  and  a  more 
uninterrupted  outfall  was  thus  afforded  to  the  stream,  the  bed 
of  the  Thames  became  considerably  deepened,  and  the  foun- 
dations of  the  different  bridges  which  had  been  previously 
constructed,  were  thereby  more  or  less  affected.  Westmin- 
ster Bridge  suffered  particularly  from  that  cause ;  for,  owing 
to  the  very  insecure  substructure  on  which  it  was  founded,  its 
piers  have  been  gradually  giving  way  for  years  ;  and,  in  con- 
sequence of  the  inequality  of  yielding  which  has  taken  place, 
the  entire  bridge  is  now  in  a  deplorably  dilapidated  condition. 
It  has  been  deemed  absolutely  necessary  to  prop  up  several 
of  the  arches  by  centerings,  to  remove  the  weight  over  others, 
and  in  order  to  prevent  a  too  manifest  appearance  of  the 
unsightly  breaks  which  have  taken  place  in  the  roadway, 
the  stone  balustrade  has  been  replaced  by  a  temporary  wooden 

fence  or  parapet. To  our  thinking,  the  repairs  which  it  has 

lately  undergone,  were  effected  in  a  most  injudicious  manner. 
Iu  the  first  place,  the  system  of  propping  up  some  of  the 
arches,  and  allowing  others  to  sink  freely,  was  highly  preju- 
dicial to  the  stability  of  the  bridge ;  and  indeed  one  of  the 
arches  was  only  partially  supported,  so  that  the  remaining 
portion  separated  from  it,  and  sunk  several  inches,  to  the 
imminent  jieril  both  of  its  real  and  apparent  efficiency. 
Again,  the  uselessness  of  facing  the  piers  with  now  stone, 
at  a  time  when  the  entire  demolition  of  the  structure  became 
inevitable,  must  be  evident  to  every  one  who  will  give  the 
subject  but  a  passing  consideration. 

As,  however,  this  bridge  is  to  be  taken  down  very  shortly, 
and  a  handsome  modern  structure  will  ere  long  supply  its 
place,  we  do  not  think  it  necessary  to  say  more  on  this  sub- 
ject at  the  present  time. 

Next  in  point  of  date  among  the  stone  bridges  of  the 
Thames,  is  that  of  Blackfriars,  which  was  commenced  in  the 
year  1700,  and  finished  in  1770,  by  Robert  ^[ylne,  a  Scotch 
engineer,  who  had  just  before  returned  from  Home,  where  he 
had  been  pursuing  his  studies,  and  where  he  had  earned  a 
well-deserved  reputation  ;  having  received  a  silver  medal 
from  the  Roman  Academy,  which  he  deposited,  together  with 
several  coins  of  George  the  Second,  in  the  foundations  of 
the  bridge. 

Blackfriars  Bridge  is  about  1,000  feet  in  length,  and 
about  43  feet  wide,  including  a  carriage-way  of  28  feet,  and 
two  raised  footpaths  for  pedestrians,  each  7  feet  in  width ;  it 
is  built  of  nine  nearly  semi-elliptical  arches,  of  which  the 
centre  one  is  100  feet,  and  the  others  decrease  in  span,  as 
they  are  placed  nearer  the  banks  of  the  river,  being  respec- 
tively 98,  93,  83,  and  70  feet,  by  which  it  will  be  seen  that 
there  is  a  water-way  of  788  feet  in  the  clear.  The  road- 
way is  a  uniform  curve,  being  the  segment  of  a  very  large 
circle. 

The  architecture  of  this  bridge  is  exceedingly  beautiful,  and 
great  taste  is  displayed  in  the  design ;  the  bays  over  each  of 
the  piers  being  supported  by  Ionic  columns,  which  give  a  light 
and  graceful  character  to  this  really  handsome  edifice ;  and 
it  is  to  be  regretted,  that  the  materials  of  whic-h  it  is  com- 
posed are  of  so  perishable  a  nature.  In  consequence  of  the 
curved  roadway,  the  entablature  of  the  columns  is  not  made 
horizontal ;   and   the   consequent  inequality   in   the   height 


of  the  columns,  is  a  marked  defect  in  an  aesthetic  point  of 
view.  The  parapets  of  this  bridge  are  formed  by  a  very 
handsome  stone  balustrade,  4  feet  10  inches  in  heiizht;  so 
that,  while  the  security  of  persons  passing  over  the  bridge  is 
amply  assured,  the  view  both  up  and  down  the  river  is  unin- 
terrupted. The  expense  of  constructing  Blackfriars  Bridge 
amounted  to  £152,840. 

The  plan  of  forming  the  foundations  by  means  of  caissons, 
was  unfortunately  again  resorted  to  in  this  case,  and  although 
short  piles  were  driven  into  the  bed  of  the  river  on  which 
the  bottoms  of  the  caissons  were  made  to  rest,  still  the 
scouring  process  to  which  the  channel  of  the  Tliames  has 
been  subjected  of  late  years,  has  seriously  affected  the  stability 
of  the  piers,  and  the  change  which  has  consequently  taken 
place  in  the  form  of  some  of  the  arches,  plainly  point  out  the 
necessity  of  constructing  a  new  bridge  for  this  reach  of  the 
river  at  no  very  distant  period. 

Waterloo  Bridge  is  one  of  the  finest  stone  bridges  con- 
structed over  the  Thames ;  its  bold,  solid  style  of  architec- 
ture being  admirably  suited  to  the  character  of  a  bridge  over 
a  large  and  important  river,  where  massiveness  and  strength, 
combined  with  taste  in  design,  have  been  judiciously  and 
pleasingly  combined ;  and  when  to  these  considerations  are 
added  the  circumstance  of  its  having  a  roadway  j)crfectly 
level  throughout,  we  may  safely  come  to  the  conclusion,  that 
it  is  one  of  the  most  successful  specimens  of  bridge-building 
which  has  ever  been  produced.  The  celebrated  Caiiova  was 
loud  in  its  praises,  and  extolled  it  as  the  beau-ideal  of  such 
constructions. 

It  was  built  by  the  late  eminent  engineer  Rennie,  who 
submitted  two  plans,  one  with  seven  arches,  and  the  other 
nine ;  the  latter  was  adopted,  and  the  first  stone  of  the  new 
structure  was  laid  in  the  October  of  1811.  The  foundations 
he  formed  by  means  of  coffer-dams,  composed  of  three  rows 
of  piles  one  within  the  other,  at  a  distance  of  about  3^  feet 
between  the  rows ;  the  intermediate  spaces  having  been 
carefully  filled  in  with  well-rammed  clay.  The  water  was 
then  pumped  out  of  the  cofler-dam,  and  piles  a  foot  square, 
and  about  20  feet  long,  were  driven  into  the  bed  of  the  river. 
A  framework  of  timber  was  then  constructed  on  the  top  of 
those  piles,  and  the  spaces  between  the  pile-heads,  to  a 
depth  of  aljout  a  foot  and  a  half,  were  filled  in  with  stones 
tightly  packed,  and  well  grouted  with  liquid  mortar.  A  floor 
of  beech-planking,  six  inches  in  thickness,  was  bolted  to  the 
timber  frame-work,  on  which  the  masonry  of  the  piers  and 
abutments  was  then  commenced. 

The  entire  surface-work  of  this  bridge  was  built  of  Corn- 
ish granite,  and  the  interior  consists  principally  of  Craigleith 
sandstone,  well  bonded,  and  cemented  by  a  grouting  of  mor- 
tar. The  spandrels  of  the  arches  wore  left  hollow,  to  avoid 
an  undue  loading  of  the  haunches,  with  the  exception  of  six 
transverse  brick-walls,  for  the  purpose  of  supporting  the 
roadway. 

All  the  arches  of  the  bridge  are  the  same — semi-elliptical 
in  form,  120  feet  in  span,  and  having  a  rise  or  versine  of 
35  feet.  This  allows  a  clear  waterway  of  1,080  feet.  The 
piers  are  87  feet  long,  from  the  extremity  of  one  cut-water 
to  another;  they  are  30  feet  in  width  at  the  foundations,  and 
diminish  to  20  feet  at  the  springing  of  the  arches.  Over 
each  pier  there  is  a  rectangular  recess,  which  is  sujiporttd 
by  Doric  pillars,  these,  together  with  an  open  stone  balus- 
trade, give  a  certain  degree  of  lightness  to  the  edifice,  with- 
out interfering  with  its  characteristic  solidity. 

The  entire  length  of  Waterloo  Bridge,  including  its 
approaches,  which  are  built  on  land-arches,  at  either  side  of 
the  river,  is  2,456  feet. 

This  bridge  took  only  six  years  to  construct;  and  it  was 


so  carpfiillv  put  together,  every  stone  having  been  accurately 
put  into  its  place,  and  so  well  driven  home,  that  on  removing 
the  centres,  the  arches  did  not  sink  more  than  an  inch  and  a 
half  at  the  crown  ;  which  is  truly  wonderful,  when  their  im- 
mense span  is  taken  into  consideration. 

Waterloo  Bridge  was  built  by  a  Joint-Stock  Company, 
empowered  by  act  of  Parliament  to  raise  a  million  of  money  ; 
to  pay  ofl"  which,  and  reimburse  its  proprietors,  a  small  toll 
is  levied  from  passengers ;  and  now  that  the  South  Western 
Kailway  is  completed  as  far  as  the  Waterloo-station,  the 
traffic  over  the  bridge,  and  consequently  the  returns  derived 
from  the  tolls,  have  been  considerably  augmented. 

London  Bkidge  was  built  somewhat  to  the  west  of  the 
site  formerly  occupied  by  Old  London  Bridge,  an  antiquated 
stone  structure,  that  was  erected  about  the  beginning  of  the 
13th  century,  by  Peter  of  Colechurch,  who  combined  the 
professions  of  architect  and  priest:  he  died  in  the  year  1205, 
and  was  buried  in  a  crypt  within  the  centre  pier  of  the  old 
bridge,  over  which  there  was  a  chapel  dedicated  to  St. 
Thomas  a  Becket. 

The  contractors  for  the  building  of  the  new  bridge, 
Messrs.  Jolliffe  and  Bankcs,  under  the  superintendence  of 
Mr.  (now  Sir  John)  Rcnnie,  the  engineer,  droTe  the  first 
pile  of  a  coffer-dam  for  the  south  pier,  on  the  15th  of 
March,  1824. 

The  general  form  of  the  dam  was  elliptical.  Three  rows 
of  piles  shod  with  iron,  and  many  of  them  measuring  between 
80  and  90  feet,  were  driven  into  the  ground,  and  after  being 
bolted  together  by  means  of  walings,  the  spaces  between  them 
were  puddled  with  clay,  &c. ;  wooden  stays  or  props  were 
also  placed  between  the  ditTerent  rows  of  piles  and  the  interior 
space  of  the  dam,  strongly  truss-framed  between  longitudinal 
beams.  This  coffer-dam  having  been  completed,  the  first 
stone  of  the  new  bridge  was  laid  by  the  then  Lord  Mayor  of 
London,  in  the  presence  of  H.  11.  IL  the  Duke  of  York,  on 
the  15th  of  June,  1825. 

Piles  of  beech-wood  were  driven  into  the  natural  bed 
of  the  river,  consisting  of  stiff  blue  clay,  to  the  depth  of 
about  20  feet ;  two  rows  of  horizontal  sleepers,  about  a  foot 
square,  were  laid  on  the  tops  of  those  piles,  and  these  again 
were  covered  by  a  planking  of  beech,  G  inches  in  thickness; 
and  on  this  flooring  the  foundations  of  masonry  were  laid. 
The  same  system  was  adopted  for  all  the  piers  and  abut- 
ments. 

The  construction  of  centering  for  the  arches  was  the  next 
step  in  this  great  undertaking.  Each  centre  was  composed 
of  ten  frames,  joined  together  on  the  principle  of  the  diagonal 
truss — each  frame  icsted  at  either  end  on  a  pile  driven  into 
the  river.  The  ten  frames  were  then  boarded  over  with 
planks  placed  within  2  or  3  inches  of  each  other.  In  con- 
sequence of  a  difference  in  size  in  the  arches,  it  was  necessary 
to  have  four  sets  of  centres. 

On  these  centres  the  arches  were  turned  in  the  ordinary 
manner,  and  in  the  spandrels  hance-walls  were  built,  longi- 
tudinally, so  as  to  oppose  the  thrust  of  the  arches  without 
overloading  the  haunches.  On  the  top  of  those  walls  heavy 
blocks  of  stone  were  bedded,  and  on  these  were  laid  stone 
landings,  upon  which  w'as  placed  a  layer  of  tarras,  and  over 
that  again,  the  puddling,  on  which  the  roadway  was  formetl. 
The  first  arch  was  keyed  in  on  the  4th  of  August,  1827,  and 
the  last  on  the  I'Jth  of  November,  1828. 

The  approaches  on  either  side  of  the  bridge  were  carried 
on  arches  over  some  of  the  streets  running  along  the  banks 
of  the  river.  The  arch  over  Thames-street,  in  particular,  is 
worthy  of  attention,  being  very  fiat,  having  been  constructed 
over  the  roadway  and  both  the  footpaths  of  Thames-street, 
and  the  centering  for  it  had  to  be  so  made  as  to  leave  an 


unintemipted  passage  for  vehicles  and  pedestrians ;  it  was 
entirely  supported  by  struts  ranged  along  the  junction, 
between  the  carriage-way  and  footpaths,  and  the  abutments 
of  the  arch  ;  on  these  the  wedges  were  placed  upon  which  the 
centering  was  made  to  rest. 

The  only  alteration  in  the  original  plan  of  Mr.  John 
Renniej  the  engineer  who  designed  the  work,  w'as  the 
addition  of  6  feet  to  the  roadway,  and  an  increased  heigh^ 
of  2  feet  in  the  abutment  arches.  The  alteration  in  the 
width  of  the  roadway  was  loudly  insisted  on  by  the  public; 
and  the  government  ordered  that  the  additional  cost  it 
would  necessitate,  should  be  met  by  a  public  grant  to  the 
amount  of  .£42,000.  The  additional  height  in  the  side  arches 
was  proposed  by  the  present  Sir  John  Ivennie,  on  whom  the 
execution  of  the  work  had  devolved  on  the  demise  of  his 
father.  This  great  undertaking  was  entirely  completed  on 
the  last  day  of  July,  1831,  after  having  been  about  seven 
years  and  a-half  in  the  course  of  construction. 

London  Bridge  is  composed  of  five  semi-elliptical  ai'chcs, 
four  piers,  and  two  abutments.  The  centre  arch  is  152  feet 
span,  having  a  rise  of  29  feet  6  inches  above  high-water 
mark.  The  two  arches  next  to  this  arc  each  140  feet  in 
span,  and  rise  27  feet  6  inches.  The  two  abutment  arches 
are  130  feet  in  span,  and  rise  24  feet  6  inches.  The  two 
piers  which  support  the  centre  arch  are  each  24  feet  wide, 
and  the  others  22  feet  in  width. 

The  line  of  roadway,  which  is  the  segment  of  a  great 
circle,  the  rise  being  only  1  in  132,  is  marked  externally  by 
a  modillion  cornice,  over  which  there  is  a  close  parapet  wall 
in  place  of  the  open  balustrade  which  we  have  mentioned 
connected  with  the  other  three  stone  bridges. 

The  abutments  are  each  73  feet  at  the  base.  On  either 
side  of  these  are  two  straight  flights  of  steps,  22  feet  in 
width. 

The  entire  length  of  the  bridge,  from  the  extremities  of 
the  abutments,  is  928  feet ;  and  the  clear  water-way  is  090 
feet.  The  carriage-way  is  35  feet  wide,  and  each  of  the 
footpaths  9  feet. 

This  admirable  bridge  was  built  of  the  best  Aberdeen, 
Penryn,  and  Heytor  granite  ;  and  the  quantity  of  stone  used 
in  its  construction  amounted  to  120,000  tons.  In  addition  to 
this,  many  of  the  arches  forming  the  approaches  were  built 
of  brick.  Tlie  cost  of  construction  for  the  bridge  itself  was 
but  little  over  half  a  million  of  money;  but  the  expense  of 
making  new  approaches,  jjurchase  of  land  for  the  same,  and 
cutting  through  valuable  and  important  premises,  increased 
the  expense  considerably  ;  and  the  various  sums  expended 
on  the  new  bridge,  and  the  different  improvements  it  ren- 
dered necessary,  came  to  nearly  two  millions  sterling;  to 
which  amount  the  government,  however,  contributed  to  a 
considerable  extent. 

London  Bridge  was  opened  to  the  public  on  the  1st  of 
August,  1831,  by  King  William  the  Fourth,  who  proceeded 
in  state  by  water,  to  be  present  at  the  inauguration  ceremony, 
attended  by  the  most  distinguished  personages  connected  with 
his  court ;  and  the  king  took  the  opportunity  of  compliment- 
ing the  citizens  of  London  on  the  "skill  and  talent"  which 
they  had  displayed  in  "  many  magnificent  improvements," 
and  especially  in  the  successful  accomplishment  of  that 
splendid  undertaking.  The  day's  festivity  was  concluded  by 
a  princely  banquet,  which  was  served  up  on  London  Bridge  ; 
and  that  beautiful  erection,  admirable  in  design — simple  in 
appearance — but  substantially  useful  in  its  character,  became 
thenceforward  public  property,  and  was  freely  tlu'own  open, 
without  toll  or  restriction,  for  the  use  and  benefit  of  the 
entire  nation. 

Skew  Bkidoes  may  fairly  come  under  the  head  of  Stone 


Bridge  ;  for  though  they  are  frequently  built  of  brick  and 
other  materials,  the  vast  majority  of  such  constructions  are 
either  formed  of  stone,  or  stone  and  brick  combined. 

Oblique,  or  Skew  bridges,  have  been  introduced  contem- 
poraneously with  railways  ;  for  few  bridges  of  the  kind  were 
constructed  anterior  to  that  time.  We  hear,  indeed,  of  one 
having  been  thrown  over  the  river  Mugone,  at  Florence,  so 
early  as  the  year  1550 ;  but  the  true  principles  on  which 
oblique  bridges  depended  were  not  previously  known  or 
studied,  as  their  application  to  general  purposes  was  rarely, 
if  ever,  absolutely  adled  for,  until  the  plan  of  rapid  locomo- 
tion, which  the  system  of  railwa\  s  gave  rise  to,  made  their 
use  constant,  and  in  many  cases  indispensable. 

In  the  construction  of  oblique  bridges,  the  main  object  to 
be  kept  in  view  is  to  bring  the  thrust  of  the  arch  into  such  a 
position  as  will  enable  the  abutments,  or  piers,  properly  to 
counteract  it ;  and  the  most  effective  way  of  so  doing,  and 
at  the  same  time  the  most  simple,  is  found  to  be  by  making 
the  direction  of  the  courses  at  right  angles  to  the  face  of  the 
bridge. 

There  have  been  various  methods  suggested  for  building 
these  bridges  ;  but  the  one  most  commonly  adopted,  is  to 
form  the  arch  by  regular  spiral  courses,  all  parallel  to  one 
another,  and  so  arranged,  that  any  section  taken  at  right 
angles  to  the  axis  of  the  cylindrical  segment  which  constitutes 
the  arch,  shall  exhibit  the  coursing-joints  tending  in  a  radial 
direction  to  the  centre  of  the  cylinder  at  the  point  of  section. 
All  the  voussoirs  are  rectangular  in  plan,  both  on  the  e.xtrados 
and  intrados,  with  the  exception  of  those  on  the  faces  of  the 
bridge,  because  a  spiral  line,  touching  the  outer  edge  of  both 
abutments,  would  form  a  curve  of  contrary  flexure,  falling 
partly  within  and  partly  without  the  line  bounding  the  arch. 
In  this  case,  the  face-line  will  evidently  not  be  parallel  to 
the  heading-joints  of  the  voussoirs,  which,  therefore,  will  be 
of  a  constantly  vary  ing  shape  and  size  on  the  faces  of  the 
bridge.  Again  ;  it  is  important  to  remark,  that  in  this  par- 
ticular system  of  construction,  the  joints  of  the  voussoirs  are 
not,  properly  speaking,  straight  lines  on  the  elevation  of 
the  arch,  but  segments,  whose  chords  should  all  tend  to  a 
common  centre,  which,  in  every  case,  must  be  more  or  less 
below  the  axis  of  the  cylinder,  according  to  the  angle  of  the 
skew  bridge. 

One  of  the  best  works  on  the  subjectof  skew  bridges,  was 
written  by  Buck,  wherein  formulte  are  given,  from  which  all 
the  dimensions  of  skew  arches  of  every  kind  may  be  arrived 
at  with  mathematical  accuracy,  and  the  principles  of  their 
construction  are  clearly  and  correctly  explained.  Nicholson 
published  two  admirable  works  on  this  important  department 
of  bridge-building — one  in  18-28,  entitled,  "A  Practical 
Treatise  on  Masonry  and  Stone-cutting ;"  and  the  other  in 
1839,  called,  "  A  Treatise  on  the  Oblique  Arch."  To  him 
we  are  indebted  for  the  first  sound  exposition  of  the  princi- 
ples on  which  such  constructions  are  founded  ;  and  from 
the  practical  bearing  of  this,  as  of  all  his  work-;,  it  was  of  the 
greatest  use  in  presenting  the  subject  to  men's  minds  in  a 
correct  and  intelligible  point  of  view,  and  setting  it  forth  in 
its  proper  light. 

The  method  of  forming  oblique  arches,  as  above  explained 
and  treated  of  by  Buck  and  Nicholson,  supposes  the  arch  to 
be  a  segment  of  a  circle  on  the  square  section.  It  is  not, 
however,  necessary  that  such  should  be  the  case  ;  the  form 
of  the  arch  may  be  elliptical  on  the  square  section,  in  which 
case  the  elevation  is  a  much  flatter  ellipse,  according  to  the 
amount  of  skew ;  as  it  is  clear  that  the  minor  semi-axis  is 
constant,  v.-hile  the  major  semi-axis  will  increase  with  the 
skew  ;  and  this  arch  may  bo  again  modified  by  making  the 
joints  of  the  voussoirs  perpendicular  to  the  radius  of  curva- 


ture on  the  square  section,  instead  of  making  them  tend  to 
the  axis  of  the  cylindrical  segment. 

Many  changes  of  this  kind  have  been  recommended  and 
tried,  with  varying  success,  by  Messrs.  Hart,  Adie,  Roebuck, 
and  several  others. 

Stone  Columns,  such  columns  as  are  constructed  of  stone  ; 
in  which,  the  fewer  the  joints,  the  better  the  appearance. 
If  columns  are  necessarily  composed  of  more  than  one  piece, 
from  the  difliculty  of  procuring  stones  of  suflficient  magnitude, 
they  ought  to  consist  of  three,  five,  or  some  odd  number; 
more  especially  if  the  joints  be  few  in  number,  than  when 
they  are  many. 

In  columns  constructed  of  several  pieces,  a  mould  must 
be  made  for  every  joint ;  and  in  setting  the  pieces,  a  sheet 
of  thin  milled  lead,  well  bedded  in  white-lead,  ought  to  be 
inserted  between  the  joints,  so  as  to  come  within  about  three- 
quarters  of  an  inch  of  the  convex  surface  of  the  column. 

In  the  act  of  building,  the  diminishing  rule  ought  to  be 
applied  to  every  course  as  it  is  set;  and  when  the  whole 
column  is  completed  to  its  height,  it  ought  to  be  tried  again, 
and  all  the  inequalities  in  the  height  reduced  to  the  regular 
curve  ;  for  it  is  hardly  possible,  even  though  constructed  by 
the  best  workmen,  that  some  irregularities  should  not  occur: 
and,  at  the  same  time,  the  circularity,  or  roundness,  of  the 
column  ought  to  be  attended  to. 

The  most  accurate  method  of  fluting  columns  is,  to  cut  the 
flutes  after  the  columns  are  built,  and  brought  to  the  curve; 
but  in  performing  this,  great  care  ought  to  be  taken  to  pre- 
vent the  chipping  of  the  stone  at  the  joints  ;  which  is  best 
avoided  by  working  each  adjoining  stone,  or  piece,  from  the 
joint,  at  least  so  far  as  to  be  out  of  danger  of  splitting  the 
part  of  the  stone  next  to  it. 

Stone  Stairs,  those  constructed  of  stone.  When  stone 
stairs  are  supported  by  a  wall  at  both  ends,  nothing  dillicult 
can  occur  in  the  construction  ;  in  these  the  inner  ends  of  the 
steps  may  either  terminate  in  a  solid  newel,  or  be  tailed 
into  a  wall  surrounding  an  open  newel.  Whore  elegance 
is  not  required,  and  whci'c  the  newel  does  not  exceed  two 
feet  six  inches,  the  ends  of  the  steps  may  be  conveniently 
supported  by  a  solid  pillar  ;  but  when  the  newel  is  thicker, 
a  thin  wall  surrounding  it  would  be  cheaper. 

In  the  stairs  of  a  basement  story,  where  there  are  geome- 
trical stairs  above,  the  steps  next  to  the  newel  are  generally 
supported  upon  a  dwarf  wall. 

Stone  geometrical  stairs  have  the  outer  end  fixed  in  the 
wall,  and  one  of  the  edges  of  every  step  supported  by  the  edge 
of  the  step  below,  and  constructed  with  joggled  joints,  so  that 
they  cannot  descend  in  the  inclined  direction  of  the  plane, 
nor  yet  in  a  vertical  direction  ;  the  sally  of  every  joint  tbrms 
an  exterior  obtuse  angle  on  the  lower  part  of  the  upper  step, 
called  a  back  rebate,  and  that  on  the  upper  part  of  the  lower 
slop,  of  course  an  interior  one,  and  the  joint  formed  of  these 
sallies,  is  called  a  jor/gle,  which  may  be  level  from  the  face 
of  the  risers,  to  about  one  inch  within  the  joint.  Thus  is  the 
plane  of  the  tread  of  each  step  continued  one  inch  within  the 
surface  of  each  riser,  and  the  lower  partof  the  joint  is  a  nar- 
row surface,  perpendicular  to  the  inclined  direction,  or  sollit, 
of  the  stair  at  the  end  next  to  the  newel. 

In  stairs  constructed  of  most  kinds  of  stone,  the  thickness 
of  every  step  at  the  thinnest  place  of  the  end  next  to  the 
newel,  need  not  exceed  two  inches  for  steps  of  four  feet  in 
length,  measuring  from  the  interior  angle  of  every  step  per- 
pendicular to  the  rake.  The  thickness  of  steps  at  the  interior 
angle  should  be  proportioned  to  the  length  of  the  step  :  but 
allowing  the  thickness  of  the  steps  at  each  interior  angle  to 
be  sufficient  at  two  inches,  the  thickness  of  steps  at  the 
interior  angles  will  be  in  inches  half  the  length  of  the  steps 


irt  foot :  thus,  a  step  of  five  feet  long  would  be  two  inches 
and  a  half  at  that  place. 

'J'he  stone  platforms  of  geometrical  stairs,  viz.,  the  landings, 
half-paces,  and  quarter-paces,  are  constructed  of  one,  two,  or 
several  stones,  as  they  can  be  procured.  Wiicn  tlie  platform 
consists  of  two  or  more  stones,  the  first  platform  stone  is 
laid  upon  the  last  step  that  is  set,  and  one  end  is  tailed 
in  and  wedged  into  the  wall  ;  the  next  platform  stone  is 
joggled,  or  rebated,  into  one  set,  and  the  end  also  fixed 
into  the  wall,  as  that  and  the  preceding  steps  are ;  and 
thus  with  every  stone  in  succession,  till  the  platform 
is  completed.  If  there  is  occasion  for  another  flight  of 
steps,  the  last  stone  of  the  platform  becomes  a  spring  stone 
for  the  next  step,  and  the  joint  is  to  be  joggled,  as  well  as 
those  of  the  succeeding  steps,  in  the  same  manner  as  in  tiio 
first  (light.  Geometrical  stairs,  executed  in  stone,  depend 
upon  the  following  principle:  that  everybody  must,  at  least, 
be  supported  by  three  points  placed  out  of  a  straight  line,  and 
consequently,  if  two  edges  of  one  liody  in  ditlerent  directions 
be  secured  to  another,  the  two  bodies  will  be  immovable  in 
respect  to  each  other.  This  last  is  the  case  in  a  geometrical 
stair :  one  end  of  a  stair  stone  is  always  tailed  into  the  wall, 
and  one  edge  either  rests  on  the  ground  itself,  or  on  the  edge 
of  the  preceding  stair  stone,  whether  it  be  a  plat  or  step. 
The  stones  of  a  platform  are  generally  of  the  same  thickness 
as  those  forming  the  step.-!. 

Stoxe  Walls,  such  walls  as  are  constructed  of  stone. 
The  modern  methods  of  constructing  stone  walls,  with  a 
description  of  the  materials  employed,  have  already  been 
given  under  the  head  AIasonry  ;  we  shall,  therefore,  confine 
this  article  to  the  construction  of  walls  used  by  the  ancient 
Greeks  and  Romans. 

Vitruvius  has  left  us  an  account  of  the  construction  of  the 
walls  of  the  ancients  as  follows:  "The  sorts  of  walls  are 
the  reticulated,  {Figure  1,)  and  the  ancient,  which  is  called 
the  uncertain,  [Figure  2.)  Of  these,  the  reticulated  is  the 
handsomest,  but  the  joints  are  so  ordered,  that  all  the  parts 
of  the  courses  have  an  infirm  position ;  whereas,  in  the 
uncertain,  the  materials  rest  firmly  one  upon  the  other,  and 
are  interwoven  together ;  so  that  they  arc  much  stronger 
than  the  reticulated,  though  not  so  handsome.  Both  sorts 
are  formed  of  very  small  pieces,  that  the  walls,  being  satu- 
•  rated  with  mortar,  may  endure  the  longer  ;  for  the  stones, 
being  of  a  porous  and  spongy  nature,  absorb  the  moisture 
from  the  mortar  ;  and  when  there  is  an  abundance  of  mortar, 
the  wall,  having  more. humidity,  will  not  so  soon  decay,  but 
will,  on  that  account,  be  rendered  more  durable;  fiir  as  soon 
as  the  humidity  is  extracted  from  the  mortar  by  the  suction 
of  the  stones,  then  the  lime  and  sand  separating,  the  cement 
is  dissolved,  and,  the  mortar,  no  lunger  uniting  the  materials, 
the  walls  soon  become  ruinous.  This  may  be  observed  in 
some  tombs  near  the  city,  which  are  built  with  marble,  or 
hewn  stone,  and  the  internal  parts  I'ammed  with  rubble 
stones;  the  mortar  being  by  length  of  time  drained  of  its 
humidity  by  the  suction  of  the  stones,  and  the  union  of  the 
joints  being  dissolved,  they  separate  and  fall  to  ruin. 

"To  avoid  this  error,  the  middle  space  [Fif/urc'i)  mustrbe 
strengthened  with  abutments  of  the  red  hewn-stone,  or  bricks, 
or  common  (lints,  built  in  walls  two  feet  thick,  and  bound  to 
the  front  with  cramps  of  iron  fixed  with  lead  ;  for  the  work 
being  thus  built  in  a  regular  manner,  and  not  laid  in  promis- 
cuous heaps,  will  remain  without  defect;  and  being,  by  the 
orderly  arrangement  of  the  courses  and  j<jints,  firmly  united 
and  bound  together,  it  will  not  bo  liable  to  fractures,  nor  will 
the  abutments  suffer  it  to  fall  to  decay.  For  this  reason,  the 
walls  of  the  Greeks  are  not  to  be  despised ;  for  though  they 
do  not  use  smootli  or  polished  materials,  yet  where  they  dis- 


continue the  square  stones,  they  lay  the  flints,  or  common 
hard  stones,  that  they  use,  in  the  same  nuunier  as  bricks  are 
generally  laid,  bonding  the  courses  together  with  alternate 
joints,  and  thus  making  their  works  strong  and  durable. 

"These  walls  they  build  in  two  manners;  one  is  called 
isodomum,  [Figure  3,)  and  the  other  pseudisodoDiwn, 
[Figure  4.)  isodomum  is  when  all  the  courses  are  of  an 
equal  thickness ;  and  pseudisodomum  when  they  are  unequal. 
Both  these  sorts  are  firm  ;  first,  because  the  stones  themselves 
are  of  a  compact  and  solid  nature,  and  do  not  absorb  the  mois- 
ture from  the  mortar,  but  preserve  its  humidity  to  a  great 
age ;  and,  secondly,  being  situated  in  regular  and  level 
courses,  the  mortar  is  prevented  from  falling,  and,  the  whole 
thickness  of  the  wall  being  united,  it  endures  perpetually. 

"■Another  sort  is  that  which  they  call  empleclon,  [Figure 
5  and  G,)  which  is  also  used  by  our  villagers.  The  faces  of 
the  stones,  in  this  kind,  arc  smooth  ;  the  rest  is  left  as  it  grows 
in  the  quarry,  being  secured  with  alternate  joints  and  mortar; 
but  our  artificers,  quickly  raising  a  shell,  which  serves  tor  the 
faces  of  the  wall,  fill  the  middle  with  rubble  and  mortar;  the 
walls,  therefore,  consist  of  three  coats,  two  being  the  faces, 
and  one  the  rubble  core  in  the  middle,  [Figure  5  and  G.) 
But  the  Greeks  do  not  build  in  that  manner ;  they  not  only 
build  the  facing  courses  regularly,  but  also  use  alternate 
joints  throughout  the  whole  thickness,  not  ramming  the  mid- 
dle with  rubble,  but  building  it  the  same  as  the  face,  and  of 
one  united  coat  they  construct  tlie  wall ;  besides  this,  they 
dispose  single  pieces,  a,  which  they  call  diatonos,  in  the 
thickness  of  the  wall,  extending  from  one  face  to  the  other, 
which  bind  and  exceedingly  strengthen  the  walls.  Those, 
therefore,  who  would  build  works  of  long  duiation,  must 
attend  to  these  rules,  and  make  use  of  such  methods  of  build- 
ing ;  for  the  smooth  polish,  and  beautiful  appearance  of  the 
stones,  will  not  prevent  the  wall  from  being  ruined  by  age." 

STOOTHINGS,  a  term  used  in  the  north  of  England,  and 
perhaps  in  some  parts  of  the  south  of  Scotland,  for  battening 
to  walls. 

STORY-POSTS,  upright  timbers,  disposed  in  a  story  of  a 
building,  lor  supporting  the  superincumbent  part  of  the  exte- 
rior wall,  by  means  of  a  beam  over  them.  They  are  chiefly 
used  in  sheds  and  workshops.  Story -posts  should  have  a 
solid  wall  below,  or  they  should  stand  iqion  a  strong  wooden 
sill,  or  upon  inverted  arches,  or  upon  large  stones,  with  their 
ends  let  into  sockets.  When  the  distance  between  story- 
posts  is  considerable,  they  should  have  two  braces  on  either 
side  ;  and  these  should  be  resisted  at  the  top  by  a  straining- 
beam,  and  at  the  bottom  by  joggles  cut  in  the  posts  them- 
selves ;  the  upper  surface  of  the  straining-beam  should  also 
coincide  with  the  lower  surface  of  the  upper  beam,  or  bres- 
summer.  In  cases  where  the  distance  between  the  story- 
posts  is  still  greater  than  above  supposed,  not  only  braces 
and  straining-beams  are  to  be  employed,  but  every  interval 
should  be  arched  upon  the  top  of  the  bressummer. 

STORY-rosTS,  or  PiucK-PosTS,  as  they  are  called  in  old 
books  on  architecture,  are  used  in  wooden  buildings,  between 
the  stories,  to  support  the  floors. 

Storv-Rod,  a  measure  used  in  staircasing,  in  length  equal 
to  the  height  of  the  story  ;  or  from  the  upper  surface  of  the 
boards  of  one  floor  to  the  under  surliice  of  those  of  the  next ; 
it  isdivided  into  as  many  equal  parts  as  there  are  to  be  risers 
in  the  stair,  for  the  more  accurately  carrying  up  the  steps. 

STOUP,  a  stone  bason,  frequently  found  in  the  porches 
and  at  the  entrances  of  our  old  churches,  and  employed  to 
contain  holy  water,  with  which -the  worshippers  sprinkled 
themselves  upon  entering  the  church.  This  was  a  rclii^  of  a 
very  ancient  practice  observed  in  the  early  church,  and  the 
holy- water  stoup  seems  to  have  been  a  substitute  for  the  fbun- 
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tain  which  existed  in  the  atria  of  the  early  churches.  The 
stoup,  or  hetwtura,  in  our  old  churches,  is  of  small  size, 
usually  situated  in  an  arched  recess,  and  of  similar  form  to  the 
piscina,  which,  however,  has  its  place  by  the  side  of  an  altar, 
and  was  used  for  a  dilferent  purpose.  Many  examplesstill  exist 
of  various  forms,  and  of  dillerent  degrees  of  ornamentation. 

STHAIOJIIT-JUINTED  FLUOIJ,  a  floor  in  which  the 
joints  are  continued  from  one  end  of  the  apartments  to  the 
other ;  and  where  tiie  heading-joints  are  not  in  the  same 
straight  line,  as  in  folded  floors. 

STIlAL\li\G-PlECE,  or  Strutting-Piece,  a  piece  of 
timber  acting  in  opposition  to  two  equal  and  opposite  forces 
at  its  extremities,  for  the  purpose  of  preventing  their  nearer 
approach  towards  each  other.  Principal  rafters,  camber- 
beams,  hip-and-valley  rafters,  collar-beams,  or  straining- 
beams,  auxiliary  rafters,  or  principal  braces,  struts,  studs,  and 
story-posts,  are  all  of  this  description.  Straining-pieces  are 
distinguished  as  beams  or  sills  by  the  teiiu  beam  or  sill 
immediately  following  the  word  straining ;  as  straining- 
beams,  straining-braces,  or  straining-sills. 

Straining-Sill,  or  Strutting-Sill,  a  beam  that  is  both  a 
straining-piece  and  a  sill. 

Strap,  (from  the  Dutch,  strojjpe,)  in  carpentry,  an  iron 
plate  placed  across  the  junction  of  two  or  more  timbers,  either 
branched  out  or  straight,  as  may  be  found  requisite,  and  each 
branch  bolted,  or  keyed,  with  one  or  more  bolts,  or  keys, 
through  each  of  the  timbers,  for  the  purpose  of  securing  them 
together.  When  one  piece  of  timber  stands  upon  another, 
so  as  to  form  two  right  angles  on  the  same  side  of  the  stand- 
ing-piece, the  strap  is  most  frequently  made  to  go  round  the 
cross-piece,  and  to  embrace  the  two  opposite  sides  of  the 
standing-piece,  which  may  be  bolted,  or  keyed,  with  one  or 
two  bolts  passing  through  the  tails  of  the  strap.  When  it  is 
inconvenient  to  make  a  strap  embrace  both  opposite  sides  of 
the  timbers,  it  is  necessary  that  a  branched  strap  should  be 
placed  upon  each  side,  and  every  timber  must  be  bolted  to 
the  opposite  branches. 

When  two  pieces  of  timber  press  upon  each  other,  and  one 
of  them  extends  on  both  sides  of  the  joint,  a  strap  is  unne- 
cessary :  but  where  neither  extends  beyond  the  joint,  it  is 
necessary  to  have  one.  All  ties  having  shoulders  abutting 
against  transverse  pieces  at  the  ends,  whether  the  angle 
formed  by  the  transverse  pieces  be  right  or  oblique,  should 
be  strapped  to  those  pieces. 

STRATA,  the  layers  of  earth,  sand,  gravel,  clay,  chalk, 
stone,  and  other  substances,  which  form  the  crust  of  the  earth. 
A  knowledge  of  geological  strata  is  very  necessary  in  all  ex- 
tensive building-operations. 

STRENGTH  OF  JSIATERIALS,  the  force  which  any 
material  is  capable  of  resisting  before  it  breaks,  whether  from 
pulling,  compressing,  squeezing,  or  from  being  twisted,  or 
from  bending  by  a  force  applied  laterally. 

As  the  laws  of  resistance  are  the  same,  whatever  be  the 
material  employed,  under  the  specific  name  of  Strength  of 
Timber,the  reader  will  find  ample  sacisfiction,  at  least  as  far 
as  regards  useful  knowledge  in  its  application  to  practical 
architecture. 

Strength  of  Timber,  the  resistance  that  a  bar,  or  bcain, 
is  capable  of  exerting  against  a  superior  power,  before  it 
breaks,  whether  the  force  be  applied  in  its  longitudinal  or 
transverse  direction,  or  by  twisting.  The  theory  of  this 
subject,  illustrated  by  various  examples,  will  be  found  in  the 
following  Propositions  : — 

Proposition  I. —  The  force  which  elastic  strings,  or  fibrous 
bodies,  d-c.  exert,  when  drawn  or  compressed  in  a  direction  of 
their  iength,  is  proportional  to  the  increased  or  contracted 
space  to  which  they  are  lengthened  or  shortened. 


As  the  extension  or  contraction  of  bodies,  when  drawn 
out  or  compressed  by  superior  forces,  depends  entirely  on 
the  law  of  corpuscular  attraction ;  and  as  this  law  has  not 
yet  been  developed,  it  does  not,  therefore,  come  within  the 
limits  of  demonstration  :  but  from  numerous  experiments  on 
dilferent  elastic  bodies,  it  has  been  sufficiently  proved,  that 
when  these  bodies  have  been  stretched  by  forces  at  each  end, 
the  additional  lengthening  was  always  as  the  force  applied, 
except  when  near  the  jioint  of  breaking,  where  the  force  was 
something  less  than  in  that  proportion ;  and  when  compressed 
by  forces,  this  law  has  been  found  to  hold  equally,  except 
where  the  compressing  forces  were  enormous  ;  in  which  case, 
the  contracted  spaces  were  less  than  the  proportion  of  the 
force  ;  the  truth  may,  therefore,  be  looked  upon  as  suftioicntly 
established. 

Remark. — Dr.  Robert  Hook  was  the  first  who  attended  to 
this  subject,  and  assumed  this  law  as  a  property  of  bodies. 

Proposition  11. — If  a  beam  be  supported  at  the  two  ends, 
and  a  force,  or  weight,  applied  to  the  middle  of  it,  the  defec- 
tion of  the  beam,  or  space  through  which  it  bends,  will  be  as 
the  force  applied,  nearly. 

This  proposition  may  be  determined  from  the  law  of  elas- 
ticity and  attraction,  supposing  them  once  established  ;  but, 
perhaps  it  will  be  more  easily  determined  by  experiment ; 
and  the  analogy  is  the  same  with  regard  to  the  deflection  in 
this,  as  it  is  in  the  preceding  Proposition,  with  respect  to  the 
increase  or  decrease  of  length  ;  and  it  is  found  also  in  this, 
as  in  the  extended  state  of  the  other,  that  when  the  beam  is 
nearly  upon  the  point  of  breaking,  a  less  proportion  of  weight 
is  required,  than  the  space  through  which  the  beam  descends. 
Therefore  this  Proposition  may  also  be  looked  upon  as  suffi- 
ciently established. 

Proposition  111. — If  a  solid  be  supported  by  four  forces, 
of  which  two  and  two  are  parallel :  then,  in  each  pair  of 
parallel  forces,  one  force  is  equal  to  the  other,  and  its  direc- 
tion contrary. 

Plate  I.  Figure  3. — Let  a  b  c  d  represent  the  section  of 
a  solid,  supported  in  the  plane  of  its  section,  in  the  parallel 
directions  a  g,  c  p,  and  a  f,  c  s,  by  four  forces,  u,  p,  i,  l,  three 
of  which  may  be  weights  going  over  the  pulleys  g,  f,  s. 
Join  A  c ;  then  let  the  weight  p  be  represented  by  the  part  c  m, 
and  complete  the  parallelogram  c  m  n  o ;  make  a  r  equal 
to  o  c  ;  produce  g  a  to  k  ;  and  complete  the  parallelogram 
A  K  R  Q.  The  point  c  is  now  sustained  by  the  three  forces, 
c  o,  c  N,  c  M,  and  the  point  A  by  the  three  forces  a  q,  a  r,  a  k  ; 
and  the  forces  a  r  and  o  c  being  equal,  and  opposite  in  the 
same  straight  line,  they  mutually  balance  each  other.  Now 
the  triangles  a  k  r  and  o  n  c  are  similar,  and  a  r  is  equal 
to  o  c  ;  therefore  a  k  and  o  n  are  equal ;  that  is,  a  k  is  equal 
to  c  M,  as  a  Q  is  to  c  N ;  but  a  k  and  c  m  are  the  forces  at  ii, 
as  p  and  a  q  and  c  n  are  the  forces  at  i  and  l  ;  therefore  the 
forces  at  h  and  p  are  equal  to  each  other,  as  are  also  the 
forces  at  i  and  l.  Now,  as  the  string  c  f  is  in  a  state  of 
tension,  and  as  any  two  of  the  three  angles  p  c.s,  s  c  a,  a  c  p, 
are  greater  than  two  right  angles,  the  lines  c  s  and  c  a  are  in 
a  state  of  tension  ;  and  because  a  c  is  in  a  state  of  tension, 
a  g  and  a  f  are  so  likewise  ;  because  any  two  of  the  three 
angles  g  a  f,  f  a  c,  c  a  g,  are  greater  than  two  right  angles ; 
therefore  the  forces  in  each  pair  of  parallel  lines,  a  o,  c  p,  a  p, 
and  c  s,  act  equal  and  contrary  to  each  other. 

Corollary. — If  the  body  be  a  prism,  and  a  b  c  d  a  section 
parallel  to  one  of  its  faces  ;  and  if  the  directions  of  the  forces 
be  in  the  lines  a  b,  b  c,  c  d,  d  a,  then  the  force  at  p,  or  the 
contrary  force  at  ii,  is  to  the  force  l.  or  its  contrary  force  i, 
as  the  breadth  of  the  prism  to  the  length ;  for  as  the  triangles 
o  N  c  and  a  d  c  are  similar,  on:nc::ad:dc. 

Definition. — Power  is  the  weight,  or  force,  employed  to 


break  a  beam. — Momenlum  of  Power,  mechanical  eneryy,  or 
stress,  upon  a  r/h'en  section  of  a  solid,  the  force  which  a  power 
has  to  produce  iVacturc  at  that  section,  which  forms  the  ful- 
crum of  a  lever  acted  upon  by  such  power. 

CoroUarij. — Hence  the  strain  is  as  the  momentum  of 
power. 

Proposition  IV. — If,  instead  of  the  iceights  i,  l,  ii,  as  in 
the  last  Proposition,  the  points  a  and  d,  Figure  4,  be  sup- 
ported by  two  springs,  A  g  and  D  ii,  in  the  direction  a  b  and 
1)  c,  parallel  to  the  horizon,  and  by  a  2^rop  D  F,  perpendicular 
to  it ;  and  if  \  D  be  divided  into  any  two  parts,  a  e  and  e  », 
then  will  p  .  CD  =  ED  .  /  +  E  A  ./;  that  is,  the  momentum 
of  power  is  equal  to  the  smn  of  the  momentum  of  tension  and 
compression,  ivhere  fis  the  tension  of  the  upper  spring,  or  the 
compression  of  the  lower. 

For,  by  the  Corollary  of  the  last  Proposition,  /  :  p  :  : 
c  D  :  D  A  ;  therefore  p.  c  d  ^/.  d  a;  but  e  d  ./  +  e  a  ./^ 
AD./;  therefore  ed./+ea./=  p.cd. 

Corollary  1. — Hence,  if  a  prismatic  rectangular  beam,  a  b 
c  D,  projecting  from  a  wall,  be  loaded  with  a  weight,  p,  suffi- 
cient to  balance  the  resistance  of  the  fibres  at  the  place  of 
fracture  ;  there  will  be  a  certain  line  in  that  place,  on  which 
the  beam  will  turn  as  on  an  axis,  and  all  the  fibres  from  that 
line  to  the  upper  surface  will  be  extended  in  the  ratio  of  their 
distances,  whilst  all  those  below  will  be  compressed  in  the 
same  ratio  towards  the  lower  surface. 

Corollary  2. — Hence,  if  e  be  the  i|uiescent  axis,  the  forces 
of  all  the  fibres  in  a  state  of  tension  will  be  equal  to  e  a  .f; 
and  those  in  a  state  of  compression  will  be  equal  to  e  d  .  f  ; 
their  whole  resistance,  therefore,  is  equal  to  e  a  ./  +  k  d  ./J 
that  is,  equal  to  the  weight,  or  power,  p,  multiplied  by  its 
distance,  d  c,  from  the  wall,  the  momentum  of  power. 

PuoPOSiTiON  V.  Figure  5. — If  a  beam  be  supported  by 
the  two  ends,  a,  b,  and  a  weight,  w,  be  applied  over  the  middle 
section,  c  D  ;  then  will  the  momentum  ofjiower  occasioned  by 
the  weight,  w,  to  overcome  tlie  resistance  of  the  beam,  be  equal 
to  half  the  weight,  w,  multiplied  into  half  the  length  of  the 
beam. 

For  the  beam  is  under  the  same  circumstance  as  if  it  had 
been  supported  by  three  forces  in  parallel  directions  ;  and 
because  the  weight,  w,  is  in  the  middle  of  the  beam,  each  of 
the  props  must  support  half  of  it.  Now  the  part  d  b  may 
be  considered  as  if  acted  upon  by  a  power  at  b,  equal  to  half 
the  weight,  w,  drawing  it  upwards,  while  the  other  part,  a  c, 
is  fixed  in  the  same  manner  as  if  built  in  a  wall;  therefore, 
by  the  last  Proposition,  the  force  to  balance  the  resistance  made 

w 
by  the  fibres  at  the  section,  c,  will  be  equal  to  —  X  d  b. 

Corollary  1. — Hence,  if  the  weight,  w,  be  given,  the  strain 
at  c  will  be  as  the  length,  a  b. 

Corollary  2. — Hence  it  is  also  evident,  that  in  beams  of 
the  same  dimensions  of  breadth  and  depth,  the  strain  by  their 
own  weight  is  as  the  square  of  the  length  ;  because  the 
weight  is  as  the  length. 

Corollary  3. — The  greatest  strain  is  where  the  weight  is 
applied. 

Corollary  4. — If  there  are  two  beams,  having  equal  w'eights 
placed  upon  them,  so  as  to  divide  them  into  segments  of  equal 
ratios,  the  strain  in  each  will  be  as  its  length. 

Corollary  5. — Hence  the  strain  in  a  beam  fixed  in  a  wall, 
fv»m  any  weight  hung  to  its  end,  is  equal  to  the  strain  in  a 
beam  of  twice  the  length,  with  double  the  weight,  supported 
at  the  ends. 

Proposition  VI.  Figure  C. — //'  a  beam,  a  n,  be  supported 
in  four  points,  a,  b,  c,  u,  and  a  locight,  w,  appended  to  the 


middle  of  the  jmrt  c  r>  at  y,  it  luill  carry  twice  as  much  as  if 
it  were  only  supported  by  the  two  middle  points  c  d. 

For,  suppose  the  beam  cut  through  at  the  section  e,  then, 
by  Corollary  5  of  the  last  Proposition,  the  strain  at  c,  from 
a  weight  at  e,  will  be  equal  to  the  strain  in  a  beam  of  double 
the  length  ;  therefore  it  will  require  the  same  weight  to 
break  the  parts  e  c  and  e  d,  at  c  and  d  together,  when  cut  at 
E,  as  it  would  when  c  d  is  whole,  and  supported  at  c  and  d 
only  :  therefore,  to  break  all  the  three  sections  c,  e,  d,  at 
once,  it  will  require  twice  that  weight. 

Proposition  VII.  Figure  7. — If  a  weight,  w,  or  any 
force,  act  2>crpendicular  to  the  length  of  a  beam,  supported 
at  the  two  extremities,  k  and  b,  the  strain  at  the  section,  c,  on 
whicli  the  force  acts,  will  be  equal  to  the  rectanqle  of  the  two 
segments  into  the  weights,  divided  by  the  length  ;  that  is,  as 
A  c  .  o  B  .  w 

A  B 

For,  by  the  property  of  the  lever,  A  b  :  a  c  :  :  w :  the  force 

A  c  .  w     ,         ,  .  . 

at  B.  =: ;  but  the  strain  at  c,  from  a  force  acting  at 


B,  is  as  the  distance  and  force  applied  ;  that  is,  b  c 


A  c .  w 


A  c  .  c  B  .  w 


A  C  .  C  B   .  W 
~  A  B 

Corollary  1. — In  beams  of  equal  lengths,  the  strain  at  the 
section,  c,  is  as  the  rectangle  of  the  two  segments  and  the 
weight. 

Corollary  2. — In  beams  of  equal  lengths,  having  equal 
weights  applied,  the  strain  in  each  is  as  the  rectangle  of  the 
two  segments  only. 

Corollary  3. — If  the  force  applied  be  in  the  middle,  the 
strain  will  be  as  the  square  of  the  length. 

Corollary  4. — The  greatest  strain  of  a  beam  is  in  the  mid- 
dle, because  the  greatest  rectangle  is  there. 

Proposition  VIII.  Figure  8. —  Tlie  strain  on  any  section, 

D,  of  a  beam  resting  on  two  props,  a  and  b,  occasioned  by  a 

second  force  applied  perpendicularly  upon  another  section,  c, 

is  equal  to  the  rectangle  of  the  two  extreme  segments  into  the 

,..,,,      ,     ,        ,        ,       .    A  c  .  D  n  .  w,  , 

weight,  divided  by  the  length  ;  that  is, equal  to 

A  B 

tlie  strain  at  d. 

For,  by  Proposition  VII.,  the  strain  at  c  is 
but  the  strain  at  c  is  to  that  at  d  as  b  c  to  b  d  ;  therefore, 

AC.CB.WAC.BD.W  ,  ,         ,       . 

B  c  :  B  D  :  : —  : equal  to  the  stram  at  d. 

A  B  A  B 

Corollary  1. — Hence,  the  strain  at  d,  from  a  weight,  w, 
placed  at  c,  is  equal  to  the  strain  at  c,  from  the  same  weight, 
w,  placed  at  d. 

Corollary  2. — Hence,  the  strain  of  a  beam  at  any  section, 
from  an  equal  weight  placed  upon  any  other  section,  is  as  the 
rectangle  of  the  two  exterior  segments  directly,  and  length 
reciprocally. 

Corollary  3. — Hence,  in  the  same  beam,  from  the  same 
weight,  the  strain  at  any  section,  n,  by  the  weight  at  c,  is  as 
the  rectjingle  of  the  two  exterior  segments. 

Proposition  IX.  Figure  9. — If  a  weight  be  equally  dif- 
fused throughout  any  part,  b  c,  of  a  beam,  A  d,  the  strain  at 
either  end,  c,  of  the  diffused  part,  is  to  the  strain  at  the  same 
place,  from  the  same  weight  being  suspended  there,  as  a  b  + 
A  c  to  twice  A  c. 

Let  the  weight  of  the  part  u  c  tie  rejiresentcd  by  w,  and 
conceive  w  to  be  accumulated  in  its  centre  of  gravity,  e; 
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then,  by  the  last  Proposition,  the  strain  at   c   fi-om    the 

.,  .     AB  +  isC.CD.W         2AB   +   BC.CD.W 

■weight  w  IS — = 

°  AD  2  A  D 

(ab  +  ac.)cd.w  ,,      _,  ..       -.,,      .        ^     . 

i ^ ;  and,  by  Proposition  v  II.,  the  strain 


at  c,  supposing  w  to  be  suspended  there,  is 


Now, 


(ab+ac.)cd.w    ac.cd.w 

2  A  D  '  AD 


AC.CD.W 


;ab+ac:2ac. 


Proposition  X.  Figure  8. — The  strain  of  a  prismatic 
beam  supported  at  the  two  ends,  a  and  b,  hij  its  oiomoeir/ht  at 
any  section,  c,  is  equal  to  the  rectanr/le  of  the  two  segments 
into  the  weight  of  the  beam,  divided  by  twice  its  length  ;  that 

.      A  C  .  B  C 
2  A  B 

Conceive  the  parts  A  c  and  c  b  of  the  beam  to  be  accumu- 
lated in  their  centres  of  gravity,  f  and  a.  Let  w  equal  the 
weight  of  the  whole  beam  ;  the  weight  of  the  part  a  c  will  be 

AC.  W  B  C      W 

'- — ,  and  the  weight  of  the  part  b  c  will  be '■ — .      By 

A  u  °  ^  A  B  •' 

Proposition  VIII.,  the  strain  at  c,  from  the  weight  of  the 

.AF.CB  AC.W         AF.CB.AC.W  ,      , 

part,  A  c,  IS  — -^ —  X  = n: ,  and  the 


A  B 


A  B 


A  B' 


strain  at  c,  from  the  weight  of  the  part  b  c,  is '- x 

A  B 
CB.W        OB.AC.CB.W 


A  B  A  B* 

Therefore  the  whole  strain  at  c  will  be 

AF.CB. AC  +  GB.AC.CB                  (aF+OB.)aC.CB.W 
Xw  =i '— 


A  B' 

Now,  A  F   +   G  B 


;  therefore,  the  whole  strain  by  the 


whole  weight,  is 


A  c  .  B  c  .  w 

2  A  B 


Corollary  1. — Hence,  the  strain  of  a  beam  at  any  point,  c, 
from  a  weight  suspended  there,  is  double  what  it  would  be  at 
the  same  point,  c,  from  the  same  weight  being  uniformly  dis- 
tributed over  it ;  because,  by  Proposition  Vll.  the  stress  is 

AB.BC.W  ,,        _-  ..         —..AB.BC.W 

,  and  by  Proposition  X.  it  is r . 

A  B  J  r  2  A  B 

Corollary  2. — Because,  in  the  same  beam,  w  and  a  b  being 
gi\en,  the  strain  at  any  point,  c,  is  as  rectangle  of  the  two 
segments  a  c  and  c  b. 

THE  SAME  BY  FLUXIONS. 

Let  w  =  w,  equal  to  the  whole  weight  of  a  =:  a  c,  6  ^ 
B  c,  Z  =  A  B,  and  X  any  indeterminate  part,  a  p.     Then  the 

■   1        ,.  '"'  ^         n,„.  „  w  X       w  X 

weight  of  A  p  =  —J-,  and  the  fluxion  of  — p=  — ^  equal  to 

the  weight  acting  at  p.     Then,  by  Proposition  VIII.,  the 

O  tC        XO  X        0  to  X  JC 

strain  at  c,  from  a  weight  acting  at  p,  is  —  X  -j-—  — -~ —  ; 

therefore,  by  taking  the  fluent,  the  strain  at  c,  from  the 

o  w  x^ 
whole  weight  of  a  p  is  .     So  the  strain  at  c,  from  the 

•^    t 

weight  of  b  c,  will  be  found  to  be  — - — ;    therefore,  the 
whole  strain  tending  to  break  the  beam  at  c  is —^ 

(6   ( 


a  +  b  X  abw  a  +  h  x  abut 

-;  but  a  -f-  0  =  i;  therefore. 


2f 

abw      AcXcnXw 
21  ^  2Tb 
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Proposition  XI.  Figure  10. — If  a  prismatic  beam,  A  b, 
be  fixed  in  a  u<all  at  a;  the  strain  at  any  section,  c  D,/rom  its 
own  weight  will  be  as  the  square  of  the  distance,  u  c,  of  that 
section  from  the  extremity. 

The  strain  which  the  weight  of  the  part  b  c  occasions  at 
the  section  c  d,  is  the  same  as  if  the  whole  weight  of  b  c  were 
collected  in  its  centre  of  gravity,  r,  and  the  length  of  the 
lever,  c  f. 

Let  w  represent  the  whole  weight  of  a  b  ;  then,  because 
the  beam  is  prismatic,  the  weight  of  the  part  b  c  will  be 


B  c  .  w 


at  c  IS  c  f  X 


;  therefore, by  Proposition  IV.,  Corollary  2,  the  strain 

but  in  the 


w      B  c      B  c . 


B  C    .  W 

'  2ab  ' 


same  beam,  w  and  2  a  b  are  given  quantities,  consequently, 
the  strain  at  the  section  c  d  is  as  b  c'. 

Proposition  XII.  Figure  11. — To  determine  the  relative 
strength  of  a  rectangular  prismatic  beatn,  a  b  c  d,  projecting 
horizontally  from  a  wall,  supposing  the  beam  to  be  incompres- 
sible at  the  fulcrum. 

Let  a  b  c  d  be  considered  as  a  longitudinal  section,  and  let 
A  b  be  the  section  of  fracture ;  let  a  b  c  be  considered  as  a 
bent  lever,  whose  fulcrum  is  at  n  ;  a  b,  b  c,  the  two  arms  ; 
and  p  the  power  employed  to  overcome  all  the  resistances  in 
the  section  a  b.  Now,  in  the  act  of  breaking,  all  the  fibres 
in  A  B  will  be  stretched,  and  this  the  more  in  the  same  ratio 
as  they  are  more  remote  from  the  axis  of  fracture  passing 
through  n  ;  and  those  at  a  will  break  first.  Let  /  be  a  force 
just  sufficient  to  destroy  the  cohesion  of  a  fibre  :  also,  let  / 
equal  the  length,  d  equal  the  depth,  b  equal  the  breadth  or 
horizontal  dimension,  and  x  equal  any  indeterminate  distance 
from  B  ;  then,  because  the  tension  of  any  fibre  is  as  its  exten- 
sion (by  Proposition  I.)  and  the  extension  as  the  distance  of 

fx 
the  fibre  from  the  axis  of  fracture,  d  :  x  :  -.f :  —  the  force  or 

tension  of  a  fibre  ;  therefore,  the  force  of  all  the  fibres  in  the 

fbx 
breadth  is,  "^—7- ;  but  the  momentum  of  any  force  applied  to  a 
a 

lever,  is  that  force  multiplied  by  its  distance  from  the  fulcrum, 


consequently,  — ^j—  X  !c 


fbr 


,  the  momentum  of  the  fibres 


d     ^  d 

in  the  breadth  ;  and  the  sum  of  all  these  momenta  upon  the 

fb  x^  X       f  b  x^ 
lever  x  is  the  fluent  oi'—^ — =^-~--;  and  when  x  =  d, 
a  A  a 

fb3?     fbd'  ,,  ,  c  ,x.  ■         1 

i =■' :  now,  the  momentum  of  the  power  is  p  I, 

^  d  3 


therefore,  p  I 


./*'^. 


bd}  X 


/ 
3' 


bd>       f 


X 


3' 


the  same  without  fluxions. 


.fbx? 

The  momentum  of  the  fibres  in  the  breadth  is -, —  as 


d 


bx 


above  ;  but  — ^  is  the  section  of  a  pyramid,  having  b  and  d 
for  the  dimensions  of  its  base,  and  for  its  altitude  a,  at  the 


distance  x  from  t'le  vertex  ;  now,  the  sum  of  all  the ,    in 

the  altitude  (/  of  tli^  pyramid,  is  equal  to  the  whole  pyramid  ; 
but  every  pyramid  is  one-third  of  a  prism,  having  the  same 
base  and  altitude,  or  it  is  equal  to  one-third  of  the  base  mul- 

h  d  ,      .      ,   .         h  d 

tiplicd  by  its  altitude,  namely,  ~  X  a;  that  is,  d  times— ;^ 


are  equal  to  the  sum  of  as  many  times  "-^ ;  consequently, 


IT 


fbz^ 
the  sum  of  all  the  ^—-7—,  or  the  whole  momentum  of  resist- 


fbd^ 


as  above  ;  therefore,  p  Z  = 


fhd' 


_/l>d'  _ 
Corollary  1 


3- 


biP 
-isecause  p  =  —j—  X 


I'  -^  4 


=  b  d\  or 


given 


bd-" 
quantity,  p  is  as  — — 


that  is,  the  power  is  as  the  breadth 


and  duplicate  ratio  of  the  depth  directly,  and  length  recip 
rocally. 


Corollary  2. — Because  p  I  =  b  d''  x 


-    ,  and  TT  is  a  "ivcn 
3  3         ° 


Corollary  4. — Because  p 


-,  and  —  are 


quantity,  p  I  will  be  as  b  (P  ;  that  is,  the  power,  or  weight, 
multiplied  by  the  length,  is  as  the  breadth  multiplied  by  the 
square  of  the  depth. 

Corollary  3. — In  square  timber,  the  power  multiplied  by 
the  length  is  as  the  cube  of  the  breadth  or  depth. 

the  force,  or  power,  required  to  break  similar  prisms  is  as  the 
square  of  their  corresponding  dimensions. 

Proposition  XIII.  Figure  11. — To  determine  the  relative 
strenyth  of  a  prismatic  rectangxdar  beam,  projecting  horizon- 
tally from  a  wall,  supposing  it  to  turn  round  some  interme- 
diate axis,  in  the  section  of  fracture. 

Let  A  n  c  D  be  a  longitudinal  section  of  ihc  beam,  parallel 
to  two  vertical  sides  ;  now  it  has  been  shown,  by  Proposi- 
tion IV.  Corollary  1,  that  here  is  a  certain  line  passing 
tlirough  some  point,  e,  on  which  the  beam  turns  in  the  act 
of  bending,  or  brealiing:  that  all  tlie  fibres  above  this  line 
are  in  a  state  of  tension,  while  those  below  are  in  a  state  of 
compression ;  and  that  the  compression  or  extension  of  any 
fibre  is  as  its  distance  from  tiiat  line  ;  it  also  appears,  that 
p.CD  =  AK./-|-EB./;  where  /  is  the  whole  force  of 
extension  or  compression.  Let  ?re  equal  the  extension  of  a 
fibre  in  the  upper  part,  at  the  instant  of  breaking ;  n  equal 
the  compression  of  a  fibre  in  the  lower  surface  at  the  same 
instant ;  and  let  b  equal  the  breadth  of  the  beam  ;  a  =  a  e, 
e  =  En,  l=:BC,  x^^  any  indeterminate  part  of  a  e,  or  a, 
from  E  towards  a  :  then,  since,  by  Proposition  I.  the  force  of 
a  fibre  is  as  the  distance  to  which  it  is  extended  or  compressed, 

a  :  m  :  :  X  :  ,  the  force  of  a  fibre  at  the  distance  x ;  but 

a 

the  energy,  or  resistance,  of  this  force,  is  as  the  length  of  the 
lever,  x,  upon  which  it  acts  ;  consequently,  as ,  and  the 

7)1   b  x"^ 

sum  of  all  the  resistances  in  the  breadth,  is  ,   the 


whole  resistance  of  the  extended   fibres  in  x  is  the  fluent 
mbx^x      m  b  X?         ,,  ,       m  b  3^        m  b  a' 


of 


m  b  x^         ,     ,  ,       m  b  x' 

and  when  x  =  a,  then 


a  3a'"       '3a  3 

In  the  same  manner,  it  may  be  shown,  that  the  sum  of  all 

the  resistances  of  the  compressed  fibres  is  ,  and,  there- 

o 

fore,  the  whole  sum  of  all  the  extended  and  compressed 

.   mb  a^  +  n  b  e'' 

fibres  IS =ae./+  EB./=ip. 

o 

Now,  if  the  ratio  of  m  to  n  be  known,  that  of  a  to  e  will 

mba''  mba  nbe'' 

also  be  known  ;  for  /  a  =  — — — ,/ =  — - — ,  andfe  =  — - — • 


/ 


nbe    ,       .       nbe 
-,  therefore  ■ 


o 

mba 


m  a,  conse- 


3   '  3  3    ' 

quently,  n  :  m  :  :  a  :  e.  Hence,  it  will  be  seen,  that  the 
distance  of  the  axis  of  fracture  depends  on  the  nature  of 
timber.  Now,  let  rf  =:  a  +  e,  the  depth  of  the  beam,  and 
let  a  and  e  be  equal  to  each  other,  then  will  7n  and  n  be  also 

,       ,               .,  m  b  a'  -\-  n  b  e        m  b  d'         m 
equal  to  each  other  ;  and  ■ : 


m 


3  6 

bd^ 
X  bd'  =  v  I,  or  V  =  -j-  X 

It  will  readily  appear,  that  all  the  Corollaries  in  the  pre- 
ceding Propositions  will  equally  flow  from  this  ;  it  may, 
nevertheless,  be  observed,  that  the  relative  strength  of  such 
beams  as  are  equal  rectangular  prisms  of  homogeneous  tex- 
ture, upon  supposition,  is  only  one-half  of  what  is  expressed 
in  the  former. 

The  celebrated  Galileo,  who  first  undertook  the  discovery 
of  the  law  of  resistance,  supposes  that  at  the  place  of  fracture 
the  body  breaks  at  once,  so  diat  the  whole  of  the  filires  resist 
with  their  ultimate  force  :  a  supposition  that  would  be  cor- 
rect, were  the  matter  of  bodies  of  a  homogeneous  and 
unelastic  texture. 

Mariotte,  an  eminent  French  philosopher  and  mathemati- 
cian, who  first  corrected  the  Galilean  notion  of  equal  resist- 
ances made  by  the  fibres  of  a  beam  at  the  section  of  fracture, 
having  observed  that  all  bodies  bend  before  they  break,  con- 
sidered the  fibres  as  so  many  bent  springs,  which  never  exert 
their  utmost  force  till  stretched  to  a  certain  distance.  But 
the  axis  of  fracture  was  still  considered  as  in  the  convex  side 
of  the  beam.  Now,  as  it  has  been  shown,  that  timber  in  a 
state  of  bending,  or  breaking,  is  both  compressed  and  extend- 
ed, it  follows  that  this  axis  cannot  be  in  the  convex  surface, 
but  must  have  some  indeterminate  situation  between  the 
upper  and  lower  superficies.  To  compare  the  three  supposi- 
tions with  each  other  :  in  the  act  of  breaking,  the  resistance 
of  a  fibre,  according  to  Galileo,  is  a  constant  force  in  the 
section  of  fracture ;  therefore,  let/ denote  the  force  of  a  fibre, 
then  its  momentum  will  hofx,  and  the  sum  of  all  ihefx  will 

/  z*  f  x' 

be  the  fluent  of/  a;  i  =  ^r"'  *°"^  *^®  ^""^  °^  "'^  the "^  in  the 


breadth  will  be 


fbx" 


;  and  when  x  —  d,  the  depth, 


fb  x» 


—  i ,  for  the  relative  strength.     Now,  it  has  been  shown 

in  Proposition  XII.,  which  is  that  of.  Mariotte,  that  the  rela- 
tive strength  is  ' — - — ,  and  by  Proposition  XIIl.,  it  is  ^— — , 


,       fbd'fbd?        :,fbd' 
by  substituting  /for  )n  ;  but"    ^^   ,-— — ,  and  ,  are  to 


each  other  as  3,  2, 1  ;  hence,  the  relative  strength  of  beams, 
aecordhig  to  the  system  of  Mariottc,  is  two-thirds  of  Galileo's ; 
while,  according  to  the  supposition  of  the  axis  fracture  being 
in  the  middle  of  the  beam,  the  relative  strength  is  only  one- 
third  of  Galileo's,  or  half  of  Mariotte's. 

It  is  worthy  of  notice,  that,  although  the  relative  strength 
is  very  different  on  the  three  suppositions,  yet  in  each  it  is 
as  the  breadth,  duplicate  ratio  of  the  depth,  and  reciprocal 
ratio  of  the  length.  This  relation  is  the  most  important ; 
and,  if  exactly  true,  would  answer  every  purpose :  for,  by 
having  the  weight  that  a  piece  of  timber  of  any  given  dimen- 
sions will  carry,  that  which  a  piece  of  timber  of  any  other 
given  dimensions  would  bear,  might  be  ascertained,  without 
paying  any  attention  to  the  absolute  strength. 

A  very  commodious  formula  may  be  had  from  this  analogy, 
as  follows : — 

Suppose  a  piece  of  timber,  a  foot  in  length  and  an  inch 
square,  would  carry  w  pounds ;  let  I  be  the  length  of  any 
other  piece  of  timber  in  feet,  b  the  breadth,  and  d  the  depth 
in  inches ;   and  let  w  be  the  weight  in  pounds  that  these 

1  b  d^  w    .       .        , . 

dimensions  will  carry  ;  then  w  =  — j — ,  for,  by  this  ana- 


logy) 


1  X  V 


or  1 


b_£_ 


I 

w  ;   therefore,  w 


b  d°  w 


1      ' ^     -  .   -  .     •  ,  ,  ^     _ 

That  is,  the  strength  of  any  piece  of  timber  is  equal  to  the 
relative  strength  of  a  piece  of  timber  a  foot  in  length  and  an 
inch  square,  multiplied  into  the  breadth  and  square  of  the 
depth,  divided  by  the  length. 

Exam-pie. — Suppose  a  piece  of  timber  a  foot  in  length  and 
an  inch  square,  would  carry  500  pounds,  how  much  will  a 
piece  eight  feet  in  length  and  five  inches  square  carry  ? 
Here  w  =  500,  6  =  5,  and  rf  =  5 ;  therefore, 
hd?w      5  X  5«  X  500 


8 


7812.5. 


In  pieces  of  timber  of  the  same  length,  the  relative  strength, 
being  as  the  breadth  and  square  of  the  depth,  differs  but  in 
a  very  small  degree  from  that  which  actual  experiment  gives; 
but  in  order  to  show  how  far  the  practical  carpenter  may 
confide  in  the  rule  just  found  from  the  theory,  we  have  two 
sets  of  experiments,  made  on  oak  timber,  one  by  the  cele- 
brated French  engineer  Belidor,  on  a  small  scale,  the  other 
by  M.  De  Buffon,  much  more  extensive,  with  which  the 
result  found  by  rule  may  be  compared.  The  pieces  tried  by 
Belidor  were  sound,  evenly-grained  oak,  and  tolerably  well 
seasoned  ;  and  the  relative  strength  resulting  from  the  various 
dimensions  tried,  are  exhibited  in  the  following  Table ; 
where,  it  must  be  observed,  the  lengths  are  in  the  second 
vertical  column,  under  l,  on  the  left,  and  the  other  dimen- 
sions in  the  columns  under  the  initials  b  and  d.  The  weight 
required  to  break  the  beams  is  given  in  lbs.  in  the  fifth 
column.  Three  pieces  of  each  dimensions  were  tried,  and 
the  mean  taken.  The  experiments  were  of  two  kinds ; 
one  set  with  the  ends  loose,  the  other  with  the  ends  firmly 
fixed. 

In  the  following  table — 

No.  1  and  2  show  the  strength  to  be  as  the  breadth. 

No.  1  and  3,  as  the  square  of  the  depth. 

No.  1  and  4,  nearly  as  the  reciprocal  of  the  length. 

No.  4  and  5,  nearly  as  the  breadth  multiplied  into  the 
square  of  the  depth. 

No.  1  and  5,  nearly  as  the  breadth  multiplied  into  the 
square  of  the  depth,  divided  by  the  length. 

The  two  lower  numbers,  7  and  8,  show  the  increase  of 
strength  derived  from  fastening  the  two  ends.     By  com- 
paring No.  1  with  No.  7,  and  No.  4  with  No.  8,  the  strength 
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of  the  loose  bar  to  that  of  the  fixed  one,  appears  to  be  in  the 
ratio  of  2  to  3  ;  but  the  theory  shows  it  to  be  in  the  ratio 
of  1  to  2,  that  is,  as  2  to  4 ;  though  a  difference  in  the  man- 
ner of  fixing  may  produce  this  deviation. 


Table  I. 


N. 

L. 

B. 

D. 

lb. 

Medium. 

400 

1 

18 

1 

1 

415 
405 

810 

406 

2 

18 

2 

1 

795 
812 

805 

1570 

S 

18 

1 

2 

1580 
1590 

1580 

185 

1 

4 

36 

1 

1 

195 

187 

180 

1650 

6 

36 

2 

2 

1620 

1585 

1585 

1665 

6 

36 

Ij 

2i 

1675 
1640 

1660 

600 

- 

1 

18 

1 

1 

600 

608 

•n 

624 

286 

1 

8 

36 

1 

1 

280 

283 

^ 

285 

The  following  Table  is  an  abstract  of  experiments  on 
beams  of  four  inches,  by  Buffon.  The  first  column  contains 
the  length  of  the  bar  in  the  clear,  between  the  props.  The 
second,  the  weight  of  the  bar,  the  next  day  after  it  was  felled, 
in  pounds.  The  third  column  exhibits  the  number  of  pounds 
necessary  for  breaking  it  in  the  time  shown  by  the  fifth 
column.  Column  the  fourth  shows  the  inches  bent  in  the 
act  of  breaking  ;  and  the  fifth,  the  time  required  to  break 
each  beam.  Two  bars  of  each  length  were  tried,  and  each 
of  the  first  three  pairs  were  cuts  of  the  same  tree. 


Table  II. — Experiments  on  Beams  Four  Inches  Square. 


Length 
of  Bar 
In  Feet. 

Weight 
of  Bar 

in  lbs. 

lb.  to 
break 
Bar. 

Inches 

bent    in 
breaking 

Time 

in 

breaking 

7 

69 
66 

6350 
5275 

3.6 
4.6 

29 
22 

8 

68 
63 

4600 
4600 

3.75 
4.7 

15 
13 

9 

77 
71 

4100 
3950 

4.85 
5.5 

14 

12 

10 

84 
82 

3626 
3600 

5.83 
6.5 

15 
15 

12 

100 
98 

3050 
2925 

7. 
8. 

The  cut  next  to  the  root  was  always  found  to  be  the 
heaviest,  stilFost,  and  strongest ;  and  from  this  invariable 
coincidence  of  weight  and  strength,  M.  De  Buffon  recom- 
mends, as  an  unerring  rule,  to  make  choice  of  timber  by  its 
weight.  He  finds,  that  this  was  always  the  ease  when  tim- 
ber had  grown  vigorously,  forming  thick  annual  layers ;  but 
observes,  that  this  is  only  during  the  advances  of  the  tree  to 
maturity  ;  for  the  strength  of  the  ditteront  circles  approaches 
gradually  to  an  equality,  during  the  healthy  growth  of 
the  tree. 

M.  De  BufTon  also  made  experiments  on  other  sizes  of 
timber  of  a  square  section.  Thr  medium  of  two  pieces  of 
the  same  length  and  section  were  taken  ;  and  the  following 
Table  exhibits  the  results  of  those  mediums.  The  lengths 
are  contained  in  the  vertical  column  on  the  left  hand,  and 
the  dimensions  of  the  section,  or  scantling,  are  expressed  at 
the  top,  in  inches. 

The  experiments  on  the  five-inch  bars  were  considered,  by 
M.  De  BufTon,  as  a  standard,  he  having  both  extended  their 
number,  and  tried  other  pieces  of  the  same  length.  lie  found, 
after  repeated  trials,  that  oak  timber  lost  much  of  its  strength 
in  seasoning,  to  secure  uniformity ;  and  therefore,  he  caused 
it  all  to  be  felled  at  the  same  time  of  the  year,  squared  the 
day  after,  and  tried  on  the  third  day ;  which  gave  him  an 
opportunity  of  observing  a  very  curious  phenomenon.  For 
when  the  weights  were  laid  quickly,  and  were  nearly  upon 
the  point  of  breaking,  a  sensible  smoke  was  observed  to 
issue  from  the  ends  with  a  sharp  hissing  noice,  which 
continued  while  the  beam  was  bending.  This  evidently 
shows,  that  it  must  have  been  compressed  throughout  its 
whole  length. 


Table  III. 


L. 

4lD.sq 

5  In.sq. 

6lD.8q. 

7  lD.sq. 

8  In.sq. 

7 

6312 

11525 

18950 

32200 

47649 

8 

4550 

9787i 

15525 

26050 

39750 

9 

4025 

8308i- 

13150 

22350 

32800 

10 

3612 

7125 

11250 

19475 

27750 

12 

2987i 

6075 

9100 

16175 

23450 

14 

5300 

7475 

13225 

19775 

16 

4350 

6362i 

11000 

16375 

18 

3700 

55G2i 

9245 

13200 

20 

3225 

4950 

8375 

114S7i 

22 

2975 

24 

2162i 

i 

28 

1775 

In  the  above  Table,  the  weight  of  the  beams  is  not 
taken  into  the  account;  therefore,  to  make  a  just  comparison 
with  the  theory,  it  will  be  necessary  to  add  half  the  weight 
of  each  beam  to  itself.  The  half-weights  will  be  found  in 
the    following    Table,   in    the    same    manner    as    in    the 


preceding  ;  the  lengths  being  contained  in  the  first 
vertical  column,  and  the  dimensions  of  the  section  at 
the  top. 

Table  IV. 


L. 

4  lu.  Bq.' 

6  In.  Eq. 

6  In.  sq. 

7  la  sq. 

8  lasq. 

7 

28.777 

44.965 

64.750 

88.131 

115.111 

8 

32.888 

51.388 

74.000 

100.722 

131.555 

9 

37.000 

57.812 

83.260 

113.312 

148.000 

10 

41.111 

64.236 

92.500 

125.902 

164.444 

12 

49.333 

77.083 

111.000 
129.500 

151.083 

197.333 

14 

89.930 

176.263 

230.222 

16 

102.777 

148.000 

201.444 

263.111 

18 

115.625 

166.500 

226.625 

296.000 

20 

128.472 

185.000 

251.805 

328.888 

22 

141.269 

24 

154.166 

28 

179.861 

The  numbers  in  the  above  Table,  added  to  the  preceding, 
give  the  following,  omitting  the  decimals. 


Table  V. 


L. 

4  In.  sq. 

5  In.  sq. 

6  In.  sq. 

7  In.  sq. 

8  In.  sq. 

7 

5340 

11570 

19014 

32288 

47764 

8 

4682 

9833 

16599 

26150 

39881 

9 

4062 

8365 

13233 

22463 

32948 

10 

3653 

7189 

11342 

19600 

27914 

12 

3036 

6152 

9211 

16326 

23647 

14 

5389 

7604 

13401 

2005 

16 

4452 

6510 

11201 

16638 

18 

3815 

5728 

9471 

13496 

20 

3353 

5135 

8626 

11815 

22 

3116 

24 

2316 

28 

1954  1 

By  taking  the  weights  in  the  above  Table,  corresponding 
to  the  seven-feet  lengths  as  a  standard,  the  following  Table 
may  be  calculated,  by  making  the  succeeding  weights  follow 
in  the  reciprocal  ratio  of  their  lengths. 
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Table  VI. 


L. 

4ln.  sq. 

oln.  sq. 

6  In.  sq. 

7ln.sq. 

8  In.  sq. 

7 

5340 

11570 

19014 

32288 

47764 

8 

4672 

10123 

16637 

28252 

41793 

9 

4153 

8998 

14788 

25112 

37149 

10 

3738 

8099 

13309 

22601 

33434 

12 

3115 

6749 

11091 

18834 

27826 

14 

5785 

9507 

16144 

23882 

16 

5061 

8318 

14126 

20897 

18 

4499 

7394 

12556 

18574 

20 

4049 

6654 

11300 

16717 

24 

3081 

28 

3374 

By  comparing  this  table  with  the  fifth,  it  will  be  found, 
that  the  strength  of  beams  decreases  in  a  ratio  much  more 
than  that  of  the  reciprocal  ratio  of  the  length ;  and  it  would 
also  appear,  that  the  greater  the  dimensions,  the  more  rapid 
will  the  decrease  be  ;  for,  taking  any  two  numbers  as  a  ratio 
of  any  given  dimension  of  section,  belonging  to  any  two  dif- 
ferent lengths,  and  comparing  them  with  that  of  a  greater 
dimension  of  section  immediately  following,  of  the  same 
length,  the  fourth  number  resulting  will  be  greater  than  that 
which  is  found  by  experiment,  thus: 

11570  :  3352  :  :  19014  :  5510,  which  should  only  be  5135  ; 
19014 :  5135  : :  32288  :  8719,  which  should  only  be  8626;  and 
32288  :  8626  : :  47764  :  12760,  which  should  only  be  11815. 

The  preceding  theory  will  not  account  for  this  great  devi- 
ation from  rule.  It  is  probably  owing  to  our  ignorance  of  the 
law  of  attraction,  by  which  the  particles  of  fibres  are  held 
together,  and  of  the  law  by  which  the  fibres  slide  longitudi- 
nally on  each  other  ;  but  in  order  to  show  this  more  par- 
ticularly, all  the  five-inch  bars  in  Table  V.,  as  far  as  the 
twenty-feet  lengths,  are  taken  as  standards,  and  a  set  of 
numbers  are  found  in  proportion  to  the  cubes  of  the  sides 
of  their  sections :  the  result  ofthese  calculations  are  exhibited 
in  the  following  Table :  where  the  sign  -f-  subjoined  to  any 
number,  shows  that  an  addition  is  to  be  made  to  the  num- 
ber, in  order  to  make  it  equal  to  that  found  by  experiment; 
and  in  like  manner,  the  sign  —  subjoined  to  any  number, 
•indicates  a  deduction  to  be  made  from  that  number. 

Table  VII. 


h. 

4  In.  sq. 

5  In.  sq. 

6  In.  sq. 

7  In.  sq. 

8  In.  sq. 

7 

5923— 

11570 

19992+ 

31748+ 

47320+ 

8 

5037— 

9838 

17000— 

26995— 

40296— 

9 

4282— 

8365 

14454 

22953— 

34263— 

10 

3680— 

7189 

12422— 

19726— 

29446— 

12 

3149— 

6152 

10030 

16881  — 

25198— 

14 

5389 

9312— 

14787— 

22073— 

16 

4452 

7692— 

12216— 

18235— 

18 

3815 

6592- 

10468— 

15626— 

20 

1   3353 

5793 

92000— 

13734— 

ITie  columns  in  the  succeeding  Table  contain  the  differ- 
ences between  the  above  and  Table  V^.  of  experiments,  cor- 
rected by  the  half-weights  ;  the  +  shows  that  the  number 
to  which  it  is  prefixed,  is  to  be  added  to  that  found  by  rule, 
and  the  sign  —  denotes,  that  the  number  to  which  it  is  pre- 
fixed, is  to  be  abstracted  from  what  is  found  by  rule. 


Table  VIII. 


L. 

4  In. sq. 

5  In.  sq. 

6  In.  sq.  7  In.  sq. 

8  In.  sq. 

7 

—573 

000 

—  978 

+  540 

+  374 

8 

—455 

000 

—1401 

—  845 

—  415 

9 

—220 

000 

—1221 

—  490 

—1315 

10 

—  27 

000 

-1080 

—  126 

—1532 

12 

—113 

000 

—1419 

—  555 

—1551 

14 

000 

—1708 

—1386 

—2068 

16 

000 

—1182 

—1015 

—1597 

18- 

000 

—  864 

—  997 

—2130 

20 

000 

-574 

—  574 

—1919 

By  comparing  the  different  lengths  of  the  five-inch  beams 
with  those  of  the  other  scantlings,  they  will  be  found  to  be 
much  too  strong  ;  for  the  numbers  in  the  other  columns  are 
all  in  excess,  except  two  :  but  by  reducing  the  five-inch  bars 
about  the  twentieth  part  of  their  strength,  a  set  of  numbers 
may  be  calculated,  not  greatly  differing  from  those  found  by 
experiment.  In  each  of  the  succeeding  horizontal  columns, 
the  excess  of  those  found  by  rule,  at  an  average,  is  continu- 
ally greater  than  what  is  given  by  experiment ;  which  shows 
that  the  different  lengths  have  an  effect  upon  the  strength, 
and,  therefore,  in  two  pieces  of  the  same  length,  the  rel.ative 
strength  is  not  in  the  same  proportion  as  in  two  other  pieces 
of  different  lengths,  but  of  the  same  dimensions  of  section. 
Hence,  as  the  length  is  greater,  the  strength,  in  advancing 
from  a  less  dimension  to  a  greater,  is  continually  less  than 
that  of  the  cube  of  their  sides.  Experiments  on  timber  are 
too  few,  and  too  anomalous,  to  afford  any  certain  means  of 
correction. 

It  has  been  found,  that  by  adding  1245  to  each  of  the 
weights  in  the  column  of  five-inch  bars,  a  set  of  numbers 
may  be  generated  nearly  in  the  proportion  of  the  inverse 
ratio  of  the  lengths ;  and,  therefore,  if  s  denote  the  relative 
strength,  w  the  weight  found  by  experiment  necessary  to 
break  a  beam  of  five  inches  square,  l  its  length,  and  /  the 
length  of  any  other  beam ;  the  strength  of  this  latter  will  be 

w  +  1245  X  L       ,„,^      -J,         .,.     f         , 
expressed  by j 1245.     From  this  formula, 

by  making  l  =  7,  and  w  =  11570,  the  weight  found,  by 
experiment,  necessary  to  break  the  seven-inch  beam,  the 
numbers  in  the  following  Table  have  been  calculated.  The 
first  column  contains  the  lengths;  the  second,  the  result  of 
calculation;  the  third,  the  weight  found  to  break  each  beam, 
taken  from' Table  V. ;  and  the  fourth,  the  difference  between 
those  found  by  rule,  and  those  given  by  experiment. 
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Table  IX. 


1st. 

2nd. 

3rd. 

4th. 

7 

11570 

11570 

0 

8 

9968 

9838 

130 

9 

8722 

8365 

357 

10 

7725 

7189 

536 

12 

6230 

6152 

78 

14 

5162 

5389 

227 

16 

4361 

4452 

91 

18 

3738 

3815 

77 

20 

3240 

3353 

113 

22 

2832" 

3116 

284 

24 

2492 

2316 

176 

28 

1958 

1954 

4 

From  the  above  rule,  which  is  only  applicable  to  the  five- 
inch  bars,  another  more  general  one  has  been  deiived ;  which 

05 1  h  (P 
is,  s  = 1 —  10  b  d\ 

This  formula  is  founded  on  the  following  observations :  a 
constant  number  may  be  added  to  each  column,  which  will 
increase  the  numbers  therein  contained  in  the  reciprocal  ratio 
of  their  lengths  :  the  constant  additive  number  of  one  column 
is  to  that  of  another  as  the  cube  of  the  side  of  the  beams  of 
the  former  to  the  cube  of  the  side  of  the  beams  of  the  latter ; 
therefore,  5' :  1' :  :  1245  :  9.96,  or  10  nearly,  for  the  additive 
number  to  a  bar  of  an  inch  square.  Again,  5':  4^ :  :  1245 
:  6.37,  or  6.40  nearly,  for  the  additive  number  to  a  beam  of 
four  inches  square  ;  consequently,  the  relative  strength  of  a 
piece  of  a  foot  in  length,  and  an  inch  square,  taking  5312  for 

5312  +  C40  X  7 
a  radical  number,  is  ■ — -jt —  10  =  641. 

The  relative  strength  of  a  piece  in  general  will,  therefore, 

651 6rf'                 ,         .                 ,651  6'        ;^   „ 
be , —  10  0  a  ,  or,  m  square  beams,  — -. —  10  cP. 

Examiile. — What  weight  will  be  required  to  break  an  oak 
beam  twenty  feet  long  and  eight  inches  square? 

651  X  8' 

20 —10  X  8'  — 11545. 

That  the  reader  may  judge  properly  of  the  application  of 
this  rule,  the  following  Tables  have  been  calculated.  The 
first  contains  the  numbers  according  to  calculation  ;  the 
second,  the  diflcrences  between  the  fust  Table  and  the  Table 
of  experiments ;  where  it  may  be  observed,  that  si.\,  seven, 
and  eight-inch  beams  ditl'or  less  and  less  from  the  experiment, 
as  the  beams  arc  longer :  the  greatest  ditference  is  in  the 
seven-inch  beam  of  seven  feet  long,  which  is  something 
greater  th:m  one-ninth,  and  less  than  experiment. 

This  rule  is  sufficiently  exact  for  practical  purposes,  as  in 
most  cases  it  gives  a  solution  within  the  fifteenth  part  of 
■what  would  result  from  experiment:  though  the  principle 
upon  which  it  is  founded  cannot  be  admitted  to  be  just,  for 


Qf,\b(P 
when  the   length   is   65.1   the  quantity  — -. =  10  i  t/*, 

and,  consequently,  the  strength  would  be  nothing. 
Table  X. 


L. 

4  In.  sq. 

5  In.  sq. 

6  In.  sq. 

7  In.  sq. 

8  In.  sq. 

7 

5312— 

10375  + 

17928  + 

28469  + 

42496+ 

8 

4568— 

8925  + 

15417- 

24481  + 

36544+ 

9 

3989— 

7791  + 

13464— 

21380  + 

31914+ 

10 

3526  + 

6887  + 

11901— 

18899+ 

28211— 

12 

2832 -f 

5531  + 

9558— 

15177  + 

22665+ 

14 

4462+ 

7884— 

12519  + 

18688  + 

16 

3835  + 

6628— 

10525  + 

15712+ 

18 

3270+ 

5652— 

8975+ 

13397— 

20 

2818+ 

4870  + 

7734+ 

11545— 

22 

2448+ 

24 

2140  + 

28 

1656  + 

Table  XI. 


L. 

4  In 

.  sq. 

5  In.  sq. 

6  In.  sq. 

7  In.  sq. 

8  In.  sq. 

7 

0 

+  1150 

+  1022 

+3731 

+5153 

8 

+ 

18 

+  866 

+  108 

+  1569 

+  3206 

9 

+ 

36 

+  517 

—  314 

+  970 

+  886 

10 

+ 

86 

+  238 

—  651 

+  576 

+  461 

12 

+ 

155 

+  544 

—  458 

+  998 

+  794 

14 

+  738 

—  409 

+  706 

+  1087 

16 

+  515 

—  266 

+  475 

+  668 

18 

+  430 

—  90 

+  270 

—  197 

20 

+  407 

+  80 

+  641 

—  58 

22 

+  527 

+  22 

24 

28 

+  119 

The  succeeding  Table  is  calculated  upon  other  principles, 
viz.  that  the  strength  is  as  the  breadth  and  square  of  the 
depth,  and  reciprocally  as  the  fourth  root  of  the  fifth  power 
of  its  length;  and  that  the  mean  relative  strength  of  a  bar  of 
oak,  one  "foot  in  length,  and  an  inch  square,  is  found  to  be 
1,000  lb.  nearly  ;  therefore,  let  s  he  the  relative  strength  of 
a  piece  of  timber,  b  the  breadth,  and  d  the  depth;   then  s  = 

1000  4  tf      „,  .    ,         ,    .  ,.     ,  J  .u        -.u 
l .     This  formula  IS  exceedingly  easy;  and  the  arith- 

mctical  operation  will  be  much  simplified  by  the  use  of  loga- 
rithms. The  radical  number,  1000,  is  founded  on  Bullbn's 
experiments,  and  is  reduced  to  a  piece  of  one  foot  long  and 


an  inch  square,  by  the  last  given  note.  Mr.  Emerson  says,  a 
piece  of  good  oak,  an  inch  square  and  a  yard  long,  supported 
at  both  ends,  will  bear  in  the  middle,  for  a  very  little  time, 
830  lb.  avoirdupoise,  but  will  break  with  more  than  that 
weight :  now,  upon  the  supposition  that  the  strength  is 
reciprocally  as  the  length,  the  section  being  the  same^ 
1:3::  330  :  990,  for  the  strength  of  a  piece  of  oak  one  foot 
long  and  an  inch  -square,  which  is  nearly  1000  lb.,  but 
as  3|-  is  greater  that  3,  and  almost  equal  to  4,  we  have 
330  X  4  =  1320,  instead  of  1000 ;  so  that  Emerson's  tim- 
ber is  stronger  than  Buffon's. 

Table  XII. 


L. 

4  In.  sq. 

5  In.  sq. 

6  In.  sq. 

7  In.  sq. 

8  In.  sq. 

n 

5621- 

10978+ 

18970+ 

30125  + 

44968  + 

n 

4756- 

9290+ 

16054+ 

25494+ 

38055  + 

n 

4105- 

8018+ 

13856- 

22003  + 

32845- 

10| 

3599+ 

7029+ 

12146- 

19288+ 

28792- 

12| 

2865+ 

5596+ 

9671- 

15357  + 

22925- 

14f 

4615+ 

7976- 

12665  + 

18908- 

IGf 

3906+ 

6750- 

10715  + 

16000- 

1S| 

3371  + 

5826- 

9251  + 

13810- 

20| 

2955  + 

5107  + 

8109  + 

12105- 

22| 

2623+ 

24^ 

2353+ 

2S| 

1939+ 

The  succeeding  Table  contains  the  differences  between  the 
above  and  the  Table  of  experiments:  most  of  them  are  within 
the  fifteenth  part  of  the  truth,  exci-pting  those  of  the  five-inch 
bars,  marked  with  a  star:  that  column,  as  has  been  observed, 
appears  to  have  much  stronger  timber  than  the  others. 


Table  XIII. 

L. 

4  In.  sq. 

5  In.  sq. 

6  In.  sq. 

7  1 

1.  sq. 

S  In.  sq. 

7 

— 

281 

+ 

592 

+  44 

+ 

2163 

+  2796 

8 

— 

174 

+ 

548 

-  4.55 

+ 

656 

+  1826 

9 

— 

43 

+ 

347 

-  623 

+ 

460 

+  103 

10 

+ 

54 

+ 

160 

-  804 

+ 

312 

+  878 

12 

+ 

171 

+ 

*556 

-  460 

+ 

969 

+  722 

14 

+ 

*774 

-  372 

+ 

736 

+  1097 

16 

+ 

*546 

-  240 

+ 

486 

+  638 

18 

+ 

*444 

-  98 

+ 

220 

-  314 

20 

+ 

*398 

+  28 

+ 

517 

-  290 

oo 

+ 

*493 

24 

+ 

37 

t>« 

+ 

15 

VOL.  n. 


6  E 


M.  De  Buffon  uniformly  found,  that  two-thirds  of  the 
weight  necessary  to  break  a  piece  of  timber,  in  a  few  minutes 
impaired  its  strength,  and  frequently  broke  it  at  the  end  of 
two  or  three  months :  the  half  of  that  weight  brought  it  to 
a  certain  degree  of  curvature,  which  did  not  increase  after 
the  first  minute  or  two ;  and  this,  he  found,  might  bo  borne 
for  any  length  of  time ;  but  when  the  weight  was  removed, 
the  timber  had  acquired  a  curvilinear  figure.  One-third  of 
the  weight  appeared  to  have  no  effect ;  and,  when  properly 
seasoned,  the  timber  recovered  its  rectilinear  figure,  after 
being  loaded  several  months.  Therefore,  when  the  strength 
of  a  piece  of  timber  is  known,  according  to  any  of  the  pre- 
ceding methods,  and  if  it  is  applied  to  any  mechanical  pur- 
pose, in  bearing  or  supporting  a  heavy  body,  it  ought  to  have 
sufiicient  strength  to  bear  thrice,  or  rather  four  times,  the 
weight  to  be  applied. 

Several  reasons  may  be  assigned  for  the  irregularity  of 
experiments ;  some  pieces,  even  from  the  same  tree,  might 
be  much  stronger  than  others.  M.  De  Buffon  says,  that 
healthy  trees  are  always  strongest  at  the  root.  The  ligne- 
ous coats  might  not  be  disposed  in  the  same  way,  and  their 
resistance  is  always  greater  when  perpendicular  to  the  force 
applied,  than  when  in  an  horizontal  direction.  The  trunk  of 
a  tree  is  composed  of  many  hollow  cylinders,  e.ach  formed  in 
the  annual  growth ;  these  are  only  united  by  a  soft  medul- 
lary substance ;  and  when  the  tree  is  brought  to  a  square,  or 
cut  into  beams,  the  portions  of  the  ligneous  cylindric  coats 
at  the  angles,  present  but  a  very  small  resistance. 

A  bar  of  small  size,  such  as  an  inch  square,  cut  out  of  a 
large  tree,  may  have  its  annual  plates  nearly  in  planes,  dis- 
posed perpendicularly  to  one  of  its  sides,  and,  consequently, 
it  will  be  as  much  stronger,  or  weaker,  than  the  largest 
square  beam  cut  out  of  a  tree  of  the  same  size  and  texture, 
as  the  force  is  applied  to  the  side,  or  edges,  of  the  plates. 
M.  De  Buffon  found,  from  repeated  trials,  that  the  strength 
of  a  bar,  with  its  plates  in  the  direction  of  the  breaking  force, 
was  to  that  of  a  bar  with  its  plates  perpendicular  to  it,  as  8 
to  7,  nearly. 

From  what  has  been  said,  and  exhibited  in  the  foregoing 
Tables,  it  appears  that  the  resistance  of  timber  increases 
in  a  ratio  somewhat  less  than  the  square  of  the  depth, 
and  somewhat  greater  than  in  the  reciprocal  ratio  of  the 
length. 

The  cohesion  of  timber  is  probably  of  a  nature  different 
from  that  of  metal,  and  is  subject  to  greater  inequalities  : 
which  inequalities  are  ocaisioned  either  by  the  soil  in  which 
the  tree  was  reared,  the  growth  of  the  tree,  or  the  part  from 
which  it  is  cut. 

To  what  has  already  been  said,  the  following  practical  re- 
marks may  be  added. 

Mr.  Petit,  on  the  authority  of  his  own  experiments,  and 
those  of  M.  Parent,  declares  that  the  utmost  strength  of  a 
square  inch  of  oak,  by  pulling  in  the  direction  of  its  length, 
does  not  exceed  8640  lb.,  whereas  !Muschenbroeck  makes  it 
17,.300  lb.,  but  by  experiments  tried  at  the  Royal  Military 
Academy,  Woolwich,  the  strength  of  oak  has  been  found  but 
little  exceeding  9,000  lb.,  its'specific  gravity  being  774. 
The  writer  of  the  article,  Stuength  of  Materials,  in  Rees's 
Ct/clopcedia,  observes,  that  "  We  have  not  this  datum  in 
either  of  the  above  cases  ;  yet  we  conceive  it  to  be  a  very 
important  one,  as  we  have  always  found  the  strength  of  wood 
of  the  same  kind,  to  depend  a  great  deal  upon  the  weight,  or 
specific  gravity.  The  same  experiments  give  for  the  strength 
of  ash  17,000  lb.  and  fir  from  10,000  lb.  to  13,000  lb.,  both 
considerably  different  from  Muschenbroeck's  tabular  results." 
The  same  writer,  or  experimenter,  adds,  that  "  an  oak  rod 
of  an  inch  surface  requires  a  weight  of  about  9,000  lb.  to 


produce  fracture;  while  the  same,  or  a  similar  rod,  fixed  in 
a  wall,  and  acted  upon  at  the  distance  of  a  foot,  is  broken 
■with  a  weight  of  132  pounds." 

He  farther  remarks,  that  "  a  beam  of  fir,  6  feet  long  and 
2  inches  square,  supported  at  each  end,  broke  with  744  lb. ; 
and  the  mean  of  several  e.xperiments  of  similar  pieces  of  the 
same  dimension,  fixed  at  each  end,  required  1,105  lb.;  while 
the  fragments  of  the  same,  3  feet  long,  broke  with  one  end 
in  a  wall,  required  at  a  medium  400  lb." 

Upon  the  experiments  of  Buftbn  and  Belidor,  this  writer 
observes,  that  "  Another  discrepancy  between  theory  and 
experiment  is,  where  the  strength  ought  to  be  inversely  as 
the  length;  it  shows  itself  in  the  above  experiments,  but  is 
very  remarkable  in  those  of  M.  De  Buflwn  ;  and  though  our 
preceding  remarks  will  explain  very  satisfactorily  this  devi- 
ation, we  are  almost  afraid  to  ofler  it  as  an  illustration,  after 
seeing  it  treated  as  an  inexplicable  paradox  by  some  wiiters 
of  the  first  eminence.  We  have  seen  that  if  w  be  the  com- 
puted weight,  independent  of  the  deflection,  the  absolute 
weight  will  be  w  cos.  d,  d  being  the  angle  of  deflection  ;  and 
as  this  deflection,  both  from  theory  and  practice,  is  found  to 
increase  as  the  square  of  the  length;  it  follows,  that  when 
the  length  is  quadrupled,  the  depth  of  the  deflection  will  be 
sixteen  times  greater;  that  is,  the  sine  of  the  angle  of  deflection 
will  be  si.vteen  times  more  in  one  case  than  in  the  other, 
while  the  radius  will  be  only  four  times  longer  ;  and  there- 
fore the  angle  in  the  one  case  about  four  times  what  it  is  in 
the  other,  (supposing,  in  a  rough  way,  the  angle  to  vary  as 
the  sine).  Consequently,  if  w  X  cos.  d  is  the  weight  which 
breaks  the  shorter  beam,  J  w  X  cos.  4  d  ought  to  be  that 
which  breaks  the  longer  one,  and  this,  we  presume,  will 
nearly,  if  not  entirely,  account  for  the  decrease  of  the  strength 
in  Buflbn's  experiments.  We  cannot  perceive  but  that  this 
reasoning  is  perfectly  legitimate,  yet  we  are  astonished  that 
it  should  not  have  occurred  to  so  keen  a  mathematician  as 
the  one  to  whom  we  have  alluded,  or  to  some  one  of  the 
writers  on  this  subject ;  and  on  this  account  we  offer  it  with 
some  hesitation." 

This  excellent  writer  concludes  thus:  "Our  limits  will 
not  admit  of  reporting  here  the  nature  of  the  e.xperiments, 
nor  the  calculations  founded  upon  them,  which  led  to  this 
determination  ;  but  we  hope  soon  to  see  them  laid  before  the 
public  In  another  form.  We  can  only  give  here  the  j-esult, 
which,  as  far  as  it  is  at  present  ascertained,  is  as  follows : 

"  The  centre  of  tension  and  centre  of  compression  are 
nearly,  or  exactly,  coincident  with  the  centre  of  gravity;  and 
the  neutral  line,  whatever  may  be  the  figure  of  the  section, 
is  so  posited,  that  the  rectangle  of  the  area  of  tension  into 
the  distance  of  its  centre  of  gravity  from  the  said  line,  is  to 
the  rectangle  of  the  area  of  compression  into  the  distance  of 
its  centre  of  gravity,  as  1  to  3. 

"  From  which  theorem,  the  neutral  line  for  any  formed 
beam  may  be  determined,  and  the  absolute  strength  may 
then  be  found  as  foll<jws,  viz.  Let  d  denote  the  distance  of 
the  centre  of  tension,  and  /  the  length  of  the  beam,  all  in 
inches  ;  d  the  angle  of  deflection,  and /the  strength  of  direct 
cohesion  on  a  square  inch;  then,  without  considering  the  in- 
creased length  of  lever, 

"  1.  When  a  beam  is  fixed  at  one  end, 

2/ad 
w  =-, 

/  cos.  D 

"  2.  When  the  beam  is  supported  at  both  ends, 
Sfad 


I 


X    cos,   D. 


"  3.  When  the  beam  is  fixed  at  both  ends, 
\2fad 


I 


X  cos.  D. 


"  And  when  the  beam  is  fixed  at  one  end  at  any  angle, 
formula  I  will  still  apply  ;  only  increasing  or  decreasing  the 
angle  of  deflection  by  the  quantity  of  the  first  angle  of  in- 
clination, according  as  that  inclination  is  downwards  or  up- 
wards. 

"  And  when  the  beam  is  supported,  or  fixed,  at  both  ends, 
and  either  resting  obliquely,  or  acted  upon  by  an  oblique 
force,  the  two  latter  formula  become, 

"  4.  For  the  beam  supported  at  each  end, 

Q  fa  d         COS.  D 
w  =  —■'- —  X . 

I  COS.  I 

"  5.  For  the  beam  fixed  at  each  end, 

12/a  d    _    COS.  D 


w  =  ■ 


I 


X 


where  i  denotes  the  angle,  which  the  direction  of  the  force 
makes  with  the  direction  of  the  beam. 

"  Note  1. — It  should  have  been  observed,  that  the  jire- 
ceding  theorem  for  determining  the  neutral  line,  is  princi- 
pally drawn  from  experiments  on  fir  beams.  A  ditferent 
ratio  than  1  :  3  may  be  necessary  in  other  kinds  of  wood, 
but  at  present  that  ratio  has  not  been  found. 

"  Nole  2. — The  deflection,  d,  as  we  have  before  observed, 
is  not  a  necessary  datum  in  estimating  the  strength  of  timber, 
for  any  practical  purposes  of  building,  &c.,  it  is  merely  intro- 
duced in  order  to  reconcile  the  theory  with  the  result  of  ex- 
periments made  upon  the  absolute  and  ultimate  strength,  in 
which  cases,  particularly  in  long  beams,  it  becomes  an  im- 
portant quality,  and  must  not  be  omitted ;  and  in  all  cases 
where  it  is  required,  it  must  be  drawn  from  some  prior  ex- 
periment on  the  same  kind  of  wood,  by  means  of  the  follow- 
ing theorem,  viz. 

"  Let  I,  d,  D  represent  the  length,  depth,  and  deflection,  of 
any  beam ;  I',  d',  the  length  and  depth  of  any  other  beam, 

whose  deflection,  d',  is  required  ;  then  d'  =         ,. 

"  Example  1. —  The  strength  of  illreet  cohesion  on  a  square 
inch  of  fir  being  13,000  lb.,  required  the  weight  necessary  to 
break  a  rectangular  bar,  30  inches  long,  2  inches  dee]),  and  1 
inch  in  breadth,  when  fixed  at  one  end  in  a  wall,  and  the 
weight  acting  at  the  other :  the  deflection,  computed  front,  other 
experiments,  hai'ing  beenfovnd  to  be  5  inches. 

"  First  find  the  neutral  line  :  here,  since  the  section  is  a 
rectangle,  the  centre  of  tension  and  compression  are  each  on 
the  centres  of  their  respective  areas ;  therefore  call  the  depth 
of  tension  x,  the  depth  of  compression  will  be  2  —  x,  which 
also  denote  these  areas ;  and  we  must  have,  therefore, 

2  ■        2 

or  3  a'  =  4  —  4  .r  -I-  a;"  or  a:"  -I-  2  .r  =  2. 
Whence  x  =  —  1  +  -y/ 3  =  .732  =  a  ; 

also  -^ —  =  366  =  (/  ; 


1:3; 


5  1 

tan.  of  deflection  =  —-  =  -;- 
30         u 


.10666666. 


When  the  angle  0  =  9°  34',  and   its   cosine  =  .9860 ; 
therefore,  by  formula  1, 


if  ad     _  2  X  13,000  X  .732  x  .366 


/.  cos.  D 


30  X  .980 


=  235  lb. 


STR 


475 


STR 


"  Example  2. — Required  the  wcifiht  that  ■would  break  the 
same  beam,  when  supported  at  each  end,  rejecting  the  deflec- 
tion, which  is  very  inconsiderable. 

"By  Formulas, 

8fad       8  X  13,000  X  .732  X  .366       „„„,. 
w  =  -J-  = =  9281b. 

"  Example  3. — Required  the  weight  that  would  break  the 

same  beam,  fixed  at  each  end. 

"  Rejecting  the  deflection,  we  have,  by  Formula  3, 

12/a  d        12  X  13,000  X  .7.32  X  366        ,  ,„^  „ 
w  =  — ^  =: —^- =  1492  lb. 

"■Note. — We  have  assumed  13,000  for  the  force  of  direct 
cohesion ;  this,  however,  rather  e.xceeds  the  greatest  strength 
of  fir,  which  varies  from  10,000  to  about  13,000  lb. 

"  Example  4. — Assuming  the  direct  cohesion  at  13,000, 
and  the  specific  gravity  of  fir  at  720 ;  how  long  must  a  beam 
be,  that  is  two  inches  deep  and  one  inch  broad,  which,  tohen 
fixed,  with  one  end  in  a  wall,  will  just  break  with  its  own 
weight? 

"Let  X  be  the  required  length  of  the  beam  in  inches;  its 

•  u.     -1.  !_    2  T  X  720  90  a;  5x 

weight  will  be  — p^^^ —  ounces,  or  p^   =   —  pounds ; 

and  this  weight  will  have  the  same  effect  as  if  it  acted  all  at 
one  poiut  on  the  centre  of  the  beam,  or  at  the  distance  ^  x. 

5x 
"Hence,  by  substituting  —  for  w,  in   Formula   1,  we 

5x        2    X    13,000    X    .732    X   .366 

have  -—  = :; ;  or   5  a:'  = 

9o 


192  X  2  X  13,000 


X  .732  X 


.306  = 


133,728  ; 


whence 


^133728.    ,  _.    ^ 

^ inches,  or  47  feet. 

5 


"  In  this  case,  the  angle  of  deflection  is  not  introduced. 
"  When  the  deflection  is  considered,  as  it  should  be  in  this 
case,  we  find  it  to  be,  from  the  data  of  Example  I.,  and  the 

5  a;' 
theorem  for  the  deflection,  as  30' :  5  :  :  J  a' :  ; 

ooUU 

\     (i8oo)r 

.      ^  5x        2  X  13,000  X  .732  x  .366 

equation  becomes  —  = 


whence  the  cosine 


and    the    above 


96 


iW 


\        (isooyv' 


which 


(1800)' 

produces  a  cubic  equation,  whence  the  value  of  x  may  be 
determined. 

"Mr.  Banks,  after  many  experiments  made,  at  various 
times,  on  the  real  and  comparative  strength  of  oak,  fir,  and 
iron,  has  deduced  the  following  inferences :  the  worst,  or 
weakest,  piece  of  dry  heart  of  oak,  one  inch  square  and  one 
foot  long,  bore  660  lb.,  though  it  was  much  bent,  and  2  lb. 
more  broke  it.  The  strongest  piece  he  tried,  of  the  same 
dimensions,  broke  with  974  lb.  The  worst  piece  of  deal 
bore  460  lb. ;  but  broke  with  little  more.  A  bar  of  the 
weakest  kind  of  cast-iron,  of  an  inch  square  and  a  foot  long, 
would  break  with  21901b. 

"The  following  are  some  of  the  experiments  he  men- 
tions; (see  Banks  On  the  Power  of  Machines.) 

"Experiment  1. — Two  bars  of  cast-iron,  once  inch  square 
and  three  feet  long,  were  placed  upon  a  horizontal  bar,  so  as 
to  meet  in  a  cap  at  the  top,  from  which  was  suspended 
a  scale;  these  bars  made  each  an  angle  of  45°  with  the 


base-plate,  and  of  course  formed  an  ,wgle  of  90°  at  the  top ; 
from  this  cap  was  suspended  a  weight  of  7  tons,  which  was 
left  for  sixteen  hours,  when  the  bars  were  a  little  bent,  but 
very  little. 

"Experiment  2. — Two  bars  of  the  same  length  and  thick- 
ness, were  placed,  in  a  similar  manner,  making  an  angle 
of  22^°  with  the  base-plate ;  these  bore  4  tons  upon  the 
scale ;  a  little  more  weight  Ijroke  one  of  them,  which  was 
observed  to  be  a  little  crooked  when  first  put  up.  In  this 
case  the  pressures  would  be  as  the  sines  of  the  angles  of 
elevation,  viz.,  as  3826  to  7071,  and  as  3826:7071  ::4 
tons  :  7.6  tons ;  that  is,  if  the  second  bars  broke  with  4  tons, 
the  first  ought  to  have  taken  7.6  tons  to  break  them ; 
and  it  is  likely  that  such  would,  if  tried,  have  been  the 
case. 

'■^Experiment  3. — Another  bar  was  placed  horizontally 
upon  two  supporters,  exactly  three  feet  distant,  which  bore 
6  cwt.  3  qrs.  or  675  lb.  but  broke  when  a  little  more  was 
added. 

'■^Experiment  4. — ^The  same  experiment  repeated  with 
the  same  result. 

"  Experiment  5. — The  bearings  were  2  feet  6  inches  apart, 
the  bar  broke  with  9  cwt. 

"Three  more  experiments  were  tried  at  three  feet,  the 
average  result  was  6  cwt.  2  qrs.  and  6i  lb. 

"Mr.  Banks  made  some  experiments  on  the  strength  of 
cast-iron,  at  Messrs.  Aydon  and  Elwell's  foundery,  Wake- 
field. The  iron  came  from  their  furnace  at  Shelf,  near 
Bradford,  and  was  cast  from  the  air-furnace ;  the  bars,  one 
inch  square,  and  the  props  exactly  three  feet  distant ;  one 
yard  in  length  weighed  exactly  9  lb.  or  one  about  half  an 
ounce  less,  the  other  a  very  little  more ;  they  all  bent  an 
inch  before  they  broke. 

lb. 

1.  The  first  bar  broke  with 963 

2.  The  second  bar  with 958 

3.  The  third  bar  with 994 

4.  A  bar  made  from  the  cupola 864 

5.  A  bar  equally  thick  in  the  middle,  but  the  ends 

formed  into  a  parabolic  form,  weighing  6  lb.  3  oz.     874 

"  The  same  gentleman,  after  many  other  experiments, 
concludes  from  the  whole,  that  cast-iron  is  from  3^  to  4^ 
times  stronger  than  oak  of  the  same  dimensions,  and  from 
5  to  6^  times  stronger  than  deal. 

"  We  shall  only  observe  here,  (says  the  writer  of  the 
Strength  of  materials,  in  Rees's  Cyclopcedia,)  that  Mr. 
Banks's  pieces  of  oak  exceed  very  considerably  the  speci- 
mens we  had  an  opportunity  of  trying,  while  his  fir  falls 
something  short  of  ours." 

The  following  Tables  of  Experiments  on  the  strength  of 
various  materials  under  different  circumstances  will  be 
found  useful.  They  are  extracted  principally  from  Tredgold, 
to  whose  works,  and  those  of  Barlow,  we  would  refer  for 
further  information : 

Cohesion  of  a  Square  Inch,  inilled  asunder  in  a  direction 
perpendicular  to  the  Length  of  the  Fibres. 


Kind  of  "Wood 


Oak 

Poplar  . . . . 

Larch 

Memel  fir . . 
Scotch  fir. . 


Cohesion  of  a  square  inch  per- 
pendicular to  fibres,  in  pounds. 


2316 

1782 
from  970  to  1700 
from  540  to   840 

562 


Experimentalist 


Tredgold. 

Idem. 

Idem. 

Bevan. 

Idem. 
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Cohesive  Force  o/  a  Square  Inch  of  different  Woods  pulled 
asunder  in  Ike  direction  of  their  Length. 


Kiud  of  Wood,  and 
gravity. 

specific 

Cohesion  of  a  Square 
Inch  in  pounds. 

Experimentalist 

Oak,  English 

Oak 

7 

19,800 

17,300 

12,000  ) 

8,889  J 

22,000 

17,709 

11,600 

14,186 

13,000 

13,300 

10,600 

17,850  ) 

16,784  j 

12.000 

14,400 

13,489 

21,800 

8,000 

8,130 

7,800 

15,000 

8,200 

7,200 

6,641  ) 

4,596  J 

14,300 

13,300 

13,448  ) 

11,000  J 

8,506 

7,818 

7,287 

10,220 

8,900 

Bevan. 
Muschenbroek. 

Ditto,  dry  (   from.. . 

Knglish    (      to   ... 
Beech 

Do 

'.'.'.'.  .72 

Barlow. 

Beran. 

Muschenbroek. 

Do , 

Barlow. 

Alder 

Sycamore  . 

...   .69 

Muschenbroek. 
Bevan. 

Chcsnut,  Spanish  . . . 
Da 

^^•^••rr  ::: 

Do 

Elm 

Do 

....   .61 
....   .69 

Roudelet. 
Bevan. 

B:u"low. 

Muschenbroek. 

Bevan. 

Musclieabroek. 

Mahogany 

Do 

87 

Bevan. 
Barlow. 

WaUlut 

Do 

.....  .59 

Muschenbroek. 
Bevan. 

Teak 

Da  old 

Poplar 

....  .53 
36 

Barlow. 

Bevan 

Bevan. 

Muschenbroek. 

Bevan. 
Bevan. 

Norw.-iy  Pine    

Petersburg  Do 

„.               from 

....   .66 
49 

^"-    1  to  ...:::::: 

Pitch  Pine 

Barlow. 

Muschenbroek. 
Muschenbroek. 

Larch 

Do 

'.'.'.'.  .57 

Rondelet. 
Bevan. 

Table  showing  the  Modulus  of  Elasticity  of  Beams  jiressed 
in  the  direction  of  their  Length. 


Kind  of  Wood. 


English  Oak  . 

Beech 

Alder 


Modulus  of  Elasticity 
ill  pounds. 


1,714,500 
1,316,000 
1,086,750 


Experiments  on  the  Strength  of  Woods  supported  at 
both  ends. 


Chcsimt,  green 

Ash 

924,570 
1,525,500 

Elm 

1,343,000 

Acaci.a 

Mahogany,  Spanish 

Do.         Uouduras... 
Teak         

1,687,500 
1,256,500 
1,593,000 
2,167,074 

Cedar,  Lebanon 

486,000 
1,687,500 

1,957,750 

Nonvay  Spruce  Fir 

Weymouth  Pine 

1,804,000 
1,633,500 
1,363,500 

Besidt  of  Experiments  by  George  Hennie,  Esq. 

Base  1  inch  square,  length  1  inch  of  Elm  was  crushed  by  1,284  pounds 

„  „  American  Pine  „        1,606 

„  „  White  VenX        „        1,928 

,  „  English  Oak       „        3,860 

„  length  4  inches        Do.  „        5,147 

8  inches    „  „      6  to  9  in.  African  O.ik      „      60,480 

=  6,720  pounds  per  square  inch,* 

*  This  is  the  mean  of  two  experiments  made  by  Mr.  A.  IS.  Renton, 

with  Bramah's  press. 


KIND  OF  -WOOD. 


Oak,  English,  young  tree. 
Do.,  medium  quality  .... 

Do.,  green 

Beech,  medium  quality  . . 

Alder 

Plane  tree 

Chesuut,  green 

Ash 

Elm,  common 

Mahogany,    Spanish,    sea- 
soned   

Do.    Honduras,  seasoned 

Walnut,   green 

Poplar,  Lombardy  .... 

Teak 

Willow 

Birch 

Riga  Fir 

Memel  Fir 

Norwiiy   Fir,   from   Long 

Sound  

Scotch  Fii-,  English  growth 
Christiana  White  Deal. . . 
Spruce  Fir,  British  growth 
Larch,  medium  qu.ality  . . 

Red  Pine 

Yellow  Pine  . . . , 


.863 
.748 
.763 
.690 
.555 
.648 
.875 
.758 
.644 


.853 
.560 
.920 
374 
.744 
.406 
.720 
.480 
.568 

.639 
.529 
.512 
.565 
.622 
.  54 
.439 


2.5 
2.5 
2.5 
2.6 
2.5 
2.5 
2.6 
2.5 

2.5 
2.5 
2.5 
2.6 
7 
2.5 
2.5 
2.5 
2.5 


0  = 


1.87 


.38 


4.00 
3 

1.  8 
1.16 

1.125 
1.75 
.937 


c  3 


^ 


482 
284 
219 
271 
212 
24  S 
180 
314 
216 

170 
255 
195 
131 
820 
146 
207 
212 
218 

396 
233 
343 
186 

3780 
2756 


Tredgold. 

Ebbels. 

Ebbcls. 

Ebbcls. 

El.bels. 

Kbbels. 

Ebbels. 

Tredgold. 

Ebbels. 

Tredgold. 

Tredgold 

Ebbels. 

Ebbels. 

Barlow. 

Tredgold. 

Ebbels. 

Tredgold. 

Tredgold. 

Tredgold. 

Tredgold. 

Tredgold. 

Ebbels. 

Tredgold. 

Fincham. 

Fincluara. 


Experiments  on  the  Strength  of  Beams  sicpported  at 
one  end. 


KIND  OF  WOOD. 

I 

O 

V3 

i 

c 

1 

C 

1 

2 

1 

a 

5 

Si 

*'  a 
c  £ 

Co 

l1 
^1 

i 

1 

English  Oak 

qoo 

4 
4 
3 
2 
5 

5 

2 
2 
2 

1 

o 
o 

2 
2 
2 
2 
2 

2 

11 

6 

124 

Ilf 

266 
196 
401 
821 
257 

147 

Beaufoy. 
Idem. 

.864 
.700 

Beech 

Barlow. 

Ash 

.730 
606 

Idem. 

Teak,  old,  diy 

Idem. 

Virginian  Yellow  Pine  . . . 

.522 

Peake  and 
Barralicr. 

Canadian  Wliite  Pine  .... 
Pitch  Pine 

.618 

.626 

.544 
.637 

5 
4 

6 
2 
4 

2 
2 

2 

8 
2 

2 
2 

2 

8 
2 

18} 
16J 

122 
270 

162 

1630 
210 

Idem. 
Beaufoy. 

Larch,  dry 

Peake  and 
Banalier.' 
Idem. 

Red  Pine 

Riga  Fir 

Beaufoy. 

The  following  remarks  respcctino  the  strengtii  of  cast  and 
wrought  iron,  with  the  various  Tables  of  E.xperiments,  are 
extracted  principally  from  the  elaborate  work  on  Tul)ular 
Bridges,  by  Mr.  Edwin  Clark,  to  which  we  would  refer  the 
reader  for  much  v.aluable  information  on  this  subject.  A 
further  list,  showing  the  strength  of  various  materials  in 
general  use,  will  be  found  useful ;  it  is  obtained  from  the 
same  source. 
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Mr.  Telford  commenced  his  experiments  upon  iron  by 
proving  what  force  would  pull  asunder,  lengthwise,  pieces  of 
iron  from  li  inches  to  irV'^  '■'^  •'"  '"<^1'  '"  diameter.  The 
experiments  were  made  upon  those  of  the  largest  diameter, 
by  means  of  an  excellent  hydrostatic  machine,  and  in  those 
of  the  smaller  by  attaching- weights  perpendicularly,  and 
repeating  them  at  various  times. 

lie  then  made  several  experiments  upon  dirtorcnt  diameters, 
from  -j-'jth  to  J^th  of  an  inch  drawn  horizontally,  and  with  dif- 
ferent degrees  of  curvature ;  and  this  was  performed  between 
points  900,  225,  140,  and  139  feet  G  inches  apart,  and  was 
repeated  200  times.  In  the  experiments  made  upon  J^th  of 
an  inch  and  under,  the  wire  was  drawn  over  pulleys  ;  some- 
times both  ends  were  fi.xed,  and  sometimes  one  end  only,  the 
other  having  weights  attached  perpendicularly,  to  show  the 
effects  when  compared  with  those  loaded  upon  the  curved 
part  of  the  wire  ;  these  last  were  disposed  at  i,  i  and  |  divi- 
sions of  the  distance  over  which  it  was  stretched.  These 
experiments  being  completed,  it  was  ascertained  what  blow 
would  break  the  wire  when  stretched  nearl}'  horizontally  and 
at  different  curvatures,  which  was  done  by  dropping  weights 
from  a  given  height.  The  several  wires  were  weighed,  and 
the  weight  of  100  in  length  of  each  noted. 

The  result  of  the  experiments  was,  that  a  bar  of  good 
malleable  charcoal  iron,  1  inch  square,  will  suspend  27  tons, 
and  that  an  iron  wire,  yV^''  of  an  inih  in  diameter,  200  feet  in 
length,  weighing  3  pounds  3  ounces,  will  suspend  700  pounds; 
and  that  the  latter,  with  a  curvature  or  versed  sine  of  j'^th 
part  of  the  chord  line,  will  support  ^V^'^  ^^  '^^  weight  sus- 
pended perpendicularly,  when  disposed  equally  at  \,  ^,  and 
I,  its  length,  and  with  a  curvature  of  ^'j^th  of  the  chord,  it 
will  bear  i  of  the  aforesaid  perpendicular  weight  disposed  in  a 
similar  way.  A  wire,  Jjth  of  an  inch  in  diameter,  drawn  very 
tight  between  points,  31  ft."  G  in.  apart,  resisted  the  impulse 
of  20  pounds  weight,  falling  from  a  height  of  7  ft.  9  in. 

A  bar  of  good  English  malleable  iron,  1  inch  square,  will 
suspend  from  27  to  30  tons  before  it  breaks,  and  will  bear 
from  1.5  to  16  tons  before  its  length  is  at  all  extended.  With 
a  curvature  of  ^^th  of  the  length,  malleable  iron,  besides  its 
own  weight,  sustained  i  of  what  broke  it  perpendicularly. 
An  inch  bar  would  therefore  bear  i  of  15  tons  without 
deranging  its  parts  ;  but  it  is  better  in  practice  to  assume 
that  an  inch  square  in  action  should  only  bear  4  tons. 


Table  showing  the  Cohesive  Force  of  Iron. 


Kind 

OF 

Iron. 

Cnlicaion  of  square 
inch  in  pounds. 

Experimentalist. 

Iron  Wire 

93,964 
72,064 
6-1,960 
61,600 
56,000 
32,700 
19,488 

Telford 

Swedish  Iron 

Do. 

Telford 

English  Iron 
Do. 

Telford 

Cast  Iron,  spec 
Do. 

itie 

gravity 

7.716 

Bevan. 
Rennie. 

Table  showing  the  Extension,  by  a  suspended  Weight,  of  a 
Wrought-iron  Bar,  10  feet  long  and  1  inch  square. 


Computed 

Correspond- 

Observed 

extension 

ing  extension 

perma- 

Observed 

assumed 

in  fractions 

Observed 

nent    set 

Tons. 

extension  in 

uniform  at 

of   the  length 

permanent 

in  fr.ic- 

terms  of  the 

8 

computed  at 

set  in  terms;    tional 

length. 

of  the  length 

a 

of  tlie 

parts    of 

per  ton  per 

per    ton    per 

length. 

the 

square     inch. 

square  inch. 

length. 

1 

.000689 

.0008 

T33ilir 

2 

.000166 

.00016 

T2I7 

3 

.000238 

.00024 

1 

.00000513 

TBuVnr 

4 

.000319 

.00032 

^h^ 

.00000283 

STsm 

5 

.000399 

.00040 

2515 

.00000356 

28T5Ttr 

6 

.  00048 

.00048 

I 
25tJ 

.00000427 

aSJTTTB 

Table  showing  the  Extension  and  Permanent  Set  of  a  Cast- 
iron  Hod,  10  feet  long  and  1  inch  square,  drawn  in  the 
direction  of  its  Length. 


Tons. 

Extension  per  Ton. 

Total  Extension. 

Total  permanent  Set 

1 
2 
3 
4 
5 
6 

.01976 
.02027 
.02171 
.02318 
.02479 
.02727 

.01976 
.04155 
.06515 
.09274 
.12397 
.16363 

.  00579 
.001860 
.003954 
.007543 
.012619 
.020571 

Table  showing  the  Extensions  of  Cast-iron  Rods,  10  feet  long  and  1  inch  square,  deduced  from  numerous  Experiments,  and 
compared  with  observed  Compression  of  Bars  of  the  same  Irons  and  the  same  size,  cast  with  them  for  comparison. 


Extension. 

Compression. 

Weights  laid  on,  with  the  corresponding  Extensions,  and 
Sets  in  Inches. 

Mean  Weights  laid  on,  with  corresponding  Mean  Com- 
pressions. "  Sets  and  Ratios  of  Weights  to  Compression. 

Number  of 
Experi- 
ments. 

Weights. 

Extensions. 

Sets. 

Number     of 
Experi- 
ments. 

Weights. 

Compressions 

in  Inches. 

id) 

Sets  in  Inches. 

(d) 

9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
6 
4 

1053.77 

1580.65 

2107.54 

3161.31 

4215.08 

5268.85 

6222.62 

7376.39 

8430.16 

9483.94 

10537.71 

11591.48 

12645.25 

13699.83 

14793.10 

.0090 
.0137 
.0186 
.0287 
.0391 
.0500 
.0613 
.0734 
.0859 
.0995 
.1136 
.1283 
.1448 
.1668 
.1859 

.00022 

.000545 

.00107 

.00175 

.00265 

.00.372 

.00517 

.00664 

•  .00844 

•      .01002 

.01306 

.01609 

.02097 

.02410 

117086 

115131 

113309 

110150 

107803 

105377 

103142 

100496 

98139 

95316 

92762 

90347 

87329 

82133 

79576 

8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
7 
7 

2064.745 

4129.49 

6194.24 

8258.98 

10323.73 

12388.48 

14453.22 

16517.97 

18582.71 

20647.46 

24776.95 

28906.45 

3303080 

37159.65 

.01875 
.03878 
.05978 
.07879 
.09944 
.12030 
.14163 
.16338 
.18505 
.20624 
.24961 
.29699 
.35341 
.41149 

.00047 
.00226 
.00400 
.00645 
.00847 
.010875 
.01405 
.01712 
.02051 
.02484 
.03220 
•04300 
.06096 
.08421 

110120 

106485 

103617 

104823 

103819 

102980 

102049 

101102 

100420 

100114 

99-263 

97331 

93463 

125 


STR 


478 


STR 


Table  showing  the  Compression  of  a   Cast-iron  Bar,  10  feet 
long,  and  I  inch  Sjuare. 


Tons. 

Compression 

Total   Compres- 

Total  permanent 

per  Ton. 

siou. 

Set. 

Inch. 

Inch. 

Inch. 

1 

.020338 

.020338 

.001)510 

2 

.021038 

.042077 

.002452 

3 

.021618 

.064855 

.004340 

4 

.021369 

.085479 

.006998 

5 

.021594 

.107872 

.009188 

(> 

.021752 

.1.30513 

.011798 

7 

.021950 

.153654 

.015243 

8 

.022154 

.177235 

.018572 

9 

.022374 

.201373 

.024254 

10 

.022477 

.224774 

.028126 

11 

.022567 

.248237 

.032023 

12 

.022802 

.2736.32 

.037653 

13 

.023014 

.299187 

.043318 

11 

.023523 

.329330 

.W,-l<;\i\ 

15 

.023539 

.353092 

.ooo'.ios 

16 

.024409 

.390558 

.080256 

17 

.024805 

.421695 

.086298 

Table  showing  the  Compression  of  Wrought  and  Cast-iron 
Bars,  10  feet  long,  and  1  inch  square  nearly.  The  Erperi- 
tiients  made  by  Mr.  Hodgkinson. 


Cast-iron  Bar. 
Area  of  Section  1.031  X  1029. 


Wrought-iron  Bar. 
Area  of  Section  1.025  X  1.025. 


Weight   laid    on 
the  Bar. 

Decrease  of 

Decrease  of 

Weight     produ- 

length   bv    that 
Weight 

length     of     the 
Bar. 

cing     that     De- 
crease. 

lbs. 

Inch. 

Inch. 

lbs. 

5054 

.054 

.052 

9578 

7316 

.078 

.073 

14058 

11818 

.126 

.130 

25258 

14058 

.157 

.154 

29738 

20778 

.173 

.174 

31978 

21898 

.210 

.214 

34218 

Table  showing  the  Average  Breaking-  Weight  of  Bars  1  inch 
square,  and  3  feel  long,  as  determine/l  from  a  very  exten- 
sive series  of  experiments  by  Mr.'Rohert  Stephenson. 


Iron. 

Ultimate  Deflection. 

Breaking  Weight. 

Hot  blast 

.789 
.784 

gog 

Cold  blast 

855 

Mixtures  of  various  Irons.. 

898 

General  Observations. 

The  tenacity  of  good  Baltic  fir  is  very  remarkable  ;  souikI 
rods  of  this  material  will  bear  an  ultimate  tensile  strain  of 
5  tons  per  square  inch,  the  specific  gravity  of  which  being 
from  ^  to  f  of  that  of  water,  so  that  it  will  be  about  I,  or  a 
immersed  when  floating  in  that  liquid  ;  the  weight  may  be 
taken  generally  at  about  45  ll)s.  per  cubic  foot,  or  nearly 
one-tenth  that  of  wrouglit-imn,  while  the  ultimate  strength 
amounts  to  one-fourth.  'ITius  a  tension-rod  of  wrouglit-iron 
will  be  2J  times  as  heavy  as  a  tension-rod  of  Baltic  fir  of  the 
same  strength,  and  of  four  times  the  sectional  area. 

Its  elasticity  is  about  one-fifteenth  that  of  wrought-iron  ; 
i.  e.  a  bar  one  inch  square  is  extended  on  tjsVooI''  "^  '>^^ 
length  per  ton  of  direct  tensile  strain. 


The  difTiculty  of  connecting  timber  longitudinally,  is  a 
complete  bar  to  the  use  of  deal  in  cases  of  tensile  strain,  in 
greater  lengths  than  it  is  naturally  produced  ;  the  balks 
imported  vary  from. 40  to  GO  and  70  feet  in  length,  being 
from  12  to  10  inches  square. 

In  practice,  wrought-iron  should  not  be  strained  beyond 
10  tons  per  square  inch,  and  deal  2i  tons  per  square  inch. 

An  ordinary  round  rod  of  wrought-iron,  1  inch  in  diameter, 
bears  tensilcly  10  tons,  and  weighs  8  lbs  per  yard. 

For  a  round  rod  of  any  diameter,  the  square  of  the 
diameter,  taken  in  greater  inches,  is  the  breaking  weight 
in  tons. 

Half  this  quantity  is  the  weight  in  lbs  per  yard.  Thus 
the  breaking  weight  of  a  ro\nid  bar  5  inches,  or  20  quarter- 
inches  in  diameter,  will  be  20  X  20  or  400  tons,  and  the 
actual  weight  will  be  half  400  or  200  lbs.  per  yard. 

A  rod  will  be  perceptibly  damaged  by  half  this  strain, 
which  can  never  be  safely  exceeded,  one-third  being  suflicient 
in  practice. 

The  strength  of  chain-cable  is  thus  easily  arrived  at,  the 
strength  of  a  link  being  double  that  of  the  bar  from  which 
it  is  forged. 

It  is  usual  technically  to  denominate  chains  by  their 
diameter,  thus  a  five-eighth  chain  is  a  chain  made  from 
a  bar  J  inch  in  diameter. 

The  following  approximations  will  be  found  very  conve- 
nient in  estimating  the  weight  and  strength  of  chains,  the 
ultimate  tensile  strength  of  the  material  being  taken  at  IG 
tons  per  circular  inch,  or  20  tons  per  square  inch  of  section. 

1.  The  square  of  the  diameter  in  eights,  will  be  the  weight 
of  the  chains  in  lbs.  per  fathom. 

2.  The  square  of  the  diameter  in  eights,  divided  by  2, 
will  be  the  breaking  weight  intons.  Thus  the  breaking- 
weight  of  a  f  chain  will  be  half  25  tons  =:  12^  tons,  and  the 
actual  weight  will  be  25  lbs.  per  fathom  of  G  feet. 

iV.  B. — A  chain  will  be  perceptibly  damaged  by  half  this 
strain,  which  can  never  be  safelj'  exceeded,  one-third  being 
suflicient  in  practice. 

The  strength  of  ropes  is  very  uncertain,  their  size  is 
generally  denominated  technically  by  their  circumference  in 
inches  ;  and  the  following  approximations  will  be  very  cor- 
rect for  ordinary  tarred  hempen  rope  : — 

1.  The  square  of  the  circumference  in  inches,  divided  by 
10,  will  give  the  praftical  strength  in  tons,  which  will  be 
about  half  their  breaking-weight. 

2  The  square  of  the  circumference,  divided  by  4,  will 
roughly  give  the  weight  in  lbs.  per  fathom.  Thus  the  use- 
ful strength  of  a  5-inch  rope  will  be  ^i  or  2.5  tons,  the  ulti- 
mate strength  being  5  tons ;  and  the  weight  of  a  tarred  5- 
inch  rope  will  be  Y  or  Ci  lbs.  per  fathom. 

A    rope    of    10    inches    in    circumference,    and    a    chain 
of  "Jths  diameter,  will  each  bear  practically  about  10  tons, 
taking   half   the   breaking-weight,  and   the   weight   of  the 
former  will  be  25  lbs.,  and  of  the   latter,  39^-   lbs.   per 
fathom. 
Transverse  Strength  of  a  Slab  of  State  from  the  Penrhyn 
Quarries. 
A  slab  of  slate  2  feet  1 0  inches  broad,  4  inches  thick,  and 
4  feet  between  the  bearings,  failed  with  24J  tons  distribu- 
ted over  15  inches  at  the  centre  of  the  span. 

A  slab  of  cast-iron  of  the  same  dimensions  woidd  scarcely 
support  five  times  as  much,  and  would  be  above  two  and  a 
half  times  as  heavy.  This  material  forms  a  valuable  floor- 
ing for  bridges. 

Transverse  Strength  of  Timber. 

To  avoid  any  anomalies  in  deducing  the  strength  of  large 
beams  of  timber  from  experiments  on  small  battens,  the  fol- 


lowing  experiments  were  made  on  the  transverse  strength  of 
whole  balks  of  American  red  pine  timber  selected  from  the 
scaflblding  emploj-ed  in  erecting  the  tubes. 

These  beams  were  exactly  12  inches  square  and  17  feet 
long,  the  distance  between  the  bearings  being  15  feet.  They 
weie  broken  by  actual  weight  suspended  on  a  scale  from  the 
centre  of  the  beams. 

Dry  timber  from  the  butt  end  of  the  balk: — 

Weight  of  the  beam,  5  cwt.  2  qrs.  5  lbs.  or  30.51bs.  per 
cubic  foot. 

Breaking  weight,  14.82  tons. 

Dry  timber  from  the  top  of  the  balk  : — 

Weight  of  the  beam,  5  cwt.  171bs.  or33.91bs.  per  cubic  foot. 

Breaking  weight,  13.24  tons. 

Results  of  Kcperiments  made  with  actual  Weight  on,  Materials 
used  in  the  Britannia  Bridge,  January,  1848. 

(B)-ichBorl:) 

lbs.  per  6q.  In. 

No.  1.  9-inch  cube  of  cemented  brick\W)rk  (Nowell 
and  Co.,)  No.  1  (or  best  quality),  weighing 
54  lbs.,  set  between  deal  boards.  Crushed 
with  19  tons  18  cwt.  2  qi-s.  22  lbs.      .     .     .   =  551.3 

No.  2.  9-inch  brickwork.  No.  1  weighing  53  lbs., 
set  in  cement.  Crushed  with  22  tons  3  cwt. 
17  lbs. =  612.7 

No.  3.  9-inch  brickwork,  No.  3  weighing  52  lbs., 
set  in  cement.  Crushed  with  16  tons  8  cwt, 
2  qrs.  8  lbs =  454.3 

No.  4.  9J-inch  brickwork,  No.  4  weighing  55^  lbs., 
set  in  cement.     Crushed  with2i  tons  14  cwt. 

1  qr.  17  lbs =  568.5 

No.  5.  9-inch  brickwork.  No.  4  weighing  54^  lbs., 

set  between  boards.     Crushed  with  15  tons 

2  cwt.  12  lbs =  417. 

Mean 521. 

Note. — The  three  last  cubes  of  common  brick  continued  to 
support  the  weight  although  cracked  in  all  diiections ;  they 
fell  to  pieces  wlien  the  load  was  removed.  All  the  brick- 
work began  to  show  irregular  cracks  a  considerable  time 
before  it  gave  way. 

The  average  weight  supported  by  these  bricks  was  33.5 
tons  per  square  foot,  equal  to  a  column  583.69  feet  high  of 
such  brickwork. 

(^Sandstone.) 

No.  6.  3-inch  cube  red  sandstone,  weighing  1  lb. 
14|-  oz.,  set  between  boards  (made  quite  dry 
by  being  kept  in  an  inhabited  room).  Crushed 
with  8  tons  4  cwt.  19  lbs =  2043. 

No.  7.  3-inch  sandstone,  weighing  1  lb.  14  oz.,  set 
in  cement  (moderately  damp).  Crushed  with 
5  tons  3  cwt.  1  qr.  1  lb =    128.5 

No.  8.  3-inch  sandstone,  weighing  1  lb.  15^  oz., 
set  in  cement  (made  very  wet).  Crushed 
with  4  tons  7  cwt.  21  lbs =  1085. 

No.  9.  6-inch  cube  sandstone,  weighing  18  lbs., 
set  in  cement.  Crushed  with  63  tons  1  cwt. 
2  qrs.  6  lbs -  3924.8 

No.  10:  9^inch  cube  sandstone,  weighing  58^  lbs., 
set  in  cement  (77^  tons  were  placed  upon  this 
without  effect  =  2042  lbs.  per  inch,  which 

was  as  much  as  the  machine  would  carry).  

Average  crushing  weight ....      2185. 

All  the  sandstones  gave  way  suddenly,  and  without  any 

previous  cracking  or  warning.    The  3-inch  cubes  appeared  of 


ordinary  description ;  the  C-inch  was  fine-grained,  and  appa- 
rently tough,  and  of  superior  quality.  After  fracture,  the 
upper  portion  generally  retained  the  form  of  an  inverted 
square  pyramid  about  2^"  high,  and  very  .symmetrical,  the 
sides  bulging  away  in  pieces  all  round.  The  average  weight 
of  this  material  was  130  lbs.  10  oz.  per  cubic  foot,  or  17  feet 
per  ton. 

The  average  weight  required  to  crush  this  sandstone  is  134 
tons  per  square  foot,  equal  to  a  column  2351  feet  high  of 
such  sandstone. 

{Limestone.) 

No.  11.  3-mch  cube  Anglesey  limestone,  weighing 

2  lbs.  10  oz.,  set  between  boards.     Crushed 

with  20  tons  11  cwt.  3  qrs.  9  lbs =  6618. 

This  stone  formed  numerous  cracks  and  splinters  all  round, 
and   was   considerably   crushed  ;    but,   upon   removing   the 
weight,  about  two-thirds  of  its  area  were  found  uninjured. 
No.  12.  3-inch  limestone,  weighing  2  lbs.  9  oz.,  set 

between  deal  boards.     Crushed  with  32  tons 

6  cwt.  1  lb =  8039. 

This  stone  also  began  to  crack  and  splinter  externally  with 
25  tons  (or  6220  per  inch),  but  ultimately  bore  as  above. 
No.  13.  3-inch  limestone,  weighing  2  lbs.  9  oz.,  set 

in  deal  boards.    Crushed  wilh  30  tons  18  cwt. 

3  qrs.  24  lbs. =  7702.6 

No.  14.  3  separate  inch  cube  limestone,  arranged 

in  a  triangle,  weighing  41  oz.,  set  between 
deal  boards.     Crushed  with  9  tons  7  cwt. 

1  qr.  14  lbs =  6995.3 

All  crushed  simultaneously.  

Average 7579. 

7338.5 

All  the  limestones  formed  perpendicular  cracks  and  splin- 
ters a  considerable  time  before  they  crushed.  Weight  of  the 
material  from  above  =  165  lbs.  5  oz.  per  cubic  foot,  or  13J 
feet  per  ton. 

The  weight  required  to  crush  this  limestone  is  471.15  tons 
per  square  foot,  equal  to  a  column  0433  feet  high  of  such 
material. 

(Sitigle  Bricks  of  different  qualities.) 

No.  15.  A  single  brick.  No.  1  (Nowell  and  Co.), 

weighing    8    lbs.,    bedded    flat   in   cement. 

Crushed  with  17  tons  19  cwt.  1  qr.  7  lbs.      .  =  1022. 
No.  16.  A  single  brick.   No.  3.     Crushed   with 

13  tons  11  cwt.  1  qr.  0  lbs =  750. 

No.   17.    A   single  Birkenhead   brick,  9    X   4|^", 

weighing  7   lbs.   14  oz.,  bedded  in  cement. 

Crushed  with  32  tons  2  cwt.  17  lbs.     .     .     .  =  1775.8 
No.    18.    A    single    Buckley    mountain    brick, 

9^"  X  4y,  weighing  9  lbs.  2  oz.,  bedded  in 

cement.  Crushed  with  40  tons  13  cwt.  15  lbs.  =  2130.3 

These  last  experiments  not  being  on  cubes,  only  serve  for 
comparisons  among  themselves.  The  bricks  were  completely 
crushed  into  powder.  The  cement  used  in  all  the  above 
experiments  invariably  began  to  crack  away  round  the  edges 
as  soon  as  a  very  moderate  weight  was  applied. 

STRETCHED  OUT,  a  term  applied  to  a  surface  that 
will  just  cover  a  body,  and  is  extended  in  such  a  manner 
that  all  its  parts  are  in  a  piano,  or  may  be  made  to  coincide 
with  a  plane. 

STRETCHER,  a  term  applied  to  bricks  or  stones  so 
placed  in  a  wall  that  their  longest  side  shall  be  parallel  to  the 
face  of  the  wall ;  those  bricks,  on  the  contrary,  which  have 


their  longest  dimension  in  the  heart  of  the  worlc,  perpendi- 
cular to  llio  sui-lace,  are  termed  headers  or  Ihrouyh-bricks. 

STUETCIIING  COURSE,  in  walling,  a  course  of  stones, 
or  bricks,  laid  with  their  longest  dimensions  in  a  horizontal 
line  paralltd  to  the  face  of  the  wall :  it  is  exactly  the  con- 
trary of  ((  headhig  course,  vhere  the  breadths  of  the  stones, 
or  bi  icks,  are  laid  in  a  straight  line  parallel  to  the  face  of  the 
wall. 

STliL'E  (Latin),  the  fdlets  or  lays  which  separate  the  fur- 
rows, or  grooves,  of  fluted  columns. 

STRIGES  (from  the  Latin  slriga,  a  ridge),  the  channels 
of  a  fluted  column. 

STRIKING,  Sticking,  or  Runnixo  a  Moulding,  in  joinery, 
is  the  shaving  away  the  superfluous  part  of  tiie  wood,  till  the 
section  be  of  the  reijuired  figure. 

Striking  is  also  applied  to  the  drawing  of  lines  by  the 
square  on  the  face  of  a  piece  of  stuff  for  mortises,  and  cutting 
the  shoulders  of  tenons,  &c. 

Stkiking  is  also  used  for  the  drawing  of  lines  on  the  sur- 
face of  a  body. 

Striking  a  Centre,  the  removal  of  the  centre  after  the 
completion  of  the  arch  it  had  supported  during  the  building, 
and  during  the  time  necessary  for  the  mortar  to  consolidate. 

STRING-BOARD,  in  wooden  stairs,  a  board  placed  next 
to  the  well-hole,  and  terminating  the  ends  of  the  steps.  The 
face  of  string-boards  follows  the  direction  of  the  well-hole, 
whether  it  be  prismatic  or  an  inverted  cone.  String-boards 
are  sometimes  glued  in  several  tliieknesses,  with  the  fibres  of 
the  wood  running  in  the  direction  of  the  steps;  sometimes 
they  are  wrought  out  of  the  solid,  like  a  hand-rail,  the  grain 
of  the  wood  being  in  the  same  direction  ;  and  they  are  some- 
times also  glued  up  like  columns,  viz.,  having  the  fibres  ver- 
tical. Brackets  are  most  frequently  placed  upon  the  string- 
boards,  and  mitred  into  the  risers. 

String-Course,  a  narrow  continuous  horizontal  moulding 
or  plat-band,  projecting  slightly  from  the  face  of  the  wall. 

String-Pikce,  the  piece,  or  pieces,  of  timber,  put  under 
the  flying  steps  of  a  wooden  stair,  for  their  support,  and 
covered  with  the  lath  and  plaster  forming  the  soffit  of  the 
stair. 

STRIX,  (Latin,)  a  channel  in  a  fluted  column. 

STRUCK,  an  architectural  expression,  when  anything  of 
a  temporary  kind  is  taken  away,  which  had  been  used  for  the 
support  of  some  part  of  the  building  during  its  erection  ;  as 
the  centre  of  a  vault,  &c.     See  Striking. 

STRUTS,  in  a  truss,  are  one  or  more  pair  of  oblique 
straining-pieces,  each  pair  tending  and  pressing  to  a  point 
below  either  of  their  extremities,  and  making  equal  angles 
with  tlie  horizon,  though  in  contrary  directions.  Every  strut 
is  a  brace  ;  but  every  brace  is  not  a  strut.  Braces  may  meet 
on  eitiier  side  of  their  extremities,  above  or  below  them  ; 
but  struts  only  meet  or  tend  to  the  same  point  downwards, 
as  already  defined. 

Struts  occur  most  frequently  in  roofs,  and  braces  in  parti- 
tions. Braces,  when  thciy  occur  in  roofs,  arc  called  principal 
braces,  auxiliary  rafters,  cushion  rafters,  or  discharging 
braces:  when  they  occur  in  the  same  frame,  they  are  used 
in  opposition  to  each  other ;  though  it  would  be  as  well  to 
have  a  separate  term  to  express  the  idea  of  braces  when  they 
meet  upwards,  as,  in  this  way,  there  could  be  no  ambiguity 
of  expression. 

STRUTTING  BEAM,  or  Strut  Beam,  a  term  used  by 
old  writers  in  carpentry,  for  what  is  now  called  straining 
beam,  or  fo//ac  beam. 

Strutting  Piece.     See  Straining  Piece. 

STUCCO,  (from  the  French,  estoc.)  See  Cement,  Mor- 
tar, and  Plastering. 


STUDS,  (from  the  Saxon  studer,  a  post.)  the  posts,  or 
quarters,  in  partitions,  j>laced  eleven  or  twelve  inches  dis- 
tarit;  the  term  is  freipiently  used  in  London  and  in  Somer- 
setsliirc.  The  studs  go  also  under  the  various  names  of 
vpriglits  and  quarters,  in  London. 

Stud  Partitions,  the  same  as  quarter  partitions. 

Stud  Work,  or  Brick-Nogoino,  a  wall  consisting  of 
brick-work,  built  between  studs,  or  quarters,  chiefly  used  in 
thin  walls,  or  partitions,  for  greater  strength  than  when 
bricks  arc  used  without  studs.  See  Brick-Nogging. 
•  Stufk,  (from  the  Dutch,  stofe,)  a  general  term  for  the 
wood  upon  which  joiners  work. 

STYLE,  or  Stile,  the  upright  supports  of  a  frame. 

STVLOBATE,  the  substructure  of  a  classic  temple  below 
the  base  of  the  columns,  or  the  platform  on  which  the  build- 
ing w'as  elevated.  This  consisted  either  of  a  series  of  steps 
continued  all  round  the  temple,  or  of  a  podium  or  wall, 
which  admitted  of  access  to  the  temple  at  one  end  only. 

SUB-BASE,  a  second  base  below  the  first  or  true  base. 

SUBNORMAL,  or^SuPERPENDicuLAR,  the  distance  upon 
the  axis  between  the  foot  of  the  ordinate  and  a  perpendicular 
to  the  curve,  or  its  tangent. 

In  all  curves,  the  subnormal  is  a  third  proportional  to  the 
subtangent  and  the  ordinate  ;  and  in  the  parabola  it  is  a  con- 
stant quantity,  being  equal  to  half  the  parameter  of  the  axis. 

SUB-PLINTH,  a  plinth  below  the  true  plinth,  and  on 
which  the  latter  stands. 

Sub-Principals,  the  same  as  auxiliary  rafters,  or  principal 
braces. 

SUMMER,  a  large  stone,  the  first  that  is  laid  over  columns 
and  pilasters,  in  beginning  to  make  a  cross  vault ;  or  that 
stone,  which  being  laid  over  a  piedroit,  or  column,  is  made 
hollow,  to  receive  the  first  haunce  of  a  jilatband. 

Summer,  a  large  piece  of  timber,  which  being  supported 
by  two  stone  piers,  or  posts,  serves  as  a  lintel  to  a  door, 
window,  die. 

Summer,  a  beam  of  timber  tenoned  into  a  girder,  for  su[> 
porting  the  ends  of  joists  on  both  sides  of  it.  The  distinction 
of  the  large  beams  of  a  carcase  floor  is,  that  bressummers  nrt: 
disposed  in  exterior  walls  ;  girders  lie  across  the  building  ; 
and  the  summers  divide  the  floor  in  the  middle,  and  are  laid 
perpendicular  to  girders,  or  parallel  to  the  bressummers.— 
Summers  are  now  seldom  or  never  employed  in  building. 

Summer  is  also  a  Warwickshire  term  for  a  girder. 

Summer- House,  a  house  situate  in  a  garden,  or  on  some 
pleasant  sequestered  spot,  on  an  estate,  for  the  purpose  of 
retiring  to  in  the  summer. 

Summer-Tree,  a  beam  full  of  mortises  for  the  ends  of 
joists  to  lie  in,  and  to  which  the  girders  are  framed.  See 
Bressummer  and  Girders. 

SUNK  SHELVES,  have  a  groove  consisting  of  two  sides, 
to  prevent  the  plates  from  sliding  off,  when  set  up  on  edge. 

SUPERCILIUM,  in  ancient  architecture,  the  uppermost 
member  of  the  cornice,  called  by  the  moderns,  corona,  crown, 
or  larmier.  It  is  also  used  for  a  square  member  under  the 
upper  torus,  in  some  pedestals. 

SUPERSTKUCT,  (Latin,)  to  build  one  thing  upon  an- 
other. 

SUPERSTRUCTURE,  the  upper  portion  of  a  building 
raised  upon  the  foundations. 

SUPPORTERS,  images  to  bear  up,  or  serve  instead  of 
posts,  &c.,  in  a  building.  The  posts  themselves  are  sometimes 
so  called. 

SURBASE,  the  mouldings  of  a  room,  immediately  above 
the  base,  with  the  dado  between. 

SURMOUNTED  ARCH,  that  which  has  its  springing 
line  below  tl>e  level  of  the  centre  from  wliich  it  is  struck. 
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SURVEYING,  the  practice  of  measuring  the  areas  and 
deliniiig  the  boimJarios  of  plots  of  land,  estates,  houses,  &e., 
in  sutii  a  manner  as  to  be  able  to  transfer  a  correct  repre- 
sentation of  the  same  to  a  plan  showing  the  relative  position 
and  proportionate  dimensions  of  the  various  parts  with  refer- 
enie  to  each  other.  In  other  words,  the  plan  is  made  to  pre- 
s,-nt,  on  a  small  scale,  a  delineation  of  the  surface  of  the  area 
surveyed. 

The  principal  instruments  employed  in  surveying  are  the 
theudolite  and  chain;  the  former  for  measuring  angles,  and 
tlie  latter  for  lines.  It  is  usual  to  divide  the  plot  to  be  sur- 
vo)  ed  into  a  number  of  triangles,  as  convenient,  and,  when 
the  ihain  only  is  used,  which  is  probably  the  more  accurate 
method,  to  measure  the  three  sides  of  each  triangle,  which  at 
once  determines  its  form  and  dimensions.  If,  however,  the 
theodolite  be  also  used,  one  or  more  of  the  angles  are  mea- 
sured thereby,  and  one  or  more  sides  determined  by  the 
chain  ;  in  this  case,  the  form  and  dimensions  of  each  triangle 
may  be  determined  by  trigonometrical  formuke.  In  survey- 
ing large  tracts  of  country,  it  is  usual  to  fix  or  determine 
the  relative  position  of  some  of  the  more  conspicuous  points 
by  a  system  of  triangulation,  and  from  these  fixed  points,  as 
a  basis,  to  determine  or  fill  in  the  remainder  of  the  plan. 
Several  other  instruments  are  employed  in  these  operations, 
but  the  two  above-mentioned  are  the  principal. 

SuiiVEYiNG  WriEEL.     See  Peramdulator. 

SUSPENSION  BPJDGE.  This  kind  of  construction  is, 
perhaps,  the  simplest  and  most  easily  erected  of  all  bridges  ; 
we  find  examples  of  it  spoken  of  in  remote  times,  and  there 
are  few  countries  in  the  world  where  it  may  not  be  seen  under 
some  form  or  other.  In  England  we  now  have  many  splen- 
did bridges  of  this  description,  in  which  the  combined  labours 
of  practical  experimentalists  and  scientific  theorists  have  pro- 
duced monuments  of  surprising  skill  and  admirable  daring. 

The  principle  on  which  suspension  bridges  are  constructed, 
is  exactly  the  reverse  of  that  on  which  the  stability  of  arched 
bridges  depend.  In  the  latter  case,  the  force  of  gravity  is, 
by  an  ingenious  arrangement,  made  to  counteract  the  natuial 
tendency  of  all  bodies  to  fall  towards  the  earth;  and  a  com- 
pressive force  is  called  into  play,  by  which  the  several  parts 
of  the  bridge  are  kept  in  their  proper  positions,  provided  the 
materials  have  been  properly  disposed,  and  are  sufficiently 
strong  to  bear  the  requisite  crushuig  force. 

In  suspension  bridges,  on  the  contrary,  the  roadway  is 
supported  by  ropes  or  chains  attached  to  towers  and  abut- 
ments, so  that  the  tension  of  the  materials  employed  is  prin- 
cipalli/,  although  not  altogether,  acted  upon,  and  tlie  platform 
is  sustained  by  the  excess  of  their  tensile  powers  above  the 
weight  (their  own  included)  with  which  they  are  loaded. 
These  bridges  were  not  constructed  to  any  great  extent  until 
the  commencement  of  the  present  century  ;  up  to  that  period 
they  were  of  rather  a  primitive  character.  We  hear,  indeed, 
of  one  built  in  China  about  the  year  C5  a.d.,  and  of  several 
suspended  bridges  in  South  America  and  the  Indies,  in  which 
the  chains  were  formed  of  ropes  or  barks  of  trees  plaited 
or  interwoven  together,  so  that  the  roadway  was  in  the  form 
of  a  catenary  curve ;  still,  even  in  those  countries  we  have 
instances  of  the  roadway  or  platform  bfing  placed  horizontally, 
and  suspended  from  the  ropes  or  chains  by  intermediate  rods. 
Among  the  first  Iron  Suspension  bridges  put  up  in  this  coun- 
try was  the  Winch  Bridge  crossing  the  river  Tees  near 
Middleton.  It  was  merely  intended  for  foot-passengers,  being 
only  -2  feet  in  width,  although  70  feet  long.  In  181G,  a  Wire 
Suspension  bridge  was  built  over  the  Gala  Water,  of  upwards 
of  100  feet  span,  at  a  cost  of  only  £40  ;  and  another  over  the 
Tweed  at  Peebles  in  the  following  year,  also  of  iron  wire, 
and  about  the  same  span,  for  £1G0. 


In  1820,  Captain  Sir  Samuel  Brown  built  a  Suspension 
Bridge  over  the  Tweed,  in  an  ingenious  and  novel  manner, 
for  which  he  had  obtained  a  jxitent  in  1817.  Instead  of 
making  the  main  iron  chains,  intended  for  the  suppoit  of  the 
bridge,  in  the  form  of  ropes,  as  had  been  hitherto  done,  he 
constructed  those  chains  by  links  of  iron  several  feet  in 
length,  with  holes  formed  at  either  end,  through  which 
he  joined  them  together  by  means  of  bolts.  This  bridge, 
called  the  Union,  is  situate  close  to  Berwick-on-Tweed,  and 
has  a  span  of  449  feet.  It  is  supported  upon  12  chains  dis- 
posed in  pairs,  and  placed  one  above  the  other  3  deep,  formed 
by  links  of  round  iron  2  inches  in  diameter,  and  each  15  feet 
long,  connected  with  one  another  by  intermediate  short  links 
also  of  iron.  The  suspending  rods  are  of  an  oval  section, 
and  are  placed  5  feet  apart,  every  one  being  attached  to  a 
joint  of  one  of  the  three  main  chains,  which  are  made  to 
break  joint,  so  as  to  admit  of  this  arrangement.  These  sus- 
pension rods  support  the  roadway,  which  is  formed  of  timber. 
This  bridge  cost  £50,000.  In  the  following  year,  this  engi- 
neer built  the  Newhaven  Pier,  which  is  constructed  on  the 
same  principle,  having  three  openings,  each  209  feet  span ; 
and  afterwards  the  Chain  Pier  at  Brighton,  which  runs  out 
into  the  sea  a  distance  of  upwards  of  1,000  feet,  having  four 
openings,  each  225  feet  span.  In  the  year  1823,  a  bridge  of 
the  kind  was  erected  by  Sir  Isambert  Brunei,  with  two 
spans,  each  122  feet;  and  the  year  after  (1824)  Tierny 
Clarke  constructed  the  much-admired  Suspension  Biidge  over 
the  Thames  at  Hammersmith,  spanning  the  river  by  an  open- 
ing of  422  feet,  which  has  stood  remarkably  well. 

Next  in  order  of  time  is  the  fiir-famed  Suspension  Bridge 
erected  by  Telford  over  the  JNIenai  straits,  for  the  purpose  of 
carrying  the  Holyhead  road,  and  thus  connecting  the  Island 
of  Anglesea  with  the  maiidand.  This  splendid  work  of  art 
was  completed  in  the  year  1825,  having  been  about  six  years 
in  course  of  construction.  It  consists  of  one  opening  of  570 
feet  span.  The  roadway  being  100  feet  above  the  level  of 
high-water.  The  ckiins  are  formed  of  flat  bars  of  iron 
10  feet  long,  3^  inches  deep,  and  nearly  an  inch  thick.  There 
are  four  rows  of  chains,  each  consisting  of  four  tiers  of  bars 
ranged  one  above  the  other,  so  that,  in  all,  there  are  IG  chains; 
to  these,  which  are  passed  over  the  tops  of  two  lofty  towers 
placed  at  either  side  of  the  straits,  and  fastened  at  cither 
shore  into  the  solid  rock,  bars  an  inch  square  are  attached, 
5  feet  apart,  for  the  purpose  of  supporting  the  roadway,  which 
has  two  carriage-ways,  each  12  feet  wide,  and  a  central  foot- 
way 4  feet  in  width.  The  entire  weight  of  this  susjieiided 
platform,  including  the  IG  chains,  is  about  2,180  tons.  The 
Conway  bridge,  over  the  river  Dee,  is  also  a  Suspension 
Bridge,  and  was  built  by  Telford  about  the  same  time ;  it  has 
a  span  of  327  feet,  and  likewise  carries  the  great  Holyhead 
road.  Sir  Samuel  Brown  then  erected,  in  the  year  1829,  the 
Montrose  Suspension  Bridge  over  the  Esk  in  Scotland,  with 
a  span  of  412  feet,  and  a  roadway  12  feet  wide.  This  bridge 
was  all  but  destroyed  during  a  great  storm  which  took  place 
in  1838;  the  platform  not  having  sufiicient  rigidity  to  with- 
stand the  unequal  force  of  the  wind.  The  engineer,  liendel, 
however,  has  restored  the  bridge,  and  it  is  thought  tiiat  such 
a  disaster  cannot  again  take  place. 

In  the  year  1829,  M.  Navier,  an  able  French  engineer,  to 
whom  we  are  indebted  for  a  valuable  work  on  Suspension 
Bridges,  constructed  the  Pont  des  Invalides,  on  the  suspen- 
sion principle,  over  the  Seine  at  Paris,  with  a  span  of  23G 
feet,  and  a  deflection  in  the  catenary  formed  by  its  chains,  of 
about  20  feet.  The  Fribourg  Bridge,  which  spans  the  valley 
of  the  Sarine  in  Switzerland,  is  one  of  the  most  splendid 
wire  bridges  ever  built.  It  was  constructed  by  !Mr.  Challey 
between  the  years  1832  and  34.  It  has  a  span  of  870  feet,  and 
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the  platform  is  167  feet  above  the  surface  of  the  water,  which 
runs  at  the  bottom  of  tlie  valley.  This  platform  is  suspended 
from  four  iron-wire  ropes,  two  on  each  side  of  the  bridge. 
The  ropes  are  composed  of  80  wires,  each  ^^  of  an  inch  dia- 
meter, tied  up  by  coils  of  wire  at  regular  intervals ;  these 
chain-ropes  are  made  fast  to  the  rock  on  either  side,  after 
passing  over  the  tops  of  the  towers.  Suspension  rods  are 
then  hung  upon  the  chain-ropes,  to  which  the  joists  forming 
the  roadway  are  fixed  ;  the  cost  of  this  magnificent  and  truly 
wonderful  structure  did  not  amount  to  more  than  £24,000. 
SWALLOW-TAIL,  a  particular  way  of  fastening  toge- 


ther two  pieces  of  timber,  so  strongly,  that  they  cannot  fall 
asunder.     It  is  much  the  same  as  Dove-tail. 

SWELLED  COLUMN.     See  Column. 

SYMBOLICAL  C(JLUMN.     See  Column. 

SYMMETRY,  (from  the  Greek,  aw,  with,  and  fierpeb),  to 
measure,)  the  harmony,  proportion,  or  uniformity  between 
the  parts  of  a  building  and  the  whole. 

SYSTYLE,  a  building  where  the  pillars  stand  thick,  but 
not  quite  so  thick  as  in  the  pycnostyle,  the  intercolumni- 
ation  being  only  two  diameters,  or  four  modules,  of  the 
columns. 
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TABERN,  a  local  word  for  cellar. 

TABERNACLE,  a  casket  composed  of  marble,  precious 
stones,  or  metal,  placed  upon  the  altar  in  churches,  and  em- 
ployed to  contain  the  consecrated  wafer;  also  any  casket  for 
containing  holy  relics,  vessels,  &c.  The  term  is  further  applied 
to  decorated  niches,  with  enriched  canopies,  &c. ;  a  collection 
of  such  work  is  termed  Tabernacle-work. 

TABLE,  or  Tablet,  a  flat  surface  or  panel  of  various 
furins,  but  usually  rectangular,  either  plain,  or  charged  with 
ornament  of  some  kind.  They  are  frequently  made  to  pro- 
ject fiom  tiie  wall,  and  are  termed  raised  tables. 

The  term  is  also  apj>lied  to  continuous  horizontal  mould- 
ings ;   thus  we  have  bench,  corbel,  water  tables,  (tc. 

Tadle  CVjrdel,  a  curious  horizontal  ornament,  used,  in 
Gothic  architecture,  for  a  cornice. 

Table,  I'rojectiiir/,  as  its  name  imports,  is  a  table  project- 
ing from  the  naked  of  a  wall. 

Table,  Jinised,  the  same  .as  Projectinq  Table. 

Table,  liakiny,  one  that  is  not  perpendicular  to  the 
horizon. 

Table,  Rusticated,  a  table  of  which  the  surfece  is  rough, 
from  being  broken  with  the  hammer,  frosted,  or  vcrmi- 
culated. 

Table,  Water,  one  that  inclines  to  the  horizon,  for  throw- 
ing olf  water;  this  kind  is  mostly  used  in  buttresses,  and 
other  parts  of  Gothic  edifices. 

Table,  in  perspective,  the  same  as  the  plane  of  the  pic- 
ture, being  the  paper  or  canvass  on  which  a  perspective 
drawing  is  made,  usually  perpendicular  to  the  horizon.  In 
the  theory  of  perspective,  it  is  supposed  to  be  transparent, 
for  the  more  easily  comprehending  the  subject. 

Table  ok  (jlass,  in  glass-works,  and  among  glaziers,  a 
circular  plate  of  glass,  being  its  original  form,  before  it  is  cut, 
or  divided  into  squares.     Twenty-four  tal)les  make  a  case. 

Tabled,  a  term  applied  to  anything  cut  into  tables. 

TABU']'!",  the  same  as  Table. 

T.MJLING,  a  term  used  in  Scotland  for  the  coping  of  the 
wall  of  very  common  houses;  also  a  method  of  scarfing 
timltcrs. 

TACKS,  small  nails,  for  fastening  and  stretching  cloth 
ujion  a  board,  &c. 

T;KNIA,  or  Tesia,  a  small  square  fillet  at  the  top  of  the 
architrave,  in  the  Doric  capital. 

TAIL,  Swalloiv.     See  Swallow-tail. 

Tail-in,  to  fasten  anything  into  a  wall  at  one  end,  as  the 
steps  of  a  stair ;  this  expression  is  similar  to  what,  in  joinery, 
is  called  housing. 


Tail  Trimmer,  a  trimmer  next  to  the  wall,  into  which  the 
ends  of  joists  are  fastened,  in  order  to  avoid  tines. 

TAILING,  the  part  of  a  projecting  stone,  or  brick,  inserted 
in  a  wall. 

TAILOIR,  a  term  used  by  some  writers,  in  imitation  of 
the  French,  for  the  Abacus. 

TALON,  (French,)  the  same  as  Ogee  ;  being  either  the 
cima-recta  or  cima-reversa :  according  to  some  authors,  it  is 
a  kind  of  astragal,  used  as  a  crowning.  The  word  is  not 
used  in  England. 

TALUS,  or  Talut,  the  slope  or  inclination  of  a  wall, 
whereby,  reclining  at  the  top,  so  as  to  fall  within  fts  base, 
the  thickness  is  gradually  lessened  according  to  the  height. 
Among  workmen,  this  is  called  battering;  and  the  wall  itself 
is  said  to  batter;  but  when  the  wall  inclines  beyond  the  per- 
pendicular of  its  base,  it  is  called  hanging.  The  term  talus 
is  mostly  restricted  to  fortifications. 

TAMBOUR,  (a  French  term,  derived  from  the  Arabic, 
tambor,  a  drum,)  a  word  applied  to  the  naked  of  a  ( "lU-inthian 
or  Composite  capital,  or  to  that  part  from  which  the  orna- 
ments are  supposed  to  project. 

Tambour,  is  also  applied  to  the  wall  of  a  circular  temple, 
which  is  surrounded  with  columns. 

Tambour,  a  place  enclosed  with  folding-doors,  to  break 
the  current  of  air  from  without,  at  the  entrance  of  churches, 
or  other  similar  buildings. 

TANGENT,  (Latin,  tangere,  to  touch,)  in  geometry,  a  line 
or  surfijce  which  touches  another  without  cutting  it.  The 
term  is  more  especially  applied  in  trigonometry  to  the  line 
drawn,  touching  the  circumference  at  the  commencement  ot 
the  arc,  and  terminated  by  the  secant,  which  is  drawn  through 
the  centre  and  the  end  of  the  arc. 

TANK,  a  large  vessel,  or  reservoir,  to  contain  water. 

TAI'EKING,  a  term  expressive  of  the  nature  of  a  solid 
contained  between  two  o{i|)osite  planes  inclined  towards  each 
other.  Thus,  the  wedge,  the  pyramid,  the  frustum  of  a  pyra- 
mid, the  cone,  and  the  fiustnm  of  a  cone,  are  all  tapering 
solids. 

TAPESTRY,  hangings  of  wool,  silk,  and  other  mate- 
rials, and  ornamented  with  embroidery  of  various  kinds  of 
needle-work,  employed  as  decorative  coverings  to  the  walls 
of  ancient  houses. 

TARRACE.     .S«e Terrace.   . 

TARRAS,  or  Terras,  a  strong  mortar  or  plaster,  of  great 
use  in  aquatic  works.      See  Ce.mkxt,  Mortar,  and  Plaster. 

TASSELS,  (from  the  French.)  in  common  country  houses, 
the  pieces  of  timber  that  lie  imder  the  mantel-tree. 


TAXIS,  the  same  with  the  aocients  that  Ordosnancb  is 
■with  the  moderns,  and  described  by  Vitruvius,  as  that  which 
gives  every  part  of  a  building  its  just  dimensions,  according 
to  its  uses. 

TEAZE-TENON,  a  tenon  upon  the  top  of  a  post,  with  a 
double  shoulder  and  tenon  from  each,  for  supporting  two 
level  pieces  of  timber  at  right  angles  to  each  other. 

TEINT,  (from  the  French,)  a  wash  of  any  colour  upon 
paper. 

TELAMONES,  the  Roman  term  for  the  figures  or  images 
of  men  supporting  a  cornice  or  other  projection.  By  the 
Greeivs  they  were  called  Atl.4.ntid.e,  Atlases,  and  Per- 
sians. 

TEMOIN,  (from  the  French,)  in  fortification,  a  pillar,  or 
mound  of  earth,  left  by  the  workmen  in  digging,  to  show 
how  much  has  been  removed,  and  what  they  are  to  have  for 
their  labour. 

TEMONES,  (from  the  Greek,  re/n'og,)  in  ancient  tem- 
ples, the  place  where  the  image  stood. 

TEMPERED,  a  term  applied  to  such  bricks  as  are  easily 
cut  and  reduced  to  a  required  shape. 

TEMPLE,  (from  the  Latin  teinplum,)  a  building  erected 
in  honour  of  some  deity,  whereat  the  people  met  for  religious 
worship.  Clemens  Alexandrinus  and  Eusebius  refer  the 
origin  of  temples  to  the  sepulchres  for  the  dead:  Herodotus 
and  Strabo  will  have  the  Egyptians  to  have  been  the  first 
•who  raised  temples  to  the  gods  :  others  say,  that  the  portable 
temple,  or  tabernacle,  made  by  Moses  in  the  desert,  was  the 
first  of  the  kind,  and  these  hold  it  to  have  been  the  model  of 
all  others.  The  first  temple  erected  in  Greece  is  ascribed  to 
Deucalion  by  Apollonius;  as  the  first  in  Italy  is  said  to  have 
been  built  by  Janus,  or  Faunus.  In  antiquity,  we  meet  with 
many  who  would  not  build  temples  to  their  gods,  for  fear  of 
confining  them  to  too  narrow  bounds.  They  performed  sac- 
rifices and  other  religious  rites  in  all  places  indifferently,  from 
a  persuasion,  that  the  whole  world  is  the  temple  of  God,  and 
that  he  requires  no  other.  This  was  the  doctrine  of  the  Magi, 
followed  by  the  Persians,  Scythians,  Numidians,  and  many 
other  nations  mentioned  by  Herodotus,  Cicero,  and  Strabo. 
The  Persians,  v/ho  worshipped  the  sun,  believed  it  would  be 
injurious  to  his  power  to  enclose  within  the  walls  of  a  temple 
him  who  had  the  whole  world  for  his  habitation ;  and  hence, 
when  Xerxes  ravaged  Greece,  the  Magi  exhorted  him  to 
destroy  all  the  temples  he  found.  The  Athenians  would 
erect  no  temple  to  Clemency,  who,  they  said,  was  to  live 
within  the  hearts  of  men,  not  within  stone  walls.  TheBithy- 
nians  and  Germans  had  no  temples,  but  worshipped  on 
mountains  and  in  woods. 

Temples  were  built  and  adorned  with  all  possible  splendour 
and  magnificence  ;  and  this  partly  out  of  reverence  for  their 
respective  deities,  and  partly  to  create  an  awe  for  them  in 
those  who  came  to  pay  their  devotions.  The  temples  were 
built  after  that  manner  which  different  votaries  thought  mo.st 
agreeable  to  their  Gods  ;  for  instance,  the  Doric  pillars  were 
sacred  to  Jupiter,  Mars,  and  Hercules  ;  the  Ionic  to  Bacchus, 
Apollo,  and  Diana ;  and  the  Corinthian  to  Vesta ;  though 
there  are  instances  of  these  being  used  in  *he  same  temples  ; 
such  were  some  of  those  dedicated  to  Minerva,  which  had 
pillars  of  the  Doric,  Corinthian,  and  Ionic  orders.  Wherever 
a  temple  stood,  if  the  situation  of  the  place  would  permit,  it 
was  so  contrived,  that  the  windows,  on  being  opened,  might 
receive  the  rays  of  the  rising  sun.  The  front  was  towards 
the  west,  and  the  altars  and  statues  were  placed  towards  the 
other  end,  that  the  worshippers,  on  entering,  might  have 
their  faces  towards  them,  it  being  a  custom  among  the  hea- 
thens to  worship  with  their  foces  towards  the  east.  If  the 
temples  were  built  by  the  side  of  a  river,  they  were  to  look 


towards  the  banks  of  it ;  if  near  the  highway,  they  were  to 
be  so  ordered,  that  travellers  might  have  a  fair  prospect  of 
them,  and  pay  their  devotions  to  the  god  as  they  passed : 
tho.se  built  in  the  country  were  generally  surrounded  with 
groves.  In  the  front  of  the  temple  was  the  porch,  in  which, 
according  to  Casaubon,  was  placed  the  holy  water,  in  a  vessel 
of  stone  or  brass,  with  which  all  who  were  admitted  to  the 
sacrifices  were  sprinkled  ;  beyond  this  porch  it  was  not  law- 
ful for  the  profane  or  polluted  to  p;iss  ;  this  led  into  the  body 
of  the  temple,  where  was  the  adijtum,  or  sacred  place,  into 
which  none  entered  but  the  priests.  Belonging  to  each  temple 
there  was  a  vestry,  which  seems  to  have  been  a  treasury  both 
for  the  temple  itself,  and  for  such  also  as  had  a  mind  to  secure 
their  wealth  in  it,  as  was  done  by  Xenophon,  who  committed 
his  treasures  to  the  custody  of  the  priest  'of  Diana,  at 
Ephesus. 

Temples  are  thus  described  by  some  of  the  ancients:  first, 
the  whole  edifice ;  secondly,  the  altar  on  which  the  offerings 
were  made ;  thirdly,  the  porch  in  which  usually  stood  an 
altar,  or  an  image ;  and  lastly,  the  place  upon  which  the 
image  of  the  chief  god  was  erected.  This  idol  was  originally 
only  a  rude  stone  ;  and  Themistius  tells  us,  that  thus  they 
all  continued  till  the  time  of  Dasdalus,  who  first  gave  them 
feet.  In  after-ages,  when  the  art  of  graving  and  carving  was 
invented,  those  rude  lumps  were  changed  into  figures  resem- 
bling living  creatures,  generally  men.  The  material  of  these 
statues,  among  the  Greeks,  was  generally  wood  ;  and  it  has 
been  observed,  that  those  trees  which  were  sacred  to  any  par- 
ticular deity,  were  thought  most  acceptable  for  his  statues  : 
thus,  Jupiter's  were  made  of  oak;  Venus',  of  myrtle ;  Mi- 
nerva's, of  olive;  Hercules',  of  poplar,  &c.  Sometimes  they 
were  the  work  of  the  lapidary,  and  consisted  of  common  or 
of  precious  stones  ;  at  other  times  of  black  stone,  indicating 
the  invincibility  of  thegods :  marble  and  ivory  were  frequently 
made  use  of,  sometimes  clay  and  chalk  ;  and,  last  of  all,  brass, 
silver,  gold,  and  other  metals.  The  place  of  the  images  was 
in  the  middle  of  the  temple,  where  they  stood  on  pedestals 
raised  above  the  height  of  the  altar,  and  enclosed  with  rails. 

The  most  ordinary  form  given  to  temples  was  that  of  a 
long  square  ;  though  sometimes  they  were  of  a  circular  form. 
Those  which  were  of  the  Ibrmer  shape  were  generally  twice 
as  long  as  broad,  and  their  cella  had  generally,  on  the  exte- 
rior, porticos,  which  adorned  sometimes  only  the  front  fa9ade, 
sometimes  both  the  front  and  back  fa9ade,  and,  at  others, 
were  carried  all  round  the  four  sides.  The  enclosed  part  of 
the  temple  was  called  the  naas  donios  selias,  or  cella.  The 
front  portico  was  termed /;-o«.s,  pronaos,  jfrodomos,  anticum  : 
the  back  part,  when  it  had  an  entrance  and  portico,  was 
termed  postioim  and  opislhodomus.  Above  the  entablature 
of  the  two  columns  of  the  two  fa9ades  was  the  tympanum, 
or  aetos. 

The  fayades  of  temples  had  always  an  even  number  of 
columns,  either  four,  six,  eight,  or  ten  ;  and  from  these  num- 
bers they  received  the  names  of  tetrastijle,  hexastijle,  octo- 
sti/le,  or  decastyle.  On  the  two  sides  the  columns  were  gene- 
rally an  odd  number.  The  Grecian  and  Roman  architects, 
however,  were  not  agreed  as  to  the  disposition  of  the  colunms 
on  the  sides.  When  the  fa9adc  had  six  or  eight  columns,  the 
Greeks  placed  on  each  side  thirteen  or  seventeen.  Examples 
of  this  are  seen  in  the  small  temple  at  Picstum,  in  the  tem- 
ples of  Juno  Lucitiia,  and  of  Concord,  at  Agrigentum,  in 
that  of  Jupiter  Nema;us  between  Argos  and  Gjrinth,  in  that 
of  Theseus,  and  the  Parthenon  at  Athens,  and  in  several 
others.  The  Romans,  on  the  contrary,  reckoned  by  the 
intercolumniations,  and,  according  to  Vitruvius,  they  gave 
to  each  side  twice  the  number  of  intercolumniations  of  the 
fofade,  so  that  a  temple,  which  had  six  or  eight  columns  in 


front,  would  have  on  each  side  eleven  or  fifteen.  Thus  the 
temple  near  Myla-sa  had  six  columns  on  the  fafade,  and 
eleven  on  each  sidi.'  ;  that  of  Foi'tuna  Vii-ilis,  at  Komc,  had 
fuur  in  front,  and  seven  on  each  side.  Sometimes,  however, 
the  columns  at  the  side  are  an  even  number,  and  either  dou- 
ble, or  not  double,  of  those  at  the  front.  Thus  the  temple 
of  Jupiter  Panhellenius,  in  the  island  of  /Egina,  had  si.\  in 
front  and  twelve  on  each  side.  The  temple  of  jEgesta 
in  Sicily,  as  well  as  the  grand  temple  at  Pcestum,  have  six 
columns  in  front,  and  fourteen  on  each  side.  Some  temples 
at  Selinus  have  six  columns  in  front,  and  on  the  sides  of  one 
of  them  twelve,  one  fourteen,  and  another  sixteen.  The 
greatest  temple  in  this  city  had  eight  in  front,  and  sixteen 
on  each  side. 

Temples  are  classified  by  Vitruvius  into  seven  different 
kinds,  determined  according  to  the  disposition  of  the  columns : 
viz.,  the  temple  in  antis,jrrostylos,  ainphiprosli/los,  jteripteros, 
dipteros,  pseudo-dipteros,  and  hypccthros. 

The  temple  in  antis  is  the  most  simple  in  form,  consisting 
only  of  the  cella,  with  a  portico  formed  by  the  projection  of 
the  side-walls  beyond  the  end-walls  of  the  cella,  the  ends 
of  the  projections  being  enriched  with  capital  and  base  simi- 
lar to  a  pilaster  ;  between  the  antaj  were  two  columns,  one 
on  either  side  of  the  entrance.  These  temples  were  devoid 
of  columns  on  the  flanks,  and  are  termed  astylar,  or  devoid  of 
columns.  The  prostyle  temple  had  columns  only  on  its  front 
or  fore  side.  The  a>nphi-2)rostylc  had  columns  both  before 
and  behind,  and  was  also  tetrastyle.  The  jieripteral  or  peri- 
stylar  temple  was  surrounded  on  all  sides  by  a  colonnade, 
and,  according  to  Vitruvius,  had  six  columns  in  the  front,  and 
eleven  in  the  flanks,  including  those  at  the  angles  ;  the  space 
between  the  peristyle  and  walls  of  Jie  cella  was  ot"  the  width 
of  one  intercolumuiation.  The  number  of  columns  in  the 
flanks  of  Grecian  hexastyle  peripteral  temples  does  not  appear 
to  have  been  regulated  b}-  the  number  in  the  fronts ;  it  has 
been  believed  it  always  exceeded  double  that  of  those  in  the 
front ;  but  in  the  temples  of  iEgina,  Pffistum,  Ai-gos,  Syra- 
cuse, yEgesta,  and  Selinus,  it  generally  exceeds  the  double 
by  two  or  more.  Peristylar  temples  are  of  two  kinds,  those 
with  a  single  row  of  columns  on  each  side,  and  those  which 
have  two  rows,  and  which  are  distinguished  as  dipteral. 
These  were  octostyle  in  the  fronts,  with  fifteen  columns  iu 
the  flanks,  the  walls  of  the  cella  ranging  with  the  cohimns 
at  the  ends  which  were  third  in  order  from  the  angles.  The 
pseudo-dipteral  differed  from  the  dipteral  only  in  omitting 
the  innermost  of  the  two  ranges  of  columns  which  surrounded 
the  cella.  The  peripteral,  dipteral,  and  pseudo-dipteral  tem- 
ples all  presented  the  same  general  appearance,  but  in  the 
second  some  advantage  was  obtained  over  the  first  in  the 
extended  width  of  the  fronts,  but  more  especially  in 
the  variety  of  effect  in  shadow  and  perspective,  and  in  the 
extension  of  sheltered  space  which  was  gained  for  ambula- 
tories. In  the  third  kind,  the  second  advantage  was  lost,  but 
the  last  was  considerably  increased  by  the  clear  space  gained 
by  the  omission  of  the  inner  row  of  columns;  in  fact,  this 
an-angeinent  was  similar  to  the  first,  with  the  exception  that 
the  sp.ace  between  the  cella  and  the  coloimade  was  twice  as 
great. 

The  hypcethral  temple  was  open  at  top,  and  exposed  to 
the  air.  Of  this  latter  description,  some  were  decastyle, 
others  pycnostylo;  but  they  all  had  rows  of  columns  within, 
forming  a  kind  of  peristyle,  which  was  essential  to  this  sort 
of  temple.  The  last  kind  was  the  monoptteral  temple,  which 
was  round,  and  without  walls,  having  its  dome  supported  by 
columns.  Sometimes,  ^however,  we  fiud  circular  astylar 
temples. 
TEMPLET,  a  mould  used  in  masonry  and  brickwork,  for 


the  purpose  of  cutting  or  setting  the  work.  When  great 
nicety  is  required,  two  templets  should  be  used,  one  for 
moulding  the  end  of  the  work,  and  its  reverse  for  trying  the 
face.  Where  many  stones  or  bricks  are  required  to  be  done 
with  the  same  mould,  the  templets  ought  to  be  made  of 
copper. 

Tkmplet,  a  short  piece  of  timber,  sometimes  laid  under  a 
girder,  more  particularly  in  brick  than  in  stone  buildings. 

TENAILLE,  (French.)  in  fortification,  a  kind  of  horn- 
work. 

TEN-FOOT  ROD,  a  rod  used  for  measuring  out  grounds 
or  long  lengths  in  building. 

TENON,  (from  the  French  tenir,  to  hold,)  a  projecting 
rectangular  prism  formed  on  the  end  of  a  piece  of  timber,  to 
be  inserted  in  a  mortise  of  the  same  form. 

Tenon-Saw,  a  saw  with  a  brass  or  steel  back  for  cutting 
tenons.     Sec  Saw. 

TENSION,  (from  the  Latin  tendo,  to  stretch,)  the  degree 
that  a  piece  of  timber  is  strained  by  drawing  it  in  the  direc- 
tion of  its  length. 

TENSION  ROD,  a  rod  usually  of  wrought  iron,  employed 
to  tie  together  any  two  parts  of  a  structure  which  ha\e  a  ten- 
dency to  separate  or  be  thrust  asunder.  Such  are  the  lie-rods 
employed  to  tie  the  ends  of  the  principals  of  a  roof  together, 
also  such  as  are  used  to  tie  walls  together  to  prevent  their 
bulging,  &c. 

TEOCALLI,  a  name  given  to  the  ancient  pyramidal  struc- 
tures of  Mexico. 

TEPIDARIUM,  one  of  the  .apartments  in  a  Roman  bath. 

TERM,  (from  the  Latin  terminus,  a  bound,)  in  Geometry, 
the  same  as  boundary,  or  limit. 

TERMINUS,  a  trunk,  or  pedestal,  adorned  at  the  top 
with  the  figure  of  the  head  of  a  man,  woman,  or  satyr,  whose 
body  seems  to  be  enclosed  iu  the  trunk,  as  iu  a  sheath,  which 
usually  tapers  downwards. 

TERRA-COITA,  baked  earth.  This  material  has  been 
much  used  in  building  and  modelling  both  in  ancient  and 
modern  times;  many  specimens  of  bas-reliefs  and  other 
ornaments  in  terra-cotta  have  been  found  in  Ilerculaneum 
and  Pompeii. 

TERRACE,  (from  terra,  earth.)  an  area  raised  before  a 
house,  or  other  building,  above  the  level  of  the  ground,  for 
walking  upon.  The  word  is  sometimes  used  for  a  balcony, 
or  gallery. 

Terrace-Roofs,  those  that  are  fiat  on  the  top. 

TERRAS.     See  Tauras. 

TERREPLAIN,  in  fortification,  the  platform,  or  horizon- 
tal surface  of  the  ramparts. 

TESSELATED  PAVEMENT,  a  rich  pavement  of 
mosaic  work,  made  of  curious  small  square  marbles,  bricks, 
or  tiles,  called  tcxsehe  or  tesseric.     See  Mosaic. 

TESSERA,  (from  Teaaapa,  or  -eaoEpa,  four,)  a  cube  or 
die. 

Tessera,  a  composition  for  covering  flat  roofs,  recently 
invented. 

TESTER  or  TESTOON,  a  flat  canopy  over  a  pulpit,  &c. 

TESTUDO,  (fwm  the  Latin.)  the  horizontal  vault  of  a 
church ;  an  arched  roof 

TESTUDINAL  CEILINGS,  or  ROOFS,  a  word  used 
by  Vitruvius  for  such  roofs  as  are  in  the  form  of  the  back  of 
a  tortoise. 

TETRADORAN,  a  kind  of  bricks  used  by  the  Greeks. 
Sec  Brick. 

TETRAGON,  (from  rerpo,  four,  and  yuvia,  a  corner,)  a 
plain  figure  consisting  of  four  sides  and  as  many  angles. 

TETRAHEDRON,  a  regular  solid  comprehended  under 
four  equilateral  and  equal  triangles. 


TETRASPASTUS,  (from  re-pa,  four,  and  atiaaau),  to 
draw,)  a  inachine  containing  foui^ pulleys.  • 

TETRASTYCHE,  a  gallery  with  four  rows  of  pillars. 

TETRASTYLE,  (from  re-pa, /ok;-,  and  aTvXo(;,s.  jnllar,) 
a  buildin^;,  or  portico,  with  four  columns  in  front ;  or  a  build- 
ing with  four  pillars  on  a  side. 

THATCH,  a  roof  or  covering  formed  of  reeds,  straw,  and 
other  similar  materials. 

THEATRE,  (from  deaaOai,  to  see,)  a  building  used  for 
the  performance  of  plays,  and  other  scenic  representations. 

The  magnitude  of  a  theatre  must  depend  upon  the  number 
of  spectators,  and  the  style  in  which  the  exhibitions  are 
intended  to  bo  got  up.  It  would  not  be  easy  to  describe  in 
words  all  the  apartments  necessary  to  the  construction  of  a 
theatre,  nor  their  uses,  or  proportions  to  each  other,  as  these 
must  depend  upon  arbitrary  circumstances  ;  but  the  following 
abstract  of  the  report  of  Mr.  Wyatt,  the  architect  of  the  pre- 
sent Urury  Lane  Theatre,  with  a  description  of  the  plan,  will 
furnish  a  valuable  elucidation. 

"In  arranging  the  design  which  I  submitted  to  the  com- 
mittee for  rebuilding  Drury  Lane  Theatre,  and  which  the 
committee  have  done  me  the  honour  to  adopt,  I  have  been 
guided  principally  by  the  considerations  which  are  explained 
under  the  four  following  heads,  namely  :  First,  the  size,  or 
capacity,  of  the  theatre,  as  governed  by  the  width  of  the 
proscenium,  or  stage-opening,  and  by  the  pecuniary  return 
to  be  made  to  those  whose  property  may  be  embarked  in  the 
concern.  Secondly,  the  form  or  shape  of  the  theatre,  as  con- 
nected with  the  primary  objects  of  distinct  sound  and  vision. 
Thirdly,  the  facility  of  ingress  and  egress,  as  materially 
affecting  the  convenience  of  those  going  to  every  part  of  the 
house  respectively  ;  as  well  as  their  lives  in  cases  of  sudden 
accident  and  alarm.  Fourthly,  decorum  among  the  several 
orders  and  classes  of  the  visitants  to  the  theatre,  as  essential 
to  the  accommodation  of  the  more  respectable  part  of  those 
visitants,  and  consequently  of  great  importance  to  the  inter- 
ests of  the  theatre."  [Mr.  Wyatt  here  details,  under  their 
respective  heads,  the  space  requisite  for  the  various  depart- 
ments of  the  theatre  ;  and  then  proceeds  thus  to  the  com- 
parative width  of  the  stage  openings.]  "  The  annexed 
statement  of  the  dimensions  of  the  stage-opening  of  several 
large  theatres  will  be  sufficient  to  show,  that  35  feet  is  a 
very  moderate  width  for  that  opening. 

[The  statement  alluded  to  by  Mr.  Wyatt,  is  as  follows  : 

Parma,  40  feet ;  Turin,  39 ;  Bordeaux,  39 ;  Argenta,  at 
Kome,  36 ;  Milan,  40 ;  San  Benedetto,  at  Venice,  40 ; 
Theatre  Francais,  at  Paris,  40 ;  Theatre  Italien,  at  Paris, 
33 ;  present  Theatre  at  Coveat  Garden,  37  ;  late  Theatre 
in  Drury  Lane,  46,  afterwards  reduced  to  33  feet.] 

"  And  although  it  appears,  in  that  statement,  that  the 
stage-opening,  in  the  theatre  that  was  lately  burnt  down 
in  Drury -lane,  was  laterally  two  feet  less  than  that  proposed 
in  my  plan,  this  fact  is  not  to  be  received  as  a  criterion  for 
the  dimensions  most  suitable  to  that  part  of  a  theatre ;  for, 
in  the  late  theatre,  the  stage-opening  was  originally  46  feet ; 
but,  upon  an  alteration  which  was  subsequently  made  in  tlie 
proscenium  (for  the  purpose  of  introducing  stage-doors,) 
the  breadth  was  reduced  to  33  feet ;  not  because  a  greater 
breadth  than  33  feet  was  considered  to  be  inconvenient  and 
improper,  but  because  the  reduction  to  that  breadth  of  33 
feet  afforded  an  opportunity  of  combining,  with  the  alteration 
above  specified,  the  introduction  of  some  private  bo.xes  in  a 
part  of  the  proscenium  which  would  otherwise  have  been 
lost  space. 

"  Having  assumed  that  the  size,  or  capacity  of  the  theatre, 
must  depend  principally  upon  the  width  of  the  scene  opening, 
and  having  stated  the  reasons  for  the  limit  which  I  have 
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applied  to  that  opening,  I  have  next  to  remark  upon  the  size 
of  the   house,  as   it  relates  to  the  pecuniary  return  for  the 
capital  embarked  in  the  concern.     It  is  proposed,  that  tlie 
largest  return  which  can  be  obtained,  consistently  with  a  due 
attention  to  the  interests  of  the  public,  is  the  legitimate  right 
of  the   proprietors,   and,    consequently,   that   (after  having 
determined  the  width  of  the  stage-opening  upon  a  suitable 
scale)  the  most  capacious  form  which  can  be  possibly  con- 
structed to  admit  of  distinct  vision  and  sound,  is  the  form 
which  ought  to  be  chosen.     It  appears  to  be  a  very  popular 
notion   at  present,  that  our  theatres  should  be  very  small, 
but  if  that  popular  notion  be  suffered  to  proceed  too  fir,  it 
will  tend,  in  every  way,  to  deteriorate  our  dramatic  perfor- 
mances,   by    depriving    the    proprietors   of    that   revenue 
which  is  indispensable  to  defray  the  heavy  expenses  of  such 
a  concern,  and   to  leave  a  reasonable  profit  to  those  whose 
property  may  be  embarked  in  the  undertaking.    It  should  be 
remembered,  that  the  unavoidable  expenses  attendant  on  any 
theatre  of  a  superior  order  in  London,  (whatever  be  the  dimen- 
sions of  that  theatre,)  must  of  necessity  be  very  great ;  and 
that  less  than  a  certain   return   for  those  expenses  cannot 
maintain  such  a  theatre  to  any  good  effect.     Assuming  the 
boundary  which  has  been  described  as  the  limit  of  the  stage- 
opening,  and  confining  the  front  boxes  (which  is  absolutely 
necessary  for  purposes  of  vision  or  sound)  within  a  given 
distance  from  the  front  line  of  the  stage,  it  is  quite  unques- 
tionable, that  a  segment  of  a  circle,  including  three-fourths 
of  an  entire  circle,  contains  the  most  capacious  area  which 
can  be  formed  within  those  given  points  ;  and,  therefore,  if 
that  form  be  also  one  which  is  well  adapted  to  distinct  vision 
and  sound,  it  ought,  upon  the  principle  before  stated,  to  be 
chosen  in  preference  to  any  other.     It  should  be  remembered, 
that  the  remarks  which  1  am  now  offering,  apply  to  the  size 
or  capacity  of  the  theatre,  as  relates  to  the  pecuniary  return 
for  capital  embarked ;  the  subject  will  be  hereafter  considered 
in  its  relations  to  sound  and  vision ;   in  the  meantime,  view- 
ing it  as  the  form  which  is  capable  of  containing  the  greatest 
number  w  ithin  the  given  limit,  I  shall  assume  it  as  that  which 
the  proprietors  are  entitled,  for  their  own  interest,  to  adopt. 
A  theatre  consisting  of  three-fourths  of  a  circle,  with  a  pro- 
scenium according  to  my  plan,  which  shall  limit  the  stage- 
opening  to  35  feet,  will  contain,  in  four  ditferent  heights,  78 
boxes,  holding  1004  persons  ;  with  four  boxes  (of  larger  size 
than  the  rest)  next  to  the  stage  on  each  side  of  the  theatre, 
capable  of  containing  188  spectators,  in  addition  to  the  1004 
before  mentioned,  amounting,  in  the  aggregate,  to  1,192  per- 
sons, or i^417     4     0 

A  pit,  containing  911  persons,  or 159     8     6 

A  two-shilling  gallery  for  482  persons,  or  .  .  48  4  0 
A  one-shilling  ditto  for  284  persons,  or  .     .     .       14    4     0 

Total £639    0    6 

exclusive  of  four  private  boxes  in  the  proscenium,  and  14  in 
the  basement  of  the  theatre,  immediately  under  the  dress- 
boxes.  Suppose  the  four  private  boxes  in  the  proscenium  to 
be  appropriated  to  the  managers,  and  certain  other  persons 
connected  with  the  theatre  who  shall  pay  no  rent  for  those 
bo.xes,  the  remaining  14  private  boxes  will  let  as  follows  : 
namely,  the  12  smaller  ones  for  £300  each,  and  the  two  larger 
ones  for  £500  each,  for  the  season,  (being  at  the  rate  of  £23 
per  night  for  200  nights)  which,  together  with  the  foregoing 
amount,  produces  an  aggregate  total  of  £662  6s.  6d. 
Adverting  to  all  the  foregoing  circumstances,  I  have  no 
doubt  that  the  advantages  of  the  form  which  I  have  adopted 
will  readily  be  admitted,  as  far  as  the  form  relates  to  the 
capacity  of  the  theatre,  and  to  the  financial  considerations 


attending  thereon ;  and  I  shall  therefore,  having  shown 
what  appears  to  be  the  best  form  with  respect  to  size  and 
capacity,  now  proceed  to  the  second  head  of  the  discussion, 
namely,  the  former  shape  of  the  theatre,  as  connected  with 
the  objectsof  distinct  vision  and  sound. — 1st.  With  reference 
to  distinct  sound,  the  safest  method  in  deciding  upon  the 
shape  of  a  theatre  appears  to  be,  to  adopt  a  form  which  is 
known  to  be  in  itself  capable  of  conveying  sound  with  facility  ; 
to  construct  that  form  of  materials  which  are  of  a  conductive 
nature  ;  and  to  avoid  all  break.s  and  projections  on  the  sur- 
face of  such  form,  which  can  tend  to  intei-rupt  or  impede  the 
progress  of  the  sound  when  once  conveyed  to  any  part  of  it. 
It  is  generally  admitted  that  a  circular  enclosure,  unobstructed 
by  breaks  and  projections,  possesses  the  power  of  conveying 
sound  with  facility,  and  that  wood  is  the  material  which 
combines  the  greatest  number  of  desirable  qualities,  as  to 
conduction,  resonance,  &c.  &c.  It  does  not  absorb  the  sound 
so  much  as  some  materials,  and  does  not  conduct  it  so  much 
as  others-,  which  medium  is  acknowledged  to  be  an  advantage 
to  the  clear  and  distinct  conveyance  of  sound.  That  wood  is 
sonorous,  and  capable  of  producing  soft,  clear  and  pleasing 
tones,  is  suliicieutly  demonstrated  by  the  ell'eet  of  it  in  musical 
instruments. — 1  shall  take  it  for  granted  that  whatever  be  the 
form  of  the  theatre,  it  ought  in  every  part  to  be  confmed 
within  the  limit  to  which  the  voice  is  known  to  be  capable 
of  e.vpauding  :  and,  certainly,  1  hazard  nothing  in  assuming, 
that  the  nearer  the  shape  shall  conforjn  to  those  proportions 
which  would  be  described  by  the  natural  expansion  of  the 
voice,  the  more  equally  the  sound  will  be  heard  in  all  parts 
of  the  theatre.  After  reading  Mr.  Sainideis's  accountof  the 
e.xperimenls  upon  the  voice,  which  he  describes  in  his  Trea- 
tise on  Theatres,  I  was  induced  to  try  the  same  experiments 
myself,  and  after  changing  the  relative  positions  and  distances 
of  the  speaker  and  hearer,  in  a  variety  of  w-ays,  and  after 
several  repetitions  of  each  experiment,  the  j-esult  corresponded 
as  nearly  as  possible  with  the  statement  given  by  Mr.  Saun- 
ders, and  clearly  proved  to  me,  that  the  natural  expansion  of 
the  human  voice,  when  moderately  exerted,  will  be  in  the  pro- 
portion of  about  two-ninths  farther  in  a  direct  line,  than  it 
will  laterally  ;  and  that  being  distinctly  audible  on  each  side 
the  speaker,  at  a  distance  of  75  feet,  it  will  be  as  plainly  heard 
at  a  distance  of  at  least  92  feet  in  front  of  the  speaker  declin- 
ing in  strength  behind  him,  so  as  not  to  be  clearly  heard  at 
much  more  than  30  feet  from  his  back.  Upon  this  principle, 
I  have  in  my  design  made  the  widest  of  the  area  of  the 
theatre,  upon  the  level  of  the  dress-boxes,  58  feet,  allowing 
9  feet  C  inches  for  the  depths  of  the  boxes :  upon  that  floor, 
a  projection  of  18  inches  more  than  is  given  to  any  of  the 
boxes  above,  making  together,  67  feet  6  inches  between  the 
extremity  of  the  stage  on  one  side,  and  the  back  wall  of  the 
boxes  on  the  opposite  side.  But  it  should  be  remembered, 
that  the  speaker  will  not  at  any  time  be  placed  laterally,  at 
the  very  extremity  of  either  side  of  the  stage,  and  even  if 
he  were  to  be  sometimes  so  situated,  the  distance  between 
him  and  the  opposite  side  of  the  house,  would  be  eight  feet 
within  the  expansion  of  the  voice  in  a  lateral  direction,  and 
27  within  its  limits  in  a  direct  line.  Referring  to  all  the  con- 
siderations connected  with  the  foregoing  remarks,  I  have  no 
hesitation  in  believing,  that  the  circular  form  is  preferable  to 
any  other  form.  And  having,  upon  the  principles  above 
stated,  fuxed  a  limit  for  the  diameter  of  that  form,  I  next 
come  to  those  considerations  connected  with  sound,  which 
ought  to  operate  upon  the  longitudinal  diincnsions  of  the 
theatre,  or  upon  the  space  from  the  front  line  of  the  stage,  to 
the  boxes  immediately  facing  that  line. 

"  It  has  already  been  stated,  that  the  natural  expansion  of 
the  human  voice  is  about  75  feet  in  a  laler;J  direction  on  e:icii 


side  of  the  speaker ;  and  as  it  is  evident  the  space  between 
the  front  line  of  die  stage,  and  the  bo.xes  immediately  facing 
that  line,  may  at  times  constitute  the  lateral  direction  of  tlie 
voice,  according  as  the  actor's  face  shall  be  turned  more  or 
less  towards  either  of  the  sides  of  the  theatre,  the  utmost 
distance  from  the  front  of  the  stage  to  the  back-wall  of  tlie 
boxes  facing  tlie  stage,  ought  not  to  exceed  75  feet ;  or  the 
limit  to  which  the  voice  is  capable  of  expanding  in  its  lateral 
direction.  For  if,  calculating  upon  the  actor's  face  being 
turned  (as  in  general  it  would  be)  towards  the  front  of  the 
house,  the  distance  between  that  part  of  the  house  and  the 
most  advanced  line  of  the  stage,  were  to  be  considered  as 
invariably  the  direct  line  of  the  voice,  and  were  accordingly 
to  be  extended  92  feet,  (the  expansion  of  the  voice  in  a  direct 
line,)  the  consequence  would  be,  that  upon  a  sudden  turn  of 
the  actor's  head,  what  had  before  been  the  direct  line  of  the 
sound  would  then  become  its  lateral  direction,  and  those 
persons,  sitting  at  the  front  bo.xes  at  the  distance  of  92  feet 
from  the  actor,  would  be  17  feet  beyond  the  reach  of  his 
voice. 

'■  There  is  a  form  approaching  very  nearly  to  that  which 
I  have  chosen,  which  some  persons  might,  perhaps,  on  the 
first  view  of  it,  be  disposed  to  prefer  ;  1  mear.  a  semicircle, 
with  the  sides  continued  parallel  to  each  other,  mstead  nf 
converging  by  continuing  the  circular  line  to  three-fourths 
of  the  circle,  as  1  have  done.  But  upon  examination,  tliis 
form  will  be  found  ineligible,  because  it  involves  an  extension 
of  the  stage-opening  to  an  inadmissible  width,  without  alio:  d- 
ing  any  advantage  as  an  equivalent  for  that  defect. — 1  have 
already  stated,  that  the  extreme  distance  from  the  front  line 
of  the  stage  to  the  back-wall  of  the  bo.xes  facing  the  st;tge, 
according  to  my  plan,  is  53  feet  9  inches;  in  the  late  theatre 
in  Drury  Lane,  it  was  74  feet,  or  20  feet  3  inches  more  than 
mine  :  in  the  old  theatre  in  Covent  Garden,  (1  mean  as  it  was 
built  in  1730,)  the  distance  between  the  front  of  the  stage 
and  the  back  of  the  wall  of  the  front  boxes,  was  54  feet  6 
inches,  or  1  foot  3  inches  more  than  mine  :  in  the  old  Opera 
House,  built  by  Sir  John  Vanburgh,  in  the  Haymarket,  it 
was  CO  feet,  or  12  feet  3  inches  more  than  mine. — In  most 
of  the  foreign  theatres,  it  is  very  much  greater  than  in  my 
plan.  At  Milan  it  is  78  feet,  or  24  feet  3  inches  more :  in 
the  theatre  of  San  Carlos,  at  Naples,  it  is  73  feet,  or  19  feet 
3  inches  more :  at  Bologna  it  is  74  feet,  or  20  feet  3  inches 
more :  in  the  present  theatre  of  Covent  Garden,  it  is  C9  ieet 
8  inches,  or  15  feet  11  inches  more.  The  advantages  of 
which  difference  between  the  theatre  now  building  in  Drury 
Lane,  and  those  I  have  just  mentioned,  m  point  of  distinct 
sound,  arc  obviously  not  less  than  they  are  with  respect  to 
vision,  and  they  are  in  both  so  evident,  that  they  need  not  be 
here  detailed.  It  may  be  right  to  remark,  that  the  theatre 
at  Bourdeau.x  is  exactly  of  the  form  which  I  have  chosen  ; 
and  that  theatre  is  always  quoted  as  one  in  which  the  voice 
is  better  heard  than  in  almost  any  theatre  in  the  world. — 
Before  1  conclude  this  part  of  the  subject,  I  shall  mention 
one  more  point,  which  bears  very  seriously  upon  the  distinct- 
ness of  sound  in  a  theatre,  namely,  the  uniform  depth  from 
the  front  to  the  back  of  the  boxes  throughout  the  house  :  it 
has  hitherto  been  invariably  the  practice  in  our  theatres,  to 
cari-y  the  boxes  facing  the  stage  to  a  much  greater  depth  than 
those  on  the  sides  of  the  theatre  ;  and,  by  so  doing,  to  pro- 
duce a  great  difference  between  the  form  of  the  wall  imme- 
diately at  the  back  of  the  boxes,  and  that  of  the  breast-work, 
or  front  of  those  bo.xes. 

"  Having  stilted  my  observations  with  respect  to  the 
advantages  in  point  of  sound  which  I  conceive  to  be  atten- 
dant on  the  circular  form,  I  shall  now  offer  a  few  remarks 
upon  its  comparative  and  positive  merits   with  respect  to 


vision.  In  entering  on  this  branch  of  the  subject,  I  should 
wish  to  anticipate  a  question,  which  may  possibly  arise  in  the 
minds  of  some  persons,  why  we  should  not,  in  the  form  of 
our  theatres,  adopt  the  semicircle,  which  was  generally  in  use 
among  the  ancients,  and  which  has  evidently  great  advan- 
tages with  respect  to  vision  1  The  answer  to  this  is,  that  the 
semicircle  requires  either  that  the  stage-opening  should  be 
of  enormous  width,  or  that  the  size  of  the  house  should  be 
extremely  small,  and  therefore  it  is  inadmissible  in  our  thea- 
tres. It  is  inadmissible  on  the  first  point,  namely,  the  enor- 
mous width  of  the  stage  as  to  opening,  for  the  reasons  which 
have  been  already  shown  (under  the  first  head)  upon  that 
subject:  and  it  is  equally  so  upon  the  second  point,  because 
it  is  impossible  to  maintain  a  good  theatre  in  this  metropolis 
upon  such  a  revenue  as  would  accrue  from  an  extremely 
small  house.  So  long  as  the  public  taste  for  spectacle  shall 
continue  (and  it  is  not  likely  to  cease)  all  the  objections  to 
increasing  the  stage  opening,  and  with  it  the  magnitude  and 
e.\pense  of  the  scenery,  must  remain  in  force.  The  Greeks 
and  Romans,  in  their  theatres,  made  use  of  scarcely  any 
change  of  scenes,  and  their  performances  were  given  gratis 
to  the  public;  consequently,  their  theatres  were  not  subject 
to  many  of  those  considerations  which  are  attached  to  ours. 
Under  these  circumstances,  therefore,  the  semicircle  is  totally 
inadmissible  for  a  principal  theatre  in  London.  The  oval  and 
the  horse-shoe,  as  well  as  some  flat-sided  forms,  have  been 
supposed  to  be  very  advantageous  in  point  of  vision;  but  it 
is  evident,  that  in  the  oval,  a  large  proportion  of  the  spec- 
tators must  be  placed  with  their  b.acks  inclining  towards  the 
scene,  and  that  in  all  of  them  (if  the  house  be  not  of  ex- 
tremely small  dimensions)  the  front  boxes  must  be  at  a  great 
distance  from  the  stage  ;  for,  in  proportion  as  the  sides  shall 
approximate  each  other,  the  front  must  recede,  provided  the 
circumference  be  not  varied. 

"  The  fact  is,  there  is  no  object  connected  with  the  forma- 
tion of  a  theatre,  which,  in  all  its  bearings,  is  of  more  im- 
portance than  that  that  part  of  the  house  which  feces  the  scene 
should  be  within  a  moderate  distance  of  the  stage  ;  unless 
that  be  the  c;ise,  it  is  obvious  that  a  very  large  proportion  of 
the  spectators  must  be  excluded  from  a  clear  and  distinct 
view  of  that  play  of  the  features  which  constitutes  the  prin- 
cipal merit  of  the  actor  in  many  of  the  most  interesting 
scenes.  If  the  actor's  merit  in  that  particular  be  not  fairly 
appreciated,  he  must,  of  course,  be  deprived  of  a  proportion- 
ate share  of  the  applause  which  might  otherwise  be  bestowed 
on  him,  and  this  mortifying  want  of  encouragement,  bringing 
•with  it  a  gradual  and  progressive  defect  of  zeal  and  emulation, 
cannot  fail  in  the  end  to  reduce  the  number  of  good  actors, 
and  materially  to  injure  the  state  of  dramatic  performances. 

"  For  the  sake  of  argument,  let  it  be  supposed  for  a  moment, 
that  an  oval,  or  horse-shoe,  or  flat-sided  figure,  is  the  best  for 
side-vision,  and  the  fact  will  then  be,  that,  although  in 
adopting  either  of  those  forms,  provision  may  be  made  for 
the  better  accommodation  of  spectators  sitting  on  the  sides 
of  the  theatre,  that  accommodation  will  be  given  to  them  at 
a  serious  expense  to  those  sitting  in  the  front,  for,  while  it 
will  enable  those  who  may  sit  on  the  sides  of  the  house  to 
see  a  greater  proportion  of  the  stage  in  cases  of  spectacles, 
(though  not  in  ordinary,)  those  who  are  placed  in  the  front 
will  be  proportionately  excluded  from  that  distinct  view  of 
the  actor's  countenance  which  is  not  less  desirable  than  to  be 
within  the  reach  of  his  voice.  But  in  point  of  fact,  the  oval, 
horse-shoe,  or  flat-sided  theatre,  is  not  so  well  calculated 
even  for  side-vision,  as  that  which  I  have  chosen  ;  for  there 
is  one  consideration  of  very  great  importance  to  each  of  these 
forms,  and  which  appears  entirely  to  have  escaped  observa- 
tion, although  obvious  on  reflection,  namely,  that  although 


in  either  of  them,  the  spectators  who  sit  in  the  frdllt  row  of 
the  boxes  on  each  side  of  the  house,  may  be  enabled  to  see 
rather  more  of  the  stage  when  extended  to  an  extraordinary 
depth,  those  who  sit  in  the  back-seats  in  all  the  boxes  above 
stairs,  (which  it  should  be  remembered  constitute  in  point  of 
extent  the  greater  part  of  the  house,)  will  see  considerably 
less  of  the  stage  than  in  a  theatre  of  circular  form  ;  where, 
of  course,  the  sides  of  the  theatre  will,  from  their  swelling- 
shape,  recede  from  the  stage  much  more  than  in  either  of  the 
others;  for  nothing  can  be  more  unquestionably  true,  than 
that  the  more  the  boxes  on  each  side  shall  advance  towards 
the  centre-line  of  the  theatre,  the  more  must  they  necessarily 
oveihang  the  stage,  and  all  the  objects  on  the  stage  ;  and  that 
the  more  they  shall  overhang  those  objects,  the  more  pei'pcn- 
dicular  the  rays  of  sight  (especially  from  the  upper  part  of 
the  boxes)  must  become,  and,  consequently,  the  less  thflse 
who  sit  on  the  back-rows  of  the  upper  boxes  will  be  able  to 
see  of  the  performance  on  the  stage.  In  proportion  as  the 
point  of  sight  shall  be  at  a  greater  distance  from  the  stage, 
the  visual  rays  will  have  an  oblique  direction  towards  the 
stage ;  and  a  greater  proportion  of  the  breadth,  as  well  as 
depth  of  the  stage,  than  appears  in  the  plan,  will  be  opened 
to  view  in  all  situations.  However,  the  comparative  advan- 
tage which  has  been  stated,  namely,  of  seeing  one-fifih  more 
of  the  breadth  of  the  stage,  will  belong  to  the  circular  form, 
a  fact  which  I  wish  to  impress-  upon  the  mind  of  the  reader. 
There  is  an  exemplary  instance  of  this  in  the  House  of  Com- 
mons ;  for,  from  the  second  row  of  seats  on  the  side-gallery, 
(taking  a  position  opposite  the  side  of  the  table,  or  speakei-'s 
chair,)  it  is  impossible  to  see  the  speaker,  or  any  part  of  the 
floor  of  the  house,  although  the  whole  of  the  seats  on  the 
opposite  side  of  the  house,  upon  a  level  with  the  speaker,  and 
even  below  him,  (being  farther  removed  from  the  point  of 
sight,)  are  perfectly  visible  ;  whence  it  is  evident,  that  the 
more  the  position  of  the  spectator  shall  recede  from  a  per- 
pendicular point  with  respect  to  the  objects  below  him,  the 
more  those  objects  will  be  opened  to  his  view:  and  while  it 
is  thus  clear,  even  for  the  purposes  of  side-vision,  that  the 
oval,  horse-shoe,  or  flat^sided  theatre,  is  inferior  to  the  cir 
cular  form,  it  is,  on  the  other  hand,  impossible  for  prejudice 
itself  to  resist  the  proof,  that  in  the  form  I  have  chosen, 
namely,  three-fourths  of  a  circle,  a  much  larger  proportion 
of  the  whole  house  will  be  placed  immediately  in  front  of  the 
scene,  than  could  be  the  case  in  either  of  the  other  three 
forms  which  have  been  named.  Impressed  by  the  impor- 
tance of  all  the  foregoing  considerations,  I  determined  to 
adopt,  in  my  design  for  a  theatre,  the  form  I  have  described  ; 
and  although  I  was  aware  at  the  time  when  my  drawings 
and  model  were  first  made,  that  a  certain  proportion  of  the 
spectators  in  the  boxes  nearest  to  the  stiigo,  would  have  but 
an  imperfect  view  of  the  stage,  I  considered  that  as  an 
unavoidable  inconvenience  in  all  theatres,  and  not  greater  in 
that  projected  by  me,  than  all  others;  while  on  the  other 
hand,  the  form  which  I  had  chosen,  possessed  many  advan- 
tages which  could  not  be  derived  from  any  other  shape. — The 
angles,  however,  to  which  I  allude,  in  the  boxes  nearest  to 
the  stage,  having  appeared  to  several  persons,  who  saw  my 
model,  as  an  imperfection  to  the  design,  and  those  persons 
seeming  to  view  the  defect  more  in  its  positive  than  in  its 
comparative  bearing  upon  the  perfection  of  a  theatre,  I  was 
led  to  reconsider,  most  attentively,  this  particular  part  of  the 
design  ;  and  after  a  great  deal  of  reflection,  and  a  variety  of 
experiments,  I  determined  to  alter  the  shape  of  that  part  of 
the  theatre  adjacent  to  the  stage,  by  opening  the  proscenium 
from  the  back,  instead  of  from  the  front  of  the  boxes.  The 
scene  (excepting  in  cases  of  spectacle)  is  seldom  extended  in 
depth  beyond  30  feet  from  the  frontline  of  the  st^e. 


"  In  the  theatre  of  Parma,  (which  is  particularly  celebrated 
both  for  sound  and  vision,)  the  frontispiece  of  the  stage- 
opening  is  placed  at  a  distance  of  no  less  than  40  feet  from 
tiio  termination  of  the  spectatory,  for  the  purpose  of  opening 
a  view  of  the  scene  to  the  spectators  sitting  nearest  to  the 
stage  ;  and  the  width  of  the  stage-opening  in  that  theatre, 
with  a  view  to  the  same  desirable  object,  is  extended  to  39 
feet,  exceeding  by  4  feet  the  width  which  is  given  to  that 
opening  of  my  design. 

"  In  discussing  this  subject,  I  have  hitherto  confined  myself 
to  those  considerations  connected  with  the  form  of  the 
theatre,  which  appertain  directly  to  the  two  primary  objects 
of  distinct  sound  and  vision ;  and  1  trust,  that  I  have  shown 
completely,  that  there  is  no  admissible  form  so  well  calculated 
to  secure  those  objects,  as  that  which  1  have  adopted  in  my 
design.  But  there  is  another  consideration  of  great  import- 
ance, which  appertains  to  the  form  which  I  have  chosen,  and 
which  does  not  relate  to  either  of  the  objects  above  men- 
tioned ;  namely,  its  decided  superiority  over  every  other 
form  in  point  of  beauty,  for  a  circle  is  a  form  which  will  never 
weary  or  distress  the  eye. 

"In  building  our  early  theatres  in  this  country,  little  at- 
tention seems  to  have  been  bestowed  upon  the  means  of 
favouring  sounder  vision:  iu  the  form  of  those  theatres,  their 
sides  were  either  entirely  parallel,  or  diverging  but  little  from 
each  other  ;  and  if  those  theatres  had  not  been  confined  to 
very  small  dimensions  (such  as  would  not  be  consistent  with 
the  present  population  and  condition  of  the  melmpolis)  there 
can  be  no  doubt  that  their  farm  would  have  been  found  to 
be  extremely  defective.  The  lirst  gradation  of  improvement 
in  this  respect,  appears  to  have  been  the  introduction  of  the 
oval,  and  the  horse-shoe,  by  rounding  of  the  angles  of  the 
former  shape,  and.  thus  we  have  been  approaching  gradually 
to  that  form  which  1  now  propose,  and  which  deviates  as 
little  froia  the  Greek  and  Roman  ampliitheaties,  as  the  state 
of  circumstances  will  admit.  The  original  theatres  of  Drury 
Laue  and  Covent  Garden,  as  well  as  the  old  Opera  House, 
and  Foote's  theatre  in  the  Ilaymarkct,  were  all  flat-sided; 
the  latter  (never  having  been  rebuilt)  is  so  to  this  day.  The 
late  theatre  in  Drury  Lane  was  nearly  oval,  and  the  present 
Opera  House  is  in  the  ibrm  of  a  horse-shoe. 

"  There  is  one  other  point  in  a  great  degree  coimected  with 
the  form  and  proportions  of  the  theatre,  to  which  I  must 
advert,  before  1  entirely  conclude  this  part  of  the  subject  ; 
namely,  the  height  of  the  ceiling.  In  forming  my  design,  it 
has  been  my  object  to  avoid  raising  the  ceiling  beyond  the 
proportion  which  1  think  it  ought,  for  the  sake  of  the  sym- 
metry, to  bear  to  the  open  area  which  it  is  to  cover:  that 
proportion  is,  in  my  opinion,  about  three-fouiths  of  the 
diameter  of  that  area,  but  not  less.  I  do  not  believe  that  the 
height  of  the  ceiling  can  in  any  degree  injure  or  allect  the 
sound  of  the  voice  in  the  lower  parts  of  the  theatre  ;  it  may 
materially  assist  in  conducting  the  sound  into  tliose  parts  of 
the  house  which  are  nearest  to  it:  but  it  nmst,  in  every 
theatre,  be  much  too  high  to  act  as  a  reverberator,  or  sound- 
ing-board, to  the  lower  parts  of  the  house.  If  this  were  not 
the  fact,  the  voice  would  be  quite  indistinct  and  inaudible  in 
a  catliedral  church,  where  the  roof  is  at  a  vast  height :  the 
form  of  that  roof,  not  calculated  for  direct  reverberation  of 
sound,  and  the  person  uttering  the  sound  at  the  reading-desk, 
placed  in  a  situation  by  no  moans  so  well  calculated  to  convey 
the  sound  of  his  voice  generally  among  his  auditors,  as  that 
in  which  an  actor  upon  tlie  stage  is  placed  :  yet  we  know, 
that  even  under  all  these  circumstances,  the  voice  is  heard 
in  most  of  the  cathedral  churches  quite  as  well  as  it  is  iu 
many  chapels;  which  is  a  positive  proof  that  a  low  ceiling 
is  not  essential  to  the  strength  and  clearness  of  sound  in  a 


theatre.  If  it  were  necessary  to  support  this  opinion,  the 
whispering  gallery  in  St.  Paul's  cathedral  would  serve  as  an 
additional  proof,  that  sound  maybe  distinctly  heard  in  a  large 
enclosed  area  (provided  that  area  be  in  itself  so  constructed 
as  to  facilitate  the  conveyance  of  sound)  without  any  direct 
reverberation  from  above  ;  the  great  height  of  the  dome 
above  the  floor  of  the  whispering  gallery,  together  with  the 
large  aperture  iu  the  centre  of  the  dome  itself,  are  sufficient 
to  demonstrate,  that  the  extraordinary  effect  of  sound  in  the 
whispering  gallery,  is  in  no  degree  produced  by  reverberation 
from  above.  Under  this  conviction,  I  have  been  influenced 
in  the  height  at  which  1  have  fixed  the  ceiling,  by  the  pro- 
portion which  appeared  to  me  to  be  most  in  symmetry  with 
the  area  to  be  covered  by  that  ceiling.  1  feel  confident,  that 
upon  a  serious  and  impartial  attention  to  the  facts  and  de- 
ductions contained  in  the  foregoing  pages,  it  will  be  admitted, 
that  the  form  which  I  have  adopted  is  the  best  form  :  1st, 
as  to  size  and  capacity ;  and  2nd,  as  to  distinct  sound  and 
vision." 

T/ie  followinr;  are  the  Dimensions  of  the  Interior  of 
Drury  Lane  Theatre. 

The  stage-opening,  35  feet. 

The  widest  part  of  the  area,  upon  the  level  of  the  dress 
boxes,  58  feet. 

Depth  of  the  dress  bo.xes,  9  feet  6  inches. 

Depth  of  the  three  upper  tiers  of  boxes,  8  feet. 

From  the  front  line  of  the  stage  to  the  front  of  the  dress 
boxes,  in  the  widest  part,  44  feet  3  inches. 

Theatre,  among  tlie  ancients,  a  building  encompassed 
with  porticos,  and  furnished  with  seats  of  stone,  or  marble, 
disposed  in  the  area  of  a  semicircle,  and  ascending,  by 
degrees,  over  each  other,  for  the  use  of  the  spectators  to 
behold  the  performances.  The  orchestra,  or  place  where  the 
musicians  performed,  was  situate  in  front  of  the  spectators. 
The  stage,  or  jilace  where  the  actors  performed,  was  called 
the  orchestra.  The  area  beyond  this  was  called  the  pro- 
scenium, or  2)ulj>i turn.  At  the  extremity  of  the  proscenium 
stood  the  scena,  a  large  front,  adorned  with  the  orders  of 
architecture  ;  and,  behind,  was  the  place  where  the  actors 
made  themselves  ready,  called  the  postscenium.  See  Amphi- 
theatre. 

THEODOLITE,  an  instrument  for  taking  angles,  whether 
iu  a  horizontal  or  in  a  vertical  plane. 

If  29  half  degrees  of  the  horizontal  circle  be  taken  for  the 
length  of  an  arc  on  the  vernier,  and  this  arc  be  divided  into 
30  equal  parts,  the  vernier  will  show  to  a  single  minute,  by 
observing  when  a  coincidence  takes  place  between  a  division 
of  the  vernier  and  one  of  the  horizontal  circle,  or  limb. 

THEOltEM,  (Greek,)  a  proposition  which  requires  to  be 
demonstrated. 

THEOTHECA,  (Greek,  ■&Eog,<jod,  and  OrJKJja,  repository,) 
the  receptacle  for  the  consecrated  host ;  it  is  of  various  forms 
and  sizes,  but  usually  of  the  mostcostly  materials.  The  same 
as  Monstrance  or  Remonstrance. 

THOLE,  the  knop  or  scutcheon  in  the  midst  of  a  timber 
vault. 

THOLOBATE,  that  part  of  a  building  on  which  a  cupola 
is  raised  ;  the  base  of  a  cupola, 

THOLUS,  the  n.ame  given  to  buildings  of  a  circular  form. 
Vitruvius  employs  the  term  to  signify  the  roof  of  a  circular 
building. 

THOROUGH  FRAMING,  the  framing  of  doors  and 
windows:  a  term  not  inueh  used  at  present. 

THOROUGH-LIGIITHI)  ROOMS,  those  which  have 
windows  on  two  opposite  sides. 

THRESHOLD  OF  A  DOOR,  the  sill.     See  Sill. 


THROAT.     See  Gorge,  and  Gula. 

THROATING,  the  channel  cut  on  tlie  underside  of  a 
Btone,  &e.,  to  prevent  the  further  passage  of  rain,  which  is 
here  collected,  and  drips  otf  the  building. 

TIHiOUGH-STONE,  a  bond  stone;  one  which  runs 
through  the  heart  of  the  work. 

TIE,  (from  the  Saxon,  tian,  to  bind,)  a  timber,  string, 
chain,  or  iron  rod,  connecting  two  bodies  together  which  have 
a  tendency  to  diverge  from  each  other.  The  tie-beams,  dia- 
gonal ties,  and  truss-posts,  are  ties.  Braces  may  act  either 
as  ties  or  straining-pieces  :  straining-pieces  are  preferable  to 
ties,  for  these  cannot  be  so  well  secured  at  the  joints  as 
straining-pieces. 

Tie-Beam,  the  beam  which  connects  the  bottom  of  a  pair 
of  principal  rafters,  and  prevents  them  from  bursting  out  the 
wall.    See  Tie  and  Truss. 

Tie-Rod.     See  Texsios-Rod. 

TIERCE  POINT,  the  verte.v  of  an  equilateral  triangle. 
Arches,  or  vaults,  of  the  third  point,  which  the  Italians  call 
de  terzo  acuta,  are  such  as  consist  of  two  arcs  of  a  circle 
intersecting  at  the  top. 

TIGE,  a  term  used  by  the  French  for  the  shaft  of  a  column. 

TILE,  (from  the  Saxon,  ti^le,)  an  artificial  stone,  or  broad 
thin  brick,  made  of  dried  earth,  and  burnt  in  a  kihi,  used  in 
covering  buildings.     See  Brick. 

Tiles  have  various  names,  according  to  their  surface,  shape, 
or  situation. 

Those  of  a  rectanguhir  form,  with  a  plane  surface,  are 
denominated  plane  tiles  and  crown  ?i7es .- their  dimensions 
are  about  lOi  inches  long,  G  inches  broad,  and  five-eighths 
of  an  inch  thick.     A  plane  tile  weighs  from  21b.  to  2^  lb. 

Those  of  a  cylindric  form  are  denominated  rid/;e  tiles,  roof 
tiles,  or  kip  tiles,  and  are  used  in  covering  the  ridges  of 
houses.  Their  dimensions  are,  in  length,  about  12  inches, 
in  breadth  10,  and  in  thickness  five-eighths  of  an  inch. 
The  weight  of  a  ridge  tile  is  about  4^  lb.  Tiles  which  are 
placed  on  the  angle  formed  by  the  two  sloping  sides,  are 
called   hip  tiles. 

Tiles  to  be  placed  in  gutters,  have  a  form  adapted  to  their 
situation  :  the  weight  of  a  gutter  tile  is  the  same  as  that  of 
a  ridge  tile. 

Tiles  of  a  rectangular  outline,  with  a  surface  both  concave 
and  convex,  are  denominated  pan  tiles;  these  have  no  holes, 
but  are  hung  on  the  lath,  by  means  of  a  lodge,  formed  in 
their  making,  at  their  upper  ends  :  they  are  usually  14^ 
inches  long,  and  10  broad.    They  weigh  from  51b.  to  5-j- lb. 

Tile-Creasing,  two  rows  of  tiles  placed  horizontally 
under  the  coping  of  a  wall,  and  projecting  about  three 
inches  from  the  surface,  for  discharging  the  rain-water 
therefrom. 

Tiles,  Ekcaustic,  decorative  tiles  formed  of  different- 
colourcd  clays,  arranged  so  as  to  form  a  variety  of  patterns. 
The  ground  is  usually  red,  and  this  being  stamped  with  some 
pattern,  the  recess  is  filled  in  with  clay  of  various  colours, 
frequently  white,  the  w  hole  being  afterwards  glazed  over  with 
a  yellow  glaze.  Frequently  each  tile  presents  a  complete 
pattern,  but  at  other  times  a  pattern  is  composed  of  four  or 
more  tiles  arranged  in  juxtaposition.  Such  tiles  are  mostly 
used  m  ecclesiastical  buildings,  and  are  often  interspersed  in 
regular  order  amongst  tiles  of  a  plainer  description,  by  which 
means  their  beauties  are  more  fully  displayed. 

TILLXG,  the  act  of  laying  tiles  for  the  covering  of  a  build- 
ing, which  may  be  done  either  with  plane  tiles  or  pan  tiles. 
Plane  tiling  is  preferable  to  pan  tiling.  Plane  tiles  are  laid 
at  a  6-inch  gauge,  with  or  without  mortar ;  and  pan  tiles  at 
an  11  or  IH  inch  gauge,  though  some  use  a  gauge  of  12 
inches,  but  this  distance  is  too  great. 


From  the  frequent  repairing  of  tiled  roofs,  and  their  fiery 
appearance,  slating  has  now  become  the  general  covering, 
and  tiling  is  seldom  used  except  for  common  cottages,  sheds, 
and  out-houscs,  as  being  more  expensive  to  keep  in  repair 
than  slating. 

TIMBER,  (from  the  Saxon,  timhrian,  to  build.)  in  car- 
pentry, a  piece  of  wood  for  supporting  some  part  or  parts  of 
the  building,  or  to  give  strength  to  any  part  thereof. 

Timbers,  in  a  building,  support  parts  of  the  fabric  in 
three  different  v5ays,  viz.,  by  lateral  strain,  by  tension,  and 
by  compression. 

Timber,  wood  felled  and  seasoned  for  the  purpose  of 
building.  Many  kinds  of  woods  are  useful  for  building  pur- 
poses, but  those  most  frequently  employed  are  oak,  fir,  and 
pine ;  but  before  entering  into  the  peculiar  properties  of 
these,  it  will  be  as  well  to  give  some  idea  of  the  structure 
and  growth  of  trees  in  general. 

Upon  observing  the  transverse  section  of  the  stem  or  trunk 
of  a  tree,  the  wood  will  be  found  to  be  composed  of  numer- 
ous concentric  layers  or  rings,  which  are  more  or  less  defined 
in  different  trees.  Where  the  rings  are  well  defined,  they 
will  be  found  to  consist  of  two  parts,  the  outer  being  hard, 
compact,  and  of  a  dark  colour,  while  the  inner  is  of  a  lighter 
tint,  more  soft  and  porous.  In  the  centre  of  the  tree  is  the 
pith,  and  on  the  exterior  the  bark,  and  it  will  be  observed, 
that  the  concentric  rings  become  more  soft,  and  contain  more 
sap  as  they  recede  from  the  pith,  the  more  compact  layers 
nearest  the  pith  being  termed  heart-wood. 

The  structure  of  a  tree  appears  to  be  composed  of  minute 
vessels  for  conveying  nutriment  from  the  roots;  the  space 
between  these  vessels  being  occupied  by  cells,  which  are 
engaged  in  performing  the  function  of  secretion.  The  vessels 
in  the  growing  tree  convey  the  sap  in  a  liquid  state  from  the 
roots  to  the  leaves,  whence  it  descends  in  a  less  liquid  state 
through  the  bark,  and  is  at  last  deposited  in  an  altered  state 
between  the  bark  and  the  last  year's  wood,  forming  a  new 
layer  of  bark  and  sap-wood,  the  old  bark  being  pushed  out- 
ward, and  the  inner  layers  being  compressed,  probably  in  an 
equal  degree.  The  sap  begins  to  ascend  in  the  spring  of  the 
year,  and  flows  principally  through  the  annual  rings  next 
the  bark,  which  contain  most  sap-wood.  In  its  ascent,  it 
would  appear  to  dissolve  some  part  of  a  substance  which  had 
accumulated  in  the  vessels  during  the  preceding  winter,  for 
the  nourishment  of  the  buds,  leaves,  and  new  wood  ;  and  this 
accounts  for  the  viscous  state  of  the  sap  on  its  descent.  As 
the  leaves  expand,  the  sap  ceases  to  flow,  and  the  bark  again 
adheres  to  the  wood,  and,  from  the  middle  of  June  to  the 
middle  of  August,  there  appears  to  be  a  pause  in  vegetation  ; 
but  after  this  period,  the  s.ap  again  begins  to  flow. 

As  this  process  goes  on  from  year  to  year,  the  fluid  parts 
of  the  interior  of  the  wood,  are  absorbed  by  the  new  wood 
and  leaves,  and  the  vessels  through  which  they  flow,  being 
pressed  more  closely  together  by  the  growth  of  new  wood, 
become  harder  and  harder,  until  at  last  the  sap-wood  is  con- 
verted into  heart-wood  ;  for  it  would  appear,  that  there  is 
nothing  of  the  character  of  solid  fibres  in  wood,  the  more 
compact  parts  being  composed  solely  of  the  linings  of  the 
vessels  and  cells  deprived  of  their  moisture,  and  packed 
closely  together.  When  trees  arrive  at  this  stage  of  exists 
ence,  that  is  to  say,  when  the  sap-wood  has  become  heart- 
wood,  and  the  greater  part  of  the  moisture  has  been  expelled, 
they  are  in  a  fit  state  to  be  felled  for  the  purposes  of  building. 
The  best  time  for  felling  is  in  mid-winter  or  midsummer; 
for  in  the  former  the  sap  has  ceased  to  flow,  and  in  the 
latter  it  is  expended  in  the  production  of  leaves.  Besides 
the  concentric  rings,  another  series  of  lines  may  be  observed 
with  more  or  less  facility  in  the  sections  of  various  trees ; 


those  lines  radiate  from  the  centre,  and  are  termed  medullary 
rays ;  they  produce  that  beautiful  (lowered  appearance  in  the 
oal<,  to  wliioh  the  name  of  silver  grain  has  been  given. 

It  will  not  be  necessary  here  to  treat  of  the  seasoning  of 
timber,  as  that  subject  has  been  treated  on  in  another  place. 
See  Seasoning  of  Timber. 

If  timber  be  properly  seasoned,  and  kept  in  a  dry  situation, 
with  a  free  circulation  of  air,  it  will  last  for  several  centuries, 
but  even  under  the  most  favourable  circumstances  it  gradually 
deteriorates,  it  loses  its  elastic  and  coherent  properties,  and 
becomes  brittle  at  last.  If  it  be  kept  immersed  in  water,  it 
will  also  last  a  very  considerable  period ;  but  it  is  not  imin- 
jurod,  for  if  it  be  taken  out  and  dried,  it  becomes  brittle, 
splits,  and  cracks  in  every  direction.  Alternate  changes  of 
dryness  and  moisture  is  very  injurious  to  timber,  and  under 
such  conditions  it  rapidly  decays,  as  may  be  observed  in  the 
upper  part  of  piles  driven  in  a  tidal  river,  viz.,  that  part 
which  is  contained  between  high  and  low  water.  Moisture, 
combined  with  a  certain  degree  of  heat,  about  45  degrees, 
will  gradually  decompose  timber,  especially  when  exposed  to 
the  air.  This  rot  is  usually  divided  into  two  kinds,  the  wet 
and  dry  rot ;  these,  however,  are  both  produced  by  the  same 
causes,  the  only  dift'erence  being  that  the  former  takes  place 
when  there  is  a  free  evaporation,  the  latter  when  the  evapora- 
tion is  imperfect;  the  one  takes  place  when  there  is  a  free 
circulation  of  air,  the  other  when  the  air  is  confined. 

The  best  method  of  preserving  timber,  and  preventing 
decay  from  any  of  the  above  causes,  is  by  proper  seasoning, 
but  it  must  be  thoroughly  seasoned,  partial  seasoning  being 
of  little  avail.  A  coating  of  paint,  tar,  or  other  preparation, 
will  help  to  def -nd  the  wood  from  injury  by  external  causes, 
but  will  be  of  no  service  if  any  moisture  remain  in  the 
interior,  fur  it  will  only  prevent  its  escape,  and  thus  hasten 
decay.  Paint  is  also  useless,  unless  fresh  coats  be  repeatedly 
applied,  for  it  is  as  liable  to  decay  as  the  timber  itself,  and 
therefore  requires  to  be  constantly  renewed.  If  the  paint 
be  sanded  over,  it  wjll  be  found  much  more  durable  than 
common  painting.  A  very  good  preparation  consists  of 
linseed  oil  and  tar  put  on  boiling,  the  wood  being  first 
thoroughly  heated ;  this  will  sink  into  the  wood,  and  close 
up  all  the  pores.  Charring  the  wood  will  be  found  an 
excellent  method,  and  is  in  many  respects  better  than  some 
of  the  above.  No  composition  should,  however,  be  applied 
till  the  timber  has  been  well  seasoned,  for  to  inclose  the 
natural  juices  of  the  wood,  is  to  render  its  rapid  decay 
certain. 

Dcscriplion  of  Woods. — Of  oak  there  are  several  kinds, 
two  of  which  belong  to  England — the  common  British  oak,  and 
the  sessile-fruited  oak.  'Iho  first  is  found  in  the  temperate 
parts  of  Europe,  and  is  that  which  is  commonly  met  with  in 
the  south  of  England.  The  wood  has  often  a  reddish  tinge, 
and  the  larger  septa  are  very  numerous,  producing  large 
flowers ;  the  grain  is  tolerably  straight  and  fine,  and  free 
from  knots.  It  splits  freely,  and  makes  gooil  laths  for  plas- 
terers and  slaters ;  and  is  decidedly  the  best  kind  of  oak  for 
joists,  rafters,  and  for  any  other  purposes  where  stiff  and 
straight-grained  wood  is  required.  The  second  kind  is 
found  in  the  temperate  parts  of  Europe,  and  in  the  north  of 
England  ;  it  is  of  a  darker  colour  than  the  preceding,  and 
the  larger  septa  arc  fewer  in  number;  the  grain  is  smooth 
and  glossy.  It  is  heavier,  harder,  and  more  clastic,  and  is 
apt  to  warp  and  split  in  seasoning ;  it  is  tough,  and  dillicult 
to  split. 

Tlie  Dmsault  oak  is  a  native  of  France  and  the  south  of 
England,  but  it  is  not  so  strong  nor  of  so  firm  a  texture  as 
the  above.  The  wood  of  the  Au^trian  and  American  species 
is  not  very  valuable ;  the  former  being  comparatively  soft  and 


the  latter  coarse-grained.  The  mountain  red  oak,  from 
Canada,  is  useful  for  many  purposes,  but  is  light  and  spongy, 
and  not  very  durable.  The  white  oak,  also  from  vVmerica, 
is  more  valuable,  being  tough  and  pliable,  and  more  durable 
than  the  other  species. 

The  colour  of  oak  is  a  fine  brown  of  various  shades ;  that 
inclined  to  red  is  the  most  inferior  kind.  The  transverse 
septa  are  usually  large  and  distinct,  but  are  smaller  and  less 
distinct  in  the  stronger  kinds  of  wood.  The  texture  is  alter- 
nately compact  and  porous. 

Oak  is  particularly  adapted  for  situations  exposed  to  the 
weather,  and  makes  the  best  wall-plates,  ties,  templets 
and  king-posts,  but  is  liable  to  twist  and  warp  when 
drying. 

Beech  is  not  much  used  for  building,  and  soon  rots  in  damp 
situations ;  in  dry  situations  it  is  more  durable,  but  is  liable 
to  be  injured  by  worms ;  it  is  bestad.apted  for  piles  and  other 
works  where  it  is  constantly  immersed  in  water.  It  is 
stronger  and  tougher  than  oak,  but  not  so  stiff.  The  colour 
is  whitish-brown,  of  different  shades;  the  texture  is  very 
uniform,  and  the  septa  smaller  than  in  oak. 

Alder  has  much  the  same  qualities  as  beech,  being  very 
durable  in  water,  but  rotting  when  exposed  to  damp,  and 
subject  to  worms  in  a  dry  state.  The  colour  is  reddish 
yellow  of  different  shades,  and  nearly  uniform ;  the  texture 
is  very  uniform,  with  larger  septa  of  the  same  colour  as  the 
wood.     It  is  soft,  and  works  easily. 

Of  plaue  trees,  that  from  America  is  very  durable  in  water, 
but  they  are  not  much  used  for  building  purposes.  The 
colour  and  structure  is  similar  to  that  of  the  beech,  but  in 
this  case  the  septa  are  more  numerous. 

Chesnut  may  be  used  in  many  places  as  a  substitute  for  oak, 
the  wood  is  hard  and  compact ;  when  young  it  is  tough  and 
flexible,  but  when  old  it  is  brittle  and  often  shaky.  It  does 
not  shrink  and  swell  much,  and  is  easier  to  work  than  British 
oak,  and  contains  only  a  small  proportion  of  sap  wood. 

The  wood  of  chesnut  is  so  much  like  that  of  oak,  that  it  has 
frequently  been  mistaken  for  it ;  it  has,  however,  no  large 
transverse  septa,  and  in  old  wood  the  sap-wood  is  whiter,  and 
the  heart-wood  browner,  than  in  oak. 

Ash  is  superior  to  any  other  British  timber  for  its  tough- 
ness and  elasticity  ;  it  is  tolerably  durable  in  a  dry  situation, 
but  soon  rots  when  exposed  to  damp  or  alternate  changes  of 
wet  and  dry.  It  is  too  flexible  for  the  timbers  of  buildings, 
and  in  old  trees  is  of  a  brittle  nature.  The  colour  is  oak 
brown,  the  veins  being  darker  than  in  oak;  in  young  trees, 
however,  the  colour  is  lighter.  The  texture  is  alternately 
compact  and  porous,  the  rings  being  strongly  marked  ;  there 
are  no  large  septa. 

Elm  is  not  much  used  for  building;  it  is  very  durable  in 
water,  as  also  when  perfectly  dry,  but  will  not  stand  exposed 
to  the  weather.  It  is  difficult  to  work,  but  not  liable  to  split ; 
it  twists,  shrinks,  and  warps  much  in  drying.  The  heart- 
wood  is  generally  darker  and  redder  than  that  of  oak,  and 
the  sap-wood  of  a  yellowish  or  brownish  white;  it  is  porous 
and  cross-grained,  but  has  no  large  septa. 

The  common  acacia  is  very  durable;  it  is  equal  or  superior 
to  oak  in  stiffness  and  toughness,  and  is  very  valuable  f  )r 
fencing.  The  colour  is  a  greenish  yellow,  with  a  slight  tinge 
of  red  in  the  pores,  and  is,  in  structure,  alternately  compact 
and  very  porous,  so  that  the  rings  are  very  distinct ;  it  has 
no  large  septa. 

There  are  several  species  of  poplars,  of  which  the  Lom- 
bardy,  black,  and  common  white,  are  mostly  esteemed.  They 
are  all  very  durable  when  preserved  in  a  dry  state;  and  the 
aspen  or  trembling  poplar  will  last  a  considerable  time  ex- 
posed to  the  weather.    They  are  not  well  adapted  for  large 
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timbers,  but  are  well  fitted  for  flooring,  where  there  is  no 
great  wear,  they  do  not  take  fire  readily. 

The  colour  is  of  a  yellowish  or  brownish  white,  one  side 
of  the  annual  rings  being  a  litllo  darker  than  the  other.  The 
wood  is  of  a  uniform  texture,  and  has  no  large  septa. 

Red  or  yellow  fir  is  the  produce  of  (he  Scotch  fir,  and  is 
common  in  the  north  of  Europe,in  Scotland, Russia,Uenniark, 
Sweden,  Norway,  and  Lapland.  It  is  very  durable;  and  its 
lightness  and  St  illness  render  it  superior  to  any  other  material 
for  beams,  girders,  joists,  rafters,  and  framing  in  general.  It 
Is  also  much  used  fur  joiners'  work,  both  external  and  in- 
ternal, being  cheaper  and  more  readily  worked  than  oak. 
The  wood  from  cold  climates  is  stronger  than  that  from 
warmer  situations.  The  colour  is  of  a  reddish  or  honey, 
yellow,  and  of  various  degrees  of  brightness ;  the  layers  are 
well  marked,  the  one  part  being  soft  and  light-coloured,  the 
other  hard  and  dark  :  in  the  best  timber  the  rings  are  thin, 
not  more  than  jL  thofan  inch  in  thickness.  The  inferior  kinds 
have  thick  annual  rings;  in  some  kinds  the  dark  parts  of  the 
rings  are  of  a  honey -yellow,  the  wood,  heavy,  and  filled  with 
soft  resinous  matter,  feels  clammy,  and  chokes  the  saw.  In 
other  inferior  kinds  it  is  spongy,  contains  less  resinous  matter, 
and  leaves  a  woolly  surface  after  the  saw. 

White  fir,  or  deal,  is  the  produce  of  different  varieties  of 
spruce  fir,  and  is  imported  from  the  north  of  Europe,  and 
from  America.  Of  Norway  spruce,  a  great  quantity  is  im- 
ported from  Christiana  in  deals  and  planks,  which  are  very 
highly  esteemed.  The  American  wood  is  not  so  resinous  as 
that  from  Norway  ;  it  is  tougher,  less  heavy,  and  generally 
more  liable  to  twist  in  drying.  It  is  of  two  kinds,  white  and 
black  spruce,  the  latter  producing  the  best  wood.  White 
deal  is  very  durable  in  a  dry  state,  and  is  much  used  for 
internal  joiners'  work. 

The  colour  is  yellowish  or  brownish  white  ;  the  hard  part 
of  the  annual  ring  a  darker  shade  of  the  same  colour,  often 
has  a  silky  lustre,  especially  in  the  American  and  British- 
grown  kinds.  Each  annual  ring  consists  of  two  parts,  the 
one  hard  and  the  other  softer.  The  knots  are  generally  very 
hard.  The  clear  and  straight-grained  kinds  are  often  tough, 
but  not  very  difficult  to  work,  and  stand  extremely  well  w  hen 
properly  seasoned. 

The  Weymouth,  or  white  pine,  is  a  native  of  North 
America,  and  is  imported  in  large  logs,  often  more  than 
2  feet  square,  and  30  in  length  :  it  is  one  of  the  largest  and 
most  useful  of  the  American  pines.  The  wood  is  light  and 
soft,  and  is  said  to  stand  the  weather  tolerably  well.  In 
joinery  it  is  much  used  for  mouldings  and  other  work,  where 
clean  straight-grained  wood  is  desirable;  but  it  is  not 
durable,  nor  fit  for  large  timbers,  being  very  liable  to  take 
the  dry-rot.  The  colour  is  brownish  yellow,  and  the  texture 
more  nearly  unitbrm  than  that  of  any  other  of  the  pine 
species,  and  the  annual  rings  not  very  distinct. 

The  pitch  pine  is  a  native  of  Canada.  It  is  very  resinous 
and  heavy ,-but  not  very  durable :  it  is  also  brittle  when  very 
dry.  It  is  of  a  redder  colour  than  the  Scotch  pine,  feels 
sticky,  and  is  difficult  to  plane. 

The  silver  fir  is  a  native  of  the  mountains  of  Siberia,  Ger- 
many, and  Switzerland,  and  is  common  in  British  plantii- 
tions.  The  wood  is  of  a  good  quality,  and  much  used  on  the 
continent  both  for  carpentry  and  ship-building.  The  harder 
fibres  are  of  a  yellow  colour,  compact  and  resinous ;  the  softer 
nearly  white.  It  is  light  and  stilf,  and  does  not  bend  much 
under  a  considerable  load ;  consequently  floors  constructed  of 
it  remain  permanently  level.     It  is  subject  to  worm. 

Of  the  larch  there  are  three  species  ;  one  European,  and 
two  American.  The  wood  is  extremely  durable  in  all  situ- 
ations,even  when  exposed  to  damp  and  weather ;  it  is  adapted 


for  both  internal  and  external  work,  and  especially  for  floor- 
ing boards,  which  arc  subji'cl  to  much  wear  ;  also  for  doors, 
shutters,  &c. 

The  wood  of  the  European  larch  is  generally  of  a  honey- 
yellow  colour,  the  hard  part  of  the  annual  rings  of  a  redder 
cast;  sometimes  it  is  brownish  white.  In  common  with  the 
other  species  of  pine,  each  annual  ring  consists  of  a  hard  and 
soft  part.  It  generally  has  a  silky  lustre,  and  its  colour  is 
browner  than  that  of  the  Scotch  pine,  and  it  is  much  tougher. 
It  is  more  diflicult  to  work  than  Jliga  or  Mcmel  timber,  but 
the  surface  is  better  when  once  it  is  attained.  It  bears  driv- 
ing bolts  and  nails  better  than  any  other  kind  of  resinous 
woods.  When  it  has  become  perfectly  dry  it  stands  well, 
but  warps  much  in  seasoning. 

The  following  table,  showing  the  comparative  strength, 
stiffness,  and  toughness  of  various  woods,  taking  English  oak 
at  100  as  a  standard, is  compiled  from  Tredgold,  from  whose 
work  the  above  observations  are  principally  extracted  : — 


Name  of  'Wood. 


Common   English  Oak 

Riga    Oak 

American  Oak 

Dantzic  Oak 

Beecli 

Aider  

Plane  Tree 

Sycamore 

Green  Cliesnut 

Ash 

Elm 

IlDseasoned  Acacia 

Spanish  llahogany 

Honduras  Mahogany 

Walnut 

Teak 

Abele  Poplar 

Lombardy  Poplar 

Cedar  

Foreign  Fir 

Mar  Forest   Fir 

English-grown  Fir 

Christiana  Deal 

American  White  Spruce 

British-grown  Norwaj'  Spruce. 

Weymouth    Pine 

Pitch   Pine , 

Larch 


Strength. 


100 

108 
86 

107 

103 
80 
U2 
81 
C8 

119 
82 
05 
67 
96 
74 

109 
86 
50 
62 
80 
61 
60 

104 

86 

70 

95 

3 

103 


Stiffness. 


100 
93 

114 

117 
77 
63 
78 
59 
64 
89 
78 
98 
73 
93 
49 

126 
66 
44 
28 

114 
49 
55 

104 
72 
81 
99 
82 
79 


Toughness. 


100 

125> 

64 

99 

138 

101 

108 

111 

85 

160 

86 

92 

61 

99 

111 

94 

112 

57 

137 

56 

76 

65 

104 

102 

60 

103 

92 

134 


For  further  information  on  this  head,  see  SiRBNCTa  of 
Materials. 

TiMBEii  Bridge.  See  Wooden  Bridge. 

Timber  IMeasure,  43  solid  feet  make  a  ton  of  tiniber.and 
50  feet  a  load. 

Timber  Partitions,  are  board  and  brace,  or  quarter  of 
stud  partitions.  Board  and  brace  partitions  are  made  of  nar- 
row boards,  or  battens,  with  a  (hin  board  between  every  two 
battens  inserted  into  their  edges  :  the  batten  is  about  half  the 
w  idth  of  a  board. 

TIN,  a  very  useful  metal,  fiiund  principally  in  Cornwall. 
It  is  of  a  silvery -white  colour,  with  a  very  slight  shade  of 
yellow  ;  it  is  very  soft  and  malleable. 

TING,  a  Chinese  temple.  See  Chinese  Arciiitectcre. 

TINNING.  The  process  of  covering  other  metals  with  tin 
for  the  purpose  of  preventing  rust  or  oxydalion.  The  pr;ic- 
tice  was  very  commonly  adopted  in  media'val  metal-work. 

TOMB.  The  custom  of  interring  the  dead  seems  to  be 
more  ancient  than  that  of  burning,  and  in  many  countries  wp. 


find  that  great  p.iins  were  taken  to  preserve  them  by  em- 
balming and  similar  methods.  The  practice  of  burning  the 
bodies  would  seem  to  be  of  later  date,  and  at  no  period  of 
time  universal ;  under  these  circumstances, however,  the  ashes 
were  usually  preserved  with  great  care  in  some  structure  set 
apart  fur  that  especial  purpose.  Great  I'cverence  has  always 
been  shown  for  the  bodies  of  the  departed  ;  a  feeling  which 
has  been  exhibited  in  different  m.anners,  according  to  the  time 
and  place :  the  interment  would  appear  to  have  been  always 
connected  with  some  religious  rite.  In  some  placcs,the  bodies 
■were  simply  inhumed  or  deposited  in  the  earth  without  any 
erection  above  them,  save  that  of  a  tumulus  of  earth ;  in 
others,  they  were  embalmed  at  great  expense,  and  placed  in 
structures  of  greater  or  less  magnificence  ;  whilst  in  others 
again  they  were  deposited  in  natural  caves  or  excavations 
beneath  the  surface  of  the  earth. 

Perhaps  no  people  have  ever  expended  greater  care  upon 
their  dead  than  the  Egyptians,  a  fact  which  may  be  readily 
accounted  for  by  the  tenets  of  their  religion.  This  nation 
■was  accustomed  to  adopt  both  the  latter  practices,  as  is  mani- 
fest by  their  building  those  vast  structures,  the  pyramids, 
which  have  been  proved  to  have  been  erected  for  the  pur- 
pose, as  well  as  by  the  existence  of  an  extensive  range  of 
excavations  below  the  surface  of  the  ground.  Of  the  latter, 
as  well  as  of  the  pyramids,  will  be  found  an  account  under 
the  article  Egyptian  Architecture,  and  of  the  Pyramids, 
under  that  article. 

Many  sepulchral  grottos  have  been  found  in  the  plains  of 
Etruria.  They  are  hollowed  out  of  a  rock,  sometimes  dis- 
posed in  the  form  of  a  cross,  or  with  three  wings,  and  some- 
times squared  in  different  proportions.  Doors  have  been 
formed  to  lead  from  one  grotto  to  another  ;  sometimes  they 
are  above  each  other.  These  grottos  are  not  very  deep,  and 
the  interior  is  often  adorned  with  paintings.  In  Campania, 
also,  several  tombs  have  been  discovered,  containing  Etrus- 
can vases.  They  are  represented  as  being  formed  by  an 
enclosure  of  cut  stones,  and  covered  with  a  sort  of  roof  or 
flagstone  shelving  on  both  sides.  The  dead  body  was  stretched 
out  on  the  ground,  the  feet  turned  towards  the  entrance  of 
the  sepulchre,  and  the  head  ranged  against  the  wall,  from 
which  were  suspended,  by  bronze  nails,  vases  of  terra-eotta, 
whilst  others  of  a  similar  kind  were  disposed  around  the 
body. 

At  Agrigcntum,  the  tombs  are  a  sort  of  troughs  ranged 
one  above  another,  sometimes  arched,  or  chambers  with  rent- 
holes  in  the  roof,  only  two  inches  apart  from  each  other.  In 
some  parts  of  Greece  and  Italy  are  sepulchral  chambers 
excavated  in  the  rock,  and  formed  like  a  bell,  as  at  Am- 
phissa.  In  the  valley  of  Ispica,  in  Sicily,  Denon  found 
tombs,  formed  out  of  a  hollow  stone,  upwards  of  5  feet  long 
and  15  inches  wide. 

Tumuli,  or  large  mounds  of  earth,  are  of  very  ancient 
date,  and  are  to  be  found  in  various  situations.  They  are 
frequently  found  encompassed  by  a  largo  square  wall,  as  that 
ofAlyattes  in  Lydia,  of  yE^yptus  in  Arcadia,  and  of  Phocus 
in  yEgina  besides  many  others  in  Greece  and  Asia,  and  in 
■western  Scythia.  In  one,  with  a  circular  wall,  which  was 
opened  between  Smyrna  and  Perganms,  were  found  galleries 
and  chambers.  One  of  the  tumuli  in  the  plain  of  Athens 
having  been  opened,  was  found  to  contain  a  chamber  finely 
constructed  of  large  blocks  of  stone,  in  which  was  a  vase  of 
terra-cotta,  with  figures  and  inscriptions. 

Of  a  similar  kind,  though  of  smaller  dimensions,  were 
those  mounds  which  are  termed  barrows,  ami  wliich  are 
common  in  many  parts  of  Europe  and  Asia.  "  The  Russians, 
in  effecting  a  jiracticable  road  to  China,  discovered,  in  fifty 
degrees  norlli  latitude,  between  the  rivers  Irtish  and  Obalet, 


a  desert  of  very  considerable  extent,  overspread  in  many  parts 
with  tumuli  or  barrows."  Ouq  of  the  largest  of  these  bar- 
rows was  opened  by  the  liussian  government,  and  was 
found  to  contain  the  body  of  a  prince.  "  After  rcmovinjg 
a  very  deep  covering  of  earth  and  stones,  the  workmen  came 
to  three  vaults  constructed  of  stones  of  rude  workmanship. 
That  wherein  the  prince  was  deposited,  which  was  in  the 
centre,  and  the  largest  of  the  three,  w.as  easily  distinguished 
by  the  sword,  spear,  bow,  quiver  and  arrow  which  lay  beside 
him.  In  the  vault  beyond  him,  towards  which  his  feet  lay, 
were  his  horse,  bridle,  saddle,  and  stirrups.  The  body  of 
the  prince  lay  in  a  reclining  posture  upon  a  sheet  of  pure 
gold,  extending  from  head  to  feet,  and  another  sheet  of  gold 
of  the  like  dimensions  was  spread  over  him.  He  was  wrapped 
in  a  rich  mantle,  bordered  with  gold,  and  studded  with  rubies 
and  emeralds.  His  head,  neck,  breast,  and  arms  naked,  and 
without  any  ornament.  In  the  lesser  vault  lay  the  princess, 
distinguished  by  her  female  ornaments.  She  was  placed 
reclining  against  the  wall,  with  a  gold  chain  of  many  links 
set  with  rubies  round  her  neck,  and  gold  bracelets  round  her 
arms.  The  head,  breast,  and  arms  were  naked.  The  body 
was  covered  with  a  rich  robe,  but  without  any  border  of  gold 
or  jewels,  and  was  laid  on  a  sheet  of  fine  gold,  and  covered 
over  with  another.  The  four  sheets  of  gold  weighed  forty 
pounds.  The  robes  of  both  looked  ftvir  and  complete,  but, 
upon  touching,  crumbled  into  dust."  The  tombs  near  Per- 
gamus  in  Asia  Minor  are  cones  of  earth  with  chambers  or 
vaults  constructed  in  the  interior.  The  tomb  of  Anthridates 
in  the  Crimea,  is  an  immense  tumulus  of  hemispherical  form, 
constructed  with  huge  masses  of  stone  of  an  irregular  shape, 
heaped  together  without  the  aid  of  cement  of  any  kind. 
This  kind  of  construction  is  the  same  as  that  to  be  found  at 
Tyrus  and  Mycene,  and  is  supposed  to  have  been  of  very 
ancient  date.  See  Pelasgian  Architecture. 

The  Eomans  do  not  seem  to  have  adopted  this  kind  of 
sepulchre,  for  although  tumuli  have  been  discovered  in  this 
country  containing  articles  of  Roman  workmanship,  yet  our 
best  antiquaries  do  not  allow  such  to  have  been  the  burial- 
places  of  the  Romans  themselves,  but  rather  of  Romanized 
Britons,  or  of  Britons  engaged  in  their  service.  The  general 
characteristics  of  a  Roman  place  of  interment  in  Britain, 
appear  to  consist  simply  of  the  plain  grave,  with  one  or 
more  stone  pillars  bearing  an  inscription,  and  sometimes  a 
sculptured  device.  At  Chatham  hill  in  Kent,  a  Roman 
sepulchre  was  discovered,  of  which  the  walls  were  composed 
of  rubble-stone  and  hard  mortar  ;  the  wall  first  discovered 
was  30  feet  in  length,  and  intersected  by  three  apartments 
with  their  walls.  One  apartment  which  was  complete,  was 
9  feet  3  inches  by  7  feet  3  inches,  with  the  inside  of  the 
walls  covered  with  fine  white  plaster,  on  which  were  painted 
stripes  of  black  and  red.  The  urn  containing  the  ashes  of 
the  deceased,  was  deposited  on  a  pavement  within  the  sepul- 
chre, and  round  it  were  several  vessels  of  different  size  and 
shape,  patera;,  &c.  A  Roni.an  sepulchre,  discovered  about 
two  hundred  and  fifty  yards  fi-om  the  wall  of  the  city  of  York, 
was  an  oblong  room  with  a  ridged  roof,  covered  with  hollow 
Roman  tiles  ;  it  was  about  SJ-  feet  long  within,  and 
contained  several  urns  all  standing  on  a  tiled  pavement. 
A  burial-vault  was  discovered  in  Oxfordshire,  which  in  the 
part  explored  was  20  feet  long  by  18  wide,  and  8  high  from 
the  planking-stones.  The  human  remains  were  laid  in  par- 
titions of  a  dissimilar  width,  which  crossed  the  vault  from 
east  to  west,  and  were  built  with  Roman  red  tiles,  about  8  J 
inches  square.  The  partitions  were  2^  feet  deep,  and 
generally  about  the  width  of  modern  graves.  Roman  urns 
and  other  vessels  wore  discovered  among  the  rubbish.  There 
were  two  tiers  of  sepulchral  recesses,  and  above  were  a  range 


of  planking  tiles  covered  with  mortar  and  sand,  in  which 
was  set  tcsselated  work,  supposed  to  have  formed  the  floor- 
ing of  a  temple."  In  the  year  1S07,  a  Roman  vault  contain- 
ing a  scarcophagus,  was  discovered  in  the  siibiirl)s  of  York. 
The  sarcophagus,  which  contained  a  skeleton,  was  cut  out  of 
a  single  grit-stone,  and  covered  with  a  blue  flagstone ;  its 
length  was  7  feet;  breadth  3  feet  2  inches;  depth  1  foot 
6  inches  ;  thickness  4  inches.  Near  the  vault,  an  urn  of  red 
clay  was  discovered,  containing  ashes  and  fragments  of 
burnt  bones.  Stone  coffins  of  a  similar  character,  containing 
bones  accompanied  by  urns,  &c.,  have  frequently  been  dis- 
covered.    Coffins  of  brick  also  occur. 

The  tumuli,  not  unfrequently  discovered  in  this  island,  are 
to  be  attributed  for  the  most  part  to  the  Britons,  as  is  often 
evidenced  by  the  weapons,  &c.  found  within  them.  The 
Sa.xons,  however,  it  is  probable,  still  continued  the  practice, 
though  not  for  a  very  long  period ;  their  barrows  are  distin- 
guished from  the  British  by  being  devoid  of  any  remains  of 
garments,  &c.  ;  they  are  found  in  clusters,  and  are  of  the 
bell-shaped  form.  Those  with  cistvaens,  urns,  cups,  beads, 
weapons  in  wooden  scabbards,  bosses  of  shields,  &c.  are 
British.  The  cistvaens,  just  mentioned,  consist  of  three  or 
four  stones  placed  edgeways,  and  covered  by  another  at  the 
top.  Several  Saxon  barrows  are  still  to  bo  seen  in  Lower 
Sa-xony.  The  custom  of  interring  the  body  commenced  to 
be  practised  by  the  Saxons,  in  all  probability,  upon  their 
conversion  to  Christianity  :  their  coffins  were  either  of  wood 
or  stone,  the  latter  being  reserved  for  persons  of  wealth  and 
influence ;  they  were  at  first  made  of  several  stones,  set 
round  with  one  at  the  bottom,  and  one  for  a  cover  at  the  top, 
similar  to  the  British  cistvaens,  but  they  were  afterwards 
formed  of  a  single  stone,  hollowed  out,  with  a  slab  for  a 
cover.  In  the  earlier  periods,  the  bodies  of  all  persons  were 
interred  in  the  cemetery  which  surrounded  the  church,  but 
in  a  short  time,  persons  of  rank,  and  ecclesiastics,  began  to 
be  buried  within  the  church ;  and,  in  such  cases,  the  top  of 
the  coffin  was  generally  level  with  the  pavement,  of  which, 
indeed,  it  formed  a  part. 

After  a  time,  the  tombs  began  to  assume  a  different  form, 
and  became  gradually  of  a  more  costly  and  imposing  cha- 
racter. From  the  plain  stone  chest  we  come  to  that  with  a 
coped  covering ;  and  then  we  find  the  lid  sculptured  with  some 
ornament,  most  frequently  with  a  cross,  plain  or  floriated. 
Next,  we  arrive  at  the  raised  tomb,  which  became  more  and 
more  ornamented ;  and  at  last  we  have  them  covered  with 
rich  canopies,  and  embellished  with  the  most  minute  and 
delicate  carving.  Some  tombs  in  our  larger  churches  and 
cathedrals  still  exist  as  specimens  of  the  most  elaborate  work- 
manship of  our  ancient  artificers.  Stone  tablets,  inlaid  with 
brass,  were  for  some  time  common ;  the  brasses  which  were 
engraved,  represented  the  deceased  in  his  usual  costume, 
sometimes  surrounded  with  a  canopied  niche,also  of  engraved 
brass,  let  into  the  slab,  and  usually  having  a  border  of  inlaid 
brass  round  the  edge  of  the  slab,  containing  an  inscription 
relative  to  the  title  of  the  deceased.  Floriated  crosses,  and 
other  figures,  were  sometimes  inlaid  in  a  similar  manner  ; 
and,  occasionally,  the  brasses  were  enriched  with  coloured 
enamel.  Remains  of  brasses  are  very  common,  few  old 
churches  being  without  them. 

During  the  whole  of  this  period,  burials  in  the  church- 
yard were  still  common,  tombs  within  the  church  being  re- 
served for  the  great  and  noble.  The  church-yard  stones 
were,  of  course,  of  a  more  simple  description,  being  either  of 
wood  or  stone,  and  most  usually  in  the  form  of  a  cross, 
varying,  however,  greatly  in  design  and  outline. 

After  the  Reformation,  sepulchral  monuments,  together 
with  architecture,  began  to  decline  in  taste  and  execution  ; 
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in  design,  they  follow  the  prevailing  style  of  architecture  • 
and  we  find  Italian  details  gradually  introduced.  Effigie 
were  common  ;  and  it  is  not  uncommon  to  find,  during  the 
Stuart  period,  effigies  of  an  entire  family  on  one  tomb. 
Bra-ises  wore  still  prevalent,  though  of  less  beautiful  design 
and  workmanship.  After  this,  the  Italian,  or  rather  Eliza- 
bethan style,  was  thrown  aside,  and  we  find  groups  of  sculp- 
ture, of  classic  design,  more  or  less  successful,  some  of  very 
extensive  dimensions ;  in  fact,  at  one  time,  size  seems  to  have 
been  the  principal  recommendation,  as  will  be  evident  to  any 
one  visiting  our  cathedrals,  where  he  cannot  but  lament  the 
introduction  of  huge  monstrosities,  equally  vicious  in  design 
and  execution  ;  and  for  the  sake  of  these,  too,  he  will  see 
windows  and  arches  blocked  up,  delicate  workmanship  de- 
faced, and  the  whole  eflcct  of  a  grand  design  marred,  if  not 
destroyed.  The  ill  taste  displayed  in  the  designs,  and  the 
monstrous  adulation  portrayed  in  the  inscriptions  of  the 
monuments  of  the  last  century  and  a  half,  is  enough  to  shock 
the  feelings  of  any  man  who  pretends  to  modesty  or  common 
sense.  We  ar-e  glad  to  see  a  better  taste  reviving  in  the 
present  day. 

Mr.  Gough  has  classified  the  tombs  of  this  country  under 
eight  different  heads  as  follows  : — 

1st  Form. — Coffin-shaped  stone,  prismatic  and  plain  at 
the  top. 

2nd  Form. — Prismatic  and  carved  at  the  top,  with  crosses 
plain  and  fleury,  as  that  of  Theobald.  Archbishop  of  Canter- 
bury, in  IICO,  and  that  of  Bishop  Glanville,  near  the  altar 
in  Rochester  Cathedral. 

3rd  Form. — Tables  with  effigies  or  sculpture,  as  that  of 
Robert  Duke  of  Normandy,  in  Gloucester  Cathedral,  with 
effigy  cross-legged,  in  a  coat  of  mail,  a.  d.  1 134 ;  King  John, 
in  Worcester  Cathedral,  1213  ;  Prelates  in  pontifical  habits, 
first  in  halfrelief,  afterwards  complete  effigies,  as  Herbert 
Walter,  Archbishop  of  Canterbury.  1205 ;  Knights  and 
nobles  in  armour,  &c.,  as  Loiig-ipee,  Earl  of  Salisbury,  1226. 

4th  Form. — Tombs  with  festoons  or  arches  over  them,  as 
those  of  Henry  III.,  Edward  I.,  Queen  Eleanor,  Edward  the 
Black  Prince,  Henry  IV.,  &c.  This  class  was  succeeded  by 
more  lofty  tombs,  with  arches,  crochets,  pinnacles,  finials, 
&c. 

5th  Form. — ^Tombs  in  chapel  burial-places,  consisting 
mostly  of  open  screens,  with  doors,  altar,  monuments,  pis- 
cinas, niches,  &c.,  several  of  which  are  seen  in  the  cathedrals 
of  Wells,  Salisbury,  Exeter,  &c. 

6th  Form. — Inlaid  with  brass,  representing  figures  of  the 
deceased,  and  inscriptions  either  in  cameo  or  intaglio.  These 
are  mostly  of  the  14th  century.  Many  fuie  specimens  are 
engraved  and  published  by  Cotman. 

7th  Form. — Against  walls,  which  chiefly  occur  since  the 
Reformation. 

8th  Form. — Detached  buildings,  as  domes,  obelisks, 
columns,  and  equestrian  statues. 

TONDINO,  a  round  moulding,  representing  a  ring.  See 
Torus. 

TONGUE,  (from  the  Saxon  tung,)  a  projecting  part  on 
the  edge  of  a  board,  to  be  inserted  in  a  groove  ploughed  in 
the  edge  of  another.  Instead  of  a  tongue  wrought  out  of  the 
edge  ot'  the  solid  board,  sometimes  both  the  edges  to  bo 
joined  are  ploughed,  and  a  tongue  is  made  equal  to  the  sum 
of  the  depths  of  both  grooves,  and  being  inserted  into  one  of 
them,  they  are  then  driven  home  to  each  other.  It  is  very 
difficult  to  glue  two  edges  that  are  grooved  and  tongued  to- 
gether, unless  the  tongue  be  made  very  slack,  on  account  of 
the  difficulty  of  rubbing  them.  Work  that  is  tongued  should 
not  be  fastened  with  glue  ;  white-lead  and  oil  should  be  used 
in  preference. 
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TOOLS,  (from  the  Saxon  to!,)  implements  used  by  artifi- 
cers in  the  reduction  of  any  material  to  its  intended  form. 

The  tools  employed  by  the  ditferent  professions  of  artifi- 
cers in  building  arc  chiefly  carpenters'  tools,  bricklayers'  tools, 
joiners'  tools,  masons'  tools,  slaters'  tools,  and  tilers'  tools. 

The  bricklayers'  tools  have  already  been  described  under 
the  article  Bricklayer,  it  only  remains  here  to  give  the 
reference  to  the  Plate  : 

Figure  1. — The  trowel. 

Figure  2. — The  brick-axe. 

Figure  3. — The  square. 

Figure  4. — The  bevel. 

Figure  5. — The  jointing-rule. 

Figure  6. — The  jointer. 

Figure  7. — The  hammer. 

Figure  8. — The  raker. 

Figure  9. — The  line-pins. 

Figure  10. — The  rammer. 

Figure  11. — Thi:  2^i<:kaxe. 

Figure  12. — The  camber-slip. 

Figure  13. — The  banker,  with  the  rubbing-stone  placed 
upon  it. 

The  carpenters'  tools  having  been  more  slightly  noticed, 
we  shall  here  show  their  uses  as  they  are  referred  to  in  the 
Plate. 

Figure  1. — The  axe,  used  in  chopping  timber  by  a  reci- 
procal circular  motion,  with  the  cutting  edge  of  the  axe  in  a 
vertical  plane. 

Figure  2. — The  aihe,  used  in  chopping  timber  by  a  reci- 
procal motion  in  a  given  plane,  which  is  generally  that  of  a 
vertical  plane,  but  with  the  cutting  edge  describing  a  cylin- 
dric  surface. 

Figtire  3. — ^The  socket-chisel,  used  in  mortising  large  tim- 
bers ;  and  as  the  mortise  is  commonly  bored  by  the  auger, 
the  chisel  is  generally  less  than  the  breadth  of  the  mortise. 

Figure  4. — The  mortise-gauge,  with  a  double  tooth,  made 
temporarily  to  serve  only  for  the  framing  in  hand. 

Figure  5. — The  square,  used  in  forming  right  angles,  and 
taking  any  kind  of  angles  by  observing  the  numbers  on  the 
sides  of  the  square. 

Figure  6. — The  plumb-rule,  used  in  setting  work  perpendi- 
cular. 

Figure  7. — The  level,  used  in  setting  work  horizontal  by 
means  of  the  double  square. 

Figure  8. — The  auger,  for  boring  pin-holes,  or  holes  in 
mortises,  for  the  more  easy  cutting  with  the  socket-chisel. 

Figured. — The  hook-pin,  used  in  drawboring,  or  in  bring- 
ing the  parts  of  a  large  frame  together. 

Figure  10. — The  crow-bar,  for  moving  large  pieces  of 
timber. 

References  to  Joiners'  Tools.     See  Joinery. 

Plate  I.  Figure  1. — The  jack-plane ;  a  the  stock;  b  the 
tote,  or  handle,  which  being  open  on  one  side,  is  called  a 
single  tote  ;  c  the  iron  ;  d  the  wedge ;  e  the  orifice,  where  the 
shavings  are  discharged.     See  Plank. 

Figure  2. — The  trging-plane.  The  parts  are  the  same  as 
those  of  the  jack-plane,  except  that  the  hollow  of  the  tote  is 
surrounded  with  wood,  and  on  this  account  it  is  called  a 
double  tote. 

Figure  3. — The  smoothitig-jilane,  without  a  tote,  the  hand- 
hold being  at  the  end  of  the  plane. 

Figure  4. — The  iron.  No.  1,  Front  view  of  the  cover  for 
breaking  the  shavings,  screwed  on  the  top  of  the  iron,  to  pre- 
vent the  tearing  of  the  wood.  No.  2,  Front  of  the  iron  with- 
out the  cover,  showing  the  slit  for  the  screws  which  fasten 
the  cover  to  the  iron.  No.  3,  The  profile  of  the  iron  and 
cover  screwed  together. 


Figure  5. — The  wedge,  for  lightening  the  iron.  No.  1, 
The  longitudinal  section  of  the  wedge.  No.  2,  Front,  show 
ing  the  hollow  below,  for  the  head  of  the  screw. 

Figure  0. — The  sash-jiUister,  for  throwing  the  shavings  on 
the  bench ;  a  head  of  one  stem  ;  b  taU  of  the  other  ;  c  iron  ; 
d  wedge  ;  e  thumb-screw,  for  moving  the  stop  up  and  down  ; 
//■fence  for  regulating  the  distance  of  the  rebate  from  the 
arris.     See  Plane. 

Figure  7. — The  moving-fillister,  for  throwing  the  shavings 
on  the  bench.  No.  1,  Kight-hand  side  of  the  plane:  a  brass 
stop  ;  b  thumb-screw  of  ditto  ;  c  d  e  tooth  ;  the  upper  "part 
c  d,  on  the  outside  of  the  neck,  and  the  part  d  e,  passing 
through  the  solid  of  the  body,  with  a  small  part  open  above 
e  for  the  tang  of  the  iron  tooth ;  //  the  guide  of  the  fence. 
No.  2,  Bottom  of  the  plane  turned  up  :  a  the  guide  of  the 
stop;  //  the  fence,  showing  the  screws  for  regulating  the 
guide ;  g  g  the  mouth  and  cutting  edge  of  the  iron. 

Figure  8. — The  plough,  l>eing  the  same  in  every  respect 
as  the  sash-fillister,  except  the  sole,  which  is  a  narrow  iron. 
See  Plane. 

Figure  9. — The  mallet. 

Figure  10. — The  hammer. 

Figure  11. — The  side  hook,  ior  cutting  the  shoulders  of 
tenons. 

Figure  12. — The  toork-bench  :  a  the  bench-hook  ;  b  b  the 
screw-cheek  ;  c  c  handle  of  the  screw  ;  d  end  of  the  guide. 

Plate  11.  Figure  1. — The  stock,  into  which  is  fixed  a 
centre-bit. 

Figure  2. — No.  1,  The  gimlet  ;  No.  2,  The  lower  part,  at 
full  size. 

Figure  3. — No.  1,  The  bradawl ;  No.  2,  The  lower  end 
turned  edgewise ;  No.  3,  The  lower  end  turned  sideways. 

Figure  4. — No.  1,  The  paring  chisel  ;  No.  2,  The  lower 
end  turned  edgewise  with  the  basil. 

Figure  5. — The  mortise  chisel.  No.  1,  The  side;  No.  2, 
The  front;  No.  3,  The  lower  end,  with  the  basil. 

Figure  C. — ^The  hand  saw.     See  Saw. 

Figure  7. — The  tenon  saw  ;  generally  backed  with  iron. 

Figure  8. — ^The  sash  saw  ;  generally  backed  with  brass. 

Figure  9. — The  compass  saiv,  for  cutting  in  the  direction 
of  a  curve-line. 

Figure  10. — The  keg-hole  saw  :  a  the  pad,  in  which  is  in- 
serted a  spring  and  two  screws  for  fixing  the  saw  to  any 
length. 

Figurell. — The  square  :  a  b  c  the  outer  square  ;  d  e/the 
inner  square;  a  d  e  the  stock,  or  handle  ;  b  cf  e  the  blade. 

Figure  12. — The  jnovable  bevel:  a  b  the  stock;  b  c  the 
blade. 

Figure  13. — ^The  gauge :  a  a  the  stem  ;  b  b  the  head, 
which  moves ;  c  the  tooth,  for  cutting  a  sharp  line  on  the 
surface  of  the  wood.     See  Gage. 

Tools,  j\fasons\  are :  1.  The  peck,  or  cavil,  for  breaking 
and  dressing  the  stone  to  any  determinate  size.  2.  Points, 
from  A  to  i  of  an  inch,  for  quickly  reducing  the  prominent 
parts  of  a  stone. 

3.  The  chisel,  from  half  an  inch  to  two  inches  in  breadth. 

4.  The  tool,  from  two  inches  to  two  and  a  half  or  three 
inches  in  breadth. 

5.  The  mallet. 

As  points  will  reduce  the  solid  more  tiian  chisels,  so  will 
a  narrow  chisel  reduce  the  solid  more  than  a  broad  one  ;  but 
the  broader  the  chisel,  the  smoother  the  work;  and  hence 
broad  chisels,  or  tools,  are  always  used  in  the  finishing  of 
work.  The  tools  here  cnuincralod  belong  to  the  journeyman  ; 
but  the  master  roquiri's  many  others  of  a  more  extensive 
nature,  iis  cranes,  and  oilier  luachines  lor  hoisting  up  stones. 

Tools,  Plasterers'.     See  Plasieher. 
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TooLSjfcPZumiers'.     See  Pldmbek. 

Tools,  Slaters'.     See  Slating. 

Tools,  Tilers',  are  :  1.  The  lathing  hammer,  with  two 
giiage  marks;  oue  mark  is  placed  at  7  inches,  the  other  at 
7^.     This  tool  is  used  both  for  lathing  and  tiling. 

2.  The  lathiiKj  staff,  of  iron,  in  the  ibrin  of  a  cross,  to  stay 
the  cross  laths,  and  clinch  the  nails. 

3.  The  tiling  trowel,  to  take  up  the  mortar  and  lay  it  on 
the  tiles.  It  differs  from  the  brick  trowel  in  being  longer 
and  narrower. 

4.  The  bosse,  made  of  wood,  with  an  iron  hook  to  hang  on 
the  laths,  or  on  a  ladder  for  holditig  the  mortar  and  tiles. 

5.  The  striker,  a  piece  of  lath  about  ten  inches  long,  for 
separating  and  taking  away  the  superfluous  mortar  at  the 
breeches  of  the  tiles. 

6.  The  broom,  to  sweep  the  tiling  after  it  is  strook. 
TOOTH,  the  iron  or  steel  point  in  a  guage,  which  marks 

the  stuff  in  its  passage,  or  draws  a  line  parallel  to  the  arris 
of  the  piece  of  wood. 

Tooth  Ornament,  a  sculptured  ornament  common  in  and 
characteristic  of  buildings  of  the  early  English  style  of  archi- 
tecture. It  consists  of  a  sculptured  flower  of  four  leaves, 
disposed  in  a  pyramidal  form  ;  the  centre,  where  the  leaves 
join,  projecting  above  the  general  surface,  to  which  it  is  ap- 
plied as  a  decoration.  It  is  commonly  inserted  in  hollow 
mouldings,  disposed  either  at  intervals,  or  more  frequently 
in  close  proximity  one  to  the  other.  Its  origin  is  naturally 
derived  from  the  junction  of  two  Norman  zigzag  mouldings 
meeting  at  an  arris.     See  Dog-tooth  Moulding. 

TOP  BEAM,  the  collar-beam  of  a  truss:  it  has  also  been 
called  wind-beam,  or  strut-beam.  Collar-beam  is  now  gene- 
rally used,  the  other  names  being  either  antiquated  or  not 
much  employed.     See  Collar-Beam. 

Top  Rail,  the  uppermost  rail  of  a  piece  of  framing,  or 
wainscoting,  as  its  name  imports. 

TORSEL,  or  Torsil  (from  the  French  torse,)  a  piece  of 
wood  laid  into  a  wall,  for  the  end  of  a  timber,  or  beam,  to 
rest  on.     See  Tassels. 

TORUS,  or  Tore,  (Latin,)  a  large  moulding,  of  a  semi- 
circular section,  used  in  the  bases  of  columns.  The  only 
difference  between  an  astragal  and  a  torus  is  in  size,  the 
astragal  being  small,  and  the  torus  large. 

Torus  for  a  Bulwark,  a  large  semicircular  moulding, 
used  in  the  base  of  a  fortified  edifice. 

TOWER,  a  building  of  great  height  in  proportion  to  its 
horizontal  dimensions,  usually  forming  an  adjunct  to  a  larger 
building,  and  employed  as  a  belfry,  stronghold,  watch,  or 
beacoif.  Amongst  the  Romans,  structures  of  this  kind  do 
not  seem  to  have  been  very  numerous ;  and  when  employed, 
they  were  not  very  lofty  :  they  were  of  various  forms.  In 
the  castles  of  the  feudal  ages,  towers  were  very  necessary  ; 
the  keep  usually  consisted  of  a  large  square  tower,  with 
smaller  ones  at  the  angles,  which  were  generally  elevated 
above  the  central  one.  Sometimes,  however,  the  keep  is 
circular,  and  occasionally  of  irregular  forms.  Towers  are 
also  common  at  the  entrances  of  other  positions  in  fortifica- 
tions. Churches  are  seldom  found  without  an  addition  of 
this  nature,  either  with  or  without  a  pyramid.al  spire.  Church 
towers  are  sometimes  detached  from  the  main  building,  but 
most  frequently  adjoining  ;  they  are  of  various  forms,  designs, 
and  proportions,  and  are  found  in  every  position,  except  at 
the  east  end  of  the  chancel.  Cathedrals  and  larger  churches 
frequently  have  more  than  one  tower,  the  most  usual  num- 
ber being  three,  one  at  the  intersection  of  nave  and  transept, 
and  two  others  at  the  west  end  ;  sometimes  the  transepts  are 
flanked  with  towers,  as  at  Exeter.  Smaller  churches  have 
only  one  tower  which  is  variously  situated,  but  as  a  rule,  at 


the  west  end  of  nave,  or  in  cruciform  churches  at  the  inter- 
section. See  Castle,  Church,  Cathedral,  Gothic  Achi- 
TECTURE,  and  Round  Tower. 

TOWN,  (from  the  Saxon,  tun,)  a  collection  of  houses, 
walled  round  about  for  the  defence  of  its  inhabitants. 

During  the  feudal  system,  when  many  inhabitants  lived 
together,  a  wall  surrounding  their  habitations  was  necessary, 
and  now,  though  this  system  is  abolished,  and  the  surround- 
ing walls  have  either  gone  to  ruin,  or  have  been  taken  down 
to  extend  the  boundaries  for  habitation,  the  collection  of 
houses  still  retains  the  name  of  town. 

Town-Hall,  a  public  hall  in  which  the  business  of  a  town 
is  transacted.  It  answers  in  some  respects  to  the  ancient 
basilica. 

TRABS,  (from  the  Latin  trabs,  a  beam,)  in  ancient  car- 
pentry, those  beams  which  are  now  called  wall-plates,  or 
rising-plates,  for  supporting  the  rafters. 

TRACERY.  That  kind  of  pattern  traced  in  the  head  of 
a  Gothic  window  or  panel  by  the  divergence  and  intersec- 
tion of  the  mullions. 

The  origin  of  this  kind  of  work  is  to  be  observed  in  the 
works  of  the  close  of  the  12th  century,  from  which  period  it 
was  gradually  developed  into  its  more  perfect  form.  At  a 
very  early  period  it  became  customary  to  enclose  two  small 
arches  within  one  larger  one  ;  and  when  this  form  came  to 
be  applied  to  Nvin(Jows,  it  must  naturally  have  been  observed 
that  the  tympanum,  or  blank  space,  contained  between  the 
larger  arch  and  the  heads  of  the  smaller  ones,  offered  a  very 
favourable  opportunity  for  increasing  the  lighting  area  by 
perforating  it  either  wholly  or  partially:  in  fact,  it  appeared 
to  form  part  of  the  window  ;  .and  the  idea  of  making  it  really 
so  must  readily  have  occurred  to  many  persons  ;  as  a  blank 
space,  it  is  heavy,  and  rather  offensive  to  the  eye. 

Che  first  advance  towaids  the  development  of  tracerv  then 
occurred  in  this  way  ;  the  tympanum  was  relieved  by  being 
pierced  with  an  aperture  in  the  form  of  a  circle,  quatrefoil, 
or  some  other  simple  figure,  and  sometimes  the  spandrels 
were  treated  in  a  similar  manner.  To  this  method  of  per- 
foration the  name  of  jo/n^e-tracery  has  been  applied,  while 
that  in  which  the  sides  of  the  adjacent  openings  are  always 
parallel,  so  that  the  patterns  of  the  openings  appear  to  be 
formed  by  the  intersection  of  bars,  is  terjiied  iar-tracery. 
This  latter  form  arose,  naturally  enough,  from  the  former,  by 
the  multiplication  of  the  piercings,  or  apertuies,  till  at  last 
the  plate  disappeared,  save  what  was  ju^t  sufficient  to  sepa- 
rate the  openings.  Sometimes  we  find  bar  and  plate  tracery 
in  the  same  window,  which  shows  oue  stage  in  the  develop- 
ment of  the  former. 

At  first,  the  bar-tracery  was  disposed  in  simple  geometrical 
patterns,  to  which  the  name  of  geojiietrica l-tracery  has  been 
given.  This  term,  however,  is  scarcely  apppropriate,  as  all 
tracery  is  described  geometrically,  although  not  composed  of 
the  more  common  or  regular  geometrical  figures,  such  as 
circles,  squares,  triangles,  &c.,  of  which  the  so-called  geome- 
trical tracery  was  mostly  composed.  The  /?oa)(Hy-tracery  is 
designed  with  greater  freedom,  and  curve-lines  of  variable 
curvature  are  made  to  flow  gracefully  one  into  the  other, 
branching  off  in  various  directions,  and  forming,  in  their 
progress,  an  infinite  variety  of  patterns,  the  apertures  so 
produced  being,  for  the  most  part,  in  the  shape  of  a  leaf. 
Regular  geometrical  figures  are  sometimes  fnund  combined 
with  the  last  system.  As  we  near  the  Perpendicular  period, 
the  curves  gradually  become  straight,  the  bars  assume  a 
vertical  position,  aud  are  at  last  divided  horizontally  by 
transoms. 

In  all  the  above  instances,  the  practice  of  cusping  the 
various  figures  is  very  common,  such  ornamentation  being 


seldom  omitted.  When  the  tracery  is  of  a  complicated  cha- 
racter, we  find  a  sort  of  subordination  observed  amongst  the 
less  significant  members  ;  thus,  the  principal  eonipartnients 
of  a  window  are  divided  by  large  bars,  consisting  of  a  large 
assemblage  of  mouldings,  of  which  only  a  portion  are  em- 
ployed in  the  bars  which  form  the  sub-divisions. 

The  Gothic  buildings  of  France  aie  noted  for  a  peculiar 
form  of  tracery,  termed  flamhoijant,  from  its  flame-like 
app^rance.  It  is  similar  to  some  examples  of  our  flowing- 
tracerj%  but  differs  in  this,  that  the  leaf  like  openings  always 
terminate  in  a  sharp  point  at  the  top,  and  thus  assume  rather 
the  appearance  of  flames. 

Tracery  is  employed,  not  only  in  windows,  but  also  in 
screens,  panels,  &c.,  even  when  not  pierced. 

TK.A.1L,  a  running,  or  continuous,  enrichment  of  leaves  or 
flowers,  with  their  tendrils  or  stalks,  &c.  Such  eniiehment 
is  common  in  Gothic  mouldings. 

TRAMMEL,  a  rod  of  wood  or  metal,  having  sliding 
pieces,  to  which  are  affixed  points,  with  which  to  describe 
lai-ge  circles,  or  set  off"  long  distances. 

TRANSEPT,  that  portion  of  a  cruciform  church  which 
extends  across  the  main  body  of  the  building,  and  usually 
separates  the  nave  and  choir.  Thus,  the  nave  and  choir 
running  from  west  to  east,  the  transept  will  have  its  direction 
from  north  to  south,  and  in  the  plan  forms  the  shorter  arms 
of  the  cross,  projecting  more  or  less  beyond  tiie  nave  and 
chancel  aisles.  Sometimes  double  transepts  occur  east  and 
west  of  each  other,  as  at  Canterbury  and  Lincoln  cathedrals  ; 
occasionally  we  find  one  at  the  extreme  west,  as  at  Ely  ;  and 
also  at  extreme  east,  as  at  Durham  and  Peterborough.     See 

C-\THEDRAL,  ChCRCH. 

TRANSITION,  a  term  applied  to  certain  classes  of  archi- 
tectural examples,  which  appear  to  form  a  connecting  link 
between  two  well-defined  styles.  It  is  especially  appliedfto 
those  buildings  which  are  intermediate  between  the  Nor- 
man, or  Romanesque,  and  the  Pointed  styles.  See  Gothic 
Architecture. 

TRANSOM,  (from  the  Latin  transenna,  across  beam,)  in 
joinery,  a  horizontal  piece,  framed  across  a  double-lighted 
window.  When  a  window  has  no  transom,  it  is  called  a 
clear  story  window. 

Transom,  a  horizontal  mullion,  dividing  a  window  into  two 
stages  in  height.  Transoms  were  not  generally  in  use  pre- 
vious to  the  Perpendicular  period  of  Gothic  architecture,  but 
are  occasionally  found  in  spire-lights  of  both  Early  English 
and  Decorated  buildings,  where  they  seem  to  have  been  re- 
quisite for  the  purpose  of  strengthening  the  window.  They 
are  also  very  common  in  domestic  buildings  of  all  periods, 
and  in  those  of  later  date  almost  universal,  the  lights  beneath 
being  usually  arched  and  cusped. 

TRANSTRA,  the  horizontal  timbers  in  the  roof  of  Roman 
buildings. 

TRANSVERSE,  (from  the  Latin  trans,  over,  and  verto 
versus,  to  turn,)  lying  in  a  cross  direction. 

Tr.ansverse  Strai.v,  the  strain  against  a  piece  of  timber 
side-ways,  by  which  it  is  more  easily  bent,  or  broken,  th.an 
when  compressed,  as  a  straining-piece,  or  drawn  in  a  direction 
of  its  length,  as  a  tie. 

TRANSYTE,  a  narrow  or  triforial  passage. 

TRAPEZIUM,  (from  rpanei^iov,)  a  plane  figure  with  four 
unequal  sides  and  angles.  As  every  rectilinear  figure  may 
be  divided  into  as  many  triangles,  wanting  two,  as  the  figure 
has  sides;  a  trapezium,  which  is  a  right-lined  figure  of  four 
sides,  may  be  divided  into  two  triangles  by  a  diagonal. 
Therefore,  to  find  the  superficial  content,  find  the  area  of 
each  triangle,  and  the  sum  of  these  areas  is  that  of  the 
trapezium. 


TRAVELLING-CRANE,  a  very  useful  machine  for 
hoisting  materials  in  the  erection  of  a  building.  It  consists 
of  a  crab  fixed  on  a  carriage,  which  is  movable  upon  rails  to 
any  part  of  a  building  where  it  may  be  required. 

TRAVERSE,  (from  the  Latin  traversus,)  to  plane  a  board 
in  a  direction  transverse  to  the  fibres,  in  order  to  straighten 
it  in  that  direction. 

Traverse,  a  gallery  or  loft  of  communication,  such  as 
those  found  in  lartre  churches. 

TREAD  OF  THE  STEP  OF  A  STAIR,  the  horizontal 
part  of  the  step. 

TKEBEATION,  the  same  as  Establature. 

TREFOIL,  an  ornament  much  used  in  Gothic  architec- 
ture, consisting  of  a  figure  of  three  cusps  disposed  within  a 
circle,  and  enclosing  a  space  similar  in  form  to  the  three- 
leaved  clover.  Trefoils,  however,  are  not  invariably  dis- 
posed within  a  circle  ;  any  cusped  figure  which  encloses  a 
tri-lobed  space  is  termed  a  trefoil,  even  if  it  have  only  two 
cusps. 

TRELLIS  WORK,  a  reticulated  framing,  made  of  thin 
bars  of  wood,  used  in  rural  architecture.  Any  reticulated 
work. 

TRESSEL,  or  Trcssel.     See  Trussel. 

TRIANGLE,  (from  the  Latin  tres,  three,  and  anguUis,  a 
corner,)  a  plane  figure  of  three  sides,  and  consequently  as 
many  angles.  In  measuring,  all  rectilinear  figures  must  be 
reduced  to  triangles ;  and  in  constructions  for  carpentry,  all 
frames  of  more  than  three  sides  must  be  reduced  to  triangles, 
to  prevent  a  revolution  round  the  angles. 

TRIANGULAR  COMPASSES,  such  compasses  as  have 
three  legs,  or  feet,  by  which  any  triangle,  or  three  points, 
may  be  taken  oft"  at  once.     See  Instruments. 

Triclinium,  a  hall,  or  apartment,  used  by  the  ancients. 
See  CrzicENE. 

TRIFORIUM,  the  gallery  contained  in  the  space  between 
the  vault  and  timber-roof  of  the  aisles  of  a  church;  present- 
ing towards  the  interior  a  continuous  arcade,  situate  between 
the  lower  arcade  and  the  clere-stor}'. 

TRIGLYPHS,  (from  rpetf,  tliree,  and  yXv(^dg,  a  channel, 
or  furrow^  the  tablets  in  the  Doric  frieze,  chamfered  on 
the  two  vertical  edges,  and  with  two  channels  in  the 
middle  called  glyphs,  or  carvings.  In  the  Grecian  Doric, 
the  triglyph  is  placed  upon  the  angle ;  but  in  the  Roman, 
the  triglyph  next  the  angle  is  over  the  centre  of  the 
column. 

TRIGONOMETRY,  (from  rpstc,  three,  yovia,  a  corner, 
and  HETpeo),  to  7neasure)  the  art  of  measuring  the  unknown 
parts  of  a  triangle,  from  the  remaining  parts  being  gfven. 

Trigonometry,  is  either  Plane,  or  Spherical.  Plane  tri- 
gonometry is  the  arts  of  measuring  the  unknown  parts  of  a 
plane  rectilinear  triangle.  This,  on  many  occasions,  might 
be  of  considerable  use  to  the  architect  and  engineer,  in  ascer- 
taining certain  distances  and  dimensions,  which  might  other- 
wise be  very  inconvenient  to  obtain.  Indeed,  it  is  founded 
upon  such  obvious  principles,  that  when  once  understood  it 
can  never  be  forgotten. 

Every  triangle  consists  of  six  parts,  viz.  the  three  sides 
and  the  three  angles :  any  three  of  these  six  parts,  except 
the  three  angles,  being  given,  the  rest  may  be  ascertained. 

Definitions. 

Definition  1. — The  chord  of  an  arc  is  a  straight  line,  a  b, 
joining  its  two  extremities. 

Definition  2. — The  sine  of  an  arc  is  a  straight  line,  b  c, 
drawn  from  one  extremity  perpendicular  to  the  diameter 
drawn  through  the  other  extremity  of  the  arc,  a  b. 

Corollary. — Hence,  the  sine  of  an  arc  is  the  same  as  the 


TRI 


497 


TRI 


sine  of  it^upplement ;  the  supplement  being  an  arc  of  such 
dimensions  as  will,  together  with  the  original  arc,  make  an 
arc  of  180°,  or,  in  other  words,  a  semicircle:  thus,  an  arc  of 
120"  is  the  supplement  of  an  arc  of  60°,  and  vice  versa,  because 
60°  +  120°  =  180°.  Similarly,  the  complement  of  an  arc  is 
an  arc  of  such  dimensions  as,  together  with  the  original  arc, 
to  make  an  arc  of  90°  ;  thus,  an  arc  of  50°  is  the  complement 
of  an  arc  of  40°,  and  vice  versa. 

Definition  3. — Tlie  tangent  of  an  arc  is  a  straight  line, 
A  D,  drawn  from  erne  extremity  of  the  radius,  a  c,  perpen- 
dicular to  the  same,  a  c,  terminated  at  the  other  extremity 
by  a  continued  radius  drawn  through  the  other  extremity,  b, 
of  the  arc  a  b. 

Definition  4. — The  secant  of  an  arc  is  a  straight  line,  d  c, 
passing  through  one  extremity  of  the  arc  and  the  centre,  and 
terminated  by  the  tangent,  which  passes  through  the  other 
extremity. 

The  versed  sine  is  that  part  of  the  radius  which  is  inter- 
cepted between  the  foot  of  the  sine  and  the  beginning  of  the 
arc. 

The  co-tangent  and  co-secant  are  respectively  the  tangent 
and  secant  of  the  complement. 

Definition  5. — The  sine,  tangent,  or  secant  of  an  angle,  is 
the  same  as  that  of  the  arc  intei-cepted. 

As  trigonometry  is  chiefly  performed  by  proportion,  and  as 
all  proportion  consists  of  nmltiplication  or  division,  or  both, 
and  since  multiplication  and  division  is  best  perfoi'ined  by 
logarithms,  we  shall  here  give  a  short  sketch  of  the  nature 
and  construction  of  logarithms. 

The  sum  of  the  logarithms  of  any  two  numbers,  x  and  z, 
is  the  logarithm  of  their  product.     Let  x  be  the  logarithm  of 


X,  and  z  the  logarithm  of  z  ;  then  taking  the  exponents  of  the 
power  of  a  constant  root  for  the  logarithm,  we  have  x  =  a") 

and  z  =  a^ 

Therefore  ar  z  =  a^/  =  a^  +  ^;  therefore  x  -f  z  is  the 
logarithm  of  x  z  ;  that  is  the  sum  of  the  logarithms  of  any 
two  numbers  is  the  logarithm  of  their  product. 

Corollary. — Hence,  if  a;  =  z  the  logarithms  ofx'  is  2  x  or 
of  z^  =  2  z. 

In  the  same  manner  the  logarithm  xy  z  will  be  found 
to  be  X  +  Y  -f  z,  and  consequently  the  logarithm  of  re' 
=  3  X ;  therefore,  universally,  the  logarithm  of  a  power  is 
the  logarithm  of  the  root  multiplied  by  the  index  of  the 
power. 

The  difference  of  the  logarithms  of  any  two  numbers,  x 
and  z,  is  equal  to  the  logarithm  of  their  quotient;  since  ar=a^ 


and  z  =  a^,  therefore  —  =; 


a  — z;   therefore,    x — z 


the  logarithm  of  — . 

2 

Tiie  logarithm  of  the  nih.  root  of  any  number,  x,  is  the 
logarithm  of  that  number  divided  by  n. 

Since  x  =a-'^ ;  by  taking  the  nth  root  of  both  sides,  we 
1  X 

have  a;"  =  a~;  but  _  is  the  logarithm  of  j".     And  in  the 

same  manner  we  find  the  logarithm  of  the  nth  power  of  any 
number,  x,  is  n  times  the  logarithm  of  that  number,  for 
a;  =z  a^ ;  raise  both  sides  to  the  nth  power,  then  will 
i"  =  0^'^  1  therefore  n  x  is  the  logarithm  of  a;". 


To  determine  two  such  functions  of  two  quantities,  a;  -f-  1  and  z  -f  1,  so  that  if  the  same  operation  be  separately  per- 
formed upon  a;  +  1  and  z  -f-l,  and  upon  their  product,  the  sum  of  the  functions  of  a;  +  1  and  z  -+-  1,  may  be  equal  to  the 
function  of  their  product : 

I.  That  is,  ^  (a;  +  1)  -f  0  (z  -f  1)  =  ^  [(.r  +  1)  (z  +  1  ]  =  </>  (1  +  X-  +  s  +  a:z). 

n.  Assume  0  (1  -f  a:)  ==  a  -f  i  a;  +  e  a;'  -(-  i/a;='  -f ,  &c. 

in.  Therefore,  0(l+z)=a-l-6z  +  cz'-frfz'+,  &c.   And  by  the  same  operation  we  obtain. 


h  X 


dx" 


IV.  <^  [1  +  (a;  +  z  M-  a;  z)]  =  a  +        +  (i  +  2c)  a;  z  +  (2  c  +  3  rf)  a:'  z  +,  &c. 

*2  cz"      (2c  +  3rf)  x^ 

and  by  adding  No.  II.  and  No.  III.  together,  we  obtain, 

V.  .^  (1  -H  .)  +  ^  (1  +  z)  =  2a  +  *^  +  '^-''f^  +,&c. 

Then  comparing  the  co-efficients  of  IV.  and  V.  we  obtain, 

a  =  0,  b  =  b,  c  =  —  -,  d  =  -,  e  —  —  -,  &c.,  whence  we  obtain, 

.i  o  4 

z'        ^        z* 
VI.  ^  (1  -|-  z)  =  b  [z  —  o  +  5  —  7  +  &c.,)  which  is  the  logarithm  of  1  +  z. 
.^        o        4 

Let  M  =  6,  substitute  —  z  for  x,  in  the  series  VI.  and  we  obtain, 
VIL  L'  (1  -  z)  =  M  (-z-|^  -  I'  _  J_,&c.) 


Subtract  No.  VII.  from  No.  VI.  and  we  obtain, 
VIII.  L'  (1  -f  z)  - 1,'  (1  _  ^)  =  2m  (z>  -f  ^  +  \  +  t,  +,  &c.,)  or, 
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IX. 

3! 

In  VI.  substitute  -  for  z,  and  we  obtain, 

• 

X. 

,x  +  x           /i;          a;'        i'          a;*           „     \ 

XI. 

l'  [x  +  x)  --l'x^  m  ^|-  ==  ^^  +  ^3  _  _  +,  &c.,  j  and,  by  transposition. 

we  obtain, 

XII. 

L' (.  +  ,)  =  .'. +  m(|-£,+  34-.&c.) 

X 

In  IX.  substitute  -  for  s,  and  we  obtain,                                                * 

i.'^  +  ^2M(i+f3+|l^+/,+,&c.) 
X  —  X        \x       Sx^       5x^       7i'      '       / 

In  IX.  for  z  substitute ~,  and  we  obtain, 

V  +  1                            ' 

XIU. 

«     /''  -  1    ,    ("  -  3)'     ,    (v  -  If          (v  -  ly          „    \ 

This  series  ■will  always  converge,  whatever  be  the  value  of  v  ;  but  as  v  is  greater,  the  degree  of  convergency  becomes  less, 
and,  therefore,  the  logarithms  of  small  numbers  may  be  easily  found ;  but,  in  the  computation  of  large  numbers,  the  cal- 
culation would  extend  to  too  great  a  length  to  be  of  any  practical  utility.     In  order,  therefore,  to  save  trouble,  it  becomes 
necessary  to  derive  the  logarithm  of  one  number  from  that  of  another. 

In  XIII.  for  V  substitute  v  +  1,  and  we  obtain. 

XIV. 

,)  /I    1    r^  —  0 ,,  /         "           1           "'            1           ^'            1     i.p  \ 

^  f.l    \    V)        -»'  ^1  („  +  2)   '    3  (a;  +  2)»  '    5  (,;  +  2)'    '  '  "^'7 

In  IX.  substitute for  z,  and  we  obtain, 

1^  ^~  X 

XV. 

!.>        1        _o^/      ^          ,             ^             ,               »'             ,      ,^ 

^   1_^       -""{^-x    '    3(2-:r)'   '    5(2-:.)»    ''N 

In  XIII.  let  V  =  -,  and  we  obtain, 

- 

XVI. 

-.-  -  ^  "  (1  {2z  +  ?)    1   3  (2.  +  zY    '   5  (2.  +  zy  +•  ^'■)  '^•^^^^^'•^' 

XVII. 

■r'      /-      ,1           -.\       ....     T      ™      ^    tiT        (                                                         I                                      •                                        f              t,^      1      ♦! ^ 

L   (..  +  ,)       L,.        ,.M  \^^^^  +  ^)    1   3  (o^  +  ^^)    1  .  '■^c.j  therefore, 

xvm. 

^'(^  +  ^)-^'-'  +  ^"((2;+,)+3(2:+,y+-^-) 

Practical  Example. 

The  logarithm  of  18  being  1.255273,  to  find  the  logarithm  19  by  the  series  XIX. 

Here  z  =  18, 2  =  1 ; 

therefore,  l'  19  _  l  18  +  2  m  (^^  +  3  ^^^^3  +  ,  ^3^^,  +,  &c.) 

L'  19  +  2  X  .4342945  (J^  +  3  ^3^^,  +  ^^  ^^^^^  +,  &c.) 

2  X  .4342945  =  .868589              (37)'  —  1369. 
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37)  .868589 
74 

128 
111 


/i3.;ii)     / 

V.023475    v. 
1369 


3) 
17 


9785 
9583 

203 


175 

148 

278 
259 

199 
185 

14 


.023475 
5 

.023480  sum 
add  1.255273  the  log.  18, 


the  sum    1.278753  is  the  logarithm  of  19. 

To  find  the  logarithm  of  2  from  Series  XIX.     Here  s  =  1 
and  2=:1,  and  by  substituting  the  numbers,  the  series  becomes 

Log.  2  =  0+.86858896(^  +  i^,+  _L  +  _L.^+  ^,) 

work,  therefore,  as  follows  : 
3). 86858896 

9  )  .28952965  -~     1  =  .28952965 


9)3216996-^     3=    .107233? 

9)357444^     5=         71488 

9)39716-^     7=  5673 

9 )  4412  H-     9  =  490 

11  =  44 

4 


9)490 


54  -^  13  = 


.30102996  which  is  the 
logarithm  of  2  nearly.  By  only  adding  .00000004,  we  should 
have  .30103,  which  is  the  number  to  be  found  in  the  common 
tables  of  logarithms.     And  lastly,  by  reverting  the  series, 


L  (1  +  a;)  =  m(^^  -^    +  _ _  +^  ^.e.) 


we  obtain 


A»x2         a'x'  a*x* 

X  =  1   +  AX  +  -j-g-  +  Y23  +    ^  2  34  "^'  '^°"'  '^^'<^'* 

is  the  value  of  the  number  x  when  the  logarithm  of  x   is 

given.    Here  a  =  — . 

Trigonometrical  roEMUL.E. 

The  circumference  of  a  circle  being  divided  into  360 
degrees,  of  which  90°  forms  a  right  angle,  affords  us  a  ready 
means  of  connecting  angular  space  with  lines,  for  the  dimen- 
sions of  an  angle  will  vary  directly  as  the  arc,  and  inversely 


as  the  radius.  Thus  if  we  make  the  sides  containing  any 
angle  of  equal  length,  and  measure  the  width  of  the  opening, 
as  also  the  length  of  either  side,  we  shall  be  able  to  find  the 
number  of  degrees  contained  by  the  angle.  Now  we  know 
with  sufficient  accuracy  for  all  practical  purposes,  the  num- 
ber of  times  which  a  radius  is  contained  in  its  circumference, 
which  is  2  X  3.14159,  &o. ;  and  by  this  proportion,  we  shall 
be  enabled  to  find  our  angle. 

For  instance,  suppose  the  width  of  the  opening  to  measure 
52.359  feet,  and  the  lenjrth  of  the  side  100  feet,  then 
100  X  3.14159  =  314.159  gives  the  length  of  the  semi- 
circumference,  or  an  arc  of  180°.     Then  — -U—  _  n  mvpa 

52.359  -  ^  S'ves 

the  number  of  times  which  the  arc  to  be  found,  is  contained 

180° 
in  an  arc  of  180°  ;  therefore     ^     =  30°  is  the  measure  of 

the  angle  required. 

The  following  Table  gives  the  value  of  the  sine,  cosine,  &c. 
in  terms  of  each  other,  so  that  if  one  be  given,  the  other 
may  be  found. 

Sin.  A  =    V  1  —  COS.  "  A  ; 

Cos.  A  =   -y/  1  - 

Vsin.        A  =         1  - 


Tan. 


Cot. 


Sec. 


Cosec. 


A  = 


•  sin.  ^a; 

■  COS.    A  ; 

sin.    A  ; 

COS.  A 
COS.  A 

sin.  A 

1 

cos.    A 

1 


tan. 


=     Vl  +  tan.  ^A 


VT 


cot. 


The  following  numerical  values  of  the  sine,  cosine,  tan- 
gent, and  secant,  of  30°  45°  00°  120°  are  of  frequent  use. 
They  are  calculated  to  radius  =  1. 

30°. 

The  chord  of  60°  =  2  sin.  30° 
But  chord  of  00°  =     rad.  =  1. 

.-.  sin  30  =  — 
2 

/ — r  VT 

Cos.  30  =  -/1-sin.  ="30  =  V    ^ 1  =  ~2~' 

sin.  30  2 1_^ 

~   -/3 


Km.  30  = 


Sec.  30  = 


s.  30  ~  V~S        V^' 


45' 


Since  sine  of  an  arc  =  cosine  of  its  compliment ; 

.•.  sin.  45  =  COS.  90  —  45  =  cos.  45. 
But  sin.  345  +  COS.  245  =  1  ; 

1 

.•.  2  sin.  ='45  =  1  ;  or  sin.  45  =  —  =  cos.  45. 

V  2 

sin.  45   sin.  45 


Tan.  45  = 


COS.  45   sin.  45 


=  1 
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1) 


60° 

V~s 

Sin.  00  =  COS.  90  —  60  =  cos.  30  =   — -• 

2 

1 

Cos.  60  —  sin.  90  —  00  =  sin.   30  =    g-. 

Tan.  60  =  !ilL_^  _    A    _   y-^" 
COS.   60  ~     ^    -   V  ^. 

2 
1 


Sec.  60  = 


COS.  00  ~    1  —  2. 


T 

2 


120° 

Since  the  sine  of  an  arc  =:  sine  of  its  supplement,  and  the 
cosine  of  an  arc  =:  — cosine  of  its  supplement ; 

Sin.  120  :=  sin.  60  =  -k"" 
Cos.  120  =  cos.  60  =  —  "o"* 


VT 


Tan.  120  = 

sin.  120 
~  COS.  120  ~ 

2 

1 

2 

Sec.  120  z 

1 

J 
+  1 

~  COS.  120  ~ 

-  V  3. 


=  —   2. 


The  above,  as  we  observed,  are  calculated  for  a  circle 
whose  radius  =  1,  but  if  we  require  their  value  in  a  circle 
of  any  other  radius,  it  can  be  readily  obtained,  for  we  have 
this  rule  to  transform  formulas,  computed  to  a  radius  unity, 
into  others  computed   to  a  radius  (r) ;  write,  for  sin.    a. 


&c.,  and  the  values  of  the  sin.  a. 


,         sin.    A      009.  A 
COS.  A.,  &c. 

r     '        r 

and  COS.  a,  &c.  so  found,  will  be  in  terms  of  the  radius  (»•). 
Also  if  we  know  the  numerical  values  of  sin.  a,  and  cos.  a, 
to  radius  unity,  and  wc  wish  to  have  them  to  a  radius  (r), 
we  must  multiply  the  numerical  value  by  (;•)  ; 

17      P^  ■ 

-cor  —  =  sm.  a;  .-.  pn  =  r  sui.  a 

or  sin  a  to  radius  r  =  r  X  sin.  a  to  rad.  =  1. 

Ex.  Find  the  numerical  value  of  sin.  30  to  rad.  10.000. 

sin.  30  to  rad.  unity  =  —  =  .5  ; 

.-.  sin.  30  to  rad.  10.0000  =  10.000  X  .5  =  5000. 

We  may  here  observe,  that  in  any  right-angled  triangle, 

the  sine  of  one  of   the  acute   angles 

base 


hypothenuse' 


the 


«^o,„«  1     1  altitude 

cosine  =  r n and   the   tangent  = . 

hypothenuse  ="  base 


The  sine  and  cosine  of  any  two  unequal  arcs  of  the  same 
circle  beiitij  given  ;  to  find  the  sine  of  any  multiple  of  the 
lesser  arc. 

Let  E  K  be  any  arc  of  a  circle,  which  being  divided  into 
two  arcs,  e  f  the  less  and  fk  the  greater,  draw  the  radii  ec, 
F  c,  and  K  o ;  make  f  d  equal  to  f  e,  and  join  d  e  cutting 
c  T  at  L :  draw  e  m,  l  o,  f  g,  and  d  n,  perpendicular  to  c  k, 
cutting  CK  in  m,  o,  g,  and  n:  parallel  to  ck  drawns, 
cutting  L  o  at  s,  and  l  n  cutting  e  m  at  n  :  then  let  r  =  c  e 
=  c  F  ==  c  K,  let  the  arc  fk  be  called  b,  and  the  arc  k  f  be 
called  A  ;  then  f  g  is  the  sine  of  n,  c  l  the  cosine  of  a,  c  a 
cosine  of  b,  and  e  l  the  sine  of  a  :  then,  by  similar  triangles, 

C  F  :  F  o  :  :  c  L  :  L  o,  that  is, 

.  ,  ,  sin'  B  X  cos'  A 

r  :  sin  b  :  :  cos  a  :  l  o  = . 

r 

Again,  by  similar  triangles, 

cf:cg::el:en,  that  is, 

.  ,  cos'  B  X  sin'  A 

r  :  cos  B  :  :  sin  a  :  e  n  = . 

r 

Now  E  M  =  sin'  (a+b)  =  nm+en  =:lo  +  en; 
therefore,  by  addition, 

.  ,   ,  ,       sin'  B  X  cos'  A  +  cos'  b  X  sin'  a 

sm    (b  —  a)  := 

r 

Again,  d  n  =  sin'  (b  — a)  =  l  o  —  e  n  ; 
therefore,  by  subtraction, 

.  ,  ,  .        sin'  B  X  cos'  A  —  cos'  b  X  sin'  a 

sin  (b  —  A)  = . 

\  '  r 

These  formula?  may  be  simplified  by  putting  r  =  1,  thus  : 
Form.  1.  sill'  (b  +  a)  =  sin'  b  X  cos'  a  +  cos'  b  X  sin'  a. 
Form.  2.  sin'  (b  —  a)  —  sin'  b  X  cos'  a  —  cos'  b  x  sin'  a  ; 
add  these  formuloe  together,  and  we  obtain. 
Form.  3.  sin'(B  +  a)  +  sin'  (  b  —  a)  =:  2  x  sin'  b  x  cos'  a  ; 
therefore,  sin'  (b  +  a)  =  2  X  cos'  a  +  sin'  b  —  sin'(B  —  a). 

Let  B  =  (?i  —  1)  A ;  then  will 
sin'  ji  A  =  2  X  cos'  A  X  sin'  (ra  —  1)  a  —  sin'  (»  —  2)  a, 
which  is  a  general  theorem. 

Now  in  this  general  theorem,  let  n  be  put  successively 
equal  to  1,2,  3,  4,  &c.,  and  we  obtain, 

s'   1  A   =   s'  A. 

s'  2  A  =  2  X  c'  A  X  s'  A. 

s'  3  A  =  2  X  e'  A  X  s'  2  A  —  s'  A. 

s'  4  A  =  2   X   c'  A   X   s'  3  A  —  s'  2  A. 

s'  5  A  =  2  X  c'  A  X  s'  4  A  —  s'  3  A,  &c. 

where  s'  signifies  the  sine  of  the  quantity  that  follows,  and  c 
the  cosine  of  the  quantity  that  follows  it. 

a 


In  the  last  article,  put  2  a  =:  a  j 


2  ■ 


2  sin.—.  COS.— ; 


and  cos,  a  =  1 


2  sin.5^  =  2cos.^-  1, 


by  which  formulas  we  find  the  sine  and  cosine  of  an  arc  in 
terms  of  the  sine  and  cosine  of  half  the  arc. 

A  great  variety  of  formulas  may  be  deduced    from   the 
general  formulas  ;  the  following  are  the  most  important  : 
Adding  1  and  2  together — 

sin.  (a  +  b)  +  sin.  (a  —  b)  =  2  siu.  a  cos.  b. 
And  similarly,  also,  we  have — 

COS.  (a  +  n^  +  cos.  (a  —  b)  =  2  cos.  a  cos.  b, 
sin.  (a  +  b)  —  sin.  (a  —  n)  =  2  sin.  b  cos.  a, 
cos.  (a  —  b)  —  cos.  (a  +  b)  =  2  sin.  a  sin.  b. 
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Let  A  +B  ^  m,  and  (a  —  b) 


m  -\-  n,      ,  m  —  n        , 

A  =  — ^ — -  and  B  =  — - — ,  and 


„    .     ......  m  —  n 

sin.  m  +  sin.  n  =  2  sm.  — - — .  cos. 


sin.  7)1  —  sin.  n  =  2  sin. 


2 

) 

m 

+ 

« 

2 

m 

+ 

« 

2 

m 

— 

n 

2 

VI 

+ 

n 

COS. 


2 

»l 

— 

w 

2 

»l 

+ 

n 

2 

m 

— 

w 

2  2 

Again — 

since  sin.  (a  +  b)  =  sin.  a  cos.  b  +  sin.  b  cos.  a 
and   sin.  (a  —  b)  =  sin.  a  cos.  b  —  sin.  b  cos.  a 
therefore, 

sin.  (a  +  )  sin.  (a— b)  =  sin.  'a  cos.  'b— sin.  'b  cos.  'a 
=  sin.  ^A  (1— sin.  'b)— sin.  'b  (1— sin.  "a) 
=  sin.  ^A  —  sin.  "b 
=  (sin.  A  +  sin.  b)  (sin.  a  —  sin.  b) 
cos.  (a  +  b)  =  COS.  A  COS.  B  —  sin.  a  sin.  b 
cos.  (a  —  b)  ^  COS.  A  COS.  B  +  sin.  a  sin.  b 


COS.  (a  +  b)  COS.  (a — B)=rcos.  'a  COS.  'b — sin.  'a   sin.  'b 
=cos.  "a  (1  —  sin.  'b)  —(1  —  COS.  'a)  sin.  'b 
=cos.  ^A — sin.  'b=(cos.  A+sin.  b)  x  (cos.  a— sin.  b). 

Again — 

sin.  (a  +  b)  =  2  sin.  a  cos.  b  —  sin.  a  —  b 

COS.    A   +   B      i=    2  COS.  A  cos.  B   —   COS.  A   —   B 


Hence,  if  we  have  three  arcs,  a  +  b,  a,  and  a  —  b,  given 
in  arithmetic  progression,  the  sine  and  cosine  of  a  +  b  may 
be  found  from  the  sines  and  cosines  of  a  and  a  —  b.  Thus, 
to  find  sin.  a  +  b,  multiply  sin.  a  by  2  cos.  b,  and  sin.  a  —  b 
by  (—  1,)  the  sum  of  the  products  will  be  sin.  a  +  b  ;  and  to 
find  COS.  A  +  B,  multiply  cos.  a  by  2  cos.  b,  and  cos.  a  —  b 
by  (—1),  and  add  the  results  together.  The  expression 
2  cos.  B  —  1,  is  called  the  scale  of  relation;  and  sin.  a  +  b, 
sin.  A,  and  sin.  a  —  b  are  called  terms  of  a  recurring  series. 

Since  sin.  (a  +  b^  +  sin.  (a  —  b)  =  2  sin.  a  cos.  b, 
and  cos.  (a  +  b)  +  cos.  (a  —  b)  =  2  cos.  a  cos.  b. 

For  b  put  a,  and  for  a  put  n  a  ; 

.:  A  +  B  =  n  a  +  a  =  71  +  1.  a 
a  —  B  =  Tia  —  a  =  71  —  l.a; 
.:  sin.  (w  +  1)  a  +  sin.  {ti  —  1)  a  —  2  sin.  «  acos.  a 
and  cos.  ti  +  I  a  +  cos.  (n  —  1)  a  —  2  cos.  7ta  cos.  a. 
Let  71  —  2;  .:  n  +  I  =  3,  and  »  —  1  =  1 
Therefore, 
sin.  3  a+sin.  a=2  sin.  2  aXcos.  a=2.  (2  sin.  a  cos.  a)  cos.  a 
=  4  sin.  a  cos.  "a  =  4'  sin.  a  (1  —  sin.  'a) 
=  4  sin.  a  —  4  sin.  'a  ; 
.*.  sin.  3  a  =:  3  sin.  a  —  4  sin.  'a 
and  cos.  3  a  +  cos.  a  =  2  cos.  2  a  cos.  a. 
=  2  (2  cos.  'a  —  l).cos.  a. 
=  4  cos.  'a  —  2  COS.  a. 
.•.  COS.  3  o  =  4  COS.  'a  —  3  cos.  a. 
These  formulas  for  sin.  3  a,  and  cos.  3  a,  give  the  values  of 
the  sine  and  cosine  of  triple  the  arc  in  terms  of  the  sine  and 
cosine  of  the  simple  arc. 
128 


To  fitid  the  sine  and  cosine  of  an  arc  in  terms  of  the  sine  of 
twice  the  arc. 
Cos.  'a  +  sin.  'a  =  1 
2  sin.  A.  COS.  A  =  sin.  2  a  ; 
.-.  COS.  'a  +  2  sin.  a  cos.  a  +  sin.  'a  =  1   +  sin.  2  a  ; 
and  COS.  ''a  —  2  sin.  a  cos.  a  +  sin.  *a  =  1  —  sin.  2  a. 

.*.  COS.  A  +  sin.  A  =  +  V  1  +  sin.  2  a 

COS.  A  —  sin.  a  =  +  y  1  —  sin.  2a 

.-.  COS.  A  =  ^  i  -/  1  +  sin.  2  A  4^  -vA— sin.  2  a  I 
sin.  A  =  ^  I  V  1  +  sin.  2  a  +  Vl  — siil.  2  a  i 

When  a  is  <  4.")°,  cos.  a  is  >  sin.  a,  and  we  must  use 
the  upper  signs ;  Ijut  when  a  >  45°,  sin.  a  is  >  cos.  a,  and 
we  must  use  the  lower  signs. 

Tliese  values  for  cos.  a  and  sin.  a  are  termed  formulas  of 
verification  ;  for,  by  me.ans  of  them,  we  are  enabled  to  test 
or  verify  the  accuracy  of  results  obtained  by  other  processes. 

Thus,  to  find  sin.  15°, 
Sin.  15  =  sin.  (45  —  30)^=  sin.  45  cos.  30  —  sin.  30  cos.  45 

^        V  3  _  _l \/"3-l 

~  '^  V'2        3  y-g  -       2  ./-g 
Then,  in  the  formula,  let  a  =  15  ; 

1 3 1 

.-.2  A=30  and  sin.  2  a=  — and  1+sin.  2  a=-,1— siii.2A=— ; 


'^=lWh^)=m 


.:  sin 

result  as  before. 


the    same 


The  utility  of  the  preceding  formulas  may  be  shown  in 
finding  the  numerical  values  of  some  arcs. 

Sin.  (45  +  a)  =  sin.  45  cos.  a  -{-  sin.  a  cos.  45 


Cos.  (45  +  a) 


=  =r:  (cos.  A  +  Sin.  A). 

-v/2 
=  COS.  45  COS.  a  —  sin.  45  sin.  a 
1 


V2 


(cos.  a  —  sin.  a). 


Let  A  =  30;  .•.  cos.  a  =  ^L_z_,  and  sin  a  =  — ; 
2  * 

.    ^,      V^+i      ,       „^     VT- 1 

.'.  sin.  75  =       ^,  and  cos.  75  —      . 

2V2  2^2 

Next  let  A  =  90 ;  .-.  cos.  a  =  0,  and  sin.  a  =  1 

.•.  sin.  135  =      ,  and  cos.  135  = =:. 

V2  y/2 

To  find  the  sine  and  cosine  of  18°  and  36° 

5  X  18°  =  90°;  .-.  3  X  18°  =  90°  -  2  X  18° 
.-.  cos.  (3  X  18°)  =  cos.  (90°— 2x18°)  =  sin.  2  X  IS-" 
But  COS.  3x18  =  4  cos.  '18  —  3  cos.  18, 
Sin.  2  xl8  =  2  sin.  18  cos.  18  ; 
.-.  4  COS.  ns  —  3  COS.  18  =  2  sin.  18  cos.  18. 
Let  8  =  .T  ; 

.-.4(1  -  x')  -  3  -2x,ot4:X^  +  2x  =  \ 
ar  1        1  1  5 

4 
^b  -  1 


x''  -4 -I- 

^2    +16 


+  16  ~  16 


=  sin.  18  =  COS.  72. 
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But, 
4  (1  _.j.«)  =  4  COS.  '18  =  2  a;  +  3- 

v'5+-v/5 


^5—1     ,„_5+V'5 
— :^ T'J— — s"  — 


VI- x^  =cos.  18  =      2  ^ 

TiiKOREMS.  (The  figures^  as  marked  on  the  Plate,  are 
according  to  the  numbers  of  the  Theorems.) 

Theorem  1. —  The  sides  of  ang  plane  triangle  are  as  the 
sines  of  the  angles  opposite  to  them. 

Figure  1. — Let  a  b  c  be  a  triangle  ;  upon  b  c  let  fall  the 
perpendicular  a  d  :  from  b  a  and  c  a  take  b  e  and  c  h, 
equal  to  each  other  ;  on  b,  with  the  radius  b  e,  describe  the 
arc  E  F,  cutting  b  c  at  f  ;  on  c,  with  the  radius  c  h,  describe 
the  arc  h  i  cutting  b  c  at  i ;  draw  e  o  and  n  k  parallel  to 
A  D,  cutting  B  c  at  o  and  k  ;  then  will  e  o  be  the  sine  of  the 
arc  e  f,  or  of  the  angle  e  b  f  ;  and  ii  k  will  be  the  sine  of 
the  arc  n  i,  or  of  the  angle  h  c  i :  now,  let  n  e  and  c  h  be 
called  radius,  denoted  by  r,  and  let  e  o  be  called  the  sine  of 
angle  b,  and  h  k  the  sine  of  angle  c ;  then,  by  similar 
triangles, 

BA:AD::BEorcH:EO. 

Again,  by  similar  triangles, 

AD:Ac::HK:HcorBE; 
therefore, 

ba:ac::hk:eg; 
that  is, 

B  A  :  a  0  :  :  sin'  c  :  sin'  b. 

Therefore,  the  sides  of  triangles  are  as  the  sines  of  their 
opposite  angles. 

Theorem  2. — In  any  plane  triangle,  as  the  sum  of  the  two 
sides  is  to  their  difference,  so  is  the  tangent  of  half  the  sum  of 
the  op2)osite  angles  to  the  tangent  of  half  their  difference. 

Figure  2. — Let  a  b  c  be  a  plane  triangle  ;  from  b  c  cut  off 
B  D  equal  to  b  a,  and  join  a  d  ;  bisect  the  angle  a  b  c  by  the 
straight  line  b  e  ;  then  will  b  e  also  bisect  ad;  let  f  be  the 
point  of  section,  and  let  b  e  meet  a  c  in  e  ;  through  f  draw 
F  a  parallel  to  a  c,  cutting  b  c  in  o  ;  then  by  similar  triangles, 
B  c  E  and  b  G  F, 

bg:go::bf:fe. 

But  D  c  is  the  difference  of  the  sides  e  a  and  n  c  ;  and 
because  df:fa::dg:gc;  but  d  f  and  r  A  are  equal, 
whence  d  g  and  g  o  are  equal ;  therefore,  d  o  or  g  c,  is  half 
the  dillbrence  of  the  sides;  now  half  the  dillerence  of  the 
sides,  added  to  the  lesser  side,  is  half  the  sum  of  the  sides. 
It  is  evident,  that  bad  is  half  the  sum  of  the  angles  cab 
and  boa,  and  d  a  c  is  half  their  diti'erence;  now,  by  con- 
sidering A  F  as  radius,  b  f  will  be  the  tangent  of  the  angle 
b  a  F,  or  BAD,  and  r  e  the  tangent  of  the  angle  f  a  e,  or 
D  A  c  ;  therefore,  as  b  g,  half  the  sum  of  the  two  sides,  is  to 
o  c,  half  their  difference,  so  is  b  f,  the  tangent  of  the  half 
sum  of  the  opposite  angles,  to  f  e,  the  tangent  of  half  their 
difference  ;  and,  consequently,  as  the  sum  of  the  two  sides  is 
to  their  difference,  so  is  the  tangent  of  the  half  sum  of  the 
opposite  angles,  to  the  tangent  of  half  their  diffeieuce. 

Theorem  3. — In  ang  plane  triangle,  if  a  perjyendicular  be 
let  full  upon  the  longest  side  from  the  opposite  angle  ;  then,  as 
the  sum  of  the  segments  of  the  longest  side,  or  base,  is  to  the 
sum  of  the  other  two  sides,  so  is  the  difference  of  the  sides  to 
the  difference  of  the  seginents  of  the  base. 

Figure  3. — In  the  triangle  a  b  c,  left  fall  the  perpendicular' 
AE  upon  B  c  ;  about  a  as  a  centre  with  the  distance,  a  c,  of 
the  shortest  side,  describe  a  circle  :  produce  b  A  to  meet  the 
circumference  in  a  ;  then  will  u  o  be  the  sum  of  the  two 
sides,  and  n  f  their  difference  ;  also,  b  e  and  e  c  are  the 
segments  of  the  base,  and  b  d  their  difference ;  now,  by  the 


property  of  the  circle,  boXbf=:bcXbd; 
whence,  bc    :bo::bf    :    bd; 

that  is,  as  the  longest  side,  b  c,  is  to  b  o,  the  sum  of  the 
other  two  sides,  so  is  b  f  the  difference  of  the  sides,  to  bd, 
the  difference  of  the  segments  of  the  base. 

When  two  angles  of  a  triangle  are  given,  the  third  angle  is^ 
found  by  subtracting  the  sum  of  the  two  given  angles  fVora 
ISC,  or  two  right  angles  ;  and,  consequently,  if  one  of  the 
acute  angles  of  a  right-angled  triangle  be  given,  the  remain- 
ing angle  will  be  found,  by  subtracting  the  acute  angle  from 
90  ;  for,  in  this  case  also,  two  angles  are  given,  viz.,  one  of 
the  acute  angles  and  the  right  angle ;  and  these  being  sub- 
tracted from  two  right  angles,  or  180,  the  other  acute  angle 
will  be  found. 

Various  propositions  might  be  given,  but  the  preceding  are 
sufficient  for  every  ease  of  plane  trigonometry. 

The  analogies  of  plane  trigonometry  may  easily  be  deduced 
from  those  of  spherical  trigonometry;  the  former  being  par- 
ticular cases  of  the  latter. 

Proposition. —  27(6  simi,  s,  and  difference,  d,  of  two  quan- 
tities, X  and  y,  being  given  ;  to  find  the  quantities  themselves. 

Let  X  +  y  =  s 

X  —  y  =:  d 

s  A-  d 
add  these  equations  together,  and  2x  =  s  +  c?ora;= — - — ; 

subtract  these  equations  from  each  other,  and  2y=s  —  d, 

s  —  d 
or  2/  — ;  whence  x,  the  greater  of  the  two  quantities, 

is  half  the  smn  and  difference  of  these  quantities  ;  and  y,  the 
lesser,  is  half  of  the  drfference  between  the  sum  and  differ- 
ence ;  or,  in  other  words,  the  half  sum  added  to  the  half 
difference,  gives  the  greater  quantity  ;  and  the  half  sum  sub- 
tracted from  the  half  dillerence,  gives  the  lesser  quantity. 

Solutions  of  the  three  cases  of  oblique-angled  triangles. 

Every  plane  triangle  consists  of  six  parts,  the  three  sides 
and  the  three  angles  ;  three  of  these  parts  must  always  be 
given,  and  of  these  given  parts  one  at  least  must  be  a  side  ; 
to  find  the  remaining  three  parts. 

Case  1. — Two  angles  and  a  side  being  given,  to  find  the 
remaining  sides. 

As  the  sine  of  the  angle  opposite  the  given  side  is  to  the 
sine  of  the  angle  opposite  the  required  side,  so  is  the  given  side 
to  the  required  side. 

In  the  oblique-angled  triangle,  a  b  c,  given  the  angle  A 
59",  the  angle  c52'^15',  and  the  side  ab  276.5,  to  find  ao 
and  B  0. 

We  shall  find 
angle  b  =  180°  -  (52°  15'  +  59")  =  68°  .45, 

as  the  sine  <  c  52*^  15' 989801 

is  to  sine  of  <  b68"45' 9.90942 

so  is  the  side  a  b  276.5 214170 

12.41112 

to  the  side  a  c  325.9 2-51^1 1 

To  find  B  c. 

As  the  sine  of  <  c  52°  15' 9--^9801 

is  to  the  sine  of  <  a  59° 9.93307 

so  is  A  B 27(5.5 2.44170 

12.37477 

to  B  c 299.8 2.47076 

Geometrical  Construction. 

From  a  scale  of  equal  parts  draw  a  b  =276.5,  and  by  the 
protractor,  or  line  of  chords,  make  angle  a  59°.  Now  the 
triausile  caimot  be  constructed  without  having  the  angle  b  ; 
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therefore  subtract  the  sum  of  angles  a  and  c  from  180"^  which 
gives  angle  b,  that  is  180— (59<^+52°  15')  or  180—111°  15' 
=  68.45  =  angle  b  ;  make  angle'  b  GS*^  45',  then  a  c  and  b  c 
being  measured  by  the  same  scale  as  a  b,  will  give  their  re- 
spective lengths. 

Case  2. — Two  sides,  and  an  angle  opposite  to  one  of  them, 
heing  given  ;  to  find  the  other  two  angles  and  the  remaining 
side.. 

As  the  side  opposite  the  given  angle 
is  to  the  side  opposite  the  required  angle 
so  is  the  given  angle 
to  the  required  angle. 

Example. — In  the  oblique-angled  triangle  a  b  c,  obtuse  at 
B,  given  AC  318  yards,  b  c  195  yards,  and  the  angle  a  32°  40', 
to  find  the  angles  b  and  c,  and  the  side  a  b. 

Construction. — Draw  a  c  =:  318  from  a  scale  of  equal 
parts ;  make  angle  a  =  32"  40' ;  with  the  distance  195  equal 
parts  and  the  centre  c  describe  an  arc  cutting  a  b  at  b,  and 
join  b  c  ;  the  angles  b  and  c  will  be  found  by  the  protractor, 
or  line  of  chords,  and  the  side  a  b  by  the  same  scale  from 
which  the  other  two  sides  were  taken. 

Bg  Calculation. 

As  the  side  b  c,  195 2.290035 

is  to  the  side  a  c,  318 27502427 

so  is  the  sine'  a,  32°  40' 9.732193 

12.234020 
to  the  sine  of  b,  61°  40' 9.944585 

But  since  the  tables  give  only  acute  angles,  and  the  angle 
required  is  obtuse,  and  the  sine  of  any  angle  is  the  same  as 
the  sine  of  its  supplement, 
therefore  180—61°  40'  =  118°  20'  =  angle  b. 

iVbie. — When  the  given  side  opposite  to  the  given  angle  is 
greater  than  the  other  given  side,  the  angle  opposite  to  such 
other  given  side,  or  the  angle  to  be  first  found,  is  always 
acute,  and  is  found  by  proportion ;  but  when  the  side  oppo- 
site to  the  given  angle  is  less  than  the  other  given  side,  the 
opposite  angle  may  either  be  acute  or  obtuse. 

To  find  the  side  a  b. 
As  the  sine  of  a  32°  40' 9.732193 

is  to  the  sine  of  c  29° 9.085571 

so  is  b  c  195 2.290035 

11.975606 
to  A  b  175.15 2.243413 

Case  3.  —  Criven  the  tico  sides  and  the  included  angle;  to 
find  the  other  two  angles,  and  the  third  side. 

As  the  sum  of  the  two  sides 

is  to  their  difference, 

so  is  the  tangent  of  half  the  sum  of  the  opposite  angles 

to  the  tangent  of  half  their  diflference. 

Having  by  this  proportion  found  the  difference  of  the 
angles  of  the  base,  then  half  of  the  sum  added  to  the  half 
difference,  gives  the  greater  angle,  and  half  of  the  sum  dimin- 
ished by  the  half  dilTerence  gives  the  lesser  angle. 

Example. — For  the  triangle  A  B  c,  given  the  side  a  c919.95, 
the  side  a  b  500  feet,  and  the  contained  angle  a  36°  52';  to 
find  the  angles  b  and  c,  and  the  side  b  c. 

Consiructiou.— Make  the  angle  b  a  c  =  36°  52' ;  make 
A  B  =  500  from  a  scale  of  equal  parts,  which  set  from  a  to  b  ; 
from  the  same  scale  transfer  919.95  from  a  to  c,  and  join  a  c  ; 
then  the  side  a  c  will  be  found  upon  the  line  of  equal  parts, 
and  the  angles  b  and  c  by  the  protractor,  or  line  of  chords. 


£g  calculation,  to  find  the  angles. 
Now  919.95  +  500  =  1419.95  the  sum  of  the  sides, 
and  919.95  —  500  =  419.95  their  difference;  the  thre% 
angles  are  180°  from  which  subtract  angle  a  36°  52',  and 
there  will  remain  143°  8',  divided  by  2,  gives  71°  34'  for  half 
the  angles  at  the  base  :  then 
As  A  c  +  B  c,  1419.95   3.152273 

is  to  A  c  —  B  c,  419.95   2.623198 

so  is  the  tang'  i  (b  —  c),  71°  34'   10.477162 

13.100360 

to  the  tangent  of  i  (b  —  c)  41°  35' 9.948087 

Then  71°  34'  +  4'l°  35'  =  113°  9'  =  angle  a 
and  71°  34'  —  41°  35'  =  29°  59'  =  angle  c. 

To  find  the  side  n  c. 
As  the  sine  of  c,  29°  59' 9.698751 

is  to  the  sine  of  A,  36°  52' 9.778119 

so  is  A  B.  500 2.698970 

12.477089 

to  B  c,  600.26  2.778338 

Case  4. —  Given  the  three  sides  of  a  triangle,  to  find  the 

angles. 

From  the  angular  point  opposite  the  greater  side,  draw 
a  perpendicular  to  that  side,  dividing  it  into  two  segments  ; 
then 

As  the  base,  or  sum  of  the  two  segments  of  the  base, 
is  to  the  sum  of  the  other  two  sides, 
so  is  the  difit^rence  of  the  sides 
to  that  of  the  segments  of  the  base  : 

add  half  the  sum  of  the  segments  of  the  base,  and  half  their 
difference  will  give  the  greater  segment:  while  the  half  sum 
subtracted  from  half  the  difference,  will  give  the  lesser  seg- 
ment. 

Example. — In  the  triangle  a  b  c,  given  the  side  A  b,  562, 
A  c  800,  and  b  c  320 ;  to  find  the  angles. 

Construction. — Draw  the  straight  line  a  c  =  800  equal 
parts  from  any  scale  ;  with  a  radius  of  562  equal  parts,  and 
the  centre  a  describe  an  arc  at  b,  and  with  a  radius  of  320 
and  the  centre  c'  describe  another  arc,  cutting  the  former  at 
B  ;  join  A  B  and  b  c  ;  then  measure  the  angles  by  a  protrac- 
tor, or  line  of  chords. 

Now  A  B  +  B  c  =562  +  320  =  882  the  sum  of  the 
sides,  and  a  b  —  b  c  =  562 — 320=242  their  difference  ;  then 
As  the  base,  or  longest  side,  800 2.903090 

is  to  the  sum,  882,  of  the  sides 2.945469 

so  is  the  difference,  242,  of  the  sides 2.383815 

5.329284 
to  A  c — A  D  266.81,  the  difference  of  the  segments  )   o  40fiiQ4 

of  the  base J 

then         133.405  is  the  half  difference 
and  400        is  half  the  base  ; 

therefore  533.405  is  the  greater  segment  of  the  base 
and  260.595  is  the  lesser  segment. 

Then,  to  find  the  angle  o  b  d. 
As  B  c,  320    2.505150 

is  to  c  D,  266.6    2.425860 

so  is  the  sine  of  90°,  or  radius 10000000 

12.425860 
to  the  sine  of  c  b  d,  56°  25' 9.920710 


To  find  the  angle  a  B  d. 
As  A  B,    562 2.749736 

■Is  to  A  D,  533.405 2.727057 

so  is  the  sine  of  90° 10.000000 

12.727057 
to  the  sine  A  b  d,  71°  39'  9.977321 
then  adding  c  b  d  =  66°  25' 


gives  the  whole  angle  a  b  c  =  128°  4' 
then 90  — 71°  39'=zl8°  21'  =  angle  a 
and  90  —  56°  25'=33°  35'  =  angle  c. 

From  three  parts  of  a  triangle,  including  at  least  one  side 
as  a  part  given,  the  other  three  remaining  parts  have  been 
found  upon  general  principles ;  but  when  the  triangle  is  right- 
angled,  other  solutions,  moie  simple  for  general  practice,  may 
be  given ;  these  are  founded  upon  the  following  proportions  : 

Let  a  B  c  be  a  right-angled  triangle,  right-angled  at  b  ; 
upon  A  n  take  any  radius,  a  d  ;  with  a  as  a  centre,  and  the 
radius  a  d,  describe  an  arc,  d  o,  cutting  a  c  at  o  ;  draw  d  e 
and  G  F  parallel  to  b  c,  cutting  a  c  at  e,  and  a  b  at  f  ;  then, 
by  the  definitions  given,  a  c  or  a  d  is  the  radius,  e  d  is  the 
tangent,  a  f  the  sine,  a  f  the  cosine,  and  a  k  the  secant  of 
the  arc  c  d.  Now  the  sine,  cosine,  tangent,  &c.  of  an  arc, 
being  the  same  as  the  sine,  cosine,  tangent,  &c.  of  an  angle 
drawn  from  the  centre  through  the  extremities  of  the  arc, 
the  following  proportions  result  by  similar  triangles,  a  d  e 
and  ABC. 

ad:  de::ab:bc;  that  is,  as  a  radius 
is  to  the  tangent  of  angle,  a, 
so  is  the  base,  a  b, 
to  the  perpendicular,  b  c. 

By  similar  triangles,  a  f  g  and  a  b  c, 
af:fg::  ab:bc;  that  is, 
As  the  cosine  of  angle  a, 
is  to  the  sine, 
so  is  the  base,  a  b, 
to  the  perpendicular,  b  c. 

So  that  having  the  angle,  a,  and  the  side,  a  b,  given,  the 
side  B  c  may  be  found  by  either  of  these  analogies  ;  or, 
having  the  sides  or  legs  a  b  and  b  c,  angle  a  can  easily  be 
found. 

liy  similar  triangles,  a  e  d  and  a  c  b, 
ae:  bd::ao:cb;  that  is, 
As  the  secant 
is  to  the  tangent 
so  is  the  hypothenuse,  A  c, 
to  the  perpendicular,  c  b  ; 
or,  by  similar  triangles,  a  o  f  and  a  c  b, 
ag:gf::ac:cb;  that  is, 
As  radius 

is  to  the  sine  of  angle,  a, 
so  is  the  hypothenuse,  a  c, 
to  the  perpendicular,  c  b. 

So  that  having  the  angle.  A,  and  the  hypothenuse  given,  the 
perpendicular,  u  c,  may  be  found  ;  or,  the  angle,  a,  may  be 
found  from  having  the  perpendicular  and  the  hypothenuse 
given. 

We  shall  now  proceed  to  show  the  use  of  these  analogies 
by  examples. 

In  making  any  side  radius,  the  other  sides  are  sines,  or 
tangents,  of  their  opposite  angles ;  when  either  of  the  legs, 
or  sides,  containing  the  right  angle,  is  made  radius,  the  other 
leg  becomes  a  tangent  of  the  opposite  angle,  and  the  hypo- 
thenuse the  secant  of  that  angle,  and  not  of  an  opposite 
angle. 


When  the  hypothenuse  is  made  radius,  the  three  sides  are 
sines  of  their  opposite  angles ;  in  this  case  the  hypothenuse 
of  the  sine  90°  is  equal  to  the  radius,  and  is  therefore  a  con- 
stant quantity,  its  logarithm  being  10.00000. 

The  radius,  sine,  tangent,  or  secant,  being  written  upon 
any  side,  or  supposed  to  be  written,  is  called  by  the  name  of 
that  side.     Then, 
As  the  name  of  any  side 
is  to  the  name  of  any  other  side, 
so  is  the  former 
to  the  latter  side. 
And  the  same  analogy  obtains  on  the  contrary. 

In  analogies  for  finding  the  parts  of  a  right-angled  triangle, 
one  of  the  teriiis,  or  names,  may  always  be  the  radius,  which 
will  lessen  the  labour  of  the  operation. 

To  exemplify  what  has  been  said  : 

If  radius,  or  r,  be  written  upon  the  leg  a  b,  the  other  leg, 
B  c,  will  be  the  tangent  of  angle  a,  and  a  c  will  be  the  secan  t 
of  angle  a.  Therefore  upon  b  c  write  t'A,  which  signifies 
the  tangent  of  a,  which  will  be  the  name  of  the  side  b  c  ; 
also  upon  the  hypothenuse  a  c,  write  sec'  a,  which  signifies 
the  secant  of  angle  a,  or  name  of  the  hypothenuse  a  c. 

Again,  when  the  leg  b  c  is  made  radius,  a  b  becomes  the 
tangent  of  the  opposite  angle,  c,  and  the  hypothenuse  the 
secant  of  angle  c.  Therefore,  upon  n  c  write  r,  and  upon  a  b 
write  t'  c,  and  upon  a  c  write  sec'  c  ;  then  radius  is  the 
name  of  the  side  b  c,  tangent  ofc  is  the  name  of  the  side  a  b, 
and  secant  of  c  is  the  name  of  the  hypothenuse,  or  side,  a  c. 

Lastly,  when  the  hypothenuse  a  c  is  made  radius,  the 
legs  A  B  and  b  c  become  the  sines  of  their  opposite  angles ; 
therefore,  if  r  be  written  upon  a  c,  write  s' c,  signifying  si«e 
of  angle  c,  upon  a  b,  and  s'  a,  signifying  sine  of  angle  a, 
upon  A  B ;  then  radius  is  the  name  of  a  c,  sine  ofc  the  name 
of  a  b,  and  sine  of  a  the  name  of  b  c. 

It  must  be  remembered,  that  whatever  be  the  given  parts, 
and  whatever  the  parts  required,  any  side  of  the  right-angled 
triangle  may  be  made  radius,  except  when  the  two  legs  are 
given  to  find  the  acute  angles,  and  this  will  furnish  a  method 
of  proving  the  result.  Therefore,  if  two  of  the  sides  be 
given,  radius,  being  always  constant,  must  always  be  one  of 
the  parts  concerned  ;  whence,  if  the  two  legs  be  given  to  find 
the  angles,  one  of  the  legs  must  be  made  radius. 

To  find  a  Side. 
As  the  term,  or  name  on  the  given  side 
is  to  that  on  the  required  side, 
so  is  the  given  side 
to  the  side  required. 

And  to  find  an  Angle. 
As  the  side  made  radius 
is  to  the  other  given  side, 
so  is  radius 
to  the  terra  or  name  upon  that  side. 

Note. — From  this  property  of  a  plane  triangle,  that  the 
three  angles  are  together  equal  to  two  right  angles,  or  180°, 
the  following  very  useful  corollaries  arise. 

Corollary  1. — When  two  angles  of  a  triangle  are  given, 
the  third  is  also  said  to  be  given  ;  for  it  is  the  supplement 
of  the  other  two,  and  may  be  I'ound  by  subtracting  their  sum 
from  180°. 

Corollary  2. — When  one  angle  of  a  triangle  is  given,  tlie 
sum  of  the  other  two  may  be  found,  by  subtracting  the  given 
angle  from  two  right  angles,  or  180^. 

Corollary  3. — If  one  angle  of  a  triangle  be  right,  the 
other  two  are  acute,  and  together  make  another  right  angle; 
and,  if  one  of  the  acute  angles  be  given,  the  other  is  also 
given,  being  tiie  complement  of  the  other  given  one,  or  what 
it  wants  of  90°. 
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Problem  I. —  Griuen  the  angles  and  hijpothenuse  of  a  rif/ht- 
angled plane  triangle,  to  find  the  base  and  perpendicular. 

Example  1. — la  the  triangle  a  b  c,  right-angled  at  b,  sup- 
pose the  angle,  c,  55°  30',  and  the  hyputhcnuse,  a  c,  121 
yards ;  required  the  sides  a  b  and  b  c. 

Geometrically. 

Draw  the  indefinite  line  b  c,  and  from  the  point  c,  with 
the  chord  of  60°,  describe  an  arc,  upon  which  lay  off  the 
quantity  of  the  angle  c,  55°  30' ;  then  place  the  hypothenuse 
121  equal  parts  from  c  to  a,  and  from  a  let  fall  a  perpen- 
dicular to  B.  Measure  the  sides  a  b  and  b  c  on  the  scale 
from  which  a  c  was  taken. 

By  Calculation. 

The  hypothenuse  a  c  being  radius,  then  a  b  is  the  sine  of 
the  angle  c,  and  b  c  the  sine  of  angle  a,  or  cosine  of  angle  c. 
Hence, 

To  find  A  b. 

As  radius 10.000000 

is  to  sine  of  c,  55°  30' 9.915994 

so  is  A  c,  121 2.082785 

to  A  B,  99.719 1.998779 

To  find  B  c. 

As  radius 10.000000 

is  to  cosine  of  c,  55°  30' 9.753128 

so  is  AC,  121 2.082785 

to  B  c,  68.535 1.835913 

The  base,  b  c,  being  radius,  then  a  b  is  the  tangent,  and 
A  c  the  secant  of  the  angle  c.     Hence, 

To  find  A  b. 

As  secant  of  c,  55°  30' 10.246872 

is  to  tangent  of  c,  55°  30' 10.162866 

so  is  A  c,  121 2.082785 

to  ab,  99.719 1.998779 

To  find  B  c. 

As  secant  of  c,  55°  30' 10.240872 

is  to  radius    10.000000 

so  is  A  c,  121 2.082785 

to  B  c,  68.535 1.835913 

The  perpendicular,  a  b,  being  radius,  then  b  c  becomes 
the  tangent  of  the  angle  a,  or  the  cotangent  of  the  angle  c ; 
and  A  c  becomes  the  secant  of  angle  a,  or  cosecant  of  angle  c. 
Hence, 

To  find  a  b. 

As  cosecant  of  c,  55°  30' 10.084006 

is  to  radius 10.000000 

so  is  A  c,  121 ; 2.082785 

to  A  B,  99.719 1.998779 

To  find's  c. 

As  cosecant  of  c,  55°  30' 10.084006 

is  to  cotangent  of  c,  55°  30' 9.8371-34 

so  is  A  c,  121 2.082785 

to  B  c,  68.535 1.835913 

General  Rule  for  Qunter's  Scale. 

E.xtend  the  compasses  from  the  first  term  to  the  second ; 
that  extent  will  reach  from  the  third  to  the  fourth  term  ; 
observing  to  taJce  the  line  marked  Ifum.  for  feet,  yards, 


miles,  &c.,  the  line  marked  s.  for  sines  of  angles.  ai:d  that 
marked  t.  for  tangents.  The  radius  is  90°  of  shies,  and  45° 
of  tangents. 

Example  2. — In  the  triangle  a  b  c,  right-angled  at  b,  lei  ' 
the  hyiiiilhenusc,  a  c,  be  1045  feet,  and  the  angle,  a,  35°  50' ; 
what  is  the  length  of  the  base  and  perpendicular  ? 

Example  3. — A  ship,  from  latitude  20°  30'  north, 
sailed  N.w.  by  n.  235  leagues ;  what  is  her  departure  from 
the  meridian,  what  her  ditierence  of  latitude,  and  what  the 
latitude  come  to  1 

Example  4. — Suppose  one  end  of  a  rope,  350^  fatlioms 
long,  fixed  at  the  top  of  an  eminence,  and  the  other  end 
brought  down  to  the  plane  below,  so  that  its  direction  make 
with  the  plane  an  angle  of  50°  40' ;  required  the  perpen- 
dicular iieight  of  the  eminence,  and  the  space  of  the  level 
covered  by  the  rope. 

Problem  II. —  Given  the  angles  and  one  side,  to  find  the 
hypothenuse  and  other  side. 

Example   \.- — In    the    right-angled    triangle    a  b  c,    right- 
angled  at  B,  let  the  angle  at  a  be  35°  30',  and  the  side  a  b 
294  feet ;  required  the  base,  b  c,  and  the  hypothenuse,  a  c. 
Geometrically. 

Make  a  b  =  294 ;  at  the  point  a  make  an  angle  of  35°  30' 
from  the  line  of  choids ;  and  from  b  raise  the  perpen- 
dicular B  c.  Measure  b  c  and  a  c  severally,  by  taking  them 
in  the  compasses,  and  applying  them  to  the  scale  from  v\  hich 
A  b  was  taken  ;  then 

By  Calculation. 
.The  hypothenuse,  a  c,  being  radius, 
To  find  b  c. 

As  cosine  of  a,  35°  30' 9.910686 

is  to  sine  of  a,  35°  30' 9.7();!9.54 

so  is  A  n,  294 2.468347 

to  B  c,  209.7 2.321015 

To  find  A  c. 

As  cosine  of  a.  35°  30' 9.910686 

is  to  radius 10.000000 

so  is  A  B,  294 2.408347 

to  A  c,  361.13 2.5.'}7661 

The  base  being  radius, 

To  find  B  c. 

As  cotangent  of  a,  35°  30' 10.146732 

is  to  radius 10.000000 

so  is  A  B,  294 2.408347 

to  B  c,  209.7 2.321615 

To  find  A  c. 

As  cotangent  of  a,  35°  36' 10.146732 

is  to  cosecant  of  a,  35°  30' 10.236046 

so  is  a  B,  294 2,468347 

to  A  0,  361.13 2.557661 

The  perpendicular,  a  b,  being  radius, 
To  find  B  c. 

As  radius 10.000000 

is  to  tangent  of  a,  35°  30' 9.853208 

so  is  A  B,  294 2.468347 

to  B  c,  209.7 2.321165 

To  find  A  c. 

As  radius 10.000000 

is  to  secant  of  a,  35°  30' 10.0.^9314 

so  is  A  B,  294 2.468347 

to  A  c,  361.13 2.557661 
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Example  2. — In  the  triangle  a  b  c,  right-angled  at  b,  sup- 
pose the  base,  b  c,  374^  yards,  and  tlie  angle,  A,  52°  8' ; 
required  the  other  side,  a  b,  and  the  hypothcnuse,  a  c. 

Example  3. — Suppose  a  ship  sail  s.  w.  by  w.  until  she 
has  made  400  miles  of  southing ;  required  the  distance 
sailed,  and  also  how  far  she  is  west  from  the  meridian  of  the 
place  sailed  from. 

Example  4. — Observing  the  sun's  altitude  to  be  30°  45', 
and  tlie  shadow  of  a  tree  at  the  same  time  to  foil  70  feet 
3  inches  distant  from  the  tree,  on  the  horizontal  plane; 
■wliat  is  the  height  of  the  tree,  and  what  will  be  the  length 
of  a  rope  to  reach  from  the  extremity  of  the  shadow  to  the 
top  of  the  tree  ? 

Problem  III. —  Given  the  hypothenuie  and  one  side,  to 
Jind  tlie  angles  and  the  other  side. 

Example  1. — In  the  right-angled  triangle  a  b  c,  right- 
angled  at  B,  let  the  hypothenuse,  a  c,  be  350  feet,  and  the 
perpendicular,  a  b,  245  feet ;  required  the  angles,  a  and  c, 
and  the  base,  b  c. 

Oeometrically. 

Draw  B  c  indefinitely  toward  c  ;  at  the  point  b  make 
A  B  —  245,  from  a  scale  of  equal  parts,  perpendicular  to  b  c ; 
and  from  the  same  scale  tai^e  a  c  =  350 ;  place  one  foot  of 
the  compasses  in  a,  and  the  other,  extending  to  the  base,  will 
cut  it  in  c ;  then  the  angles  are  measured  on  the  line  of 
chords. 

By  Calculation. 

The  hypothenuse  a  c  being  radius, 

To  find  angle  c. 

As  A  c,  350 2.544068 

is  to  B  a,  245 2.389106 

so  is  radius 10.000000 

to  sine  of  c,  44°  25'  37" 9.845098 

f  To  find  B  o. 

As  radius  10.000000 

is  to  cosine  of  c,  44°  25'  37" 9.853786 

so  is  A  c,  350 2.544068 

to  B  c,  249.95 2.397854 

The  perpendicular,  a  b,  being  radius, 

To  find  angle  A. 

As  A  B,  245 2.380166 

is  to  A  c,  350 2,544068 

so  is  radius 10.000000 

to  secant  of  a,  45°  34'  23" 10.154902 

To  find  B  c. 

As  radius 10.000000 

is  to  tangent  of  a,  45°  34'  23" 10.008688 

so  is  A  B,  245 2.389160 

to  B  c,  249.95 2.397854 

The  base,  b  c,  being  radius. 

To  find  itself. 

As  tangent  of  c,  44°  25'  37" 9.991312 

is  to  radius 10.000000 

so  is  A  B,  245 2.389166 

to  B  c,  249.95 2.397854 

As  secant  of  c,  44°  25'  37" 10.1462)4 

is  to  radius 10.000000 

so  is  A  0,  350 2.544068 

to  B  c,  249.95 2.397854 

The  side  b  o  may  also  be  found,  uidependently  of  tlie 
angles,  by  means  of  the  known  property  of  a  right-angled 
triangle ;  that  the  square  of  the  hypothenuse  is  equal  to  the 
sum  of  tlie  squares  of  the  two  sides. 


For,  since  a  c'  =  a  b'  +  b  c',  it  follows,  that 
n  0*  =  A  c'  —  A  b'  =:  (a  c  -f  A  b)  •  (a  c  —  A  b)  ; 
and  therefore  b  c  =:  y'  (a  c  +  a  b)  ■  (a  c  —  a  b) 

Or,  Log.  BC   ^Log-(AC  +  AB)  +  L0g.(AC-AB). 

From  which  b  c  is  easily  determined. 

Example  2. — Suppose  the  hypothenuse  of  a  right-angled 
triangle  be  274.5  yards,  and  its  base  196.25;  what  are  the 
two  acute  angles  ? 

Example  3. — Suppose  a  ship  sailed  between  south  and 
east  510  miles,  and  thereby  made  her  dilferenco  of  latitude, 
or  southing,  315  miles ;  upon  what  cour.se  did  .she  sail  1 

Example  4. — A  ship  sailed  from  latitude  49°  30'  north, 
between  the  south  and  west,  135  leagues,  till,  by  a  good 
observation,  she  is  found  in  latitude  45°  15';  required  the 
course  on  which  she  sjiiled. 

Problem  IV. —  Given  the  base  and  perpendicular,  to  find 
tlie  angles  and  hypothenuse. 

Example  1. — In  the  right-angled  triangle  a  b  c,  right- 
angled  at  B,  let  the  perpendicular,  a  b,  be  650  feet,  and  the 
base,  B  c,  420  feet ;  required  the  acute-angles,  A  and  c,  and 
the  hypothenuse,  a  c. 

Geometrically. 
Make  b  c  =  420,  taken  from  a  scale  of  equal  parts ;  from 
B  raise  the  perpendicular  a  b  =  650 ;  from  the  same  scale 
join  a  c  to  complete  the  triangle;  then,  with  60°  taken  from 
the  line  of  chords,  describe  arches  round  the  angles  a  and  c; 
and  their  measures,  applied  to  the  same  line  of  chords,  will 
give  the  quantity  of  each  angle. 

By  Calculation. 
The  base,  b  c,  being  radius, 

To  find  angle  c. 

As  B  c,  420 2.023249 

is  to  A  B,  650  2.812913 

so  is  radius 10.000000 

to  tangent  of  c,  57°  7'  52" 10.189664 

To  find  A  c. 

As  radius 10.000000 

is  to  secant  of  c,  57°  7'  52" 10.265427 

so  is  n  c,  420 2.623249 

to  A  c,  773.88 2.888676 

The  perpendicular  a  b  being  radius. 

To  find  angle  a. 

As  A  b  650 2.812913 

is  to  B  c  420 2.623249 

so  is  radius 10.000000 

to  Ungent  of  a,  32°  52'  8" 9.810336 

To  find  A  c. 

As  radius ' 10.000000 

is  to  secant  of  a,  32°  52'  8" 10.075763 

so  is  A  B,  650 2.822913 

to  A  c,  773.88 2.888676 

The  hypothenuse,  a  c  bemg  radius. 

To  find  itself. 

As  sine  of  c,  57°  7'  52" 9.924237 

is  to  radius 10.000000 

so  is  A  B,  650 2.812913 

to  A  c,  773.88 2.888676 


Till  <r^OWO  MIETKY. 


/v,.//' 


/^^  3.  4  . 


nej:  z. 


Theorc/n  J 
Fiff.J. 


H        GO  M 


Tfieorcrrv.  2  ■ 


G       r   D 


I    K 


Theorem.   Fi^   3. 


Obtuse^  ariffled,  tria/i^'U- 

Cases  13  3..1. 

B 


Jluf/U:  ciTig/cd 
tJ-iarie/h'. 


G, 


F  D 


Itight  untied' 
//Tingle- 


I'  VichoUon 


£ng  raved  ii/  // '/fi 


TRI 


507 


TRI 


As  sine  of  A,  32°  52'  8" 9.734573 

is  to  radius 10.000000 

so  is  B  c,  420 2.023249 

toAC,  773.88 2.8S8070 

Tlie  hypothenuse  may  also  be  found,  independently  of  tiie 
angles,  for  ac  =  -y/ ■*•  b- +  b  c'^ ;  from  which  ac  is  easily 
determined. 

Example  2. — In  the  rectilinear  triangle  a  b  c,  rectangular 
at  B,  suppose  the  side  a  b  495.45  yards,  and  the  side  b  c 
500.5  yards;  what  are  the  acute  angles,  a  and  c  ? 

Example  3. — Suppose  three  towns  so  situated,  that  a  lies 
35|  miles  south  from  b,  and  o  lies  50i  miles  west  from  b  ; 
the  bearing  of  a  from  c,  and  of  c  from  a  are  required. 

Example  4. — When  the  sun  shines,  if  a  steeple,  196  feet 
high,  project  a  shadow  237  feet  9  inches,  on  the  horizontal 
plane,  what  is  the  sun's  altitude  at  that  time  1 

With  respect  to  taking  angles  by  the  theodolite,  when  we 
are  not  obliged  to  cross  zero,  subtract  the  less  number  of 
degrees  from  the  greater,  which  will  give  the  angle.  But  if 
we  are  under  that  necessity,  subtract  the  greater  number 
from  360  and  add  the  less  to  the  remainder  for  the  angle. 

Thus,  suppose  the  index  to  stand  at  MS'-"  in  looking  at  one 
point  or  object,  and  at  253°  in  looking  at  another ;  or,  sup- 
pose first  at  253°,  and  then  at  145°,  then,  in  either  case, 
253°  —  145°  =  108°  for  the  angle  contained  between  the 
two  objects. 

Again  :  suppose  the  index  stands  at  254°,  and  we  are 
obliged  to  cross  zero  in  order  to  come  to  the  other  object, 
and  then  the  index  to  stand  at  15°  ;  or  suppose  the  index 
stands  at  15°  in  looking  at  the  first  object,  and  at  254°  in 
looking  at  the  second,  then,  in  either  of  these  cases,  360° — 
254°  +  15°  =  106°  +  15°  =  121°. 

Figure  7. — To  find  the  height  of  an  inaccessible  object. 

Let  c  be  the  apex  of  a  steeple,  standing  on  the  summit  of 
a  hill,  and  let  a  b  be  a  straight  line  parallel  to  the  horizon,  so 
that  the  point  c  may  be  seen  by  a  spectator  from  the  points 
A  and  B,  at  a  convenient  distance  from  the  eye  above  ground  : 
let  A  B  be  367  feet,  the  angle  b  a  c  =  44°  30',  and  the  angle 
c  B  D  =  51°  20' ;  it  is  now  required  to  find  the  height  of  the 
summit  c,  of  the  steeple  above  the  horizon. 

By  subtracting  51°  20'  from  180°,  a  remainder  of  128°  40' 
is  left  for  the  angle  a  b  c ;  and  since  the  three  angles  of  a 
plane  triangle  are  equal  to  two  right  angles,  the  third  angle 
A  c  B  may  be  found  by  subtracting  the  sum  of  the  two  angles 
CAB  and  c  B  A  from  180°,  viz.  44°  30'  +  128°  40'=  173°  10' 
from  180°,  which  will  leave  a  remainder  of  6°  50' ;  so  that  in 
the  right-angled  triangle  all  the  angles  and  one  side  are  given, 
by  which  to  find  the  side  b  c.  Now,  as  the  sides  of  a  plane 
triangle  are  as  the  sines  of  the  opposite  angles. 

Thus,  or  thus. 

As  sine  of  b  c  A  6°  50' log.  =  10'924520  . .     9'075480 


is  to  sine  of  b  a  c,  44°  30' . .  log. 
so  is  A  B,  367  feet log. 


to  B  c,  which  is  2,102  feet . .  log.  = 


9'845662  . 
2'56406G  . 

.  9845002 
.  2^504660 

3'334848  . 

.  12'410328 

9'075480 

3'334848 

In  the  right-angled  triangle  Arc,  right-angled  at  r,  we 
have  the  hypothenuse,  b  c,  and  the  acute  angle,  c  b  f  :  there- 
fore, making  the  hypothenuse  radius,  the  sides  are  as  the 
sines  of  their  opposite  angles.     Wherefore, 


As  rad.  sine  of  90° log. 

is  to  sine  of  51°  20' log. 

so  is  2,162  feet log. 

to  c  F,  which  is  1688  feet.  .log. 


Figure  8.- 


Thus,     or  thus. 
10' =  lO'OOOOOO 


9'892530  =  9'892536 
3-334848  =  3'334848 


3'227384  . .  13'227384 
lO'OOOOOO 


3'227384 


To  find  the  distance  between  two  inaccessible 
objects. 
Two  inaccessible  objects,  d  and  c,  are  both  visible  from 
each  of  the   two  places  a  and  b,  whose  distance  is  known, 
and  each  of  which  is  visible  from  the  other.     Required  the 
distance  c  d. 

Observe  the  <  c  a  d  =  a,  and  <  d  a  b  =  j3  from  a, 
and  <  D  B  c  =  a,  and  <  c  ba  —  fi  from  n. 
Let  a  B  ^  a. 
Then,   if  we  can  find   n  a  and  a  c,  or  d  b  and   b  c,  the 
problem  is  reduced  to  this  ;  find  the  third  side  when  the  other 
two  sides  and  the  angle  included  bj^  them  are  given. 

.T        •     .  0  A        sin.  c  B  A  sin.  B 

JNow,  m  A  c  B  A,  —  — = — 

A  B       sm.  A  o  B       sin.  a  c  b. 

But  A  c  B  =  180  (a  B  c  +  c  a  b)  =  180  —  (/3  +  a  -f  i3) 

.•.  sin.  A  c  B  =  sin.  (a  -f  /3  +  j3) 

a  sin.  (3 

■•^^='  sin.  (a  +  /3  -f  /3) 

...            DA        sin.  A  B  D        sin.  (a  -j-  B) 
and  m  A  D  B  A  —  =  ~ =  -: — i — 

AB 
AD  B 

.".  sin 


SUl.  A  D  B  SUl.    A  D  B 

180  -  (abd  +  bad)  =  180  (a  +  /3  +  /3) ; 
A  D  B  =  sin.  {(3  +  13  +  o); 
sin.  {a  -f  13) 


,  A  D 


:  a  ■ 


sin.  {13  +  (3+  a)- 

And  thus  knowing  a  c  and  a  d,  and  <  c  a  d,  we  may,  by 
means  of  a  subsidiary  angle  compute  c  d. 

TRILATERAL,  (from  the  Latin  tres,  three,  and  latus,  a 
side,)  a  plane  figure,  or  solid  angle,  having  three  sides. 

TR1!\I,  (from  the  Saxon  trimman,  to  build,)  in  general, 
signifies  to  fit;  as,  to  trim  vp,  is  to  fit  up. 

TRIMMED  :  when  a  piece  of  work  is  fitted  between  two 
others  previously  executed,  it  is  said  to  be  trimmed  in 
between  them  ;  thus,  a  partition  wall  is  said  to  be  trimmed- 
up  between  the  floor  and  the  ceiling ;  a  post  between  two 
beams,  a  trimmer  between  joists,  &c. 

Trimmed,  is  also  applied  to  the  putting  of  anything  into 
shape,  by  cutting  it  away  by  degrees  until  it  be  of  the  pro- 
posed form. 

Trimmed-out,  an  expression  applied  to  the  trimmers  of 
stairs,  when  brought  forward  to  receive  the  rough  strings. 

TRIMMER,  a  small  beam,  into  which  the  ends  of  several 
joists  are  framed.  Beams  of  this  kind  are  either  stair-trim- 
mers, hearth-trimmers,  or  tail-trimmers. 

TRIMMING  JOISTS,  the  two  joists  into  which  each  end 
of  the  trimmer  is  framed.  The  distance  of  the  trimming- 
joists,  when  employed  in  fire  places,  must  be  such  as  to  take 
in  not  only  the  fire  place,  but  the  flues  on  each  side  of 
it.  Trimming-joists  ought  to  be  stronger  than  the  other 
joists,  on  account  of  the  support  thev  have  to  give. 

TRINE  DIMENSIONS,  the  dimensions  of  a  solid, 
including  length,  breadth,  and  thickness ;  the  same  as  three- 
fi}ld  dimemions. 


TRU 
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TRIPARTITION,  (from  the  Latin  tres,  three,  and  pars, 
a  part.)  the  division  of  a  number  by  three. 

TIM  POD,  or  Tripos,  (from  rpe??,  three,  and  tthc,  a  foot,) 
ill  antiquity,  a  three-legged  seat  from  which  the  priests 
delivered  their  oracles. 

THIPTIC,  or  Triptych,  a  tablet  in  three  divisions,  of 
which  the  two  outer  fold  over  the  centre  one,  by  means 
of  hinges,  and  form  a  cover  to  it.  Triptics  are  employed  to 
adorn  the  altars  of  churches  over  which  they  are  placed ; 
when  open,  they  exhibit  a  painting,  or  representation,  of  some 
sacred  subject. 

TIUSECTION,  (from  the  Latin  tres,  three,  and  seco,  to 
cut,)  the  division  of  anything  into  three  equal  parts  ;  as  the 
trisection  of  an  angle,  &c. 

TROCHILUS,  (from  rpoxog,  a  wheel,)  an  annular  mould- 
ing, of  which  the  section  through  the  axis  of  the  column  is 
concave ;  more  commonly  denominated  scotia.  Its  situation 
is  generally  between  two  tori.    See  Scotia,  and  Mouldings. 

TROCHOID,  (from  rpoxog,  a  wheel,  and  ecdog,  shape,)  a 
figure  described  by  rolling  a  circle  upon  a  straight  line,  with 
a  pin  or  point  in  the  circumference  upon  a  fi.ved  plane,  in, 
or  parallel  to,  the  plane  of  the  moving  circle.    See  Cycloid. 

TROPHY.(rpo~aZoj',  from  TpoTTrj,topntan  enemy  tojlir/ht,) 
in  architecture,  an  ornament  representing  the  trunk  of  a  tree, 
charged  around  its  circumference  with  military  weapons, 
colours,  and  instruments  of  music. 

TROUGH,  (from  the  Saxon  (roh,)  a  vessel  in  the  form  of 
a  rectangular  prism,  open  on  the  top,  having  five  sides 
enclosed  for  holding  water. 

TRouGH-GnxTER,  a  gutter  in  the  form  of  a  trough,  placed 
below  the  dripping  eaves  of  a  house,  in  order  to  convey  the 
water  from  the  roof  to  the  vertical  trunk,  or  pipe,  by  which 
it  is  discharged.  They  are  only  used  in  common  buildings 
and  out-houses.  In  buildings  of  the  better  class,  the  water- 
way is  formed  behind  a  blocking-course. 

TROWEL.     See  Tools. 

Trowel-poist,  a  method  of  enrichment,  applied  to  some 
mouldings  of  Norman  and  Byzantine  character,  such  as  to 
give  them  the  appearance  of  having  been  indented  with  the 
point  of  a  trowel. 

TRUGG,  a  tray  to  carry  mortar  in. 

TRUNCATED,  (from  the  Latin  tnmco,  to  cut  short,) 
signifies  that  quality  of  a  solid  by  which  the  upper  portion 
is  cut  off  parallel  to  the  base  of  the  solid.  Thus  the  frustum 
of  a  pyramid,  cone,  sphere,  &c.,  is  said  to  be  truncated. 

Truncated  Cone,  one  which  has  the  upper  part  cut  off 
the  frustum  of  a  cone.    See  Cone. 

Truncated  Pyramid,  one  which  has  the  upper  part  cut 
off;  the  frustum  of  a  pyramid. 

TRUNK,  (from  the  French  tromjye,  a  long  tube,)  a  vessel 
open  at  each  end  for  the  discharge  of  water,  rain,  &c. 

Trunk,  (from  the  Latin  tntncus,  the  body  of  a  tree.)  that 
part  of  a  pilaster  which  is  contained  between  the  base  and 
the  capital. 

TRUSS,  (from  the  French  trousse,)  a  frame  of  timbers  so 
disposed,  that  if  suspended  at  two  given  points,  and  charged 
with  one  or  more  weights  in  certain  others,  no  timber  would 
press  transversely  upon  another,  except  by  timbers  exerting 
equal  and  opposite  forces. 

Wlien  one  or  more  exterior  timbers  of  a  frame,  suspended 
from  two  given  points,  are  propped  by  the  disposition  of 
interior  timbers  at  certain  points  in  each  of  the  exterior 
pieces,  so  as  to  resist  the  pressures  of  several  weights,  each 
acting  upon  one  of  the  said  points,  without  any  tendency  to 
bend  or  break  any  timber  employed  in  the  construction ;  the 
frame  is  called  a  truss,  and  each  of  the  exterior  timbers 
80  propped  in  their  length,  are  said  to  be  trussed. 


It  is  a  principle  in  every  such  frame  to  have  as  few  quad- 
rangles as  possible ;  all  the  interstices,  or  openings,  should 
be  triangles ;  and  the  intersections  of  the  timbers  should  be 
as  direct  as  possible,  because  oblique  pressures  exert  pro- 
digious strains,  which  require  strong  timbers  of  large  scant- 
lings to  withstand  them,  and  these  would  press  upon  the 
abutments  so  much  as  to  make  the  truss  sag  by  the  compres- 
sion of  the  intermediate  joggles.  Wherever  two  oblique 
thrusts  press  to  the  same  point,  no  transverse  timber  should 
be  interposed  ;  for  the  shrinking  of  the  transverse  piece  will 
also  make  the  truss  liable  to  sag.  A  truss  of  any  extension 
may  be  made  with  a  series  of  triangles  composed  of  very 
short  timbers  ;  but  then  it  will  be  necessary  that  every  two 
adjoining  triangles  have  the  same  common  side,  otherwise 
transverse  strains  will  be  produced.  A  truss  may  also  be 
made  of  very  short  timbers,  by  making  them  balance  each 
other  by  their  position  only. 

Trusses  are  used  for  several  purposes  in  building,  as  in 
partitions  for  supporting  the  floor  above,  to  prevent  it  from 
communicating  its  pressure  to  the  floor  below,  which  may 
also  be  hung  to  the  truss ;  particularly  when  there  are 
neither  bearing  partition,  nor  trussed  girders,  which  are 
shallow  trusses,  put  between  the  ceiling  and  the  floor, 
in  order  to  stitfen  the  platform  for  walking  upon.  A  roof 
of  any  considerable  extent  cannot  be  executed  without  one 
or  more  trusses;  nor  yet  the  centre  of  a  bridge,  or  large 
vault. 

Trusses  employed  in  roofs  and  centerings,  are  placed  from 
eight  to  ten  feet  distance  in  the  clear,  and  in  equidistant  ver- 
tical planes.  They  may  also  be  employed  in  the  inclined 
sides  of  a  roof,  having  their  plane  parallel  to  that  of  the 
covering,  to  counteract  the  pressure  of  the  rafters  downwards, 
and  keep  the  lateral  foice  thereby  occasioned  from  acting 
upon  the  walls. 

In  all  regular  trusses,  inclined  timbers  stand  in  pairs  for 
mutual  resistance,  or  counteraction.  The  names  of  the  tim- 
bers which  most  frer|uently  occur  in  trussed  work  are  as 
follow:  all  inclined  timbers  are  called  braces;  braces  which 
either  meet,  or  have  ther  direction  to  a  point  below  their 
extremities,  are  called  struts  ;  hence  every  strut  is  a  brace, 
but  every  brace  is  not  a  strut ;  those  braces  which  form  the 
exterior  part  of  the  truss,  are  called  ^rj/iC(/>((i  rafters:  braces 
under  the  principal  ratters,  and  parallel  to  them,  are  called 
principal  braces,  discharging  braces,  auxiliary  rafters,  or 
cushion,  rafters.  Beams  have  various  names,  according  as 
they  have  a  higher  or  lower  situation  in  the  truss,  or  accord- 
ing as  they  perform  the  office  of  a  tie  or  straining-piece  ;  a 
beam  acting  as  a  tie,  is  therefore  called  a  tie-heam;  of  which 
description  it  is  always  the  lowest;  abeam  extending  above 
the  tie-beam,  between  a  pair  of  principal  rafters,  is  called  a 
collar-beam,  or  simply  a  collar,  or  straininy-beum,  which 
name  indicates  its  use ;  when  a  beam  terminates  the  upper 
part  of  a  truss,  it  is  called  a  camber-beam,  because  it  is  made 
to  slope  in  a  small  degree  both  ways  from  its  middle  towi.rds 
each  extreme  on  the  upper  edge  ;  beams  placed  above  the 
tie-beam,  between  a  pair  of  posts,  are  called  straining-beams. 
Posts  when  employed  in  trusses,  stand  always  in  pairs,  except 
there  be  one  in  the  middle :  every  such  po-t  is  called  by  the 
general  name  of  truss-post :  when  the  head  of  a  truss-post 
stands  at  the  apex  of  a  pair  of  principal  rafters,  it  is  called 
the  middle-post,  crown-post,  or  king-post :  a  pair  of  truss- 
posts,  each  of  which  is  placed  equidistant  from  the  middle 
or  ends  of  the  truss,  are  called  side-posts :  when  there  is  no 
crown-post  in  a  truss,  but  one  or  more  pairs  of  side-posts, 
the  pair  next  the  middle  are  called  queen-posts.  The  an- 
nexed Plate  shows  the  various  parts  of  a  truss  in  detail, 
together  with  various  methods  of  comiecting  them  together. 
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Flfjiire  1. — No.  1.  The  top  of  the  king-post,  with  part  of 
the  principals,  and  a  strap  connecting  the  tJireo  memheis. 

No.  !J.  The  method  of  joining  the  king-post  with  the  tie- 
beam,  and  of  screwing  it  up. 

No.  3.  The  edge  of  the  king-post,  and  a  section  of  the  tie- 
beara. 

Figure  2. — Another  method  of  joining  the  principals, 
king-post,  and  tie-beams. 

No.  1.  Parts  of  the  principal  rafters  and  king-post  secured 
together  by  a  branched  strap. 

No.  2.  The  method  of  strapping  the  king-post  and  tie- 
beam. 

No.  3.  Parts  of  the  king-post  and  tie-beam,  showing  the 
method  of  wedging  them. 

Figure  3. — The  method  of  forming  a  joggle,  when  the 
thick  part  at  the  bottom  of  the  king-post  is  not  sufficient  for 
receiving  the  shoulder  of  the  struts  at  right  angles  to  their 
directions. 

Figure  4. — A  similar  method,  with  a  little  variation. 

Figure  5. — No.  1.  Another  method  of  joining  the  prin- 
cipals and  king-posts  b}'  means  of  an  iron  dovetail,  which  is 
received  into  a  mortise  in  the  head  of  each  principal. 

No.  2.  View  from  the  top  of  the  principals,  showing  the 
head  of  the  wedge. 

Figure  6. — Method  of  securing  the  tie-beam  and  principals 
when  the  king-post  is  made  of  an  iron  rod. 

No.  1.  The  principals,  with  a  part  of  the  iron  king-rod, 
and  the  hanging  up  of  the  tie-beam. 

No.  2.  The  struts  fixed  to  the  iron  king-rod,  and  the 
hanging  up  of  the  tie-beam. 

Truss  Partition,  a  partition  with  a  truss  consisting  gene- 
rally of  a  quadran^lar  frame,  two  braces,  and  two  queen- 
posts,  with  a  straining-piece  between  the  queen-posts,  opposite 
the  top  of  the  braces. 

TRUSS  POSTS.     See  Trcss. 

TRUSSED  BEAM,  TRUSSED  GIRDERS,  or  GIRD- 
ING BEAMS.     See  Girders. 

TRUSSED-RAFTER-ROOF,  a  roof  which  has  no  prin- 
cipal trusses,  but  which  is  composed  entirely  of  trussed  rafters. 
Such  roofs  are  not  uncommon  in  churches  of  the  12th  or  13th 
centuries ;  they  have  a  very  pleasing  perspective  effect. 

TRUSSELS,  or  TRESSELS,  (from  the  French  tresteau,) 
props  for  the  support  of  anything,  the  under  surface  of  which 
is  horizontal ;  each  trussel  consists  of  three  or  four  legs, 
attached  to  a  horizontal  part.  When  the  trussels  are  high, 
the  legs  are  sometimes*braced.  Tiussels  are  much  used  in 
building  for  the  support  of  scaflblding,  and  by  carpenters  and 
joiners  for  ripping  and  cross-cutting  timber,  and  for  many 
other  purposes. 

TRUSSING  PIECES,  those  timbers  in  a  roof  that  are 
in  a  state  of  compression. 

TRY,,  (from  the  French  trier,  to  bring  to  a  test,)  to  plane 
a  piece  of  stuff  by  the  rule  and  square  only. 

TUBE,  (from  the  Latin  tubus,  a  pipe,)  a  substance  perfo- 
rated longitudinally,  generally  quite  through. 
TUBULAR  BRIDGE.  See  Iron  Bridge. 
TUDOR  ARCHITECTURE,  considered  in  a  general 
sense,  is  that  style  of  architecture  which  prevailed  during  the 
Tudor  dynasty.  It  is  necess^iry,  however,  that  the  applica- 
tion of  the  term  should  be  somewhat  limited  ;  for  it  cannot 
be  e.xpedient  to  adopt  one  title  for  so  many  and  widely-dif- 
ferent styles  as  those  prevailing  during  that  period  ;  amongst 
which  may  be  enumerated  the  late  Perpendicular  Gothic, 
the  mixed  or  Elizabethan  style,  in  which  Italian  details  were 
introduced  in  buildings  otherwise  Gothic,  and  the  Italian  as 
practised  by  Inigo  Jones  and  his  cotempoi-aries. 

As  to  the  precise  limitation  of  the  term,  there  seems  to  be 
129 


but  little  agreement  amongst  writers  upon  the  subject ;  some 
applying  it  to  buildings  of  the  late  Perpendicular  style, 
in  which  ornamental  details  were  profusely  introduced,  and 
which  is,  by  other  writers,  designated  as  Florid  Gothic. 
Under  this  signification,  Ecclesiastical  as  well  as  Domestic 
and  Civil  structures  are  included  ;  and  of  these,  Henry  VI'.'s 
chapel,  at  Westminster,  forms  a  characteristic  example.  The 
aj5plieation  of  the  term  is  strictly  correct  with  respect  to 
chronology,  but  is  rather  inconvenient  as  regards  systematic 
arrangement,  based  upon  peculiarities  of  style  ;  and,  besides 
this,  there  are  so  few  important  examples  of  this  particular 
class,  as  scarcely  to  warrant  the  formation  of  a  distinct  style ; 
they  may  be  fairly  considered  as  modifications  of  the  Perpen- 
dicular. 

Other  writers  would  divide  the  style  thus  denominated 
into  two  divisions.  Early  and  Late  Tudor,  the  former  term 
including  the  buildings  just  alluded  to,  and  the  latter  being 
applied  to  those  into  which  Italian  details  are  introduced, 
and  which  are  otherwise  distinguished  as  Elizabethan.  This 
plan  we  shall  now  adopt  to  a  certain  extent,  excluding,  how- 
ever, the  ecclesiastical  buildings,  which  we  include  under  the 
Perpendicular  style,  and  conceding  the  term  Tudor  entirely 
to  buildings  of  a  domestic  character.  This  arrangement,  we 
must  confess,  is  not  without  its  objections;  and  we  are 
inclined  to  think  that  the  distinction  between  the  first  and 
second  class  of  buildings  is  sufficiently  great  to  entitle  them 
to  distinct  designations,  and,  therefore,  that  the  title  of  I<]liza- 
bethan  may  be  appropriately  applied  to  the  latter,  to  marl< 
out  a  peculiar  and  separate  style.  We  shall  have  before  us, 
then,  for  consideration,  the  Early  Tudor,  and  the  Elizabethan 
or  Late  Tudor,  styles. 

The  reign  of  Ilenry  VIL  introduced  a  new  mode  of  liv- 
ing, and  with  it  a  new  style  of  domestic  architecture.  With 
his  marriage,  the  feuds  between  the  houses  of  York  and 
Lancaster  came  to  an  end,  and  a  long  season  of  internal  peiui; 
seemed  about  to  follow  the  troublous  times  of  the  preceding 
monarchs.  Previous  to  this  period,  domestic  architecture 
can  scarcely  be  said  to  have  had  any  existence ;  the  man- 
sions that  had  been  erected  were  rather  military  than  domes- 
tic, more  like  fortresses  than  dwellings.  Now,  however, 
with  a  prospect  of  peaceful  times  before  them,  men  began  to 
look  for  convenience  rather  than  strength  in  their  private 
mansions,  and  elegance  began  to  be  preferred  to  security. 
The  halls  of  this  and  the  following  reign  contained  little  of 
the  fortified  character  of  their  predecessors  beyond  the  battle- 
ments with,  which  the  walls  were  surmounted,  and  these, 
indeed,  appear  to  have  been  preserved  more  for  ornament 
than  use  :  the  thickness  of  the  walls  was  reduced,  the  size 
of  the  windows  enlarged,  and  the  other  arrangements  influ- 
enced by  the  requirements  for  comfort  and  couvenience  rather 
than  of  security. 

We  know  little  of  Ilenry  VII.'s  buildings  of  this  class ;  of 
the  palace  erected  by  him  at  Shene  or  Richmond,  not  a  ves- 
tige now  remains,  but  some  particulars  concerning  it  are 
given  in  the  Survey  of  1G49,  when  it  was  offered  for  sale  liy 
the  Commissioners  of  Parliament.  It  abounded  with  bay- 
windows  of  capricious  design,  with  rectangular  and  semi- 
circular projections  :  and  was  adorned  with  many  octagonal 
towers,  surmounted  with  bulbous  cupolas  of  the  same  plan, 
having  their  angles  enriched  with  crockets. 

Henpy  VIII.  was  not  only  a  great  builder  himself,  but 
encouraged  his  nobles  to  follow  his  example ;  so  that  there 
was  no  lack  of  examples  in  his  reign.     Henry,  himself,  is 
said  to  have  built  or  repaiied  the  following  mansions : — 
Beaulieu,  or  Newhall,  Essex. 

Hemsdon,  Herts,  originally  built  by  Sir  John  Oldhall, 
temp.  Edward  IV. 
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Ampthill,  Bedfordshire. 

Nonsuch,  Surrey. 

York  Place,  Wliitchall,  Westminster. 

Bridewell  and  Bliickfriars,  London,  for  the  reception  of 
the  emperor  Charles  V. 

St.  James's,  Westminster. 

Kimbolton,  Huntingdonshire,  the  jointure  of  the  divorced 
Queen  Catherine  of  Arra_<;on. 

Sheriff  Hutton,  Yorkshire,  given  for  the  residence  of 
Henry,  Duke  of  Ivichniond,  the  king's  natural  son. 

King's  Langley,  Herts. 

When  the  monarch  set  liimself  so  vigorously  to  work  in 
building  and  repairing,  it  is  no  matter  of  surprise  to  see  his 
courtiers  following  in  the  same  steps;  and,  accordingly,  we 
find  that  many  and  sumi)tuous  were  the  mansions  erected  by 
them.  Foremost  in  such  works  stands  Wolsey,  amongst 
whose  principal  buildings  may  be  enumerated  Hampton 
Court  Palace;  York  House,  afterwards  Whitehall;  his  epis- 
copal residence  at  Esher,  Surrey;  the  college  of  Christchurch, 
Oxford,  and  another  at  Ipswich.  Edward  Staflbrd,  Duke  of 
Buckingham,  erected  a  magnificent  palace  at  Thornbury, 
Gloucestershire;  Charles  Brandon,  Duke  of  Suflijlk,  one  at 
Grimsthorpe,  Lincolnshire ;  the  Duke  of  Norfolk,  and  his 
son,  the  Earl  of  Surrey,  those  of  Kenninghall,  Norfolk,  and 
Mount  Surrey,  near  Norwich.  Amongst  others  may  be 
mentioned  Haddon  Hall,  Derbyshire ;  Coudray,  Sussex, 
destroyed  by  fire  in  1793;  Hever  Castle,  Kent ;  Gosfield 
Hall,  Essex,  perfect ;  Hengreave  Hall,  Suffolk,  perfect ; 
Layer  Marney,  Essex,  now  in  ruins;  Raglan  Castle,  Mon- 
mouthshire, in  ruins;  Hunsdon  House,  Herts,  rebuilt; 
South  Wingficld,  Derbyshire,  dilapidated  ;  Hill  Hall,  Essex; 
Wolterton,  East  Barsham,  Norfulk,  in  ruins. 

The  plan  of  the  larger  mansions  of  this  period  was  quad- 
rangular, comprising  an  inner  and  base  court,  between  which 
stood  the  gate-house.  On  the  side  of  the  inner  court,  fiicing 
the  entrance,  the  principal  apartments  were  placed,  amongst 
which  may  be  enumerated  the  hall,  the  chapel,  the  great 
chamber  and  dining-room,  and  were  connected  with  a  gallery 
for  amusements  running  the  whole  length  of  another  of  the 
sides  of  the  quadrangle.  Several  examples  of  this  description 
are  to  be  found,  of  which  Hannaker  House,  near  Midhurst, 
Sussex,  will  give  us  a  good  idea;  this  mansion  was  built 
round  a  court,  with  the  entrance  under  an  embattled  gate- 
house, flanked  by  small  octagonal  towers  on  the  south ;  a 
square  tower  stood  at  the  south-east  angle ;  the  chapel  and 
other  apartments  on  the  east,  and  the  hall  and  principal  rooms 
on  the  noilh.  In  mansions  of  less  pretensions,  the  gate-house 
stood  in  advance  of  the  liuilding,  connected  with  it  only  by 
mantle  walls,  as  at  East  Barsham,  Norfolk. 

The  materials  of  which  such  buildings  were  constructed 
were  either  brick  or  stone,  and  sometimes  both  combined, 
the  main  building  being  of  brick  and  the  dressings  of  free- 
stone ;  this  practice  was  very  common.  Bricks  of  two 
colours,  usually  l)lack  and  red,  and  sometimes  highly  glazed, 
were  employed  to  variegate  the  surface,  the  darker-coloured 
bricks  being  disj)osed  in  the  form  of  lozenges  and  other 
figures ;  and  in  some  instances  the  brick-work  was  rendered 
in  ornamental  plaster,  as  at  Nonsuch.  Moulded  brick-work 
and  terra-cotta  were  also  employed  for  decorative  purposes; 
medallions,  or  busts  of  terra-cotta  were  frequently  inserted 
in  small  circular  and  other-shaped  cavities  in  the  waTls,  and 
heraldic  devices,  cognizances,  &c.  were  dispersed  in  various 
parts  of  the  building. 

The  details  and  style  of  ornament  adopted  in  those  houses 
are,  tor  the  most  part,  the  same  as  those  to  be  found  in  eccle- 
siasticjil  buildings  of  the  same  period,  the  principal  difference 
consisting  in  the  different  composition  and  arrangement  of 


the  various  parts.  Amongst  the  more  striking  peculiarities 
may  be  reckoned  the  gate-houses,  the  numerous  turrets  and 
chimneys,  the  beautiful  bay  and  oriel  windows,  the  roof, 
ceilings,  and  panelled  wainscot  round  the  internal  walls. 

The  gate-houses  were  very  prominent  features  in  these 
buildings,  of  lofty  elevation,  containing  several  apartments; 
they  seem  to  have  received  a  great  deal  of  attention  as  to 
design,  &c.,  and  were  more  beautifull}-  ornamented  than 
almost  any  other  part  of  the  building.  They  were  mostly 
placed  in  the  centre  of  one  of  the  sides  of  the  court,  and  were 
usually  embattled,  and  flanked  by  more  lofty  tuirets  at  the 
angles.  Stair-case  turrets,  rising  above  the  general  eleva- 
tion, served  to  relieve  the  general  outline,  and  of  those  there 
were  frequently  several  in  the  angles  and  other  parts  of  the 
court  as  occasion  demanded  ;  the  gables,  also,  were  often 
flanked  with  turrets.  Grouping  well  with  these  turrets,  the 
heavy  masses  of  chimneys  stood  out  in  bold  relief,  and  gave 
great  character  to  the  elevation.  Previous  to  this  date, 
chimneys  had  been  rarely  used,  and,  when  employed,  had 
been  made  of  secondary  importance  in  the  general  design  ; 
but  now  they  not  only  began  to  be  extensively  used,  but 
formed  very  prominent  objects  in  the  elevation ;  and  re- 
ceived, probably,  as  much  attention  in  the  design  as  any 
other  part  of  the  edifice.  They  were  of  lofty  proportions, 
circular  or  octagonal  in  plan,  and  usually  clusteied  together 
in  groups  of  two,  four,  or  more.  The  shafts  were  ornaniented 
with  various  devices,  as  roses,  fleur-de-lis,  &o.,  moulded  on  the 
surface;  at  other  times  they  were  carved  with  spiral  flutings, 
and  ornamented  in  an  infinite  variety  of  ways ;  the  tops,  or 
caps, as  they  may  be  called,  were  richly  nniulded,and,  indeed, 
the  inventive  powers  seem  to  have  been  exhausted  in  the 
multitude  of  designs  for  the  enrichment  of  this  member  of 
the  edifice.  The  projecting  windows  form  a  very  character- 
istic feature  of  tlie  style  :  tiiey  are  of  two  kinds,  those  which 
rise  immediately  from  the  level  of  the  ground  being  termed 
bays ;  and  those  which  project  out  in  the  u])per  part  of  the 
building,  being  corbelled  out  so  as  to  overhang  that  below, 
are  termed  oriels.  Both  kinds  of  windows  are  erected  on 
plans  of  various  figures,  but  more  especially  upon  those  of  a 
rectangular,  semi-octagonal,  or  semi-circular  plan.  Some- 
times they  are  restricted  to  a  single  floor,  while  at  others 
they  are  carried  up  through  several.  The  bay-window  is 
very  common  in  large  halls,  where  it  is  found  at  the  upper 
end  forming  a  recess  at  the  side  of  the  dais  ;  sometimes  we 
find  a  bay  on  either  side  of  the  da^s;  such  windows  were 
usually  loftier  than  the  others,  being  carried  from  about  three 
feet  from  the  ground  to  the  ceiling.  Oriel  windows  are 
principally  confined  to  the  buildings  of  Henry  VII. 's  and  the 
early  part  of  Henry  Vlll.'s  reign,  but  bays  were  common  in 
the  reign  of  Elizabeth. 

Many  of  the  great  halls  of  this  period  had  open  timber- 
roofs,  of  bold  construction  and  beautiful  design  :  they  are 
mostly  what  are  termed  hammer-beam  roofs.  ISee  Roof. 
The  most  remarkable  are  those  erected  by  Cardinal  Wolsey, 
at  Hampton  Court  Palace,  and  at  Christ  Church  Oxford, 
both  of  which  are  40  feet  in  width  :  many  others  are  to  be 
seen  in  the  halls  of  colleges  at  Oxford  and  Cambridge,  and 
in  the  inns  of  court  in  London.  The  ceilings  were  usually  of 
timber,  divided  into  compartments  by  the  main  timbers  of 
the  floor  above,  and  sometimes  into  smaller  compartments  by 
the  joists,  the  timbers  being  cither  moulded  or  chamfered  on 
the  edge.  Sometimes  the  flooring-timbers  are  concealed  by 
panels  with  ribs  of  oak,  which  divide  the  surface  into  com- 
partments of  various  forms,  the  ground  between  the  ribs 
being  either  of  wood  or  plaster.  At  the  intersections  of  the 
ribs,  bosses  of  foliage  and  devices  in  wood  or  plaster  were 
frequently  introduced. 


The  walls  of  the  principal  chambers  were  often  lined  with 
carved  wainscoting  in  panels,  which  were  small,  and  mostly 
of  what  is  termed  the  linen  pattern ;  sometimes  they  were 
enriched  with  carved  work  in  the  shape  of  ciphers,  cogni- 
zances, chimeras,  mottoes,  &c. 

The  windows  of  this  style  are  usually  square-headed, 
divided  into  lights  by  muUions  and  transoms,  the  latter  being 
frequently  enriched  with  a  series  of  small  battlements  on  the 
top,  and  the  lights  arched  and  cusped. 

The  following  examples  will  serve  to  afford  some  idea  of 
the  general  character  of  the  buildings  of  this  period  : — 

Hampton  Court  Palace,  commenced  in  1514,  was  erected 
by  Cardinal  Wolsey ;  it  is  a  very  magnificent  building, 
comprising  no  less  than  five  courts.  In  the  centre  of  the 
entrance-front  is  a  square  tower,  flanked  by  an  octagonal 
turret  at  each  angle,  which  rises  above  the  general  elevation 
of  the  tower;  in  the  lower  story  is  the  grand  gateway,  with 
obtuse-pointed  or  Tudor  arch,  over  which  in  front  and  rear 
is  a  rich  oriel  window.  The  walls  are  crowned  by  battle- 
ments of  open  work,  and  each  turret  is  terminated  by  an 
octagonal  roof,  the  contour  being  a  curve  of  contrary 
fle.xure. 

On  the  right  and  left  of  the  tower  the  buildings  are  partly 
modernized,  but  at  each  extremity  is  one  of  the  old  gables, 
the  raking  cornices  of  which  are  ornamented  with  figures 
of  griffins.  From  these  extremities  wings  project  towards 
the  front  at  right  angles  to  the  body  of  the  building.  The 
first  quadrangle,  which  is  entered  by  the  above  gateway,  con- 
sists of  the  dwelling-house,  the  walls  of  which  are  crowned 
with  embattled  parapets;  the  windows  are  square-headed, 
and  the  doors  covered  by  plain  arches.  In  the  centre  of  the 
side  of  this  quadrangle,  which  is  opposite  to  the  grand 
entrance,  is  another  tower  similar  to,  but  smaller  than  the 
first,  and  flanked  by  rectangular  battlemented  turrets ;  through 
this  tower  is  an  arched  passage  leading  into  the  second  quad- 
rangle, and  over  it  an  oriel  window. 

The  second  quadrangle  is  smaller  than  the  first,  the  left 
side  being  occupied  by  the  grand  hall,  which  is  covered  by 
a  lofty  roof;  the  walls  are  strengthened  by  buttresses,  and 
the  windows,  which  are  pointed,  are  divided  by  mullions 
carried  perpendicularly  to  the  head.  The  right-hand  side  of 
the  court  is  occupied  by  a  colonnade  designed  by  Sir  Chris- 
topher Wren.  In  tiie  third  side  is  a  tower  in  a  line  with 
the  two  previously  mentioned,  containing  a  passage  leading 
to  the  third  quadrangle,  the  ceiling  of  which  is  enriched  w-ith 
delicate  fan-tracery.  The  third  quadrangle  is  surrounded  by 
an  arcade  supporting  the  fronts  of  the  buildings ;  the  walls 
of  which  are  of  red  and  dark  brick  set  in  diamond  patterns, 
and  are  crowned  with  plain  and  perforated  battlements. 
This  court  was  modernized  in  the  reign  of  William  III.  The 
windows  of  the  ancient  building  are  distributed  without  res- 
pect |o  symmetry  ;  the  frames  are  rectangular,  and  in  general 
of  greater  width  than  height;  they  are  divided  vertically  by 
one  or  more  mulUons,  and  some  by  transoms  running  across 
at  about  mid-height ;  the  lights  are  obtusely  arched  at 
the  head. 

The  timber-roof  of  the  hall  is  of  very  good  construction, 
and  of  beautiful  design.  Each  frame  is  formed  by  tw^o 
inclined  principals,  separated  by  a  straining-piece  at  top,  and 
tied  together  at  about  mid-height  by  a  collar-beam  ;  a  hammer- 
beam  at  the  bottom  of  each  principal  projects  for  about 
a  quarter  the  entire  width  of  the  hall,  and  is  supported  at  the 
extremity  by  a  curved  brace  lesting  on  a  wall-post,  which 
again  is  supported  on  a  corbel  at  some  distance  below  the 
top  of  the  wall.  The  extremity  of  the  hammer-beam 
carries  a  pendant,  and  above  it  springs  a  curved  rib  which 
meets  one  from  the  opposite  side  of  the  roof,  immediately 


under  the  centre  of  the  collar-beam,  and  thus  forms  an 
obtuse-pointed  arch.  The  contour  of  the  roof,  as  seen 
from  below,  will  therefore  present  the  appearance  of  a 
trefoil  ;  it  is  enriched  with  pierced  panelling,  and  other 
carved  work. 

Thornbury  Castle,  Gloucestershire,  was  commenced  about 
1511 ;  the  parts  at  present  existing,  having  been  built  in  the 
reign  of  Henry  VIII.,  by  Edward  Stafford,  Duke  of  Buck- 
ingham, who  was  engaged  on  it  for  ten  years,  but  was  not 
siilFered  to  live  to  complete  it.  "  The  towers  at  the  entrance 
to  the  inner  court  are  bold  in  design  ;  the  projecting  machico- 
lations, still  preserved,  are  very  good  examples.  The  bay- 
windows  of  the  great  hall  are  beautifully  composed  ;  the 
plans  of  the  upper  and  lower  parts  vary,  the  one  being 
a  combination  of  five  semi-circles  of  four  lights  in  each, 
whilst  the  latter  is  angular,  and  more  solid  in  construction." 

The  great  oriel  window  is  very  beautiful,  as  are  also  the 
enriched  chimney-shafts,  fire-places,  &c.,  illustrations  of 
which  will  be  found  in  Pinjiii's  Examjyles. 

The  following  description  of  a  mansion  of  this  period, 
at  Midhurst,  in  Sussex,  is  given  by  Warton  : — "  We  enter  a 
spacious  and  lofty  quadrangle  of  stone,  through  a  lofty  Gothic 
tower  with  four  angular  turrets.  The  roof  of  the  gateway 
is  a  fine  piece  of  old  fret-work.  There  is  a  venerable  old 
hall,  with  a  noble  oak-raftered  roof,  and  a  large  high  range 
of  Gothic  windows.  Opposite  the  screen  is  the  arched  portal 
of  the  buttery.  Adjoining  the  hall  is  a  dining-room,  the 
walls  painted  all  over  (as  was  anciently  the  mode  soon  after 
the  beginning  of  the  reign  of  Edward  VI.,)  chiefly  with 
histories  (out  of  perspective)  of  Henry  VIII. ;  the  roof  is  in 
flat  compartments.  A  gallery  with  window-recesses,  or 
oriels,  occupies  one  side  of  the  quadrangular  court.  A  gallery 
on  the  opposite,  of  equal  dimensions,  has  given  way  to 
modern  convenience,  and  is  converted  into  bed-chambers. 
In  the  centre  of  the  court  is  a  magnificent  old  fountain,  with 
much  im.agery  in  brass,  and  a  variety  of  devices  for  shooting 
water.  On  the  top  of  the  hall  is  the  original  louvre  or  lan- 
tern, adorned  with  a  profusion  of  vanes.  The  chapel,  run- 
ning at  right  angles  with  the  hall,  terminates  in  the  garden 
with  three  large  Gothic  windows." 

Hengrave  Hall,  Suflblk,  was  built,  as  we  learn  from  an 
inscription  on  the  outside  of  the  curious  oriel  window, 
in  1538.  It  consists  of  an  open  court  surrounded  on  three 
sides  by  a  gallery,  communicating  with  all  the  apaitments, 
and  lighted  by  windows  looking  into  the  court:  on  the  other 
side  is  the  hall,  (ol  feet  by  25,)  which  is  lighted  by  a  bay 
and  two  other  windows,  also  looking  into  the  court.  The 
principal  part  presents  a  very  picturesque  appearance, 
measuring  about  160  feet  in  length.  The  building  is  of 
brick  and  stone,  and  the  gateway,  which  is  in  good  preserva- 
tion, is  of  peculiar  design. 

The  manor-house  at  East  Barsham,  Norfolk,  is  composed 
almost  entirely  of  bricks  :  it  was  commenced  in  the  reign  of 
Henry  VII.,  atid  finished  in  that  of  his  successor.  The 
following  description  is  given  by  Mr.  Bury  : — "The  walls 
of  the  princi[)al  front  are  nearly  on  one  plane,  being  broken 
only  by  the  porch  in  the  centre  ;  and  octagonal  turrets  of 
diflerent  sizes  are  so  disposed  as  to  give  a  variety  of  outline 
to  the  combination.  The  hall  is  to  the  left  of  the  porch  by 
which  it  is  entered;  the  great  parlour  and  principal  apart- 
ments are  beyond,  or  at  the  back  of  it.  The  windows  are 
large,  and  must  have  given  the  rooms  a  cheerful  appearance. 
The  building  consists  of  only  two  stories,  except  in  one  part, 
where  another  is  added  as  a  tower.  The  upper  string- 
courses are  bold  in  moulding,  and  rich  in  cast  ornaments  and 
panels  ;  these  are  surmounted  by  moulded  battlements  with 
beautiful  traccried  panels.   The  sUck  of  ten  chimneys  at  the 
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west  end  of  the  hall,  and  the  turret-terminations,  are  fine  in 
design  and  execution.  "  The  building,  which  measures 
140  by  58  feet,  has  a  gate-house  tower,  about  40  feet  in 
front  of  the  porch  (a  paved  court  intervening ;)  on  tliis,  if 
possible,  a  still  greater  degree  of  moulding  and  enrich- 
ment has  been  bestowed  ;  comprising  figures,  armorial  bear- 
ings, battlements,  and  panelling,  which  are  all  executed  in 
brick  in  a  surprising  manner." 

Elizabethan,  or  Late  Tudor. — During  the  whole  of  the 
above  period,  the  influence  of  Gothic  art  had  been  disappear- 
ing throughout  the  continent.  As  early  as  the  middle  of  the 
fifteenth  century,  Brunelleschi  had  introduced  that  partial 
revival  of  the  classical  styles  which  has  been  denominated 
Italian,  from  the  name  of  the  country  where  it  first  made  its 
appearance,  and  where  it  afterwards  chiefly  flourished.  This 
revival  had  been  practised  throughout  the  continent,  ere  it 
reached  this  country,  where  the  Gothic  maintained  its  posi- 
tion for  a  very  long  time,  and  even  after  the  introduction  of 
the  Italian,  gave  place  but  slowly,  and  not  without  a  severe 
and  lengthened  struggle.  Our  constant  intercourse  with  the 
continent  during  the  reign  of  Henry  VIII.,  must  have  had 
considerable  influence  on  the  arts  in  this  country,  the  eflects 
of  which  are  evident  in  the  later  buildings  of  this  reign  ;  in 
the  hall  of  Hampton  Court  Palace  are  introduced  details 
of  Italian  design,  and  in  many  other  buildings  of  the  same  or 
later  date.  The  next  reign  brings  us  a  step  further  in  this 
direction.  John  of  Padua,  an  Italian  architect,  was  intro- 
duced into  England  under  the  patronage  of  the  protector 
Somerset;  and  from  his  designs  were  erected  the  mansions 
of  Sion  House,  and  Longleat,  Wilts.  In  the  reign  of  Eliza- 
beth, however,  the  Italian  style  of  art  began  to  make  more 
rapid  strides,  and  assume  a  position  of  equality  with  the 
Gothic.  Early  in  her  reign,  the  treatises  of  Lomazzo  and 
Philibert  do  Lorme  were  translated  into  English,  and  a  work 
upon  architecture  was  published  by  John  Sliule,  an  artist 
and  architect  who  had  been  sent  out  to  Italy  by  Dudley, 
Duke  of  Northumberland.  Erom  this  and  other  circum- 
stances, it  is  not  difficult  to  account  for  the  change  which 
came  over  architecture  during  this  period.  This  change, 
however,  was  rather  in  matters  of  detail  than  in  general 
construction,  although  a  considerable  improvement  would 
seem  to  have  been  made  in  the  internal  arrangement  of 
houses,  which  were  altogether  more  commodious.  Up  to  this 
time,  the  mansions  of  the  nobility  were  usually  only  one 
story  in  height,  and  in  plan  greatly  deficient  in  the  require- 
ments incidental  to  the  improved  social  condition  of  the 
country ;  but  now  we  have  lofty  buildings,  and  considerable 
skill  exhibited  in  the  disposition  of  the  apartments;  indeed, 
we  have  ample  evidence  that  no  building  was  now  under- 
taken, without  the  previous  arrangement  of  a  well-con- 
sidered plan. 

The  plans  of  buildings  of  this  reign  were  of  varied  cha- 
racter, sometimes  quadrangular,  having  three  sides  surroun- 
ded with  buildings,  with  the  portico  in  the  centre,  the  quad- 
rangles being  usually  surrounded  with  an  open  arcade  or 
corridor.  This,  however,  was  but  one  plan  out  of  many 
others,  some  of  which  were  exceedingly  curious;  fur 
instance  : — Longford  Castle,  Wiltshire,  \vas  in  plan  similar 
to  the  ecclesiastical  device  on  which  the  doctrine  of  the  Trinity 
was  illustrated ;  it  was  a  triaugijar  court  surrounded  with 
buildings,  having  a  circular  tower  of  the  same  height  as  the 
other  parts  of  the  building,  at  each  angle,  from  each  of  which 
in  the  interior  was  carried  a  row  of  buildings  meeting  in  the 
centre. 

A  mansion,  designed  by  John  Thorpe,  the  architect,  for 
his  own  use,  was  elevated  on  a  plan  which  represented  his 
own  initials  in  monogram ;  and  that  this  was  designedly  so 


arranged,  we  learn  from  the  epigraph  appended  to  his  design, 
which  is  as  follows  : 

"  Thes  2  Letters  I  ivml  T 

"  Joyiied  together  as  you  see 

"  Is  meant  for  a  dwelling-house  for  mee"  "  Jolin  Thorpe." 

The  principal  deviations  in  matters  of  construction  from 
the  buildings  of  the  preceding  era,  consist  in  the  multiplica- 
tion of  bay-windows;  the  addition  of  large  projecting  por- 
ticoes richly  ornaiiiciited ;  the  importance  given  to  the  halls 
and  staircases,  which  became  very  spacious  and  magnificent, 
often  occupying  a  large  proportion  of  the  mansion  ;  the  in- 
creased length  and  spaciousness  of  the  galleries,  which  fre- 
quently e.xceeded  100  feet  in  length;  the  increase  of  liL'ht- 
ing  area,  the  windows  being  greatly  enlarged  in  size, 
having  sometimes  three  or  four  tiers  of  openings;  the 
magnificence  of  the  fire-places,  which  frequcntl)-  reached  to 
the  ceiling,  and  were  enriched  with  carving  ami  sculpture,  in 
the  shape  of  heraldic  devices,  &c. ;  the  beautifiil  and  richly- 
moulded  plaster  ceilings,  with  deep  cornices,  also  of  pl.aster: 
the  walls  were  either  panelled  or  whited,  and  ornamented  with 
labels  containing  poetry,  maxims,  &c.  Another  peculiarity 
is  observed  in  the  large  and  imposing  flights  of  steps,  and  in 
the  noble  terraces  in  front  of  the  mansions :  these  wore 
raised  one  above  the  other,  approached  from  one  to  the  other 
by  broad  flights  of  steps,  and  defended  on  the  edge  with 
richly-perforated  parapets  or  balconies. 

The  general  characteristic  of  the  stylo  is  manifested  in  the 
admixture  of  Italian  details  with  Gothic  features  and  designs. 
Quasi-classic  columns  and  pilasters  are  frequently  intro- 
duced, but  they  are  often  ill-proportioned  and  very  inaccu- 
rately and  rudely  profiled ;  they  are  frequently  banded  at 
intervals  in  their  height  w'ith  circular  or  square  blocks,  which 
when  square,  are  mostly  ornamented  with  diamond  or  jewel- 
shaped  projections,  a  species  of  ornament  which  is  of  frequent 
general  application  :  at  other  times  the  shafts  were  decorated 
with  grotesque  ornaments  of  various  kinds,  flutings,  &c. 
Arcades,  with  circular  arches,  are  also  common,  the  space 
from  pier  to  pier  being  ot'ten  of  an  extravagant  width,  their 
height  sometimes  running  up  into  the  entablature,  which 
memljer,  again,  is  rarely  or  never  found  continuous  or  un- 
broken, and  it  is  frequently  frittered  away  with  scroll  and 
otiier  ornaments.  The  bay-windows,  parapets,  and  gables 
are  usually  terminated  by  perforated  crestings  of  scroll  or 
geometrical  pattern ;  this  jierforated  work  and  scroll  orniv 
meiit  in  general,  as  also  the  lozenge  and  other  ornaments, 
standing  in  relief  upon  the  surface  to  be  enriched,  are  very 
profusely  employed,  and  may  be  considered  decidedly  charac- 
teristic of  the  style.  The  sliell-roofed  niclie  and  caryatid 
colunms  are  also  frequent.  The  plaster  ceilings  were  usually 
of  very  elaborate  design,  and  very  richly  moulded  ;  they  form 
a  very  praiseworthy  feature  in  buildings  of  this  date.  Ile^jildic 
devices  and  grotesques  were  not  unfrequently  employed  in 
general  ornamentation. 

It  would  be  superfluous  to  enter  into  a  more  detailed 
description,  for  the  style  altogether  is  so  abnormal  and  intri- 
cate, that  a  full  descrii)tion  would  necessitate  illustrations  of 
almost  every  example.  Very  contrary  opinions  have  been 
held  respecting  the  merit  of  this  style;  for  our  own  part, 
while  we  must  condenm  it  as  being  unscientific  in  construc- 
tion, and  impure,  if  not  baiLarous,  in  taste,  at  the  same  time 
we  are  inclined  to  allow  it  a  great  deal  of  credit  for  its  pictu- 
resque appearance.  It  certainly  will  not  stand  the  test  of 
severe  criticism. 

Amongst  the  more  noted  architects  of  this  time  we  may 
mention  the  following; — Robert  Adams,  Surveyor  of  Works 
to  Elizabeth;  Jolm  Shute,  author  of  a  book  upon  architecture; 
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Bernard  Adams ;  Lawrence  Bradshaw;  and  John  Thorpe,  wlio 
has  left  us  a  book  of  his  designs,  which  arc  very  numerous  : 
he  was  engaged  upon  a  great  many  works,  of"  which  the 
principal  are — Holland  House,  Middlesex  ;  Longford  Castle, 
Wilts;  Wollaton  Hall,  Notts;  and  Audley  End,  Essex. 
Gerard  Christmas  was  engaged  upon  Northumberland  House, 
as  was  also  Moses  Glover  and  Bernard  Jansen  ;  of  whom  the 
second  was  further  employed  in  the  completion  of  iriion  House, 
and  the  latter  in  the  erection  of  Audley  Inn.  liobert  and 
Huntingdon  Smithson,  father  and  son,  were  engaged  upon 
Wollaton  House,  Notts,  and  Bolsover,  Derbyshire.  Thomas 
Holte  was  architect  of  the  Pulilic  Schools,  and  of  the  quad- 
rangles of  Newton  and  Wadham  Colleges,  Oxford. 

Several  mansions  of  this  style  were  erected  or  completed 
during  the  reign  of  James  L,  and  even  the  early  works  of 
Inigo  Jones  were  in  this  style,  as,  for  instance,  the  quad- 
rangle of  St.  John's  College,  Oxford.  The  pure  Italian, 
however,  was  rapidly  gaining  the  ascendancy,  and  was  des- 
tined to  be  permanently  introduced  by  this  same  man  in  the 
early  part  of  the  17th  century. 

The  following  is  a  list  of  some  of  the  principal  mansions 
belonging  to  this  period  of  architecture.  As  a  description, 
apai't  from  illustrations,  would  be  of  little  use,  we  beg  to 
refer  the  reader  to  a  beautifully-illustrated  work  upon  the 
subject  by  Mr.  Nash,  entitled  '  Mansions  of  England  in  the 
Olden  Time.' 


Name. 


Basinghouse 

Gorlmmbm-y 

Knowle 

renshurst 

Kenilwoith 

llunsdon 

Burleigh 

Longleat 

Westwood 

Hardwick  Uall... 
Holland  Uouse. . . 

Bianishill 

Castle  Ashby  . .  . . 

Summer  Hill 

Cliarlton 

Hatfield 

Longford  C.istle. , 
Temple  Newsham 

Charlton 

Bolsover 

Audley  Inn 

Wollaton , 


Date. 


1560 
1565 
1570 

1575 

1577 
1579 
1590 
1597 
1607 


1611 
1612 


1613 
1616 


County. 


Present  State. 


Hants. 

Herts. 

Kent 

Kent 

Warwick 

Warwick 

Lincoln 

Wilts. 

Worcester 

Dei'by 

Middlesex 

Hants. 

Northampton 

Kent 

Wilts. 

Herts. 

Wilts. 

Yorkshire 

Kent 

Derby 

Essex 

Notts. 


In  ruins. 

Do. 
Perfect. 

Do. 
In  ruins. 
Rebuilt. 
Perfect. 

Do. 

Do. 
In  rnins. 
Perfect 

Do. 

Do. 

Do. 
Restored 
Perfect. 

Do. 

Do. 

Do. 
Dila]>idatcd. 
Perfect. 

Do. 


There  is  one  class  of  houses  which  reached  its  zenith  dur- 
ing the  reign  of  Elizabeth,  and  which  deserve  some  mention 
in  this  place  :  we  allude  to  the  half-timbered  houses.  They 
were  composed  of  timber  frame-work,  and  present  the  appear- 
ance of  brick-nogging,  the  spaces  within  the  frame  being 
plastered  :  the  timbers  are  arranged  sometimes  vertically, 
with  horizontal  beams  at  intervals,  and  this  arrangement  has 
a  very  pleasing  appearance ;  at  other  times  the  secondary 
timbers  were  ranged  diagonally,  or  disposed  so  as  to  form 
geometrical  figures,  such  as  squares,  triangles,  diamonds,  &c., 
and,  not  unfrequently,  curved  timbers  were  introduced. 
Such  houses  are  peculiar  in  having  the  upper  stories  of 
larger  dimensions  and  projecting  over  the  lower  ones,  and 
are  remarkable  for  their  barge-boards  overhanging  the  gables. 
These  are  frequently  of  very  beautiful  design,  and  delicately 
carved  ;  they  have  a  singularly  pleasing  appearance.  Wooden 
corbels,  in  the  shape  of  grotesque  figures,  are  also  common. 


Henry  VIII. 
Charles  I. 

Do. 
Elizabeth. 


Edward  VI. 
Charles  I. 


The  plaster-work  was  frequently  ornamented  with  devices  of 
various  kinds,  either  in  relief  or  recession. 

The!  counties  of  Cheshire  and  Shropshire  were  peculiarly 
noted  for  country  mansions  of  this  class ;  and  many  examples 
are  to  be  found  in  the  towns  of  Chester,  Shrewsbury,  Lei- 
cester, Warwick,  and  Ipswich.  They  invariably  present  a 
very  picturesque  appearance.  The  following  is  a  list  of 
some  of  the  principal  example.s;  and,  for  fiu'ther  informa- 
tion respecting  them,  we  refer  the  reader  to  a  work  upon  the 
subject  by  Mr.  Ilabershon  : — 

The  Oaks,  West  Bromwich  :     ...  date 
Elniley  Lodge,  near  Droitwich         „ 
Old  House,  Market  Place,  Preston  „ 
Bramall  Hall,  near  Stockport  „ 

Hop-pole  Inn,  Bromsgrove. 
Pitehfurd  Hall,  near  Shrewsbm*}'. 
Sal  warp  Court,  near  Droitwich. 
Samlesbury  Hall,  near  Blackburn    „ 
Hall-i'-the-wood,  near  Bolton  „ 

Ince  Hall,  near  Wigan. 
Park  Hall,  near  Oswestry. 
]\foroton  Hall,  near  Congleton. 
IMere  Hall,  near  Droitwich. 
For  further  particulars  on   the  subject  of  this  article,  see 
House. 

TUDOR  FLOWER,  a  flat  flower  or  leaf  of  a  diamond 
shape  placed  upright  on  its  stalk,  much  used  in  the  crest- 
ings  of  Perpendicular  work. 

Tl^FA,  a  calcareous  earth,  composed  of  broken  and  con- 
creted shells,  or  the  deposit  from  water  impregnated  with 
lime. 

Tl'MBLING-IN,  or  Tkimmixg-in  :  when  a  piece  of 
timber  is  to  be  fitted  between  two  others,  given  in  position, 
the  fitting  is  called  liimbliiifi-in;  a  trimmer  may  be  tuniblcd- 
in  between  two  joists,  and  the  purlins  of  a  roof  between  two 
of  the  raftor.s,  when  tliey  are  not  bridged  over  them. 
TUN  OF  TIMBER,  about  40  solid  feet. 
TUNNEL,  a  subterranean  passage. 

TURNING  PIECE,  a  board  wiih  a  circular  edge,  for 
turning  a  thin  brick  arch  upon,  as  the  breast  of  a  chimney. 

TURRET,  a  small  tower;  frequently  found  attached  to  a 
larger  one  at  its  angles,  or  at  the  angles  of  buildings;  they 
are  sometimes  built  out  to  contain  stairs. 

TUSCAN  ORDER,  an  ordinance  with  a  column  and 
entablature  the  same  as  the  Roman  Doric,  divested  of  its 
triglyphs,  mutules,  .and  guttas,  the  members  of  the  entablature 
being  continued  throughout  the  whole  length,  without  inter- 
ruption. 

It  has  been  customary  to  consider  this  method  as  a  sepa- 
rate order ;  but  there  would  seem  to  be  little  reason  for  so 
doing;  for  indeed  it  is  little  more  than  a  variation  of  the 
Roman  Doric,  which,  divested  of  its  enrichment:*,  is  to  all 
intents  and  purposes  Tuscan. 

We  find  no  remains  of  a  complete  Tuscan  order  amongst 
the  relics  of  antiquity  ;  the  present  delineations  of  the  order 
beini  determined  by  the  interpretations  which  different 
architects  have  put  upon  the  passage  in  Vitruviu<,  in  which  it 
is  described.  As  this  description  is  somewhat  obscure,  it  is 
not  unnatural  that  we  should  find  that  dillercnt  conclusions 
have  been  arrived  at  upon  the  sulyect  :  thus  we  have  dif- 
ferent designs  by  Palladio,  Vignola,  and  Scamozzi.  Al- 
thouTh  we  have  no  remains  of  a  perfect  order,  we  have 
examples  of  Tuscan  colunuis,  amongst  the  more  noted  of 
which  stands  the  Trajan  column  at  Rome.  Vitruvius  does 
not  speak  of  this  as  a  distinct  order,  although  he  alludes  to  the 
construction  of  Tuscan  temples.  He  makes  the  column  six 
diameters  in  height,  with  a  diminution  of  one  quarter  of  a 


dirtinctcr;  the  base  and  capital  each  one  module  in  height. 
Tie  decides  no  height  for  the  architrave  or  cornice,  omits  the 
frieze,  l)iit  plnccs  mutules  over  the  architrave,  wliich  are  to 
in-djcet  one-fourth  of  tlie  total  height  of  the  column,  includ- 
iiiil  base  and  capital.     He  does  not  provide  a  pedestal. 

Palladio  makes  the  total  height  of  the  order  nine  diameters 
and  three-quarters,  of  which  he  gives  six  to  the  column  ; 
the  height  of  base  and  capital  each  measuring  half  a  diameter ; 
he  provides  no  pedestal,  but  places  the  base  on  a  plinth 
whose  height  is  equal  to  one  diameter. 

Scrlio  makes  the  height  of  the  architrave  half  a  diameter, 
and  gives  an  equal  height  to  the  frieze  and  cornice.  His 
pedestal  consists  of  a  plinth  and  base,  a  die  and  cymatium, 
the  whole  being  a  third  of  the  height  of  the  column. 

Scaniozzi  assigns  as  the  height  of  the  entablature  one- 
fourth  of  the  total  height  of  the  column,  less  half  a  diameter; 
and  makes  his  pedestal  of  the  same  height.  He  also  places 
a  sort  of  triglyph  in  the  frieze. 


Plate  1. — The  entablature,  capital,  and  base  of  the  Tuscan 
order  finished. 

Plate  2. — Outline,  with  the  measures  of  the  various 
members. 

TUSK,  (from  the  Saxon  ti/sos,  a  fang,)  a  bevel  shoulder 
made  above  a  tenon,  and  let  into  a  girder  to  strengthen  the 
tenon. 

TYMPAN,  (from  Tv/jTravov,  a  timhrel,)  the  hollow  re- 
cessed part  of  a  pediment,  being  cither  a  plane  triangle,  or 
filled  with  ornaments  of  sculpture  raised  from  the  plane  of 
the  triangle. 

Though  the  pediments  of  the  ancient  Greeks  were  very- 
low,  they  were  long  enough  to  admit  of  the  most  beautiful 
sculpture;  as  that  of  the  Temple  of  Minerva  at  Athens,  now 
deposited  in  the  British  Museum. 

Tympan  also  signifies  the  die  of  a  pedestal,  or  the  jjanel  of 
a  door. 

TYPE,  the  canopy  over  a  pul|)it. 
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UMBER,  a  fossil  brown  substance,  used  by  painters, 
which  grinds  freely,  and  bears  a  good  body.  When  burnt, 
it  furnishes  the  most  natural  imitation  of  gold  :  with  a  mix- 
ture of  white,  it  resembles  the  colour  of  new  open  wainscot. 
It  dries  quickly,  with  a  considerable  gloss.  It  has  its  name 
from  the  ancient  province  of  Umbria  in  Italy,  whence  it  was 
originally  obtained ;  but  is  also  found  in  Germany,  Spain, 
Egypt,  Cyprus,  and  other  parts  of  the  Turkish  dominions, 
from  which  last  what  is  brought  into  England  mostly  comes. 
Dr.  Hill  and  Mr.  De  Costa  consider  ic  as  an  earth  of  the 
ochre  kind,  which  might  be  found  in  considerable  quantities 
in  England  and  Ireland,  if  properly  looked  after;  several 
large  masses  of  it  having  been  thrown  up  in  digging  on  the 
Mendip  hills,  Somersetshire,  as  well  as  in  the  county  of 
Wexford,  Ireland.  It  is  also  met  with  occasionally  in  the 
veins  of  lead-ore  in  Derbyshire  and  Flintshire. 

UNDECAGON,  (Greek  cvdsKa,  eleven,  and  ydivia,  an 
angle,)  a  figure  of  eleven  sides. 

UNDERCROFT,  a  crypt,  or  subterranean  apartment. 

UNDEli-PINNLNG,  the  act  of  bi-inging  a  wall  up  to  the 
ground-sill,  or  sometimes  that  part  of  the  wall  itself.  The 
temporary  support  of  a  wall  whose  foundations  are  defective, 
or  the  formation  of  new  foundations. 

UNGULA,  of  a  cylinder,  or  cone,  a  part  of  the  solid 
comprehended  by  part  of  the  curved  surface,  the  segment  of 
a  circle,  which  is  part  of  the  base,  and  another  plane. 

UNIVERSITY,  (from  the  Latin  unus,  one,  and  verto 
versus,  to  turn.)  a  collection  of  colleges  for  teaching  the 
various  branches  of  knowledge.  In  an  architectural  point  of 
view,  the  term  is  applicable  to  the  houses,  or  edifices,  in 
which  the  classes  are  held. 

UPIIERS,  fir  poles,  from  4  to  7  inches  in  diameter,  and 
from  20  to  40  feet  in  length;  they  are  fre(juenlly  hewn  on 
the  sides,  so  as  not  to  reduce  the  wane  entirely.  'Jhey  are 
of  great  use  in  scalfolding  and  ladders ;  and  are  also  employed 
in  slight  roofs,  where  they  are  slit. 

Ul'RlGHT,  the  elevation  of  a  building.  The  term  is 
rarely  used,  clcvcition  being  more  commonly  employed. 

UiiBlN,  or  UliBINO,  a  name  frequently  given  to  that 
most  sublime  and  excellent  painter,  Raphael  Sanzio,  from 
the  place  of  his  birth.  He  was  the  son  of  an  indifferent 
painter,  named  Sanzio,  and  was  Ijorn  on  Good  Friday,  1482. 
He  was  employed  by  the  popes  Julian  II.  and  Leo  "X.,  who 
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loaded  him  with  wealth  and  honours;  and  the  cardinal  De 
St.  Bibiana  held  him  in  such  high  t-stimation  that  he  offered 
him  his  niece  in  marriage  :  but  he  declined  this  honour,  from 
an  expectation  he  entertained,  founded  upon  the  promise  of 
Leo  X.,  of  being  made  a  cardinal  himself.  His  pictures  are 
to  be  found  principally  in  Italy  and  Paris.  That  of  the 
Transfiriuration,  preserved  at  Rome,  in  the  church  of  St. 
Peter  Monterio,  is  reckoned  his  master-piece.  His  person 
was  handsome,  and  his  manners  were  polite,  affable,  and 
modest,  though  he  lived  in  the  utmost  splendour.  He  was 
not  only  the  best  painter  in  the  world,  but  perhaps  the  best 
arehitect  too  ;  on  which  account  ho  was  employed  by  Leo  X. 
in  building  St.  Peter's  church  at  Rome.  This  engagement 
prevented  his  acceptance  of  an  invitation  into  France  from 
Francis  I.,  for  whom  he  had  painted  a  St.  Michael  and  the 
Ilohj  Fumilij,  and  had  been  renuiuerated  by  that  monarch 
with  smns  so  far  beyond  his  expectation,  that  he  resolved  to 
show  his  gratitude  by  a  performance,  in  which  he  even  sur- 
passed himself:  this  was  the  Tranxjigunition  above  alluded 
to  intended  as  a  present  to  Francis;  but  he  died  before  the 
picture  W'as  quite  finished,  and  it  was  detained  at  Rome. 
His  death  happened  on  his  liirth-day,  l.'>2(),  when  he  had 
completed  his  o8th  year ;  the  consequence  of  his  passion  for 
the  fiiir  sex,  and  the  injudicious  treatment  of  his  physicians. 
His  celebrated  Cartoons,  for  which  Louis  XV.  offered  a 
hundred  thousand  pounds,  were  purchased  by  Rubens  for 
Charles  1.  and  brought  to  England,  and  have  successively 
graced  the  palaces  of  Hampton  Court,  Buckingham  House, 
and  Windsor  Castle.  A  considerable  jealousy  existed  be- 
tween this  artist  and  Michael  Angelo,  which  sometimes 
manifested  itself  in  a  manner  not  very  creditable  to  either. 
Raphael  frequently  exercised  himself  in  .sculpture,  and  ex- 
celled as  much  in  it  as  in  painting  and  architecture.  A 
Jonas,  of  the  size  of  life,  which  is  deemed  his  clief-d^a>uvre 
in  this  line,  is  shown  in  the  chapel  of  Madonna  del  Popolo,  at 
Rome,  the  ciqiola  of  which  he  also  painted. 

UuuiN  is  also  a  naine  sometimes  given  to  Bramante,  from 
his  having  been  born  in  the  province  of  Urbino.  See  Bra- 
mante. 

UliN,  (from  the  Latin  iirna.)  a  vase  of  a  circular  firm, 
used  as  a  terminating  ornament  ujjon  an  acrotiu',  or  the  like. 
Urns  were  not  much  employed  in  the  celebrated  edifices  of 
antiquity. 
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VAGINA,  (Latin,)  the  lower  part  of  a  Terminus,  resem- 
bling a  sheath,  in  which  the  lower  part  of  the  statue  is 
inserted. 

VALLEY,  (from  the  Latin,  vallis,  a  hollow,)  the  internal 
angle  of  two  inclined  sides  of  a  roof 

Valley-Board,  a  board  fixed  upon  a  valley-rafter  for  the 
leaden  gutter  to  lie  upon. 

Valley-Rafter,  the  rafter  under  the  valley,  or  that  which 
supports  the  valley. 

It  is  evident,  that  since  the  internal  angle  is  above  the 
roof,  the  external  angle  is  under  it ;  and,  in  hip-rafters, 
that  since  the  external  angle  is  outward,  the  internal  angle  is 
inward ;  therefore,  the  hipped  angles  will  be  stronger  than 
the  valleys,  and  consequently  require  timbers  of  less  scant- 
ling to  support  them.  This  circum-stance  should  be  attended 
to  in  the  description  or  particulars  of  a  building,  as  the 
judgment  of  the  architect  will  be  shown  in  such  discri- 
minations. 

Vallet-Rafters,  in  old  books,  are  called  sleepers  ;  but  in 
this  sense  the  term  is  antiquated.     See  Sleepers. 

Valley-Pieces,  the  same  as  Valley-Rafters.  The  term 
is  used  in  some  parts  of  the  country,  particularly  in  Devon- 
shire. 

VALLUM,  a  rampart  or  raised  wall  or  mound  erected  for 
the  purpose  of  defence. 

VALVED,  anything  that  opens  upon  hinges. 

VANE,  a  plate  of  metal  turning  on  a  vertical  spindle,  and 
fixed  on  the  summit  of  a  tower,  spire,  or  other  elevated 
building,  to  show  the  direction  of  the  wind.  The  custom  of 
placing  vanes  on  church-steeples  is  very  ancient ;  and  as  they 
were  comnionly  made  to  represent  the  figure  of  a  cock,  they 
have  been  thence  termed  weather-cocks.  In  late  Gothic 
buildings,  they  frequently  present  the  appearance  of  little 
flags,  perforated  with  heraldic  devices,  &c. 

VANISHING  LINE,  in  perspective,  the  intersection  of 
the  parallel  of  any  original  plane  with  the  picture. 

Vanishing  Point,  that  point  to  which  all  parallel  lines  in 
the  same  plane  tend  in  the  representation. 

VARIATION  OF  CURVATURE,  the  change  made  on 
a  curve,  so  as  to  make  it  quicker  or  flatter  in  every  succeed- 
ing part ;  as  the  curvature  of  the  quarter  of  an  ellipsis  ter- 
minated by  the  two  axes  is  continually  quicker  from  the 
extremity  of  the  greater  axis  to  that  of  the  lesser. 

VARIETY,  (from  the  Latin,  vario,  to  change,)  the  agree- 
able disposition  of  the  parts  of  an  edifice. 

VARNISH,  a  preparation  used  to  preserve  and  put  a 
glossy  surface  upon  painted  articles.  It  consists  of  dilferent 
resins  in  a  state  of  solution,  of  which  the  most  common  are 
mastic,  sandarac,  lac,  copal,  &c. ;  they  are  prepared  with 
either  expressed  or  essential  oils  or  alcohol. 

VASE,  (from  the  Latin,  vas,  a  vessel,)  an  ornamental  ter- 
mination to  the  wall  or  other  parts  of  an  edifice,  or  to  a  pillar, 
obelisk,  or  the  like. 

Vases  are  made  in  imitation  of  vessels,  or  urns,  in  the  form 
of  a  solid  of  revolution,  and  are  often  ornamented  with  basso- 
relievos  in  infinite  variety.  Those  who  would  firm  a  good 
idea,  may  consult  the  article  Oval,  where  they  will  find  the 
mathematical  outlines  which  give  the  most  pleasing  variety 
to  the  curvature,  and  to  the  general  section  of  the  solid 


through  its  axis;  the  ornaments,  though  essential  decora- 
tions, «re  merely  auxiliaries. 

Vase  of  the  Corinthian  or  Composite  Capital,  a  solid 
of  revolution,  from  the  surface  of  which  all  the  ornaments 
project :  the  section  of  the  vase  having  its  general  outline 
of  a  form  nearly  similar  to  the  surrounding  contour  of  the 
leaves. 

The  situation  of  the  vase  is  between  the  abacus  and  the 
astragal,  at  the  top  of  the  shaft,  and  the  outline  of  the  gene- 
rating figure  is  concave,  springing  parallel  to  the  axis,  and 
receding  gradually  therefrom  to  the  top,  where  it  generally 
terminates  in  a  fillet,  also  parallel  to  the  axis. 

Vases  of  a  Theatre,  were  vessels  under  the  seats  used 
by  the  ancients,  in  order  to  pi'oduce  greater  harmony. 

VAULT,  (from  the  French  vaulle,  a  cave,)  an  arched 
roof  over  an  apartment,  concave  towards  the  void;  the  sec- 
tion may,  therefore,  be  circular,  elliptical,  parabolical,  hyper- 
bolical, catenarian,  cycloidal,  &e.,  but,  in  general,  the  sections 
are  either  portions  of  a  circle  or  of  an  ellipsis. 

Vault,  Cylindric,  that  of  which  the  surface  is  any  portion 
of  a  cylinder,  never  greater  than  the  half  when  the  axis  is 
in  the  same  plane  with  the  springing  of  the  arch.  Also 
termed  barrel  or  wagon-headed  vault. 

Vault  in  full  Centre,  that  which  is  formed  of  the  sur- 
face of  a  semicylinder. 

Vault,  Surmounted,  or  Surhausse,  that  which  is  formed 
by  the  portion  of  any  curve  where  the  height  is  greater  than 
half  the  span. 

Vault,  Siirbaisse,  that  which  is  formed  by  the  portion  of 
any  curve  whose  abscissa  is  less  than  the  ordinate  which 
forms  half  the  base. 

Vault,  Mampanl,  that  whose  springing  is  not  parallel  to 
the  horizon ;  such  as  those  of  the  old  staircases  of  the  Louvre, 
and  the  descent  into  the  cellars. 

Vault,  Double,  a  mode  of  construction,  where  one  vault 
stands  above  another,  in  order  to  preserve  the  proportion 
between  the  exterior  and  interior  of  the  building;  as  in  St. 
Peter's  at  Rome. 

Vault,  Conic,  that  which  forms  the  surface  of  a  cone. 
Conic  vaults  may  be  of  three  kinds,  according  to  the  dispo- 
sition of  the  axis,  viz.,  parallel,  perpendicular,  or  oblique  to 
the  horizon.  They  are  seldom  used  in  building  houses;  the 
only  kind  likely  to  come  into  use,  is  that  with  its  axis  parallel 
to  the  horizon. 

Vault,  Spherical,  a  vault  forming  the  portion  of  the 
surface  of  a  sphere ;  more  usually  called  a  Dome.  See 
Dome. 

Vault,  Annular,  that  of  which  the  plan  is  contained 
between  two  concentric  circles  :  its  generating  section  may 
either  be  that  of  a  pointed  arch,  or  of  a  semicircle,  or  indeed 
of  any  other  curve. 

Vault,  Simple,  that  which  is  constructed  of  the  surface 
of  some  regular  solid,  around  one  axis,  or  centre. 

Vault,  Compound,  that  which  is  compounded  of  more 
than  one  surface  of  the  same  solid,  or  of  two  different  solids. 
Vaults  of  this  kind  are  of  the  same  solid  as  those  whose  sur- 
faces have  diftcr'ent  axes,  or  different  centres,  as  those  formed 
of  two  cylinders,  equal  or  unequal,  or  of  two  spheres,  equal 
or  unequal,  penetrating  each  other. 


Vault,  Cylindro-ajUndric,  that  which  is  formed  of  the 
surfaces  of  two  unequal  cylinders.  When  their  axes  cut  each 
other,  they  are  denominated  Welsh  groina. 

Vault,  Groined,  a  compound  vault,  which  rises  to  the 
same  height  in  its  surfaces  as  that  of  two  equal  cylinders, 
or  a  cylinder  with  a  cylindroid. 

hi  the  Temple  of  Peace,  at  Rome,  the  middle  aisle  is 
groined,  all  the  arches  are  elliptic,  their  chord,  or  springing 
lino,  being  that  of  the  lesser  axis  :  the  small  groins  spring 
from  mere  points.  The  main  vault  of  this  edifice  was  sup- 
ported by  columns,  which  have  long  been  removed;  the 
entalilatures,  however,  and  the  springing  of  the  groins,  still 
rcjnain.  The  side  vaulting  is  cylindrical,  and  coffered  in 
octagons  and  squares.  The  elliptic  passages  of  the  Cojiseura 
are  groined.  Groins  are  to  be  found  in  manj^  Roman  build- 
ings still  remaining.  See  Adams's  Mains  ofSioolatro;  also 
the  Buins  of  Balbec  and  Falmyra,  by  Wood.  The  dome 
of  the  Pantheon  is  coffered;  that  of  the  Temple  of  Bacchus 
is  plain. 

The  groins  of  Gothic  edifices  arc  numerous,  and  form  a 
difliirent  class,  which  it  would  be  difficult  to  define.  The 
most  beautifid  specimens  are  to  be  found  in  England;  and 
among  the  numerous  variety,  we  might  mention  King's  Col- 
lege, Cambridge,  and  King  Henry  the  Seventh's  Chapel, 
Westminster.     See  Gothic  Architecture. 

A  vault  is  an  extended  arch,  and  therefore  the  theory  is 
the  same  as  that  of  the  arch,  which  has  been  given  under  the 
article  Stone  Bridge.  •  The  four  walls  of  a  building  arc 
strong  ties  to  every  kind  of  vaulting;  and  more  particularly 
that  of  groins,  where  the  horizontal  pressure  is  directed 
against  the  angles,  and,  consequently,  the  four  walls  in  this 
case  will  become  ties,  which  ought,  therefore,  to  be  firmly 
built  or  bound  together  with  a  cast-iron  bar,  which  will  be 
entirely  concealed.  Besides  what  has  been  shown  under  the 
article  Stone  Bridge,  the  reader  should  also  consult  the 
article  Dome,  and  the  following  quotation  from  Hutton's 
Mathematics,  vol.  iii.,  which  is  necessary  to  be  understood  by 
every  engineer. 

"  In  the  practice  of  engineering,  with  respect  to  the  erec- 
tion of  powder-magazines,  the  exterior  shape  is  usually  made 
like  the  roof  of  a  house,  having  two  sloping  sides,  forming 
two  inclined  pianos,  to  throw  off  the  rain,  and  meeting  in  an 
angle,  or  ridge,  at  the  top ;  while  the  interior  represents  a 
vault,  more  or  less  extended  as  the  occasion  may  require ; 
and  the  shape,  or  transverse  section,  in  the  form  of  some 
arch,  both  for  strength  and  commodious  room,  for  placing 
the  powder-barrels.  "  It  has  been  usual  to  make  this  interior 
curve  a  semicircle.  But,  against  this  shape,  for  such  a  pur- 
pose, I  must  enter  my  decided  protest ;  as  it  is  an  arch  the 
farthest  of  any  from  being  in  equilibrium  in  itself,  and  the 
weakest  of  any,  by  being  unavoidably  much  thinner  in  one 
part  than  in  others.  Besides,  it  is  constantly  found,  that  after 
the  centering  of  semicircular  arches  is  struck,  and  removed, 
they  settle  at  the  crown,  and  rise  up  at  the  flanks,  even  with 
a  straight  horizontal  form  at  top,  and  still  much  more  so  in 
powder-magazines  with  a  sloping  roof;  which  effects  are 
exactly  w^hat  might  be  expected  from  a  contemplation  of  the 
true  theory  of  arches.  Now,  this  shrinking  of  the  arches 
must  be  attended  with  other  additional  bad  ellects,  by  break- 
ing the  texture  of  the  cement,  after  it  has  been  in  some 
degree  dried,  and  also  by  opening  the  joints  of  the  voussoirs 
at  one  end.  Instead  of  the  circular  arch,  therefore,  we  shall 
in  this  place  give  an  investigation,  founded  on  the  true  prin- 
ciples of  equilibrium,  of  the  only  just  form  of  the  interior 
which  is  properly  adapted  to  the  usual  sloped  root. 

"  For  this  purpose,  put  a  =  d  k  the  thickness  of  the  arch 
at  the  top,  X  =  any  absciss,  d  p,  of  the  required  arch  a  d  c  m, 


M  =  K  R  the  corresponding  absciss  of  the  given  exterior  line 
K  I,  and  y  =  PC  =:  Ri  their  equal  ordinates.  Then  by  the 
principles  of  arches,  in  my  tracts  on  that  subject,  it  is  found 

that  CI  or^o  =  a  -\-  X  —  u  =  q  X  "— — : —,  or=QX-^ 

/  y° 

suppossing  y  a  constant  quantity,  and  where  q  is  some  cer- 
tain quantity  to  be  determined  hereafter.  But  k  r  or  ii 
is  =  ty,  if  t  be  put  to  denote  the  tangent  of  the  given  angle 
of  elevation  k  i  r,  to  radius  1  ;  and  then  the  equation   is 


w  =:  a  -\-x  —  'y  =: 


QX 


"  Now,  the  fluxion  of  the  equation  w  =  ^  +  «  —  'y,  is 

to  =:  X  —  ty,  and  the  second  fluxion  is  w  ^  x ;  therefore, 

the  foregoing  general  equation  becomes  w  =  — -  ;  and  hence 

r 

w  w  =  —^ — ,  the  fluent  of  which  gives  w'  =-rj-:  but  at  d 

y  .  y 

the  value  of  w  is  =  a,  and  w  =:  0,  the  curve  at  d  being 


parallel  to  k  i ;  therefore  the  correct  fluent  is  w^  —  a' : 


Q    W 


Hence,  then,  y'  =  —„ •„,  or  y  = -rh, ;  ;    the    correct 

"         iir  —  a"       '        ^  {w'  —  a' 

fluent  of  which  gives  y  =   ^  q  X  hyp.  log.  of 

i"  -\-   V  ("*"  —  "0 

a 

"  Now,  to  determine  the  value  of  q,  we  are  to  consider  that 

when  the  vertical  line  c  i  is  in  the  position  a  l  or   m  n,  then 

?*  =  c  I  becomes  =  a  l  or   m  n  =  the    given   quantity,    c 

suppose,  and  y  =  AQorQM  =  &  suppose,  in  which  position 

the  last  equation  becomes  6  =  y"  q  x  hyp.  log. 

I  /It  9\ 

^—^^ ;  and  hence  it  is  found  that  the  value  of  the 

a 

b 

constant  quantity   -w   q,  is  , — ; ;--; ^r-  ;    Mhich 

*  h.  1.  c  +  v^  (c'  —  a-) 

being  substituted  for  it,  in  the  above  general  value  of  y,  that 
value  becomes 

log.of'-i±^i!^-il 
y  =  hx  — 


log.  of 


C  -f    ^  (c^   -  g^) 


=  ix 


log.  of  ?{!  -f   v^  {iv'  —  a'')  —  log.  a 


log.  of  c  +  y  (c'   -  o')  —  log.  a  ' 

from  which  equation  the  value  of  the  ordinate  p  c  may  always 
be  found,  to  every  given  value  of  the  vertical  ci. 

"  But  if,  on  the  other  hand,  p  o  be  given,  to  find  c  i,  which 
will  be  the  more  convenient  way,  it  may  be  found  in  the  fol- 
lowing manner :  Put  a  =  log.  of  a,  and  c  =  -—  X  log.  of 

'^    '    V  y"   ~  ^ .  jiicn  the  above  equation  gives  c  y  +  a  -= 

a 
log.  of  w  +   ^  (io'  —  a') ;   again,  put  n   =  the  number 
whose  log.  is  c  y  4-  A  ;  then  n  =  w  +   ^  (lo''  —  a')  ;  and 

a'  +  n' 

hence  w  =  — =  c  i. 

2  n 

"  Now,  for  an  example  in  numbers,  in  a  real  case  of  this 
nature,  let  the  foregoing  figure  represent  a  transverse  verti- 
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cal  section  of  a  niajjiizine  arch  balanced  in  all  its  parts,  in 
which  the  s[i:iii  or  width  a  m  is  20  toot,  the  pitch  or  height 
B  Q  is  10  feet,  tiiicl<ness  at  the  crown  D  K  =  7  foot,  and  the 
angle  of  the  ridj;e  l  K  N  112°  37',  or  the  half  of  it  L  K  D  = 
50°  18^'  the  c<iiii|ileMunt  uf  which,  or  the  elevation  k  i  r,  is 
3;j°4|i'  the  tangent  uf  which  is  =  f,  which  will  therefore 
be  the  value  of  t  in  tiie  foregoing  investigation.  The  values 
of  the  other  letters  will  be  as  follows,  viz.  d  k  =  a  =  7  ; 
A  Q  =  6  =  10  ;  D  Q  =  A  =  10  ;  A  L  =  c  =  101  =  f  ;  A  = 

log.  of  7  =  .8450980;  c  =  |  log.  X  of^-t- ^-^^^'^= 

Ifg-  of  ^^   %^  ^^^  =  To  log.  of  2.56207  =  .0408591  ; 
c  y  +  A  =:  .0408591  y  +  .8450980  =  log.  of  ?i.  From  the 

a'  +  w' 


iV 


general  equation,  then,  viz.  ci=  w  = — =— \.  i  n, 

by  assuming  y  successively  equal  to  1,  2,  3,  4,  tSsc,  thence 
finding  the  corresponding  values  of  c  y  +  A  or  .0408591  y 
+  .8450980,  and  to  these,  as  common  logs,  taking  out  the 
corresponding  natural  numbers,  which  will  be  the  values  of 
n;  then  the  above  theorem  will  give  the  several  values  of  to 
or  c  I,  as  they  are  here  arranged  in  the  annexed  table,  from 
which  the  figure  of-  the  curve  is  to  be  constructed,  by  thus 
hnding  so  many  points  in  it. 


Value  of  2/  or  0  p. 

Value  of  w  or  0 1. 

1 

7.0309 

2 

7.1243 

3 

7.2806 

4 

7.5015 

e 

7.7888 

6 

8.1452 

1 

8.6737 

8 

9.0781 

9 

9.6628 

10 

10.8333 

"  Otherwise  :  Instead  of  making  ?i  the  number  of  the  log. 
c  y  +  A,  if  we  put  m  =  the  natural  number  of  the  log.  c  y 

only  ;    them  m  — '—-V_S 1± 

a 

{w^  —  a'),  or  by  squaring,  &c.  a?  to'  - 

—  a',  and  hence  w  = -^ —  x  a 

2  m, 


and  am  —  w  =:  -J 


«2  — 


—  2am  w  -\-  w 

to  which  the  numbers 

being  applied,  the  very  same  conclusions  result  as  in  the  fore- 
going calculation  and  table." 

The  following  description  of  a  method  of  stone-roofing  in 
the  Southern  Cuncan,  in  the  East  Indies,  was  communicated 
to  the  Institution  of  Civil  Engineers  by  lieutenant  Outram, 
of  the  Bombay  Engineers.  Though  hardly  applicable  to  the 
climate  of  this  country,  it  seems  of  considerable  value  as 
relating  to  an  important  part  of  the  British  Empire.  The 
few  houses  which  had  been  constructed  on  this  plan  were 
found  to  answer  so  well,  at  the  time  this  paper  was  written, 
that  government  had  given  orders  to  construct,  on  this  prin- 
ciple all  the  public  buildings,  wherever  suitable  materials 
could  be  found. 

The  roofing  with  stone  (iron-clay,  or  laterite)  in  the 
bouthern  Concan,  is  of  a  compound  nature,  consisting  of  two 
kinds  of  arches  ;  the  first  being  parallel  to  each  other,  from 
2  to  3  feet  apart,  and  very  light,  their  average  section  being 
from  12  by  10  mches  to  15  by  12 ;  i.  e.  for  roofs  of  from  25 
loO 


to  35  feet  span ;  so  that  when  any  two  of  these  arches  or  ribs 
are  complete,  they  are  strong  enough  to  bear  slabs  of  stone  5 
or  6  inches  thick,  extending  a  few  inches  over  each,  begin- 
ning from  the  wall  and  meeting  at  the  top,  thus  forming  a 
second  complete  arch,  and  making,  with  the  ribs,  a  compound 
much  stronger  than  vaulting  of  equal  solidity  over  the  same 
extent,  made  in  the  usual  way. 

The  lateral  thrust  of  the  arches  of  one  room  are  counter- 
acted by  those  of  the  rooms  on  its  sides,  and  so  on  for  any 
extent ;  those  of  the  end-rooms  being  counteracted  on  their 
outer  sides  by  buttresses,  or  by  the  walls  of  baths,  &c.,  so 
that  the  w'alls  are  required  to  be  only  sufficiently  strong  to 
support  the  mere  weight  of  the  masonry  ot'  the  roofs,  which 
has  an  average  thickness  of  about  9  inches,  excepting  the 
plaster  or  tiles,  and,  therefore,  in  rooms  of  400  square  feet, 
would  be  about  one-fifth  the  weight  of  the  upper  walls  of  a 
two-storied  house.  As  the  roof  itself  is  of  considerable  alti- 
tude, the  walls  supporting  it  need  not  be  of  more  than  two- 
thirds  the  usual  height. 

One  advantage  of  the  lightness  of  these  roofs  is,  that  of 
whatever  form  the  arches  may  be,  very  little  loadliif/  will 
suffice  ;  of  course  some  arches  would  require  no  Icjailin;;,  Init 
such  are  not  the  most  convenient  for  roofs  in  general.  The 
best  appears  to  be  a  compound  of  two  segments  of  a  circle  of 
50°or  55°,  their  chords  intersecting  at  an  angle  of  about  100°, 
such  compound  arch  requiring  a  little  loading  at  the  top  and 
the  haunches,  which,  when  duly  added,  gives  an  outer  surface 
of  two  incluied  planes  to  each  roof,  w  hi<h  may  be  then  either 
plastered  or  tiled.  But  instead  of  loading  the  haunches 
throughout  with  solid  rubble,  it  is  better  to  do  so  partly  with 
hollow  masonry,  to  the  upper  surfiice  of  which  may  be  given 
any  slopes  which,  by  the  connection  of  the  opposite  slopes  of 
any  two  adjacent  roofs,  form  a  gutter  of  the  securest  kind. 
The  average  height  of  this  gutter  should  be  about  one-third 
that  of  the  roof,  if  to  be  plastered,  but  not  so  much  if  the 
roof  is  to  be  tiled. 

The  expense  of  these  roofs,  including  the  outer  plaster, 
has  been  found  by  myself  and  successor,  in  the  Conam,  to 
be  much  less  than  that  of  tiled  roofs  over  the  same  extent. 
The  walls  should  cost  no  more  than  those  of  a  substiuitial 
bungalow;  for  although  the  transverse  walls  have  a  greater 
weight  to  support,  yet,  as  they  need  be  only  two-thirds  the 
height,  their  total  expense  should  not  be  greater  than  that  of 
the  walls  of  a  substantial  house.  The  only  part  of  which  the 
comparative  expense  remains  to  be  considered,  is  the  ceiling. 
The  inner  surface  of  the  stone  roofs,  when  finely  plastered, 
forms  an  excellent  ceiling;  being  light  and  cleanly,  and  most 
durable.  The  expense  of  this  plastering,  if  not  much  orna- 
mented, is  below  one-third  that  of  the  lath-and-plaster  gene- 
rally used.  Hence  it  is  plain,  and  has  been  practically  found, 
that  the  total  expense  of  stone-roofed  houses  in  the  Concan,  if 
properly  constructed,  is  less  than  that  of  tiled  houses  of  the 
same  size  ;  but  the  sums  saved  in  annual  and  special  repairs 
are  of  far  greater  consideration.  In  the  Decan,  where 
timber  is  so  expensive,  the  comparative  cost  of  these  build- 
ings would  be  still  less,  in  all  those  parts  of  it  where  proper 
stone  is  met  with. 

The  principal  cause  of  the  cheapness  of  these  stone  roofs 
is  the  very  little  centering,  &c.,  that  is  requisite.  For  as 
the  ribs,  or  primary  arches,  are  very  light,  centering  of  the 
simplest  kind  does  for  any  one  of  them,  and  thus  for  all  suc- 
cessively in  either  room.  But  as  the  centering  cannot  be 
removed  from  any  rib  till  its  cx)unteracting  ribs  are  complete, 
there  is  of  course  required  one  centering  for  each  room, 
which,  when  one  series  of  the  primary  arches  is  complete, 
may  be  removed  with  ease  for  the  next,  till  a  convenient 
number  are  ready  for  the  superior  arching,  which  of  course 
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is  very  quickly  formed  (as  before   described)  without  any 
centering. 

The  material  fittest  for  this  kind  of  building  are  the 
various  kinds  of  sandstone,  including  the  calcareous  sand- 
stone of  Cutch.  The  laterite,  or  iron-clay,  although  a  good 
material,  and  the  only  one  hitherto  used,  is  apparently  not  so 
proper  as  the  substance  generally  called  free-stone,  which  is 
worked  with  saws,  &c.,  and  would  be  found  to  answer  better 
than  the  laterite,  which  can  be  shaped  only  with  a  pickaxe, 
and  is  very  heavy. 

This  iron-clay  is  found  to  extend  from  Bancoate,  e.  n.  e., 
to,  t  believe,  Ceylon,  lying  over  the  trap-rock,  even  on  the 
highest  Ghauts,  but  is  very  unequal  in  thickness  and  quality  ; 
that  of  Purnalla  and  Pawnghur,  fir  instance,  bfing  of  the 
soflcst  and  most  porous  kind,  and  that  near  Mahabulesherof 
the  best.  This  stone,  when  exposed  to  rain,  &c.  becomes 
very  hard,  if  good  ;  but  if  taken  from  any  depth,  is  so  soft  as 
to  be  easily  cut  with  a  knife.  It  is  hence  called  soap-stone 
at  Belgaum  and  other  Madras  stations. 

If  adopted  in  Euro|ic,  buildings  of  this  kind  would  be  as 
remarkable  for  warmth  as  in  this  country  for  coolness.  But 
the  plastering  outside  would  not  be  advisable  on  account  of 
the  frost ;  tiles,  however,  or  slate,  would  protect  the  r<.>of 
completely. 

The  principal  advantages  of  these  buildings  in  this  coun- 
try are,  their  coolness,  and  the  little  expense  incurred  in 
annual  and  special  repairs;  indeed,  the  latter  will  never  be 
required,  if  the  buildings  be  properly  constructed  at  first. 
It  is  also  very  evident,  that  they  can  never  take  fire,  nor  can 
white  ants  afl'ect  them  ;  of  course  they  could  be  built  of 
several  stories,  the  form  of  the  floor-ribs  being  merely  a 
small  segment  of  a  circle  (or  ellipse)  instead  of  a  com- 
pound of  two,  as  in  the  roof.  The  upper  floor  of  the 
jailor's  house  at  Rutnaghery  is  thus  built,  as  also  part  of 
another  house. 

Vault,  Reins  of  a,  the  sides  or  walls  which  sustain  the 
arch. 

VAULTING  SHAFT,  the  shaft  which  supports  the  ribs 
of  a  groined  vault.  These  shafts  either  rise  direct  from  the 
ground,  or  are  supported  upon  corbels  at  a  height  aliovc 
the  ground  ;  they  are  frequent  in  Ivonianesque  and  Gothic 
buildings. 

VELL.VR  CUPOLA,  a  dome,  or  spherical  surface,  ter- 
minated by  four  or  more  walls.  This  kind  of  ceiling  is  fre- 
quently used  over  great  staircases,  as  also  over  saloons,  or 
other  lofty  apartments.  The  term  is  used  by  Alberti,  vol.  i. 
book  iii.,  chap.  14,  in  the  sense  here  defined. 

VENEKR,  a  very  thin  leaf  of  wood,  of  a  superior  qu.a- 
lity,  for  covering  doors,  or  articles  of  furniture,  made  of  an 
inf-rior  wood. 

VENETIAN  DOOR,  a  door  lighted  on  each  side. 

Venetian  Window,  a  window  in  three  separate  apertures, 
divided  by  slender  piers,  and  having  the  centre  aperture 
larger  than  the  side  ones.  S-'e  .-Vdams's  Ruins  of  Simlntro, 
p.  26  ;  likewi.se  Disgodily's  Roman  Antiquities,  vol.  ii.  Batlis 
of  Diocletian. 

VE.\T,  (from  the  French,  fenle,  a  small  aperture.)  the 
tube  of  a  chimnev,  for  conveying  the  smoke  from  the  fire. 
The  term  is  mostly  used  in  Scotland.  In  London  it  is  called 
five,  and  in  many  parts  of  England  funnel. 

VENTIDUCTS,  (from  the  Latin,  ventui,  wind,  and  Jue- 
/ms,  a  passage.)  subterraneous  places  where  fresh  or  cool  air 
is  kept,  being  received  by  proper  funnels  and  valves. 

VE.XTILATION,  the  method  of  supplying  buildings  with 
fresh  air.  In  buildings  which  are  intended  for  habitation, 
or  where  large  bodies  of  persons  are  at  any  time  to  be  con- 
gregated, it  is  requisite  that  there  should  be  some  means  of 


replenishing  the  apartment  with  a  constant  supply  of  pure 
air.  This  necessity  arises  from  the  fact,  that  air,  when  once 
passed  through  the  human  system,  is  unfit  for  re-inspiration, 
that  portion  which  is  emitted  being  not  only  useless,  but 
deleterious  to  health.  On  this  account  it  becomes  necessary 
to  remove  this  vitiated  air,  and  to  substitute  fresh  air,  which 
should  be  at  a  temperature  of  about  60°  to  65°.  The  viti- 
ated air,  on  being  emitted  from  the  mouth,  has  a  temperature 
between  80°  and  90°,  and  being  thereby  rarified  and  rendered 
lighter,  has  a  tendency  to  rise  to  the  upper  part  of  the  apart- 
ment. The  method  hereby  naturally  suggested  for  its  removal 
is  the  provision  of  some  means  of  escape  at  the  top  of  the 
apartment;  the  success  of  this  method,  however,  would  be 
nullified,  if  the  heated  air,  on  emerging  from  the  top  of  the 
room  into  a  shaft  intended  to  conduct  it  away,  were  to  meet 
witli  a  current  of  cold  air,  and  it  is  therefore  found  necessary 
to  heat  the  air  in  the  shaft,  so  as  to  assist  the  upward  draft. 
It  is  further  necessary  to  keep  up  a  constant  supply  of  fresh 
air  to  take  the  place  of  the  fiul  air  as  it  is  removed;  this  is 
necessary,  not  only  for  the  purposes  of  health,  but  also  to 
preserve  the  upward  draft.  In  some  instances,  means  have 
been  adopted  of  forcing  fresh  air  in  with  fins  or  bellows; 
but  this  is  scarcely  necessary,  for  if  the  fresh  air  bo  only 
allowed  admission  into  the  apartment,  it  will  naturally  enter 
to  fill  up  the  vacuum  caused  by  the  dispersion  of  the  foul  air. 
These  methods,  however,  are  seldom  adopted  together;  some- 
times the  shaft,  and  at  others  the  fan,  is  employed.  Some 
persons  contend,  that  the  method  of  heating  the  air  in  the 
shaft  does  not  answer  the  intended  object,  but  rather  causes 
a  downward  current.  In  supplying  fresh  air.  it  is  to  be 
observed,  that  cold  currents  of  air  are  to  be  avoided  :  it  is 
sometimes  customary  to  heat  the  air  to  a  certain  temperature 
before  admitting  it  into  the  apartment,  the  temperature  being 
regulated  according  to  the  season  of  the  year. 

VENTILATOR,  (from  the  Latin,  ventilo,  to  fan,)  a 
machine  made  to  turn  with  the  wind,  and  placed  in  the 
wall  or  roof,  in  order  to  throw  a  due  quantity  of  fresh  air 
into  a  close  apartment. 

VERGK.  a  small  ornamental  shaft  in  Gothic  architecture. 
Verge  Ijoard,  same  as  Barge  Board. 
VERMICULATFD  RUSTICS,  stones  worked  to  appear 
as  if  eaten  by  worms. 

VERSED  SINE,  that  part  of  the  radius  of  a  circle  inter- 
cepted between  the  foot  of  the  sine  and  the  circumference, 
otherwise  termed  saijilta.      See  Tkigonometry. 

VERTEX,  (Latin,)  the  top,  generally  applied  to  the  ter- 
mination of  anything  ending  in  a  point;  as  the  vertex  of  a 
pyramid,  &c. 

Veiitex  of  a  Conic  Section,  the  extremity  of  the 
abscissa. 

VFliriCAL  ANGLES,  the  opposite  angles  made  by  two 
straight  lines  cutting  each  other. 

Vertical  Plane,  that  jiosition  of  a  plane  in  which  its 
surface  is  perpendicular  to  the  horizon. 

VESIC.V-PISClS,  a  figure  freqiienily  used  in  the  deco- 
rative part  of  Kiir\y  English  and  Gothic  architecture  gene- 
rally. It  is  firmed  by  the  intersection  of  two  arcs  of  equal 
circles,  and  is  somewhat  similar  in  outline  to  that  of  a  fish, 
whence  its  name.  This  form  is  commonly  given  to  the 
auri.ola.  or  nimlius  of  glory,  in  whieli  the  representations  of 
saints  are  enclosed. 

VESTIIU'Lli,  a  porch  or  entrance  to  any  building. 
VESTMENT,  the  hangings  for  an  altar,  or  robes  for  the 

priests. 

VESTRY,  a  building  attached  to  a  church,  in  which  the 
sacred  vestments  and  vessels  were  deposited  ;  the  same  as 
Sacristy. 
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VIADUCT,  a  term  applied  to  a  roadway  supported  on  a 
succession  of  arclies. 

VIGNEITE,  a  running  ornament  in  Gothic  mouldings. 

VIGN'OLA,  a  name  commonly  given  to  Jamks  Barozzi, 
or  Baroggio,  from  the  place  of  his  birth,  a  small  town  in 
the  duchy  of  Modena.  He  was  born  in  1507,  and  was  the 
son  of  a  person  of  consequence,  whom  the  pulitical  strife  of 
the  day  obliged  to  expatriate  himself.  James  discovered  an 
early  inclination  for  the  arts,  and  was  sent  t()r  education  to 
Bnlogna,  where,  from  painting,  to  which  he  was  first  attached, 
he  directed  his  attention  to  architecture,  and  by  various 
designs,  upon  the  principles  of  Vitruvius,  some  of  which  he 
communicated  to  the  historian  Guicciardini,  he  acquired  an 
early  reputation.  With  a  view  to  farther  improvement,  he 
went  to  Rome,  and,  being  admitted  into  the  Academy  of  De- 
sign, then  newly  founded,  was  there  employed  in  measuring 
the  most  celebrated  remains  of  antiquity  ;  in  the  prosecution 
iif  which  labour  he  evinced  uncommon  taste  and  precision; 
so  that  the  abbe  Francisco  Primaticcio,  an  able  painter  and 
arihitect  of  Bologna,  who  was  sent  to  Rome  in  1337  by 
Francis  I.  of  France,  to  procure  designs  of  the  ancient  build- 
ings and  casts  of  statues,  was  induced  to  avail  himself  of 
the  assistance  of  Vignola,  and  on  his  return  took  him  with 
him  to  France,  where  he  drew  plans  for  several  eminent 
structures.  After  two  years'  residence  in  that  country,  Vig- 
nola returned  to  Bologna,  and  was  employed  in  forming  a 
j)lan  for  the  fafade  of  the  church  of  St.  Petronius,  but, 
through  the  envy  of  his  competitors,  it  was  not  executed  till 
some  years  afterwards.  In  and  near  this  city  he  built  some 
palaces,  and  constructed  the  canal  of  Navigiio,  running 
thence  to  Ferrara.  Unduly  recompensed  for  this  work,  he 
went  to  Placentia,  and  planned  a  pahue  for  the  Duke  of 
Parma.  After  his  return  to  Rome,  in  1.550,  lie  built  several 
churches  there ;  and,  through  the  interest  of  Vasari,  was 
appointed  architect  to  Pope  Julius  HI.,  for  whom  he  built 
a  villa,  and  near  it  a  small  church,  dedicated  to  St.  Andrew, 
in  the  form  of  an  ancient  temple;  and  by  his  command  he 
also  brought  the  Aqua  Vergine  to  Rome.  After  the  death 
of  Julius,  he  was  employed  by  Cardinal  Alexander  Farnese 
in  the  construction  of  the  magnificent  palace,  or  castle,  of 
Caprarola;  and  he  had  likewise  the  charge  of  building  the 
church  of  the  Jesuits  at  Rome,  an  edifice  of  extraordinary 
beauty  and  grandeur  ;  but  it  was  raised  only  to  the  cornice 
before  the  death  of  Vignola,  and  was  finished  by  his  disciple, 
James  della  Porta.  After  the  decease  of  Michael  Angelo, 
Vignola  was  appointed  to  succeed  him  as  architect  of  St. 
Peter's,  in  conjunction  with  Piero  Ligorio,  a  Neapolitan; 
which  engagement,  added  to  his  advanced  age,  obliged  him 
to  decline  an  invitation  from  Philip  II.  to  the  court  of  Spain. 
He  was,  however,  consulted  with  regard  to  the  dilferent  plans 
given  in  for  the  Escurial ;  and  one  furnished  by  himself  was 
highly  approved,  though  not  adopted.  His  other  professional 
labours  were  interrupted  by  a  commission  from  Gregory  XIII., 
to  settle  the  limits  between  the  territories  of  the  Church  and 
those  of  the  Duke  of  Tuscany  ;  which  he  executed  to  the 
pope's  satisfaction.  Upon  his  return  from  this  service,  he 
was  seized  with  a  fever,  and  died  in  1573,  aged  6G.  His 
remains  were  solemnly  interred  in  the  church  of  Santa  Maria 
della  Rotunda,  the  ancient  Pantheon. 

\  ignola  acquired  reputation  as  an  author  no  less  than  as 
a  practical  artist.  His  rules  for  the  five  orders  were  formed 
on  the  purest  taste  of  antiquity,  and  have  been  always 
reckoned  classical  and  original.  His  treatise  on  the  sub- 
ject, in  three  volumes  quarto,  has  been  often  reprinted, 
and  translated  into  almost  all  the  European  languages. 
The  French  translation,  with  the  commentaries  of  Davi- 
ler,    is    most    esteemed.     Vignola    also    wrote    a    treatise 


on   practical  perspective,  which   has   passed   through  many 
editions. 

VILLA,  (from  the  Latin.)  a  country-house;  of  which  the 
situation  ought  to  be  agreeable,  commodious,  and  healthy, 
with  winter  and  summer  apartments;  and  surrounded  with 
trees,  to  yield  a  cool  refreshing  air  and  shade  during  the  heat 
of  summer,  an<i  break  the  stormy  cold  winds  of  the  winter. 
The  Roman  villas  were  very  nuignificent.  See  the  description 
of  Pliny's  villas,  under  the  article  House. 

VISE,  a  spiral  staircase  winding  round  a  cential  newel  or 
perpendicular  shaft. 

VISUAL  POINT,  the  point  of  vision  t'rom  which  an 
object  is  viewed.     See  Point. 

Visual  Ray,  the  thread  or  beam  of  light  reflected  to  the 
eye  from  a  certain  point  of  the  object. 

VITRUVIAN  SCROLL  a  peculiar  pattern  of  scroll- 
work used  in  classical  architecture,  consisting  of  entwined 
undulations. 

VITRUVIUS,  M.  POLLIO,  a  very  distinguished  writer 
on  architecture,  is  supposed  to  have  flourished  in  the  times 
of  Julius  C«sar  and  Augustus.  Of  his  parentage,  and  place 
of  nativity,  nothing  certain  is  known  :  Verona  and  Plaisance 
both  claim  him  ;  but  the  pretensions  of  Formiic,  now  Mola 
de  Gaeta,  are  more  generally  allowed.  Of  his  liberal  edu- 
cation, ai^d  his  travels  fur  information  and  improvement,  there 
can  be  no  doubt.  By  the  exercise  of  his  profession  he  had 
acquired  some  property,  though  perhaps  not  very  consider- 
able; for  he  says,  he  did  not,  like  the  generality  of  archi- 
tects, solicit  employment.  Under  Augustus,  or  perhaps  one 
of  the  succeeduig  emperors,  to  whom  he  dedicated  his  works, 
he  occupied  the  post  of  Inspector  of  Military  Engines.  But 
as  Pliny  the  Elder  mentions  his  name  among  other  authors, 
in  his  ^^alural  Ilistori/,  composed  in  the  reign  of  Vespasian, 
his  work  must  have  been  published  before  that  period.  Of 
edifices  planned  or  constructed  by  him,  one  only  is  mentioned 
by  himself,  which  was  a  basilica  at  Fano.  His  work  was 
discovered  in  MS.  by  Poggio,  in  the  fifteenth  century,  and 
it  has  ever  since  been  held  in  high  estimation.  The  ten 
books,  into  which  it  is  distributed,  not  only  treat  on  every- 
thing belonging  to  buildings  public  and  private,  their  site, 
materials,  forms,  ornaments,  conveniences,  and  the  like;  but 
include  much  of  what  would  be  termed  engineering,  civil 
and  military  ;  and  even  digress  to  geometrical  problems  and 
astronomical  inventions.  Besides  the  instruction  that  may  be 
derived  from  it,  it  hasafRirded  much  important  matter  to  the 
antiquary  relative  to  the  state  of  art  and  science,  as  well  as 
the  detail  of  private  life,  among  the  Romans. 

Some  of  the  most  esteemed  editions  of  Vitruvius  are  by 
Dan.  Barbari,  Venel.  fol.  1567  ;  J.  de  Laet,  Amst.  fol.  1040  ; 
Galiani,  Neap.  dl.  1758,  with  an  Italian  translation  and 
notes.  Claude  Perrault  has  given  a  good  French  translation, 
Paris,  fol.  1GS4  ;  and  we  have  an  English  one  by  Mi:  New 
ton,  London,  1791.  A  magnificent  edition  of  the  civil  archi- 
tecture of  Vitruvius,  in  two  parts,  royal  quarto,  has  been 
also  published  by  W.  Wilkins,  Jun.,  A.M.,  F.R.S.,  &c. 
During  the  reign  of  Augustus,  it  does  not  appear  that  the 
Romans  had  one  architect,  sculptor,  painter,  or  musician, 
except  Vitruvius,  who  has  given  Aristoxenus's  system  in 
Latin;  but  he  was  obliged  to  retain  the  Greek  teclinica, 
as  he  was  the  first  Roman  writer  on  the  subject  of  music, 
and  used  Greek  technical  words  as  we  do  Italian.  Vitruvius 
has  described  the  theatrical  vases  used  by  the  Greeks  for 
the  augmentation  and  continuation  of  sound,  and  has  given 
a  description  of  the  organ  of  the  ancients  worked  by  the 
fall  of  wutiT. 

VIVO,  the  shaft  of  a  column.     See  Column. 

VOLUTE,  one  of  the  principal  ornaments  in  the  Ionic 
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capital  composed  of  two  or  more  spirals  of  the  same  species, 
having  one  common  eye  and  centre,  variously  channelled,  or 
hollowed  out  in  the  form  of  mouldings. 

Among  the  remains  of  ancient  architecture,  the  Ionic 
capitals  of  the  temples  of  Erechtheus  an<l  Minerva  Polias,  at 
Atiu-ns,  arc  the  must  beautiful.  The  spiral  liest  adapted  for 
this  purpose,  is  i<nown  by  the  name  of  the  logarithmic  spiral; 
the  method  of  describing  which  is  as  follows: 

Draw  a  straight  line  for  the  cathetus;  take  any  point  in 
the  straight  line  as  a  centre;  through  this  point  draw  an- 
other straight  line  at  right  angles,  and  these  two  straight 
lines  cutting  each  other,  will  form  four  right  angles  :  bisect 
any  two  adjacent  right  angles,  and  let  the  bisecting  lines  be 
produced  on  the  other  side  of  the  centre,  and  the  whole  will 
be  divided  into  eight  equal  angles  by  as  many  lines,  upon 
■which  the  radii  are  to  be  placed. 

In  the  calculation  we  are  here  about  to  make,  that  part  of 
the  cathetus  above  the  centre  is  supposed  to  be  30  minutes  at 
a  medium,  and  the  next  radius  18.3  ;  both  these  being  given, 
the  calculation  is  founded  upon  the  following  principle  : 


Let  a  =  20,  and  b 

b 


up 
18.3, 


— ,  which  gives  the  third  radius. 

i 

J,  which  gives  the  fourth  radius. 


then  a  :  b  ::  b  : 

b  ■-■■-■ 
'  a'  '  a  ' 

b'  b"     b'    b*       ,  .  ,      . 
— :  -5 : :  -5 :  -J,  which  gives  the  fifth  radius. 

Therefore,  any  radius  may  be  found,  independent  of  the 

6'-' 
rest :  thus,  -j^^i ;  x  being  a  variable  quantity,  representing 

the  numbers  of  the  radius.     Thus,  suppose  the  eighth  radius 

were  required  :  make  x  =  8,  then =  — . 

The  arithmetical  operation  will  be  best  performed  by  loga- 
rithms :  now,  as  fi  =  18.3,  and  a  =  20,  multiply  the  loga- 
rithm of  18.3  by  7,  and  the  logarithm  of  20  by  6,  subtract  the 
latter  product  from  the  former,  and  the  remainder  will  be 
the  logarithm  of  the  answer. 

Now  the  logarithm  of  18.3  is  L26245,  which,  multi[)lied 
by  7,  gives  8.83715  :  and  the  logarithm  of  20  is  1.30103; 
which,  multiplied  by  6,  gives  7.80018  :  then  8.83715  — 
7.80018  =  1.03097,  which  is  the  eighth  radius. 

The  following  method  will  serve  to  prove  the  result  of  the 
operations,  which  are  all  dependent  on  each  other;  and  will 
save  the  trouble  of  frequent  reference  to  the  Logarithmic 
Tables. 

Log.       20  =  1.801030 


log. 


18.3  =  1.262451 
1.2G2451 


2.524902 
1.301030 


1.223872,    the    corresponding    number    is 
1G.74,  which  is  the  third  radius. 

Log.    18.3  =  1.202451 


log.  16.74  =  1.223872 


2.447744 
1.2*12451 


1.185293  =  log.  15.32,  4th  radius. 


Log.  16.74  =  1.223872 


log.  15.32  =  1.185293 
0 


2.370586 
1.223872 


1.146714  =  log.  14.01,  5th  radius. 


Log.  15.32  =  1.185293 


log.  14.01  =  1.146714 
2 


2.293428 
1.185293 


1.108135  =  log.  12.82,  6th  radius. 


Log.  14.01  -  1.146714 


log.  12.82  =  1.108135 
2 


2.216270 
1.140714 


1.009556  =  log.  11.73,  7th  radius. 


Log.  12.82  =  1.108135 

log.  11.73  =  1.009556 
2 


2.139112 
1.108135 


1.030977  =  log.  10.73,  8th  radius. 


Log.  11.73  =  1.009556 


log.  10.73  =  1.030977 
o 


2.061954 
1.009556 


.992398  —  log.  9.82,  9th  radius. 


And  thus,  having  gone  through  one  revolution,  the  radii 
of  the  remaining  revolutions  may  be  found  in  a  similar 
manner. 

Now  to  apply  the  number  thus  found  : 

Plate  I. — The  centre  is  marked  by  the  point  ® ;  upon  the 
cathetus  set  20  from  ®  ujiwards,  which  will  give  the  c.xtivmity 
of  the  first  radius;  upon  the  second  radius  towards  the  left, 
set  18.3  from  the  centre,  which  will  give  another  point  in 
the  curve;  then,  following  round  in  the  same  progression, 
from  the  centre,  set  10.74,' 15.32,  14.01,  12.82,  11.73,  10.7.3, 
9.82,  &c.  upon  each  succeeding  radius  respectively,  to  2.37, 
and  three  points  will  he  found  in  each  quadrant. 

In  the  Plate  here  referred  to,  we  have  only  retained  one 
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decimal  place,  the  scale  not  admitting  of  any  more.  And 
note,  when  the  second  decimal  is  5,  or  more,  the  first  decimal 
is  made  one  more. 

In  the  first  quadrant,  take  the  length  of  the  middle  radius, 
viz.  18.3:  set  one  foot  of  the  compasses  in  20,  then  describe 
an  arc  near  to  the  centre ;  with  the  same  radius  set  the  foot 
of  the  compasses  in  16.7,  and  describe  an  arc  cutting  the 
former ;  then,  from  the  point  of  intersection,  as  a  centre, 
describe  an  arc  through  all  the  three  points  20,  18.3,  16.7. 
Proceed  in  the  siime  manner  with  every  quadrant,  by  taking 
the  middle  radius ;  and  from  the  extremity  of  each  outer 
radius,  describe  two  arcs  intersecting  each  other;  and  from 
the  point  of  intersection,  as  a  centre,  with  the  same  radius 
describe  an  arc  through  the  two  extremities,  until  you  arrive 
at  2.4;  then  with  radius  2.4  describe  a  circle  for  the  eye, 
and  the  whole  spiral  will  be  completed. 

Should  it  be  required  to  describe  a  spiral  through  any 
given  point,  so  as  to  form  a  fillet,  divide  the  distance  from 
the  centre  to  that  point  into  twenty  equal  parts,  form  a  new 
sciile,  and  proceed  in  the  manner  already  described. 

The  foregoing  Table  contains  the  lengths  of  all  the  radii, 
to  three  places  of  decimals,  and  will  be  of  use  for  volutes 
upon  a  large  scale.  And  instead  of  constructing  a  scale  for 
every  different  spiral,  the  sector  may  be  used,  which  is  an 
universal  scale  to  any  distance  within  its  reach. 

But  no  instrument  can  be  more  easily  or  more  accurately 
applied,  than  the  proportional  compasses;  for  if  the  slider 
be  so  shifted,  that  the  two  long  legs  may  be  to  the  two  short 
legs  in  the  ratio  of  the  two  first  radii,  then  all  the  remaining 
radii  may  be  found  by  extending  the  points  of  the  long  legs 
to  the  shortest  radius,  which  will  give  the  length  of  the  ne.vt 
shorter  radius  between  the  points  of  the  short  legs  ;  and  by 
proceeding  in  this  manner  till  all  the  points  are  found,  the 
curve  may  be  drawn  as  before  directed. 

Plate  II. — A  volute  drawn  according  to  the  preceding 
principles,  consisting  of  three  spirals ;  the  numbers  affixed 
round  the  outer  spiral  are  supposed  to  be  minutes,  and  con- 
sequently no  other  scale  will  be  required  than  that  of  the 
order  itself;  but  in  drawing  the  two  interior  spirals,  two  new 
scales  must  be  formed  ;  or  the  scale  of  the  order  might  be 
made  to  answer  the  purpose,  by  setting  the  proportional  com- 
passes in  the  ratio  of  the  two  radii,  then  taking  the  length  of 
the  radii  from  the  scale  with  the  long  legs,  and  transferring 
the  distances  between  the  short  legs  to  the  spiral,  and  draw- 
ing the  curve ;  so  that  the  whole  may  be  completed  as  before. 


The  volute  in  this  Plate  is  similar  to  that  of  the  Ionic 
temple  at  Athens,  the  temple  of  B.icchus  at  Teus,  and  that 
of  Minerva  Polias  at  Priene  in  Ionia. 

Ptale  III.  Fiijure  1. — A  volute  in  imitation  of  that  of  the 
temple  of  P>echcheus,  at  Alliens,  drawn  according  to  the 
preceding  principles.  It  consists  of  eleven  spirals,  which 
may  be  all  drawn  from  the  scale  of  the  order  by  the  assist- 
ance of  a  pair  of  proportional  compasses.  But  if  this  useful 
instrument  is  not  in  the  hands  of  the  di'line;itor,  the  eleven 
scales  are  here  exhibited  at  Figure  2,  for  drawing  the  same 
number  of  spirals. 

An  universal  scale  may  be  made,  as  in  Figure  3,  thus : 
describe  an  equilateral  triangle,  cab,  upon  c  b,  equal  to  the 
greatest  radius;  divide  ou  into  twenty  equal  parts,  and 
djaw  straight  lines  from  the  points  of  division  to  a;  produce 
c  B  to  6,  and  make  nb  equal  to  one  of  the  equal  parts;  divide 
B  b  into  ten  equal  parts,  and  draw  lines  to  a  ;  then  make  a  d 
and  A  E  each  equal  to  the  first  radius,  and  draw  the  line  e  d, 
which  produce  to  meet  a  6  aX  d ;  then  ED(/will  give  the 
scale  for  drawing  the  spiral  required  :  e  d  being  the  scale  of 
units,  and  d  d  that  of  tenths ;  and  thus  any  other  radius  may 
be  divided  at  once. 

Figure  4,  is  another  method  of  obtaining  an  universal 
scale,  by  means  of  a  right-angled  triangle,  a  b  c,  right-angled 
at  c,  making  c  b  and  c  a  equal  to  each  other :  but  there  is  no 
method  so  exact  and  expeditious  as  the  proportional  com- 
passes, and  one  scale,  which  may  either  be  that  of  the 
order  or  not,  and  consequently  any  scale  divided  into  units 
and  tenths  will  answer  the  purpose,  if  this  instrument  be 
used. 

Plate  IV.  shows  a  design  for  the  capital  and  base  of  an 
Ionic  column,  with  the  details  of  capital  and  volute. 

Figure  1. — Front  view  of  the  capital. 

Figure  2. — Plan  of  the  same. 

Figure  3. — Profile  or  section  through  the  front. 

Figure  4. — Section  through  the  flank. 

Figures  5,  6,  and  7. — Parts  of  the  capital  enlarged. 

Figure  5. — Half  of  the  front,  showing  the  sections  through 
the  volute  and  through  the  front. 

Figure  6. — Elevation  of  the  flank. 

Figure  7. — Section  through  the  front. 

Figure  8. — Elevation  of  the  base  of  the  column  to  the 
same  scale  as  Figure  1. 

VOUSSOIRS,  the  wedge-shap^I  stones  forming  the  cur- 
vature or  intrados  of  an  arch. 


w. 
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WAGGON-HEADED  ceiling,  a  semi-cylindrical,  or 
barrel-ceiling,  not  uncommon  in  churches  of  the  Gothic 
style. 

WAINSCOT,  (from  the  Dutch  wagschot,)  in  joinery, 
the  lining  of  walls,  constructed  of  wood,  and  most  generally 
panelled. 

The  term  wainscoting,  as  applied  to  the  lining  of  walll, 
originated  in  a  species  of  f  ireign  oak  of  the  same  name,  used 
for  that  purpose;  and  alt li.jugh  that  has  Ions;  been  superseded 
by  the  introduction  of  fir-timber,  the  term  has  been  con- 
tinued notwithstanding  the  change  of  the  material. 

Wainscoting  is  generally  used  for  the  lining  of  walls  to  the 


W  A  I 

heiuht  of  about  5  or  6  feet;  and  when  it  does  not  reach  the 
whole  height,  it  is  called  ilmarf  wainscoting. 

To  prevent  the  joints  of  panels  from  opening  in  conse- 
quence of  the  glue  being  softened  or  consumed  by  damps 
from  the  walls,  the  back  of  the  wainscot  ought  to  be  primed 
over  at  the  joint  with  white  lead,  or  Spanish  brown,  and 
linseed  oil. 

The  method  of  measuring  wainscot  is,  to  multiply  the 
length  by  the  breadth,  and  find  the  number  of  square  yards; 
the  price  is  adjusted  according  to  the  diflieulty  of  the  work, 
or  the  time  required  to  perform  it.  See  Cajipentrv  and 
Joinery. 
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WALL-PLATE,  a  piece  of  timber  placed  in  or  upon  a 
wall  to  receive  the  ends  of  joists  or  rafters. 

WALLS,  (perliaps  fioin  the  Latin  vallum,  a  fence,)  those 
masses  of  materials  which  generally  have  their  faces  in  ver- 
tical or  plunih-lines;  or,  at  least  are  so  disposed,  that  a 
pliiiiib-line  from  any  point  in  either  surfoce  will  fall  entirely 
within  the  surflice,  or  within  the  thickness  of  the  wall. 

In  walls  constructed  for  shelter,  if  the  materials  cannot  be 
joined  without  interstices,  those  interstices  ought  to  be  so 
closed  as  to  render  the  work  impervious  to  rain  or  drift. 

The  materials  with  which  walls  are  generally  constructed 
are  brick  or  stone.  Some  walls  may  be  built  either  of  rough 
or  squared  stones.  When  the  exterior  walls  of  dwelling- 
houses  are  to  be  constructed  of  rough  stone,  the  stones  ought 
to  be  laid  in  mortar;  but  when  they  are  squared  and 
smoothed,  this  is  not  necessary.  The  ancients,  in  building 
their  edifices  with  squared  stones,  seldom  laid  them  in 
mortar;  but  their  j<iints  and  beds  were  so  exactly  wrought, 
as  to  come  nearly  in  contact  with  each  other.  See  Stone 
Walls. 

As  bricks  cannot  be  formed  so  regularly  as  stones,  on 
account  of  the  burning,  they  are  usually  laid  in  moi-tar.  See 
Bkicklayinu  and  Bkickwork. 

From  the  definition  given  of  a  wall,  founded  upon  the 
axiom,  that  every  material  which  overhangs  lias  a  tendency 
to  fall,  or  to  break  off,  or  to  overturn  the  structure  of  w-hich 
it  is  a  part,  it  is  evident,  that  as  a  wall  rises  it  ought  either 
to  diminish  in  its  thickness,  or  to  follow  the  plumb-line. 

Walls  common  to  two  apartments  are  called  ;x(r«/</o;(  walls, 
or  simply  partition.  When  a  wall  is  divided  or  separated 
bv  ornaments,  apertures,  or  projections,  it  is  said  to  he  inter- 
viitted ;  but  if  uninterrupted,  it  is  ci\\\<iA  a  contimted  wall. 
It  is,  however,  generally  understood,  that  when  a  wall  has 
apertures  without  projections,  as  columns  and  pilasters,  it  is 
said  to  be  continued,  which  is  contr;ulictory  to  the  common 
acceptation  of  the  term. 

Walls,  Aliiitments  in,  the  beds  that  are  prepared  for  the 
springing  of  an  ai-ch. 

Walls,  Caxcd,  those  that  are  f;iced  up  anew  all  round  the 
building,  in  order  to  cover  an  inferior  material,  or  old  work 
gone  to  decay. 

Walls,  £mplcclon,  those  which  arc  built  in  regular 
courses,  with  the  stones  smoothed  in  the  face  of  the  work  : 
they  are  of  two  kinds,  Roman  or  Grecian.  The  dilTerence 
is,  that  the  core  of  the  Roman  emplecton  is  rubble  ;  whereas 
in  the  Grecian  it  is  built  in  the  same  manner  as  the  face, 
and  every  alternate  stone  goes  through  the  entire  thickness 
of  the  wall. 

Walls,  Isodomum,  those  where  the  courses  are  of  equal 
thickness,  compact,  and  regularly  built ;  but  the  stones  are 
not  smoothed  on  the  face. 

Walls,  Fseudo-isodomum,  those  which  have  unequal 
courses. 

For  other  particulars  respecting  walls,  see  the  articles 
above  referred  to;  also  Building,  Pise,  and  Mensuuation. 
WATER-CL(^SET,  an  apartment  so  generally  known  as 
to  render  any  definition  of  it  umiecessary.  There  are  no 
good  houses  without  one  or  more  of  them.  Their  construc- 
tion belongs  entirely  to  the  engineer:  the  chief  thing  which 
the  architect  has  to  attend  to  is,  to  place  his  water-closet-  in 
such  a  situation  as  to  be  is(jlated  from  the  |)rineipal  apart- 
ments, to  conceal  them  from  general  observation,  and  to 
make  them  as  accessible  as  possible.  The  number  of  water- 
closets  in  a  house  ought  to  be  in  proportion  to  the  magnitude 
of  the  building;  in  large  mansions,  a  certain  number  of 
water-closets  nmst  be  appropriated  to  the  servants,  as  well 
as  to  the  family  itself.     One  of  the  principal  things  which 


the  architect  must  attend  to  is,  to  prevent  all  recoil  or  return 
of  noxious  efiluvia. 

Watkr  Shoot,  a  wooden  trough  for  discharging  rain- 
water from  a  building. 

Water  Table,  the  upper  surface  of  a  coping,  or  projec- 
tion, where  the  superior  pait  of  a  wall  recedes  from  the 
inferior  or  lower  part. 

Water  tables  are  frequently  used  in  edifices  of  the  pointed 
style,  particularly  near  the  base  of  the  building :  as  in  but- 
tresses consisting  of  several  stages,  where  the  sloping  parts, 
whi<-h  cover  the  solids  below,  are  called  ivater-tahles. 
WAY-WISER.  See  Perambulator. 
WEATHER  BOARDING,  signifies  the  nailing  up  of 
boards  lapped  upon  each  other,  so  as  to  prevent  rain  or  drift 
from  passing  through.  For  this  purpose,  the  boards  are 
generally  made  thinner  on  one  edge  than  on  the  other  ;  par- 
ticularly when  the  work  is  intended  to  be  permanent:  the 
boards  thus  formed  are  called  featlier-edr/ed  hoards.  In 
using  feather-edged  boards,  the  thick  edge  of  the  upper 
board  is  laid  upon  the  thin  edge  of  the  board  below,  al)out 
an  inch  over,  or,  in  very  secure  work,  an  inch  and  a  half, 
the  nails  being  driven  through  the  lap. 

WEATHERING,  a  slight  inclination  given  to  copings  or 
ledges  of  walls,  for  the  purpose  of  throwing  off  the  rain. 

WEATHER  MOULDING,  a  moulding  carried  over  a 
door  or  window,  for  the  purpose  of  diverting  rain-water  from 
the  parts  Ijeneath  ;  otherwise  termed  drip-stone,  or  hihel. 

Weather  Tiling,  the  covering  of  an  upright  or  wall  with 
tiles. 

WEDGE,  (from  the  Danish  weqije.)  Writers  on  mechanics, 
in  ti'eating  of  ihe  wedge,  have  frecjuently  drawn  false  conclu- 
sions respecting  the  proportion  which  exists  between  the 
impelling  power  applied  to  the  head,  and  the  resisting  powers 
opposed  to  the  sides;  and  those  conclusions  have  resulted 
from  false  opinions  concerning  the  directions  of  the  resisting 
powers. 

It  is  evident,  that  when  wood  or  other  substance  is  split  by 
a  wedge  which  does  not  fill  the  cleft,  that  is,  when  the  angle 
of  the  cleft  is  more  acute  than  that  of  the  wedge,  the  power 
or  action  of  each  side  of  the  wedge,  equal  and  opposite  to  the 
resistance  of  the  cleft,  must  be  iesolve<l  into  two;  the  one  in 
the  direction  of  the  side  of  the  cleft,  which  tends  to  thrust  it 
tbrward  ;  and  the  other  perpendicvdar  to  that  direction, 
which  tends  to  tear  it  asunder.  It  is  by  not  attending  to  the 
above  solution,  that  writers  on  this  subject  have  been  led  into 
mistakes;  for,  instead  of  considering  the  power^s  which  act 
in  those  two  directions,  they  have  imagined  a  single  power 
only  as  acting  oldicpjely  on  each  side.  But  if  the  sides  of 
the  wedge  are  perfectly  polished,  as  we  must  heie  cojisider 
them,  no  single  permanent  power  can  be  applied  to  impel 
any  one  of  them,  unless  its  direction  be  perpendicular  to  the 
plane  of  the  side  to  which  it  is  applied  ;  therefore,  two 
oblique  powers,  applied  on  opposite  sides  of  the  same  point, 
are  at  least  necessary  to  sustain  each  other  and  the  action  of 
the  plane  ;  and  in  the  case  of  the  wedge  above  mentioned, 
the  directions  of  those  two  oblique  powers  will  always  be 
perpendicular  to  each  other,  as  will  appear  obvious  from  the 
two  following  Propositions. 

Proposition  I.  Fajurc  1. — Let  a  is  c  be  a  vertical  section 
passing  through  the  centre  and  at  right  angles  to  the  head 
:i«id  sides  of  any  isosceles  wedge ;  also  In  the  plane  of  this 
section,  and  at  right  angles  to  its  sides,  a  b,  u  c.  and  c  a,  let 
three  powers  be  applied,  such,  that  their  directions  may  all 
mutually  intersect  in  the  axis,  and  their  etlorts  sustain  the 
wedge  in  equilibrio;  which  three  powers  are  as  a  b,  b  c,  and 
c  A,  respectively. 

Let  l  M,  K  I,  E  D  be  the  directions  of  these  three  powers, 
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which,  produced,  intersect  each  other  and  the  axis  in  o. 
Since,  by  hypothesis,  these  threu  powers  directed  to  the  same 
point  are  in  eqiiilil)rio,  and  the  three  sides  of  the  triangle 
A  n  c  are  at  right  angles  to  tlieir  directions;  therefore,  by  a 
well-known  statical  principle,  the  intensities  of  these  two 
powers  are  as  a  b,  b  c,  and  c  a  respectively. 

Proposition  II. — When  an   impelling  power  applieil  to 
the  head  of  an  isosceles  wedge  is  in  equilibrio  with  the  re- 
sisting power  of  a  cleft,  the  angle  of  which  is  more  acute 
than  that  of  tiie  wedge  inserted,  then,  \iniversally. 
The  impelling  power  applied  to  the  head, 
The  action  of  the  wedge  on  either  side  of  the  cleft, 
The  part  thereof  which  tends  to  thrust  it  forward. 
And  the  remaining  part,  which  tends  to  tear  it  asunder. 
Are 

As  twice  the  sine  of  half  the  vertical  angle  of  the  wedge. 
The  radius, 

The  sine  of  the  angle  contained  by  the  sides  of  the  wedge 
and  cleft. 

And  the  cosine  of  that  angle,  respectively;  the  same 
radius  being  common. 

Figure  2. — Let  a  b  c  represent  a  vertical  section  of  the 
wedge  and  cleft,  similar  in  position  to  that  described  in  Pro- 
position I. ;  also  let  the  two  sides  of  the  cleft  d  n,  d  n,  be 
equal,  and  in  contact  with  the  sides  of  the  wedge  a  c,  a  c,  at 
equal  distances,  d  c,  d  c,  from  the  vertex  c,  in  which  case 
the  sides  of  the  wedge  make  equal  angles  with  those  of  the 
cleft.  Through  either  point  d,  draw  d  f,  at  right  angles, 
and  equal  to  a  c  ;  also  through  d  diaw  d  e,  at  right  angles  to 
D  H,  and  complete  the  parallelogram  d  e  f  g.  Then,  by  Pro- 
position I.  the  line  a  a  represents  in  quantity  the  impelling 
power  applied  to  the  head,  and  the  line  d  f  represents  in 
quantify  and  direction  the  whole  action  of  the  side  of  the 
wedge  on  that  of  the  cleft,  which,  by  hypothesis,  is  balanced 
by  its  resistance  ;  but  the  power  d  f  is  resolved  into  two, 
represented  in  quantity  and  direction  by  d  g,  d  e,  respec- 
tively :  the  one,  being  in  the  direction  of  the  cleft,  tends  to 
thrust  it  forward  ;  and  the  other,  being  at  right  angles  thereto, 
tends  to  tear  it  asunder. 

Therefore  the  powers  mentioned  in  the  Proposition  are  as 
A  a,  D  F,  D  G,  and  D  E,  respectively  ;  but  as  a  c=d  f, 
being  radius,  these  lines  are  respectively  equal  to 

Twice  the  sine  of  half  the  vertical  angle  of  the  wedge, 
The  radius, 

The  sine  of  the  angle  contained  by  the  sides  of  the  wedge 
and  cleft. 

And  the  cosine  of  that  angle.  Hence  the  proposition  is 
manifest. 

WEIGHT,  in  mechanics,  denotes  anything  to  be  raised, 
sustained,  or  moved,  by  a  machine,  as  distinguished  from  the 
power,  or  that  by  which  the  machine  is  put  in  motion. 

Weight,  in  commerce,  denotes  a  body  of  a  known  weight, 
appointed  by  law  to  be  the  standard  of  comparison  between 
diHerent  quantities  of  merchandise  of  certain  descriptions; 
the  weight  itself  being  usually  of  lead,  iron,  brass,  or  other 
metal. 

The  groat  diversity  of  weights  and  measures,  in  all  nations, 
for  diti'erent  kinds  of  commodities,  has  always  been  a  just 
subject  of  regret  and  complaint;  being  the  cause  of  various 
disputesand  deceptions,  which  it  is  almost  impossible  to  avoid 
under  present  circumstances.  And  it  is  therefore  much  to  be 
\yished,  though  perhaps  little  to  be  expected,  that  one  uni- 
f  irm  system  of  weights  should  be  adopted  as  applicable  to 
all  kinds  of  substances ;  an  attempt  at  which  was  made  in 
Prance  during  the  revolution,  but  which  was  afterwards  laid 
aside  by  an  imperial  decree,  in  consequence  of  the  repeated 
remonstrances  of  people  in  trade ;  so  diificult  is  it  to  over- 


come prejudices  and  customs  long  establi.shed,  however 
advantageous  the  change  may  be  when  properly  understood. 

In  the  reign  of  king  Richard  I.  it  was  ordained,  that  there 
should  be  only  one  weight  and  one  measure  throughout  Eng- 
land ;  and  in  the  Phil.  Trans.  No.  458,  p.  -157,  we.find  an 
account  of  the  analogy  between  English  weights  and  mea- 
sures drawn  up  by  Mr.  Barlow  ;  in  which  he  states,  that 
anciently  the  cubic  fjot  of  water  was  assumed  as  a  general 
standard  for  all  liquids.  This  cubic  foot,  of  G2i  lb.  multiplied 
by  32,  gives  2000  lb.  the  weight  of  a  ton  ;  and  hence  8  cubic 
feet  of  water  made  a  hogshead,  and  4  hogsheads  a  tun,  or 
ton,  in  capacity  and  denomination,  as  well  as  weight. 

Dry  measures  were  raised  on  the  same  model.  A  bushel 
of  wheat,  assumed  as  a  general  standard  for  ail  sorts  of  grain, 
also  weighed  02^  lb.  Eight  of  these  bushels  make  a  quar- 
ter; and  4  quarters,  or  32  bushels,  a  ton.  Coals  were  like- 
wise sold  by  the  chaldron,  supposed  to  weigh  a  ton,  or 
2000  II).,  though  in  reality  it  probably  weighs  upwards  of 
3000  lb. 

This  principle,  though  not  sufficiently  accurate  in  some 
cases,  was  extremely  obvious,  and  might  have  been  improved 
so  as  to  answer  all  the  purposes  of  commerce  ;  but  unfor- 
tunately, instead  of  rendering  it  more  simple,  it  has  been 
made  infniitely  more  complicated  by  the  diflercnt  weights 
since  introduced. 

Modern  European  Weiglits. — 1.  English  weights.  By 
the  twenty-seventh  chapter  of  Magna  Charla,  the  weights 
all  over  England  are  to  be  the  same ;  but  for  dillerent  com- 
modities there  are  two  different  sorts,  viz.  :  Troy  weight  and 
Avoirdupois  weight.  The  origin  from  which  they  are 
both  raised  is,  a  grain  of  wheat  gathered  in  the  middle  of 
the  ear. 

In  Troy  weight,  24  of  these  grains  make  1  pennyweight 
sterling;  20  pennyweights  make  1  ounce;  and  12  ounces  1 
pound. 

By  this  weight  we  weigh  gold,  silver,  jewels,  and  liquors. 
The  apothecaries  also  use  the  Troy  pound,  ounce,  and  grain  : 
but  they  divide  the  ounce  into  8  drachms,  the  drachm  into  3 
scruples,  and  the  scruple  into  20  grains. 

In  Avoirdupois  weight,  the  pound  contains  16  ounces,  but 
the  ounce  is  less  by  near  one-twelfth  than  the  Troy  ounce; 
this  latter  containing  480  grains,  and  the  former  oidy  437^. 
The  ounce  contains  16  drachms  ;  80  ounces  Avoirdupois  arc 
only  equal  to  73  ounces  Troy ;  and  17  pounds  Troy  are 
equal  to  14  pounds  Avoirdupois. 

By  Avoirdupois  weight  are  weighed  meat,  grocery  wares, 
base  metals,  wool,  tallow,  hemp,  drugs,  bread,  &c. 

Comparison  between  Troy  and  Avoirdupois  Weight. 

175  Troy  pounds  are  equal  to  144  Avoirdupois  pounds. 

175  Troy  ounces  are  equal  to  192  Avoirdupois  ounces. 

1  Troy  poimd  contains  5700  grains. 

1  Avoirdupois  pound  contains  7000  grains. 

1  Avoirdupois  ounce  contains  437 A^  grains. 

1  Avoirdupois  drachm  contains  27.84375  grains. 

1  Troy  pound  contains  13  ounces,  2.651428576  drachms 
Avoirdupois. 

1  Avoirdupois  pound  contains  1  lb.  2  oz.  11  dwts.  16  gr, 
Troy. 

Therefore  the  Avoirdupois  lb.  is  to  the  lb.  Troy  as  175  to 
144,  and  the  Avoirdupois  oz.  is  to  the  Troy  oz.  as  437^ 
to  480. 

Goldsmiths,  jewellers,  &c.,  have  a  particular  class  of 
weights,  viz. :  for  gold  and  precious  stones,  the  carat  and 
grain;  and  for  silver,  the  pennyweight  and  grain.  In  the 
mint,  they  have  also  a  peculiar  subdivision  of  the  Troy  grain  : 
thus  dividing 
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the  grain  into  20  mites, 

the  mite  inio  24  droits, 

the  droit  into  20  pcriots, 

the  periot  into  54  blanks. 
The  jjealers  in  wool  have  liiiewise  a  particular  set  of 
weifthts,  viz. :  the  saci<,  wciph,  tod,  stone,  and  clove ;  the 
proportions  of  which  arc  as  follow: 

the  sack  contains  2  weighs, 

the  weigh  Oi  tods, 

the  tod  2  stones, 

the  stone  2  cloves, 

the  clove  7  pounds. 
Also  12  sacks  make  a  last,  or  4308  pounds. 
Farther, 
56  lb.  of  old  hay,  or  60  lb.  new  hay,  make  a  truss. 
40  lb.  of  straw  make  a  truss. 
36  trusses  make  a  load  of  hay  or  straw. 
14  lb.  make  a  stone. 
5  lb.  of  glass  a  stone. 
Other  nations  have  also  certain  weights  peculi.ar  to  them- 
selves: thus,  Spain  has  its  arrobas,  containing  25  Spanish 
pounds,  or  one-fourth  of  the  common  quintal  :  its  quintal 
macho,  containing  150  pounds,  or  one-half  of  the  common 
quintal,  or  6  arrobas ;  its  adarme,  containing  one-sixteenth 
of  its  ounce.     And   for  gold,   it   has  its  castillan,   or   one- 
hundredth  of  a  pound;  and  its  tomin,  containing  12  grains, 
or  one-eighth  of  a  castillan.     The  same  are  in  use  in  the 
Spanish  West  Indies. 

Portugal  has  its  ari-oba,  containing  32  Lisbon  arratals,  or 
pounds.  Savary  also  mentions  its  faratelle,  containing  2 
Lisbon  pounds  ;  and  its  rottolis,  containing  about  12  pounds. 
And  for  gold,  its  chego,  containing  4  carats.  The  same  are 
used  in  the  Portuguese  East  Indies. 

Italy,  and  particularly  Venice,  have  their  migliaro,  con- 
taining 4  rairres  ;  the  mirre  containing  30  Venice  pounds  ; 
the  saggio,  containing  a  sixth  part  of  an  ounce.  Genoa  has 
five  kinds  of  weights,  viz. :  large  weights,  whereby  all  mer- 
chandizes are  weighed  at  the  custom-houses  ;  cash  weights 
for  piasters,  and  other  specie  ;  the  cantara,  or  quintal,  for 
the  coarsest  commodities ;  the  large  balance  for  raw  silks, 
and  the  small  balance  for  the  fine  commodities.  Sicily  has 
its  rottolo,  equal  to  32^  pounds  of  Messina. 

Germany,  Flanders,  Holland,  the  Hanse-towns,  Sweden, 
Denmark,  Poland,  &c.,  have  their  schippondt,  which,  at 
Antwerp  and  Hamburgh,  is  300  pounds ;  at  Lubeck,  320 ; 
and  at  Konigsberg,  400  poi(nds.  In  Sweden  the  schip- 
pondt for  copper  is  320  pounds ;  and  the  schippondt  for  pro- 
visions 400  pounds.  At  Riga  and  Ucvcl,  the  schippondt  is 
400  pounds;  at  Dantzic,  340  pounds;  in  Norway,  300 
pounds ;  at  Amsterdam,  300,  containing  20  lysponts,  each 
weighing  15  pounds.  In  Moscow  they  weigh  their  large 
commodities  by  the  bercheroct,  or  berkcwits,  containing 
400  of  their  pounds.  They  have  also  the  poet,  or  poede,  con- 
taining 40  pounds,  or  one-tenth  of  the  bercheroct. 

In  order  to  show  the  proportion  of  the  several  weights 
used  throughout  Europe,  we  shall  add  a  reduction  of  them 
to  one  standard,  viz.:  the  London  pound. 

Proportion  of  the  Weights  of  the  principal  Places  in  Europe. 
The   100   lb.   of  England,   Scotland,    and   Ireland,   are 
equal  to 

lb.  oz. 

91  8  of  Amsterdam,  Paris,  &c. 

96  8  of  Antwerp  or  Brabant. 

88  0  of  Rouen,  the  viscounty  weight. 

106  0  of  Lyons,  the  city  weight. 

90  9  of  Rochelle. 


lb. 

oz. 

107 

1  I  of  Toulouse  and 

Tpper  Langucdoc 

113 

0  of  Marseilles  or 

Provence. 

81 

7  of  Gi'neva. 

93 

5  of  Haml)urc;h. 

89 

7  of  Frankfort,  &c 

96 

1  of  Lcipsic,  &c. 

137 

4  of  Genoa. 

132 

11  of  Leghorn. 

153 

11  of  Milan. 

152 

0  of  Venice. 

154 

10  of  Naples. 

97 

Oof  Seville,  Cadiz 

&C. 

104 

13  of  Portugal. 

96 

5  of  Liege. 

112 

Of  of  Russia. 

107 

Oj\  of  Sweden. 

89 

Oi  of  Denmark. 

Proportion  of  the  Weights  of  several  Places  in  Europe  com- 
pared with  those  of  Amsterdam. 


The  100  lb. 
lb. 
105 

if  Amsterdam,  are  equal  t( 

of  Antwerp. 

100 

of  Bayonne  and  Paris. 

95i 

of  Bergen  in  Norway. 

151 

of  B(jk)gna. 

103 

of  Bremen. 

125 

of  Breslaw. 

105 

of  Cadiz. 

107 

of  Copenhagen. 

97 

of  Dublin  and  Edinburgh 

109 

of  London. 

114 

of  Madrid. 

169 

of  Naples. 

109 

of  Riga. 

146 

of  Rome. 

110 

of  Stettin. 

182 

of  Venice. 

Comparison  of  English  and  Foreign  Weights. 

Engush  Weights. 

Troy  Weight. 

lb.        oz.        scriip.        drs.  grains.         grammes 

1  =  12  =  96  =  283  =  5700  =  372.96 
1  =    8  =    24=    480=    31.08 
1  =      3  =      60  =      3.885 
1=      20=      1.395 

1  =      0.06475 

Avoirdupois  Weight. 

lb.         oz.         drs.  grains.  grammes. 

1  =  16  =  256  =  7000       =  453.25 

1  =    16  =    437.5    =    28.32 

1  =    27.975  =      1.81 

German. 
71  lb.  or  grs.  English  Troy  =  74  lb.  or  grs.  German  apothe- 

caries'  weight. 
1  oz.  Nuremburg,  medio,  weight  =  7  dr.  2  scru.  9  grams 

English. 
1  mark  Cologne  =  7  oz.  2  dwt.  4  gr.  English  Troy. 

Dutch. 

1  lb.  Dutch  =  1  lb.  3  oz.  16  dwt.  7  gr.  English  Troy. 
787i  lb.  Dutch  =  1038  lb.  English  Troy. 
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Swedish  Weights,  used  by  Bergman  and  Scheele. 

The  Swedish  pound,  which  is  divided  like  the  English 
apothecary's,  or  Troy  pound,  weighs  6556  grains  Troy. 

The  i<aniie  of  pure  water,  according  to  IJcrprnian.  weighs 
4'i"250  Swedish  grains,  and  occupies  100  Swedish  cubic 
inches.  Hence  the  liaiine  ot'pure  water  weighs  48088.719444 
English  Troy  grains,  or  is  equal  to  189.9413  English  cubic 
inches ;  and  the  Swedish  longitudinal  inch  is  equal  to  1.238435 
English  longitudinal   inch. 

From  these  data  the  following  rides  are  deduced  : — 

1.  To  reduce  Swedish  jonsjitudinal  inches  to  English, 
multiply  by  1.2384,  or  divide  "by  0.80747. 

2.  To  reduce  Swedish  to  English  cubic  inches,  multiply 
by  1.9,  or  divide  by  0.5265. 

3.  To  reduce  the  Swedish  pound,  ounce,  drachm,  scruple, 
or  grain,  to  the  corresponding  English  Troy  denomination, 
multiply  by  1.1382,  or  divide  by  0.8786. 

4.  To  reduce  the  Swedish  kannes  to  English  wine  pints, 
multiply  by  0.1520207,  or  divide  by  6.57804. 

5.  The  lod,  a  weight  sometimes  used  by  Bergman,  is  the 
32d  part  of  the  Swedish  pound  :  therefore,  to  reduce  it  to 
the  English  Troy  pound,  multiply  by  .03557,  or  divide  by 
28.1156. 

Correspondence  of  English  Weights  with  those  used  in  France 
before  the  Revolution. 

The  Paris  pound  (poidsde  marc  of  Charlemagne)  contains 
9216  Paris  grains:  it  is  divided  into  16  ounces,  each  ounce 
into  8  gros,  and  each  gros  into  72  grains.  It  is  equal  to 
7561  English  Troy  grains. 

The  English  Troy  pound  of  12  ounces  contains  5760  En- 
glish Troy  grains,  and  is  equal  to  7021  Paris  grains. 

The  English  Avoirdupois  pound,  of  16  ounces,  contains 
7000  English  Troy  grains,  and  is  equal  to  8538  Paris  grains. 

To  reduce  Paris  grains  to  English  Troy  grains,  ") 

divide  by. L  2jg9 

To  reduce  English  Troy  grains  to  Paris  grains,   ( 

multiply  by J 

To   reduce    Paris    ounces   to   English    Troy,  "j 

divide  by .'.    I      Qjr-n- 

To  reduce  English  Troy  ounces  to  Paris,  mul-   (    "        ' 

t'ply  by -.J 

Or  the  conversion  may  be  made  by  means  of  the  follow- 
ing tables 

I.  To  reduce  French  to  English  Troy  Weight. 

The  Paris  pound =  7561  ~j 

The  ounce =     472.5625   !       English 

The  gros =        59.0703   [  Troy  grains. 

The  grain =z  .8204  J 

II.  To  reduce  English  Troy  to  Paris  Weight. 


The  English  Troy  lb.  of  12  oz.  . 

The  Troy  ounce , 

The  drachm  of  60  grains , 

The  dwt.  or  dernier  of  24  grains 

The  scruple  of  20  grains , 

The  grain 


7021. 

585.0893 

73.1354 

29.2541 

24.3784 

1.2189 


III.   To  reduce  English  Avoirdupois  to  Paris  Weight. 

The  Avoirdupois  lb.  of  16  oz.  or  7000  )  ^-oa           )   '^ 

Troy  grains \  =  ^^'^^            i.  ^■ 

The  ounce :=    533.6250  )  <2 
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Kilogramme... 


jlOO 
I   Fr 


1D.7  cwts. 


The  following  is  a  Table  of  Weights,  according  to  the  new 
French  system : 

Names.  French  value.  £ngli.4li  Tilae. 

1000  kilogrammes  =  1  ) 

rer.ch  ton =  j 

Quintal 100  kilogrammes. .  =        1.97  cwts. 

VV^eight  of  one  cubic  deO 
cimeterofwaterof  the  I  2.6803  lbs.  troy, 
temperature  of  39^  12'  [2.5055  lbs.  avoir. 
Fahrenheit J 

Hectogramme  J^th  of  kilogramme.  ..-\  \^r^^^'  *'"''^'. 
*  '  °  "  ( 3.52  ozs.  avoir. 

Decagramme  jj^th  of  kilogramme  . .  —     6.43  dwts.  troy. 

i  15.438  grs.  troy. 

Gramme joV  otli  of  kilogramme. .  =  \    0.643  dwt. 

(    0.032ouncetroy 

Decigramme  ■^■^\■^-^  of  kilogramme  ..=  1.5438  grains  troy. 

See  also  the  article  Measure. 

Weights  of  a  Sash,  two  weights  by  which  the  sash  is 
suspended,  and  kept  ;;teady  in  any  situation  it  is  put  into,  by 
means  of  cords  passing  over  pulleys.  The  two  vertical  sides 
offhe  sash-frame  are  generally  made  hollow,  in  order  to 
receive  the  weights,  which  by  this  means  are  entirely  con- 
cealed :  and  thus,  to  keep  the  sash  in  suspension,  each  weight 
must  be  exactly  half  the  weight  of  the  sash.  The  cords  must 
be  of  the  best  quality,  otherwise  they  will  soon  fret  to 
pieces. 

WEIE,  a  dam  placed  across  a  river  or  stream,  for  the 
purpose  of  ponding  back  a  portion  of  the  water. 

W  ELCIi-GEOlXS,  those  formed  by  the  intersection  of 
two  semi-cylindrical  vaults,  one  of  which  is  of  less  height 
then  the  other. 

WELDING,  the  method  of  joining  two  pieces  of  metal  by 
means  of  heat,  by  which  they  are  brought  nearly  to  a  state 
of  fusion. 

WELL-HOLE,  in  building,  a  term  differently  understood 
by  workmen  and  writers  :  by  some,  the  whole  space  enclosed 
by  the  walls  of  a  staircase  is  called  the  well-hole ;  by  others, 
it  is  used  only  for  the  space  left  in  the  middle  at  the  ends  of 
the  steps  in  a  geometrical  staircase.  In  strict  propriety,  the 
whole  apartment  in  which  the  sUiirs  are  placed  ought  to  be 
called  the  well  ;  and  the  void  formed  by  the  ends  of  the  steps 
the  well-hole. 

WHEEL,  (from  the  Saxon,  wheol.)  in  mechanics,  an 
engine  consisting  of  a  circular  body  turning  on  an  axis,  for 
enabling  a  given  power  to  overcome  or  move  a  given  weight 
or  resistance.  This  machine  may  be  referred  entirely  to  the 
Lever,  which  see. 

Wheel- Window,  a  circular  window,  common  in  Lom- 
bardic  and  Gothic  buildings;  otherwise  termed  a  Rose  or 
Catherine-wheel  window. 

WHETSTONE,  a  stone  of  a  very  fine  quality,  by  which 
tools  for  cutting  wood  are  brought  to  a  fine  edge,  after  beiu" 
ground  upon  a  grit-stone,  or  grindingstone,  to  a  rough 
edge. 

WICKET,  (from  the  Dutch.)  a  small  door  made  in  a  gate. 

WIND  BEAM,  an  obsolete  name  for  a  Collar  Beam  :  see 
that  article. 

WINDERS,  those  stairs  by  which,  in  a  continuous  flight, 
the  direction  of  ascent  is  changed,  the  risers  being  disposed 
as  radii  of  a  circle,  and  the  treads  in  consequence  being 
narrower  at  one  end  than  the  other;  the  width  of  the  treads 
at  the  centre  should  be  the  same  as  that  of  the  fyers.  See 
Stairs. 

WINDING-STAIRS,  those  which  wind  round  a  central 
newel,  or  a  circular  well-hole.     See  Stairs. 
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WINDLASS,  or  Windlace,  a  machine  for  raising  weights, 
in  which  a  cope  or  chain  is  wound  about  a  cylindrical  body, 
moved  by  several  levers. 

Also  a  handle,  by  wliich  anything  is  turned. 

WINDOWS,  (Iroin  the  Danish,  vindiie,  or  the  Welsh 
wi/iit  dor,  a  passage  for  the  wind,)  those  apertures  in  walls 
through  which  light  is  transmitted  to  the  interior  of  build- 
ings. 

Windows  are  generally  of  a  rectangular  form,  the  sides, 
or  janihs,  l>L'ing  vertical,  and  the  bottom  and  lintel  horizontal. 
Semicircular  windows  have  a  very  elegant  effect,  particulaily 
in  circular  buildings,  as  was  generally  the  practice  of  the 
Romans;  but  those  that  are  (inished  with  segments,  or  semi- 
ellipses,  are  not  so  beautiful ;  and  much  less  so  are  such  as 
are  constructed  of  entire  circles  or  ellipses,  for  which,  few 
or  no  precedents  are  to  be  found  in  the  buildings  of  the  an- 
cients. 

Windows  must  be  proportioned  in  height  and  width  to  the 
principal  rooms.  The  dressings  of  windows  are  the  sill,  and 
the  insisting  architrave,  surrounding  the  upj)er  part,  crowned 
by  a  cornice  and  frieze.  The  breadtli  of  the  architrave  may 
be  one-si.\th  of  that  of  the  aperture;  the  frieze  the  same; 
the  height  of  the  cornice  will  depend  upon  the  number  of 
mouldings. 

Windows  should  be  so  placed  with  respect  to  the  principal 
room,  or  dining  and  drawing-rooms,  as  to  be  equally  distant 
from  each  end  of  the  apartment,  and  equidistantly  distributed 
in  the  principal  front,  of  one  size,  with  their  edges  or  sides 
in  the  same  vertical  lines.  This  adjustment  will  frequently 
be  attended  with  difficulties  ;  and  to  accommodate  the  prin- 
ciple, an  alteration  of  the  proportions,  in  a  small  degree,  will 
sometimes  bo  necessary.  In  houses  of  the  middle  class, 
where  economy  is  an  equal  consideration  with  elegance  or 
beauty,  the  windows  frequently  reach  as  high  as  the  cornice, 
or  even  so  high  as  to  cut  the  cornice,  wholly,  or  in  part ;  a 
mutilation  that  destroys  the  beauty  of  the  finishing.  In  such 
cases,  it  would  be  better  to  have  more  lofiy  stories,  or  lower 
windows.  In  large  edifices,  where  proportions  are  con- 
sidered, the  spaces  above  the  windows  are  more  ample,  and 
allow  a  more  elegant  finish,  with  a  greater  repose  for  the  eye. 
Further  particulars  respecting  windows  will  be  f  )und  under 

Al'AKTMENT,    BuiLDING,    CasE.MENT,    HoUSE,    JoiNEIlV,     SaSH- 

FRAMB,  and  Skiti.ight.  See  also  Tracerv,  and  Gothic 
AuciiiTEcruRE,  &c. 

Plate  1.  Firpire  1. — A  window  finished  in  the  usual  man- 
ner.    No.  1.  The  elevation.     No.  2.  The  Hank. 

Figure  2.  The  elevation  of  a  window,  where,  the  thick- 
ness of  the  wall  not  being  sulficient  to  allow  of  bo.xings,  the 
shutters  arc  hinged  upon  a  hanging  st_\  le. 

Figure  3. — The  si'ction  of  the  foregoing. 

Figure  4. — Section  and  {)lan  of  the  sa>h-lrame  and  shutters 
of  a  window,  showing  the  same  finishing,  whether  the  shut- 
ters be  folded  in  theii-  bo.vings  to  admit  light,  or  extended  to 
their  breadth  upon  the  sashes  to  exclude  it. 

Figure  5. — Plan  and  section  of  the  lower  sash  shutters 
and  bo.xings  of  a  common  window,  showing  the  nature  of  the 
work. 

Window-Shutters,  the  wooden  doors  by  which  windows 
are  occasionally  closed,  or  secured.  See  Boxings,  Joinerv, 
and  Sash-Frame. 

^V'iN'G,  the  outlying  and  returning  ends  of  a  building. 

WITIIS,  (from  the  Saxon.)  the  partitions  of  (lues.  See 
Chimney. 

Wood,  (from  the  Saxon  wude,)  a  fibrous  material,  of 
the  greatest  use  in  building,  formed  into  sh;ipe  by  edge-tools. 
For  a  description  of  the  dill'erent  kinds  of  wood  as  applicable 
to  building,  see  the  articles  Timber  and  Material;  and  for 


the  method  of  measuring  it,  see  Mensuration,  towards  the 
end.  See  also  Seasoning  of  Timber,  and  Strength  of  Ma- 
terials. 

Wood  Bricks,  blocks  of  wood  cut  to  the  form  and  size  of 
bricks,  inserted  in  the  interior  walls  of  apartments,  as  holds 
for  the  joinery. 

WOODEN  BRIDGES,  are  platforms  constructed  of  car- 
pentry, for  crossing  streams,  rivers,  roads,  &c.  These  bridges 
may  be  looked  u|)on  as  the  origin  of  all  such  constructions, 
whether  of  stom-,  wood,  or  iron.  In  early  times  it  may  fairly 
lie  supposed,  that  trees,  or  planks  made  from  them,  would 
be  thrown  from  one  bank  of  the  stream  to  the  other,  so  as  to 
serve  fijr  a  footway,  by  which  a  pass.ige  might  \x:  eflected. 
This  might  have  been  suggested  in  the  first  instance  by 
accident,  eitlier  by  a  tree  liilling  in  that  jiosition,  or  else 
by  its  growing  across  a  stream,  as  sometimes  happens  with 
willows,  &c.  A  plank  placed  from  one  bank  of  a  stream  to 
another,  is  the  simplest  form  of  a  timber  bridge;  it  is  at  the 
same  time  the  most  pi  rfect ;  and  the  principle  on  which  it  is 
suspended,  or  kept  in  its  proper  position,  is  worthy  of  con- 
sideration, for  we  may  learn  how  to  construct  the  best  and 
most  advantageous  kind  of  bridge,  suitable  for  immense 
spans,  from  this  unpretending,  and  apparently  unpremedita- 
ted contrivance. 

When  a  strong  plank  is  thus  laid  upon  two  supports,  that 
part  of  it  which  lies  midway  between  them,  his  to  sustain  its 
own  weight,  together  with  the  transit  load  which  it  has  to 
bear,  such  as  that  of  anything  crossing  over  it,  by  the  cohe- 
sion between  its  particles,  for  as  that  part  of  the  plank  has 
nothing  to  rest  upon,  it  is  therefore  clear,  that  it  has  a  ten- 
dency to  break  somewhere  between  the  points  of  su|)port 
when  the  strain  becomes  very  great  upon  it ;  but  owing  to 
this  cohesion  of  the  particles,  which  attracts  them  to  one 
another,  such  a  plank  caimot  snap  asunder,  because  the  fibres 
of  the  timl)er  of  which  it  is  formed,  are  so  interwoven,  that 
one  particle  or  atom  of  the  material  will  not  readily  be 
separated  from  its  fellow,  as  long  as  such  material  remains 
in  a  sound  state.  This  being  the  case,  the  effect  of  the 
weight  upon  the  beam  will  cause  it  to  bend,  or  what  is 
technically  termed,  to  sag,  but  in  order  to  this,  it  will  be 
necessary  that  the  fibres  on  the  under  siile  of  the  beam 
should  first  be  drawn  out,  or  lengthened,  that  is.  sulijeeted  to 
a  tensile  strain,  while  on  the  Contrary,  those  on  the  upper 
surface  will  be  forced  to  contiact, or  become  shorter,  in  other 
Words,  they  wid  be  pressed  upon  longitudinally,  and  thus  be 
subjected  to  a  compressive  fiirce.  It  is  also  evident,  that 
there  must  be  some  intermediate  plane  between  the  upper 
and  lower  surfaces  of  the  beam,  where  the  two  opposite  con- 
tending fjrces  will  meet,  in  which,  of  course,  neither  will 
preponderate  ;  this,  which  is  denominated  the  neutral  plane, 
is  situated  losyer  or  higher,  according  to  the  depth  of  the 
beam,  the  homogeneity  and  cohesion  ol' the  mati-rial  of  which 
it  is  composed,  and  a  variety  of  other  considerations.  As  a 
general  formula  for  finding  the  weight  with  «hich  it  v ould 
be  advisable  to  load  such  a  beam,  we  may  give  the  f  illovying, 

o  /i  / -- 
w  =z    —— —  where  w  is  the  weight  in   lbs.   with  which  the 
o  / 

beam  may  be  loaded,  including  that  of  the  beam  itself,  b  its 
breadth  in  inches,  d  its  depth  in  inches,  I  its  length  in 
inches  and  s  some  known  constant,  representing  the  calcu- 
lated strength  of  the  kind  of  timber,  or  other  maleri.il, 
employed.  That  of  l.irch  has  been  estimateii  at  280, 
Kiga  fir  at  370,  English  oak  400.  Mar  Forest  fir  415, 
red  pine  447,  pilch  pine  514.  t^anadian  o.ik  588,  ash  075, 
teak  820.  When  the  inertia  of  such  a  bridge  is  small,  the 
deflection,  or  sagging,  of  the  beam  is  found  to  depend  uj)on  a 
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certain  quantity,  which  varies  directly  as  the  square  of  its 
lontith,  and  inversely  as  the  product  of  the  central  statical 
dt  flection,  (that  is,  the  amount  of  deflection  which  would  take 
place  if  all  the  load  were  placed  at  the  centre  of  the  beam.) 
and  with  the  square  of  the  velocity  with  which  the  load  passes 
over  the  bridge. 

In  a  bridge,  therefore,  constructed  with  a  single  beam,  there 
are  two  counteracting  forces,  whieh,  by  mutually  neutralizing 
each  other,  prevent  the  beam  of  which  it  consists  from  yield- 
ing ;  this  constitutes  what  is  ftilled  the  rigidity  of  the  timber, 
which  thus  opposes  an  obstacle  to  its  bending,  and  which  is 
increased  in  the  direct  proportion  of  the  square  of  the  depthand 
inversely  as  its  length  within  certain  limits,  provided  it  is  not 
loaded  to  more  than  a  third  of  its  calculated  capability,  whieh 
is  taken  into  consideration  in  the  above  formula.  This  form 
of  bridge  merely  rests  upon  its  abutments,  or  piers,  pressing 
vertically  upon  them.  It  exerts  no  force  tending  to  over- 
turn or  push  against  them  in  an  oblique  direction.  In  this 
consists  its  superiority  over  bridges  which  are  constructed 
solelj'  on  the  prineiple  of  compression,  such  as  arched  bridges 
in  general,  or  bridges  formed  completely  on  the  principles  of 
tension,  as  in  the  case  of  suspended  bridges,  in  both  of  which 
it  is  necessary  to  introduce  some  countervailing  weight  or 
pressure,  so  as  to  resist  the  tendency  which  both  those  des- 
criptions of  bridges  have  of  oversetting  their  supports.  This 
adds  greatly  to  their  complicated  nature,  and  consequently 
to  the  diHiculty  of  their  construction,  involving,  as  it  does, 
nice  calculation,  founded  upon  careful  observation  and 
experiment. 

It  may  be  said,  if  such  advantages  are  gained  by  forming 
bridges  in  this  simple  manner,  why  not  have  adhered  to  their 
principle  all  along,  instead  of  adopting  difficult  and  intricate 
plans  of  construction,  which  give  rise  to  great  additional  ex- 
pense, besides  making  the  subject  so  much  more  involved  and 
uncertain?  but  on  the  other  hand,  it  must  be  remarked,  that 
independently  of  the  short  duration  of  timber  in  comparison 
of  stone,  iron,  &c.,  where  large  spans  have  to  be  crossed,  it 
cannot  always  be  obtained  of  sufficient  dimensions,  as  respects 
length  and  depth,  and  besides,  in  some  localities,  a  sujiply  of 
such  timbers  is  not  always  to  be  obtained  ;  and  even  in  those 
where  a  great  quantity  was  at  one  period  to  be  found,  the 
very  fact  of  a  large  consumption  leads  to  a  deficiency  in  the 
course  of  time,  and  trees  of  a  later  growth  and  smaller  scant- 
ling would  necessarily  come  to  be  used  ;  and  further,  in  con- 
nexion with  the  application  of  beams  to  large  spans,  it  must 
be  borne  in  mind,  that  where  the  distance  between  the  sup- 
ports becomes  greater,  the  dimensions  require  to  be  aug- 
mented, and  that  when  the  size  is  increased  in  an  arithmetical 
priiportinn  the  weight  is  added  in  a  much  greater  ratio. 
Under  these  circumstances,  it  may  easily  be  coneeived,  that 
beam  or  girder  bridges  could  only  be  employed  within  certain 
circumscribed  limits;  now,  however,  that  the  Britannia  Tube 
has  originated  the  system  of  building  up  hollow  beams,  by 
which  their  strength  may  be  made  sufficient  for  the  work 
required  of  them,  without  adding  so  enormously  to  their 
weight,  we  may  expect  to  see  wooden-bridges,  fiirmed  of  hol- 
low beams,  taking  the  place  of  rib  and  arched  timber  bridges, 
and  indeed,  in  some  instances  superseding  both  stone  and 
iron,  as  being  calculated  for  much  larger  spans  than  have 
hitherto  been  attempted,  and  capable  of  being  constructed 
at  a  comparatively  small  cost. 

But  to  go  back  to  the  history  of  wooden  bridges,  we  will 
find  that  where  rivers  were  broad,  and  their  channels  deep, 
it  would  be  impossible  to  cross  them  by  single  beams  of  tim- 
ber. In  such  cases,  a  timber  framing  or  sejifl"olding  WH'uld 
be  formed  in  the  bed  of  the  river,  by  driving  piles,  or  a  pier 
tnight  be  lurnied  of  stones,  or  other  materials.     On  these, 


beams  of  timber  would  be  placed,  with  one  extremity  resting 
on  the  pier,  and  the  other  on  the  bank  of  the  river,  or  on 
an  abutment  raised  at  the  water's  edge,  and  upon  several 
piers  in  the  water,  as  the  case  might  be.  Where  the  dis- 
tance between  the  supports  were  too  great  for  the  dimensions 
of  the  timber  forming  the  roadway,  the  main  beams  were 
propped  up  by  struts  projecting  from  the  sides  of  the  jiiers 
or  j)iles,  which  were  sometimes  made  to  meet  in  the  centre,  or 
if  that  was  not  practicable  on  account  of  the  distance  between 
the  supports,  they  could  each  be  made  to  sustain  the  beam, 
and  a  cross-piece  on  which  their  ends  should  abut  be  placed 
between  them,  and  fastened  to  the  underside  of  the  beam, 
these  struts,  or  stays,  were  then  multiplied  and  disposed  in 
various  ways,  until  at  length  a  rib  or  arch  of  timber  was 
formed  to  support  the  roadway,  while  the  spandrels  were 
filled  up  with  struts  and  ties  to  resist  the  compression. 

The  ribs  of  bridges  constructed  in  this  manner  were  com- 
posed of  frames,  the  lower  portion  of  which  form  segments 
of  circles,  frequently  made  up  of  several  pieces  of  wood 
placed  immediately  one  over  the  other,  and  joggled  together, 
so  arranged,  however,  that  their  ends  should  break  joint. 
To  these  circular  arcs,  or  polygonal  frames,  upright  pieces 
were  attached  either  by  bolts,  mortises,  or  iron  straps,  by 
which  the  weight  of  beams  supporting  the  roadway  was 
sustained  at  intervals,  and  so  disposed  as  that  each  part 
might,  as  far  as  possible,  conduce  to  the  strength  of  the 
whole. 

The  spandrils,  or  spaces  between  the  lower  rib  and  the  road- 
way, were  differently  arranged,  aecxjrding  to  circumstances; 
in  some  there  were  perpendicular  braces,  and  in  others  pen- 
dant pieces  were  made  to  radiate  towards  the  centre  of  the 
circle,  or  polygon,  of  which  the  ribs  were  composed.  Again  ; 
instead  of  forming  the  lower  bar  of  the  polygon,  <Sic.,  by 
layers  of  timber  bound  closely  together,  it  was,  in  some  cases, 
constructed  of  two  rails  placed  at  some  distance  from  each 
other,  and  fastened  to  radiating  pendants,  the  intermediate 
spaces  being  filled  up  by  abulling  pieces  placed  regularly 
across,  so  as  to  keep  all  the  parts  of  the  ribs  in  their  proper 
places.  Besides  this,  latiice-brhlges  may  be  mentioned, 
which  consist  of  two  or  more  fiames  composed  of  top  and 
bottom  rails,  either  horizontal  or  slightly  cambered,  and  the 
spaces  between  them  filled  in  with  diagonal  pieces,  crossing 
one  another  at  an  angle  of  45°,  or  some  other  suitable  angle ; 
these  pieces  are  bolted  to  one  another  at  every  crossing,  as 
also  to  longitudinal  walings,  and  the  top  and  bottom  rail; 
bridges  of  this  description  are  easily  constructed,  exceedingly 
cheap,  and  have  been  found  to  answer  exlretnely  well  for 
large  spans.  In  addition  to  those  enumerated,  there  are  a 
large  class  of  timber-bridges  formed  on  the  tension  principle, 
by  framing  king  and  queen-posts  to  the  nuiin  beam  on  which 
the  roadway  is  supported,  and  bolting  to  them  an  upjier  rail, 
at  the  same  time  filling  in  the  intermediate  spaces  with  ties 
and  truss-bars. 

The  Pons  Sublicim  was  the  first  bridge  ever  built  across 
the  Tiber.  It  was  at  first  constructed  of  timber  in  the 
reign  of  Ancus  Martins.  It  was  put  together  without  either 
bolts  or  ties,  so  that  it  could  readily  be  taken  asunder  ;  and 
was  built  for  the  purpose  of  connecting  together  the  Aven- 
tine  and  Janiculum  hiils. 

The  bridge  built  over  the  Danube  by  Trajan  is  almost  one 
of  the  oldest  timber-bridges  of  which  we  have  a  detailed 
account.  It  was  supported  on  twenty  stone  piers,  which  were 
150  feet  high  and  6  feet  broad  ;  on  these  were  framed  timber- 
arches,  eaeh  170  feet  span,  and  funned  of  three  concentiio 
timber-rinss  bound  together  by  radiating  pendants;  these, 
toi'ether  \vith  the  arches,  supported  the  longitudinal  beams 
ou  which  the  flooring-joists  v,  ere  phiced  across  the  bridge. 
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It  had  a  simple  parapet,  formed  of  a  top  and  bottom  rail, 
supported  at  intervals  by  upright  posts,  with  diagonal  braces 
filling  in  the  intermediate  spaces.  This  bridge  was  unt'ortii- 
iiatelv  destroyed  by  the  succeeding  em|)eror,  to  prevent  the 
possible  incursions  of  the  barbarians,  by  its  means,  into  llie 
Roman  territory. 

The  timber-bridge  of  SchanlThansen,  built  over  the  Rhine, 
by  Ulrick  Grubenmann,  was  remarkable  for  its  ingenious  con- 
struction; it  consisted  of  two  openings,  one  172  feet  span, 
and  the  other  about  190.  Its  abutments  and  centre-pier 
were  of  stone  ;  on  these  were  laid  a  kind  of  compound  beam, 
formed  of  three  rails  or  walings,  each  of  which  consisted 
of  two  longitudinal  beams  bolted  together,  and  toothed  into 
each  other,  so  as  to  be  perfectly  united;  these  were  sup- 
ported by  an  infinity  of  struts,  kept  in  their  places  by 
vertical  binding-pieces,  all  teijding  to  transfer  the  thrust 
to  the  su|'ports  of  the  bridge.  It  was  roofed  in  for  the 
ostensible  purpose  of  protecting  the  timber  from  the  bad 
efl'ects  of  the  weather;  but  there  can  be  little  doubt  but  that 
the  roof  added  greatly  to  its  strength  ;  and  it  is  not  impro- 
bable that  its  ingenious  architect  was  aware  of  the  impor- 
tant advantages  to  be  derived  from  its  introduction.  Tliis 
bridge,  and  others  designed  and  executed  by  the  brothers 
Grul)enmann,  were  in  fact  Timber  Tuhnlar  Brid(jes. 

The  beautiful  bridge  of  ScliaulVhausen  was  untbrtunately 
demolished  by  the  French,  about  the  year  1800. 

John  Grubenmann,  assisted  by  his  brother  Ulrick,  built  a 
sjileiidid  bridge  of  a  similar  description  over  the  Limmat, 
ha\  ing  the  enormous  span  of  390  feet.  It  was  formed  of  two 
immense  circular  ribs,  one  at  each  side  of  the  roadway,  formed 
of  several  beams  boiled  together,  and  made  to  fit  one  into  the 
other,  in  a  similar  manner  to  the  Schaiitlhausen  Bridge. 

This  bridge  had  also  angular  struts,  longitudinal  beams, 
perpendicular  binding-pieces,  and  abutments  of  masonry  ;  it 
was  likewise  furnished  with  a  roof,  which  adilcd  considerably 
to  the  stability  of  the  structure.  It  was,  however,  burned 
down  shortly  after  the  destruction  of  the  Schaufl'hausen 
Bridge.  The  bridge  at  Ceslingen,  as  also  that  of  Zurich,  the 
one  ujnvards  of  200  feet,  and  the  other  about  130  feet  span, 
are  splendid  specimens  of  this  kind  of  construction,  as  like- 
wise the  bridges  of  Mellingen  and  Berne,  by  Hitter,  and 
those  over  the  Saone  by  Gauthey. 

The  timber-bridge  of  St.  Clair,  built  over  the  Rhone  at 
Lyons,  has  seventeen  openings,  the  centre  one  having  a 
span  of  45  feet,  and  the  others  diminishing  towards  each 
bank.  This  bridge  has  a  roadway  of  about  30  feet,  which  is 
supj)orted  upon  piers  each  formed  of  13  piles,  arranged  in  a 
.single  row,  rimning  parallel  with  the  banks  of  the  river;  on 
the  top  of  these  jiiles  a  sill  was  framed,  and  longitudinal 
timbers  were  made  to  bear  over  the  head  of  each  pile;  and 
upon  these  longitudinal  timbers  the  (looring  was  laid. 

The  bridge  of  (ireiielle.  erected  over  the  Seine,  near  Paris, 
by  M.  Mallet,  consists  of  two  equal  and  symmetrical  bridges, 
separated  by  an  intermediate  piece  of  dry  ground  ;  each  of 
these  is  formed  of  three  timber-bays  of  82  feet  span,  sup- 
ported upon  two  abutments  and  two  piers  of  masonry.  The 
width  of  this  bridge  is  nearly  33  feet.  The  piers  are  about 
11  feet  wide  at  their  foundations,  and  are  diminished  to 
about  9  feet  at  the  springing.  The  abutments  have  a  half 
pier  attached  to  them,  on  which  the  timber-work  rests. 
Those  at  tile  lianks  of  the  river  have,  besides,  two  wing-walls. 
The  ground  in  the  centre,  measuring  85  feet,  the  whole 
bridge,  reckoning  the  entire  distance  ti-om  the  abutments  on 
either  bank  of  the  Seine,  is  ()32  feet  long. 

All  the  foundations  were  built  on  piles,  upon  whicli  a  plank- 
ing was  laid.  These  foundations  were  formed  by  means  of 
corter-dams,  easily  constructed  on  account  of  the  shallowness 


of  the  river,  which,  at  low  water,  was  not  more  than  5  feet 
deep;  each  bay  is  compcjsed  of  seven  timber  frames,  placed 
about  5  feet  apart  from  each  other.  The  frames  consist  of 
segmental  ribs,  formed  of  three  pieces  of  bent  timber,  bolted 
and  bound  together  by  means  of  iron,  which  support  the 
roadway  by  radiating  pendants  ;  each  of  these  compound  seg- 
mental licams  is  9  inches  square,  and  of  such  a  length  as  to 
take  in  two  of  the  spaces  formed  by  the  pendants.  In  cutting 
and  placing  the  frames  in  position,  they  were  put  5  inches 
higher  than  they  should  have  been,  in  order  to  allow  for  sink- 
ing, after  the  flagging  was  put  upon  the  bridge ;  and  even 
when  opened  to  the  public,  the  bridge  had  not  settled  into  its 
place,  so  it  would  seem  that  2,  or  at  most,  3  inches,  would 
have  been  amply  sufficient  to  have  allowed  fir. 

Upon  the  roadway,  a  layer  of  bitumen  was  laid  about  half 
an  inch  thick,  in  order  to  prevent  the  water  from  injuring  the 
timber  of  the  bridge;  however,  it  must  be  admitted,  that  after 
very  heavy  rain,  the  moisture  h.as  been  found  to  have  per- 
colated through  this  pavement,  either  owing  to  its  having  been 
badly  laid,  or  perhaps  in  consequence  of  crack's  made  in  this 
coating  by  the  contraction  and  expansion  of  the  timber  road- 
way. It  might  be  better,  therefore,  in  fiitnre,  to  place  a  layer 
of  fine  sand  hetween  the  flooring-boards  and  the  bitumen. 
Six  drain-pipes  in  each  bay  convey  the  water  olf  the  surfiice. 
The  pavement  of  the  roadway  consists  of  a  flagging,  6 
inches  tliick,  laid  upon  s.and  in  the  ordinary  matnier.  Each 
bay  is  loaded  to  the  extent  of  about  40  tons. 

There  is  another  bridge  over  the  Seine,  at  lory,  which 
was  put  up  in  the  year  1828,  and  which  greatly  resembles 
the  bridge  of  Grenelle  in  construction. 

Besides  these,  which  are  given  by  way  of  example,  there 
are  almost  an  endless  number  of  wooden-bridges  erected 
throughout  the  world  ;  among  which  may  be  mentioned  the 
bridge  at  Trenton,  in  America,  of  180  feet  span  ;  a  bridge 
over  the  Tees,  150  feet  span  ;  the  bridge  of  Neucetringen,  in 
Bavaria,  102  feel ;  the  bridge  across  the  Necker,  210  feet 
span  ;  the  bridge  of  Bamberg,  with  an  opening  of  200  feet, 
erected  by  M.  Wiebeking,  an  engineer,  who  has  constructed 
an  immense  lumiber  of  limber-bridges  ;  the  bridge  of  Feld- 
rich,  with  a  span  of  05  feet ;  the  bridge  at  Zete,  built  by  M. 
C'olfinct,  with  a  span  of  125  feet,  besides  several  put  up  by 
the  celebrated  Perronet ;  and  a  number  of  others  remark- 
able for  their  ingenious  construction  and  variety  of  form. 

Timber  bridgi^s  are  either  supported  upon  piers  and  al)Ut> 
ments  of  masonry  built  on  the  siilid  (i)undation  of  the  ground, 
or  on  a  plaltbrm  constructed  upon  piles  driven  into  the  earth, 
or  they  are  supported  upon  piers  formed  of  one  or  more 
rows  of  piles  driven  in  a  line  with  the  roarl  or  river  passing 
under  the  bridge.  There  are  an  almost  infinite  variety  of 
ways  in  which  such  props  or  piers  nuiy  be  made.  It  is,  how- 
ever, usual  to  drive  tlie  piles  about  a  yard  apart  from  centre 
to  centre,  and  to  bolt  capiiing-pieces  or  walings  to  the  top 
of  such  piles,  and  either  filling  up  the  spaces  between  with 
large  stones  laid  dry,  or  else  gi-outed  with  morlar;  on  this, 
the  masonry  for  the  su|iports  should  be  placed,  or  a  timber- 
framing,  if  desired,  or  else  the  piles  may  be  carried  up  to  the 
height  of  the  roadway,  being  kept  in  their  places  by  walings 
and  diagonal  pieces,  "bolted  on  each  side  of  them  ;  these  piles 
should  be  about  a  foot  square,  and  when  they  are  driven  in 
salt  water,  or  in  tidal  rivers,  their  surfaces,  up  to  high-water 
mark,  should  be  sheathed  with  copper,  or  protected  by  seup- 
pcr-nails,  from  the  ravages  of  the  worm.  At  each  end  of  the 
jiicrs  in  the  water,  in  cases  where  several  rows  of  piles  are 
driven,  a  sort  of  cutwater  shoidd  be  firmed,  in  order  toward 
oil"  heavy  bodies,  such  as  floating  trees,  ice,  &c.,  and  prevent 
them  from  injuring  the  superstructure.  This  is  usually  done 
by  driving  one  pile  by  itself  in  advance  of  the  rest,  or  by 
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forming  what  is  called  a  dolphin  at  each  end  of  the  pier. 
The  piers  and  abutments  should  be  made  in  all  cases  suffi- 
ciently strong  to  resist  the  thrust  of  the  arch.  In  cases  of 
small  foot-bridges,  where  even  the  distance  between  the 
supports  ^hould  be  as  much  as  20  or  30  feet,  longitudinal 
sciirfed  girders  may  be  laid  upon  the  caps  of  the  piles.  Under 
such  circumstances  as  we  have  seen,  there  is  nothing  but  the 
weight,  or  perpendicular  pressure,  to  be  provided  for;  and 
the  same  may  be  said  of  timber-bridges  of  greater  width,  for 
roads,  and  even  for  railways,  provided  the  distance  between 
the  piers  does  not  greatly  exceed  10  or  15  feet;  beyond  that 
opening,  however,  bridges  are  usually  sustained  by  struts  or 
tension  rods,  or  the  roadway-timbers  are  trussed  so  as  to 
exert  an  oblique  pressure  upon  the  supports;  indeed,  in  all 
instances  of  the  kind,  where  the  bays  are  formed  upon  the 
principle  of  compression,  or  tension,  the  piers  must  be  so 
formed  as  to  counteract  the  tendency  constantly  exerted  to 
force  them  out  of  their  perpendicular  position;  this  must  be 
done  either  by  making  them  of  sufficient  weight  and  strength 
so  as  to  overcome,  by  their  inertia,  any  force  that  may  be 
exerted  against  them,  or  else  to  counterbalance  the  etforts  of 
one  bay,  or  arch,  acting  in  one  direction,  by  a  similar  and 
similarly-acting  arch,  or  timber-frame,  exerting  an  equal  and 
like  force  in  a  contrary  direction.  The  tiirmer  of  these 
methods  is  used  in  the  al)Utments  of  a  bridge,  while  the  latter 
is  invariably  adopted  with  respect  to  piers. 

The  roadway  of  timber-bridges  is  usually  a  flooring  of 
boards  laid  upon  the  joists;  for,  in  cases  where  sand  and 
stones  are  employed,  it  is  found  that  their  weight,  together 
with  the  humidity  they  engender,  causes  the  timbers  of  such 
bridges  speedily  to  decay.  This,  however,  is  far  from  being 
a  general  rule;  and  many  splendid  erections  of  this  descrip- 
tion are  rapidly  being  destroyed,  owing  to  a  want  of  attention 
to  this  importiint  particular.  Some  have  proj)osed  to  cover 
the  surface  of  the  roadway  with  lead,  iron,  copper,  &c.,  but 
the  increased  expense  will  be  a  great  obstacle  to  their  fre- 
quent introduction  :  we  would  recommend  the  wood  pave- 
ment to  be  laid  as  a  covering  for  the  roadway  of  all  limber- 
bridges.  The  parapet  or  handrail  of  these  bridges  is  frequently 
of  wood,  or  it  may  be  of  cast  and  wrought  iron;  now,  how- 
ever, that  it  has  been  shown  how  important  an  addition  to 
the  strength  of  a  bridge  the  sides  of  a  beam  are,  and  that  it 
acts  usefully  in  the  direction  of  its  depth,  if  it  has  oidy 
sufficient  breadth  to  prevent  its  yielding  laterally,  we  w^ould 
suggest  that  in  future  it  should  be  made  available  to  sustain 
the  bridge,  in  addition  to  its  present  purposes  of  ornament 
and  protection. 

Draw  Bridges  of  timber,  made  after  the  manner  of  a 
float,  to  draw  up  or  let  down,  as  occasions  serve,  before  the 
gate  of  a  town  or  castle,  may  be  made  in  several  diSerent 
ways,  but  the  most  common  are  made  with  plyers  twice  the 
length  of  the  gate,  and  a  foot  in  diameter.  The  inner  space 
is  traversed  with  a  cross,  which  serves  for  a  counterpoise; 
and  the  chains  which  hang  from  the  extremities  of  the  plyers 
to  life  up  or  let  down  the  bridge,  are  of  iron  or  brass.  Such 
bridges  are  to  be  seen  at  Stirling  and  Edinburgh  castles,  at 
the  Tower  of  London,  at  the  castle  of  N'incennes,  and  many 
other  regularly-fortified  places.  In  navigable  rivers,  it  is 
sometimes  necessary  to  form  the  middle  arch  of  bridges  with 
two  movable  platforms,  to  be  raised  occasionally,  in  order  to 
let  the  masts  and  rigging  of  ships  pass  the  bridge.  There 
arc  two  piers  which  support  the  drawbridge,  one  of  the  plat- 
forms of  which  is  raised,  and  the  other  let  down,  having  a 
beam  for  its  plyer.  To  this  drawbridge  are  suspended  two 
movable  braces,  which,  resting  on  the  supports,  press  against 
the  bracket  and  thereby  strengthen  it. 

It  is  one  of  the  first  principles  of  statics,  that  if  two  forces 


are  represented,  both  in  amount  and  direction,  by  the  sides 
of  a  parallelogram,  then  their  resultant  will  be  represented 
by  the  diagonal  of  such  p.irallelogram.  likewi  e  in  direction 
and  intensity.  Now,  if  we  reduce  the  polygonal  framing,  of 
which  many  wooden  bridges  are  formed,  to  their  simplest 
form,  that  of  two  beams  abutting  against  one  another,  and 
resting  upon  two  solid  supports  at  their  lower  ends,  we  shall 
find  that,  inasmuch  as  the  forces  will  act  in  the  direction  of 
the  beams,  their  weight  or  gravity  tending  to  keep  the  ends 
of  the  beams  against  each  other  lay  preventiuij  them  from 
rising,  will  be  represented  by  a  vertical  line  passing  through 
their  points  of  contact,  which  will  be  the  diafronal  of  the 
parallelogram  formed  by  the  beams  and  lines  drawn  parallel 
to  them  at  such  a  point  in  each  as  would  limit  the  length  of 
the  line  to  what  would  fitly  represent  the  force  acting  in 
the  direction  of  the  beam,  and  it  is  evident  that  the  beams 
being  in  equilibiio,  their  horizontal  thrusts  must  be  equal 
and  contraiy,  and  consequently  will  be  neutralized  by  their 
joint  action. 

The  fact  is,  in  a  polygonal  framing  of  any  kind,  there  are 
three  forces  exerted  at  every  joint;  one  in  the  direction  of 
each  beam,  and  one,  a  vertical  force,  acting  by  gravity,  which 
being  the  diagonal  of  the  parallelogram  constructed  upon  the 
beams,  is  the  resultant  of  the  other  two,  and  which,  by  acting 
as  a  counterpoise  to  the  others,  keeps  the  system  in  equilibrio. 

To  construct  a  polygon  in  any  particular  instance,  we  must 
know  the  direction  and  amount  of  each  of  the  forces,  and 
their  points  of  apj)lication;  when  these  are  given,  we  may 
readily  construct  the  successive  sides  of  a  polvgonal  bridge. 
It  is  a  well-known  fact  that  gravity  always  acts  vertically ; 
we  may,  therefore,  take  a  liiic  perpendicular  to  the  horizon, 
and  mark  upon  it  a  number  of  divisions,  each  one  represent- 
ing the  efl'ect  of  gravity  at  every  successive  joint ;  having, 
then,  found  a  point  at  such  a  distance  from  it  as  will  repre- 
sent the  horizontal  strains  which,  fijr-a  system  of  forces  in 
equilibrio,  are  always  equal,  and  connecting  that  point  with 
the  several  divisions  marked-  on  the  vertical  line,  we  sh.ill 
have  a  lunnber  of  right  lines  which,  both  in  direction  and 
intensity,  will  respectively  represent  the  force  acting  at  each 
joint  or  angle  of  the  framework.  Then,  by  drawing  lines 
parallel  to  these,  placing  them  one  after  the  other,  we  shall 
construct  a  polygonal  frame  which  will  be  in  equilibrio,  bear- 
ing in  mind  that  the  compressions  of  any  two  sides  of  the 
polygon  are  reciprocally  as  the  sines  of  the  angles  which  they 
firm  with  the  vertical  lines,  or  directly  as  the  secants  of 
their  inclination  t(j  the  horizon. 

In  order  to  find  the  resultant  of  two  forces  acting  in  a 
given  angle,  we  must  add  to  the  sum  of  the  squares  of  the 
forces  twice  their  products  multiplied  into  the  co-sine  of  the 
angle,  and  extract  the  square  root  of  the  sum,  and  this  will 
give  the  retjuired  resultant.  Again;  to  ascertain  the  angle 
between  the  resultant  and  one  of  the  composants,  we  must 
divide  the  product  of  the  sine  of  the  given  angle  and  the 
lesser  force  by  the  product  of  the  co-sine  of  that  angle,  and 
the  same  fierce  U>  which  the  greatei'  force  must  be  added. 

It  has  been  maintained,  and  apparently  with  a  great  deal 
of  truth,  and  several  eminent  men  who  have  studied  the  sub- 
ject deeply  have  coincided  in  the  opinion,  that  where  an  arch 
is  constructed  of  several  key-stones  or  voussoirs.  and  remains 
in  equilibrio,  its  various  parts  being  so  adjusted  as  to  cause  it 
to  remain  without  change  of  position,  that  a  catenary  or  funi- 
cular curve  will  be  found  to  be  wholly  included  somewhere 
between  its  intrados  and  its  extrados.  Now,  as  a  wooden 
bridge,  formed  on  the  principle  of  compres.sion.  either  by  a 
polygonal  frame  or  with  a  timber  arch,  should  be  made  to 
conform  as  much  to  the  principle  of  the  ajch  as  possible,  so 
as  to  make  it  as  strong  as  can  be,  with  a  uniform  pressure  at 
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every  point  by  which  it  may  be  equally  sustained,  without 
throwing  yii  undue  strain  ujioii  any  of  the  joints  or  beams,  it 
is  well  lo  make  the  distance  between  the  intradosand  extrados 
as  great  as  can  be;  hence  the  advantage  of  a  double  arch  of 
timbers,  with  the  intermediate  space  filled  in  with  judielously- 
arianged  braces  and  diagonal  pieces,  by  which  the  ribs  are 
ke|)t  in  their  proper  position  without  maleiially  increasing 
the  weight. 

In  the  construction  of  wooden  bridges  it  must  be  con- 
stantly borne  in  mind  that  every  piece  of  timber  introduced 
should  be  placed,  as  tar  as  can  be,  so  as  to  bear  the  strain 
which  will  be  thrown  upon  it  in  the  direction  of  its  length; 
foi  the  more  it  inclines  from  the  direction  of  the  thrust  to 
whieh  it  is  opposed,  the  less  resistance  it  will  be  capable  of 
exerting,  and  its  useful  etiect  will  decline  in  the  ratio  of  the 
radius  to  the  sine  of  the  angle  of  its  inclination.  In  addition 
to  this,  the  tendency  to  fracture  is  much  greater  by  a  trans- 
verse strain  than  by  a  tbrce  acting  longitudinally  by  com- 
pressi(jn  through  the  entire  length  of  the  beam. 

When  it  is  required  to  join  two  or  more  pieces  of  timber 
end  to  end,  so  as  to  make  them,  together,  sutliciently  long  for 
any  required  purpose,  the  joint  made  use  of  in  th»it  case  is 
called  a  scaif.  Ihis  is  made  by  cutting  away  a  portion  of 
the  thickness  of  the  wood  in  both  pieces,  so  ihat  they  may  fit 
into  each  other :  the  scarf  is  then  made  complete  by  bolting 
them  well  together  with  iron  bolts,  or  with  trenails,  and 
putting  iion  straps  round  the  joint  where  necessary.  A  scarf 
may  be  made  by  culling  away  half  the  wood  at  the  end  of 
each  piece,  that  so  they  may  partially  overlie  or  lap  upon 
each  other,  or  else,  in  a  more  advantageous  way,  by  culling 
away  the  wood  in  a  slanting  direction,  at  the  same  time 
making  indentations  or  notches  in -one  piece  which  exactly 
coincide  with  similar  projections  cut  near  the  end  of  the 
piece  to  be  joined  to  it;  such  scarfs  are  usually  from  18 
inches  to  3  feet  long. 

Teuon-and-mortise  joints  are  used  for  uniting  timbers  at 
right  angles  to  one  another.  The  thickness  is  diminished  on 
both  sides  at  the  end  of  a  piece  of  wood,  so  as  lo  leave  an 
oblong  projection,  called  a  tenon,  which  is  fitted  int<j  a  space 
termed  a  mortise,  hollowed  out  of  the  piece  to  which  it  is  to 
be  united,  and  placed  at  about  a  third  of  the  height  from  the 
under  side;  a  wooden  pin  is  frecjuently  put  through  the  mor- 
tise and  tenon  so  as  to  prevent  iheni  from  getting  out  of  their 
places.  A  combination  of  a  tenon-and-niorlise  joint  with  a 
scarf  is  sometimes  made  lor  joining  timbers  longitudinally; 
and  it  is  found  to  add  greatly  to  its  strength.  Scarfs  in 
beams  likely  to  undergo  a  transverse  strain  must  always  be 
carefully  made;  they  shiiuld  be  very  long  and  well  notched, 
and  this  tcnoii-aiid-moitise  joint  added,  the  wdiole  strongly 
bolted ;  and  it  is  often  a  good  precaution  to  put  a  plate  of 
iron  on  the  under  and  iqiper  sides  of  the  scarf 

A  dove-tail  joint  is  made  by  forming  a  tenon  increasing  in 
width  towards  the  extremity  of  the  wood,  and  having  a 
narrow  neck  near  the  shoulder ;  this  is  fitted  to  a  mortise 
made  in  the  same  shape,  on  another  piece  of  wood,  into  which 
it  is  admitted  laterally  ;  when  the  wood  is  hard,  this  is  a  good 
kind  of  joint,  but  the  ends  of  the  inverted  wedges  are  liuble 
to  be  broken  off  if  their  sides  diverge  too  much,  and  if  they 
are  made  in  too  straight  a  direction,  they  are  apt  to  shrink 
and  thus  become  useless.  This  joint  is,  however,  very  suit- 
able for  ties  when  well  made,  and  it  is  used  in  cases  where  it 
is  thought  desirable  to  secure  two  horizontal  pieces  of  wood 
more  firmly  togi'ther,  which  are  joined  lo  one  another  at  an 
angle.  In  that  case,  a  piece  of  wood  is  made  to  act  as  a  tie, 
by  being  dove-tailed  into  both  the  limbers  at  some  distance 
from  the  joint. 

The  ends  of  struts  and  braces  are  usually  let  into  the  tim- 


bers with  which  they  are  connected  at  the  ends  by  mortise- 
and-teiioii  joints;  these  joints  are  generally  cut  at  the  ends 
perpendicularly  to  their  direction,  and  in  this  way  resist  the 
strains  which  they  have  to  bear  more  effectually. 

A  king-post  is  a  principal  vertical  timber,  to  which  the 
centres  of  bays  or  girders  are  altaclied.  and  by  which  means, 
properly  speaking,  they  should  be  sustained. 

Ciiieen-posts  are  similar  lo  king-posts,  but  do  not  occupy 
so  important  a  position  in  a  piece  of  car])enlry.  A  number 
of  these  may  be  introduced  with  great  advantage;  they 
should  be  well  framed  into  the  top  and  bottom  timbers, either 
by  halving  or  by  mortise-and-tenon  joints;  and  iron  straps 
should,  in  most  cases,  be  made  use  of  lo  make  them  secure. 

The  limber,  &c.,  used  in  the  construction  of  wooden 
bridges  is,  according  to  the  position  it  is  made  to  occupy, 
obliged  to  undergo  four  kinds  of  forces,  which  tend  to  over- 
come the  cohesion  e.\erled  between  the  particles  of  which  it  is 
formed.  These  are,  first,  and  principally,  transverse  pres- 
sure, or  a  force  acting  transversely  upon  a  beam,  tending 
thereby  to  destroy  the  cohesion  and  continuity  of  its  fibre, 
such  is  the  force  that  the  plalforni  of  a  bridge  must  be  made 
to  resist;  such,  also,  the  roof,  the  joists,  the  Hooririg,  and 
many  of  the  levers,  of  which  il  is  composed.  This,  however, 
is  a  compound  force  made  up  of  the  two  succeeding  forces. 
2nd.  A  compressive  or  crushing  force,  which  acts  longitudi- 
nally; this  is  called  generally  into  play  in  the  framing  of  the 
bridge,  posts,  struts,  piles,  &c.  3rd.  A  tensile  force,  in  which 
there  is  a  tendency  to  pull  the  particles  of  the  wood  from  one 
another,  and  thus  cause  a  total  destruction  of  its  parts  by 
stretching  and  drawing  it  to  pieces;  this  force  is  exerted  on 
king-posts,  tie-beams,  the  under  parts  of  the  roadway,  and  of 
the  joists,  walings,  &c. ;  and,  lastly,  there  is  a  twisiinfj  force, 
by  which  the  particles  of  bolts,  rivets,  trenails,  gudgeons,  &c., 
are  strained  or  wrenched  from  each  other,  or  are  constantly 
subjected  to  a  force  tending  so  to  disunite  and  destroy  them. 

In  order  to  prevent  these  forces  from  having  the  effect  of 
injuring  the  bridge,  great  care  nmst  be  taken  in  the  selection 
of  the  proper  materials;  in  the  manner  of  dis|iosing  them  in 
the  bridge,  by  adopting  such  an  arrangement  as  will  make 
one  foice  act  as  a  set-off  lo  another  by  neutralizing  its  inju- 
rious effects,  and,  above  all,  by  distributing  the  pressures 
judiciously,  so  as  never  to  let  any  portion  of  the  structure  be 
loaded  with  more  than  one-third  of  the  weight  which  il  is 
ciilculated  to  bear  without  breaking. 

In  the  case  of  a  beam  supjiorted  at  its  extremities,  it  has 
been  found  that  if  it  be  cut  on  the  upper  side,  near  the 
middle,  to  about  one-lhird  of  its  dejith,  and  a  piece  of  h.iid 
wood  be  inserted,  in  Uie  form  of  a  wedge,  so  as  to  give  the 
entire  beam  a  slight  camber,  that  its  strength  will  be  in- 
creased about  a  sixth  of  what  il  was  previously.  This  plan 
may  be  practised  with  gre.it  advantage  when  the  distance 
between  the  supports  is  small,  because  the  rigidity  of  the 
material  is  so  much  greater  in  proportion  to  the  weigth  to  be 
supported,  that  the  deflexion  is  not  injurious;  but  when  the 
spans  are  great,  and  the  props  or  piers  fiir  removed  from 
each  other,  il  becomes  necessary  to  truss  the  beams  to  prevent 
their  falling  below  the  horizontal  line.  This  deflexion  is  as 
the  product  of  the  weight  and  cube  of  the  length  directly,  and 
inversely  as  the  product  of  the  breadth  and  the  cube  of  the 
depth.  A  deflexion  of  about  the  fiftieth  Jiart  of  an  inch  is 
not  very  injuiious,  but,  where  possible,  il  should  be  provided 
against.  It  may  be  well  to  state  here,  that  the  deflexion 
from  a  weight  uniformly  distributed  over  a  bridge  is  to  ihe 
deflexion  caused  by  the  same  weight  placed  in  the  centre,  as 
5  is  to  8. 

In  the  event  of  a  beam  being  loaded  up  to  the  jioint  of 
breaking,  it  will  bend  before  giving  way,  and  the  transverse 
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strain  which  would  produce  this  result  is  in  the  ratio  of  the 
breadth  niiilti|iliL'd  into  the  square  of  the  depth,  and  inversely 
as  tiie  length;  ami  tlie  square  of  the  secant  of  the  angle  of 
deflexion,  iiiiinediately  before  giving  way  altogether,  must 
also  form  an  element  of  the  taleulation.  When  this  is  ascer- 
tained, ono-third  of  this  breaking  weight  must  be  taken  for 
the  maximum  load  with  wliich  it  must  be  weighted. 

The  inherent  qualities  of  timber  and  other  materials  which 
enable  them  to  resist  the  force  of  compression  acting  in  the 
direction  of  their  length,  is  directly  as  the  fourth  power  of 
their  sides  in  cubic  blocks,  and  as  the  square  of  their  height 
inversely.  The  cohesion  of  wood,  &c.,  by  which  it  is  able  to 
resist  the  force  of  tension,  or  a  drawing  force,  exerted  in  the 
direction  of  its  length,  varies  in  the  proportion  of  its  cross 
section.  The  power  of  resisting  a  tensile  strain,  in  different 
kinds  of  wood,  varies  in  the  ratio  of  their  diHerent  specific 
gravities. 

All  materials  withstand  the  twisting  force  of  tension  when 
in  the  form  of  cylinders,  in  the  ratio  of  the  angle  of  tension, 
and  the  fourth  power  of  the  diameter  directly,  and  in  the  in- 
verse proportion  of  their  length. 

The  resistance  of  different  woods  to  pressure,  as  derived 
from  actual  experiment  made  with  blocks  of  an  inch  cube,  is 
found  to  be — for  elm,  l,2841bs.;  white  deal,  1,928  lbs.;  oak, 
(English)  3,860  lbs. ;  and  pine,  (American)  1,(506  lbs. 

The  resistance  to  tension  for  bars  of  an  inch  square  of 
transverse  section,  is  ascertained  to  be — for  ash,  about 
11.970  lbs.;  beech,  17,371  lbs.;  elm,  1-2.231  lbs.;  fir  (pitch 
pine),  about  12,917  lbs.;  fir  (red),  10,829  lbs. ;  fir  (Mernel), 
10,662  lbs.;  fir  (Russian),  about  9.992  lbs.;  fir  (American), 
870  lbs. ;  fir  (yellow  deal),  8,316  lbs. ;  fir  (white  deal), 
4,204  lbs.;  fir  (Scotch),  6.569  lbs.;  larch,  10,875  lbs.;  oak 
(Engli;;h),  13,943  lbs.;  oak  (French),  about  14,405  lbs.;  oak 
(Baltic),  11,189  lbs.;  oak  (American),  10.154  lbs. ;  oak 
(Dantzic),  7,558  lbs. ;  and  for  willow,  about  12,538  lbs. 

Oak  and  fir  are  principally  used  in  bridge-building,  on 
account  of  their  great  durability  and  hardness,  which  is  a 
pouit  of  very  great  importance ;  for  the  principal  objection 
to  wooden  bridges  in  general  is,  that  they  are  extremely 
liable  to  decay ;  still,  their  great  cheapness,  in  comparison 
with  bridges  constructed  of  other  materials,  makes  them 
very  suitable  in  many  instances. 

WOODEN  COLUMN,  a  column  consisting  of  a  trunk, 
base,  and  capital,  each  constructed  of  wood.  Tlie  column  is 
glued  up  in  staves,  the  base  in  regular  sectors,  and  the 
capital  in  blocks  used  externally.  The  whole  ought  to 
be  painted  and  sanded,  in  order  to  produce  the  effect  of 
a  stone  column;  Vjut  if  used  internally,  the  painting  ought 
to  correspond  with  that  of  the  apartment  in  which  it  is 
placed. 

WORKING  DRAWINGS,  consist  of  plans,  elevations, 
and  sections  of  the  whole,  and  all  the  parts,  of  an  edifice,  to 
as  large  a  scale  as  may  be  found  convenient;  generally  in 
outline,  excepting  the  sectional  parts,  which  are  frequently 
shadowed,  or  scratched,  in  order  to  make  them  more  obvious 
to  the  workman,  for  whose  use  the  drawings  are  made. 

The  general  plans,  elevations,  and  sections,  as  they  cannot 
be  made  to  the  full  size  of  the  object  to  be  executed,  should 
all  be  figured  with  numbers  of  measurement,  to  show  the 
dimensions  of  all  the  parts  of  the  edifice,  without  obliging 
the  workman  to  refer  to  the  scale,  which  is  not  only  very 
troublesome,  but  liable  to  lead  to  many  mistakes  detrimental 
to  the  work. 

The  plans,  elevations,  and  sections,  of  the  parts  of  an 
edifice,  ought  to  be  made  to  the  full  size;  in  which  case  the 
figuring  of  the  dimensions  becomes  unnecessary. 

Working  drawings  may  be  divided  into  three  classes: 


distinguished  severally  as  Block  Plans,  General  Drawings, 
and  Detailed  Drawings. 

Block  Plans  show  no  more  than  the  outline  of  the  proposed 
works  or  buildings,  and  their  position  with  reference  to 
surrounding  objects ;  in  fact,  they  point  out  the  site  of  the 
buildings,  and  determine  the  space  to  be  occupied  by  them. 
They  are  drawn  to  a  small  scale,  so  as  to  embrace  the  entire 
site  of  the  works,  and  so  much  of  the  neighbourhood  as  may 
be  necessary.  They  contain  every  information  respecting 
the  present  state  of  the  building-ground  and  its  vicinity,  and 
the  manner  in  which  it  will  be  affected  by  the  new  work; 
thus,  iu  most  instances,  it  is  necessary  to  show  the  proposed 
method  of  drainage,  lighting,  water-supply,  &c.. ;  and  as  this 
will  necessarily  depend  upon  the  existing  state  of  things,  we 
must  mark  out  the  old  drains,  gas,  and  water-mains,  and  the 
method  of  connecting  them  with  the  new  works.  It  is  well 
also,  on  such  drawings,  to  give  some  idea  of  the  comparative 
levels  of  the  district. 

The  General  Drawings  show  the  whole  extent  of  the  new 
works,  and  the  arrangement  and  distribution  of  the  several 
parts.  They  consist  of  plans  of  the  various  stories,  including 
those  of  the  foundations,  and  roofs,  and  indeed  of  any  part 
of  the  building  where  some  peculiar  treatment  renders 
explanation  necess;iry  ;  elevations  of  every  side  of  the  build- 
ing, or  of  so  many  sides  as  present  a  ditfereiit  appearance; 
and  sections  showing  the  internal  structure  and  arrangement 
of  the  works.  On  each  of  these  drawings,  the  dimensions 
of  the  whole,  and  of  the  various  |)aits,  should  be  carefully 
figured;  the  directions  in  which  the  measurement  are  taken, 
being  figured  iu  dotted  lines,  and  the  points  from  and  to 
which  they  are  measured,  being  clearly  defined  by  an  arrow- 
head, or  some  such  contrivance.  So  much  of  the  details  are 
shown  on  these  drawings  as  the  scale  will  allow.  Perspec- 
tive drawings  or  sketches  may  be  added,  to  give  a  more 
general  idea  of  the  undertaking. 

The  Detailed  Drawings  show  such  parts  of  the  work  as 
cannot  be  shown  on  the  general  drawings  with  sufficient 
clearness  and  accuracy;  and  are  drawn  either  of  full  size,  or 
to  such  a  scale  as  shall  make  them  clearly  intelligible  to  the 
workman.  Such  drawings  are  required  both  for  the  decora- 
tive and  constructive  parts  of  the  building  ;  thus  are  included 
the  capitals  and  bases  c>f  columns,  entablatures,  cornices, 
tracery,  or  any  other  enrichment;  as  also  the  sections  of 
mouldings,  string-courses.  Sir.;  and  besides  these,  the 
method  of  framing  floors,  roofs,  &c.,  the  patterns  of  cast-iron 
or  trussed  girders,  story-posts,  and  such  like,  of  everything, 
in  short,  of  which  a  particular  description  is  necessary.  It 
saves  much  trouble,  if  the  detailed  drawings  are  made  out  on 
separate  sheets  fur  the  difierent  trades.  These  drawings, 
like  the  others,  should  have  their  dimensions  clearly  figured 
upon  them,  and  every  diawing  should  be  provided  with 
a  scale,  from  which  any  further  dimensions  may  be  taken  by 
the  compasses. 

It  is  usual  in  drawings,  to  tint  only  such  parts  as  are  in 
section;  but  it  will  frequently  be  found  desirable  to  colour 
also  the  parts  which  stand  back,  and  are  in  elevation ;  and 
sometimes  also  to  project  the  shadows,  or  shade  up  such 
parts,  so  as  to  give  a  general  idea  of  their  distance  from, 
and  relation  to  each  other,  as  also  of  their  forms,  as  whether 
flat,  concave,  or  convex,  &c. 

WREATHED  COLUM.NS,  such  columns  as  are  twisted 
in  the  form  of  a  screw.  They  are  very  appropriately  called 
contorted  columns,  as  being  the  offspring  of  a  false  taste; 
for  as  the  primitive  use  of  columns  is  for  supporting  a  super- 
incumbent weight,  whatever  diminishes  the  idea  of  the  sta- 
bility they  ought  to  afford,  is  a  real  blemish;  and  the  very 
appearance  of  a  twisted  column  is  indicative  of  weakness. 


WRE 


532 


WRE 


They  were  the  production  of  an  ajje  when  novelty  was  mis- 
taken for  genius,  and  when  nicretrieious  ornament  was  suf 
fered  to  usurp  the  place  of  real  beauty ;  but  since  science  has 
resumed  her  place  in  the  public  opinion,  they  have  been  laid 
aside,  and  are  justly  considered  as  blemishes  to  those  build- 
ings in  which  thev  appear. 

WKEN,  SIU'CHIIISTOPITER,  the  only  son  of  Dr. 
Christopher  Wren,  Uean  of  Windsor,  was  born  at  East 
Knoyle,  in  Wiltshire,  on  the  20th  of  October,  1632.  His 
mother  was  Mary,  daughter  and  heiress  of  Mr.  Robert  Cox, 
of  Fonthill,  in  the  same  county.  His  first  education  in 
classic  learning  was  (by  reason  of  his  tender  healtii)  com- 
mitted to  the  care  of  a  domestic  tutor,  the  Rev.  Willium 
Shepheard,  M.  A.,  excepting  that  for  some  short  time  before 
his  admission  to  the  university,  he  was  placed  under  Dr. 
Busby,  at  Westminster  School.  In  the  principles  of  mathe- 
matics, upon  the  early  appearance  of  an  uncommon  genius,  he 
was  initiated  by  Dr.  W.  Holder;  and  he  made  such  rapid 
progress,  that  at  the  age  of  sixteen  he  distinguished  himself 
by  some  important  discoveries  in  astronomy,  dialing,  statics, 
and  mechanics.  While  at  Oxford,  he  became  acquainted 
■with,  and  obtained  tlie  friendship  of.  Dr.  Scarborough,  (after- 
wards Sir  Charles  Scarborough,)  an  eminent  physician  and 
mathematician,  under  whom  he  performed  the  part  of  an 
assistant,  and  first  introduced  geometrical  and  mechanical 
sciences  to  the  aid  of  anatomy.  At  the  age  of  nineteen,  he 
composed  a  short  algebraic  tract  relating  to  the  Julian  Period, 
of  great  use  in  chronology.  In  1650,  he  was  entered  Bachelor 
of  Arts  at  Wadham  College,  Oxford;  where,  in  1653,  he 
took  the  degree  of  Master  of  Arts;  and  in  the  same  year  was 
elected  into  a  fellowship  of  All-Souls.  In  1657  he  was 
chosen  Professor  of  Astronomy  in  Gresham  College,  upon 
the  resignation  of  Dr.  Seth  Ward  ;  where,  in  the  same  year, 
he  read  admirable  lectures  on  astronomy  ;  and  in  1653  not 
only  solved  the  problem  pioposed  by  the  great  Pascal  to  all 
the  English  mathematicians,  but  returned  another  to  those  of 
France,  of  which  they  could  never  furnish  any  solution.  His 
appointment  at  Gresham  College  he  resigned  in  1660,  on 
being  chosen  Savilian  Professor  of  Astronomy  at  Oxford, 
where,  in  1658,  he  had  been  created  LL.D.  as  he  was  shortly 
afterwards  at  Cambridge.  He  had  now  attained  such  emi- 
nence in  architecture,  that  he  was  called  from  Oxford  by 
Charles  II.  to  assist  Sir  John  Denham  as  surveyor-general 
of  his  majesty's  works;  and  in  1663  lie  was  one  of  the  first 
Fellows  of  the  Koyal  Society,  after  the  grant  of  their  charter. 
In  1665  he  travelled  to  France;  and  it  is  evident  from  his 
letters,  that  he  surveyed  every  structure  with  the  studious 
eye  of  a  critic. 

After  that  most  dreadful  conflagration  of  London,  in  the 
fatal  year  1666,  had  laid  the  metropolis  of  England  in  the 
dust,  Dr.  Christopher  Wren  drew  a  noble  plan  for  rebuilding 
it,  which  he  presented  to  the  parliament;  and  had  his  scheme 
been  followed,  London  would  have  become  the  most  superb 
metropolis  in  Europe,  or  indeed  iu  all  the  world.  It  inter- 
fered, however,  with  so  many  interests  in  the  landed  property, 
that  its  execution  was  deemed  impracticable.  In  1668,  on 
the  decease  of  Sir  John  Denham,  he  w;vs  appointed  surveyor- 
general  and  principal  architect  tor  reltuilding  the  whole  city, 
with  the  Ciithedral  church  of  St.  Paul,  and  all  the  parochial 
churches,  in  number  fifty-one.  In  the  year  1674,  the  honour 
of  knighthood  was  conferred  upon  him;  in  1677,  he  finished 
the  Monument,  which  has  been  compared  with  the  celebrated 
columns  of  antiquity  ;  in  1680,  lie  was  elected  president  of 
the  IJoyal  Society;  and  in  1681,  he  completed  his  most 
beautiful  structure,  the  church  of  St.  Stephen,  Walbrook  ; 
in  1698,  ho  was  appointed  surveyor-general  and  commis- 
sioner of  the  works  and  repairs  of  the  ai'.cient  abbey  church 


of  St.  Peter,  Westminster;  and  in  1710,  he  finished  the  mag- 
nificent cathedral  church  of  St.  Paul. 

During  the  time  of  his  employment  in  the  service  of  the 
public  and  of  the  crown,  by  virtue  of  letters  patent,  con- 
sistent with  the  pleasure  of  six  crowned  heads,  under  the 
great  seals  of  King  Charles  II.,  King  James  II.,  King  William 
and  Queen  Mary,  Queen  Anne,  and  King  George  I.,  (besides 
the  ordinary  duties  of  his  ofiice  in  the  survey  and  care  of  the 
repairs  and  new  buildings  of  all  the  royal  palaces,)  he  began 
and  completed  the  cathedral  church  of  St.  Paul  ;  fifty-one 
parochial  chui'ches  ;  the  great  column,  called  The  Monument, 
and  other  public  edifices,  in  London;  the  two  royal  palaces 
at  Hampton  Court  and  Winchester;  the  royal  hospitals  of 
Chelsea  and  Greenwich;  the  nor-th  front  and  ri^pairs  of 
Westminster  Abbey;  the  theatre  of  Oxford  ;  the  theatre 
royal  in  Drury  Lane;  the  Duke's  theatre  in  Salisbury  Court, 
some  time  since  taken  down;  the  magnificent  library  of 
Trinity  College,  and  the  elegant  chapel  of  Emmanuel  College, 
Cambridge;  with  many  other  fiibrics  of  less  note,  as  well  as 
private  seats.  Ail  these  works  form  such  a  body  of  civil 
architecture,  as  will  appear  rather  the  production  of  a  whole 
century  than  the  life  and  industry  of  one  man,  of  which  no 
parallel  instance  can  be  given. 

In  an  act  of  parliament  of  the  ninth  year  of  the  reign  of 
King  William,  for  completing  and  adorning  the  cathedral 
church  of  St.  Paul,  London,  a  clause  was  inserted  "  to  sus- 
pend a  moiety  of  the  surveyor's  salary  until  the  said  church 
should  be  finished  ;  thereby  the  better  to  encourage  him  to 
finish  the  same  with  the  utmost  diligence  and  expedition." 
It  was  at  the  time  a  common  notion  and  misreport,  that  the 
surveyor  received  a  large  annual  salary  for  that  building,  and 
consequently  it  was  his  interest  to  prolong  the  finishing  of 
the  fabric  for  the  continuance  of  this  supposed  emolument, 
which,  it  would  seem,  occasioned  that  clause. 

The  surveyor's  salary  for  building  St.  Paul's,  from  its 
foundation  to  its  completion,  (as  appears  from  publicaccounts) 
was  not  more  than  two  hundred  pounds  per  annum.  This, 
in  truth,  was  his  own  choice;  but  what  the  rest  of  the  com- 
missioners on  the  comjiiencement  of  the  works  judged  unrea- 
sonably small,  considering  the  extensive  charge ;  the  pains  and 
skill  in  the  contrivance,  in  preparing  draughts,  models,  and 
mstructions  for  the  artificers  in  their  several  stations  and  allot- 
ments; in  almost  daily  overseeing  and  directing  in  person; 
in  making  estimates  and  contracts  ;  in  examining  and  adjust- 
ing all  bills  and  accounts,  &e.  :  nevertheless,  he  was  con- 
tented with  this  small  allowance,  nor  coveted  any  additional 
profit,  always  preferring  the  public  service  to  any  private 
profit. 

Upon  the  completing  of  this  great  fabric,  a  clause  passed 
in  the  act  of  parliament  of  the  ninth  year  of  the  reign  ol 
Queen  Anne,  declaring  the  church  finished,  to  empower  the 
commisioners  to  pay  the  surveyor  the  arrears  of  the  moiety 
of  his  salary.  His  allowance  for  building  all  the  parochial 
churches  of  the  city  of  London  was  about  one  hundred 
pounds  per  annum,  and  the  same  for  the  repairs  of  West- 
minster Abbey. 

In  the  act  for  building  fifty  new  churches  in  London  and 
its  vicinity.  Sir  Christopher,  though  then  at  a  very  advanced 
age,  was  named  one  of  the  commissioners  for  carrying  it  into 
effect.  On  this  occasion  he  wrote  the  following  letter,  for 
the  consideration  of  his  colleagues  in  office;  which,  as  it  con- 
tains many  points  worthy  the  notice  of  the  architect,  is  here 
inserted. 

"  Since  Providence,  in  great  mercy,  has  protracted  my 
age  to  the  finishing  the  cathedral  church  of  St.  Paul,  and  the 
parochial  churches  of  London,  in  lieu  of  those  demolished  by 
the  fire;    and    being  now   constituted  one  of  the  conimis- 


WRE 


533 


WRE 


sioners  for  building,  pursuant  to  the  late  act,  fifty  more 
churches  in  Londgii  and  Wi'Stm luster,  I  shall  presume  to 
comniunicate  biietly  my  sentiments,  after  lnui^  experience  ; 
and  witiiout  tUither  ceremony,  exhibit  to  better  judj;meut 
what  at  present  occurs  to  me  in  a  transient  view  of  this 
whole  aflUir;  not  doubting  but  that  the  debates  of  the  worthy 
commissioners  may  hereafter  give  me  occasion  to  change  or 
add  to  these  speculations. 

"  First,  1  conceive  that  the  churches  should  be  built  not 
where  vacant  ground  may  be  cheapest  ]nirchased  in  the 
extremities  of  the  subui-lis,  but  among  the  thicker  inhaliitauts, 
for  convenience  of  the  better  soit,  although  the  site  of  them 
should  cost  more;  the  belter  inhabit:uits  contributing  most 
to  the  future  repairs,  and  the  ministers  and  ofl'icers  of  the 
churches,  and  charges  of  the  parish. 

"  2.  I  could  wish  that  all  burials  in  churches  miszht  be 
disallowed,  which  is  not  only  unwholesome,  but  ihe  pave- 
ments can  never  be  kept  even,  nor  pews  upright;  and  if  the 
church-yard  be  close  about  the  church,  this  also  is  incon- 
venient, because  the  ground  being  continually  raised  by  the 
graves,  occasious  in  time  a  descent  by  steps  into  the  church, 
which  renders  it  damp  and  the  walls  green,  as  appears  evi- 
dently in  all  the  old  churches. 

"3.  It  will  be  inquired,  where  then  shall  be  the  burials? 
I  answer,  in  cemeteries,  seated  in  the  outskirts  of  the  town  ; 
and  since  it  is  become  the  fashion  of  the  age  to  solemnize 
funerals  by  a  train  of  coaches,  though  the  cemeteries  should 
be  half  a  mile  or  more  disUmt  from  the  church,  the  charge 
need  be  little  or  no  more  than  usual;  the  service  may  be 
first  performed  in  the  church.  But  for  the  poor,  and  such 
as  nmst  be  interred  at  the  parish  charge,  a  public  hearse  of 
two  wheels  and  one  horse  may  be  kept  at  small  expense  ;  the 
usual  bearers  to  lead  the  horse,  and  take  out  the  corpse  at  the 
grave.  A  piece  of  ground  of  two  acres  in  tlie  fields  will  be 
purchased  for  much  less  than  two  roods  among  the  buildings. 
This  being  enclosed  with  a  strong  brick  wall,  and  having  a 
walk  round,  and  two  cross  walks,  deoenth'  planted  with  yew 
trees,  the  four  quarters  may  serve  four  parishes,  where  the 
dead  need  not  be  disturbed  at  the  pleasure  of  the  sexton,  or 
piled  four  or  five  upon  one  another,  or  the  bones  thrown  out 
to  gain  room.  In  these  places  beautiful  monuments  may  be 
erected;  but  yet  the  dimensions  sliouW  be  regulated  by  an 
architect,  and  not  left  to  the  fancy  of  every  mason,  for  thus 
the  rich,  with  large  marble  tumbs,  would  shoulder  out  the 
poor,  when  a  pyramid,  a  good  Imst  or  statue  on  a  proper 
pedestal,  will  take  up  little  room  in  the  quarters,  and  be 
more  proper  than  figures  lying  on  marble  beds.  The  walls 
will  contain  escutcheons  and  memorials  fur  the  dead,  and  the 
area  good  air  and  walks  fir  the  living.  It  may  be  eousidered, 
ferther,  that  if  ihe  cemeteries  bo  thus  thrown  into  the  fields, 
they  will  bound  the  excessive  growth  of  the  city  w'ith  a 
giaceful  bolder,  which  is  now  encircled  with  scavengers' 
dungstalls. 

"4.  As  to  the  situation  of  the  churches,  I  should  propose, 
they  be  brought  as  fiirward  as  possible  into  the  larger  and 
more  open  streets,  not  iu  obscure  lanes,  nor  where  coaches 
will  be  much  obstructed  in  the  passage.  Nor  are  we,  I  think, 
too  nicely  to  observe  east  or  w^est  in  the  position,  unless  it 
falls  out  properly.  Such  fronts  as  shall  happen  to  lie  most 
open  in  view  should  be  adorned  with  porticoes,  both  for 
beauty  and  convenience ;  which,  together  with  handsome 
spires,  or  lanterns,  rising  in  good  proportions  above  the 
neighbouring  houses,  (of  which  I  have  given  several  examples 
in  the  city,  of  different  forms,)  may  be  of  sullieient  ornament 
to  the  town,  without  a  great  expense  for  enriching  the  out^ 
ward  walls  of  the  churches,  in  which  plainness  and  duration 
ought  principally,  if  not  wholly,  to  be  studied.  When  a 
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parish  is  divided,  I  suppose  it  may  be  thmight  sufficient  if  the 
mother-church  has  a  tower  large  enough  for  a  good  ring  of 
bells,  and  the  other  churches  smaller  towers,  for  two  and 
three  bells ;  because  great  towers  and  lofty  steeples  are  some- 
times more  than  half  the  charge  of  the  church. 

"  5.  I  shall  mention  something  of  the  materials  for  public 
fabrics.  The  earth  about  London,  rightly  man;iged,  will 
yield  as  good  bricks  as  wore  the  Roman  bricks,  and  will 
endure  in  our  air  beyond  any  stone  our  ishmd  aflbrds; 
which,  unless  the  quarries  be  near  the  sea,  are  too  dear  for 
general  use;  the  best  is  Portland  or  Koch  Abbey  stone;  but 
these  are  not  without  their  faults.  The  next  material  is  the 
lime.  Chalk  lime  is  the  constant  practice;  which,  well 
mixed  with  good  sand,  is  not  amiss,  though  much  worse 
than  hard  stone  lime.  The  vaulting  of  St.  Paul's  is  becom- 
ing as  hard  as  stone;  it  is  composed  of  cockle-shell  lime,  well 
beaten  with  sand  :  the  more  labour  in  the  beating,  the  better 
and  stronger  the  mortar.  I  shall  say  nothing  of  marble,  for 
this  will  prove  too  costly  for  our  purpose,  unless  for  altar- 
pieces.  In  windows  and  do<irs,  Portland-stone  may  be  used, 
and  with  good  bricks  and  stone  quoins.  As  to  roofs,  good 
oak  is  certainly  the  best,  because  it  will  bear  some  negligence. 
The  churchwardens'  care  may  be  defective  in  speedily  mend- 
ing drips;  they  usually  whitewash  the  church,  and  set  up 
their  names,  but  neglect  to  preserve  the  roof  over  their  heads. 
It  must  be  allowed,  that  the  roof  being  more  out  of  sight,  is 
still  more  unminded.  Next  to  oak  is  yellow  deal,  which  is  a 
timber  of  length,  and  light,  and  makes  excellent  work  at  first, 
but  if  neglected,  will  speedily  perish;  especially  if  gutters 
(which  is  a  general  fault  in  builders)  be  made  to  run  upon 
the  principal  rafters,  the  ruin  may  be  sudden.  Our  tiles  are 
ill  made,  and  our  slate  not  good;  lead  is  certainly  the  best 
and  lightest  covering;  and  being  of  our  own  growth  and 
manufiicture,  and  lasting,  if  properly  laid,  for  many  hundred 
years,  is,  without  question,  the  most  preferable. 

"  ().  The  capacity  and  dimensions  <jf  the  new  churches  may 
be  determined  by  a  calculation.  They  must  be  large,  but 
must  be  fitted  for  auditories.  I  can  hardly  think  it  praoti 
cable  to  make  a  single  room  so  capacious,  with  pews  and  gal- 
leries, as  to  hold  above  2000  persons,  and  all  to  hear  the 
service,  and  both  to  hear  distinctly  and  see  the  preacher. 
I  endeavoured  to  eflect  this  in  building  the  parish  church  of 
St.  James,  Westminster,  which,  I  presume,  is  the  most  capa- 
cious, with  these  qualifications,  that  hath  yet  been  built ;  and 
yet,  at  a  solemn  sime,  when  the  church  was  much  crowded, 
i  couUi  not  discern  from  a  gallery  that  2,000  were  present. 
In  this  church  I  mention,  though  very  broad,  and  the  middle 
nave  arched  up,  yet  there  are  no  walls  of  a  second  order,  nor 
lanterns,  nor  buttresses,  but  the  whole  roof  rests  upon  the 
pillars,  as  do  also  the  galleries.  I  think  it  may  be  found 
beautiful  and  convenient,  and  as  such,  the  cheapest  of  any 
form  I  could  invent. 

"  7.  Concerning  the  placing  of  the  pulpit,  I  shall  observe, 
a  moderate  voice  may  be  heard  50  feet  distant  before  tlie 
preacher,  and  20  behind  the  pulpit;  and  not  this,  unless  the 
pronunciation  be  distinct  and  equal,  without  losing  the  voice 
at  the  last  word  of  the  sentence,  which  is  commonly  empha- 
tical,  and  if  obscured  spoils  the  whole  sense.  A  Frenchman 
is  heard  farther  than  an  English  preacher,  because  he  raises 
his  voice  instead  of  sinking  it  at  his  last  words.  I  mention 
this  as  an  insullerable  fault  in  the  pronunciation  of  some  of 
our  otherwise  excellent  preachers,  which  schoolmasters  might 
correct  in  the  young,  as  a  vicious  pronunciation  ;  and  not  as 
the  Roman  orators  spoke,  for  the  princip>al  verb  is,  in  Latin, 
usually  the  last  word ;  if  that  be  lost,  what  becomes  of  the 
sentence  ? 

"  8.  Bv  what  I  have  said,  it  may  be  thought  reasonable, 
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that  the  new  church  should  be  at  least  60  feet  broad,  and 
90  Ccet  long,  besides  a  chancel  at  one  end,  and  the  belfiy  and 
portioi)  at  the  other.  The  proportions  may  be  varied  ;  but 
to  buiid  more  room  than  that  every  person  may  convcnii-ntly 
hi'ar  and  see,  is  to  create  noise  and  confusion.  A  church 
sh'iuld  not  be  so  filled  with  pews,  but  that  the  poor  may  have 
room  enough  tt)  stand  and  sit  in  the  alleys,  for  to  them  equally 
is  the  gospel  preached. 

"  9  I  cannot  pass  over  mentioning  the  difficulties  that 
may  be  found  in  obtaining  the  grouud  proper  for  the  sites  of 
the  churches  among  the  buildinj;s,  and  the  cemeteries  in  the 
borders  without  the  town  ;  and  therefore  I  shall  recite  the 
mcthnd  that  was  taken  for  purchasing  in  ground  at  the  north 
side  of  St.  Paid's  cathedral,  where,  in  some  places,  the  houses 
were  but  11  feet  distant  from  the  fabric,  exposing  it  to  the 
continual  danger  of  fires.  The  houses  were  17,  and  con- 
tiguous, all  in  leasehold  of  the  dean,  or  bishop,  or  the  petty 
canons,  with  divers  under-tenants.  First,  wo  treated  with 
the  superior  landlords,  who,  being  perpetual  bodies,  were  to 
be  recompensed  in  kind,  with  rents  <if  the  like  value  for  them 
and  their  successors ;  but  the  tenants  in  possession,  for  a 
valuable  consideration,  which,  to  find  what  it  amounted  to, 
we  learned,  by  diligent  iucpiiry,  what  the  inheritance  of 
houses  in  that  quarter  were  usually  held  at.  This  we  found 
W'as  fifteen  years'  purchase  at  the  most,  and  proportionally  to 
this  the  value  of  each  lease  was  easily  determined  in  a  scheme 
referring  to  a  map.  These  rales,  which  we  resolved  not  to 
stir  from,  were  offered  to  each ;  and  to  cut  off  much  debate, 
they  were  assured  that  we  went  by  one  uniform  method, 
which  could  not  be  receded  from.  The  whole  at  last  was 
cleared,  and  all  concerned  were  satisfied,  and  their  writings 
given  up.  The  greatest  debate  was  about  their  charges  for 
fitting  up  their  new  houses  to  their  particular  trades;  for 
this  we  allowed  one  year's  purchase,  and  gave  leave  to 
remove  all  their  wainscot,  reserving  the  materials  of  the 
fabric  oidy.  This  was  happily  finished  without  a  judicatory, 
or  jury. 

"  CiiRisToiMiER  Wren.  " 

In  the  year  1685,  Sir  Christopher  Wren  was  elected  and 
returned  a  burgess  for  the  borough  of  Plympton,  in  the 
county  of  Devon,  and  served  in  that  parliament  which  began 
at  Westminster  on  the  29th  of  May,  ItlSo  in  thi^  first  year 
of  James  II.  In  the  parliament  which  met  at  Westminster 
on  the  '22nd  of  .lunc,  1689,  he  was  returned  a  burgess  for  the 
borough  of  New  Windsor,  in  the  county  of  Berks.  In  the 
year  1700,  he  was  returned  a  burgess  for  the  borough  of 


Weymouth  and  Melcomb  Hegls.  in  the  county  of  Dorset,  and 
served  in  that  parliament  which  began  at  Westminster  on  the 
10th  of  February,  in  the  12lh  year  of  William  III. 

In  1718,  Sir  Christopher  Wren's  patent  for  the  office  of 
surveyor  of  the  royal  works  was  superseded,  in  the  fonr- 
score-and-sixth  year  of  his  age,  and  after  more  than  fifty 
years  spent  in  a  contiiuicd,  active,  and  laborious  service  to 
the  crown  and  public,  at  which  time  his  merit  and  l.ibours 
were  not  remembered  liy  some.  ITe  then  betook  himself  to 
a  country  retirement  at  Hampton  ('ourt ;  where,  free  from 
worldly  affliirs,  he  passed  the  greatest  part  of  the  five  follow- 
ing and  last  years  of  his  life  in  contemplation  and  study, 
principally  of  the  Holy  Scriptures;  though  he  partially 
turned  his  thoughts  to  the  discovery  of  the  longitude  at  sea, 
and  a  review  of  his  former  tracts  on  astronomy  and  mathe- 
matics. Time  had  now  greatly  enfeebled  his  limbs,  l)ut  it 
had  little  impaired  the  vigour  of  his  mind,  which  continued, 
with  a  vivacity  rarely  found  at  his  age,  till  within  a  few  days 
of  his  dissolution,  which  happened  on  the  25th  of  February, 
1723,  in  the  ninety-first  year  of  his  age.  He  was  liuried  in 
the  vault  under  St.  Paul's  cathedral,  a  privilege  accorded  to 
him  and  his  fimily  exclusively.  A  plain  stone  covers  his 
grave,  beaiing  the  ap|)ropriate  inscription.  Si  Monvnicntiim 
(jweris,  circumspice  :  '•  If  thou  seekest  my  monument,  look 
around  thee." 

As  an  architect,  his  learning  was  great,  and  his  invention 
fertile:  his  discoveries  in  mathematics  and  natural  philosophy 
were  numerous,  and  are  only  eclipsed  by  his  peiformances 
in  his  master-science.  lie  contrived  an  instr\unent  for  mea- 
suring the  quantity  of  rain  that  falls  on  any  space  of  land  for 
a  year  :  he  invented  many  w'ays  of  making  astronomical 
observations  more  accurately  and  easily;  and  was  the  author 
of  the  anatomicjd  experiment  <if  injecting  liquors  into  the 
veins  of  animals.  He  translated  into  Latin  Mr.  Oiightred's 
Horoloyiofirdphia  Oenmetrica  ;  and  wrote  a  Siiriwi/  of  the 
C'lthedral  Church  of  Siilisburi/,  and  other  places.  He  never 
printed  any  of  his  works,  though  some  have  been  published 
by  his  friends.  This  excellent  artist  does  not,  therefore, 
derive  his  glory  from  his  publications,  but  from  the  numerous 
edifices  which  adorn  the  British  metropolis,  and  which 
hourly  attract  the  regard  even  of  the  most  inattentive. 

His  private  character  was  extremely  amiable,  continuing 
to  the  last  an  example  of  benevolence,  free  from  all  morose- 
ness  in  behaviour  or  aspect.  He  left  a  son,  named  after 
himself,  who  published  in  1708.  an  elaborate  treatise  ou 
ancient  medals,  intitlcd  I^inaisni'iturn  Antlquorum  Sylloge, 
and  died  in  1747,  aged  seventy-two. 
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XYS 


X  YS 


XENODOCHIUM,  a  room  in  a  monastery  of  religious 
houses,  for  tlie  reception  and  entertainment  of  strangers. 

XYSTOS,  or  XvsTus,  (from  ^na),  to  nuike  smooth^)  among 
tlie  ancient  Greeks,  a  portico  of  unusual  length,  open  or 
Covered,  where  the  athletic  practised  wrestling  and  running, 
llie  word  is  derived  from  the  custom  of  the  athletie  of 
anointing  their  bodies  with    oil    before    the    encounter,  to 


render  them  smooth,  so  as  to  prevent  their  antagonists  from 
taking  hold  of  them  :  hence  they  were  called  .ri/stici,  and  the 
place  of  their  exercise  xi/.ilos. 

The  Romans  also  hivd  their  xystos,  which,  was  a  long 
aisle,  or  portico,  sometimes  roofed  over,  and  sometimes  open, 
with  trees  on  each  side,  formii\g  an  agreeable  shade  to  walk 
under. 
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YARD,  (from  the  Saxon,  fferd),  a  well-known  measure, 
3  feet  ill  length  ;  the  square  yard  will,  therefore,  contain  9 
square  feet,  and  the  cubic  yard  27  solid  or  cubic  feet. 

The  square  yard  Is  used  by  artiiieers  in  measuring  their 
work,  and  the  cubic  yard  in  finding  the  capacities  of  cavities 
dug  in  the  earth.  The  solid  yard  is  also  used  in  measuring 
great  masses  of  brick  or  stone  work  ;  of  which  a  few  exam- 
ples, for  practice,  are  here  given. 

Example  1. — Suppose  a  room  28  feet  6  inches  long,  and 
14  feet  9  inches  wide ;  how  many  square  yards  are  contained 
in  the  ceiling,  or  floor  1 


28 
14 

6 
9 

119 

28 
21 

0 
4 

6 

9)  420 

4 

6 

40     6 

Therefore,  the  superficial  contents  are  46  square  yards,  6 
feet  superficial,  4-lwelf'lhs  of  a  foot  superficial,  and  6-twelfths 
of  the  twelfth  part  of  a  foot  superficial,  which  is  the  contents 
of  the  floor,  or  ceiling,  of  the  room. 

Mtaniple  2. — Suppose  a  pit  dug  in  the  earth  58  feet  long, 
39  feet  Inroad,  and  19  feet  deep  ;  how  many  solid  yards  have 
been  excavated  1 

58 
39 


522 
174 

2202 
19 

20358 
2202 

27  )  42978  ( 1591 
27 


159 
135 

243 

48 
27 

21 


So  that  the  contents  is  1591  solid  yards,  and  21  solid  feet. 

Example  3. — Suppose  a  mound  of  earth,  whose  section  is 
everywhere  a  given  segment  of  a  circle,  the  breadth  of  the 


mound  27  feet,  the  height  9  feet,  and  the  length  3837 
feet;  what  will  be  the  expense  of  raising  it,  at  15d.  per 
yard  1 

The  easiest  method  of  finding  the  area  of  the  segment  is 
the  following,  taken  from  tbe  article  Mexsubation,  viz., 
Multiply  the  chord  and  versed  sine  together,  to  two-thirds  of 
the  product  add  tlie  cube  of  the  altitude,  divided  by  twice  the 
chord,  and  the  sum  will  be  the  area  of  the  section,  which, 
being  multiplied  by  the  length  of  the  mound,  will  give  the 
solidity  in  feet:  see  the  operation. 


27 
9 


Again, 


3 

)243 

81 
2 

102 

9 
9 

81 
9 

54 

)  729  ( 
54 

189 
162 

13 

27 
So  that  162  +  13  =:  175  feet,  the  area  of  the  segment. 


Then, 


3837 
175 

19185 
26859 
3837 

27  )  671475  (  24809 
54 


131 
108 

234 

216 


187 
162 

255 
243 

12 
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Now  24869  at  first  is  24869  shillings 
at  i  is  . . .  6217     3 


2,0  )  3108.6  3 

1554    6  3 
and  ^-f  or  f  of  a  yard  is  0  6^ 

1554    6  U 


Therefore  the  whole  expense  will  be  £1554  6s.  9^d.  See 
Brickwokk  and  Mensuration,  where  yard  -  measure  is 
employed. 

Yard,  an  enclosed  coui't  or  area. 

YELLOW,  (from  the  Siixon,  yealcwc.)  a  colour  like  that 
of  gold.  Yellows  are  of  considerable  variety,  as  yellow  ochre, 
orpiment,  gamboge,  and  many  others,  too  well  known  to  re- 
quire description. 


z. 


ZOP 


ZACCO,  or  Zaccho,  (Italian,)  the  lowest  part  of  a  column, 
or  pedestal. 

ZAX,  an  instrument  used  for  cutting  slates. 

ZETA,  or  Zeticula,  (from  the  Greek,)  a  small  with- 
drawing chamber,  with  pipes  conveyed  along  in  the  walls  to 
receive  from  below  either  the  cool  air  or  the  heat  of  warm 
water ;  also  a  stove-room.  The  term  is  sometimes  extended 
to  signify  a  parlour,  or  even  a  dining-room. 

ZIGZAG  MOULDING,  a  moulding  common  in  Norman 
buildings.     See  Norman  Architecture. 

ZINC,  a  bluish-white  metal,  which  tarnishes  but  slowly 
when  exposed  to  the  air;  and  on  this  account  is  much  used 
in  external  works,  such  as  roofs,  fences,  &c. 

ZOCCO,  or  ZocLK,  a  low  square  member,  serving  to  sup- 
port a  column  instead  of  a  pedestal. 

A  continued  zncle  is  that  on  which  an  edifice  is  raised. 

ZOPIIORUS,  (from  fwof,  living,  or  l^uov,  an  animal,  and 
tpepu,  to  bring,)  the  frieze,  or  broad  member  which  separates 
the  cornice  and  architrave.  It  was  so  called  by  the  Greeks, 
because  they  adorned  it  with  representations  of  animals. 

The  ancients  had  no  fixed  proportion  of  the  order  for  the 
height  of  the  zophorus.  However,  in  the  same  order,  though 
the  friezes  are  to  be  found  of  different  heights  in  different 
examples,  the  variation  is  not  very  great. 


ZOT 


When  the  zophorus  was  required  to  be  ornamented,  its 
height  was  generally  enlarged  in  order  to  make  room  for  the 
ornaments.  This,  however,  was  not  the  case  with  the 
Grecian  Doric,  as  this  extension  would  have  necessarily 
destroyed  the  proportion  of  the  triglyphs,  and  consequently 
that  of  the  metopes,  or  spaces  between  them.  The  Tuscan 
order  did  not  admit  of  any  ornaments,  and  therefore  the 
zophorus,  or  frieze,  was  always  plain.  The  Doric,  though 
grand,  was  extremely  elegant,  and  the  metopes  were  gene- 
rally ornamented  with  sculpture,  as  in  the  Parthenon  and 
temple  of  Theseus  at  Athens.  The  zophorus  of  the  Ionic 
and  Corinthian  orders  was  not  interrupted  by  any  member 
of  the  order,  as  in  the  Doric,  but  the  ornaments  were  fre- 
quently continued  throughout  the  whole  extent,  in  one  or 
more  processions.  In  the  Doric  order  also,  within  the  pro- 
naos,  the  triglyphs  were  always  omitted,  and  in  this  case  the 
frieze,  or  zophorus,  was  adorned,  equally  with  the  Ionic  and 
&)rinthian,  as  may  be  seen  within  the  pronaos  of  the  Par- 
thenon, and  that  of  the  temple  of  Theseus,  already  referred 
to.     See  Frieze. 

ZOPIIOPJC  COLUMN,  any  pillar  supporting  the  figure 
of  an  animal. 

ZOTIIECA,  a  small  room  or  alcove,  which  might  be 
added  to,  or  separated  from,  the  room  to  which  it  adjoined. 
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Back  of  a  Stone,     i.  24. 

Back  of  a  Window,     i.  24. 

Backing  of  a  Raster  or  Rib, 

Ranging,     ii.  300. 

Edging,     i.  351. 

Backing  of  a  Wall,     i.  24. 
Badigeon,     i.  24. 
Bagnio,     i.  25. 
Baguette,     i.  25. 


24. 
i.  24. 


i.  24. 


24. 
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Balbec,     i.  25. 

Description  of  architectural  remains,     i.  25. 
Balcony,     i.  25. 

Balustrade,     i.  25. 
Baldachin,     i.  25. 

Description  of  that  of  St.  Peter's,  Rome,     i.  25. 
Balbction  Mouldings,     i.  25. 

Belectioii  Mouldings,     i.  25. 
Balks,     i.  25. 
Balloon,     i.  25. 
Ball  Flower,     i.  25. 
Balmum,     i.  25. 
Balthei,     i.  25. 
Baluster,     i.  25. 

Balustrade,     i.  25. 
Balusters  of  Ionic  Capital,     i.  25. 
Balustrade,     i.  25. 

Of  its  position,     i.  25. 
Of  its  proportion,     i.  26. 
Band,     i.  20. 
Banded  Column,    i.  26. 
Bandelet  or  Band,     i.  26. 

Band,     i.  2(>. 
Banker,     i.  26. 
Banqueting  Eoom,     i.  26. 
Baptisteky,     i.  26. 

Examples  of,     i.  26. 
Font,    i.  418. 
Bar,     i.  27. 

Bars  for  the  Shutters  of  Windows,     i.  27. 
Bars  for  a  bo.^rded  Door,     i.  27. 
Bars  of  a  Sash,     i.  27. 
Angle  Bars,     i.  7. 
Bar  Ikon,     i.  27. 
Iron,     ii.  22. 
B.vR  Posts,     i.  27. 
Barbacan  or  Barbican,  in  Fortification,     i.  27. 
Embrasures,     i.  386. 
Bakbacan,  in  Architecture,     i.  27. 
Barge  Boakds,     i.  27. 

Barge  Couples,     i.  27. 
Barge  Course,     i.  27. 
Barn,    i.  27. 

Its  situation,     i.  27. 

Materials  and  method  of  construction,     i.  27. 
Barrel  Drain,    i.  27. 

Drain,     i.  304. 
Barrow  or  Tumulus,     i.  27. 
Bas  Relief,     i.  28. 

Basso  Relievo,     i.  31. 
Basalt,     i.  28. 
Base,     i.  28. 

Base  of  a  Room,     i.  28. 
Basement,     i.  28. 

Of  its  proportion,     i.  28. 
Of  its  decoration,     i.  28. 
Of  the  form  of  the  rustics,     i.  28. 
Basil,     i.  28. 
Basilica,     i.  28. 

Description  of  the  Roman,    i.  28. 
Its  proportions,     i.  28. 

Description  of  that  of  Julia  of  Fanum,     i.  28. 
Basilica  of  St.  Peter,  Description  of,     i.  29. 
"         of  St.  Paul,  "  i.  29. 

"         of  St.  Agnes,  "  i.  29. 

Of  change  in  tlieir  plan  and  form,     i.  30. 
Description  of  Basilica  of  S.  Sophia,     i.  30. 


Introduction  of  Domes,     i.  30. 
Description  of  Basilica  of  St.  Peter,     i.  30. 
Modern  Basilica,     i.  31. 
In  Italy,     i.  31. 

Description  of  Basilica  at  Vicenza,     i.  31. 
Fcclesiastical  Architecture,     i.  323. 
Basket,     i.  31. 
Basse-Cour,     i.  31. 
Basso-Relievo,     i.  31. 

Low-relief,  or  Basso-Relievo,     i.  31. 
High  relief,  or  Alto  Relievo,     i.  31. 
Mean  relief,  or  Mezzo  Relievo,     i.  31. 
Terms  employed  by  the  Greeks,     i.  31. 
Antiquity  of  the  Egyptian,     i.  31. 
Of  the  Arabesque,     i.  31. 
Basso  Relievo  of  the  Indians,     i.  32. 
"  Persians,     i.  32. 

«  Greeks,     i.  32. 

"  Romans,     i.  32. 

Bastion  or  Batoon,     i.  32. 

Torus,     ii.  495. 
Bat,     i.  32. 
Bath,     i.  32. 
Batten,     i.  32. 

Batten  Door,     i.  32. 
Boor,     i.  288. 
Batten  Floor,     i.  32. 
Boarded  Floors,     i.  37. 
Battening,     i.  32. 
Batter,     i.  33. 
Battle-Embattled,     i.  33. 
Battlements,     i.  33. 
Baulk,     i.  33. 

Baulk  Roofing,     i.  33. 
Bay,     i.  33. 

Bay  of  a  Barn,     i.  33. 
Bay  of  Joists,     i.  33. 
Bay  Window,     i.  33. 
Bow   Window,     i.  41. 
Oriel  Window,     ii.  245. 
Bazar  or  Bazaar,     i.  33. 
Bead,     i.  33. 

Bead  and  Butt  Work,     i.  33. 
Bead  and  Quirk,     i.  33. 
Bead  and  Double  Quirk,     i.  33. 
Return  Bead,     ii.  305. 
Bead  and  Flush  Work,     i.  33. 
Bead,  Butt,  and  Square  Work,     i.  33. 
Bead,  Flush,  and  Square,     i.  33. 
Beak,     i.  33. 

Beak-head  Moulding,     i.  34. 
Beaking  Joint,     i.  34. 
Beam,     i.  34. 

Building  of  Beams,     i.  67. 
Scarfing,     ii.  408. 
Truss  Beams,     ii.  509. 
Beam  Compass,     i.  34. 
Beam  Filling,     i.  34. 
Bearer,     i.  34. 

Bearing  of  a  piece  of  Timber,     i.  34. 
Bearing,     i.  34. 

Bearing  Wall  or  Partition,     i.  34. 
Beater,     i.  34. 

Bed  Chambers  or  Bedrooms,     i.  34. 
Beds  of  a  Stone,     i.  34. 
Bed  of  a  Slate,     i.  34. 
Bed  Moulding,     i.  34. 
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Beetle,     i.  35. 

Body  of  a  Room,     i.  38. 

BeLECTIOS  JloULDINGS,      i.  35. 

Body-range  of  a  Groin,     i.  38. 

Bei.fkv,     i.  35. 

Groin,     i.  477. 

Hell,     i.  35. 

Boffrand,  Germain,     i.  38. 

Bell  Cot,  Bell  Gable,  or  Bell  Turret,     i.  35. 

Bolsters,     i.  38. 

Bell  Roof,     i.  35. 

Balvslers  of  the  Ionic  Capital,     i.  25. 

Belt,     i.  35. 

Bolt,     i.  38. 

Belvedere,  or  Look-out,     i.  35. 

Bolts,     i.  38. 

Bench,     i.  35. 

Bolt  of  a  Lock,     i.  38. 

Joinery,     ii.  5G. 

Bolts  of  Ikon,     i.  38. 

Tools,     ii.  494. 

Bomon,     i.  38. 

Bench  Hook,     i.  35. 

Bonanno,     i.  88. 

Bend,     i.  35. 

Bonarotti,  Michael  An^elo,     i.  38. 

Bending,     i.  35. 

Bond,  in  Building,     i.  39. 

Benda,     i.  35. 

Bond,  in  Masonry,     i.  39. 

Fascia,     i.  413. 

Bond-Heart,     i.  .39. 

Bending,     i.  35. 

Bond-Stones,     i.  89.                                                              j 

Bernini,  Giovanni  Lorenzo,     i.  35. 

Bond  English,     i.  39. 

Bevel,     i.  36. 

Bond  Flemish,     i.  40. 

Billet  Mouldings,     i.  36. 

Bond-Timbers,     i.  40. 

Binding  Joists,     i.  36. 

Bonds,     i.  40. 

Bridging  Floors,     i.  64. 

Fir-in-Bond,     i.  414. 

Binding  Rafters,     i.  36. 

Boning,     i.  40. 

Purlins,     ii.  346. 

Bonom,  Joseph,     i.  40.                                                                       ' 

Bird's  Mouth,     i.  36. 

Booth,     i.  40.                                                                                 ; 

Bit,     i.  36. 

Borders,     i.  40.                                                                             ' 

Shell  Bits,     i.  36. 

Boring,     i.  40.                                                                                    , 

Centre  "       i.  36. 

BoRROMiNi,  Francisco,     i.  40. 

Countersir.ks,     i.  36. 

Boss,     i.  41. 

Rimers,     i.  36. 

Boss,  among  Bricklayers,     i.  40. 

Taper  Siiell  Bits,     i.  36. 

BossAOE,     i.  41. 

Bitumen,     i.  36. 

BouLANGER,  Nicholas  Anthony,     i.  41. 

Asplialtum,     i.  17. 

Boulder  Walls,     i.  41. 

Blank  Door,     i.  36. 

Bound  Masonry,     i.  41. 

Blank  Window,     i.  36. 

Stone  Walls,     ii.  464. 

Blinds,     i.  36. 

Boundary  Column,     i.  41. 

Blocking  Course,     i.  36. 

Column,     i.  183. 

Blockings,  in  Joinery,     i.  37. 

Bow,     i.  41. 

Blondel,  John  Francis,     i.  37. 

Bow,  amongst  Draughtsmen,     L  41. 

Board,     i.  37. 

Bow  Window,     i.  41. 

Boarded  Floors,     i.  37. 

Bay  Window,     i.  33. 

Seasoning  of  Wood,     ii.  410. 

Oriel   Window,     ii.  245. 

Preparation  of  Boards  and  Joints,     i.  37. 

Box,    i.  41. 

Quality  of  Boards,     i.  37. 

Box  of  a  Rib-saw,     i.  41. 

Various  Methods  of  Laying  Floors,     i.  37. 

Box  for  Mitering,     i.  41. 

Boarding  Joists,     i.  37. 

Mitre-Box,     ii.  204. 

Boarding  Luffer,     i.  37. 

Box  OF  A  Theatre,     i.  41. 

Luffer  Boards,     ii.  113. 

Boxings  of  a  Window,     i.  41. 

Lever  Boards,     ii.  101. 

Boyle,  Richard,     i.  42. 

Boarding  for  Pugging  or  Deafening,     i.  37. 

Brace,     i.  42. 

Sound  Boarding,     ii.  436. 

Truss,     ii.  508. 

Boarding  for  Slating,     i.  38. 

Angle  Braces,     i.  7. 

Boarding    for    Leaden     Platforms    and    Gutters, 

Bracket,     i.  42. 

i.  38. 

Bracket  for  Shelves,     i.  42. 

Boarding  for  lining  W.u.ls,     i.  38. 

Brackets,     i.  42. 

"         FOR  outside  Walls,     i.  38. 

Brackets  for  Stairs,     i.  42. 

Weather  Boarding,     ii.  522. 

Bracketing,     i.  42. 

Boards  Listed,     i.  38. 

Method  of  finding  angle-brackets,     i.  42. 

Boards  Lever,     i.  38. 

Banging,     ii.  300. 

Boards  for  the  Valleys  of  a  Roof,     i.  38. 

Cove,     i.  211. 

Valley  Boards,     ii.  515. 

Dome,     i.  275. 

Boaster,  or  Boasting-tool,     i.  38. 

Groin,     i.  478. 

Tools,     iu  494. 

Pendentive  Bracketing,     ii.  273. 

Boasting,  in  Stone-cutling,     i.  38. 

Spandrel          "                 ii.  437. 

Boasting,  in  Carving,     i.  38. 

Spherical          "                 ii.  439. 

Body  of  a  Niche,     i.  38. 

Spheroidal       "                 ii.  440. 

Mche,     ii.  231. 

Brads,     i.  43. 
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Bkamante,  Lazari  D'Urbino,     i.  43. 

To  measure  and  value  Party  Walls,  Flank  Walls,  and 

Bonarotli,     i.  38. 

Partition  Walls,  with  flues,     i.  50. 

Branches,     i.  43. 

Of  single  plain  tile  Creasing,     i.  57. 

Brandrith,  or  Brasdrette,     i.  44. 

Of  double       do.         do.,     i.  57. 

Brassks,     i.  44. 

Of  Cut  Splays,     i.  57. 

Bkeadth,     i.  44. 

Of  Brick  Nogging,     i.  57. 

Break,     i.  44. 

Pointing,     i.  57. 

Break-is,     i.  44. 

Flat-joint  Pointing,     i.  57. 

Break  Joint,     i.  44. 

Tuck  Pointing,     i.  57. 

Breast  of  a  Chim.s'ey,     i.  44. 

Measurement  of  Pointing,     i.  57. 

CIdmney,     i.  144. 

Ruhhcd^md  Ganged  Work,     i.  57. 

Breast  of  a  Window,     i.  44. 

"                    Circular  parts  of  Drains,     i.  57. 

Breast  Wall,     i.  44. 

«                    Orcular  Walls,     i.  .57. 

Bressummer,  or  Breast  Sdmmer,     i.  44. 

"                    Canted  Bows,     i.  57. 

Timber  preferable  to  Iron,     i.  44. 

"                    Bi  ick  Cornices,     i.  57. 

Summer,     ii.  480. 

"                   Garden  Walls,     i.  57. 

Brick,     i.  44. 

Tiling,     i.  57. 

Antiquily  of,     i.  44. 

"                    Paving,     i.  .57. 

Size  of,     i.  45. 

Mode  of  Measurement  in  Cumberland,     i.  57. 

Materials  for  making,     i.  45. 

Do.             do.,               Scotland,     i.  57. 

Mode  of  JlaniifactLire,     i.  45. 

Do.              do.,                Ireland,     i.'SS. 

Mode  of  constructing  Clamps  for  Burning  Bricks,    i.  4G. 

Method  of  Charging  for  Materials,     i.  58. 

Mode  of  manufacturing  Washed  Manns  or  Mails,    i.  40. 

Bridge,     i.  58. 

!Modc  of  burning  bricks  in  Kilns,     i.  40. 

Abutment,     i.  1. 

Of  the  diflerent  varieties  of  Bricks,     i.  46. 

Stone  Bridr/e,     ii.  449. 

Tiles,     ii.  489. 

Timber     ""         ii.  491. 

Brick  Nogging,     i.  47. 

Iron         "         ii.  25. 

Brick  and  Stld,     i.  47. 

Suspension  "     ii.  481. 

Brick  Nogging,     i.  47. 

Origin  of  Bridges,     i.  58. 

Brick  Kiln,     i.  47. 

Arch,     i.  12. 

Bricklayer,     i.  47. 

Architecture,     i.  14. 

Bricklaying  Brickwork,     i.  47. 

Suspension  Bridges  of  South  America,     i.  58. 

Brick,     i.  44. 

Suspension  Bridge,     ii.  481. 

Bricklayer,     i.  47. 

Of  the  Ronum  Bridges,     i.  58. 

Mortar,     ii.  214. 

Pont-du-Gaide,  near  Nismes,     i.  59. 

Tiles,     ii.  489. 

Bridge  of  St.  Esprit,     i.  59. 

Cement,     i.  128. 

Ancient  Bridge  over  the  Tagus  at  Valcnza  do  Alcantara, 

Pre{>aration  of  Ground  for  foundations,     i.  47. 

Spain,     i.  59. 

Use  of  the  inverted  arch  for  do.,     i.  47. 

Stone   Bridge  near  Brionde,  in   the   Lower   Auvcrgiie, 

On  Ramming  foundations,     i.  48. 

i.  59. 

Mode  of  forming  a  sound  foundation  by  use  of  Con- 

Bridge of  Avignon,     i.  59. 

crete,     i.  48. 

Bridges  in  Venice,     i.  59. 

Concrete,     i.  186. 

Aiiucduct  bridge  of  Alcantar.a,  near  Lisbon,     i.  59. 

Preparation  of  Mortar,     i.  48. 

Bridge  of  Neuilly,  France,     i.  00. 

Mort^ir,     i.  214. 

"       of  Mantes,          "         i.  00. 

On  Building  up  of  walls,     i.  48. 

"       of  Allier  Monlins,     i.  00. 

Bond,     i.  39. 

"       of  St.  Maxence,  France,     i.  60. 

Ditllrent  kinds  of  Bond,     i.  48. 

"       of  Orleans,  over  Loire,     i.  00. 

Groining  or  intersection  of  Arches,     i.  49. 

Gothic  Bridge  of  Croj  land,  Lincolnshire,     i.  60. 

Staining  Walls,     i.  49. 

Bridge  at  Barton-upon-Trent,     i.  00. 

Preservation  of   unfinished  work  from  ellects   of  rain 

Gothic  Bridge  over    river    Don,  near   Old    Aberdeen, 

and  frost,     i.  49. 

i.  00. 

Cornices,  &c.,  of  Brickwork,     i.  49. 

Bridge  at  York,     i.  00. 

Meiisuremcnt  of  Brickwork,     i.  49. 

"           Winston,  Yorkshire,     i.  GO. 

Materials  in  a  square  of  tiling,     i.  49. 

"            Kelso,  over  the  Tweed,     i.  00. 

Lime  measure,     i.  49. 

"            Lancaster,  over  the  Lune,     i.  00. 

Sand  do.,     i.  49. 

"           over  the  Pease,  or  Peaths,  between  Dunbar 

To  measure  trenches  for  foundations,     i.  50. 

and  Berwick-upnn-Tweed,     i.  60. 

To  measure  the  fijoting  of  a  wall,     i.  50. 

Aqueduct  Biidge,  Glasgow,     i.  01. 

To   find  the  number  of  rods  contained  in  a  piece  of 

Bridge  at  Perth,     i.  01. 

Brickwork,     i.  50. 

Bridge  over  the  Tatf  at  Llantrisscnt,  Glamorganshire, 

To   measure   the   vacuity   of  a   rectangular   Window, 

i.  01. 

i.  51. 

Bridge   over    LifTey,    near    Dublin,    called    Sarah,    or 

To  calculate  the  price  of  a  rod  of  Brickwork,     i.  51. 

Island  Bridge,     i.  02, 

Specimen  nf  Dimension  Book,     i.  53. 

Arran  Bridge,  Dublin,     i.  02. 

Of  Party  Walls,     i.  55. 

Essex  Bridge,  Dublin,     i.  02. 

Of  Flank  do.,    i.  55. 

1 

Wooden  Bridges  of  Qesar  across  the  Rhine,     i.  02. 
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Wooden  Bridge  over  the  Cismone,     i.  G'i. 

"       at  WitU'iigen,  Swifzeihuid,     i.  02. 

Wooden  Bridge  at  SolKitriiaiiseii,  ovor  the  Rhine,  i.  62. 

Schuylkill  Bridges  at  Pliiladcl|ilii:i,  America,     i.  02. 

Tcchniral  t^rms  used  to  distinguish  tlie  dillercnt  kinds 
of  Timber  Bridges,     i.  02. 

Pendent  or  Hanging  Biidgc,     i.  02. 

Philosophical         "  i.  02. 

Draw  "  i.  03. 

Swivel  "  i.  63. 

Suspension  "  i.  03. 

Bridges  of  Boats,     i.  03. 

Flying  or  Floating  Bridges,     i.  03. 

Steam  Floating  Bridge,     i.  03. 

Portable  Bridges,     i.  04. 

Centre,     i.   136. 

Bridge  Board,     i.  04. 

Notch  Board,     il.  240. 

BiiiDGE  Over,     i.  04. 

Bridge  Stone,     i.  04. 

Bridged  Gutters,     i.  64. 

Bridgimg  Floors,     i.  04. 

Naked  Flooring,     ii.  224. 

Bridging  -Toist,     i.  04. 

Naked  Flooring,     ii.  224. 

Bridgings,  or  Bridging  Pieces,     i.  64. 

Straining  Pieces,     ii.  46.5. 

Strutting        "         ii.  480. 
Bring  up,     i.  64. 
Broach,     i.  64. 
Broad-Stone,     i.  64. 

Free-Stone,     i.  430. 
Bronze,     i.  64. 

Casting,     i.  110. 
Brown,     i.  64. 

Cologne  Earth,     i.  176. 

Umber,     ii.  514. 
Brdnelleschi,  Philip,     i.  61 
BuccuLA,     i.  65. 
Bodget,     i.  65. 
Buffet,     i.  65. 
Builder,     i.  05. 
Building,     i.  05. 

Requisite  Plans  and  Estimates,     i.  05. 

Of  Columns  and  Entablatures,     i.  05. 

Break,     i,  44. 

Situation  of  a  building,     i.  06. 

Plan  of  do.  i.  60, 

Apartment,     i,  8, 

Chimney,     i,  144. 

Passage,     ii.  265. 

Poof,     ii.  374. 

Room,     ii.  391. 

Staircase,     ii,  441, 

Of  the  distribution  of  Rooms,  &e.,     i,  66. 

Of  the  Form  of  Buildings,     i.  66. 

Of  Ornaments,     i.  60. 

Materials  for  Construction,     i.  00. 

Chief  Writers  on  Building,     i.  67. 

Architecture,     i.  14. 

House,     i.  503. 

Building,  in  Masonry,     i.  67. 

Masonry,     i.  117. 

Building  Act,     i.  67.  * 

Building  of  Beams,     i.  07. 

Bib,     ii.  365. 

Scarfing,     ii.  408. 


Iki.KER,     i.  07. 
Bullkn  Nails,     i.  07. 
Bulwark,     i.  67. 

Pampart,     ii,  359, 

Torus,     ii,  495, 
Bundle  Pillar,     i,  67. 
BusciiiTTO,     i.  67. 
Bust,  or  Busto,    i.  67. 

BuT-lIlNGES,      i.  67. 
BUTMENT,      i.  67. 

Abutment,     i.  1. 
Stone  Bridge,     ii,  449, 
Butment  Cheeks,     i.  67. 
Butt- End,     I.  67. 

Butt-Joint,     i.  67. 
Hand-Railing,     i.  487. 
Buttery,     i.  07. 
Butting-Joint,     i.  07. 
Button,     i.  07. 

Button  of  .\  Lock,     i.  07. 
Buttress,     i.  07. 

Situation  of,     i.  67. 

Of  different  kinds  of  Buttresse.s,     i.  67. 
Of  soientific  construction  of,     i.  67. 
Enrichment  of  Buttresses,     i.  68. 
Byzantine  Architecture,     i.  68. 
Its  Origin,     i.  68. 
Its  Progress,     i.  68. 

Introduction  of  Lombardic  style,  a.  d.  568,     i,  68, 
Distinguishing  characteristics  of  the  Byzantine  style,  i.  69. 
Causes  for  the  adoption  of  this  style,     i.  70. 
Principal  Features  of  edifices  erected  in  this  style,  from 
the  time  of  Constantine  to  the  middle  of  the  sixth 
Century,     i.  70. 

Do.  Do,  2nd  period,     i,  70. 

Do.  Do.  3rd  period,     i.  71. 

Description  of  Cathedral  of  S.  Sophia,  Constantinople, 

i.  71. 
Description  of  S.  Vitalc,  Ravenna,     i.  72. 
"  of  S.  Ciriaco,  Ancona,     i.  72. 

"  of  S.  Mark's,  Venice,     i,  72. 

"  of  S.  Theodore,  Athens,     i.  72. 

Caaba,     i.  73. 

Antiquity  of,     i.  73. 

Use  of,     i.  73. 

Description  of,     i.  73. 
Cable,     i.  73. 

Cable  Flutes,     i.  73. 
Cabling,     i.  73. 

Flutes,     i.  418. 
Cage,     i.  73. 
Caisson,     i.  73. 

Description  of  those  used  in  building  of  Westminster 
Bridge,     i.  73. 

Caisson,  in  Vaulting,     i.  74. 
Calathus,     i.  74. 
Calcareous  Cements,     i.  74. 

Cements,     i.  128. 

Calcareous  Earth,     i.  74. 

Limestone,     i.  107. 

Gypsum,     i.  484. 
Calendario,  Philip,     i.  74. 
Calibre,     1.  74. 

Calibre  Compasses,  or  Callipers,     i.  74. 
Caliducts,     i.  74. 
Callimacuus,     i.  74. 
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Calotte,     i.  74. 
Camarosis,     i.  74. 
Camber,     i.  74. 

Camber  Beams,     i.  74. 
Instances  where  required,     i.  74. 
Camerated,     i.  75. 
Cames,     i.  75. 
Camp  Ceiling,     i.  75. 
Campana,     i.  75. 
Campanile,     i.  75. 
Canal  of  the  Ionic  Volute,     i.  75. 

Canal,     i.  75. 

Flute,     i.  418. 

Canal  or  the  Larmier,     i.  75. 

Beak,     i.  33. 
Canardiere,  or  Guerite,     i.  75. 
Cancelli,     i.  75. 
Canopy,     i.  75. 

Baldachin,     i.  25. 
Cant,     i.  75. 

Cant,  Moulding,     i.  75. 
Cantalivers,     i.  75. 
Canted  Column,     i.  75. 
Canting,     i.  75. 
Cantharus,     i.  75. 

Cantharus  of  a  Fountain,     i.  75. 
Canthers,  or  Canteril,     i.  75. 
Canting  Stairs,     i.  75. 

Stairs,     ii.  441. 
Cantoned  Building,     i.  75. 

Cantoned  Columns,     i.  75. 

Columns,     i.  183. 
Cap,    i.  75. 

Cap,  in  Joinery,     i.  75. 
Capacity,     i.  75. 
Capital,     i.  75. 

Of  the  Doric,     i.  76. 
"       Ionic,     i.  76. 
"       Corinthian,     i.  76. 
"       Tuscan,     i.  76. 
"       Egyptian,     i.  76. 
"       Indian,     i.  76. 
"       Byzantine,     i.  76. 
"       Loniljardic,     i.  76. 
"       Gothic,     i.  76. 

Capital,  Angular,     i.  76. 

Angular  Capital,     i.  7. 

Capital  of  a  Baluster,     i.  76. 

Capital  of  a  Lantern,     i.  76. 

Capital  of  a  Triglyph,     i.  76. 

Capitol, 

Celebrated  edifices  erected  on  this  site, 
Capreols,     i.  77. 
Caracol,     i.  77. 
Caravansera,     i.  77. 
Carcase,     i.  77. 

Carcase  of  Naked  Flooring,     i.  77. 

Carcase  Roofing,     i.  77. 

Carpentnj,     i.  83. 

Roojiiig,     ii.  391. 

Truss,     ii.  508. 

Boarding,     i.  37. 
Cardinal  Scapi,     i.  77. 
Carina,     i.  77. 
Carnedde,     i.  77. 
Carolitic  Column,     i.  77. 

Column,     i.  179. 


i.  76. 


81. 


i.  81. 


Cabpenter,     i.  77. 

Carpenter's  Rule,     i.  77. 
"  Square,     i.  78. 

"  Worii,     i.  78. 

Methods  of  Measuring    various  kinds  of  Carpenter's 

Worii,     i.  78. 
Tables  to  find  the  Price  of  the  common  measure  of  any 

kind  of  Workmanship  at  any  time,     i.  80. 
Carpentry,     i.  80. 

Of  its  division  into  two  branches. 
Descriptive  Carpentry,     i.  236. 
Constructive      "  i.  193. 

Mechanical        "  ii.  143. 

History  of  Carpentry,     i.  81. 
Of  dividing  timbers  into  scantlings. 
Of  Planing,     i.  81. 
Tools,     ii.'294. 

Of  the  junction  and  framing  of  timbers,     i.  82. 
List  of  authors  on  the  subject,     i.  82. 
Godfrey  Richards  on  roofs  : —        i.  82. 
"  on  flooring,     i.  82. 

The  names  of  various  timbers,     i.  83. 
Of  gable  roofs,     i.  83. 
Of  hip  roofs,     i.  83. 
Of  flat  roofs,     i.  83. 

To  find  the  length  and  back  of  the  hip,     i.  83. 
Of  roofs  bevel   at  one  end,  and  square  at  the  other, 

i.  84. 
Of  do.,  bevel  at  both  ends,  and  of  unequal  breadth, 

i.  84. 
Mr.  Halfpenny : — 

To  find   the  angle-bracket  of  a  cove  of  vaults,  and  to 

describe  the  curves  of  irregular  groins,    .i.  85. 
To  find  a  centre  for  a  semicircular  arch  in  a  circular 

building,     i.  86. 
To  form  semicircular  and  elliptical  niches  for  plaster- 
ing,    i.  86. 
Smith's  Carpenter's  Companion  : — 

Of  lintelings  and   bond  timbers,  and  their  scantlings, 

i.  87. 
Of  floors  and  scantlings  for  joists,  &c.,     i.  87. 
Of  trussing  girders,     i.  88. 
Of  roofs,  tht'ir  pitch  and  scantlings,     i.  88. 
Of  timbers  of  do.,     i.  88. 
Of  coved  ceilings,     i.  89. 
Price's  "  British  Carpenter  :" — 

Scarfing  of  beams  and  trussing  girders. 
Roofing  and  flo<^ring,     i.  90. 
The  method  of  laying  roof  in  piano,     i. 
Trusses,     i.  92. 

Circular  and  polygonal  domes,     i.  92. 
Centerings  for  groins,     i.  92. 
Coverings  for  coved  ceilings  and  domes,     i.  93. 
I!ampant  arches,     i.  93. 

To  find  the  seat  of  the  angle-ribs  of  an  annular  groin,  i.  94. 
Scantlings  of  timbers,     i.  9.5. 
t)f  canibcring  beams,     i.  90. 
Batty  Langliy's  "Builder's  Complete  Assistant:' — 
Of  partitions,     i.  96. 
Of  the  strength  of  tiniber,     i.  90. 
Lintels,  bond-timbers,  and  naked-flooring,     i.  97. 
Strength  of  Maleriah,     ii.  4(>5. 
Scantlings  of  timbers  in  fluors  and  roofs,     i.  98. 
Curvature  of  hip-rafters  for  roofs  on  polygonal  plans, 

i.  99. 
Covering  of  niches  and  domes,     i.  99. 
Arches  in  circular  walls,     i.  100. 


i.  90. 


90. 
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Laii^ley's    "  Builder's    and    Workman's     Treasury     of 
Designs  :" — 

Lengthening  of  beams,     i.  101. 

To  lind  llie  angle  of  a  hip,     i.  101. 

Coverings  for  niches  and  domes,     i.  101. 

Coverings  for  domes  with  horizontal  joints,     i.  102. 
Pain's  "Builder's  Golden  Kule  :"— 

The  backing  of  curve-line  hips,     i.  102. 

The  method  of  coving  the  angles  when  there  is  a  circle 
or  oval  in  the  centre  of  the  ceiling,     i.  102. 

To  describe  a  pentagon  on  a  given  side,     i.  102. 

Coverings  of  domes  of  various  kinds,     i.  103. 

Groins,     i.  104. 

Bevel  roofs,     i.  104. 
Critique  upon  the  above  writers,     i.  104. 
Carpion,     i.  106. 
Carriage  of  a  Wooden  Stair,     i.  106. 

Stair  Casing,     ii.  441. 

Ilandrailiriff,     ii.  487. 
Caetelli,     i.  lOG. 

Cartouches,     i.  106. 
Cartoon,     i.  106. 
Cartohohes,     i.  106. 
Carved  Work,     i.  107. 

Of  Mouldings,     i.  107. 

Of  Ovolos,     i.  107. 

Of  Sima  Rectas,     i.  107. 

Of  Facias,     i.  107. 

Of  Gothic  carved  work,     i.  107. 
Carvel-Bdilt,     i.  107. 
Carver,     i.  107. 
Carving,     i.  107. 

Carving!   Work,     i.  107. 
Caryatic,     i.  107. 

Caryatio  Order,     i.  107. 

Persian  Order,     ii.  277. 

History  of,  by  Vitruvius,     i.  107. 

Of  incorrectness  of  same,     i.  107. 

Examples  of  Caryatides  in  various  styles  of  architec- 
ture,    1.  108. 

Of  Termini,     i.  108. 

Of  Persian  Figures,     i.  108. 

Composition  and  treatment  of  Caryatides,     i.  108. 
Case,     i.  108. 

Case  Bats,     i.  108. 

Case  of  a  Door,     i.  108. 

Case  of  a  Stair,     i.  108. 

Cased,     i.  108. 

Walls,     ii.  522. 

Cased  Sash  Frames,     i.  108. 

Sash  Frame,     ii. 
Casemate,     i.  108. 
Casements,     i.  108. 
Casing  of  Timber  Work,     i.  108. 
Cast,     i".  109.  ' 

Mode  of  Taking,     i.  109. 

Introduction  of  plaster  in  Architectural  Decorations, 
i.  109. 

Substitution  of  Papier  Mache,     i.  109. 

Of  Embossed  Leather,     i.  109. 

Of  Gutta  Percha,     i.  110. 

Cast,     i.  110. 

Cast,  Rough,     i.  110. 

Bouffh  Cast,     ii.  391. 
Castella,  or  Castles,     i.  110. 

Castle,     i.  110. 
Castellated  Houses,     i.  110. 


Casting,     i.  110. 
Cast,     i.  109. 

Casting  in  Joinery  and  Carpentry,     i.  110. 
Casting  op  Brick  or  Stone  Walls,     i.  110. 
Rough  Cast,     ii. 
Casting  of  Bronzes,     i.  110. 
Casting  of  Lead,     i.  110. 
FlumbiiKj,     ii.  312. 
Castle,     i.  110. 

Castella,     i.  110, 

Origin  of,     i.  110. 

Of  early  British  fortifications,     i.  111. 

Examples  and  description  of,     i.  111. 

Inefficiency  of,     i.  111. 

Descripii<jn  of  Herefordshire  Beacon,     i.  111. 

"  Fortress  at  Bruff,  Staffordshire,     i.  111. 

"  Caer  Caradoc,  Shropshire,     i.  111. 

"  Penmaen  Mavvr,     i.  111. 

"  Wartcm  Cratig,     i.  111. 

Old  Oswestry,     i.  111. 
Mai.lrn  Castle,     i.  111. 
Old  Saruni,     i.  111. 
Of  Roman  military  works  in  this  country,     i.  111. 
At  Richborough,     i.  111. 
"  Porchcster,     i.  112. 
"  Pevensey,     i.  112. 
Castle  of  Colchester,     i.  112. 

Of  the  e.vistence  of  a  Castle  at  Bamborongh,     i.  112 
Of  castle-building  in  time  of  Alfred  the  (jreat,     i.  112. 
Do.  in  time  of  William  the   1st.  and  William  Rufus, 

i.  112. 
Description  of  castles  of  Anglo-Norman  kings,     i.  113. 
Remains  of  Berkeley  Castle,     i.  113. 
Castles  of  time  of  Edward  I.,     i.  113. 

Do.  Edward  HI.,     i.  114. 

Of  Castellated  Houses,     i.  114. 
Iladdon  House,  Derbyshire,     i.  114. 
Quadrangular  Houses  of  Henry  Vlll.'s  time,     i.  114. 
Decline  of  Castles,     i.  114. 
Method  of  maintaining  castles,     i.  114. 
Castra,     i.  115. 
Casts,     i.  115. 

Cast,     i.  109. 
Casting,     i.  110. 
Catabasion,     i.  115. 
Castabulu.m,     i.  115. 
Catacacstic  Curve,     i.  115. 
Caustic  Curve,     i.  122. 
Catacomb,     i.  115. 
Catadrome,     i.  115. 
Catafalco,     i.  115. 
Catch  Drain,     i.  115. 
Catenaria,     i.  115. 
Cathedral,     i.  115. 

Comparatively  more  numerous  in  the  early  ages,    i.ll5. 
Cathedral  erected  by  Lucius  at  Winchester,     i.  11.5. 
Cathedral  erected  by  St.  Augustine,  Canterbury,    i.  115. 
"         of  St.  Paul,  London,     i.  115. 
"  St.  Andrew,  Rochester,     i.  115. 

York,     i.  115. 
Church  at  Ramsay,     i.  116. 

Materials,   Form,   and   Disposition   of   Saxon   Cathe- 
drals,    i.  116. 
Description  of  Cathedrals  existing  at  the  present  day, 

i.  116. 
Chronological    account  of   the  erection   of   Cathedral 
Churches  in  England,     i.  117. 
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Particular  Examples  of  English  cathedrals,     i.  117. 

Rctnarkable  parts  of  do.,     i.  118. 

Tabic  of  Dates  of  the  principal  portions  of  the  English 
Cathedrals,     i.  118. 

Admeasurements  of  the  most  remarkable  parts  of  the 
principal  cathedral  churches  of  Great  Britain,    i.  119. 

Short  description  of  cathedrals  on  the  Continent,    i.  119. 

Remarkable  parts  of  foreign  cathedrals,     i.  120. 

Admeasurements  of  some  of  the  more  remarkable  Con- 
tinental cathedrals,     i.  120. 

Catheiunk  Whkel,     i.  120. 

Cathetus,     i.  120. 

Cattle  Sfied,  or  Cattle  House,     i.  120. 

Its  situation,     i.  120. 

Directions  for  construction  of,     i.  121. 

Of  the  collection  of  the  manure,     i.  121. 

Of  circular  houses,     i.  121. 

Of  oblong       do.,       i.  121. 

Coto  House,     i.  211. 
Cauking  or  Cocking,     i.  122. 

Cocking,     i.  174. 
Caulicoles,    i.  122. 
Caulking,     i.  122. 

Caulking  Irons,     i.  122. 
Causeway,     i.  122. 
Caustic  Curve,     i.  122. 
Cav^edium,     i.  122. 

Cavazion,  Cavasion,  or  Cavation,     i.  122. 
Cave,     i.  122. 
Cavea,     i.  122. 
Cavetto,     i.  122. 
Ceiling,     i.  122. 

Vault,     ii.  515. 

Various  forms  of  ceiling,     i.  122. 

Methods  of  ornamentation,     i.  123. 

Gothic  ceilings,     i.  123. 

Elizabethan  do.,     i.  123. 

(Jeiling  in  Carpentry,     i.  123. 

Bracketing,     i.  142. 

Ribbing,     ii.  3(55. 
Vault,     ii.  515. 

Ceiling  Floor,     i.  123. 

Ceiling  Joists,     i.  123. 
Cell,    i.  123. 

Sill,     ii.  430. 
Cell  a,     i.  123. 
Cellar,  .  i.  123. 
Cellarage,     i.  124. 
Celtic,  or  Druidical  Architectube,     i.  124. 

Of  the  Celts  or  Gauls,     i.  124. 

Of  the  dillerent  kinds  of  monuments  erected  by  the 
Celts,     i.  124. 

Description  of  Monoliths,     i.  124. 

E.vamples  at  Rudstone,  Yorkshire,     i.  125. 

Uses  of  round  tower,     i.   125. 

Bound  Tower,     ii.  392. 

Description  of  Cromlechs,     i.  125. 
Do.         of  Kist  Vaens,     i.  125. 

Of  Kits-Coty  House,  Kent,     i.  125. 

Monuments  of  Palestine,  descriptions  by  Captains  Irby 
and  Mangles,     i.  125. 

Uses  of  Kist  Vaens,     i.  125. 

Description  of  Druidical  circles,     i.  125. 

Of  Stonehenge  and  Abury,     i.  12G. 

Examples  at  Classerniss,  Stanton  Drew,  and   Carnac, 
i.  127. 

Description  of  Logan,  or  rocking-stones,     i.  127. 


Example,  near  Penzance,  Cornwall,     i.  127. 

Description  of  Tolmen,  or  hole  of  stone,     i.  128. 

Example  at  Constantine,  Cornwall,     i.  128. 

Description  of  wring-cheeses,     i.  128. 

"  of  one  at  St.  Clare,  Cornwall,     i.  128. 

"  of  cairns,     i.  128. 

"  of  pyramid   at   New   Grange,   Drogheda, 

i.  128. 

Description  of  barrows,  or  tumuli,     i.  128. 
Cement,     i.  128. 

Of  natural  cements,     i.  129. 

"  calcareous  do.,     i.  129. 

"  simple  limestone  and  argillo-ferruginous  lime,    i.  129. 

Mortar,  its  composition  and  proportions,     i.  129. 

Grout,     i.  130. 

Grout,     i.  482. 

Mortar,  for  lining  of  reservoirs,  &c.,     i.  130. 

Experiments  by  Mr.  Smeaton  and  Dr.  IliL'Etins,  i.  130. 

Of  the  inferiority  of  modern  mortar,     i.  130. 

Roman  method  of  making  mortar,     i.  130. 

Murtar,     ii.  214. 

Of  water-cements,     i.  130. 

Discovery  of,  by  the  Romans,     i.  130. 

Of  terras,  or  trass,     i.  131. 

Substitution  of  coal-ash  for  do.,     i.  131. 

Of  blue  mortar,     i.  131. 

Ash  mortar,     i.  131. 

Experiments  by  Mr.  Smeaton,     i.  131. 

Lariot  mortar,     i.  132. 

Mr.  Smeaton  on  do.,     i.  132. 

Recipe  for  making  mortar,  where  quick  concretion  is 
required,     i.  132. 

Concrete,     i.  180. 

Of  hydraulic  limes  and  ground  cements,     i.  132. 

Mode  of  preparing  artificial  hydraulic  limes,     i.  133. 

Malth.a,     i.  133. 

Asphalte,     i.  17. 

Chunain,     i.  134. 

Mastic,     i.  134. 

Roman  cement,  or  compo,    i.  134. 

Terra  cotta,     i.  1 34. 

Bailey's  composition,     i.  134. 

Stucco,     ii.  480. 
Cemeterv,     i.  134. 

Of  their  situation,     i.  135. 

Sir  C.  Wren  on  extramural  interments,     i.  135. 

Wren,  Sir  Christoplier,     ii. 

Of  foreign  cemeteries,     i.  135. 

Of  cemetery  at  Kensal  Green,     i.  135. 
"  Ilinhijatc,     i.  13(1. 

"  Norwood,     i.  13(5. 

"  Abney  Park,     i.  130. 

South  London  cemetery,     i.  136. 

West  London      do.,     i.  13(5. 
Cenotaph,     i.  130. 
Centaur,     i.  130. 
Centering,     i.  136. 

Centre,     i.  136. 

Centering  to  Trimmers,     i.  1.30. 

Centre,  or  Center,     i.  ISO. 

Centre  of  Gravity,     i.   136. 

Centre  of  Pressure,     i.  136. 
Centre,     i.  136. 

Centre  for  groined  arch,     i.  136. 

Ribs  and  jack-ribs,     i.  137. 

Stone  Bridge,     ii.  449. 

C)f  supports  for  arch-stones,     i.  137. 
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Tredgold  on  the  qualities  of  a  good  centre,     i.  137. 
Directions  for  construction  of  centres  for  bridges,  &c., 

i.  137. 
Exaiinjlfs  of  diflerent  modes  of  construction,     i.  138. 
Bridge  of  Orleans,     i.  138. 
St.  Peter's,  Rome,     i.  138. 
Westminster  and  Blaclcfriais  bridges,     i.  138. 

Direclions   for   the    construction   of   various  kinds  of 

centering,     i.  138. 
Centre  for  Chester  bridge,     i.l39. 
Iron  Bridge,      ii.  25. 
Stone     do.,     ii.  449. 
Suspension     do.,     ii.  481. 
Centre,  in  Geometry,     \.  139. 
Centres  of  a  Door,     i.  140. 
Centroune.\d,     i.  140. 
Gentry'  Garth,     i.  140. 
Ceroferarium,     i.  140. 
Ceroma,     i.  140. 
Cestophori,     i.  140. 
Cesspool,     i.  140. 

Sesspool,     ii.  413. 
Chain  Timber,     i.  140. 
ChalcidiCjE,     i.  140. 
Chalice,     i.  140. 
Chalk,     i.  140. 
Chamber,     i.  140. 

Of  bed-chambers,     i.  140. 
Chamber  of  a  Lock,     i.  140. 
Chamber-Story,     i.  140. 
Chambers,  Sir  William,     i.  140. 
Chambraxle,     i.  141. 
Chamfered  Rustic,     i.  141. 
Rustic,     ii.  394. 
Ch.\mferet,     i.  141. 
Chamfering,     i.  141. 
Champ,     i.  141. 

Champain  Line,     i.  141. 
Chancel,     i.  141. 

Description  of,     i.  141. 
Furniture  of,     i.  141. 
Of  the  altar,     i.  142. 

"      credence- table,     i.  142. 
"      letteni,     i.  142. 
"      dimensions  of  chancels,     i.  142. 
Chandelier,     i.  142. 
Chandrv,     i.  142. 
Channel,     i.  142. 

Channel  of  the  Larmier,     i.  142. 
Beak,     i.  33. 

Channel  of  the  Volute,     i.  142. 
Canal  of  the  Ionic  Volute,     i.  75. 
Channel-Stones,     i.  142. 
Chantlatb,     i.  142. 
Chantry,  or  Chauntry,     i.  142. 

Chantries,     i.  143. 
Chapel,     i.  143. 
Chapiter,     i.  143. 
Capital,     i.  75. 

Chapiters  with  mouldings,     i.  143. 
"       with  sculptures,     i.  143. 
Chaplet,     i.  143. 
Chapter  House,     i.  143. 

Form  and  mode  of  construction,     i.  143. 
List  of  chapter  houses  in  England,     i.  143. 
Chaptrel,     i.  144. 
Impost,     ii.  2. 


Charged,     i.  144. 

Char,  or  Chare,     i.  144. 

CUARNEL  IIol'se,     i.  144. 

Cuartopuylacium,     i.  144. 

Chase-Mortise,  or  Pulley  Mortise,     i.  144. 

Chauntry,     i.  144. 

Chantry,     i.  142. 
Checkered,  or  Cuecquered,     i.  144. 

Mcticulofed,     ii.  3C5. 

Masonrij,     ii.  117. 
Cheeks,     i.  144. 

Cheeks  of  a  AfoRTisE,     i.  144. 
Cheese  Room,     i.  1 14. 

Chequers,     i.  144. 

Masonry,     ii.  117. 

Reticulated,     ii.  365. 

Chest,     i.  144. 

Caisson,     i.  73. 

Chevet,     i.  144. 

Apsix,     i.  11. 
Chevron  Work,     i.  144. 
Chimney,     i.  144. 

Technical  terms  for  different  parts  of,     i.  144. 

On  the  construction  of,     i.  145. 

On  the  origin  of,     i.  145. 

Examples  of  diflerent  kinds  of,     i.  145. 
Chinese  Arcihtecturb,     i.  145. 

Sir  William  Chambers  on,     i.  145. 

Originality  of  this  style,     i.  140. 

Pyramidal  form  of  do.,     i.   146. 

Similarity  between  this  and  the  Greek  style,     i.  140. 

Inap[)licability  of  this   style   for  general  purposes  in 
England,     i.  140. 

Its  distinguishing  characteristics,     i.  146. 

Tents  the  original  type  of  this  style,     i.  146. 

Of  Chinese  temples,     i.  146. 

Description  of  pagoda  at  Ilonang,     i.  146. 

"  of  three  different  kinds  of  ting,     i.  147. 

"  of  two  little  buildings  at  Canton,     i.  147. 

Towers  or  Taas,     i.  147. 

Description  of,     i.  148. 

Origin  and  objects  of,     i.  148. 

Celtic  Architecture,     i.  124. 

Description  of  tower  found  on  the  banks  of  the  Taho, 
i.  148. 

Do.  Porcelain  Tower  at  Nan  King,    i.  148. 

Several  other  kinds  of  buildings  used  in  China,    i.  148. 

Of  a  fourth  kind  of  ting,     i.  148. 

Triumphal  arches,     i.  148. 

Chinese  houses,     i.  148. 

Mode  of  construction,     i.  148. 
"     of  ornamentation,     i.  149. 

Of  their  furniture,     i.  149. 

Description  of  the  different  apartments,     i.  149. 

Materials  used  for  building,     i.  150. 

Various  kinds  of  columns  used  by  the  Chinese,    i.  150. 

Description  and  examples  of  ditto,     i.  150. 

Description  of  the  Great  Wall  of  China,     i.  150. 
Chip,     i.  150. 
Chisel,     i.  150. 

Tools,    ii.  494. 

Chiseled  Work,     i.  150. 
Chit,     i.  150. 
Choir,     i.  150. 
Choraoic  Monument,     i.  151. 

Monument  of  Lysicrates,    ii.  207. 
Chord,     i.  151. 
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ClIRlSrlAN'   ARCtllTECTURE,       i.   151. 

CiNQtrEFOii.,    i.  162. 

CnRl)N'OL00irAL  CoLlMS,       i.  151. 

Cippus,     i.  102. 

Column,     i.  179. 

Circle,     i.   102. 

Church,     i.  179. 

Dollnition  of,     i.   162. 

Various  descriptions  of  Churchos,  as  cathedral,  eoHe- 

^Measurements  of  angles,     i.   162. 

giiite,  &c.,     i.  151. 

Areas  of  circles,     i.     102. 

Early  Christian  chinches,     i.  151. 

Proportions  of  circles,     i.   162. 

Vestibule  or  Narthex,     i.  151. 

Squaring  the  circle,     i.   162. 

Nave,     i.  151. 

Useful   properties  of  the  circle,     i.   103. 

Aisles,     i.  151. 

Given  the  diameter  to  find  the  circumference. 

i.  163. 

Choir,     i.  151. 

Given  the  radius  and  number  of  degrees  to 

find  the 

Anibone.*,  or  pulpits,     i.  151. 

length  of  an  arc,     i.  163. 

Sanctuary,     i.  151. 

To  find  the  area  of  a  circle,     i.   163. 

Altar,     i.  151. 

"               of  a  sector,     i.   103. 

Baptistery,     i.  151. 

"              of  a  segment,     i.  163. 

Origin  of  parish  churches,     i.  151. 

Geometry,     i.  440. 

Cathedral,     i.  115. 

Perspective,     ii.  280. 

Monastery,     ii.  105. 

Circular  Roofs,     i.  163. 

Ecclesiastical  Architecture,     i.  312. 

Circular  Windikg-Stairs,     i.   163. 

Saxon                    do.                  ii.  400. 

Circular  Work,     i.   163. 

Of  the  parts  or  divisions  of  a  church,     i.  152. 

Circular-Circular,    or    Ctlindro-Ctxndric 

Work, 

Of  the  position  of  churches,     i.  152. 

i.  163. 

Of  the  extt-rior  elevation,     i.  152. 

Circumference,     i.  164. 

Of  the  tower,     i.  153. 

Circumfekentor,  i.   164. 

Of  the  internal  structure,     i.  153. 

Circumscribe,     i.   164. 

Of  the  internal  arrangement,     i.   153. 

ClRCUMVALLATON,      i.    164. 

Of  the  internal  decoration,     i.  154.      • 

Circumvolution,     i.   164. 

Of  the  materials,     i.  155. 

Volute,     ii.  520. 

Timber  church  at  Greenstead,  Essex,     i.  155. 

Spiral,     ii.  440. 

Of  symbolism,     i.  156. 

Ionic   Order,     ii.   18. 

Of  construction,     i.  157. 

Circus,     i.  164. 

Of  the  covering,     i.  157. 

Of  the  circi  of  Rome,     i.  164. 

Of  the  internal  woodwork,     i.  157. 

Description  of  do.,     i.   104. 

Of  the  flooring,     i.  157. 

Of  games  practised  therein,     i.   105. 

Of  the  metal  work,     i.  157. 

CisoiD,  or  CissoiD,     i.  165. 

Of  the  style,     i.  158. 

Cistern,     i.  165. 

Of  the  plan,     i.  158. 

Directions  for  construction  of  cisterns  in  collars,   i.  165.      | 

Of  the  position  of  the  tower,     i.  158. 

Do.                 do.             above  ground,     i. 

105. 

Of  apertures,     i.  159. 

Do.                 do.             for  cattle,     i.  106, 

Of  the  interior,     i.  159. 

Citadel,     i.  166. 

Of  the  roof,     i.   100. 

Of  their  form,     i.  166. 

Of  pews,     i.  ICO. 

"              situation,     i.   166. 

Of  galleries,     i.  160. 

"              fortification,     i.  166. 

Of  the  principal  furniture,     i.  100. 

Civic  Crown,     i.  166. 

Of  the  lighting  and  warming,     i.  160. 

Civil  Architecture,     i.  166. 

Of  the  ventihuion,     i.  160. 

Clair-Ouscure,  or  Cuiaro-Obscuro,     i.  166. 

Of  the  restoration  of  churches,     i.  100. 

Clamp,     i.  166. 

Of  the  enlargement  of  do.,     i.  161. 

Clamping  a  board,     i.  166. 

Church  House,     i.  161. 

Clamp,  _^r  hrickmaking,     i.  166. 

Churcu-Yard,     i.  161. 

Brick,     i.  44. 

ClBORIUM,      i.  162. 

Clamp  Nails,      i.   166. 

Baldachin,     i.  25. 

Nails,     ii.  224. 

Cilery,     i.  162. 

Clamping,     i.   166. 

CiLL,     i.  162. 

Clamp,     i.   166. 

Sill,     ii.  430. 

Clasp  Nails,     i.  106. 

CiMA,    i.  162. 

Nails,    ii.  224. 

Sima,     ii.  430. 

Classical  Architecture,     i.  166. 

Mouldings,     ii.  221. 

Clathbi,     i.   166. 

CiMA  Inversa,     i.  162. 

Clay,    i.  166. 

Sima  Inversa,    ii.  430. 

Of  unctuous  clays,     i.   106. 

Mouldings,     ii.  221. 

Of  meagre        "      i.   167. 

CiMA  Recta,     i.   162. 

Of  calcareous  "   i.  167. 

Sima  Recta,     ii.  430. 

Claying,     i.  167. 

Mouldings,     ii.  221. 

Clean,    i.   167. 

!          CiMBRA,      i.    162. 

Clear,     i.  107. 

Cimei.iarch,     i.     162. 

Clear  Story,    i.   167. 

Cincture,  or  Ceiscture,     i.   102. 

Cleaving,     i.   107. 
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Cleeta,    i   107. 

Palcestra,     ii.  253. 
Cleopatra's  Nkedles. 
Clinching,     1.  107. 
Clinkeks,     i.  107. 
Cloac.e,     i.  107. 

Sewer,     ii.  413. 
Cloak-Pins  and  Kail,     i.  107. 
Clochauium,  or  Clociiier,     i.  107. 
Clogiiead,     i.  107. 

'Tower,     ii.  495. 
Cloister,     i.  107. 

Description  of,     i.  107. 

Lavatorij,     ii.  94. 

Mr.  lliipe  on  Continental  cloisters,     i.  108. 

Description  of  the  Campo  Santo,  Pisa,     i.   108. 

Cloister  attached  to  St.  Stephen's,  Westminster,  i.  108. 

Ecclesiastical  Architecture,     i.  3"21. 

List  of  Cloisters  of  the  English  cathedrals,     i.  108. 

Cloister  Garth,     i.  108. 
Close  String,     i.  108. 
Closbb,     i.  108. 
Closet,     i.  108. 

Water  Closet,     ii.  522. 
Clocgh,  or  Clouvse,     i.  109. 

Clough  Arches,  or  Paddle-Holes,     i.  109. 
Clout  Nails,     i.  109. 

Nails,     ii.  224. 
Cldb  Chambers,     i.  169. 

Plan  and  elevation  of,     i.  109. 

Warming  and  ventilation  of,     i.  109. 
Club  House,     i.  109. 

Of  early  clubs,     i.  109. 

Of  modern  do.,     i.  170. 

Of  the  internal  arrangements,     i.  170. 

Of  the  United  Service,     i.  171. 
"  Athenaeum,     i.  171. 

Traveller's,     i.  171. 
Eeform,     i.  172. 
Carlton,     i,  172. 
"  Oxford  and  Cambridge  University,  i.     173. 

"  Army  and  Navy,     i."l73. 

Clump,     i.  174. 
Clusella,     i.  174. 
Clustered,     i.  174. 

Clustered  Columns,     i.  174. 
Coating,     i.  174. 
Cob-Wall,     i.  174. 
Cochleare,  or  Cogla,     i.  174. 
Cocking,     i.  174. 
Cockle-Stairs,     i.  174. 
Stairs,     ii.  441. 

CcEMETERlUM,       i.    174. 

Cemetery,     i.  134. 
Coffer,     i.  174. 

Ceilings,     i.   122. 

Cylindrical  Vaults,     i.  225. 

Coffer,  in  Navigation,     i.  174. 

Coffer-Dam,     i.  174. 

In  bridge-building,     i.  174. 

Alberti  on  cotfer-dams,     i.  174. 

Caisson,     i.  73. 

Description  of  coffer-dam  at  new  Houses  of  Parliament, 
i.  174. 
Coffin,     i.  175. 
Cogging,     L  175. 

Cocking,     i.  174. 
134 


Coin,  or  Quoin,     i.  175. 

Coin  Rustic,     i.  175. 

Rustic,     ii.  394. 
Colarin,     i.  175. 

Collariiio,     i.  175. 
Collar,     i.  175. 

Collar-Beam,     i.  175 

Truss,     1^.  508. 
CoLLAKiNo,  or  Colarin,     i.  175. 
College,     i.  175. 

St.  Augustine's  College,  Canterbury,     i.  175. 
Collegiate  Church,     i.  170. 
Cologne  Earth,     i.  176. 

COLONELLI,      i.  177. 

Colonnade,     i.  177. 

Description  of  various  kinds  of  coupled,  or  clustered 
columns,     i.  177. 
Coliseum,  or  Colosseum,     i.  177. 

Amphitheatre,     i.  3. 

Colosseum,  London,     i.  177. 

Mr.  Hosking  on,     i.  178. 

Of  the  panorama  of  London  therein  exhibited,     i.  178. 
Colossus,     i.  178. 

Description  of,  at  Rhodes,     i.  178. 
Columbaria,     i.  179. 
Columell.e,     i.  179. 

Balustrade,     i.  25. 
Column,     i.  179. 

Antiquity  of,     i.  179. 

Columns  of  Egypt,     i.  179. 

Of  reeded  columns,     i.  179. 

Of  coluini;s  in  India,     i.  179. 

Examples  of  at  temple  of  Elephanta,  and  cave  of  EUora 
i.  179. 

Examples  of  columns  in  Indian  pagodas,     i.  179. 

Of  Persian  columns,     i.  179. 

Of  Lombardic  do.,     i.  180. 

Of  Gothic  do.,     i.  180. 

Column,  in  Classic  Architecture,     i.  180. 

Parts  of,     i.  180. 

Vitruvius  on  columns,     i.  180. 

Attached  columns,     i.  180. 

Proportion  of  columns,     i.  180. 

Examples  of,      i.  180. 

Nine  methods  for  the  diminution  of  columns  by  a  curve, 
i.  181. 

Observations  on  the  several  methods,     i.  181. 

Of  moulded  columns,       i.  182. 

"  fusible  do.,      i.  182. 

"  transparent  do.,     i.  182. 

"  scagliola  do.,     i.  182. 

"  masonic  do.,     i  82. 

Stone  Column,     ii.  463. 

Base,     i.  28. 

Capital,     i.  75. 

Wooden  Column,     ii.  531. 

Technical  terms  used  to  distinguish  the  different  kinds 
of  columns,     i.  182. 
Columniated  Winding  Stairs,     i.  184. 

Stairs,     ii.  441. 

Coma,     i.  184. 
Comitium,     i.  184. 
Commandery,     i.  184. 
Commissure,     i.  184. 
Common,     i.  184. 

Common  Centering,     i.  184. 

Common  Joists,     i.  184. 
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Common  Pitch,     i.  184. 

Conduit,     i.  188. 

Common  Rafters,     i.  184. 

PUmhery,     ii.  312. 

Communicating  Doors,     i.  184. 

Conk,     i.  188. 

CliMPAKTED,       i.   184. 

Properties  of,     i.  188. 

CoMPAHTITlOX,       i.  184. 

To  lind  the  solidity  of  a  cone,     i.  189. 

COMPAUTMENT,       i.    184. 

To  find  the  curved  surface  of  do.,     i.  189. 

COMI'AKTMENT  CeII-ING,       i.    184. 

Circle,     \.  162. 

Compartment  Tii.es,     i.  185. 

» 

Conic  Section,     i.  189. 

COMPASS-IIEADED,       i.    185. 

Ellipsis,  or  Ellipse,     i.  365. 

Compass  Roof,     i.  185. 

Envelope,     i.  3S7. 

Compass  Saw,     i.  185. 

Hijperhola,     i.  5 1 5. 

Sow,     ii.  399. 

Parabola,     ii.  2(i0. 

Compass  Window,     i.  185. 

Confessional,  or  Confkssionary,     i.  189. 

Compasses,     i.  185. 

Configuration,     i.  189. 

Dillereiit  kinds  of,     i.  185. 

Conge,     i.  189. 

Examples  of  use  of  coinjiound  proport 

onal  compasses, 

Apoplii/ge,     i.  10. 

i.  185. 

Congeries,     i.  189. 

Prnjection,     ii.  3'28. 

Congruity,     i.  189. 

Jillipsoyntph,     i.  373. 

Conic,     i.  189. 

Pentagruph,     ii.  274. 

Cone,     i.  188. 

Compassing,     i.  185. 

Conic  Sections,     i.  189. 

Co.mplkment,     i.  185. 

Treatise  on,     i.  189. 

Ciimplement,  in  Oeometry,     i.  185. 

Ellipse,     i.  365. 

Complement  of  a  Parallelogram,     i. 

185. 

Parabola,     ii.  260. 

COMPLUVIUM,      i.  185. 

Hyperbola,     i.  515. 

Cavmdium,     i.  122. 

Methods  of  forming  sections  upon  a  plane,     i.  189. 

Composite  Arch,     i.  185. 

Concentric  ellipses,     i.  189. 

Composite  Base,     i.  185. 

Parts  of  an  ell ipsi',     i.  189. 

Composite  Capital,     i.  185. 

Given  the  abscissa,  ordinate,  and  diameter,  to  describe 

Co.MPOSiTK  Order,     i.  185. 

an  ellipsis  or  liyjierbola,     i.  190. 

Roman  Older,     ii.  373. 

Given  the  abscissa,  ordinate,  and  a  point  in  the  curve, 

Composition,     i.  185. 

to  determine  the  species  and  describe   the   curve, 

CoMPOSiTON,  ill  Plastering,     i.  186. 

i.  190. 

Piaslering,     ii.  307. 

Conical  Roof,     i.  190. 

Compound  Arch,     i.  18(5. 

Conics,     i.  190. 

Compound  Masonrv,     i.  186. 

Conic  Section,     i.  189. 

Miisonrij,      ii.  117. 

CONISTRA,      i.  190. 

Compound  Pier,     i.  180. 

Conjugate  Diameters,     i.  190. 

Clustered  Column,     i.  174. 

Conoid,     i.  190. 

Compound  Proportio.xal  Compasses, 

i.  186. 

Definition  and  kinds  of,     i.  190. 

Compasses,     i.  185. 

Generation  of,     i.  190. 

CONCAMBRATE,       i.   186. 

Properties  of,     i.  190. 

Concatenate,     i.  186. 

Sections  of,     i.  190. 

CO.NCAVB,      i.  186. 

To  find  solidity  of,     i.  190. 

Concavity  of  a  Curved  Line,     i.  186. 

Ellipsoid,     i.  373. 

Concavity  of  a  Solid,     i.  186. 

Paraboloid,     ii.  200. 

Concentric,     i.  ISO. 

Hyperboloid,     i.  515. 

Concha,     i.  186. 

CONOPEUM,       i.  191. 

Conchoid,     i.  186. 

Conservatory,     i.  191. 

Column,     i.  181. 

Oreen  House,     i.  475. 

Conclave,     i.  186. 

Construction  of,     i.  191. 

Concord,  Temple  of,     i.  186. 

Com|)arative  merits  of  wood  and  iron,     i.  191. 

Uoscription  of,     i.  186. 

Description  of  Conservatory  in  Botanic  Garden, Regent's 

CONCRKTE,      i.  186. 

Park,     i.  191. 

Cnmposition  of,     i.  180. 

Consistory,     i.  192. 

Usf  of,     i.  187. 

Console,     i.  192. 

On  the  use  of  as  a  substitute  for 

stone. 

i.  187. 

Conspiring  Powers,     i.  192. 

(( 

for  river  walls,  brcak- 

Construction,     i.  192. 

waters,  &c.,     i.  187. 

On  gravity,     i.  192. 

Kxample  of  do.  at  Woolwich, 

.  187. 

Three  great  principles  of  construction,     i.  192. 

Captain  Dciiison  on  the  use  and 

manufacture  of 

Gothic  arehiteeture,     i.  192. 

concrete  for  the  harbour  of  refuge,  Dover  bay, 

Construction,  in  Geometry,     i.  192. 

i.  187. 

To  find  the  situation  of  a  point,     i.  193. 

Specific  p-avity  of  concrete,     i. 

188. 

The  intersection  of  oblique  lines,     i.  193. 

Of  French  beton,     i.  188. 

Constructive  Carpentry,     i.  193. 

Concretion,     i.  188. 

Descriptive  Carpentry,     i.  236. 

Concurring,  or  Congruent  Figures 

OF  Solids,     i.  188. 

Treatise  on,     i.  193. 
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Scarfing,     i.  193. 

Tabling,     i.  194. 

Carpentry,     i.  90. 

Ditrorcni  methods  of  scarfing,     i.  194. 

i.  195. 

i.  196. 
Groin  ccnterini;,     i.  197. 
r  louring,     i.  197. 
Partilioning,     i.  197 
Roofing,     i.  197. 

Circular  roofs  and  domes,     i.  198. 
Plaster  groins,     i.  198. 

CoNTABULATE,       i.   198. 

Contact,     i.  198. 

Contact,  in  Geometry,     i.  198. 
Content,     i.  198. 
Contextcre,     i.  198. 

CONTIGNATION,       i.   198. 
CoNTIGUlTV,      i.  198. 

Contiguous  Angles,     i.  198. 

Angles,     i.  6. 
Continued,     i.  198. 

Continued  Attic,     i.  198. 
"         Pedestal,     i.  198. 
"         Proportion,     i.  198. 
"         Scale,     i.  199. 
Plinth,     ii.  311. 
Continuous  Bearings,     i.  199. 

Continuous  Impost,     i.  199. 
Contorted,     i.  199. 

Wreathed,     ii.  531. 
Contour,     i.  199. 

CoNTRAMURE,       i.    199. 

Contrary  Flexure,  i.  199. 
Contrast,  i.  199. 

CONTRAVALLATION,   i.  199. 

Convenience,  i.  199. 
Convent,  i.  199. 

Monastery,      ii.  205. 
Conventual  Church,  i.  199. 
Convergent  Curve,  i.  199. 

Curve,     i.  219. 
Convergent  Lines,  i.  199. 
Convex  Line,  i.  199. 

Convex  Rectilinear  Surface,  i.  199. 

Convex  Surface  of  a  Solid,  i.  199. 
CONVEXITV,   i.  199. 

Convolution,  i.  199. 
Cooper,  i.  199. 

CoopERV,  i.  199. 
Co-ordin.we,  i.  199. 

Co-ordinate  Pillars,     i.  199. 
Coped  Tomd,     i.  199. 

COPESTONE,      i.  199. 
Coping,     i.  199. 

Various  kinds  of,     1.199. 

Coping  over,     i.  200. 
Corbeils,     1.  200. 
Corbel,     i.  200. 

Various  kinds  of,     i.  200. 

Correl  Bole,     i.  200. 

Billi't  Moulding,     i.  36. 

Corbel  Steps,     i.  200. 

Corbel  Table,     i.  200. 
Corbett,     i.  200. 

Corbettis,     i.  200. 
CoRBs,     i.  200. 


Cord,     i.  200. 

Chord,     i.  151. 
Cordon,     i.  200. 
Core,     i.  200. 

CORICEU.M,      i.  200. 
Corinthian  Order,     i. 

Origin  of,     i.  201. 

Description  of,     i 


200. 


201. 
Shaft,     i. 
Capital, 
Base,     i. 


201. 
i.  201. 
202. 
"  Entablature,     i.  202. 

Vitruvius  on  the  use  of  the  Doric  and  Ionic  entablatures, 
i.  202. 

Flutings  of  shaft,     i.  203. 

Cornice,      i.  203. 

Vitruvius's  proportions  for  the  capital,     i.  203. 

Proportions  of  various  examples,  with  table,     i.  203. 

Corinthian  QScus,     i.  204. 

CEcus,     ii.  243. 
Cornice,     i.  204. 

Cornice  of  an  Order,     i.  204. 

Doric,     i.  293. 

Ionic,     ii.  20. 

Corinthian,     i.  203. 

Ihiscan,     ii.  514. 

lioman,     ii.  373. 

Origin  of,     i.  204. 

Of  modillions  and  dentils,     i.  205. 

Of  the  corona,     i.  205. 

Corona,     i.  205. 

Of  the  various  kinds  of  cornices,     i.  205. 
Cornucopia,     i.  205. 
Corona,     i.  205. 

Corona  Lucis,     i.  205. 
Corostrota,     i.  205. 
Corps,     i.  205. 
Corpse  Gate,      i.  205. 

Lynch  Gate,     ii.  113. 
Corridor,     i.  205. 
C'oRSA,     i.  205. 

Platband,     ii.  311. 

CORTILE,      i.  205. 

CossuTi,     i.  205. 
Cost,     i.  205. 
Cottage,     i.  205. 

Treatise  on,     i.  206. 

Best  modes  of  constructing,     i.  206. 

Peculiarities  of  the  English  and  Scottish,     i.  207. 

Materials  for  constiuction,     i.  208. 

Specification  for  a  pair  of  labourers'  cottages,     i.  203. 
Couch,    i.  209. 

Couch,  in  Painting,     i.  209. 
Coulisse,     i.  209. 
Counter,  Compter,     i.  209. 

Counter  in  Engineering,     i.  209. 

Counter  Drain,     i.  209. 

Counter  Drawing,     i.  209. 

CoiNTEUFORTS,       i.  210. 

(,'ounter  Gauge,     i.  210. 

Counter  Lath,     i.  210. 

Counter  Light,     i.  210. 

Counter  Parts,     i.  210. 
Country  House,     i.  210. 

Villa,     ii.  519. 

House,     i.  50.3. 
Couple  Close,     i.  210. 
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Couple  Columns,     i.  210. 

CocPLES,     i.  210. 

Couples  Main,     i.  210. 
Course,     i.  210. 

Course  of  the  Face  of  an  Arch,     i.  210. 

Course,  in  Slating,     i.  210. 

Course  of  Plinths,     i.  210. 

Course  Barge,     i.  210. 

Barye  Course,     i.  27. 

Course,  Blocking,     i.  210. 

BlockiiKj  Course,     \.  36. 

Course,  Bonding,     i.  210. 

Course,  Heading,     i.  210. 

Course,  Springing,     i.  210. 

Sprinffinff  Course,     ii.  440. 

Course,  Stretching,     i.  210. 

Stretchiwj  Course,     ii.  480. 

Coursed  Masonry,     i.  210. 

Coursing  Joint,     i.  210. 

Court,     i.  210. 

Cavmdium,     i.  122. 
Cousinet,  or  Cushion,     i.  211. 
Cove,     i.  211. 

Cove  Bracketing,     i.  211. 

Bracketing,     i.  42. 

Coved  and  Flat  Ceiling,     i.  211. 

Ceiling,     i.  123. 
Cover,     i.  211. 

Cover  Wat,     i.  211. 

Covered  Way,     i.  211. 

Covering,     i.  211. 

Roofing,     ii.  391. 

Coving,     i.  211. 

Covings  of  a  Fireplace,     i.  211. 

Cow  House,     i.  112. 

Cattle  Shed,     \.  120. 

Cow  Yard,     i.  211. 
Crab,     i.  211. 
Cracking  of  Buildings,     i.  211. 

Cracking,  in  Plastering,     i.  211. 
Cradle,  or  Coffer,     i.  211. 

Cradle  Vault,     i.  211. 

Cradling,     i.211. 
Ci/lindric  Vault,     i.  225. 
Cove  Bracketing,     i.  211. 
Dome,     i.  275. 
Groin,     i.  477. 

Niche,     ii.  231. 
Cramp,     i.  211. 
Crampern,  or  Cramp  Iron,     i.  211. 

Uses  of,     i.  211. 
Crampoons,     i.  212. 
Crane  House,     i.  212. 
Creal.s,     i.  212. 
Creasing,  Tile,     i.  212. 

Tile  Creasing,     ii.  489. 
Credence,     i.  212. 

Chancel,     i.  142. 
Crenelle,     i.  212. 
Crescent,     i.  212. 
Cresilla,     i.  212. 
Cresset,     i.  212. 
Crest,    i.  212. 

Crest  Tiles,     i.  212. 
Creux,     i.  212. 
Crib,     i.  212. 
Crocket,     i.  212. 


Croissante  Croix,     i.  213. 
Croket,     i.  213. 

Crocket,     i.  212. 
Cronaco  Simone,     i.  213. 
Crooked  Line,     i.  213. 
Crosettes,     i.  213. 
Crosler,     i.  213. 
Cross,     1.213. 

Cruciform  plans  in  architecture,     i.  213. 
Boundary,  market,  and  preaching,  crosses,     i.  213. 
Examples  of  crosses,     i.  213. 
Cross-banded,     i.  213. 
Cross-Garnets,     i.  218. 
Cross-grained  Stuff,     i.  21-3. 
Cross  Multiplication,     i.  213. 
Treatise  on,     i.  214. 
Examples  of,     i.  214. 
Decimals,     i.  228. 
Duodecimals,     i.  310. 
Practice,     ii.  323. 
Cross  Springers,     i.  215. 
Cross  Vaulting,     i.  215. 
Croude,     i.  215. 
Crow,     i.  214. 
Crown,     i.  215. 

Crown  of  an  Arch,     i.  215. 
Crown,  in  Geometry,     i.  215. 
Crown  Glass,     i.  215. 
Glass,     i.  447. 
Crown  Post,     i.  215. 
Post,     ii.  322. 
Truss  Post,     ii.  509. 
Crowning,     i.  215. 
Crucifix,     i.  215. 
Crypt,     i.  215. 

Deseription  of  crypts  at  Canterbury  cathedral,    i.  216. 
Crypto-Porticus,     i.  216. 
Cubature,  Cubation,     i.  216. 

Rule  for  finding  cubation  of  solids,     i.  216. 
Solid,     ii.  436. 
Cube,     i.  216. 

Properties  of,     i.  216. 

To  find  superficies  of,     i.  216. 

"         solidity  of,     i.  216. 
Cubic  Number,     i.  216. 
Cubicle,     i.  216. 

Chamber,     i.  140. 
CUBICULUM,      i.  216. 
Cubit,     i.  216. 

CuL  de  Four,  or  Cu  de  Four,     i.  217. 
CuL  DE  Four  of  a  Niche,     i.  217. 
CULMEN,      i.  217. 
Culvert,     i.  217. 
CuNEUs,     i.  217. 

Wedge,     ii.  522. 
Cupboard,     i.  217. 
Cupola,     i.  217. 
Curb,     i.  217. 

Curb  for  Brick  Steps,     i.  217. 
Curb  Plate,     i.  217. 
"         Rafters,     i.  217. 
"         Roof,     i.  217. 
On  construction  of,     i.  217. 
Theory  of,     i.218. 

The  position  of  several  rafters  being  given  in  a  vertical 
plane,  and  movable  about  their  angular  points,  while 
the  extreme  points  or  ends  remain  stationary,  to  find 
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the  proportion  of  the  forces  at  the  angles,  so  that  the 
rafters  may  be  in  eqiiilibrio,     i.  217. 
Given  the  vertical  angle  of  a  roof,  and  the  proportion 
of  the  rafters  on  each  side,  to  describe  the  roof  to  a 
given  width,  so  that  it  may  be  in  equilibrio,     i.  218. 
The  angular  points  at  the  intersection  of  the  rafters  of 
a  roof,  held  in  equilibrio  by  equal  forces  at  the  angles, 
in  directions  equidistant  fjora  each  other,  are  in  the 
curve  of  a  parabola,     i.  218. 
The  vertical  angle  and  width  of  the  roof  being  given  to 
construct  the  roof,  so  as  to  have  the  bottom  rafter 
to  the  upper  in  a  given  ratio,     i.  218. 
Given  the  height  and  width  of  the  roof,  as  also  the 
number  of  equal  rafters,  to  describe  a   roof  which 
shall  be  in  equilibrio  by  the  weight  of  the  rafters, 
1.  218. 
Curb  Stones,     i.  219. 
CoRiA,     i.  219. 

Basilica,     i.  28. 
Curling  Stuff,     i.  219. 
Current,     i.  219. 
Cursor,     i.  219. 

Compasses,     i.  185. 
Curtail  Step,     i.  219. 

Stair,     ii.  441. 
Curtain,     i.  219. 

CURTICONE,      i.  219. 

Frustum,     i.  435. 

Truncated  Cone,     ii.  508. 
CcRULE,      i.  219. 
Curvature,     i.  219. 
Curve,     1.219. 

Its  properties,     i.  219. 

Curve  of  Double  Curvature,     i.  219. 
Curved  surface  of  a  Solid,     i.  220. 
Curvilinear,     i.  220. 

Curvilinear  Angle,     i.  220. 

Anyle,     i.  6. 
Curvilinear  Hoof,     1.  220. 

Curvilinear  Superficies  of  a  Solid,     i.  220. 

Curved  Surface  of  a  Solid,      i.  219. 

Curvilinear  Triangle,     i.  220. 
Cushion  Rafter,     i.  220. 

Principal  Brace,     i.  323. 
Cusp,    i.  220. 
Custom  House,     i.  220. 
Cut,     i.  220. 

Cut  Brackets,     i.  220. 
"         Roof,     i.  220. 
"         Standards,     i.  220. 
"         Stone,     i.  220. 
"         Water,     i.  220. 
Cutting  Plane,     i.  220. 
CuviLLER  Francois,     i.  220. 
Cyclograph,     i.  220. 

Construction  and  use  of,     i.  220. 
Cycloid,     i.  221. 
Cyclopean  Architecture,     i.  221. 

Pelasgian  Architecture,     ii.  270. 
Cyclostylar,     i.  221. 
Cylinder,     i.  221. 

Definition  of,     i.  221. 

Properties  of,     i.  221 

Theory  of,     i.  221. 

To  find  folidity  and  surface  of,     i.  222. 

Cross  Multiplication,     i.  214. 

Decimal  do.     i.  230. 


Ellipsis,     i.  3G5. 

Given  a  right  cylinder,  and  three  points  on  its  surface, 
to  find  the  section  of  the  cylinder  by  a  plane  passing 
thiough  the  three  points,     i.  223. 
Inclined  Plane,     ii.  2. 
Stereography,     ii.  443. 
Stereolomy,     ii.  444. 
To  find  the  section  of  a  segment  of  a  cylinder,  given  it3 

base,  and  the  position  of  the  cutting  plane,     i.  223. 
Cylinder  Scaline,     i.  224. 
Cylindrical,     i.  224. 

Cylindrical  Ceiling,     i.  224. 

Cylindrical  Column,     i.  225.  * 

Column,     i.  179. 
Cylindrical  Vaulting,     i.  225. 
"  Walling,     i.  225. 

«  Work,     i.  225. 

Joinery,     ii.  55. 
Ctlisdroid,     i.  225. 

Properties  of,     i.  225. 

To  find  solidity  of,     i.  225. 

"         superficial  content,     i.  225. 
"         the  envelope,     i.  225. 
Cyma  Recta,     i.  225. 
Cymatium,     i.  225. 

Cymatium,  Cima,  Cyma,  or  Sima,     i.  225. 
Description  of,     i.  225. 
Cymbia,     i.  225. 

Fillet,     i.  414. 
Cyphering,     i.  225. 

Cliamfering,     i.  141. 
Cyzicene  Triclinium,  or  Hall,     i.  225. 

CyZICUM  ilARMOR,      i.  225. 

Dado,     i.  22G. 

Description  of,     i.  22G. 

Directions  for,     i.  226. 
Dagouxg,  or  Sii^DAGOs,     i.  226. 
Dairy,     i.  226. 

Situation  of,     i.  226. 

Directions  for  construction  of,     i.  226. 

Of  utensils  for  a  dairy,     i.  227. 
Dais,  or  Deis,     i.  227. 
Dam,     i.  227. 

Embankment,     i.  373. 
Damper,     i.  227. 
Dancette,     i.  227. 
Dark  Tent,     i.  227. 
Datum  Line,     i.  227. 
Day,  or  Bay,     i.  227, 
Dead  Shoar,     i.  227. 

Shoaring,     ii.  430. 
Deafening,     i.  227. 

Deafening,  in  Plastering,     i.  227. 

Puggiii'i.     ii.  311. 
Deal,     i.  227. 

Different  kinds  of,     i.  228. 

Mode  of  cutting,     i.  228. 
Debased,     i.  228. 

Gothic  Architecture,     i.  450. 
Decaoo*,     i.  228. 

Properties  of  the.     i.  228. 

Polijgon,     ii.  319. 
Decahedron,     i.  228. 
Decametre,     i.  228. 
DECANicf.M,     i.  228. 
Decastyle,  or  Decastylos,     i.  228. 
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Decempeda,     i.  238. 
Decimal,     i.  228. 

Dkcimal  Arithmetic,     i.  228. 
Treatise  on,     i.  228. 
Decimal  Scale,     i.  231. 
Dkcimetue,     i.  231. 
Declination,     i.  231. 
Declining  Dials,     i.  231. 
Decor,     i.  231. 

Decorum,     i.  232. 
Decorated,     i.  231. 

Gothic  Architecture,     i.  450. 
Decoration,     i.  231. 

Decoration  E.kternai,     i.  231. 
Building  Act  on,     i.  231. 

Decoration  of  the  Scenery  of  a  Theatre,     i.  232. 
Decorum,  or  Decor,     i.  232. 

Vitiuvius  on,     i.  232. 
Dedication,     i.  232. 
Definition,     i.  232. 
Theory  of,     i.  232. 
Rules  for  correct  definition,     i.  233. 
Deflection,     i.  233. 
Deinclining  Dials,     i.  233. 
Delubrum,     i.  233. 

Temple,     ii.  483. 
Demi  Relievo,     i.  233. 
Demonstration,     i.  233. 
Theory  of,     i.  233. 
Demonstration,  Geometrical,     i.  233. 

"  Mecuanical,     i.  233. 

Denderaii,     i.  233. 

Description  of  temple  at,     i.  234. 
Dendrometer,     i.  234. 
Denticles,     i.  234. 

Dentils,     i.  234. 
Dentils,     i.  234. 

Proportions  of,     i.  234. 
Exumples  of,     i.  234. 
Cornice,     i.  204. 
Department,     i.  235. 
Depot,     i.  235. 

Description  of,     i.  235. 
Describent,     i.  235. 
Description  of  a  building,     i.  235. 

Example  of,     i.  235. 
Descriptive  Carpentry,     i.  23G. 

Treatise  on,     i.  23t). 
Descriptive  Geometry,     i.  236. 
Of  its  nature,     i.  237. 
Of  the  projection  of  right  lines,     i.  238. 
Of  curved  surfaces  and  their  generation,     i.  2.39. 
The  projections  of  a  point  and  a  right  line  being  given, 
to  construct  the  projections  of  a  line  drawn  from  the 
given  point  parallel  to  the  first,     i.  240. 
To  construct  the  traces  of  a  plane  drawn  from  a  point 
whose  projections  are  given,  parallel  to  another  plane 
whose  traces  are  given,     i.  240. 
A  plane  whose  two  traces  are  given,  and  a  point  whise 
projections  are  given,  to  construct  ( I )  the  projections 
of  the  right   line   falling   perpendicularly   from    the 
point    upon  the    plane ;    (2)    the   projection    of  the 
point  of  coincidence  of  the  right  line  with  the  plane. 
i.  241. 
The  projections  of  a  point  and  a  right  line  being  given, 
to  construct  the  traces  of  a  plane  drawn  from  the 
point  perpendicularly  to  the  right  line,     i.  241. 


The  traces  of  two  planes  being  given,  to  construct  the 
projections  of  the  line  of  their  iutersecticm,     i.  241. 

The  traces  of  two  planes  beir:g  given,  to  construct  the 
angles  formed  by  them,     i.  241. 

The  projectii)ns  of  two  intersecting  right  lines  being 
given,  to  construct  the  angle  formed  by  them,      i.  242. 

The  projections  of  a  right  line  and  the  traces  of  a  |il.nie 
being  given,  to  construct  the  angle  formed  by  them, 
i.  242. 

The  angle  formed  by  two  right  lines,  and  the  angles 
formed  by  such  lines  with  the  horizontal  planes  being 
given,  to  construct  the  horizontal  projection  of  the 
first  of  these  angles,     i.  242. 

Of  planes  tangent  to  curved  surfaces,  and  of  normals, 
i.  243. 

From  a  supposed  point  on  a  cylindric  surface,  of  which 
the  horizontal  projection  is  given,  to  draw  a  tangent 
plane  to  that  surface,     i.  244. 

Do.  on  a  conic  surface,     i.  244. 

From  an  imaginary  point  of  a  surface  revolvins;  upon  a 
vertical  axis,  and  given  in  horizontal  projection,  to 
draw  a  plane  tangent  to  such  surface,     i.  244. 

The  projections  of  two  right  lines  being  given,  to  con- 
struct the  projections  of  their  shortest  distance,  and 
to  find  the  distance,     i.  245. 

The  necessity  for  drawing  planes  tangent  to  curved  sur- 
faces, through  points  taken  from  the  outside  of  them, 

•    i.  246. 

Through  a  given  right  line,  to  draw  a  tangent  plane  to 
thcsurfiice  of  a  given  sphere,     i.  247. 

From  a  given  point,  to  draw  a  plane  tangent  to  the  sur- 
faces of  two  given  spheres,     i.  250. 

To  draw  a  plaiie  tangent  to  three  spheres  of  given  di- 
mensions and  positions,     i.  250. 

From  an  arbitiary  point,  to  draw  a  tangent  plane  to  a 
given  cylindric  surfice,     i.  250. 

Do.  do.  to  a  given  conic  surfiice,     i.  251. 

From  a  given  line,  to  draw  a  tangent  plane  to  a  given 
revolving  surface,     i.  251. 

Of  the  intersections  of  curved  surfaces,     i.  252. 

The  generating  lines  of  two  curved  surfaces  being 
known,  and  all  the  given  lines  which  fix  such  gene- 
rators being  determined  on  the  plane  of  projections, 
to  construct  the  projections  of  a  curve  of  double  cur- 
vature, according  to  which  the  two  surfaces  intersect 
each  other,     i.  253. 

From  a  point  taken  at  pleasure  upon  the  intersection  of 
two  curved  surfaces,  to  draw  a  tangent  to  such  inter- 
section,    i.  254. 

To  construct  the  intersection  of  a  given  cylindric  sur- 
face with  a  plane  of  a  given  positi<jn,     i.  254. 

To  construct  the  intersection  of  a  conic  surface  of  any 
given  base,  by  a  plane  given  in  position,      i.  256. 

To  construct  the  intersections  of  two  conic  scit'aces 
with  circular  bases,  whose  axes  are  parallel  to  each 
other,     i.  256. 

To  construct  the  intersection  of  two  conic  surfaces  of 
whatever  bases,     i.  257. 

To  constJUct  the  intersection  of  a  conic  surface  of  any 
base  with  that  of  a  sph  re,     i.  258. 

To  construct  the  development  of  a  conic  surface  of  any 
base,  and  to  represent  upon  the  surfiice  so  developed 
a  section  whose  two  projections  are  given,     i.  259. 

To  construct  the  intersection  of  two  cylindric  surfaces 
of  any  Ijases,     i.  259., 

To  construct  the  intersection  of  two  revolving  surfaces 
whose  axes  are  in  the  same  plane,     i.  259. 
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Application  of  the  method  of  constructing  the  intersec- 
tions of  curved  surfaces  to  the  solution  of  various 
questions,     i.  261. 

To  find  the  centre  and  radius  of  a  splicre,  whose  surfiice 
passes  through  four  points  given  arbitrarily  in  space, 
i.  2G1. 

To  inscribe  a  sphere  in  a  given  triangular  pyramid,  i. 
2til. 

To  construct  the  projection  of  a  point  whose  distances 
from  three  other  points  given  in  space  is  Ivuovvn,  i. 
2C.>. 

Various  practical  examples,     i.  2G2. 
Desiccation,     i.  205. 
Design,     i.  265. 

Of  architectural  drawings,     i.  266. 

Of  models,     i.  206. 

Apartment,     i.  8. 

Break,     i.  44. 

Building,     i.  65. 

House,     i.  503. 
Designing,     i,  266. 
Desk,     i.  266. 
Destina,     i.  266. 
Detached  Column,     i.  266. 

Insulated  Column,     ii.  17. 
Detail,     i.  266. 
Deteiiioration,     i.  266. 
Detekminate,     i.  267. 
Determining  Line,     i.  267. 
Diaconicon,     i.  267. 
Diagonal,     i.  267 

Treatise  on,     i.  267. 

Diagonal  Buttress,     i.  267. 

"  "  Moulding,     i.  267. 

Zig  Zag  "  ,     ii.  536. 

Dancette  "  ,     i.  227. 

Diagonal  Paving,     i.  267. 

Pavement,     ii.  266. 

Diagonal  Rib,     i.  267. 

"  Scale,     i.  267. 

Diagram,     i.  267. 
Dial,     i.  267. 
Diameter,     i.  267. 

Circle,     i.  162. 

Diameter  op  a  Column,     i.  267. 

Diameter  of  a  Conic  Section,     i.  267. 

Diameter  Conjugate,     i.  267. 

Conic  Section,     i.  267. 

Diameter  of  Diminution,     i.  267. 

"  OF  A  Sphere,     i.  267. 

Sphere,     ii.  439. 

Diameter  Transverse,     i.  267. 

Diameters  Conjugate,     i.  267. 
Diamond,     i.  267. 

Diamond  Fret,     i.  268. 

Diamond  Glass,     i.  268. 

Glass,,     i.  447. 

Diamond  Pavement,     i.  268. 

Pavement,     ii.  266. 
Diana,  temple  of,     i.  268. 

Temple,     ii.  488. 
Diaper,     i.  268. 
Diapering,     i.  268. 

Examples  of,     i.  268. 
Diastvle,     i.  268. 
DiATHYRA,     i.  268. 
DLiTONi,     i.  268. 


DiDOBoN,     i.  268. 
Die,     i.  268. 

Dye,     i.  311. 
Differential,     i.  268. 
Digging,     i.  268. 

Calculations  respecting,     i.  268. 

Excavation,     i.  303. 
DiGLYPH,     i.  268. 
Dike,  or  Dyke,     i.  268. 
Dilapidation,     i.  208. 

Treatise  on,     i.  268. 
Dimension,     i.  270. 

Cross  Multplica/ion,     i.  214. 

Decimals,     i.  228. 

Duodecimals,     i.  310. 

Brickwork,     i.  47. 

Dimension  Book,     i.  270. 

Brickwork,     i.  47. 
Diminished  Bar,     i.  270. 

Diminished  Column,     i.  270. 
Diminishing  Rule,     i.  270. 

Column,     i.  181. 

Diminishing  Scale,     i.  270. 

Spiral,     ii.  440. 

Volute,     ii.  520. 
Diminution  of  Columns,     i.  271. 

Column,     i.  179. 
Dining  Room,     i.  271. 

House,     i.  503. 

Room,     ii.  391. 
Dinochates,     i.  271. 
Diophantine  Problems,     i.  271. 

DiOPHANTUS,      i.  271. 

Diorama,     i.  271. 

Mode  of  exhibiting,     i.  271. 
Description  of  tliat  in  Regent's  Park,     i.  212. 
Dipteron,  or  Dipteros,     i.  272. 
Direct  Radial,     i.  272. 
Directing  Line,     i.  272. 

"  Plane,     i.  272. 

«  Point,     i.  272. 

Director  op  an  Original  Line,     i.  272. 

"  of  the  Eye,     i.  272. 

Directrix,  or  Dirigent,     i.  272. 
Diretta,     i.  272. 
Gola,     \.  450. 
Cima  Recta,     ii.  430 
Discharge,     i.  272. 
Discharging  Arches,     i.  272. 
"  Struts,     i.  272. 

Dish  Out,     i.  272. 

Dishing  Out,     i.  272. 

DiSPLUVINATED  CaV.EDIUM,       1.  272. 

Cavcedium,     i.  122. 
Disposition,     i.  272. 
Distance  of  the  Eve,     i.  273. 
«  Point,     i.  273. 

Point  of  Distance,     ii.  315, 

Distance  of  Vanisuinq  Line,     i.  273. 
"  Inaccessible,     i.  273. 

Trigonometry,     ii.  496. 
Distemper,     i.  273. 

Directions  for  mixing  colours,     i.  273. 
Distribution,     i.  273. 
Distyle,     i.  273. 
Ditriglypt,     i.  273. 
Divan,     i.  273. 
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Diverging  Lines,     i.  273. 
Dividers,     i.  273. 

Mathematical  Instruments,     ii.  130. 
Division,  Harmonical,     i.  273. 

Division  of  ill!  order,     i.  273. 

Order,     ii.  244. 
Dock,     i.  273. 

Description  of,     i.  273. 
Dodecagon,     i.  273. 

Properties  and  mensuration  of,     i.  273. 

To  inscribe  in  a  given  circle,     i.  274. 
Dodecahedron,     i.  274. 

Properties  of,     i.  274. 

To  find  solidity  of,     i.  274. 

DODECASTVLE,       1.  274. 

Dog-legged  Stairs,     i.  274. 

To  describe  the  ramps,  ^  i.  274. 

To  find  the  section  of  the  cap  of  the  newel  for  the 

turner,     i.  275. 
Hand-railing,     i.  487. 
Staircasing,     ii.  441. 
Dogs,     i.  275. 

Endirons,     i.  386. 
Dog  Tooth,     i.  275. 
Dome,     i.  275. 

Definition  of,     i.  275. 
Origin  and  early  history  of,     i.  275. 
Description    of    dome  of    the    Pantheon,     i.  275. 
"  of  various  Roman  domes,     i.  27(5. 

"  of   dome   of  S.  Sophia,   Constantinople, 

i.  276. 

"  of  S.  Mark,  Venice,     i.  276. 

"  "  of  S.  Vitale,  Ravenna,     i.  270. 

"  «  of  S.  Maria  del  Foire,  Pisa,   i.  277. 

"  "  of  S.   Peter's,  Rome,     i.  277. 

"  "  of  S.  Paul,  London,     i.  278. 

"  "  of  Invalidcs,  Paris,     i.  278. 

«  "  of  the  Pantheon,  Paris,     i.  278. 

"  of  the  wooden  dome  of  tiie  Halle  du  Bled, 

Paris,     i.  278. 

"  of  iron  dome  of  S.  Isaac,  S.  Petersburg, 

i.  278. 
Tables  of  dimensions  of  some  of  the  principal  domes, 

i.  279. 
Dome  requiring  no  centering,     i.  279. 
On  the  equilibrium  of  domes,     i.  280. 
To  determine  the  thickness  of  doine-vaulting  when  the 
curve  is  given,  or  the  curve  when  the  thickness  is 
given,     i.  280. 
Contours  of  domes,     i.  282. 

Given  the  plan  of  a  square  dome,  and  one  of  the  axal 
ribs,  at  right-angles  to  one  of  the  sides,  to  find  the 
curve  of  the  angle  rib  and  the  covering,  i.  282. 
Given  the  plan  of  an  oblong  dome,  and  one  of  the  ribs, 
to  find  the  hip  and  the  rib  parallel  to  the  longitudi- 
nal side,  also  the  covering  upon  the  longitudinal  and 
transverse  sides,  i.  283. 
To  find  the  covering  of   an  oblong  polygonal  dome, 

i.  283. 
To  construct   the  ribs  of  a  spherical  dome  with  eight 

axal  ribs  and  one  purlin  in  the  middle,  i.  284. 
To  find  the  solidity  of  a  square  dome,  the  axal  sections 
through  the  middle  of  the  sides  being  semi-circles, 
i.  284. 
To  find  the  solidity  of  a  dome  less  than  a  hemisphere 
upon  a  square  plan,  when  its  axal  sections  parallel  to 
the  sides  are  circles,     i.  285. 


To  find    the  solidity  of  a  truncated  square  dome,  the 

axal    section    being    that   part    of  a    semicircle    left 

by  cutting  off  a  segment  parallel  to  the  diameter, 

i.  285. 
To  find  the  solidity  of  a  hollow  .square  truncated  dome, 

the  shell   being  of  equal  tliickiiess,  supposing  each 

edge  of  the  base  equal  to  the  diameter  of  the  circle 

of  which  the  section  is  a  part,     i.  286. 
To  find  the  convex  surface  of  a  dome,     i.  286. 
To  find  the  convex  surface  of  the  segment  of  a  dome, 

independent   of  the   diameter   of  the   great  circle, 

i.  287. 
To  find  the  area  of  the  segment  of  a  dome,     i.  287. 
Given  any  two  parallel  chords  in  a  circle  and  their  dis- 
tance, to  find  the  distance  of  the  greater  chord  from 

the  centre,     i.  287. 
Given  the  chord  of  a  circle  and  its  distance  from  the 

centre,  to  find  the  radius  of  the  circle,     i.  287. 
Domestic  Akchitecture,     i.  288. 
Treatise  on,     i.  288. 
Castles,     i.  110. 
House,     i.  503. 

Tudor  or  Elizabethan  Architecture,     ii.  509. 
Villa,     ii.  519. 

Roman  Architecture,     ii.  370. 
DoMiciL,  or  Domicile,     i.  288. 
Donjon,  or  Dongeon,     i.  288. 
DooKS,     i.  2S8. 
Door,     i.  288. 

Of  the  aperture  for  doors,     i.  239. 
Dimensions  of  doors,     i.  289. 
Position  of  doors,     i.  289. 
Decorations  of  doors,     i.  289. 
Door  Baize,     i.  289. 
Doors  Batten,     i.  289. 

"         Framed,     i.  289. 
Folding  Doors,     i.  289. 
Building  act  on  do.,     i.  290. 
Double  doors,     i.  290. 
Double  margin  doors,     i.  290. 
Architrave,     i.  15. 
Joinery,     i.  05. 
Doorway,     i.  290. 
Doorway  Plane,     i.  290. 
Doric  Order,     i.  290. 

Distinguishing  characteristics,     i.  290. 

Of  the  Doric  column  and  its  parts,     i.  290. 

Of  the  hypotrachelium,     i.  292. 

"       annulets,     i.  292. 

"       echinus,     i.  292. 

"       abacus,     i.  293. 

"       Doric  antaj,     i.  293. 

"  "      entablature,     i.  293. 

"       frieze  and  triglvph,     i.  296. 

"  "      guttffi,     i.  293.' 

"  "      metopes,     i.  293. 

"  "      cornice,     i  293. 

Tables  of  proportions,     i.  294. 
Of  intercolumniation,     i.  295. 
Of  the  disposition  of  the  triglyphs,     i.  295. 
Inclination  of  axis  of  columns,     i.  296. 
Description  of  the  Parthenon,     i.  296. 

Temple  of  Theseus,     i.  297. 
"     Corinth,     i.  297. 
"  Propylea,  Athens,     i.  298. 

"  "     Eieusis,     i.  298. 

"  Diana  Proplea,     i.  298. 
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Description  of  the  Temple  of  Nemesis,     i.  298. 

''  Eemains   of    two    Doric    temples, 

i.  298. 

Buildings  at  Suniiim,     i.  298. 

Description  of  remains  at  Thoricus,     i.  298. 
"  of  temples  of  Agrigentum,     1.299. 

"  "         Sel'inus,     i.  299. 

"  "         Segeste,     i.  299. 

"  "         PtEstum,  Italy,     i.  299. 

Modern  examples  of  Grecian  Doric,     i.  300. 

Origin  of,     i.  300. 

Similarity  of  features  of  Grecian  and  Egyptian,  con- 
sidered,    i.  301. 

Grecian,  Roman,  and  Italian  Practice,     i.  302. 

Vitruvius  on  Doric  order,     i.  302. 

Exemplifications  of  Grecian  Doric,     i.  303. 
DoRM.iN,     i.  303. 

DoRMAN  Tree,     i.  303. 
DoRM.\NT,  or  Dormer,     i.  30.3. 

Dormant  Tree,     i.  303. 

Summer,     ii.  480. 
Dormitory,     i.  303. 
DoRON,     i.  303. 
Dos  D'AxE,     i.  303. 
DosEL,  or  DosER,     i.  303. 
Double  V^aolt,     i.  303. 

Double  Bcildi.vg,     i.  .303. 

Double  Column,     i.  303. 

Column,    i.  183. 

Double  Curvature,     i.  303. 

Double  Doors,     i.  303. 

Door,     i.  290. 

Double  Floors,     i.  303. 

Floor,     i.  416. 

Naked  Flooring,     ii.  224. 

Double-hung  Sashes,     i.  303. 

Double-margin  Door,     i.  303. 

Boor,    i.  290. 

Double  Torus,     i.  303. 

Moulding,     ii.  221. 

Double  Winding  Stairs,     i.  303. 

Stairs,     ii.  442. 

Doubling,     i.  303. 
DonciNE,  or  Douciii>e,     i.  303. 
Dove  Cot,     i.  304. 

DoVE-TAIL,       1.  304. 

Dove-tailing,     i.  304. 
DovE-TAiL  Masonry,     i.  304. 
Masonrg,     ii.  117. 
Dove-tail  Moulding,    i.  304. 
Dove-tail  Notch,     i.  304. 
Dove-tail  Saw,     i.  304. 
Dowel,     i.  304. 

DoWELLING,      i.  304. 

Drag,     i.  304. 
Dragon  Piece,     i.  304. 

Dragon  Beams,     i.  304. 

Definition  of  the  t§rm,     i.  304. 
Drain,     i.  304. 

Drainage,     i.  304. 

Sewerage,     ii.  413. 

Drainage,     i.  304. 

Cloaca,     i.  167. 

Seicer,     ii.  413. 

Sewage,     ii.  413. 
Draught,     i.  304. 

Design,     i.  265. 
135 


Draught,  in  Mechanics,     i.  305. 

Draught,  in  Carpentry,     i.  305. 

Draught,  in  Masonry,    i.  305. 

Draught  Compasses,     i.  305. 

Compass,     i.  185. 

Instruments,    ii.  12. 
Draw-bore,     i.  305. 

Draw-bore  Pins,     i.  305. 

Draw  Bridge,     i.  305. 

Iron  Bridge,     i.  25. 
Drawing,     i.  305. 

Treatise  on,     i.  305. 

Shadotving,     ii.  424. 

Drawing  Knife,     i.  306. 

Drawing  Room,     i.  306. 

Dining  Room,     i.  271. 

Room,    ii.  391. 

Drawing  Slate,     i.  307. 

Drawings,  Working,    i.  307. 
Working  Drawings,     ii.  531. 
Drawn,     i.  307. 
Dredging,     i.  307. 
Dress,     i.  307. 

Dressed,     i.  307. 

Dresser,     i.  307. 

Dressing  Room,    i.  307. 

Dressings,     i.  307. 
Drift,     i.  307. 
Drip,    i.  307. 

Larmier,     ii.  93. 

Corona,     i.  205. 
Dripping  Eaves,     i.  307. 

Drips,     i.  307. 

Dripstone,     i.  307. 
Driver,  Pile,     i.  307. 

Pile  Driver,     ii.  291. 
Drops,     i.  307. 

Description  of  in  Doric  Architecture,     i.  307. 
Droved  Ashlar,     i.  308. 

Masonry,     ii.  1 17. 

Droved  and  Broached,     i.  308. 

Droved  and  Striped,     i.  308. 
Druidical  Temple,     i.  308. 

Celtic  Architecture,    i.  124. 
Drum,     i.  308. 

Dome,    i.  275. 
Dry  Rot,     i.  308. 

Description  of,     i.  308. 

Causes  of,     i.  308. 

Prevention  of,     i.  308. 
Dubbing,     i.  309. 
Dun,  or  Burgh,     i.  309. 

Description  of,    i.  309. 

Example  of  at  Glenley,     i.  309. 
Duodecimals,     i.  310. 

Treatise  on,     i.  310. 

Cross  Multiplication,     i.  214. 

DwANGS,       i.  311. 

Dwarf  Walls,     i.  311. 
Dwelling  House,     i.  311. 

Building,    i.  65. 

House,    i.  503. 
Dye,     i.  311. 

Dado,    i.  226. 
Dynamometer,     i.  311. 
Dyptekon,     i.  311. 

Dipteron,     i.  272. 


ECC 


558 


EDI 


Eaule,     i.  31-i. 

Jieadiiu/  Desk,    ii.  3G0. 
Ears,     i.  3-1  i. 

C rosettes,    i.  213. 
Aiicones,    i.  6. 
Earth  Table,     i.  312. 

Earthen  Floors,     i.  312. 
Floors,    i.  417. 
Eating  Koom,     i.  312. 

Dininr/  Room,    i.  271. 
Eaves,     i.  312. 

Eaves  Lath,  or  Eaves  Board,     i.  312. 
Ebony,     i.  312. 
EcAT.fi,     i.  312. 
Ecbatana,     i.  312. 

Description  of,    i.  312. 
Eccentricity,     i.  312. 
Ecclesiastical  Architecture,     i.  312. 

(M  the  cliurches  of  the  first  three  centuries,     i.  312. 

"  during  apostolic  times,     i.  313. 

Of  the  hyperoon,  or  upper  room,     i.  313. 
Observations   of    Bingham  on   Dr.    Mede,  respecting, 
Christian  places  of  worship  of — 

"  1st  century,     i.  31.3. 

"  2nd  century,    i.  314. 

"  3id  century,     i.  314. 

Objections  .against  the  existence  of  early  churches  re- 
futed,    i.  315. 
Further  passages  on  the  subject  from  the  patristic  wri- 
tings,   i.  31.'). 
Of  the  nature  of  the  verj'  early  churches,  and  especially 

of  the  hyperoon,     i.  315. 
E.xtracts  from  the  fathers  of  the  second  and  third  cen- 
turies,    i.  31(). 
Destruction  of  pagan  temples  by  Constantine,    i.  317. 
Conversion  of  do.  into  Christian  churches,     i.  317. 
Do.   of   basilicas,    and    Jewish    synagogues    into    do., 

i.  317. 
Do.  of  British  temples  into  do.,     i.  317. 
Observations  in  refutation  of  the  conversion  of  pagan 

temples  into  Christian  churches,     i.  318. 
Letter  from  Constantine  to  the  Bishop  of  Jerusalem 

respecting  building  of  Holy  Sepulchre,     i.  31!>. 
Description  of  do.  from  Eusebius,     1.  320. 

"  of  church  of  Paulinus  at  Tyre,     i.  320. 

Of  other  Constantinian  churches,  and  especially  of  that 

of  S.  Constantia,     i.  321. 
Supposed  by  some  to  be  a  pagan  temple,     i.  321. 
Round  Church,     ii.  391. 
Of  the  plan  of  churches,     i.  321. 
Of  their  position,     i.  321. 
Of  the  vestibule,     i.  321. 
Of  the  atrium,  and  its  fountain,     1.  321. 
Of  the  pronaos,  or  narthex,     i.  322. 
Of  the  nave,     i.  322. 

Of  the  separation  of  sexes  in  church,     i.  322. 
Of  the  choir,     i.  322. 
Of  the  sacrariuin,  or  sanctuary,     i.  322. 
Of  the  altar,  and  its  material,     i.  322. 
Of  its  ornaments,     i.  32.3. 
Of  the  table  of  prothesis,     i.  323. 
Of  the  baptistery,     i.  32.3. 
Of  the  secretarium,  or  diaconicum,     i.  323. 
Of  the  library,     i.  323. 
Of  other  exliedrse,     i.  .'{23. 
Of  the  internal  decoration  of  cliurches,     i.  323. 
Of  basilicas,     i.  324. 


Of  churches  built  over  the  tombs  of  martyrs,     i.  324. 

To  what  extent  the  employment  of  basilicas  atlecled 
the  turm  of  churches,     i.  325. 

Of  the  styles  of  architecture  employed,     i.  32(5. 

Bysantiiie  Architecture,     i.  08. 

Loinbardic,  '"  ,      ii.    109. 

Gothic  "  ,     i.  4.")(>. 

Saxon  "  ,     ii.  400. 

Church,     i.  151. 

Cathedral,     i.  115. 
Echinus,     i.  320. 
Echo,     i.  320. 

Treatise  on,     i.  320. 

Remarkable  instances  of,     i.  327. 
ECHOMETRY,      i.  328. 

EcPHoRA,  or  Ecphoran,     i.  328. 

Projecture,     ii.  337. 
EcTYPE,     i.  328. 
Eddystone  Lighthouse,     i.  328. 

Of  previous  structures  on  the  site  of  the  present  one, 

i.  .328. 
Mr.  Smeaton's  account  of  Rudyerd's  structure,    i.  328. 
"  foundations,     i.  328. 

"  main  structure,     i.  330. 

"  lantern,     i.  331. 

"  dimensions,     i.  33L 

Mr.  Smeaton's  suggestions  for  new  lighthouse,    i.  331. 
"  as  to  general  form,     i.  332. 

"  method  of  bonding  to  the  rock  :  cramp- 

ing and  dovetailing,     i.  332. 
"  first  visit  to  the  rock,     i.  333. 

"  choice  of  materials,     i.  333. 

"  commencement  of  work-moulds  for  the 

stones,     i.  333. 
"  blasting,  and  key  and  feather,     i.  334. 

"  preparing  rock  for  foundations,     i.  334. 

"  size  and  weight  of  stones,     i.  335. 

Cement,     i.  128. 
Mortur,     ii.  214. 
"  progress  in  foundations,  &c.,    i.  330. 

"  method   of   grooving    and  wedging    the 

stones,     i.  338. 
"  mortar,     i.  338. 

"  method  of  securing  the  courses  to  each 

other,     i.  338. 
"  marble    plugs    and    joggles    for    upper 

courses,     i.  339. 
"  completion  of  solid  part,     i.  341. 

"  of  the  superstructure,     i.  341. 

"  method  of  bonding  the  stones  and  courses, 

i.  341. 
"  joint   stones    to  prevent   pcrcolatijn  of 

water,     i.  342. 
"  cramping,     i.  342. 

"  ch.iin  bond,     i.  342. 

"  vertical  dimensions,     i.  344. 

"  hoisting  and  fixing  of  the  lantern,    i.  344. 

Reference  to  plates,     i.  345. 
Edge,    i.  351. 

Arris,     i.  17. 
Edge  of  a  Tool,     i.  351. 
Edge  Tools,     i.  351. 
Edging,     i.  351. 

Backing,     \.  24. 
Ranging,     ii.  300. 
Edifice,     ii.  351. 

Building,     i.  65. 
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Home.     i.  503. 
Temple,     ii.  4S3. 
Edile,     i.  351. 
Effigv,     i.  351. 
Eggs,     i.  351. 

Echinus,     i.  326. 
Egyptian  Architecture,     i.  351. 

Of  the  antiquity  of  the  Egyptia-.s,     i.  351. 

Of  the  different  writers  on  the  subject,     i.  351. 

Dale  of  remains  of  lemples  found  by  Dcnon,     i.  351. 

Character  of  Egyptian  achitecture,     i.  351. 

Its  strength  and  magnitude,     i.  352. 

Belzoni's  description  of  temple  at  Carnac,     i.  352. 

•'  portico  of  llerniopolis,     i.  352. 

"  temple  of  Tentyra,     i.  352. 

"       observations    on    the   oesthetic   character   of 
Egyptian  architecture,     i.  352. 
Of  the  superiority  of  Egyptian  to  Indian  art,     i.  353. 
Of  the  manual  labour  employed,  in    the  erection  of 

Egyptian  structures,     i.  353. 
Of  the   relation   between   the   Egyptian   and    Gothic 

styles,     i.  353. 
Description  of  temple  at  Edfou,     i.  353. 
Of  general  plans  of  temples,     i.  353. 
Of  the  elevation  of  temples,     i.  354. 
Of  columns,     i.  354. 

Of  Caryatid  figures  in  the  place  of  coiumns,     i.  355. 
Of  capitals,     i.  355. 
Of  entablature,     i.  356. 
Of  cornices,     i.  356. 
Column  at  Beni-hassan,     i.  356. 
Column  at  British  Museum,     i.  356. 
Of  bell  and  vase-shaped  capitals,     i.  356. 
Of  square  do.,     i.  356. 

Mr.  Barry  on  columns  found  at  Kalaptchie,     i.  356. 
Columns  at  Amada,  in  jVubia,     i.  356. 
Djrk  Order,     i.  290. 
Column,     i.  179. 
Temple  of  Jupiter  at  Carnac,  with  description,    i.  357. 

"         Luxor,  with  description,     i.  358. 
Description  of  temples  at  Tent)  ra,     i.  359. 

"  and  palace  at  Qorneh,  by  Wilkin- 

son,    i.  300. 
"  tomb  of  Osimonduo,     i.  300. 

"  palace  and  temple  of  Remesses  II.,  or, 

Meniuonium,     i.  361. 
"  tomb  of  Osymandyas,     i.  361. 

Dimensions   of  two   temples   in   village  of  Medinet 

Abou,     i.  362. 
Egyptian  catacombs,     i.  362. 
Description  of  tomb  opened  by  Belzoni,     i.  362. 
Description  of  remains  in  Island  of  Philoe,     i.  303. 
Pyramid,     ii.  347. 
Sphinx,     ii.  440. 
Egvptian  Hall,  or  Banquetiso-room,     i.  364. 
(JEcns,     ii.  243. 
Egyptian  Pyramids,     i.  364. 
Pyramid,     ii.  347. 
Eidograph,     i.  364. 
Eidolon,     i.  364. 
Elbows  of  a  Window,     i.  364. 
Eleothesion,     i.  304. 
Palestrae,     ii.  253. 
Elevation,     i.  304. 
Design,     i.  2()5. 
Elizabethan  Architecture,     i.  365. 
Tudor  Architecture,     ii.  512. 


Ellipsis,     i.  365. 

Given  the  two  axes  to  describe  the  ellipse,     i.  305. 

Do.  do.  by  trammel,     i.  305. 

Given  an  axis  and  an  ordinate  to  describe  the  ellipse, 

i.  365. 
Given  a  diameter  and  ordinate  to  describe  the  curve  by 

a  continued  motion,     i.  305. 
To  fnid  any  number  of  points  in  the  curve,     i.  306. 
Given  two  conjugate  diameters,  to  describe  an  ellipse 

through  points  found  in  any  diameter,     i.  366. 
Given  the  axes  to  describe  an  ellipse  by  means  of  cir- 
cular arcs  passing  through  twelve  or  less  number  of 

points,     i.  307. 
To  describe  an  ellipse  by  instrument,     i.  367. 
To  find  the  transverse  and  conjugate  axes,     i.  368. 
Given  a  diameter  and  ordinate  to  find  the  conjugate 

diameter,     i.  368. 
Given  two  conjugate  diameters  to  find  the  axis,    i.  368. 
Given  the  ellipse  and  its  foci  to  draw  a  tangent  through 

a  point  in  the  curve,     i.  368. 
Given  two  conjugate  diameters  and  the  centre,  to  draw 

two  tangents  from  a  given  point  without  the  curve, 

i.  308.  " 
To  describe  an  ellipse  similar  to  a  given  one  through  a 

given  point,  having  the  same  centre,  and  the  axes  in 

the  same  lines,     i.  308. 
Through    the    angular    points    of   a   given    rectangle, 

to    circumscribe   an    ellipse,    which   shall    have    its 

axes  in  the  same  ratio  as  the  sides  of  the  rectangle, 

i.  368. 
To  describe  an  ellipse  in  a  trapezium,     i.  369. 
To  find  the  area  of  the  segment  of  an  ellipse,     i.  369. 
To  find  the  periphei-y  of  an  ellipse,     i.  370. 
Ellipsograph,     i.  373. 

miipsis,     i.  365 
Ellipsoid,     i.  373. 
Elliptic  Arch,     i.  373. 

Elliptic  Compasses,     i.  373. 
JilUpsdgraph,     i.  373. 
Elliptic  Conoid,     i.  373. 
.  Ellipsoid,     \.  373. 
Elliptic  Winding  Stairs,     i.  373. 
Stairs,      ii.  411. 
Winding  Htuirs,     ii.  525. 
Embankment,     i.  373. 

Dilffiviit  Uinds  of,     1.  373. 

Of  embankments  of  stone,     i.  373. 

Mortar  used  for  construction  of,     i.  374. 

Concrete,     i.  187. 

Of  upright  walls  and  long  slopes,     i.  374. 

Of  natural  embankments,     i.  374. 

Reference    to    plates  of   different   modes    of    forming 

embankments,     i.  375. 
Embankments  of  brushwood,     i.  375. 
Proper  materials  for,     i.  375. 
Importance  of;  reclaiming  of  land,     i.  376. 
Of  proper  slope,     i.  377. 
Diversion  of  the  course  of  rivers,  embankment  formed 

by  natural  deposit,     i.  378. 
Rechiiiniiig  of  land  in  Norfolk  by  the  process  of  silting ; 

cost  of,  &c.,     i.  378. 
The  great  Bedford  level,    i.  379. 
Embankments  in  Ilollanil,     i.  379. 
"  in  Ireland,     i.  379. 

Mr.  Bazalgette's  paper  upon  do.,     i.  879. 
Mr.  Beatson's  remarks  upon  same,     i.  380. 
Dikes  on  the  banks  of  the  river  Po,     i.  380. 
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The  Haarlem  lake,  i.  380. 

Embankment  of  the  flooded  p;irt  of  the  Amsterdam 

and  ILuirleni  railway,     i.  3W0. 
Embankments  of  rivers,     i.  381. 
Value  tif  piling  at  Portsmouth,     i.  381. 
Use  of  jetties  on  the  river  Xith,  in  Dumfriesshire,  i.  381. 
Obstructions  in  rivers  causing  floods,     i.  o82. 
Slope,  materials,  use  of  sods,  &c.,     i.  SS2. 
Use  of  creels,     i.  383. 
Catch-water  drains,     i.  383. 

Mounds  not  to  be  placed  too  near  rivers,     i.  383. 
Embankments  on  river  Cree,     i.  383. 
Ingenious  method  devised  by  Mr.  John  Smith,     i.  385. 
Embankments  of  canals  and  railways,     i.  385. 
Expense  of  forming  banks,     i.  380. 
Embattled  Buildikg,     i.  380. 
Embattled  Line,     i.  38G. 
Embattled  Aronade,     i.  386. 
Emlialtled  Line,     i.  386. 
Embattled  Battled  Line,     i.  386. 
Emblemata,     i.  386. 
Embossing,     i.  386. 

Embossing,  in  Architecture,     i.  386. 
Embrasure,     i.  380. 
Embroidery,     i.  386. 
Empleoton,     i.  380. 
Walls,     ii.  522. 
Enameling,     i.  380. 
Encarpus,     i.  386. 
Encaustic,     i.  386. 
Enchasing,     i.  386. 
Endecagon,     i.  386. 

Hendecagon,     i.  494. 
End  Irons,     i.  386. 

Ends  of  a  Stone,     i.  386. 
Engaged  Column,     i.  386. 

CUiimn,     i.  180. 
Engine  File,     i.  386. 

File  Driver,     ii.  291. 
English  Architecture,     i.  386. 
Gothic  Architecture,     i.  450. 
Domestic  Architecture,     i.  288. 
English  Bond,     i.  386. 
English  Oak,     i.  386. 
Enneagon,     i.  386. 
Ensemble,     i.  386. 
Entablature,     i.  386. 

Description  of,     i.  386. 
Division  of,     i.  380. 
Doric  Architecture,     i.  290. 
Height  of,     i.  386. 

llule  to  find  the  proportions  of  the  different  parts  of, 
i.  386. 
Entablature  and  Entablement,     i.  387. 
Entail,     i.  387. 
Entasis,     i,  387. 

Column,     i.  180. 
Enter,     i.  387, 
Entersole,     i.  387. 

Mezzanine,     ii.  203. 
Entry,     i.  387. 
Envelope,     i.  387. 
Soffit,     ii.  484. 

To  developc  that  portion  of  the  curved  surface  of  a 
cylindroid  which  is  contained  between  two  parallel 
planes,  and  another  plane  passing  through  tlie  a.vis 
at  right-angles  with  the  parallel  planes,     i.  387. 


To  develope  the  surface  of  a  cylinder  contained  between 
two  other  concentric  cylindric  surfaces  and  a  plane, 
in  such  a  manner,  that  the  axes  of  the  two  cylindrio 
surfaces  may  cut  the  axis  of  the  first  cylinder  at  right- 
angles,  and  that  the  plane  may  pass  along  the  axis  of 
the  first  cylinder,  and  cut  the  axis  of  the  two  cylin- 
ders at  right-angles,     i.  387. 
To  develope  that  portion  of  the  surface  of  a  cone  con- 
tained between  two  parallel  planes  and  a  third  |ilane, 
so  that  the  axes  of  tlie  cone  may   be  cut  at  right- 
angles    by   the   parallel   planes,   and   that   the    third 
plane  may  pass  along  the  axis  of  the  cone,     i.  387. 
To  develope  that  portion  of  the  surface  of  a  cone  con- 
tained between    two    concentric   cylindric    surfaces, 
and  a  plane  passing  along  the  axis,  so  that  the  plane 
may  cut  the  common  axis  of  the  cylindric  surfaces 
at  right-angles,     i.  387. 
To  develope  the  surface  of  a  cuneoid  contained  between 
two  parallel  planes,  .and  a  plane  passing  along  the 
axis  of  the  cuneoid,  so  that  the  parallel  planes  may 
be  perpendicular    to   the   plane   passing   along    the 
axis,  the  section  of  one  of  the  parallel  planes  being 
given,     i.  387. 
To  develope  that  portion  of  the  surface  of  a  cuneoid 
terminated  on  two  sides  by  a  plane  passing  thmugh 
the  axis,  and   by  two  concentric  cylindric  surfaces, 
whose  axis  is  perpendicular  to  the  plane  given  ;  given, 
that  portion  of  the  plane  terminated  by  the  curved 
surtiicc  of  the  cuneoid,  and  by  the  intersections  of  the 
two  cylindric  surfaces,  also  the  semicircular  section 
of  the  cuneoid,     i.  388. 
Of  finding  the  envelopes  of  solids  by  means  of  points, 
i.  388. 
Ephesus,     i.  388. 

Description  of,     i.  388. 
Epicycloid,     i.  388. 

Description,     i.  388. 

Of  division  into  two  kinds,     i.  389. 

Dr.  Ilallcy's  proposition  for  measuring,     i.  389. 

Determination  of  area  of,     i.  389. 

"  tangent  of,     i.  389. 

Of  diU'erent  writers  on  the  subject,     i.  389. 
Epistyle,     i.  389. 
Epistylar  Arcuation,     i.  389. 
Epititiiedas,     i.  389. 
Equal  Angles,    i.  389. 
Equal  Arcs,     i.  389, 
Arcs,    i.  11. 

Equal  Circles,     i.  389. 
Equal  Curvatures,    i.  389. 
Curvature,    i.  219. 
Curve,     i.  219. 
Equal  Figures,     i.  389. 
Equal  Solids,     i.  389. 
Equiangular  Figures,     i.  389. 
Equidistant  Stkaigiit  Lines,     i.  389. 

EiiUiuisTANT  Solids,     i.  389. 
Equilateral,     i.  389. 

Equilateral  Figuhes,     i.  389. 
Equilateral  Hyberbola,     i.  389. 
Equilibrium,     i.  389. 
Ehgastulu.m,     i.  389. 
Escape,     i.  389. 
Escutcheon,     i  389. 
Escurial,     i.  389. 

Description  of,     i.  389. 
Estimate,     i.  .390. 
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Brickwork,     i.  49. 
Carpenter's  Work,     i.  78. 
Joiner's  Work,     ii.  70. 
Estimation,     i.  390. 

EsTKADE,       i.  oilO. 

Etruscan  Arcihtecture,     i.  390. 

History  <>f  the  Etruscans,     i.  390. 

Of  the  difficulty  of  arriving  at  any  correct  information, 
i.  390. 

Of  ruins  at  Cortona,  Volterra,  and  Fiesol,     i.  391. 

Description  of  Etruscan  temples,     i.  390. 

"  Sepulchral  buildings,     i.  390. 

"  Cemeteries  at,     i.  391. 

Vulci,     i.  391. 

Nojchia,     i.  391. 

Castle  d'Asso,     i.  391. 

Bornazzo,     i.  391. 

Arte,     i.  381. 

Tombs  of  Porsenna,     i.  391. 

Roman  Architecture,     ii.  370. 
EcTANTHi  Colours,     i.  392. 
Evolvent,     i.  392. 
EVOLUTE,  or  EvOLDTA,      i.  392. 
EuRYTHMV,      i.  393. 

EusTVLE,     i.  392. 
ExAGON,     i.  392. 

Hexnr/on,     i.  495. 
Excavating  Machines,     i.  392. 

Description  of  Mr.  G.  V.  Palmer's,     i.  392. 
Excavation,     i.  393. 

Digginy,     i.  268. 

Foundation,     i.  429. 
Exchange,     i.  393. 

Use  of  in  London,     i.  393. 

Corn  E.xchange,     i.  393. 

Description  of,     i.  393. 

The  colonnade,     i.  393. 

Decorations  of  the  frieze,     i.  393. 

The  cornice,     i.  394. 

The  wings,     i.  394. 

The  windows,     i.  394. 

Upper  story  of  wings,     i.  394. 

Interior,     i.  394. 

Coal  Exchange,     i.  394. 

Supply  of  coal  in  Great  Britain,     i.  394. 

Site  of  Coal  E.xchange,     i.  394. 

Fafades  of  the  building,     i.  394. 

Tower  "  ,     i.  394. 

Dome  "  ,     i.  395. 

Floor  "  ,     i.  395. 

Desiccation,     i.  265. 

Coloured  decorations,     i.  395. 

Royal  Exchange,    i.  395. 

Origin  of  first  building,     i.  396. 

Of  the  architect  of  the  second,     i.  396. 

Desciiption  of  second  exchange,     i.  396. 

On  architectural  competitions,     i.  397. 

Of  the  plans  and  specifications  sent  in  for  the  building 
of  the  present  Royal  Exchange,     i.  397. 

Extent  and  site  of  do.,     i.  398. 

Arrangement,     i.  398. 

Accommodation,     i.  399. 

Style  of  architecture,     i.  400. 

Estimate,     i.  401. 

Income,     i.  401. 

On  the  roofing  in  of  the  area,     i.  401 . 

Stone  employed  in  construction,     i.  402. 


Antiquities  discovered,     i.  402. 
Opening,     i.  402. 

Sculpture  in  pediment,  &c.,     i.  403. 
ExEDR.E,      i.  403. 

Exentric  or  Eccentric,     i.  403. 

ExOSTRA,      i.  403. 

Expansion,     i.  403. 

Table  of  expansion  of  various  materials,     i.  404. 
Experience,     i.  405. 
Experiment,     i.  405. 
Experimental  Philosophy,     i.  40.5. 

Treatise  on  nature  and  history  of,     i.  405. 
Explosion,     i.  409. 

Treatise  upon,     i.  409. 

Directions  to  be  generally  observed  in  blasting,   i.409. 
Exponent,     i.  409. 

Exponential  Curves,     i.  409. 
Exposure,     i.  409. 
Extend,     i.  409. 

Extension,     i.  409. 

Definition  of,     i.  409. 

Of  the  boundaries  of  lines,  surfaces,  and  solids,    i.  410. 

Of  the  infinite  divisibility  of  extension,     i.  410. 
External,  or  Exterior,     i.  411. 

External,  or  Exterior  Angles,     i.  411. 

Angles,     i.  6. 
Extrados,     i.  411. 

Arch,     i.  13. 

Bridge,     i.  58. 
Extreme,     i.  411. 
Eye,     i.  411. 

Eve,  Bullock's,     i.  411. 

Eve  of  a  Dome,     i.  411. 

Eve  of  A  Volute,     i.  411. 

Spiral,     ii.  440. 

Volute,     ii.  520. 

"Eye,  in  perspective,     i.  411. 

Eve-Brow,     i.  411. 

Fillet,     i.  414. 

Fabeu,      i.   111. 
Fabric,     i.  411. 
Facade,  or  Face,     i.  411. 
Face,  or  Facia,     i.  412. 

Fascia,     i.  413. 

Face  Mould,     i.  412. 

Face  of  a  Stone,     i.  412. 
Facet,  or  Facette,     i.  412. 
Facia,     i.  412. 

Fascia,     i.  413. 
Facing,  in  Engineering,     i.  412. 

Facing,     i.  412. 

Facing  Facade,  or  Revetement,     i.  412. 

Facings,  in  Joinery,     i.  412. 
Factabling,     i.  412. 

Coping,  1.  199. 
Fair  Curve,  i.  412. 
Fahrenheit,  i.  412. 
Fald  Stool,  i.  412. 
Fall,     i.  412. 

Measure,     ii.  130. 

Weights  and  Measures,     ii.  523. 

Falling  Moulds,     i.  412. 

Falling  Sluices,     i.  412. 
False  Roof,     i.  412. 
Fane,     i.  412. 

Vane,     ii.  515. 
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Fak-shaped  Window,     i.  412. 

Fan-tkacery  Vaulting,     i.  413. 
Fanum,     i.  412. 
Fanum  Jovis,     i.  412. 
Farm,     i.  412. 

Fascia,  Facia,  or  Face,     i.  413. 
Fascine,     i.  413. 
Fastigium,     i.  413. 

Pediment,     ii.  270. 
Fathom,     i.  413. 
Faux,     i.  413. 
Favissa,     i.  413. 
Feather-edged  Boards,     i.  413. 

Feather-edged  Coping,     i.  413. 

Coping,     i.  199. 

Feathering,     i.  413. 

Foliation,     i.  418. 
Feeder,     i.  413. 

Feeding  House,  or  Sued,     i.  413. 
Felling,     i.  413. 
Felt  Grain,     i.  413. 

Felting,     i.  413. 
Femur,     i.  413. 
Fence,     i.  413. 

Fence  of  a  Plane,     i.  413. 
Fenestella,     i.  413. 

Piscina,     ii.  298. 

Credence  Table,     i.  212. 

Chancel,     i.  141. 
Fenestration,     i.  413. 
Feretory,     i.  413. 
Festoon,     i.  413. 
Fetching  the  Pump,     i.  413. 
Figure,     i.  413. 

Figure,  in  Geometry,    i.  413. 

Figure,  in  Architecture,     i.  414. 

Figure,  in  Conies,     i.  414. 

Figure,  in  Fortification,     i.  414. 

Circumscribed,     i.  164. 

Inscribed,     ii.  12. 

Equal,     i.  389. 

Equilateral,     i.  389. 

Similar,     i.  430. 

Regular,     ii.  301. 

Irregular,     ii.  39. 

Figure  of  the  Diameter,     i.  414. 
Fillet,     1.  414. 

Fillet,  in  Carpentry  or  Joinery,     i.  414. 

Fillet  Gutter,     i.  414. 

Guttering,     i.  483. 
Filling  in  Pieces,     i.  414. 
Fine  Set,     i.  414. 

Fine  Stuff,    i.  414. 

Plastering,     ii.  307. 
FiNIAL,      i.  414. 
Finishing,     i.  414. 

Finishing,  in  Plastering,     i.  414. 

Plastering,     ii.   307. 
Fir,     i.  414. 

Timber,     ii.  491. 

Fir,  wrougVit,     i.  414. 
"    wrought  and  framed,     i.  414. 
"    wrought,  framed,  and  rebated,     i.  414. 
"     wrought,  framed,  rebated,  and  beaded,     i.  414. 

Fir  Boards,     i.  414. 

Deal,    i.  227. 
Fir-framed,     i.  414. 


Fiu  IN  Bond,     i.  414. 

Fir  Poles,     i.  414. 

Fir-no-Labour,     i.  414. 
Fire  Bricks,     i.  414. 

Brick,     i.  47. 

Fire  Engine,     i.  414. 

FiuE  Escape,     i.  414. 

Fire  Place,     i.  414. 

FiRE-PROOF  Houses,     i.  414. 

On  the  roofs  of,     i.  414. 

On  the  floors  of,     i.  415. 

On  thf.  necessity  of  making  all  houses  fire-proof,    i.  415. 

On  the  use  of  iron,     i.  415. 

FntE  Stone,     i.  415. 
Firmer,     i.  415. 
FORMKR,      i.  415. 
FURMER,      i.  415. 

Tools,     ii.  494. 
Fish  Pond,     i.  415. 
Fistcca,     i.  415. 
Fi.xED  Axis,     i.  415. 

Fixed  Points,     i.  415. 
Flags,     i.  415. 
Flake  White,     i.  415. 
FLAMnoYANT,      i.  415. 

Deseription  of,     i.  415. 
Flank,     i.  415. 

Flank  Walls,     i.  415. 
Flaps,     i.  415. 
Flashed,     i.  415. 

Flashings,     i.  415. 
Flat  Crown,     i.  415. 

Corona,     i.  205. 

Flatting,     i.  415. 
Flemish  Bond.     i.  416. 

Bricklaying,     i.  48. 

Flemish  Bricks,  i.  410. 
Flexure,  or  Fle.yion,  i.  416. 
Flight,    i.  416. 

Flight,  Leading,     i.  416. 

Staircasiiig,     i.  441. 

Flight,  Returning,     i.  416. 

Staircasing,     i.  441. 
Float,     i.  410. 

Plastering,     ii.  307. 

Float  Boards,     i.  416. 

Float  Stone,     i.  410. 

Bricklayers,     i.  47. 

Floated  Lath  and  Plaster,     i.  416. 

Plastering,     ii.  307. 

Floating  Kendeuku  and  Set,     i.  416. 

Plastering,    ii.  307. 

Floating,     i.  416. 

mastering,     ii.  307. 

Floating  Bridge,     i.  416. 

Bridge,     i.  63. 

Floating  Kules.     i.  416. 

Plastering,     ii.  307. 

Floating  Screeds,     i.  410. 

Plastering,     ii.  307. 
Flood  Gate,     i.  416. 
Floor,     i.  416. 

Seasoning  of  wood  for,     i.  410. 

Laying  of  best  floors,     i.  416. 

Of  folded  floors,     i.  416. 

Of  dowelled  do.,     i.  416. 

Measurement  of  flouring,     i.  417. 
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Carcase  Flooring,     i.  77. 

Footings,     i.  420. 

Naked  do.,     ii.  224. 

Footing  Dormant,     i.  420. 

Floor  Joists,  or  Flooring  Joists,     i.  417. 

Force,     i.  420. 

Floors  ok  E.^rth,  or  E.\rthen  Floors,     i.  417. 

Definition  of,     i.  420. 

Construction  of,     i.  417. 

Vis  viva  and  mortua,     i.  420. 

Diflbrent  kinds  of,     i.  417. 

Force  measured  by  velocity,     i.  421. 

Floohixg  Cramp,     i.  417. 

Composition  of  forces,     i.  421. 

Flooring  Machine,     i.  417, 

Principle  of  the  lever,     i.  422. 

Floor  Timbers,     i.  417. 

Virtual  velocity,     i.  422. 

Florid  Style,     i.  417. 

Conservation  of  the  vis  viva,     i.  423. 

Gothic  Arckileclure,     i.  460. 

"           of  the  motion  of  the  centre 

of  gra/ity, 

Flue,     i.  417. 

i.  424. 

Chimneij,     i.  144. 

"           of  equal  areas,     i.  424. 

Flush,     i.  418. 

"           of  least  action,     i.  424. 

Flush,  in  Masonry,     i.  418. 

Forces  instantaneous,     i.  425. 

Flush  and  Bead,     i.  418. 

"       continued  uniform,     i.  425. 

Bead  and  Flush,     i.  33. 

"       variable,     i.  425. 

Flutes,  or  Flutincs,     i.  418. 

Immediate  force  of  men,     i.  426. 

Of  fillets,     i.  418. 

Performance  of  men  by  machines,     i.  426. 

Fluting  in  dillVrent  orders  of  Architecture,     i.  418. 

Force  of  horses,     i.  426. 

Column,     i.  179. 

Inanimate  force,     i.  427. 

Cable,     i.  73. 

Fore  Front,     i.  427. 

Fluxions,     i.  418. 

Fore  Ground,     i.  427. 

Flyers,     i.  418. 

Fore  Plane,     i.  427. 

Flying  Bridge,     i.  418. 

Tools,     i.  494. 

Bridge,     i.  63. 

Fore-shorten,     i.  427. 

Flying  Buttresses,     i.  418. 

Foreign,     i.  427. 

Buttress,     i.  67. 

Forge,     i.  427. 

Focus,     i.  418. 

Form,     i.  427. 

Fllipsis,     i.  365. 

Figure,     i.  413. 

HyberboUc  Curve,     i.  515. 

Form,  in  Joinery,     i.  427. 

Parabolic  Curve,     i.  260. 

FORMEHETS,       l    427. 

Fodder,  Futher,  or  Fother,     i.  418. 

Form  Pieces,     i.  427. 

Foils,     i.  418. 

Fort,     i.  427. 

Cusp,     i.  220. 

FORTALICE,      i.  427. 

Foliation,     i.  418. 

Fornix,     i.  427. 

Folded  Floor,     i.  418. 

Arch,     i.  12. 

Floor,     i.  416. 

Vault,     ii.  515. 

Folding  Doors,     i.  418. 

Forum,     i.  427. 

Folding  Joikt,     i.  418. 

Description  of  by  Vifravius,     i.  427. 

Folds,  or  Flaps,     i.  418. 

On  the  diflbrent  kinds  of  foras,     i.  428. 

Foliage,     i.  418. 

On  the  Forum  Romanum,     i.  428. 

Ornaments,     ii.  245. 

Ofthe  Julian  Forum,     i.  428. 

Foliation,     i.  418. 

Augustus's  Forum,     i.  428. 

Foils,     i.  418. 

Nerva's  do.,     i.  428. 

Font,     i.  418. 

Trajan's  do.,     i.  428. 

Of  baptisteries,     i.  418. 

Forum  of  Pompeii,     i.  428. 

Materials  fur  construction  of  fonts,     i.  419. 

Forum  of  Constantinople,     i.  429. 

Various  specimens  of,     i.  419. 

Fosse,     i.  429. 

FoNTANA,  Dominic,     i.  419. 

Fosses  d'Aisances,     i.  429. 

Foot,     i.  419. 

Description  of,     i.  429. 

Of  the  lineal  foot,     i.  419. 

Sewerage,     ii.  413. 

Measures,     ii.  132. 

Sewer,     ii.  413. 

Of  the  square  foot,     i.  419. 

Foundation,     i.  429. 

Of  the  cubic  or  solid  foot,     i.  419. 

Palladio  on,     i.  429. 

Value  of  the  foot  in  different  countries,     i.  420. 

Bricklaying,     i.  47. 

Foot  Bank,  or  Foot  Step,     i.  420. 

Concrete,     i.  186. 

Foot  Base,     i.  420. 

On  piling,     i.  429. 

Foot  Bridge,     i.  420. 

Proportionate  dimensions  of  foundations, 

i.  430. 

Br'tdge,     i.  58. 

Fountain,     i.  430. 

Foot  of  the  Eye  Director,     i.  420. 

Fox-TAiL  Wedging,     i.  430. 

Foot  of  a  Vertical  Plane,     i.  420. 

Fraction,     i.  430. 

Foot  Irons,     i.  420. 

Decimal,     i.  228. 

Foot  Pace,     i.  420. 

Frame,     i.  430. 

Slaircasing,     ii.  441. 

Floor.     \.  416. 

Foot  Stall,     1.  420. 

Xaked  Flooring,     ii.  224. 

Footing  Beam,     i.  420. 

Partition,     ii.  264. 
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Truss,     ii.  508. 

Fust,     i.  4.36. 

Truss  Partition,     ii.  509. 

Fustic,     i.  4.36. 

Frame,  in  Joinery,     i.  430. 

FusuROLE,  or  Fusarole,     i.  436. 

Framing,     i.  430. 

Franking,     i.  4.30. 

Gabion,     i.  437. 

Fraterv,  or  FuATER  House,     i.  430. 

Description  of,     i.  437. 

Refectory,     ii.  3G1. 

Use  of,     i.  437. 

Freemason,     i.  430. 

Gable,     i.  4.37. 

Freedstool,  Fridstool.  or  Frithstool,     i.  430. 

Pediment,     ii.  270. 

Free  Stone,     i.  430. 

Barge  Boards,     i.  27. 

Stone,     ii.  449. 

Gable-roofed,     i.  437. 

Free  Stuff,     i.  430. 

(Jable  Window,     i.  437. 

Freeze,     i.  430. 

Gablet,     i.  437. 

Frieze,     i.  434. 

Gage,     i.  437. 

French  Casements,     i.  430. 

Of  the  different  kinds  of  gages,     i.  437. 

Fresco  Painting,     i.  431. 

Of  the  common  gage,     i.  4.37. 

Description  of,     i.  431. 

"      mortise  and  tenon  gage,     i.  437. 

Of  the  walls  and  preparation  of  grounds,     i.  431. 

"       interna]  gage,     i.  437. 

Slvetcli  and  cartoon,     i.  431. 

"      flooring  gage,     i.  437. 

Preparations  for  colouring,     i.  432. 

Gain,     i.  437. 

List  of  colours  used  in,     i.  432. 

Tusk,     ii.  514. 

Antiquity  of,     i.  432. 

Galilee,     i.  437. 

Qualities  to  be  sought  in,     i.  433. 

Description  of,     i.  437. 

Fresco  decoration  of  Houses  of  Parliament,     i.  433. 

Examples  of,     i.  437. 

Do.  in  Buckingham  Palace,     i.  433. 

Origin  of  the  term,     i.  437. 

Fine  arts  commission,     i.  434. 

Gallery,     i.  437. 

Works  hy  Italian  artists,     i.  434. 

Description  of,     i.  437. 

Fret,     i.  434. 

Gang-ladder,     i.  438. 

Entail,     i.  387. 

Gang-way,     i.  438. 

Friary,     i.  434. 

Gaol,    i.  438. 

Frieze,  or  Frize,     i.  434. 

Rules  respecting,     i.  438. 

On  the  friezes  of  the  diflferent  orders,     i.  435. 

Prison,     ii.  323. 

E.xamples,     i.  435. 

Garde,  Pont  du,     i.  438. 

Frieze,  Panel,     i.  435. 

Aqueduct,     i.  11. 

Frieze,  Kail,     i.  435. 

Bridge,     i.  58. 

Friezes,  Flourished,     i.  435. 

Garden  Hanging,     i.  438. 

Friezes,  Historical,     i.  435. 

Origin  and  description  of,     i.  438. 

Friezes,  Marine,     i.  435. 

Garden  Sheds,     i.  438. 

Friezes,  Rustic,     i.  435. 

Gargoyle,  Gargle,  Gargyle,  and  Gurgoylk, 

i.  438. 

Friezes,  Symbolical,     i.  435. 

Garlands,     i.  438. 

Frieze  of  the  Capital,     i.  435. 

Garnets,     i.  438. 

Mypotrachdion,     i.  516, 

Garret,     i.  438. 

Frigeratory,     i.  435. 

Garreting,     i.  438. 

Frigidaricm,     i.  435. 

Garrison,     i.  438. 

Frize,    i.  435. 

Gate,     i.  439. 

Frieze,     i.  434. 

Door,     i.  288. 

Front,     i.  435. 

Gate,  in  Rural  Economy,     i.  439. 

Frontage,     i.  435. 

Gate,  in  Engineering,     i.  439. 

Frontal,     i.  435. 

Gate-house,     i.  439. 

Fronton,     i.  435. 

Description  of,     i.  439. 

Frosted,     i.  435. 

Examples  of,     i.  439. 

Frowey  Timber,     i.  435. 

Gate-way,     i.  439. 

Frustum,     i.  435. 

Gathering  of  the  Wings,     i.  439. 

Description  of,     i.  435. 

Gavel,     i.  439. 

To  measure  the  frustum  of  a  square  pj'ramid,     i.  435. 

Gable,     i.  437. 

To  measure  the  frustum  of  a  cone,     i.  436. 

Gauge,     i.  439. 

Fulcrum,     i.  436. 

Gage,     i.  437. 

FuMARiuM,     i.  436. 

Gemmel,  Gymmer,  or  Chymol,     i.  439. 

Funnel,     i.  436. 

Generating  Line,  or  Plane,     i.  439. 

Chimney,     i.  144. 

Genesis,     i.  439. 

Furcated,     i.  430. 

Gentese,     i.  439. 

Furlong,     i.  436. 

Geodesy,     i.  439. 

Furniture,     i.  436. 

Geology,     i.  439. 

Furrikg,     i.  436. 

Geometrical,     i.  439. 

FuRRiNGs,     i.  436. 

Geometrical  Locus,  or  Place,     i.  439. 

Fur  UP,     i.  436. 

Locus,     ii.  109. 

Furring,     i.  436. 

Geometrical  Pace,     i.  439. 

GEO 


565 


GOL 


Geometrical  Plan,     i.  439. 
Plan,     ii.  299. 

Geomethical  Plane,     i.  439. 
Geometkical  Solution  of  a  Problem,     i.  439. 
Geometrical  Stair,    i.  440. 
GEOMETRy,     i.  440. 

"         history  of,     i.  440. 

useof^     i.  441. 
"      '  theoreticiil  and  practical,     i.  441. 
Conic  Sccdona,     i.  ISO. 
Ellipse,     i.  305. 
Descriptive  Geometry,     i.  237. 
To  erect  and  drop  a  perpendicular,     i.  441. 
T<i  draw  parallels  at  a  given  distance,     i.  442. 
To  bisect  a  right  line  l)y  a  perpendicular,     i.  442. 
To  make  an  angle  eijual  to  a  given  angle,     i.  442. 
To  bisect  an  angle,     i.  442. 
To  bisect  an  arc  of  a  circle,     i.  442. 
Given  a  circle  and  tangent  to  find  llic  point  of  contact, 

i.  442. 
To  draw  a  tangent  through  a  given  point,     i.  442. 
To  inscribe  achord  in  a  circle  equal  to  a  given  line,  i.  442. 
To  inscribe  an  equilateral  triangle  in  a  circle,     i.  442. 
"         a  square  "  ,     i.  442. 

"         a  pentagon  "  ,     i.  442. 

"         a  he.xagon  "  ,     i.  442. 

Upon  a  given  straight  line  to  describe — 

"  an  equilateral  triangle,    i.  442. 

"  a  square,     i.  442. 

"  a  pentagon,     i.  442. 

"  a  hexagon,     i.  442. 

"  an  octagon,  deaigon,  and  dode- 

cagon,    i.  442. 
To  describe  a  circle  passing  through  three  given  points, 

i.  443. 
To  describe  a  circle  of  a  given  radius,  through  two 

given  points,     i.  443. 
To  describe  a  circle  through  two  points,  and  touching  a 

straight  line,     i.  44-3. 
Ditto,   through  one  point,  and  touching   two   straight 
lines,     i.  443. 
"         to  touch  three  straight  lines,     i.  443. 
"         to  touch  a  straight  line  at  a  given  point,  and 

pass  through  another  point,     i.  443. 
"         to  touch  two  straight  lines,  one  of  them  at  a 

given  point,     i.  443. 
"         to  touch  a  circle,  and  a  straight  line  at  a  given 

point,     i.  443. 
"         with  a  given  radius  to  touch  a  given  circle, 

and  pass  through  a  given  point,     i.  443. 
"         in  a  given  sector,     i.  443. 
In  a  given  circle  to  describe  any  number  of  equal  parts, 

i.  443. 
To  find  a  fourth  proportional,     i.  443. 
To  divide  a  line  in  a  given  proportion,     i.  443. 
To  find  a  mean  proportional,     i.  444. 
To  divide  a  straight  line  harmonically  in  a  givenratio,i.444. 
To  describe  a  triangle  with  given  sides,     i.  444. 
Ditto,  the  base  being  given,  .as  also  the  ratio  of  the 

two  other  sides,  and  an  angle,     i.  444. 
To  make  a  rectilinear  figure  equal  and  similar  to  a  given 

rectilinear  figure,     i.  444. 
To  make  a  quadrilateral  similar  to  a  given  figure  upon  a 

given  line,     i.  444. 
Two  adjoining  sides  of  a  parallelogram  being  given,  to 

complete  the  figure,     i.  444. 
Ditto,  of  a  rectangle  ditto,     i.  444. 
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Given  the  diagonal  and  one  of  the  sides  of  a  rectangle 

to  C()iii|ikte  the  figure,     i.  444. 
To  make  the  triangle  equal  to  a  trapezium,     i.  444. 
Ditto,  to  any  given  right-lined  figure,     i.  444. 
To  reduce  a  triangle  to  a  rectangle,     i.  444. 
One  side  being  given,  to  make  a  rectangle  equal  to  a 

given  rectangle,     i.  444. 
Given  one  of  its  angles  to  make  a  parallelogram  equal 

to  a  given  parallelogram,     i.  444. 
To  make  a  square  equal  to  a  rectangle,     i.  444. 

"  equal  to  two  or  three  given  squares, 

i.  44.5. 
Given  the  chord  and  height  to  describe  the  segment  by 

a  trammel,     i.  44.5. 
Given  a  trapezium  and  a  point  in  one  of  its  sides  to  find 

the  points  in  its  other  sides,  which  would  touch  an 

inscribed  ellipse,     i.  445. 

"         to  find  the    centre  of   an   inscribed   elTipse 

touching  the  side  at  the  given  point,     i.  440. 

"         to  find  two  axes  of  an  inscribed  ellipse  to 

pass  through  the  given  point,     i.  440. 

GiBLEA  ClIEQtTE,  GlBLET  ChECK,  Or  GiBLET  CuEEK,         i.  440. 

Gigantic  Order,     i.  440. 
Gilding,     i.  446. 
Gill,     i.  446. 

Gkmlet,  or  GiMBLET,     i.  440. 
GiN.*;coNiTES,     i.  440. 
GiocoNuo,     i.  440. 
Girandole,     i.  446. 
Girder,     i.  440. 

Of  girders  for  floors,     i.  446. 

Rules  for  finding  scantlings  of,     i.  446. 

Trussing  of  girders,     i.  447. 

Girding  Beam,     i.  447. 

Girder,     i.  446. 
Girdle,     i.  447. 
Girt,     i.  447. 

Fillet,     i.  414. 

Girt,  in  timber  measure,    i.  447. 
Given  Datum,     i.  447.  ^ 

Glacis,     i.  447. 
Glass,     i.  447. 

History  of,    i.  447. 

Ditlerent  (qualities  of,     i.  447. 

Crown  glass,     i.  447. 

Plate  glass,     i.  447. 

Of  glass  pipes,     i.  448. 
"         tiles,     i.  448. 

Stained  Glass,     ii.  441. 
Glazing,     i.  448. 

Tools  for,     i.  448. 

Diamond,     i.  207. 

Fretwork,     i.  449. 
Globe,     i.  449. 

Sphere,     ii.  439. 
Glue,     i.  449. 

Directions  for  making,     i.  449. 

Austin's  patent  cement,     i.  449. 
Gltph,     i.  449. 
Gneiss,     i.  449. 
Gobelin,     i.  449. 
Gnomonic  Column,     i.  450. 

Column,     i.  183. 

Gnomonic  Projection  of  the  Sphere,     i.  450. 

GOCCIOLATOIO,      i.  450. 

Corona,     i.  205. 
Gola,  Gola-diretta,  Gola-Rovescia,     i.  450. 
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Cijmatium,     i.  225. 

Diagonal  d</.,     i.  401. 

Goldman,     i.  450. 

Building  pillars,     i.  401. 

GoNIOMKTER,       i.  450. 

Pilaster  masses,     i.  401. 

GoNIOMETRICAL  LiNES,       i.  450. 

Quadripartite  vaulting,     1.  401. 

Gorge,     i.  450. 

Sexpartite  do.,     i.  401. 

Gorge  RiN,  or  Gorge,     i.  450. 

Octopartite  do.,     i.  401. 

Gothic  Architecture,     i.  450. 

Groins,     i.  4()1. 

Upon  the  general  acceptation  of  the  term,     i.  450. 

Kidges,     1.401. 

Pointed  Arcliitecture,     ii.  315. 

Groin  ribs,     i.  401. 

On   the  sub.stitution  of  the  terms  Christian,  Catholic, 

Kidge    "    ,     i.  401. 

English,    and    Pointed,  in    lieu    of  that   of   Gothic, 

Surface  "  ,     i.  401. 

i.  451. 

Of  the  arches  in  use  m  the  mediteval  buildings. 

i.  461. 

Sir  James  Hall  thereon,     i.  451. 

Early  English  style,      i.  401. 

On  theprejiuliceshi'ld  by  many  against  this  style,  i.452. 

Description  of  the  ditferent  jjarts  of  a  building 

in  this 

Quotations  on  this  subject  from — 

style,     i.  402. 

Wren's  I'arehtalia,     i.  452. 

Arches,     i.  4t)2. 

Uev.  J.  Milner,     i.  453. 

Piers,     i.  404. 

Bishop  Warburton,     i.  453. 

Capitals,     i.  402. 

Air.  Dallaway,     i.  453. 

Windows,     i.  402. 

Mr.  Coleridge,     i.  4.53. 

Dripstones,     i.  403. 

Mr.  Whewell,     1.  453. 

Doorways,     i.  403. 

Mr.  Poole,     i.  453. 

Doors,     i.  403. 

Mr.  Pugin,     i.  453. 

Buttresses,     i.  403. 

On  the  principles  upon  which  the  e.vcellenceofthe  Gothic 

Flying  buttresses,     i.  463. 

style  de|)ends, — quotations  from  Mr.  Poole,     i.  454. 

Parapets,     i.  403. 

Of    the   scientific   skill    exhibited    in    construction    of 

Pinacles,     i.  404. 

Gothic  vaults,  &c.,     i.  455. 

Koofs  of  stone  and  timber,     i.  404. 

Such  construction  compared  with  that  by  Wren,  in  St. 

Tie  beams,     i.  4(j4. 

Paul's,  London,     i.  450. 

Towers,     i.  4(54. 

On  the  architectural  propriety  of  this  style,     i.  450. 

Mouldings,     i.  4(54. 

Application  of  oi'nament,     i.  450. 

Sculptured  foliage,     i.  405. 

Convenience  and  accommodation,     i.  450. 

Walls,     i.  465. 

Intriiduclion  of  grouping,     i.  457. 

Niches,      i.  405. 

On  the  applicaldlity  of  this  style  to  any  plan,     i.  457. 

Descri[ition  of  the  decorated  style  in  form  and  manner        | 

Comparisons  between  the    Grecian  and  Gothic  styles, 

as  above,     1.  405. 

i.  458. 

Of  the  perpendicular  style,  ditto  ditto.,     i.  408 

On  the  styles  which  preceded  the  Gothic,     i.  458. 

Of  the  Deba^ed  style,      i.  471. 

Tabular  comparison  of  the  Classic  and  Gothic  styles, 

Church,     i.  151. 

i.  4.58. 

Calhcdial,     i.  115. 

Classification  of  examples  of  this  style  by — 

Ecclesiastical  Architecture,     i.  312. 

Waiioiff    i.  400. 

GOUFING  F0UNDATIOK.S,       i.  471. 

Mr.  ])allaway,    i.  460. 

Gouge,     i.  471. 

Kickman,     i.  400. 

GowT,  or  Go  OUT,     i.  471. 

!Mr.  Uliixam  and  others,     i.  460. 

Graces,  Gratis,  or  CiiARrnES,     i.  471. 

Of  the  diflicnlty  of  classification,     i.  400. 

Description  of,     1.471. 

On  Mr.  Willis's  nomenclature,     i.  400. 

Various  representations  of,     i.  472. 

The  impost,     i.  400. 

Temples  dedicated  to,    i.  472. 

Continuous  imposts,     i.  4()0. 

Gradation,  in  Architecture,     i.  472. 

Disoontinu(;us  do.,     i.  400. 

Gradation,  in  Painting,     i.  472. 

Corbelled  do,,     i.  460. 

Gradetto,  Grauetti,  AiNNULi,     i.  472. 

Arches  simple  and  compound,     i.  400. 

Annulets,     i.  7. 

Shafted  archways,     i.  400. 

Gradient,     i.  472. 

Banded  do.,     i.  400. 

Graktino  Tool,     i.  472. 

^'aulting  shafts,     i.  460. 

Grain,     i.  472. 

Bearing  shafts,     i.  400. 

Grain,  m  Mining,     i.  472. 

Sub           "     ,     i.  100. 

Granary,     i.  472. 

Face          "     ,     1.  4()0. 

Construction  of,  Mr.  Bruyere  on,     i.  472. 

Edge         "     ,     i.  400. 

Directions  for  construction  of  in  this  country. 

i.  473. 

Nouk         "     ,     i.  401. 

Grand  Staircase,     i.  473. 

Sub-arch,     i.  401. 

Staircase,     ii.  441. 

Face  "  ,     i.  401. 

Grange,     i.  473. 

Edge  "  ,     i.  4(il. 

Granite,     i.  471. 

Nook  "  ,     i.  401. 

Uses  and  durability  of,     i.  474. 

Foiled  arch,     i.  401. 

Granite,  gray  of  Chi^ssi,     i.  474. 

Foliated  "  ,     i.  401. 

"        gray  of  Thain,     i.  474. 

Longitudinal  do.  in  vaulting,     i.  461. 

"        S'^y  "^  Lavez/i,     i.  474. 

Transverse  do.,     i.  401. 

"        gray  of  Elba,     i.  474. 
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Granite,  antique  green,     i.  474. 

"        fine-grained  antique,     i.  474. 

"        of  St.  Ciiristoplie,     i.  474. 

"        Corsican  orbicular,     i.  474. 

"       red  of  Ingria,     i.  475. 

"       red  of  tiie  Vosges  Mountains,     i.  475. 

"       violet  of  Elba,     i.  475. 

"       rose-coloured  of  Beveno,     i.  475. 

"        graphic  of  Portsoy,     i.  475. 

"  "  yiberia,     i.  475. 

"  "  Autun,     i.  475. 

"  "  Corsica,     i.  475. 

Quarry,     ii.  351. 
Materials,     ii.  1'2(5. 
GUATICULATIOX,      i.  475. 

GiiAviTT,     i.  475. 

Specific  Gravity,     ii.  438. 
Great  Circle  of  a  Sphere,     i.  475. 

Great  Staircase,     i.  475. 

Grand  Staircase,     i.  473. 
Greek  Architectcre,     i.  475. 

Greek  Orders,     i.  475. 

Architecture,     i.  15. 

Roman  Architecture,     ii.  370. 

Greek  Cross,     i.  475. 

Cross,     i.  213. 

Greek  Masonry,     i.  475. 

Masonry,     ii.  117. 

Walls,     ii.  522. 

Greek  Mouldings,     i.  475. 

Mouldinys,     ii.  221. 

Greek  OKcus,     i.  475. 

CEcus,     ii.  243. 

Greek  Orders,     i.  475. 

Doric,     i.  290. 

Ionic,     ii.  18. 

Corinthian,     i.  200. 

Orders,     ii.  244. 

Architecture,    i.  14. 

Greek  Ornaments,     i.  475. 

Ornaments,     ii.  245. 
Greening,     i.  475. 
Green-IIouse,    i.  475. 

Of  former  modes  of  construction,     i.  475. 

Conservatory,     i.  191. 

Diti'eronce   between  green-houses   and  conservatories, 
i.  475. 

Situation  and  dimensions  of,     i.  47G. 

Construction  otj     i.  47f5. 
Griffin,  or  Griffon,     i.  476. 
Grillage,     i.  476. 
Grindstone,     i.  476. 
Grinding,     i.  476. 
Grit  Stone,     i.  476. 

Stone,    ii.  449. 

Whetstone,     ii.  525. 

Gkit  Stone,  in  Mining,     i.  477. 

Sand  Stone,     ii.  398. 
Groin,     i.  477. 

Definition  of,     i.  477. 

Origin  of,     i.  477. 

Treatment  of,     i.  477. 

Use  of  groins  in  constructing  warehouses,  and  such  like 
buildings,     i.  178. 

Construction  of  groins,     i.  478. 

Explanation  of  plates,     i.  479. 

Groin  Ceillng,     i.  479. 


A'lllpsis,     i.  3(>5. 

Groin,  or  Groyne,  in  Engineering,     i.  480. 

Examples  at  Eii-stbourne,     i.  480. 

Rules  for  construction  of,     i.  480. 
Groove,     i.  481. 
Grotesque,     i.  481. 

Description  of,     i.  481. 

Origin  of,     i.  481. 
Grotto,     i.  481. 

Description  of,     i.  481. 

Cement  for,     i.  481. 

To  make  aitificial  coral  branches,     i.  481. 
Ground  Cill,    i.  482. 

Ground  Sill,     i.  482. 

Ground  Joists,     i.  482. 

Ground  Line,     i.  482. 

Ground  Plane,     i.  482. 

Ground  Niche,     i.  482. 

Ground  Plan,     i.  482. 

Ground  Plane,     i.  482. 

Ground  Plate,     i.  482. 

Ground  Sill,     i.  482. 

Ground  Plot,     i.  482. 

Ground  Rent,     i.  482. 

Ground  Sill,  or  Ground  Plate,     i.  482. 

Ground  Table,     i.  482. 

Ground  Work,     i.  482. 

foundation,     i.  429. 
Grounds,     i.  482. 
Group,     i.  482. 

Grouped  Columns,  or  Pilasters,     i.  482. 
Grout,     i.  482. 
Gry,     i.  482. 
Guards,     i.  482. 
GuERiTE,     i.  482. 

Guild  Hall,  or  Gild  Hall,     i.  482. 
Guillochi,     i.  482. 
Gula,  or  Gueule,     i.  483. 

Cymalium,     i.  225. 
GuLBE,     i.  482. 

Gorge,     \.  450. 
Gullies,     i.  482. 
GuLOicK,     i.  482. 

Impost,     ii.  2. 
Gunter's  Chain,     i.  482. 

GURGOYLE,      i.  482. 

Gargoyle,     i.  438. 
GuTT.E,     i.  482. 
Gutter,     i.  482. 

Definition  of,     i.  482. 

Construction  of,     i.  483. 

Metropolitan  Building  Act  on,     i.  438. 
Guttering,     i.  483. 

Gutter,     i.  482. 

Gutters,     i.  483. 
Gymnasium,     i.  483. 

Description  of,     i.  483. 

Nature  of  exercises  practised  therein,     i.  484. 
Gyn^eceum,     i.  484. 
Gypsoorapiiy,     i.  484. 
Gypsum,     i.  484. 

Plaster  of  Paris,     i.  484. 

Kilns  for  burning,     i.  484. 

Of  Scagliola,     484. 

Alabaster,     i.  485. 

Gypseous  alabaster,     i.  485. 

Calcareous  do.,     i.  485. 
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llode  of  taking  models  from  sulphureous  springs,  whose 
waters  are  impregnated  with  Gypsum,    i.  485. 

Hacking,     i.  186. 
Half-Moon,     i.  486. 

Ravelin.,     ii.  300. 

Half- Round,     i.  486. 

Half-Space,  or  Pace,     i.  480. 

Half  Teint,     i.  486. 

Treatise  on,     i.  486. 

Half-Timbered  Hooses,     i.  486. 
Hall,     i.  480. 

Tetrastyle,     i.  486. 

Corinthian,     i.  486. 

Egyptian,     i.  486. 

Dimensions  of,     i.  486. 

Exam])!es  of  in  iMigland,     i.  487. 

Hall,  dilicrent  kinds  of,     i.  487. 
Halving,     i.  487. 
Ham,     i.  487. 
Hammer,     i.  487. 

Hammek  Beam,     i.  487. 
Hances,  or  Haunches,     i.  487. 
Hand,     i.  487. 

Hand  Irons,     i.  487. 

End  Irons,     i.  386. 

Hand-rail,     i.  487. 

Hand-railing,     i.  487. 

Principles  adopted  in  finding  moulds,     i.  487. 

Nosings  of  steps,     i.  488. 

rivers  and  winders,     i.  488. 

Of"  helical  solids,     i.  488. 

^[ethod  of  forming  a  helical  line,     i.  489. 

Technical  expressions,     i.  489. 

To  construct  the  falling  and  face-moulds  of  a  rail  to 
a  level  landing,  so  as  to  have  the  grain  of  the  wood 
parallel,     i.  490. 

To  construct  the  face-mould  of  a  rail  to  a  stair  upon  a  level 
landing,  in  two  parts,  round  a  semi-circular  newel,  so 
thatthelibresof  thewood  may  mitreat  the  joint,  i.491. 

To  spring  the  plank  for  a  level  landing  through  two 
given  points,  so  as  to  parallel  the  grain,      i.  491. 

To  draw  the  scroll  of  a  hand-rail,  and  to  find  the  mould 
for  executing  the  twist,     i.  491. 

To  find  the  face-mould  for  the  shank  of  the  scroll,  i.  492. 

To  find  the  falling  mould,     i.  493. 

The  method  of  foi'ming  the  curtail  of  the  first  step,  i.  492. 

To  describe  the  section  of  a  rail  of  the  usual  dimen- 
sions,    i.  492. 

To  describe  the  mitre  cap  of  a  rail,     i.  493. 
Hanging,     i.  493. 

Hinging,     i.  49.5. 

Hanging  Style,     i.  493. 

Hangings,     i.  493. 
Hangs-over,     i.  493. 
Hard  Bodies,     i.  493. 

Definition  of  Term,     i.  493. 

Haro,     i.  493. 

Hard  Finishing,     i.  493. 

Ftasterinf),     ii.  307. 
Hardening  of  Timheh,     i.  493. 

Timber,     ii.  489. 

Seasoning  of  Timber,     ii.  410. 
Harmonic,  or  Harmonical  Proportion,     i.  493. 
Harmony,     i.  493. 
Harness  Room,     i.  493. 
Hasp,     i.  493. 


Hatchway,     i.  493. 
Hatchet,     i.  493. 
Haunch,     i.  493. 
Head,     i.  493. 

Head,  Jeukin,      i.  493. 

Jerk-in  Head,     ii.  50. 
Header,     i.  493. 

Heading  Course,     i.  493. 

Bricklaying,     i.  49. 
Heading  Course,     i.  493. 

Heading  Joint,     i.  493. 
Headway  of  a  Stair,     i.  494. 
Hearse,  or  Herse,     i.  494. 
Heart  Bond,     i.  494. 

Masonry,     ii.  119. 

Walts,     ii.  522. 
Hearth,     i.  494. 

Chimney,     i.  144. 
Heather  Roof,     i.  494. 
Hecatompedon,     i.  494. 
Hecatonstvlon,     i.  494. 
Heck,     i.  494. 
Heel,     i.  494. 

Heel  of  a  Rafter,     i.  494. 
Height,     i.  494. 

Helicoid  Parabola,  or  Parabolic  Spiral,     i.  494. 
Heliopolis,  or  the  City  of  the  Sun,  Description  of,    i.  494. 

Egyptian  Arcliitecture,     i.  351. 
Hellx,"    i.  494. 
Helmet,     i.  494. 
Hem,     i.  494. 
Hemi,     i.  494. 
Hemicycle,     i.  494. 
Hemicyclium,     i.  494. 
Hemisphere,     i.  494. 
Hemispheroidal,     i.  494. 

HiCMITUIGLYPH,       1.  494. 

Hendecagon,  Endecagon,  or  Undecagon,     i.  494. 
Heptagon,     i.  494. 
Heptagonal,     i.  495. 
Herbosum  Marmor,     i.  495. 
Herring  Bone,     i.  495. 

Sa.eon  Arclutccliirc,    ii.  406. 
Her.mogenes,     i.  495. 
Hewn  Stone,     i.  495. 
Hexaedron,  or  Hexahedron,     i.  495. 

Cube,     i.  216. 
Hexagon,     i.  495. 
Hexastylb,     i.  495. 
Hindoo  Architecture,     i.  495. 

Indian  Architecture,     ii.  2. 
Hinges,     i.  495. 
Hinging,     i.  495. 

Hinges  for  various  joints,     i.  495. 

Various  methods  of  hanging  doors,  &c.,     i.  495. 
Hip,     i.  496. 

Hip-Roof,     i.  490. 

Hip-Knob,     i.  496. 

Hip-MouLD,     i.  490. 

Hip-RooF,     i.  496. 

Description  of  various  parts,     i.  496. 

Given  the  plan  of  the  building,  and  pilch  of  the  roof, 
to   find   the   various   lengths  and  angles  concerned, 
whether  the  roof  is  square  or  bevel,     i.  497. 
Hippium,     i.  499. 
Hippodrome,     i.  499. 

"  The  Olympian,     i.  499. 
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Hippodrome  at  Constantinople,     i.  409. 
"  near  Stonehenge,     i.  500. 

Historical  Columns,     i.  500. 

Column,     i.  183. 
Hoarding,     i.  500. 
Hoist,     i.  500. 
Hollow,     i.  500. 

Hollow  Bricks,     i.  500. 

Hollow  Newell,     i.  500. 

Hollow  W.ill,     i.  500. 

Hollow  Quoins,     i.  500. 
HoMESiiALL,  or  Homestead,     i.  500. 
Homologous,     i.  500. 
Hood-mould,     i.  500. 

Label  Moulding,     ii.  00. 

Weuther  Moulding,     ii.  522. 
Hook  Piss,     i.  500. 

Draw-Bore  Pins,     i.  305. 

Hooks,     i.  500. 
HORDINR,      i.  500. 

Hoarding,     i.  500. 
Horizontal  Cornice,     i.  500. 

Horizontal  Line,     i.  500. 

Horizontal  Plane,     i.  500. 

Horizontal  Projection,     i.  500. 
Horn,     i.  500. 
Horse  Path,     i.  500. 

Horse  Run,  in  Engineering,     i.  500. 
Horsing  Block,     i.  500. 
Hospital,     i.  500. 
Hostel,  or  Hotel,     i.  500. 
Hot-house,     i.  500. 

History  of,     i.  501. 

Conservatory,     191. 

Situation  of,     i.  501. 

Dimensions  of,     i.  501. 

Construction  of,     i.  501. 

Of  the  flues,     i.  502. 

Of  the  glazing,     i.  502. 
Hovel,     i.  503. 

Hovelling,     i.  503. 
House,     i.  503. 

Directions  as  to  situation  and  construction,     i.  503. 

Building,     i.  65. 

Description  of  private  dwellings  of  the  ancients,    i.  504. 

Of  private  and  public  apartments  of  houses,  and  of  I  heir 
construction,  according  to  difl'orent  ranks  of  people, 
from  Vitruvius,     i.  504. 

Of  country-houses,  with  the  description  and  uses  of 
their  several  parts,  from  the  same,     i.  504. 

Of  the  disposition  of  the  houses  of  the  Greeks,     i.  505. 

Extracts  from  Pliny's  letters — description  of  villa  at 
Laurentiuum,     i.  506. 

Pliny's  descriptionof  summer  villa  in  Tuscany,    i.  508. 

Houses  of  the  Jews.  Greeks,  and  liomans,     i.  510. 

E.vamples  of  Konian  houses,     i.  510. 

Description  of  villa  discovered  at  Bignor,  Sussex,  i.  510. 

House-buildinj;  of  the  Britons,     i.  512. 

Description  of  Norman  keep  at  Conisborough,    i.  512. 
"  of  the  Edwardian  castles,     i.  512. 

"  of  the  castles  of  the  14th  century,     i.  512. 

Of  houses  prior  to  13th  century,     i.  512. 

Example  of  do.,     i.  512. 

Of  houses  at  the  close  of  the  13th  century,     i.  512. 

Examples  of  at  Little  Wenham  Hall,  Suffolk,  and  The 
Mote,  Ightam,  Kent,     i.  512. 

Timber  houses  of  this  date,     i.  512. 


Castles  and  manor-houses  of  15th  century,     i.  512. 

Examples  of,     i.  513. 

Examples  of  houses  of  Ifith  century,     i.  513. 

Examjilcs  of  houses  of  17th  century,     i.  513. 

Early  English  houses  of  timber,     i.  513. 

Introduction  of  stuue  and  brick,     i.  513. 

Internal  walls,  tapestry,  floors,  &c.,     i.  513. 

Fire-places,     i.  513. 

Windows,     i.  513. 

Tudor  Architecture,     ii.  509. 

Building  -Vet  regulations  respecting  houses,     i.  514. 
Housing,     i.  514. 
Hovelling,     i.  514. 
Hue,     i.  514. 
Humeri,     i.  514. 
Hundred  of  Lime,     i.  514. 

"  great,  or  standard,     i.  514. 

"  long,  or  northern,     i.  514. 

Hung,  Double,     i.  514. 

Double  Hung,     i.  303. 
Hunting  TowEiis,     i.  514. 

PIURLERS,      i.  514. 

Celtic  Architecture,     i.   124. 
Hurries,     i.  514. 
Hut,     i.  514. 

Hut,  in  Rural  Economy,     i.  514. 
HypzEtiiral  Temple,     i.  514. 
I1vp.ethron,  or  lIvi'.nTiiuos,     i.  514. 
IIvPERIiOLA,      i.  515. 

Properties  of,     i.  515. 
Cone,     i.  188. 
Conic  Section,     i.   189. 
Hyperbola,  acute,     i.  515. 
"  anibigenal,     i.  515. 

"  apiillouian,     i.  515. 

"  delicient,     i.  515. 

"  cquilatejal,     i.  515. 

"  iuliiiite,  or  hyperbolas  of  the  higher  kinds, 

■     i.  515. 
Hyperbolic  Conoid,     i.  515. 
Hyperboloid,     \.  515. 
HypERuoLic  Curve,     i.  515. 

IlyPERBOLIC  CvLINDROID,       i.  515. 

IIyperboli'ID,     i.  515. 

To  find  the  solidity  of  an  hyperboloid,  or  the  frustum 

of  an  hvpcrbohjid,     i.  515. 
Conoid,     "i.  190. 

HVPERTIIYRUM,       i.  516. 

HvpocAusTUM,     i.  516. 

Eemains  of  in  Bi  ilain,     i.  516. 
HypoDRCMus.     i.  516. 
HypoG.iiUM,     i.  516. 
Hypopodiu.m,     i.  516. 
HyposcENiuM,     i.  516. 

HyPOTRACHELlUM,      i.  516. 

IcE-HousE,     ii.  1. 

Situation  of,     ii.  1. 
Construction  of,     ii.  1. 

ICHNOGRAPIIV,       ii.    1. 
ICOSAHEDRON,       ii.   1. 

Image,     ii.  1. 

Perspective,     ii.  280. 

Imagery,     ii.  1. 
Imbow,     ii.  1. 

Imbowment,     ii.  1. 
Impages,     ii.  1. 
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Impetus,     ii.  2. 

Inner  Plate,     ii.  12. 

Impluvium,     ii.  2. 

Inner  Square,     ii.  12. 

Impost,     ii.  2. 

Inscribed,     ii.  12. 

In-baxd  Jamb  Stone,     ii.  2. 

Inscribed  Figure,     ii.  12. 

Incertain  Wall,     ii.  2. 

Inserted  Column,     ii.  12. 

Wall,     ii.  522. 

Instruments,  Mathematical,     ii.  12. 

Inch,     ii.  2. 

Descriptions  of,     ii.  12. 

Inclisation,     ii.  2. 

Uses  of  t4ie  proportional  compasses,     ii.  13. 

Inclined  Plane,     ii.  2. 

"     of  the  sector,     ii.  16. 

Mode  of  deti-rriiiniiig  their  inclinations,     ii.  2. 

"     of  Gunter's  lines,     ii.  17. 

Incrustation,     ii.  2. 

Insular,  or  Insulated  Buildings,     ii.  17. 

Indefinite,     ii.  2. 

Insulated  Column,  or  Detached  Column, 

ii.  17. 

Inhented,     ii.  2. 

Intaglios,     ii.  17. 

Indian  Architecture,     ii.  2. 

Intavolata,     ii.  17. 

Ili.story  of,     ii.  2. 

C'l/matium,     i.  225. 

Origin  of  Oiide  and  Canoiige,     ii.  2. 

Intercepted  Axis,     ii.  17. 

Origin  of  Delhi,     ii.  3. 

Intebcolumn,     ii.  17. 

Description  of  Lahore,     ii.  3. 

Intercolumniation,     ii.  17. 

of  Agra,     ii.  3. 

Colonnade,     i.  177. 

"            of  Indian  temples,     ii.  3. 

Interdentils,     ii.  17. 

"            of  five  diHerent  forms  of  ditto,     ii.  3. 

Interduces,     ii.  17. 

"           of  temples  on  banlis  of  the  Ganges  and 

Inter-Ties,     ii.  18. 

other  rivers,     ii.  4. 

Inter-Fenestration,     ii.  18. 

"            of  Indian  sculptures,    .ii.  4. 

Inter-Joist,     ii.  18. 

"            of  sculpture  between  Baikh  and  Cabool, 

Interior  Angle,     ii.  18. 

ii.  4. 

Interior  and  Opposite  Angles,     ii.  18. 

"           of  ditto  at  temple  of  the  Sun,  near  Jugger- 

Inteiiior Polygon,     ii.  18. 

naut,     ii.  4. 

Poh/gon,     ii.  319. 

Various  examples  of  Indian  sculpture,     ii.  4. 

Intermitting,     ii.   18. 

Sir  W.  Jones  on  the  aflinity  between  Indian,  Egyptian, 

Inter  Modillion,     ii.  18. 

and  African  architecture,     ii.  5. 

Internal  Angle,     ii.  18. 

Indian  and  Egyptian  mythology  compared,     ii.  5. 

Interior  Angle,     ii.  18. 

Of  the  Illndostan  edifices,     ii.  5. 

Internal  Angle  of  a  Solid,     ii.  18. 

Detail  of  Indian  architecture,     ii.  5. 

Interpensiv^e,     ii.  18. 

Description  of  the  city  of  Agra,     ii.  5. 

Inter  Pilaster,     ii.  18. 

"            of  Cuttek,     ii.  5. 

Inter  Quarter,     ii.  18. 

"            of  Indian  pyramids,     ii.  6. 

Inter  Ties,     ii.  18. 

"             of  excavations,     ii.  6. 

Intrados,     ii.  18. 

"            Elephanta,     ii.  6. 

Invention,     ii.  18. 

"            of  Canara,  in  the  Island  of  Salsette,    ii.  G. 

Inverted  Arches,     ii.  18. 

List  of  temples  described  Ijy  Sir  C.  Mallet,      ii.  6. 

Foundation,     i.  429. 

Description  of  Kylas  or  Paradise,     ii.  7. 

Involute,     ii.  18. 

Dimension  of  tiie  Kylas,     ii.  8. 

Evolute,     i.  .'592. 

Descriptions  of  the  temple  of  Seringham,     ii.  10. 

Inward  Angle,     ii.  18. 

"                  Ahmed  Abad,  in  Guzerat,     ii.  10. 

Internal  Angle  of  a  Solid,     ii.  18. 

"                  Juinnia  Mesgid,     ii.  10. 

Ion,     ii.  18. 

"                  Baswara,  or  Bezora,     ii.  10. 

Ionic  Order,     ii.  18. 

"                  Benares,  in  the  city  of  Casi,     ii.   10. 

Orinin  of,     ii.  18. 

"                 Mattra,     ii.  10. 

Cai'iital,     ii.  19. 

"                 Juggernaut,     ii.  10. 

Angular  capital,     ii.  19. 

"                  temples  of  Godama,     i.  11. 

Base,     ii.  19. 

"                 Uinmapoora,     ii.  11. 

J'lutings  of  shaft,     ii.  20. 

"                  the  present   practice  of  Hindoo  archi- 

Entablature,    ii.  20. 

tecture,     ii.  11. 

Grecian  examples,     ii.  20. 

"                  building  their  houses,     ii.  11. 

Roman  varieties,     ii.  21. 

Indian  Ink,     ii.  12. 

Modern  examples,     ii.  21. 

Indian  Red,     ii.  12. 

Table  of  proportions,     ii.  22. 

Indian  Yellow,     ii.  12. 

Iron,     ii.  22. 

Indian  Kubuer,     ii.  12. 

Nature  and  history  of,     ii.  22. 

Preparation  and  use  of,     ii.  12. 

Smeltimj,     ii.  22. 

Indurating,     ii.  12. 

Blastfuniace,     ii.  22. 

Infibmarv,     ii.  12. 

Hot  blast,     ii.  23. 

Inlaying,     ii.  12. 

Comparative    strength    of   hot    and    cold 

blast-iron, 

Marquetry,     ii.   117. 

ii.  23. 

MosLiic,     ii.  220. 

Uses  of  ciist-iron,     ii.  23. 

Veneer,     ii.  518. 

\Y  rought-iron,     ii.  23. 

Inn,     ii.  12. 

Properties  of,     ii.  24. 

ITA 


571 


JET 


Table  of  specific  giavit}'  and  strength  of  wrought-iron, 
ii.  24. 

To  preserve  iron  from  rust,     ii  24. 

Annealing,     ii.  25. 

Corrugated  iron,     ii.  25. 

Iron  founderies,     ii.  25. 

Irox  Bridge,     ii.  25. 

Of  the  inventors  of  iron  bridges,     ii.  25. 

Bridge,     i.  58. 

Iron  Isridge  over  Severn,  at  Colebrouiv  Dale,     ii.  25. 

Do.  do.  at  Buildwas,      ii.  20. 

Iron  bridge  over  the  Wear,  near  Sunderland,     ii.  26. 

Bridge  over  the  Withain,  at  Boston,     ii.  27. 

Two  bridges  over  the  Avon,  at  Bristol,     ii.  27. 

Bridge  in  Sutherland  by  Telford,     ii.  27. 

Siispemion  Bridge,     ii.  481. 

Bridge  over  Menai  Straits,  by  Telford,     ii.  28. 

Report  of  Mr.  Telford,     ii.  28. 

Bridge  over  Trent,     ii.  30. 

Specitieation  of  works  for  same,     ii.  30. 

Southwark  Bridge,     ii.  32. 

Pont  des  Arts,  Paris,     ii.  32. 

Combination  of    wrought  and  cast-iron   for   railway 
bridges,     ii.  33. 

Tie  bridge  over  canal,  Camden  Town,     ii.  33. 

Railway  bridge  over  the  Lea,    ii.  31. 

Bridge  over  Dee,  near  Chester,     ii.  34. 

Straight  girder  bridge,     ii.  35. 

Of  the  new  mode  of  construction  introduced  by  Mr. 
Stephenson,     ii.  35. 

Of  the  Britannia  and  Conway  bridges,     ii.  35. 

Iron  Chain,     ii.  39. 

Iron  Girder,     ii.  39. 

Iron  King  and  Queen  Posts,     ii.  39. 

Iron  Stone,     ii.  39. 

Iron  Wood,     ii.  39. 
Irregular,     ii.  39. 

lRREGUL.AJi  Bodies,     ii.  39. 
FiGORB,     ii.  39. 
Irrigation,     ii.  39. 
IsAooN,     ii.  39. 
IsiAC  Table,     ii.  39. 

History  of,     ii.  39. 
Isle,     ii.  40. 

Aisle,     I.  2. 

ISODOMUM,      ii.  40. 

Walls,     ii.  522. 
Isosceles  Triangle,     ii.  40. 
Isothermal  Lines,     ii.  40. 
Isthmian  Games,     ii.  40. 

Olympian  Games,     ii.  243. 

Circus,     i.  104. 
Isis,     ii.  40. 

Egyptian  Architecture,     i.  351. 
Italian  Architectcre,     ii.  40. 

Date  and  origin,     ii.  40. 

Description  of  the  palace  of  the  Doge  of  Venice,     ii.  40. 

Building  of  Cathedral  at  Florence,     ii.  40. 

Description  of  this  style,     ii.  40. 

Of  lighting  apertures,     ii.  40. 

Of  fenestration  and  columniation,     ii.  40. 

Of  the  walls,     ii.  41. 

Of  the  c<n'nice,  or  cornicione,     ii.  41. 

Of  the  pediment,     ii.  41. 

Table  of  names,  &c.,  of  Italian  architects,  together  with 
the  buildings  which  they  erected,     ii.  42. 

Division  of  Italian  architecture  into  three  kinds,     ii.  42. 


Of  the  Florentine  style,     ii.  42. 
Origin  of  this  style,     ii.  42. 
Description  of  ditto,     ii.  42. 

"        of  Cathi'dral  of  St.  Maria  Del  Fiore,     ii.  43. 
"        of  the  Pilti  Palace,     ii.  43. 
"  Palazzo  Slrozzi,     ii.  43. 

"  Ricardi  Palace,     ii.  44. 

"  Church  of  San  Lorenzo,     ii.  44. 

"  "  San  Spirito,     ii.  44. 

Of  the  Roman  style,     ii.  44. 
Description  of  St.  Peter's,     ii.  44. 
Table  of  dimensions  of  St.  Peter's,  Rome,  in  comparison 

with  St.  Paul's,  London,     ii.  45. 
Mr.  Gwilt's  table  of  dimensions  of  St.  Petei''s,  Rome, 
in  comparison  with  St.PauTs,  London,  and  St.  Mary's, 
Florence,     ii.  40. 
Description  of  Farnese  Palace,     ii.  46. 
Palazzo  Giraud,  Rome,     ii.  46. 
Of  the  V^enetian  style,     ii.  46. 
Description  of  library  of  St.  Mark,     ii.  46. 
"  Procu ratio  Vecchi,     ii.  46. 

"  Pompeii  Palace,     ii.  40. 

PalladTt)'s  Works,     ii.  46. 
"  Olympic  Theati-e,  at  Vicenza,     ii.  47. 

"  the  Church  of  the  Redeemer,  Venice,  ii.47. 

"  Church  of  della  Sapienza,     ii.47. 

■'  Palace  of  Bcrbcrini,     ii.  47. 

Introduction  of  Italian  Architecture  into  England,  ii.48. 
Description  of  Whitehall,     ii.  48. 
Works  by  Inigo  Jones,      ii.  48. 
Of  Sir  C.  Wi-en,  and  his  buildings,     ii.  48. 
Description  of  structures  anciently  holding  the  same 

site  as  St.  Paul's  Cathedral,     ii.  48. 
Description  of  the  present  structure,     ii.  50. 
Of  the  different  plans  sent  in  by  Sir  C.  Wren  for  this 

building,     ii.  50. 
Of  its  external  form,     ii.  50. 
Of  its  internal  do.,     ii.  51. 
Defects  in  the  plan,     ii.  .52. 
Of  the  ground  plan,     ii.  52. 
Dimensions  of  building,     ii.  53. 
Expense  of  erection,     ii.  53. 
Description  of  St.  Stephen's,  Walbrook,     ii.  53. 
"  St.  Bride's,     ii.  53. 

"  St.  Mary  le  Bow,     ii.  53. 

"  St.  Mary's,  Woolnoth.     ii.  53. 

"  Somerset  House,     ii.  53. 

Clnl)  House,     i.  109. 

Descrijttion  of  Bridgewater  House,     ii.  54. 
IvoKY,     ii.  54. 

Jack,  Lifting  Jack,     ii.  55. 

Jack  Arch,     ii.  55. 

Jack  in  the  Box,     ii.  55. 

Jack  Plane,     ii.  55. 

Jack  Rafter,     ii.  55. 

Jack  Ribs,     ii.  55. 

Jack  Timber,     ii.  55. 

Jack  Wood,     ii.  55. 
Jambs,     ii.  55. 

Jamb  Lining, 
"     Posts, 
"    Stones, 
Jant0,     ii.  55. 
Japanning,     ii.  55. 
Jerkin  Head,     ii.  55. 
Jet  d'Eau,     ii.  55. 
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Fountain,     i.  430. 
Jettee,  Jettv,  or  Juttv,     ii.  55 
Jib  Dooii,     ii.  55. 
JOGGLB,      ii.  55. 

Joggle  Piece,     ii.  55. 
JoiNEK,      ii.  55. 

.loiNEKv,     ii.  55. 

Techuicia!  terms  applied  to  t'rie  different  modes  of  out- 
ting  wood  lor  use.     ii.  55 

Ofgrooviuc,     ii.  56. 

debating,     ii.  5(J. 

Mortising,     ii.  56. 

Tiie  tenon,      ii.  56. 

Preparation  of  tlie    stuff,     ii.  56. 

Plane,     ii.  299. 

Tools  used  by  joiners,     ii.  56. 

To  make  a  straight  edge,     ii.  57. 

To  reduce  the  rough  surface  of  a  bodv  to  a  plane, 
ii.  58. 

To  join  any  number  of  planks  together  so  as  to  form  a 
board  of  a  determinate  breadth,  the  fibres  of  each 
running  longitudinally  to  those  of  any  other,     ii.  58. 

To  glue  any  two  boards  together  forming  a  given  angle, 
ii.  58. 

To  form  wooden  architraves  for  apertures  by  gluing 
longitudinal  pieces  together,     ii.  58. 

To  form  the  surface  of  a  cylinder  with  wood  whose 
fibres  are  in  planes  perpendicular  to  the  axis  of  the 
cylinder,     ii.  58. 

To  bend  aboard  so  as  to  f  )rm  the  frustum  of  a  cone,  or 
any  segmental  portion  of  the  frustum  of  a  cone,    ii.  59. 

Envelope,     i.  387. 

To  bend  boards  so  as  to  form  a  spheric  suface,     ii.  59. 

To  glue  up  the  shaft  of  a  column,  supposing  it  to  be  the 
frustuiPi  of  a  cone,     ii.  59. 

To  glue  up  the  Ionic  and  Corinthian  capitals  for  carv- 
ing,    ii.  59. 

To  make  a  cornice  round  a  cylindric  body  of  the  least 
quantiiy  of  wood,  when  the  body  is  greater  than  a 
half  cylinder,  and  when  the  members  will  nearly  touch 
a  right  line  applied  transversely,     ii.  59. 

MouMings,     ii.  221. 

The  section  of  the  horizontal  bar  being  given,  to  find 
that  of  the  angle  bar,     ii.  60. 

Of  joining  boards,     ii.  61. 

Table  of  technical  terms,     ii.  61. 

Mouldings,     ii.  62. 

To  scribe  one  piece  of  board  or  stuff  to  another, 
ii.  62. 

To  scribe  the  edge  of  a  board  against  any  uneven  sur- 
face,    ii.  62. 

To  rebate  a  piece  of  stuff,     ii.  62. 

To  rebate  across  the  grain,     ii.  63. 

Stairs,     ii.  63. 

"    geometrical,     ii.  64. 
"    dog  legged,     ii.  63. 

Dog-legged  Stairs,     i.  274. 

Bracket  Stairs,     ii.  63. 

Handrail ing,     i.  487. 

Geometrical  Stairs,     ii.  64. 

Doors,     ii.  65. 

Of  hanging  doors,     ii.  66. 

Mouldings  of  do.,     ii.  66. 

Geometrical  descriptions  in  Joinery,     ii.  67. 

To  find  the  true  bevel  for  hanging  any  door,     ii.  67. 

To  find  the  joint  for  a  pair  of  folding  doors,     ii.  67. 

To  find    the  bevel  on  the  edjie  of  a  door  when  it  is 


executed  on  a  circular  plan,  and  the  door  to  turn 
towards  the  space  on  the  convex  side  of  the  circle, 
ii.  67. 

To  find  the  meeting  joint  of  folding  doors  when  the 
hinges  are  placed  on  the  concave  side  of  the  doors, 
ii.  67. 

Elevation  of  a  pair  of  folding  doors  to  be  shut  quite 
out  of  the  way,  in  order  to  open  a  communication 
between  two  rooms,  or  throw  both  into  one,     ii.  67. 

To  find  the  joint  of  a  jib  door,  so  that  it  shall  open 
freely  at  the  hanging  side,  and  thejoint  to  be  a  plane 
surface,     ii.  67. 

Constiuction  of  sash-frames  and  window  -  shutters, 
ii.  68. 

Customary  measures  in  joiner's  work  for  labour  only, 
ii.  70. 

Rates  of  laboui'  in  jciiner's  work,     ii.  71. 

English  writers  on  joinery,     ii.  74. 
The  Art  of  sound  building  : — 

To  find  the  raking  arch  or  mould  f  )r  the  hand-rail  to  a 
circular  pair  of  stairs  in  such  manner,  that  it  shall 
stand  perpendicularly  over  its  base  or  arch  of  the 
well-hole,     ii.  74. 

The  arch  or  mould  of  the  rail  being  found  as  above, 
how  to  prepare  the  stuff',  of  which  the  rail  is  to  be 
made,  and  work  the  twist  thereof,  without  setting  it 
up  in  its  due  position,     ii.  75. 

How  to  form  the  arch  or  moulds  to  the  handrail 
of  a  pair  of  stairs  that  sweeps  two  steps,  so  as  to 
stand  perpendicular  over  its  ground;  and  manner 
of  squaring  same,  without  setting  it  up  in  its  position, 
ii.  7.5. 
The  British  Carpenter  : — 

To  find  the  [iroper  kneeling  and  ramp  of  rails,     ii.  76. 

Spiral,     ii.  440. 

Scroll,     ii.  409. 

Mr.  Price  on  method  of  forming  raking-mouldings  for 
pediments,     ii.  79. 

Extract  from  Mr.  Salmon's  London  Art   of  Building — 

On  the  formation  of  rails  for  winding  stairs,     ii.  79. 

Langley's  improvements  on  ditto,     ii.  79. 

To  describe  a  twisted  rail,     ii.  79. 

To  describe  the  moidd  for  the  twist,     ii.  80. 

To  find  the  mould  of  a  twisted  rail  to  a  circular  or 
elliptical  staircase,     ii.  80. 

To  find  the  curvatin'e  or  mould  of  the  raking  ovolo  that 
shall  mitre  with  the  level  ovolo,     ii.  80. 

To  find  the  curvature  or  mould  of  the  returned  mould- 
ing, in  <an  open  or  broken  pediment,     ii.  81. 

Manner  of  squaring  twist-rails,     ii.  81. 

To  find  the  rail,     ii.  81. 

To  find  the  width  of  the  rail-mould,     ii.  81. 

On  Mr.  William  Pain's  Works,     ii.  82. 

Soffit,     ii.  434. 

On  inventions  by  Mr.  Nicholson,     ii.  83. 

Further  explanation  of  Plates,      ii.  84. 

Method  of  liinging  folding-doors,     ii.  85. 

To  make  a  door  swing  cither  way,  supposing  the  jamb 
formed  alike  on  either  side,     ii.  85. 

To  make  the  joints  correspond  to  a  rebate  on  the  oppo- 
site jamb  or  lintel,     ii.  85. 

The  method  of  concealing  the  revolving  joint  of  doors 
and  shutters,     ii.  85. 
Joint,     ii.  85. 

Jointer,  in  Joiner;/,     ii.  85. 

Jointer,  in  Bricklaying,     ii.  85. 
Jointing  Rule,     ii.  85. 
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Joists,     ii.  85. 

Laburnum,     ii.  91. 

Jones,  Inigo,     ii.  85. 

Labyrinth,     ii.  91. 

JuFFERS,      ii.  86. 

Description  of  that  of  Crete,     ii.  91 . 

Jump,     ii.  80. 

Do.          do.     of  Egypt,     ii.  91. 

Jumper,     ii.  86. 

Labyrinth  fret,     ii.  92. 

Lachrymatory,     ii.  92. 

Kaaba,     ii.  80. 

Laconicum,     ii.  92. 

Caaba,     i.  73. 

Lacunaris,  Lacunaria,  or  Lacunars,     ii.  92. 

Kaleidoscope,     ii.  86. 

Example  of  in  Temple  of  Minerva  at  Athens,     ii.  92. 

Kaolin,     ii.  80. 

Theseus,  Athens,     ii.  92. 

Keep  Tower,     ii.  86. 

'■                  "           Pandrosus,  Athens,     ii.  92. 

Castle,     i.  no. 

Vesta,  Rome,     ii.  92. 

Keeping,     ii.  86. 

Ladder,     ii.  92. 

Kenilwortii  Castle,     ii.  86. 

Lady-chapel,     ii.  92. 

Kerf,     ii.  86. 

Lancet  Arch,     ii.  92. 

Key,     ii.  80. 

Lancet  Window,     ii.  92. 

Kev,  or  Cottar,     ii.  86. 

Landing,     ii.  93. 

Key,  or  Quay,     ii.  80. 

Lantern,     ii.  9.3. 

Key,     ii.  86. 

Lap,     ii.  93. 

Lock;     ii.  108. 

Larder,  or  Safe,     ii.  93. 

Key  of  a  Floor,     ii.  86. 

Construction  of,     ii.  93. 

Keyed  Dado,     ii.  80. 

Larmier,     ii.  93. 

Key-Hole,     ii.  86. 

Corona,     i.  203. 

Key-Pile,     ii.  80. 

Latch,     ii.  93. 

Keys,     ii.  86. 

Lath,     ii.  93. 

Keys,  in  Joinery,     ii.  86. 

Dimensions  of,     ii.  93. 

Dado,     i.  226. 

Directions  for  lathing  for  plastering,     ii.  93. 

Key-Stone,     ii.  87. 

Manufacture  of  laths,     ii.  93. 

Kilderkin,     ii.  87. 

Lath  Bricks,     ii.  94. 

Kiln,     ii.  87. 

Lathe,     ii.  94. 

Kiln,  Brick,     ii.  87. 

Lattice,     ii.  94. 

Brick,     i.  44. 

Lattice  Windows,     ii.  94. 

Kiln,  Hop,     ii.  87. 

Laundry,     ii.  94. 

Kiln,  Lime,     ii.  87. 

Utensils  for,     ii.  94. 

On  manufacture  of  lime,     ii.  87. 

Lavatory,     ii.  94. 

"  construction  of  kiln,     ii.  87. 

Layer,     ii.  94. 

"  the  furnace  of  do.,     ii.  87. 

Lawn,     ii.  94. 

"  sod  kilns,     ii.  87. 

Situation  and  arrangement  of,     ii.  94. 

"  draw  kilns,     ii.  88. 

Layer,     ii.  95. 

Count  Eumford  on  do.,     ii.  88. 

Course,     i.  210. 

Of  flame-kilns,     ii.  88. 

Lazaretto,  or  Lazar  House,     ii.  95. 

Mr.  Kawson's  method  of  constructing  lime-kilns,    ii.  89. 

Origin  and  use  of,     ii.  95. 

Mr.  Charles  Ileathorn's  patent,     ii.  89. 

Description  and  examples  of,     ii.  95. 

On  use  of  peat  for  burning  lime,     ii.  89. 

Lead,     ii.  90. 

Kilometre,     ii.  90. 

Properties  of,     ii.  96. 

King-Post,  or  Crown-Post,     ii.  90. 

Use  of,     ii.  96. 

Crown  Post,     i.  215. 

Plumbery,     ii.  312. 

Kiosk,     ii.  90. 

Lean-to,     i.  96. 

Kirb-Plate,     ii.  90. 

Leaver,     ii.  96. 

Curb  Plate,     i.  217. 

Lever,     ii.  97. 

KiRB  Roof,     ii.  90. 

Leaver  Boards,     ii.  96. 

Curb-Roof,     i.  217. 

Lever  Boards,     ii.  101. 

Kitchen,     ii.  90. 

Leaves,     ii.  96. 

Utensils  for  do.,     ii.  90. 

Ornament,     ii.  245. 

Knee,     ii.  90. 

Ledge,     ii.  96. 

Knee,  in  Hand-railing,     ii.  90. 

Ledgement,     ii.  96. 

Knife,  Drawing,     ii.  90. 

Ledgers,     ii.  96. 

Drawing-knife,     i.  300. 

Legal  Column,     ii.  96. 

Knotting,     ii.  90. 

Column,     i.  179. 

Knuckle,     ii.  90. 

Legs,     ii.  96. 

Hinging,     i.  495. 

Legs,  of  an  Hyperbola,     ii.  96. 

Kyanizing,     ii.  90. 

Length,     ii.  96. 

Description  of,     ii.  90. 

Lengthening,     ii.  96. 

Scarfing,     ii.  408. 

Label,     ii.  90. 

Lesbium  Marmor,     ii.  96. 

Labour,     ii.  90. 

Level,     ii.  96. 

Labrum,     ii.  91. 
137 

Level,  Carpenter's,     ii.  96. 
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Description  of,     ii.  90. 

Use  (.f,     ii.  90. 

To  adjust  the  level,     ii.  90. 

Of  the  .'spii  it  or  air  level,     ii.  97. 

Levelling,     ii.  97. 
Lever,  or  Leaver,     ii.  97. 

Various  kinds  of  levers,  and  their  particular  properties, 
ii.  97. 

Principles  and  laws  of  motion,     ii.  97. 

Composition  and  resolution  of  forces,     ii.  98. 

If  any  body,  a.  be  moved  by  any  impulse  which  would 
cause  it  to  describe  the  right-line  a  h,  uniformly  in  a 
given  time,  and  if  the  same  body  a,  be  moved  by 
another  impulse  which  would  cause  it  to  describe 
the  right-line  a  d,  uniformly  in  an  equal  time;  these 
two  impulses  acting  at  the  same  instant,  would  carry 
the  body  through  the  diagonal  a  c  of  a  parallelogram 
A  u  c  D,     ii.  98. 

Given  the  tracts,  intensities,  ami  tendencies  of  two  forces 
making  any  angle  with  each  other,  to  fuid  a  single 
force  equivalent  to  them,     ii.  9S. 

To  resolve  any  force  into  two  others  in  any  given  direc- 
tions vvhii-h  shall  act  against  any  point  of  the  line  of 
direction  of  the  given  force,      ii.  98. 

If  any  two  forces  keep  a  third  in  equilibrio,  the  direc- 
tion of  the  third  has  the  same  point  of  concourse,  and 
is  in  the  same  plane  with  the  other  two,  and  all  the 
three  forces  are,  to  each  other,  as  the  sides  and  diago- 
nal of  a  parallelogram  formed  on  their  lines  of  direc- 
tion,    ii.  98. 

The  lines  of  direction  of  three  forces  keeping  each  other 
in  equilibrio,  and  the  intensity  and  tendency  of  one  of 
thiMn  lx*ig  given,  to  lind  the  intensity  and  tendency 
of  the  other  two,     ii.  99. 

Given,  the  directions  of  four  forces  in  the  same  plane, 
keeping  a  solid  in  equilibrio,  and  one  of  the  intensi- 
ties, to  find  the  intensities  of  the  other  three,     ii.  99. 

Given,  the  direction  of  five  forces  in  one  plane,  keeping 
a  solid  in  equilibrio,  and  the  intensities  and  tenden- 
cies of  two  of  them,  to  find  tlie  intensities  and  ten- 
dencies of  the  rest,     ii.  99. 

If  there  be  two  straight  lines,  a  b,  b  c,  making  any 
angle,  a  b  c,  with  each  other,  and  if  two  forces 
equal  and  opposite  in  the  directions  a  x,  c  y,  in  the 
same  straight  line,  be  applied,  and  three  others  in  the 
directions  aw,  b  z,  c  j,  then  if  the  whole  be  in 
equilibrio,  the  directions  z  B,  a  w,  c  j,  will  have  the 
same  point  of  concourse,  or  otherwise  they  w'iU  be 
parallel,     ii.  99. 

If  three  forces  acting  against  the  same  point  be  in 
equilibrio  with  each  other,  and  if  any  point  f,  taken 
in  the  line  of  direction  of  any  of  the  forces,  the 
other  two  forces  are  to  each  other,  reciprocally,  as  the 
distance  of  their  lines  of  direction  from  that  point, 
ii.  100. 

If  a  solid  a  B  c,  be  supported  by  three  forces  in  the  lines 
of  direction  ZB,  A  \v,  c  J,  these  three  lines  will  have 
the  same  point  of  concourse,  or  be  parallel  to  each 
other,     ii.  100. 

If  a  solid  be  in  equilibrio  by  three  forces,  and  if  any 
point  be  taken  in  the  line  of  direction  of  any  one  of 
them ;  the  products  of  each  of  the  other  tw'o  by  the 
distance  of  their  respective  lines  of  direction  from  that 
point  will  be  equal,     ii.  100. 

Lever  Boards,     ii,  101. 
Library,     ii.  101. 

Origin  of,     ii.  101. 


Of  early  libraries,     ii.  101. 

Libraries  of  London,     ii.  101. 

Table  ofdillcrent  sizes  of  paper,     ii.  101, 
LiGirrnousE,     ii.  102. 

Use  of,     ii.  102. 

Form  of,     ii.  102. 

The  Phaios  of  Alexandria,     ii.  102. 

Eddy  stone  Lif/h/lmiise,     i.  328. 

Description  of  Bell-rock  lighthouse,     ii.  102. 

Table  showing  the  relative  dimensions  of  Eddystone 
and  Bell-rock  lighthouses,     ii.  102. 

Construction  of,      ii.  102. 

Watt's  invention    of  the  jib  and  counterpoise  cranes, 
ii.  10:i. 

Of  the  Skerrymore  Rock  lighthouse,      ii.  104. 

Of  the  screw-pile,     ii.  104. 

Mode  of  constructing  Point  of  Air  lighthouse,     ii.  105. 

Mr.  C.  Fox's  method  of  forming  foundations  foi  piers  or 
bridges,     ii.  105. 

On  Mr.  Bush's  light  of  all  nations,     ii,  100, 

On  iron  lighthous(^s,     ii.  100. 

On  the  illumination  of  lighthouses,     ii.  100. 

Examples  of  ditto,     ii.  107. 
Like  Akcs,     ii.  107. 

Like  Figures,     ii.  107. 

Like  Solius,     ii.  107, 
Limestone,     ii,  107. 

Cement,     i.  128. 

Lime  Kiln,     ii.  107. 

JiUn,     ii.  87. 

Lime,  quick,     ii.  107. 
Line,     ii.  107. 

"  Equinoctial,     ii.  107. 

"    (iEOMETRICAL,       ii.    107. 

"  IIoRARv,  or  Hour  Lines,     ii.  108. 
"  Horizontal,     ii.  108. 
"  Vertical,     ii,  108, 
"  Visual,     ii,  108, 
"  OF  Direction,     ii,  108. 
"  OF  Light,     ii,  108, 
"  OP  IVIeasures,     ii,  108. 
"  OF  Shade,     ii.  108. 
"  OF  Station,     ii.  108, 
Lines,  Division  or  Gradation  of.     ii,  108. 
"  of  the  Proportional  Compass,     ii,  108. 
"  OF  THE  Plain  Scale,     ii,  108, 
"  OF  the  Sector,     ii,  108, 
Linear  Persi'ective,     ii,  108, 
Lining,     ii.  108. 

"  OF  A  Wall,     ii.  108. 

Lining-out  Stuff,     ii.  108. 
Linings  of  Boxings,     ii,  108, 
"  OF  A  Door,     ii,  108, 
"  OF  A  Sash  Frame,     ii,  108. 
Lintel,     ii,  108, 

Lintels,  or  FirIn-Bond,     ii,  108, 
List,  or  Listels,     ii.  108, 

Fillet,     i.  414, 
Listing,     ii,  108. 
Louiiv,     ii.  108. 
Lock,     ii.  108. 

Description  of,  ii,  108, 
Lock,  or  Weir,  ii.  109 
'•       Paddles,  ii.  109. 
"       Su.Ls,  ii.  109. 

"       Weirs,  or  Paddle  Weirs,     ii.  109. 
Locker,     ii.  109, 
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Locns,     ii.  109. 

Loft,     ii.  109. 

Log  Houses,     ii.  100. 

Logarithms,     ii.  109. 

LoGEUM,     ii.  109. 

Loggia,     ii.  109. 

Logistic  Spiral,  or  Proportional  Spiral,     ii.  109. 

LoMBARDic  Architecture,     ii.  109. 

Its  oiigiii,     ii.  109. 

Its  protji-css,     ii.  109. 

A  suljclivision  of  Romanesque,     ii.  109. 

Its  characteristics,     ii.  109. 

Form  of  arch,     ii.  109. 

External  and  internal  arcades,     ii.  110. 

Do.  under  gables,     ii.  110. 

Corbel-tables,     ii.  110. 

Pilaster  strips,     ii.  110. 

Windows,     ii.  110. 

Doorways,     ii.  1 10. 

Walls,     ii.  110. 

Porch,     ii.  110. 

Internal  arrangement,     ii.  110. 

Plan,     ii.  110. 

Admixture  with  Byzantine  and  Roman,     ii.  110. 

Domes  and  apsides,     ii.  110. 

Form  and  treatment  of  arches,      ii.  111. 

Do.  pillars,     ii.  111. 

Do.  bases,  shafts,  and  capitals,     ii.  111. 

Do.  proportions  of.     ii.  111. 

Cainpaniics,     ii.  111. 

Descriptions  of  Churches,     ii.  112. 

San  Michcle,  Pavia,     ii.  112. 
"  San  Thoinaso,     ii.     112. 

"    ■         Ambroz/.i,  !Milan,     ii.  112. 
"  S.  Geron's  church,     ii.  112. 

"  Cathedral  at  Pisa,     ii.  112. 

"  Duomo,  Modena,     ii.  112. 

"  S.  Zenone,  Verona,     ii.  1   3. 


"  San  Michele,  Lucca, 

Saxon  Architecture,     ii.  400. 
Norman         " 


II. 


.13. 


234. 
374. 


Romanesque  "  , 

Longimetry,     ii.  113. 
Loop  Holes,     ii.  1 13. 
LoRME,  Philirert  De,     ii.  113. 
Louvre,     ii.  1 13. 
Lozenge,     ii.  113. 

Lozenge  Moulding,     ii.  113. 
LncuLLEuM  Mar.\ior,     ii.  113. 
LuFFER  Boarding,     ii.  113. 
LuNE,  or  Lunula,     ii.  113. 
Lunette,     ii.  11.3. 
LuTllERN,      ii.   113. 
Lvcii  Gate,  or  Licii  Gate,     ii.  113. 
LviNG  Panels,     ii.  113. 

Maciiigolations,     ii.  114. 
Machine,     ii.  114. 

Definition  of,     ii.  114. 

Various  classes  of,     ii.  114. 
Maderno,  Charles,     ii.  114. 
Magazine,  Powder,     ii.  114. 

Description  of,     ii.  115. 
Mahogany,     ii.  115. 

Spanish  Mahngany,     ii.  11,5. 

Honduras  Mahogany,     ii.  115. 

Table  of  strength,     ii.  1 15. 


Main  Couples,     ii.  115. 

Couples,     i.  210. 
Mallet,     ii.  1 15. 
Mansard  IJoof,     ii.  115. 
Curb  Roof,     i.  217. 
Mansart,  Francis,     ii.  115. 

Life  of,     ii.  11(5. 
Mansion,     ii,  1 IG. 

Mantle  Tree,  or  Mantel  Tree,     ii.  IIG. 
Marble,     ii.  110. 

Marbles  of  one  colour,     ii.  110. 
"      of  two  colours,     ii.  110. 
"      of  many  colours,     ii.  IIG. 
"      polishing  of,     ii.  1 17. 
"      sawing  of,     ii.  1 17. 
Margin,     ii.  117. 
Marquetry,     ii.  117. 
Masonry,     ii.  117. 

Description  of  stones,     ii.  117. 
Cement,     i.  128. 
Mortar,     ii.  214. 
On  foinidations,     ii.  118. 
Foundation,     i.  429. 
Concrete,     i.  180. 
On  construction  of  walls,     ii.  118. 
"  rubble  work,     ii.  118. 
"  ashlar  facing,     ii.  118. 
"  bond  stones,     ii.  1 19. 
"  arches,     ii.  119. 
Definition  of  terms  used  in  connection  with  masonry, 

ii.  119. 
Ditferent  kinds  of  do.,     ii.  119. 
Of  a  simple  vault,     ii.  120. 
Groin,     i.  477. 

To  construct  a  semi-cylindroidic  arch  cutting  a  straight 
wall,  with  its  axis  oblique  to  the  suifiice  of  the  wall, 
but  parallel  to  the  horizon,     ii.  120. 
To  find  any  level  which  the  joints  on  the  face  of  the 

arch  makes  with  that  on  the  intrados,     ii.  120. 
To  construct  a  cylindro-cylindric  arch,  or  a  cylindric 
arch    in    a  cylindric  wall,  the  axis  of  the  aperture 
being  at  right  angles  to  the  axis  of  the  cylindric  wall, 
ii.  121. 
To  find  the  curves  of  the  ends  of  the  beds  upon  the  face 

of  the  arch,  ii.  121. 
To  form  an  arch  stone,     ii.  121. 
Materials,  '  ii.  121. 

Of  materials  used  by  the  Greeks  and  Romans,     ii.  121. 
Their   time  of  felling,  and   mode  of  seasoning  timber, 

ii.  121. 
Ditlerent  kinds  of  stones  used  by  them,     ii.  121. 
Do.  do.  tiles  and  bricks,     ii.  121. 
Mode  of  manuficturing  do.,     ii.  121. 
Do.  lime  for  plastering  walls,     ii.  122. 
Metals  used  by  ditto,     ii.  122. 
Time  of  felling  trees  in  England,     ii.  122. 
Choice  of  timber  for  building,     ii.  122. 
Mode  of  seasoning  oak,     ii.  122. 
"  ash,     ii.  122. 

"  elm,     ii.  122. 

"  beech,     ii.  122. 

"  poplar,     ii.  122. 

"  birch,     ii.  122. 

"  chesnut,     ii.  122. 

"  walnut,     ii.  123. 

"  mahogany,     ii.  123. 

Mahogany,     ii.  115. 
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Mode  of  seasoning  fir,     ii.  123. 

Evelyn  on  timber,     ii.  123. 

Seasoning  of  elm,     ii.  123. 

Charring  of  wood,     ii.  12.3. 

To  prevent  chops  and  clefts  hi  wood  during  the  process 

of  seasoning,     ii.  124. 
Dilferent  modes  of  preserving  timber,     ii.  124. 
To  judge  of  the  different  qualities  of  tiiiiber,     ii.  124. 
Causes  of  the  decay  of  wood,     ii.  124. 
On  the  dry-rot,     ii.  125. 
Dry-rot,      \.  308. 
On  charring  of  wood,     ii.  125. 

Table  of  the  properties  of  different  kinds  of  tiniber,ii.  125. 
Of  different  kinds  of  stone,     ii.  130. 
Slate,     ii.  431. 
Of  bricks,     ii.  120. 
Brkh,     i.  44. 
Of  tiles,     ii.  126. 
Tile,     ii.  489. 
Of  sand,     ii.  127. 
Cement,     i.  128. 
Of  metals,     ii.  127. 
3f  glass,     ii.  127. 
Glass,     i.  447. 
Mathematics,     ii.  127. 
Definition  of,     ii.  127. 
Derivation  of  term,     ii.  127. 
Treatise  on,     ii.  127. 
List  of  mathematicians,     ii.  128. 
Mathematical  Instruments,     ii.  130. 
Instruments,     ii.  12. 
Mausoleum,     ii.  130. 

Description  of  tomb  of  Mausolus,     ii.  130. 
"         of  mausoleum  at  Babylon,     ii.  130. 
"  "  of     Augustus      and      Hadrian, 

Rome,     ii.  130. 
Mausolea  in  England,     ii.  130. 
Measuke,     ii.  130. 

Measure  of  an  Angle,     ii.  130. 
An(jle,     i.  6. 

Measure  of  a  Figure,  or  Plane  Surface,     ii.  130. 
"         OF  Force,     ii.  130. 
"         of  a  Line,     ii.  13L 
Measures,  Line  of,     ii.  131. 
Line,     ii.  107. 
Mf.asure   of    tue    Mass,  or    Quantity    ok   Matter, 

ii.  131. 
Weight,     ii.  523. 
Measure  of  a  Number,     ii.  131. 

Solid,     ii.  131. 
Cube,     i.  210. 
Mensuration,     ii.  164. 
Measure  OF  Velocity,     ii.  131. 

"         Univeksal  and  Perpetual,     ii.  131. 
"         in  a  Legal  and  Popular  Sense,     ii.  131. 
Ancient  laws  respecting,     ii.  131. 
Introduction  of  imperial  system,     ii.  I3L 
The  rationale  of  imperial  system,     ii.  132. 
The  standard  yard,     ii.  132. 
"  pound,     ii.  132. 

"  gallon,     ii.  132. 

"  for  heaped  measure,     ii.  132. 

Stricken  measure,     ii.  132. 
Extracts  from  Bill    for  ascertaining   and  establishing 

uniformity  of  weights  and  measures,     ii.  132. 
Table  of  the  several  standard  measures,  English  and 
Foreign,     ii.  133. 


Tables  of  diflerent  measures,  according  to  various  .-lutho- 

rities,  reduced  to  English  measurement,     ii.  134. 
Scripture  long  measure,     ii.  134. 
Jewish  long  or  itinerary  measure,     ii.  134. 
Grecian  long  measure,     ii.  134. 
Roman  long  measure,     ii.  135. 
Other  ancient  long  measures,     ii.  135. 
Scottish  do.,     ii.  135. 

French  do.,  before  the  first  Revolution,     ii.  135. 
Do.  do.  according  to  the  present  system,     ii.  135. 
Proportions    of   several  long  measures  to  each  other, 

ii.       130. 
Proportions  of  the  long  measures  of  several  nations  to 

the  English  foot,     ii.  130. 
Modern  long  measures  of  several  countries  compared 

with  English  feet,     ii.  130. 
A  comparition  of  the  foot  and  other  measures  of  length 

in  different  countries,     ii.  138. 
A    comparison    of  the  itinerary  measures  of  dilferent 

countries,     ii.  139. 
Ancient  Greek  superficial  measures,     ii.  139. 
Ancient  Roman  land-measures,     ii.  139. 
English  square  measures,     ii.  140. 
Measures  used  by  different  artificers,     ii.  140. 
French  square  measures    before  the  first  Ilevoliition, 

ii.  140. 
Do.  do.  according  to  the  present  system,     ii.  140. 
Contents  of  a  square  foot  of  dilferent  countries,     ii.  140. 
Cubical  measures,  or  measures  of  capacity  for  liquids, 

of  various  countries,     ii.  140. 
Measure  of  capacity  for  tilings  dry,  as  used  in  different 
countries,     ii.  141. 
Measuring,  or  Mensuration,     ii.  112. 
"         OF  Lines,     ii.  142. 
"         Superficies,     ii.  142. 
•'         OF  Solids,     ii.  142. 
Arc,     i.  11. 
Circle,     i.  102. 
Mensuration,     ii.  164. 
Mechanics,     ii.  143. 
Force,     i.  420. 
Motion,     ii.  221. 
Power,     ii.  323. 

Of  practical  and  rational  mechanics,     ii.  143. 
Mechanical  knowledge  of  the  ancients,     ii.  143. 
Mechanical  Carpentry,     ii.  143. 
Definition  of,     ii.  143. 
Constructive  Carpentry,     i.  19.3. 
Roof,     ii.  374. 
Carpentry,     i.  80. 
Curb  Roof,     i.  217. 

To  find  the  comparative  strength  of  timber,  li.  144. 
Given,  the  length,  breadth,  and  depth,  of  a  piece  of 
timber,  to  find  the  depth  of  another  piece  wliose 
length  and  breadth  are  given,  so  that  it  shall  bear  the 
same  weight  as  the  first  piece,  or  any  mimber  of  times 
more,  ii.  144. 
Given,  the  leiigih,  breadth,  and  depth,  of  a  piece  of  tim- 
ber, to  find  the  breadth  of  another  piece  whose  length 
and  depth  are  given,  so  that  the  la~t  piece  shall  have 
the  same  weisht  as  the  first,  nr  any  luimber  of  times 
more,  ii.  145 
If  a  piece  of  timber  sustain  a  force  placed  uiuMjually 
between  the  extremes  on  which  it  is  supported,  the 
strength  in  the  middle  will  be  to  the  strength  in  that 
part  of  the  timber  so  divided,  as  one  divided  by  the 
square  of  half  the  length  is  to  one  divided  by  the 
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rectangle  of  the  two  unequal  segments,  that  is,  in  the 
reciprocal  ratio  of  their  products,     ii.  145. 

Having  the  length  anJ  weight  of  a  beam  that  can  just 
siippiirt  a  given  weight  in  the  middle;  to  (ind  the 
length  of  another  beam  of  tile  same  scantling,  that 
shall  just  break  with  its  own  weight,     ii.  14G. 

Uaving  the  weight  of  a  beam  that  can  just  support 
a  given  weight  in  the  middle;  to  fmd  the  depth  of 
another  beam  similar  to  the  former,  so  that  it  shall 
just  support  its  own  weight,     ii.  14(j. 

The  weight  and  length  of  a  piece  of  timber  being  given, 
and  the  additional  weight  that  will  break  it  ;  to  find 
the  length  of  a  piece  of  timber  similar  to  the  former, 
so  that  this  last  piece  of  timber  shall  be  the  strongest 
possible,     ii.  147. 

Belidor's  Experiments,     ii.  148. 

M.  de  Biid'oii's  do.,     ii.  149. 

M.  du  Ilamel,  do.,     ii.  150. 

Further  experiments,     ii.  1.50. 

Of  the  absolute  strength  of  timber,     ii.  150. 

Table  showing  the  strength  of  a  scj^uare  inch  in  different 
kinds  of  timber,     ii.  150. 

Practieal  observations,     ii.  150. 

To  cut  the  strongest  beam  possible  out  of  a  round  tree, 
whose  section  is  a  given  circle,     ii.  151. 

To  support  a  piece  of  timber  by  means  of  two  props 
resting  on  the  ground,  so  that  it  shall  have  no  ten- 
dency to  go  to  either  side,     ii.  151. 

To  ascertain  the  proportions  between  the  weiijht  of  the 
piece  of  timber,  and  the  compression  of  the  props, 
ii.  151. 

If  a  heavy  body,  a,  b,  c,  d,  be  supported  by  two  oblique 
strings,  d,  e,  and  c  f,  in  a  vertical  plane,  a  straight 
line  drawn  through  the  intersection  will  pass  through 
the  centie  of  gravity  of  the  body,     ii.  151. 

Given  the  position  in  which  a  body  should  be  placed, 
and  the  position  of  a  plane  supporting  the  body  at 
one  end  ;  to  find  the  position  of  another  plai>e  to  sup- 
port it  at  another  given  point,  and  to  find  the  pres- 
sure on  the  planes,  the  weight  of  the  body  being 
given,     ii.  151. 

Lever,     ii.  97. 

Actual  experiments  on  composition  of  forces,     ii.  152. 

To  distinguish  ties  from  struts,     ii.  1.53. 

Strains  acting  on  various  points  of  a  frame  of  carpentry, 
ii.  154. 

Building  np  and  scarfing  of  beams,     ii.  158. 

Of  joints,     ii.  160. 

Of  iron  straps,     ii.  161. 

Of  circular  and  polygonal  roofs,     ii.  163. 

Of  trusses  and  centres,     ii.  1G2. 

Slone  Bridi/e,     ii.  462. 
Mechanical  Powers,     ii.  164. 

The  proportion  the  power  and  weight  ought  to  have  to 
each  other,     ii.  164. 

The  proportion  of  the  power  and  weight  to  each  other 
in  a  given  machine,  that  it  may  produce  the  greatest 
effeet  possible  in  a  given  time,     ii.  164. 

Lever,     ii.  97. 

Plane,  {Inclined),     ii.  302. 

Pulley,     ii.  345. 

Wed<ie,     ii.  522. 

Wheel,     ii.  .525. 
Medallion,     ii.  164. 
^Medi^eval  Architecture,     ii.  164. 
Medians,     ii.  164. 
Member,     ii.  164. 


Mensuration,     ii.  164. 

Origin  of,     ii.  164. 

Progress  of,     ii.  165. 

Sjnral,     ii.  440. 

Mensuration  of  lines,     ii.  166. 

Any  two  sides  of  a  right-angled  triangle  being  given, 
to  find  the  third,     ii.  166. 

To  find  the  length  of  a  cylindrical  helix,     ii.  167. 

The  chord  and  versed  sine  of  an  arc  of  a  circle  being 
given,  to  find  the  dianu'ter,     ii.  167. 

In  the  segment  of  a  circle  are  given  the  chord  and  its 
distance  from  the  centre,  to  find  the  radius  of  the 
circle,     ii.   167. 

The  radius  of  a  circle  being  given,  and  the  chord  of  a 
segment  of  that  circle,  to  find  the  versed  sine  of  the 
lesser  segment,     ii.  168. 

Given  the  distiince  between  the  two  parallel  sides  of  a 
trapezoid,  and  the  breadth  of  the  lesser  end;  to  find 
the  breadth  of  the  greater  end,  so  that  the  sides  may 
tend  to  a  point  at  any  given  distance,     ii.  168. 

To  find  any  point  in  the  arc  of  the  segment  of  a  circle, 
at  the  extremity  of  an  ordin^ite,  the  radius  of  the 
circle,  the  chord  of  the  arc,  and  the  distance  of  the 
ordinate  from  the  middle  of  the  chord,  being  given, 
ii.  169. 

Given  the  chord  of  a  very  large  segment  of  a  circle,  the 
radius  of  the  circle,  to  find  any  number  of  points  in 
the  arc,  and  thence  to  describe  it,     ii.  169. 

Geunietry,     i.  445. 

In  a  parabola  having  two  abscissas  and  an  ordinate 
to  one  of  them,  to  find  the  ordinate  of  the  other, 
ii.  169. 

To  find  any  point  in  the  curve  of  a  parabola  by  means 
of  an  abseissal  parallel,  or  transverse  ordinate ;  the 
height  or  abscissa,  the  ordinate,  and  the  distance  of 
the  transverse  ordinate  from  the  abscissa,  beiuii 
given,     n.  170. 

Given  the  abscissa  and  ordinate^  of  a  parabola,  to  find 
any  number  of  equidistant  diameters  or  abseissal 
parallels,  and  consequently  p.iints  in  the  curve  at  the 
extremities,     ii.  170. 

Synopsis  of  the  principal  rules  in  Mensuration,    ii.  170. 

The  rectification,  or  development  of  curves,     ii.  170. 

Areas  of  plain  surfaces,     ii.  171. 
"  curved  do.,     ii.  172. 

Solidities  of  bodies,     ii.  172. 

Rectification  of  curves,     ii.  173. 

Areas  of  plane  figures,     ii.  175. 
"  curved  surfaces,     ii.  176. 

Notes  on  the  solidities  of  bodies,     ii.  178. 

Of  measuring  curvilinear  planes  and  solids  by  approxi- 
mation,    ii.  178. 

Observations  on  averaging  surfaces  bounded  on  one  or 
two  opposite  sides  by  a  curve,     ii.  179. 

Mensuration  of  artificers'  work,     ii.  180. 

Biicklayers'  work,     ii.  180. 

To  measure  the  vacuity  of  a  window,     ii.  180. 

"  any  angle  chimney  standing  equally  dist;int 

each  wiiy  from  the  ansile  of  the  room, 
ii.  181. 

To  measure  an  angle  chimney  when  the  plane  of  its 
breast  intersects  the  two  sides  of  the  room  unequaiiy 
distant  from  the  angle,     ii.  181. 

To  measure  an  angle  chimney  when  the  plane  of  the 
breast  projects  out  from  each  wall,  and  iniequally 
distant  from  the  angle  of  the  room,     ii.  181. 

To  find  the  area  of  an  arched  aperture,     ii.  181. 
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To  find  the  urea  of  a  wall,  or  of  the  foundation  of  a 
building  placed  upon  a  curved  surface,  supposing  it 
to  be  built  upon  uneven  ground,     ii.  181. 

Table  showing  the  number  of  rods  contained  on  the 
superficies  or  fiice  of  the  wall  or  building,  from  ^  a 
brick  to  5  bricks  in  thickness,     ii.  183. 

Table  showing  how  many  bricks  are  suflicient  to  build 
a  piece  of  brickwork  containing  from  1  to  5)0,000 
superficial  feet,  and  from  J  a  brick  to  2i  bricks  in 
thickness,     ii.  1S3. 

Table  showing  nunilier  of  rods  contained  in  any  num- 
ber of  su[)erficial  feet,  from  1  to  10,000,  and  from  ^ 
a  brick  to  2^  bricks  thick,     ii.  184. 

Table  showing  value  of  reduced  brickwork,  per  rod, 
ii.   184. 

Table  showing  value  of  brickwork  reduced  to  H  brick 
thick,     ii.  184. 

Table  showing  what  numbi-r  of  plain  or  ])antiles  will 
cover  any  area  from  1  to  10,000  feet,     ii.  185. 

A  general  explanation  of  the  tables  and  their  construc- 
tion,    ii.  185.  , 

Table  of  size  and  weight  of  various  articles,     ii.  189. 

Quantities,     ii.  189. 

Calculation  of  labour,     ii.  189. 

Digger,     ii.  189. 

Concrete,     ii.  189. 

Paving,     ii.  189. 

Tiling',     ii.  190. 

Masons'  work,     ii.  190. 

Weight  of  stone,     ii.  190. 

Valuation  of  labour,     ii.   190. 

Carpenters'  work,     ii.  191. 

To  measure  the  centering  of  a  cylindrical  vault,    ii.  191. 

To  measure  naked  floors,  whether  for  materials  or 
workmanship,     ii.  192. 

To  measure  roofing  or  partitions,  whether  for  materials 
or  Workmanship,     ii.  192. 

Valuation  of  Carpenters'  and  Joiners'  work,     ii.  192. 

Weight  of  timber,     ii.  193. 

Joiners'  Work,     ii.  193. 

Painters' do.,     ii.  193. 

Plasterers'- do.,     ii.  193. 

Valuation  of  do.,     ii.  193. 

Glaziers'  do.,     ii.  193. 

Plumbers'  do.,     ii.  194. 

Paviors'  do.,     ii.  194. 

Slaters'  do.,     ii.  194. 

Mensuration  of  timber,     ii.  195. 

To  find  the  area  or  superficial  feet  in  a  board  or  plank, 
ii.  19.5. 

To  find  the  solid  content  of  squared  or  four-sided  tim- 
ber,    ii.  195. 

To  find  the  solidity  of  round  or  unsquared  timber, 
ii.  195. 

Table  for  finding  content  of  trees,  according  to  common 
method  of  measuring  timber,     ii.  19(5. 

To  find  where  a  piece  of  round  tapering  timber  must 
be  cut,  so  that  the  two  parts  measured  separately, 
according  to  the  common  method  of  measuring,  shall 
produce  a  greater  solidity  than  when  cut  in  any  other 
part,  and  greater  than  the  whole,     ii.  197. 

To  find  where  a  tree  should  be  cut,  so  that  the  partne.xt 
the  greater  end  may  measure  to  the  most  possible 
advantage,     ii.  197. 

To  cut  a  tree  so  that  the  part  next  the  greater  end 
may  measure  by  the  common  method  to  exactly  the 
same  quantity  as  the  whole  measures  to.     ii.  197. 


Table  of  the  areas  of  the  segments  of  a  circle  whose 
diameter  is  unity,  and  su[iposed  to  be  divided  into 
1,000  equ.d  parts,     ii.  198. 
Mekidux,  ill  Aslionnmij,     ii.  199. 

Meridian,  in  Geof/i-'ipln/,     ii.  199. 

Mekidian,.^w<,     ii.  200. 

Meridia.v  Line,     ii.  200. 
Meklon,     ii.  200. 
Meros,     ii.  200. 
MesaulvE,     ii.  200. 

House,     i.  503. 
Meta,     ii.  200. 
Metagen'as,     ii.  200. 
Metals,     ii.  200. 

Materials,     ii.  121. 

Iron,     ii.  22. 
Met.^tome,     ii.  200. 
Metezac  Clement,     ii.  200. 
Metoche,     ii.  200. 
Metope,  or  Metopa,     ii.  201. 

Vitruvius  on,     ii.  201. 

Dimensions  of  various  examples,     ii.  201. 
Mexicax  Architecture,     ii.  201. 

Biihylonian  Architerlure,     i.  19. 

Description  of  the  Teocallis,     ii.  201. 

Description  of  pyramid  of  Cholula,     ii.201. 
"  "  Papantia,     ii.  201. 

"         of  ruins  known  as  Casa  Grande,     ii.  201. 
"         of  palace  of  Mitla,     ii.201. 
"         of  two  pvramids  in  Valley  of  Mexico,  ii.  202. 
"         of  Montezuma's  bath,     "ii.  202. 
"         of  pvramids  near  the  village  of  Huexotla, 

ii.202. 
"         of  [ivramids  of  San  Juan  di  Teotihuacan, 
ii."202. 
Mezanine,  or  Mezzanine,     ii.  203. 

Apartment,     i.  8. 
Mezzo  Relievo,     ii.  203. 

Basso  Reiifvo,     i.  31. 
Middle  Post,     ii.  203. 

Crown  Fast,     i.  215. 
Middle  Quarters  of  Columns,     ii.  203. 
Mile,     ii.  203. 

Measure,     ii.  133. 

Variation   of  length   of  a   mile   in   different  countries, 
ii.  203. 

Tableof  length  of  miles,  leagues,  &c.,ancientand  modern, 
in  English  yards,     ii.  203. 
ATiLiTARY  Architecture,     ii.  203. 

Arcliitecture,     i.  14. 
Millstone  Grit,     ii.  203. 
;\IiLK  House,  or  Roo.m,     ii.  203. 

Dairy,     i.  220. 
Minaret,  or  Minseket,     ii.  203. 
]\riNioN.     ii.  203. 

Cement,     i.  128. 

Mortar,     ii.  214. 
Minotaur,  or  Minotaurus,     ii.  203. 
Minster,     ii.  203. 
Minstrel  Gallery,     ii.  203. 
Minute,     ii.  204. 
Miserere,     ii.  204. 
Mitciiels,     ii.  204. 
MiTUE,  or  MiTRA,     ii.  204. 

^iiTRE,  in  Joinery,     ii.  204. 

MiTRE  Box,     ii.  204. 
Mixed  Angle,     ii.  204. 
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^lixED  FiGUliE,     ii.  204. 
Moat,     ii.  204. 
MoDKL,     ii.  204. 

Model,  in  Painting  and  Sculpture,     ii.  204. 
MODILLIONS,      ii.  204. 

Description  of,     ii.  204. 

Examples  of,     ii.  204. 

General  disposition  of,     ii.  204. 

Dimensions  of,     ii.  205. 
MoDDL.iR  Pkopoktion,     ii.  205. 
Modulation,     ii.  205. 
MoDULK,     ii.  205. 

Different  mode  of  choosing,     ii.  205. 

Column,     i.  179. 
MoiLo.v,     ii.  205. 
MoiNEAu,     ii.  205. 
Molding,     ii.  205. 

Mouldinff,     ii.  221. 
Mole,     ii.  205. 
Moment,  or  Momentum,     ii.  205. 

Treatise  on,     ii.  205. 

Force,     i.  420. 
Monastert,     ii.  205. 

Dissolution  of  religious  houses  in  England,     ii.  206. 

Revenues  of  do.,  appropriated  to  the  use  of  the  crown, 
ii.  20G. 

Number  of  monasteries,  &c.,  suppressed  in  England, 
ii.  200. 

Yearly  revenue  of  same  at  time  of  dissolution,    ii.  206. 

Number  of  inflates  of  religious  houses,     ii.  206. 

Foundation  of  bishoprics,     ii.  206. 

Foundation  of  several  deaneries  and  chapters,     ii.  206. 

Foundation  of  colleges  and  professorships,     ii.  207. 
MoNKEV,     ii.  207. 
Monogram,     ii.  207. 
MoKOLiTn.     ii.  207. 

Celtic  Architecture,     i.  124. 
Monopteron,     ii.  207. 

MONOTKIGLYPH.      ii.  207. 

Monstrance,     ii.  207. 
Monument,     ii.  207. 

Of  early  monuments,     ii.  207. 

MoNnMENT  OF  Lysicrates,     ii.  207. 

Description  of,     ii.  207. 

Monument,  The,     ii.  208. 
Moorish,   Moresque,  Arabian,   or  Saracenic   Architec- 
ture,    ii.  208. 

History  of,     ii.  208. 

On  the  merits  of  this  style,     ii.  209. 

Of  the  characteristics  of  the  style,     ii.  209. 

Of  the  forms  of  arches  and  their  treatment,     ii.  209. 

Of  columns,     ii.  210. 

Of  corbelling,     ii.  210. 

Of  various  methods  of  decoration,  arabesques,  inscrip- 
tions, trellis-work,  mosaics,  &c.,     ii.  210. 

Of  the  exteriors  of  buildings,     ii.  211. 

Mosque,     ii.  221. 

Division  of  the  style  into  three  periods,     ii.  21 1. 

Description  of  the  Mosque  of  Cordova,     ii.  212. 
"  ofthe  Alhambra,     ii.  212. 

"  of  a  house  at  Seville,     ii.  314. 

Caaha,     i.  73. 
Moor  Stone,     ii.  214. 

Description  of,     ii.  214. 

Mode  of  obtaining,    ii.  214. 
Moot  Hall.  Moot  House,     ii.  214. 
MoRESK,  or  Moresque,     ii.  214. 


Mortar,     ii.  214. 

Mortar,  Hydraulic,     ii.  218. 

Composition  and  properiies  of,     ii.  214. 

On  ancient  mortar,     ii.  214. 
"  lime,     ii.  214. 
"  sand,     ii.  215. 

"  the  proportions  of  lime  and  .sand  in  composition  of 
mortar,     ii.  215. 

Mr.  Dossie  on  making  of  mortar,     ii.  215. 

Dr.  Iliggins  on  ditto,     ii.  215. 

lime,     ii.  215. 

"  sand,     ii.  216. 

Of  the  mixture  of  mortar,     ii.  216. 

Ditto  for  fine  and  coarse  work,     ii.  216. 

Of  sul)stitutes  for  sand  and  stone-lime,     ii.  217. 

Of  rules  for  determining   the  proportions   in   mixing, 
ii.  217. 

Ofthe  crystallization  of  mortar,     ii.  218. 

Mortar,  Hydraulic,     ii.  218. 

Of  the  materials  used,     ii.  218. 

Analysis  <if  dillercnt  hydraulic  lime-stones,     ii.  218. 

Of  puzzolana,     ii.  218. 

Cement  stone,     ii.  219. 

Analysis  of  various  kinds,     ii.  219. 

IMoRTAR,  mixing,  blending,  and  beating  of,     ii.  219. 

Mortar,  White,     ii.  219. 

Mortar,  for  Cisterna,     ii.  219. 

Mortar,  for  Sundiah,     ii.  220. 

Mortar-Mill,     ii.  220. 
Mortise,  or  Mortice,     ii.  220. 

Carpentry,     i.  82. 

Joinery,     ii.  56. 

Mortise  Lock,     ii.  220. 
Mortuary,     ii.  220. 
Mosaic,  or  Mosaic  Work,     ii.  220. 

Description  of,     ii.  220. 

Difference  between  Mosaic  and  Marquetry,     ii.  220. 

Marquetry,     ii.  1 17. 

Inlaying,     ii.  12. 

Origin  of  Mosaic,     ii.  220. 

On  its  application  to  the  decoration  of  buildings  by  the 
ancients,     ii.  220. 

Moorish  Architecture,     ii.  211. 

Pictures  in  Mosaic,     ii.  220. 

Florentine  work,     ii.  220. 
Mosque,     ii.  221. 

Description  of,     ii.  221. 

Moorish  Architecture,    ii.  211. 
Motion,  Local,     ii.  221. 

Motion,  Absolute,     ii.  221. 
Movement,     ii.  221. 
Mould,  Glaziers',     ii.  221. 

Mould,  Masons',    ii.  221. 

^Moulds,  Plumbers',     ii.  221. 
Mouldings,     ii.  221. 

Of  Grecian  and  Roman,     Ii.  221. 

Technical  terms  for  different  kinds  of  moulduigs,  and 
their  form,     ii.  221. 

Apophoyge,     i.  10. 

Cavctto,     i.  122. 

Ci/matium,     i.  225. 

Echinus,     i.  326. 

Ovolo,     ii.  250. 

Quarter  Round,    ii.  354. 

Scape,    ii.  408. 

S:otia,    ii.  409. 

To  describe  the  Roman  ovolo,     ii.  222. 
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To  describe  the  cavetto,     ii.  222. 

"  siiiia  reversa  that  shall  touch  a  strai(;ht 

line  at  the  points  of  contrary  flexure, 
ii.  222. 
"  a  sima  recta  to  touch  a  straight  line  at 

the  points  of  contrary  flexure  parallel 
to  a  line  given  in  jiosition,    ii.  222. 
"  the    Grecian    ovolo,    two    tangents    being 

given,  as  also  their  points  of  contact,     ii.  222. 
The  same  data  being   given,  to  describe   the   Grecian 
ovolo,    supposing   the   point  of    contact    to    be   the 
extcniity  of  one  of  the  axes,     ii.  222. 
I^orma7i  Architecture,     ii.  2137. 
Gothic  Architecture,     i.  4(54. 
Moulding  Plane,     ii.  223. 
Plane,     ii.  299. 
Tools,     ii.  494. 
Mouldings,  Raking,    ii  223. 
Raking  Mouldings,     ii.  359. 
Mouth,     ii.  223. 
MuLLioNs,     ii.  223. 
Multilateral,     ii.  223. 
Multiplication,     ii.  223. 
Muniment  House,     ii.  223. 
MuNNioNs,     ii.  223. 

MulUotis,     ii.  223. 
Mural,     ii.  223. 

Mural  Arch,     ii.  223. 
Muses,     ii.  223. 
Museum,     ii.  223. 
Mutilated  Cornice,     ii.  223. 
Mutilated  Roof,     ii.  223. 
Roof,     ii.  374. 
Mutilation,     ii.  223. 
Mutule,     ii.  223. 

Doric  Order,     ii.  293. 
Mylassense  Marmor,     ii.  223. 
Mtnchery,     ii.  223. 
Myron,     ii.  223. 

Nails,    ii.  224. 

Description  of  various  kinds,     ii.  224. 
Nail-head  Moulding,     ii.  224. 
Naked  Flooring,     ii.  224. 

Of  different  kinds  of  joists,     ii.  224. 
Of  single  and  double  flooring,     ii.  224. 
Of  girders  and  trusses,     ii.  22.5. 

To  construct  the  plain  raftering  of  a  floor,  by  joining 
together    rafters  that   otherwise   would    not   extend 
across  the  given  space,  so  that  the  whole  extent  of 
the  area  may  be  perfectly  level ;  and  to  estimate  by 
calculation,  the  pressure  upon  the  whole,  and  upon 
the  parts  separately,    ii.  225. 
Naked  of  a  Wall,     ii.  230. 
Naos,  or  Nave,     ii.  230. 
Napier's  Bones,  or  Rods,     ii.  230. 
Nartiiex,     ii.  230. 
Nattes,     ii.  230. 
Natural  Beds,     ii.  230. 
Nave,     ii.  230. 
Naumachia,     ii.  230. 

Use  and  description  of,     ii.  230. 
Nebule,     ii.  231. 
Neck,     ii.  231. 
Neefs,  Peter,     ii.  231. 
Negative  Quantities,     ii.  231. 
Nekves,     ii.  231. 


Net,  or  Retk,     ii.  231. 
Envelope,     i.  387. 
Sojfit,     ii.  4.34. 
Net  Measure,     ii.  231. 
Net  Masonry,     ii.  231. 
Afafonry,     ii.  117. 
Stone  Walls,     ii.  464. 
Newel,     ii.  231. 
Niche,     ii.  231. 

Description  of,  in  Pantheon,  Rome,     ii.  231. 
"  Ruins  of  Palmvra,     ii  232. 

"  Temple  of  Balbec,     ii.  232. 

"  Temple  fif  Jupiter,  Spalatra,    ii.  232>. 

"  niches  in  the  pointed  style  of  architec- 

ture,    ii.  232. 
Niche,  in  Carpentry,     ii.  232. 
Theory  and  construction  of,     ii.  232. 
The  plan,  or  springing-rib,  -which  forms  the  top  of  the 
cylindric  back,  and  the  front  rib,  which  is  the  seg- 
ment of  a  circle,  being  given  ;  to  form  the  moulds  of 
the  back  ribs,     ii.  233. 
To  fnid  the  length  required  for  any  rib,     ii.  233. 
The  plan  of  a  niche  in  a  circular  wall  being  given,  to 

find  the  front  rib,     ii.  233. 
The  plan  and  elevation  of  an  elliptic  niche  being  given, 

to  find  the  curve  of  the  ribs,     ii.  233. 
To  range  the  ribs  of  the  niche,     ii.  234. 
Given,  one  of  the  common  ribs  of  the  bracketing  of  a 
cove,  to  lind  the  angle-bracket  for  a  rectangular  room, 
ii.  234. 
Niche,  Angular,     ii.  2.34. 
Niche,  Cut  de  Four  of  a,     ii.  234. 
Cul  de  Four,     i.  217. 
Niche,  Ground,    ii.  234. 
Niche,  Round,     ii.  234. 
Niche,  Square,     ii.  234. 
Niched  Colu.mn,     ii.  234. 

Column,     i.  179. 
Nicomedes,     ii.  234. 
Nidged  Ashlar,     ii.  234.  ♦ 

Nogs,     ii.  234. 

Wood  Bricks,     ii.  526. 
Nogging,     ii.  234. 

Nogging  Pieces,     ii.  234. 
Nonagon,     ii.  234. 
Normal  Line,     ii.  234. 

Perfiendicular,     ii.  276. 
Suhnornud,     ii.  480. 
Norman  Architecture,     ii.  234. 

Of  its  origin  and  introduction  into  England,     ii.  234. 
Connection   with   the   Saxon  and   Roman  style  consi- 
dered,    ii.  234. 
On  application  of  thctcrm  Lonibardic  to  thisslyle,  ii.235. 
Date  of  adoption  of  this  style  in  England,     ii.  235. 
Of  the  plans  of  churches  in  this  style,     ii.  235, 
"  parish  churches,     ii.  235. 
"  the  walls  of  buildings,     ii.  2.35. 
"  arches,     ii.  23.5. 
"  piers,     ii.  236. 
"  capitals,     ii.  236. 
"  bases,     ii.  236. 
"  arcades,     ii.  236. 
"  doorways,     ii.  236. 
"  windows,     ii.  237. 
"  mouldings,     ii.  237. 
String-courses,     ii.  238. 
Of  parapets,     ii.  238. 
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Of  corbel  tables,     ii.  238. 

Ogee,     ii.  243. 

"  buttresses,     ii.  238. 

Ogives,     ii.  243. 

"  pilaster  slips,     ii.  238. 

Oillets,  Oillettes,  ot  Ovlets,     ii.  243. 

"  towers,     ii.  238. 

Old  Red  Sandstone,     ii.  243. 

"  pinnacles,     ii.  238. 

Olympian  Games,     ii.  243. 

"  porches,     ii.  238. 

Description  of,     ii.  243. 

"  roofs,     ii.  238. 

Circus,     i.  164. 

"  the  transition,  or  seiniNorman  style,     ii.  238. 

Hippodroine,     i.  409. 

"  pointed  arches,     ii.  238. 

One-Pair  of  Stairs,     ii.  243. 

"  doorways,     ii.  239. 

Oolite,     ii.  243. 

"  windows,     ii.  239. 

Eoe  Stone,     ii.  370. 

"  Norman   ecclesiastics   great   builders,  with   list   of 

Opae,     ii.  243. 

works,     ii.  230. 

Opening,     ii.  243. 

Description  of  Norman  military  structures,     ii.  239. 

Aperture,     i.  10. 

Cantle,     \.  110. 

Opera  House,     ii.  243. 

List  of  well-authenticated  Norman  buildings,     ii.  240. 

Opisthodomos,     ii.  24^1. 

Principal   works  for  consultation  on  Norman  architec- 

Opposite Angles,     ii.  244. 

ture,     ii.  240. 

Opposite  Cones,     ii.  244. 

Nosings  of  Steps,     ii.  240. 

Opposite  Sections,     ii.  244. 

Notch-Board,     ii.  240. 

Optic  Pyramid,     ii.  244. 

Notching,     ii.  240. 

Perspective,     ii.  280. 

NuCLEDs,     ii.  240. 

Optic  Rays,     ii.  244. 

NuEL,     ii.  240. 

Perspective,     ii.  280. 

iiewel,     ii.  231. 

Optics,     ii.  244. 

Staircase,     ii.  441. 

Treatise  on,     ii.  244. 

Nuisance,     ii.  240. 

Orangery,     ii.  244. 

N  uiSANCE,  Abatement  of,     ii.  240. 

Oratory,     ii.  244. 

Orb,     ii.  244. 

Oak,     ii.  240. 

Orchestra,     ii.  244. 

Oasis,     ii.  241. 

T/ieatre,     ii.  485. 

List  of  most  noted,     ii.  241. 

Order,     ii.  244. 

Description  of,     ii.  241. 

Origin  and  description  of,     ii.  244. 

Obelisk,     ii.  241. 

Order  Attic,     ii.  245. 

Derivation  of  term,     ii.  241. 

Attic,     i.  18. 

Cleopatra's  Needles,     i.  167. 

Order,  Caryattc,     ii.  245. 

Ditference  between  obelisks,     ii.  241. 

Caryatic,     i.  107. 

Proportions  of,     ii.  241. 

Order,  Gothic,     ii.  245. 

Antiquity  of,     ii.  241. 

Castle,     i.  110. 

Porphijnj,     ii.  320. 

Gothic,     i.  450. 

Oblique  Line,     ii.  241. 

Orders,  Greek,     ii.  245. 

Oblique  Angle,     ii.  241. 

Doric  Order,     i.  290. 

Oblique-angled  Triangle,     ii.  241. 

Ionic  Order,     ii.  18. 

Oblique  Arches,     ii.  241. 

Corinthian  Order,     i.  200. 

Skew  Arch,     ii.  431. 

Order,  Persian,     ii.  245. 

Stone  Bridye,     ii.  463. 

Persians,     ii.  280. 

Oblong,     ii.  241. 

Order  of  Temples,     ii.  245. 

Obsekvatorv,     ii.  241. 

Amphiprostyle,     i.  3. 

Of  the  observatory  of  Greenwich,     ii.  242. 

Anfcc,     i.  8. 

"     French  observatory,     ii.  242. 

Dipteral,     i.  272. 

"     Tycho  Urahe's,     ii.  242. 

Peripteral,     ii.  275. 

"     Benares,     ii.  242. 

Prostyle,     ii.  344. 

Obtunding,     ii.  242. 

Ordinance,  or  Ordonnance,     ii.  245. 

Obtuse,     ii.  242. 

Order,     ii.  244. 

Obtuse-angled  Triangle,     ii.  242. 

Ordinates,  in  Geometry,     ii.  245. 

Obtuse  Section  of  a  Cone,     ii.  242. 

Ordinate,  in  an  Ellipsis,     ii.  245. 

Ochre,     ii.  242. 

Okgantcal  Description  of  Curves,     ii.  245. 

Octagon,     ii.  242. 

Oriel  Window,     ii.  245. 

Octahedron,  or  Octaedron,     ii.  242. 

Orle,     ii.  245. 

Regular  Body,     ii.  361. 

Ornaments,     ii.  245. 

OcTOGON,     ii.  242. 

Ornaments  in  Relievo,     ii.  245. 

Octagon,     ii.  242. 

Orthogonal  Figure,     ii.  24.5. 

Octostyle,     ii.  242. 

Orthographical  Projections,     ii.  245. 

Odeum,     ii.  242. 

Projection,     ii.  328. 

Odometer,     ii.  242. 

Orthography,  in  Architecture,     ii.  245. 

CEcus,     ii.  243. 

Orthography,  External,     ii.  245. 

Offices,     ii.  243. 

Orthography,  Internal,     ii.  245. 

Offsets,     ii.  243. 

Perspective,     ii.  280. 
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Section,     ii.  412. 

Pallier,  or  Paillier,     ii.  254. 

Orthograpiiv,  in  Geometry,     ii.  245. 

Pallieication,  or  Piling,     ii.  254. 

OiiTiiocuAPiiv,  ill  Furtijication,     ii.  245. 

Palm,     iii.  254. 

O.SUUI.ATINU  ClKCLE,  01'  KiSSINO  ClKCLE,       ii.  245. 

Palmyra,  IJuins  of,     ii.  2.54. 

Curve,     ii.  219. 

Antiquity  of,     ii.  2.54. 

Ov.\,     ii.  246. 

Description  of,     ii.  254. 

UvAL,     ii.  24(). 

Pampre,     ii.  255. 

Di-linition  of,     ii.  240. 

Pancarpi,     ii.  255. 

Etlipsis,     i.  305. 

Panel,  or  Pannel,     ii.  255. 

Eqiiiitiniis  fur  ovals,     ii.  246. 

Panel,  in  Musonrij,     ii.  255. 

To  desciilx;  an  oval  through  points,     ii.  249. 

Pannier,     ii.  255. 

OVICULLM,      ii.  250. 

Corbel,     i.  200. 

UvoLo,     ii.  250. 

Panorama,     ii.  255. 

MouldiiirjH,     ii.  221. 

Theory  of,     ii.  255. 

OuN'CE,    ii.  250. 

Panoramic  Projection,     ii.  255. 

Outer  Doors,     ii.  250. 

Definitions,     ii.  25G. 

Outfall,  or  Outlet,     ii.  250. 

To  describe  the  |)anorainic  curve  to  given  dimensions. 

Outline,     ii.  250. 

ii.  25(). 

OuT-OF-WlN'DIN(i,      ii.  250. 

To  find  the  indefinite  representation  of  lines  parallel  to 

OuT-To-OuT,     ii.  250. 

the  original  plane,  in  a    plane  parallel  to   the  axis 

Outward  Angle,     ii.  250. 

of  the  pi<^ture  ;  given  the  height  of  the  eye,  the  inter- 

Oxygon,    ii.  250. 

section  of  the  original  plane,  and  the  distance  of  the 

original  plane  from  the  picture,     ii.  257. 

Pace,     ii.  250. 

To  describe  the  representation  of  a  line  in  a  plane  per- 

Paddle,    ii.  2.50. 

pendicular  to  the  axis  of  the  cylinder;  given  the  seat 

Paddle  Holes,     ii.  250. 

of  the  line  on  the  original  plane,     ii.  2.57. 

Uloiitjii  Arelies,     i.  1(;9. 

Given  the  indefinite  representation  g,  ii,   .\o.  2,  of  a 

Padole  Weirs,     ii.  250. 

straight  line,  to  determine  the  finite  portion  whose 

Lock  Weirs,     i.  109. 

seat  is  a  B  No.  1,     ii.  257. 

Paddock,     ii.  250. 

Pant,     ii.  259. 

Description  of,     ii.  250. 

Pantheon,     ii.  259. 

P.ESTUM,     ii.  250. 

Description  of  at  Rome,     ii.  259. 

Pagod,  or  Pagoda,     ii.  250. 

Pantiles,     ii.  2(!0. 

Description  of,     ii.  250. 

Tiles,     ii.  489. 

Chinese  Architecture,      \.  145. 

Pantometeic,     ii.  2(')0. 

E-xainplesof,  viz., — Pagoda  of  Chillamljium,  near  Porto 

Paper,  Drawintj,     ii.  200. 

Novo,  on  Coroinandel  coast,  and  that  of  Jeinbikisma, 

Table  of  ditferent  sizes  of,     ii.  260. 

ii.  251. 

Parabola,  in  Geometry,     ii.  200. 

Indian  Architecture,     ii.  2. 

Parabolic  Asymptcvpe,     ii.  2(!0. 

Painters,  i/oMi-e,     ii.  251. 

Parauolic  Conoid,     ii.  200. 

Painting,     ii.  251. 

Paraboloid,     ii.  200. 

Theory  of,     ii.  251. 

Parabolic  Curve,     ii.  200. 

Technical  terms  used  in,     ii.  251. 

Parabolic  Spiral,  or  IIelicoid,     ii.  200. 

Painting,  Economical,     ii.  251. 

Paraboloid,     ii.  200. 

Directions  for  preparing  colours,  and  mode  of  applying 

Paradigrammatize,     ii.  200. 

on  wood,     ii.  251. 

Paradox,     ii.  2()0. 

On  painting  of  .--tucco,     ii.  252. 

Parallel,     ii.  2(>1. 

Distemper,     i.  273. 

Parallel  Copings,     ii.  201. 

Fresco,     i.  431. 

Parallel  Right  Lines,     ii.  261. 

Palace,     ii.  252. 

Parallel  Motion,     ii.  201. 

Notice  of  the  principal  palaces,     ii.  252. 

Parallel  Planes,     ii.  201. 

Pal.estra,  or  Palestra,     ii.  253. 

1'ahallel  Ruler,     ii.  201. 

Pal.vtine  Bridge,     ii.  253. 

Instruments,     ii.  12. 

Pale,     ii.  253. 

Parallel  Cut,     ii.  201. 

Pales,  or  Piles,     ii.  2.53. 

Parallelopiped,     ii.  2(>l. 

Pales  _/()>•  BuildiHg,     ii.  25.3. 

Description  of,     ii.  201. 

Piles,     ii.  294. 

Properties  of  the,     ii.  201. 

Palette,     ii.  253. 

To  measure  the  surfiice  and  solidity  of  a  parallelopiped, 

Paling,     ii.  2.53. 

ii.  201. 

Paling  Fence,     ii.  253. 

PiiratUlogram,     ii.  202. 

Palisade,     ii.  253. 

Parallelogram,     ii.  202. 

Palisade,  Turning,     ii.  253. 

Properties  of,      ii.  202. 

Palladian  Architecture,     ii.  253. 

Pentayraph,     ii.  274. 

Itidian  Architecture,     ii.  40. 

Parameter,     ii.  202. 

Palladio,  Andrea,     ii.  253. 

Parulmla,     ii.  2C)0. 

Palladium,     ii.  254. 

Parapet,  or  Breastwork,  in  Fortification,     ii.  262. 

Tradition  of,     ii.  254. 

Parapet,  in  Biiildiny.       i.  202. 
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Parastata,     ii.  262. 
Parclosk,     ii.  262. 
Pare.st,  Anthosv,     ii.  262. 
Parget,     ii.  263. 
Pargeting,     ii.  263. 
Parker's  Cement,     ii.  263. 

Cement,     i.  22S. 

Mortar,     ii.  214. 
Parlour,     ii.  263. 
Parquetry,     ii.  263. 

Marquetry,     ii.  117. 
Parsonage,     ii.  263. 
Parthenon,     ii.  263. 

Description  of,     ii.  263. 
Partition,     ii.  264. 

Truss,     ii.  508. 
Party  Walls,     ii.  264. 

House,     i.  514. 
Parvis,  or  Parvise,     ii.  264. 
Pascal,  Blaise,     ii.  264. 
Passages,     ii.  265. 
Pastil,  or  Pastel,     ii.  265. 
Pastophobia,     ii.  265. 
Pastoral  Staff,     ii.  265. 

Crosier,     i.  213. 
Pate,     ii.  265. 
Paten,     ii.  265. 
Patera,     ii.  2t)5. 

Use  of  in  Architecture,     ii.  265. 

Description  of,     ii.  265. 
Pateknosters,     ii.  266. 
Pavement,     ii.  266. 

Origin  of  paving,     ii.  266. 

Pebble  paving,     ii.  266. 

Hag  do.,       ii.  266. 

Purbeck  pitchens,     ii.  266. 

Squared  paving,     ii.  266. 

Guernsey  granite,     ii.  266. 

Heron  do.,     ii.  266. 

Mount  Sorel  stone,     ii.  266. 

Aberdeen  granite,     ii.  266. 

T\ar  Baggar  stone,     ii.  267. 

Foggiiit,  or  Devonshire  granite,     ii.  267. 

Hay  tor  do.,     ii.  267. 

White  rock,  or  Cornish  granite,     il.  267. 

Budle  stone,     ii.  267. 

Wliinstone,     ii.  267. 

Pnrbeck  paving,     ii.  267. 

Yorkshire  do.,     ii.  267. 

Rye  gate,  or  Firestone  do.,     ii.  267. 

Newcastle  flags,     ii.  267. 

Portland  paving,     ii.  267. 

Sweedland  do.,     ii.  267. 

]\Iarble  do.,    ii.  267. 

Flat  brick  do.,     ii.  267. 

Brick  on  edge  do.,     ii.  267. 

Of  rubble  and  aisler  causeway,     ii.  267. 

Directions  for  laying  do.,     ii.  267. 

"         for  formation  of  bed,     ii.  267. 

Of  stones  for  paving,     ii.  267. 
"  wooden  pavement,     ii.  268. 
"  foot-pavements  of  flagstone,     ii.  268. 
"  slate  pavement,     ii.  268. 
"  asphalte  do.,     ii.  268. 

Pavement  of  Terrace,     ii.  268. 

Pavement,  Diamond,     ii.  269. 
Pavilion,     ii.  269. 


Padtre,  Antony  Le,     ii.  269. 
Pax,     ii.  269. 
Pedestal,     ii.  269. 

Pedestal,  Tuscan,     ii.  269. 
"  Doric,     ii.  269. 

"  Ionic,     ii.  269. 

"  Corinthian,     ii.  269. 

"  Composite,     ii.  269. 

«  Square,     ii.  269. 

"  Double,     ii.  269. 

"  Continued,     ii.  269. 

Pedestals  of  Statues,     ii.  269. 
Pediment,     ii.  270. 

Description  of,     ii.  270. 

Parts  of  a,     ii.  270. 

Variety  of  forms  of,     ii.  270. 

Console,     i.  192. 
Pelasgian,  or  Cyclopean  Architecture,     ii.  270. 

History  of,     ii.  270. 

Celtic  Architecture,     i.  124. 

Remarkable  features  in,     ii.  270. 

Of  the  first  mode,  or  class  of  buildings,     ii.  270. 
"     2nd,  do.,     ii.  271. 
"     .'ird,  do.,     ii.  271. 
"     4th,  do.,     ii.  271. 

Description  of  ruins  of  Tiryns,     ii.  271. 

"  the  propy  la3a  of  the  Acropolis  of  Mycenae, 

ii.  271. 
"  treasuryofAtrcus,  near  Mycenae,  ii.272 

Pelecoides,     ii.  273. 
Pend,     ii.  273. 
Pendent,  or  Philosophical  Bridge,     ii.  273. 

Bridge,     i.  58. 

Pendent,     ii.  273. 
Pendentive,     ii.  273. 

Pendentive  Bracketing,     ii.  273. 

Pendentive  Cradling,     ii.  273. 

Method  of  constructing  cradling  for,     ii.  273. 
Penetrale,     ii.  273. 
Penetralia,     ii.  273. 
Penitentiary  House,     ii.  274. 

Prison,     ii.  323. 
Penstock,     ii.  274. 
Pentadoron,     ii.  274. 

Brick,     i.  44. 
Pentagon,     ii.  274. 

Polygon,     ii.  319. 

Regular  Figure,     ii.  361. 
Pentagkaph,  Pantagrapii,  or  Parallelogram,     ii.  274. 

Description  and  use  of,     ii.  274. 
Pentastyle,     ii.  275. 
Pent  House,     ii.  275. 

Pent  Roof,     ii.  275. 
Perambulator,     ii.  275. 

Description  and  use  of,     ii.  275. 
Perch,  in  land-measure,     ii.  275. 

Perch,     ii.  2'35. 
Perclose,     ii.  275. 

Parclose,     ii.  262. 
Peribolus,     ii.  275. 
Peridrome,     ii.  275. 
Perimeter,     ii.  275. 
Periphery,     ii.  275. 

Sexagesimal,     ii.  424. 

Circle,     i.  162. 
Peeiptere,     ii.  275. 

Peristyle,     ii.  276. 
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Peripteral,     ii.  275. 
Pekiranterion,     ii.  276. 
Peristvle,     ii.  276. 
Pehistvlion,     ii.  276. 
Pehi.stvlium,     ii.  276. 
Peritherides,     ii.  276. 

Ancones,     i.  6. 
Peritrociiium,     ii.  276. 
Perpendicular,     ii.  27(5. 

Properties  of,     ii.  276. 

Perpe.vdicular  to  a  Curve,     ii.  276. 
Perpent  Stone,     ii.  276. 
Perpeyn  Wall,     ii.  276. 
Perrault,  Claude,     ii.  276. 
Perron,     ii.  277. 

Perronet,  John  Rodolphus,     ii.  277. 
Persepolis,     ii.  277. 

Description  of  ruins  of,     ii.  277. 
Persian  Architecture,     ii.  277. 

Its  history  and  principal  features,     ii.  277. 

Resemblance  to  that  of  India  and  Egypt,     ii.  277. 

Observations  on  the  principal  ruins,     ii.  277. 

Description  of  ruins  of  Persepolis,     ii.  277. 

Of  the  site  or  platform  on  which  these  ruins  are  situate, 
ii.li78. 

Of  the  propylon,  or  entrance  to  the  ruins,     ii.  278. 

Description  of  columns  of  second  propylon,     ii.  279. 
"  sculpture  on  do.,     ii.  279. 

"  the  palace  of  forty  pillars,     ii.  279. 

"  buildings    in    the   vicinity  of  palace   of 

forty  pillars,     ii.  279. 
"  sculptured  tombs,     ii.  279. 

"  p3'ramid  amongst  the  ruins  of  Pasargada-, 

ii.  279. 

Of  fire-altars,     ii.  279. 

List  of  writers  on  this  subject,     ii.  280. 
Persians,  or  Persic  Order,     ii.  280. 

Canjalic  Order,     i.  107. 
Perspective,     ii.  280. 

History  of,     ii.  280. 

Explanation  of  principles,     ii.  281. 

Limits  of  vision,     ii.  2S3. 

Definitions,     ii.  283. 

To  put  squares  into  perspective,     ii.  283. 

To  subdivide  the  sijuare,     ii.  284. 

To  put  a  circle  into  perspective,     ii.  284. 
"       a  triangular  prism  "         ,     ii.  284. 

"       a  cube  and  cylinder      "        ,     ii.  284. 

Of  shadows,     ii.  285. 

Machine  for  perspective  drawings,     ii.  285. 

Perspective  of  Shadows,     ii.  286. 

Given  the  vanishing  line  of  a  plane,  the  image  of  a 
line  insisting  upon  that  plane  and  its  vanishing-point, 
also  the  vanishing-point  of  the  sun's  rays;  to  find  the 
shadow  of  the  line,     ii.  286. 

To  find  the  shadow  of  a  cube,     ii.  286. 
Perczzi,  Bai.dassare,     ii.  286. 
Pest  House,     ii.  287. 
Peter  of  Colechurch,     ii.  287. 
Pew,  or  Pue,     ii.  287. 
Phalang-e,     ii.  287. 
Pharos,  or  Phare,     ii.  287. 

Eddijslone,     i.  328. 

Lighthouse,     ii.  102. 
Pheasantry,     ii.  287. 
PiiENoiTEs,     ii.  287. 
Phlals      ii.  287. 


Phidias,     ii.  287. 

PiACHE,  or  Piazza,     ii.  288. 

Piazza,     ii.  288. 

Portico,     ii.  321. 
PiCTS  Wall,     ii.  288. 

Description  of,     ii.  288. 

PiCTs  House,     ii.  288. 
Picture,     ii.  288. 

Varnishing  of  pictures,     ii.  288. 

Of  paintings  in  miniature,     ii.  288. 

To  repair  cut  or  torn  pictures,     ii.  289. 

Of  cleaning  pictures,     ii.  289. 

To  transfer  oil  paintings  to  new  grounds,     ii.  289. 

Do.,  paintings  on  wood,     ii.  290. 
Piedroit,     ii.  290. 

Pilaster,     ii.  290. 
Pibr,     ii.  290. 

Piers,  in  Arcliileclure,     ii.  290. 

Piers,  Circular,     ii.  290. 

Piers  of  a  Bridge,     ii.  290. 
Piggery,     ii.  290. 
PiG-STV,     ii.  290. 
Pila,  or  Piles,     ii.  290. 

Piles,     ii.  294. 
PiL.E,     ii.  290. 
Pilaster,     ii.  290. 

Treatment  of     ii.  290. 

Projecture  of,     ii.  290. 

Diminution  of,     ii.  290. 

Elues,     ii.  290. 

Proportions  of  capitals,     ii.  290. 

Pilaster,  Demi,    ii.  291. 

Pilasters,  in  Ship-building,     ii.  291. 

Pilaster  Masses,    ii.  291. 
Pile,     ii.  291. 

Piles,     ii.  294. 

Pile,  among  Architects,     ii.  291. 

Pile  Driver,     ii.  291. 

Description  of  simple  machines,     ii.  291. 

To  estimate  power  of,     ii.  291. 

Description  of  machine  (or  large  works,     ii.  291. 

"  machine  used  at  Westminster  Bridge, 

ii.  292. 
"  machine  to  cut   olf  heads   of  piles  for 

level  platform,     ii.  292. 
"  machine  to  draw  piles,     ii.  293. 

Theory  of  Mr.  Valoue's  engine,     ii.  293. 

Atmospheric  pile-driving.  Dr.  Pott's  system,     ii.  294. 

Adopted  at  Goodwin  Sands,     ii.  294. 

Nasmyth's  steam-hammer,     ii.  294. 

Description  of  its  action,     ii.  294. 

Pile-Planks,     ii.  294. 

Piles,     ii.  294. 

Pile  Shketino,     ii.  294. 

Piles,     ii.  294. 

Uses  of,     ii.  295. 

Formation  of,     ii.  295. 

Square  gauge,  or  guide-piles,     ii.  295. 

Cast-iron  pilos,     ii.  295. 

Ewart's  piles,     ii.  295. 

Description  of  works  at  the  Brunswick  Wharf,     ii.  294. 

Screw-pile,     ii.  296. 

Origin  of  do.,     ii.  296. 

Pile  Driving,     ii.  294. 
Pillage,     ii.  297. 
Pillar,     ii.  297. 

Of  dillbrent  kinds  of,     ii.  297. 


PLA 


585 


PLA 


Description  of  Pompey's  pillar,     ii.  297. 
Pinion,     ii.  298. 
Pinnacle,     ii.  298. 
Pinning,     ii.  298. 

PiNNiNG-up,     ii.  298. 
Pipe,     ii.  298. 
PisciN.\,     ii.  298. 

Piscina,  or  Pkobatica,     ii.  298. 

Piscina,  or  Lavatory,     ii.  298. 

Piscina,  in  Ecclesiuloyy,     ii.  298. 
Pisfi,     ii.  298. 
Pit  of  a  Theatre,     ii.  298. 
Pitch,     ii.  298. 

PiTCHING-PlECE,      ii.  298. 

Pix,     ii.  298. 
Placard,     ii.  298. 
Place  Bricks,     ii.  298. 

Bnck,     i.  46. 
Plafond,  or  Platfond,     ii.  299. 

Ceiling,     i.  122. 
Plain  Angle,     ii.  299. 

Plain  Figure,     ii.  299. 

Plain  Tiles,  or  Plane  Tiles,     ii.  299. 

Plain  Triangle,     ii.  299. 

Plain  Trigonometry,     ii.  299. 
Plan,     ii.  299. 

Plan,  in  Architecture,     ii.  299. 

Plan,  Geometrical,     ii.  299. 

Plan,  Perspective,     ii.  299. 

Plan,  Raised,     ii.  299. 

Elevation,     i.  364. 

Plan  of  a  Bastion,     ii.  299. 

Plan,  in  Ship-bidlding,     ii.  299. 
Planceke,     ii.  299. 
Plane,     ii.  299. 

Use  of,     ii.  299. 

Desciiption  of,     ii.  299. 

Diflerent  kinds  of,     ii.  299. 

Mode  of  using,     ii.  300. 

Description  of  the  long  pl.ane,     ii.  30L 

"  the  shooting  phine  or  jointer,     ii.  SOL 

"  the  smoothing-plane,     ii.  SOL 

"  rebating-plane,     ii.  SOL 

"  the  moving  fillister,     ii.  SOL 

"  the  sash  fillister,     ii.  302. 

"  the  plough,     ii.  302. 

Tools,     ii.  494. 

Plane,  in  Geometry,     ii.  302. 

Circle,     \.  162. 

Parabola,     ii.  260. 

Plane,  Horizontal,     ii.  302. 

Perspective,     ii.  283. 

Plane,  Inclined,     ii.  302. 

Plane,  Objective,     ii.  302. 

Plane,  Perspective,     ii.  302. 

Plane,  Vertical,     ii.  302. 

Perspective,     ii.  283. 

Plane  Table,     ii  302. 
Planimetry,     ii.  303. 
Planing  Machine,     ii.  303. 

Description  of  General  Bentham's,     ii.  303. 
Bramah's,     ii.  303. 
Mr.  Bevan's,     ii.  304. 
Planisphere,     ii.  304. 

Projection,     ii.  328. 

Of  the  plane  of  projection,     ii.  305. 

Of  the  perspective  plane,     ii.  305. 


Plank,     ii.  305. 

Plank-iiook,     ii.  305. 

Plank  Siif.krs,  or  Plan  Sheers,     ii.  305. 
Planting,     ii.  305. 
Plaster,     ii.  30.'). 

Plaster  of  Paris,     ii.  305. 

Gypsum,     i.  484. 

Of  crude  Plaster  of  Paris,     ii.  305. 

"  burnt  do.,     ii.  305. 

"  laUing  casts  in  do.,     ii.  30.5. 

"  the  fiuiil  appearance  of,  when  heated  over  the  fire, 
ii.  305. 

Coagulating  properties  of,     ii.  305. 

E.vperiments  on,     ii.  305. 

Expansion  of  during  the  process  of  hardening,     ii.  306. 

Plaster  for  floors,     ii.  306. 

Plaster  Floors,     ii.  306. 

Mode  of  making,     ii.  306. 
Plasterer,     ii.  306. 

Tools  used  by,     ii.  306. 

Technical  terms  used  by,     ii.  306. 

Plastering,     ii.  307. 

Measurement  of  work,     ii.  306. 
Plastering,     ii.  307. 

Description  of  work,     ii.  307. 

Lime,     ii.  107. 

Plaster  of  Paris,     ii.  305. 

Lime  and  hair,  or  coarse  stuff,     ii.  307. 

Fine  stuff,     ii.  307. 

Trowelled,  or  bastard  stucco,     ii.  307. 

Gauge  stuff,     ii.  307. 

Lathing,     ii.  .307. 

Laying,     ii.  307. 

Pricking-up,     ii.  307. 

Lathing,  laying,  .and  set,     ii.  307. 

Latiiing,  floating,  and  set,     ii.  307. 

A  screed,     ii.  307. 

The  set  to  floated  work,     ii.  308. 

liendering   and   set,    or    rendering,    floated,    and    set, 
ii.  308. 

Trowelled  stuccfl,     ii.  308. 

Rough  casting,  or  rough  walling,     ii.  308. 

Cornices,     ii.  308. 

Mode  of  constructing  do.,     ii.  308. 

Ornamenting  of  do.,     ii.  309. 

On  friezes  and  basso-reiievns,     ii.  309. 

Capitals  to  columns,     ii.  309. 

Use  of  Bailey's  compo  fur  walls,     ii.  309. 

Dr.  B.  Iliggin's  patent  stucco,     ii.  309. 

Parker's  cement,     ii.  310. 

Cement,     i.  134. 

Mortar,     ii.  214. 

Fresco  painting,  or  staining  plastered  walls,     ii.  310 

Ofscagliola,     ii.  310. 
'•  composition  ornament,     ii.  310. 
"  ancient  plastering,     ii.  310. 

Stucco,     ii.  480. 
Platband,     ii.  311. 

Platband  OF  a  Door  or  Window,     ii.  311. 

Platbands,  or  Flutings,     ii.  311. 
Plate,     ii.  311. 

Plate  Glass,     ii.  311. 

Glass,     i.  447. 

Plates,  (?)*"»«</,     ii.  311. 

Ground  Sill,     i.  482. 
Platfond,     ii.  311. 

Soffit,     ii.  434. 
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Platform,     ii.  311. 
Plinth,     ii.  311. 

Plixth  of  a  Statl'e,     ii.  311. 

PliiNtii  of  a  Wall,     ii.  311. 
Plotting,     ii.  311. 

Insti'uinents  for,     ii.  311. 

Plotting  Scale,     ii.  311. 
Plug  and  Feather,  or  Key  and  Feather,     ii.  311. 

JEddystone  Lighthouse,     i.  334. 
Plugs,     ii.  311. 
Plumber,     ii.  311. 

Tools  and  utensils  recjuircd  by,     ii.  312. 
Plumbery,  or  PLUMniNo,     ii.  313. 

Process  of  smelting  lead-oie,  and  converting  same  into 
pigs  of  lead,     ii.  312. 

Properties  of  lead,     ii.  312. 

Lead,     ii.  90. 

Casting  of  sheet  lead,     ii.  312. 

To  cast  cisterns,     ii.  313. 

Chinese  method  of  casting  thin  sheets  of  lead,     ii.  313. 

Of  milled  lead,     ii.  313. 

To  cast  pipes,     ii.  313. 

Soldering,     ii.  314. 

Directions  for  covering  terraces,  &c.,     ii.  314. 
"         for  making  gutters,     ii.  314. 
"  "  reservoirs,     ii.  314. 

Of  pumps,     ii.  814. 

Table  for  calculating  weight  of  work  by  dimensions  of 
same,     ii.  314. 
Plummet,  Plumb-Rule,  or  Plumb-Line,     ii.  315. 
Pluteus,     ii.  315. 
Plyeks,     ii.  315. 
Plymouth  Marble,     ii.  315. 
PouiuM,     ii.  315. 
Point,     ii.  315. 

Point,  Accidental,     ii.  315 

Point,  m  Geometry,     ii.  31.5. 

Point,  in  Perspective,     ii.  315. 

Point,  in  Physics,     ii.  315. 

Point,  Conjuyate,     ii.  315. 

Point,  Objective,     ii.  315. 

Point  ok  Contrary  Flexures,     ii.  315. 

Point  of  Distance,     ii.  315. 

Point  of  Reflection,     ii.  315. 

Point  OF  Sight,     ii.  315. 

Point  of  View,     ii.  315. 

Point,  Visual,     ii.  315. 
Visual,     ii.  519. 
Pointed  Arch,     ii.  315. 

Architecture,     i.  14. 

Pointed  Architecture,     ii.  315. 

Origin  of,     ii.  316. 

Gothic  Architecture,     i.  450. 

Bishop  Warburloii  on  origin  of,     ii.  316. 

Sir  James  Hall,  do.,     ii.  316. 

Mr.  INIurphy,  do.,     ii.  316. 

Various  other  writers  upon  do.,     ii.  316. 

Comparison  of  opinions,     ii.  317. 

Intersecting  arches,     ii.  317. 

Invented  by  the  Goths,     ii.  317. 
"         by  the  Saracens,     ii.  317. 

Last  opinion  combated,     ii.  317. 

The  Pointed  arch  not  the  only  characteristic  to  be  con- 
sidered,    ii.  318. 
By  what  European  country  first  adopted,     ii.  318. 
Points,  Proportion  of  Mathematical,     ii.  318. 
Polishing,     ii.  318. 


Pollard,     ii.  318. 
Polycletus,     ii.  318. 
Polychromy,     ii.  318. 
Polvfoil,     ii.  319. 
Polygon,     ii.  319. 

Similar,     ii.  430. 

Polygon,  General  Properties  of,     ii.  319. 

Table    of  areas  of  polygons  and  their  perpendiculars, 
from  the  centre  to  one  of  the  sides,     ii.  319. 
Polygram,     ii.  319. 
Polyhedron,  or  Polyedron,     ii.  319. 

Polyiiedrou's  Figure,     ii.  319. 

Polyhedron,     ii.  319. 
Polystyle,     ii.  319. 
PoMEL,     ii.  319. 
Pompeii,     ii.  319. 

Situation  of,     ii.  319. 

Description  of  Torre  del  Greco,     ii.  319. 
"  Pompeii,     ii.  320. 

"  Cicero's  Pompeianum,     ii.  320. 

PoMPEioN',     ii.  320. 
Pompev's  Pillar,     ii.  320. 

Pillar,     ii.  297. 
Poppv-head,     ii.  320. 
Porch,     ii.  320. 

Atriu7ii,     i    18. 

Dilferent  terms  for  various  kinds  of  porches,     ii.  320. 

Of  Norman  porches,     ii.  320. 

Galilee,     i.  437. 

dihedral,     i.  118. 

Church,     i.  151. 
Porphyry,     ii.  320. 

Description  of,     ii.  320. 

Of  hoin-stone  porpliyry,     ii.  320. 
"  felspar  do.,     ii.  321. 
"  Sieiiitie  do.,     ii.  321. 
"  pitch-stone  do.,     ii.  321. 
"  clay  do.,     ii.  321. 
Portable  Bridge,     ii.  321. 

Bridye,     i.  61. 
PORTAIL,      ii.  321. 

Portal,     ii.  321. 
Port  Crayon,     ii.  321. 
Portcullis,     ii.  321. 
Portici,     ii.  321. 

Description  of  Ilereulaneum,     ii.  321. 
Portico,     ii.  321. 

Lacunaris,     ii.  92. 

Of  ancient  porticos,     ii.  321. 
Porticos,     ii.  321. 

Description  of  various  at  Rome,     ii.  321. 
Portland  Stone,     ii.  322. 
Position,  in  Architecture,     ii.  322. 

Position,  mj  Geometry,     ii.  322. 
Post,     ii.  322. 

Post  Crown,  or  King-Post,     ii.  322. 

Crown  Post,     ii.  215. 

Post  and  Paling,     ii.  322. 

Post  and  Railing,     ii.  322. 
Postern,     ii.  322. 
Posticum,     ii.  322. 
Postique,     ii.  322. 

Postscenium,  or  Parascenium,     ii.  322. 
Pot  Metal,     ii.  323. 
POWDERINGS,      ii.  323. 
Power,     ii.  323. 

Force,     i.  420. 
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PozzoLASA,     ii.  323. 

Pozzolana,     ii.  346. 
Practice,     ii.  323. 

Cross  Multiplication,     i.  213. 
Praxiteles,     ii.  323. 
Preaching  Cross,     ii.  333. 
Preckptukt,     ii.  323. 
Preparation,     ii.  323. 
Presbytery,     ii.  323. 
Preserving  of  Timbkr,     ii.  323. 
Seasoning  Timber,     ii.  410. 
Timher,     ii.  490. 
Price  Book,     ii.  323. 
Prick  Post,  or  Queen  Post,     ii.  323. 

Queen  Post,     ii.  354. 
Prime  Figure,     ii.  323. 
Priming,     ii.  323. 
Principal  Brace,     ii.  323. 

Principal  Point,     ii.  323. 
Perspective,     ii.  283. 
Principal  Rafters,     ii.  323. 
Principal  Ray,     ii.  323. 
Perspective,     ii.  283. 
Priory,     ii.  323. 
Prism,     ii.  323. 
Prismoid,     ii.  323. 
Prison,     ii.  323. 

Mr.    Howard's  recommendations  as  to  situation  and 

arrangnu'nts  of  prisons,     ii.  324. 
Description  of  Millhaiik  Prison,     ii.  324. 

"  Pentonvilie  Prison,     ii.  325. 

Tlie  penitentiary  congress  of  Brussels,  propositions  of, 

ii.  326. 
Of  the  arrangement  of  the  building,     ii.  326. 
"  a  central  observatory,     ii.  326. 
"  the  celLs,     ii.  326. 
"  special  cells,     ii.  327. 
"  heating  and  ventilation,     ii.  327. 
"  chapels,     ii.  327. 
'■  parlours,     ii.  327. 

"  domestic  service,  administration,  lodging  of  persons 
employed  in  prisons,     ii.  327. 
Description  of  City  prison,  HoUoway,     ii.  327. 
Problem,     ii.  328. 
Producing,     ii.  328. 
Profile,     ii.  328. 
Projection,     ii.  328. 

Definitions,     ii.  32ft. 
Propositions,     ii.  329.- 

Given  a  point  on  a  plane  inclined  to  the  plane  of  pro- 
jection, to  find  the  orthography  or  projection  of  the 
point,     ii.  330. 
To  find  the  projection  of  a  straight  line  in  the  original 

plane,     ii.  330. 
To    find    the   orthographical    projection   of    an    angle, 

ii.  330. 
The  indefinite  projection  of  a  straight  line  being  given, 
to  find  the  projection  of  any  original  point  therein, 
ii.  330. 
To  find  the  projection  of  a  given  triangle,     ii.  330. 
Do.  do.  parallelogram,     ii.  330. 

To  find  the  representation  of  a  regular  pentagon,  ii.  330. 
Given  the  inteisecting  line  and  the  projection  of  one  of 
the  angles  of  a  pentagon,  and  the  projected  length  of 
one  of  the  sides,  to  project  the  whole  figure,  ii.  330. 
To  find  the  projection  of  a  circle,  ii.  330 
Do.  do.  of  a  segment  of  do.,     ii.  330. 


To  find  the  projection  of  an  ellipsis,  the  axis  being 
given,     ii.  330. 

Any  two  coi!Jugate  diameters  of  an  i'llip.sisbeing,given  ; 
to  find  the  representation  of  the  ellipsis,     ii.  331. 

To  find  the  projection  of  any  j)oint  in  space  upon  a 
plane  given  in  position,  and  to  determine  the  distance 
of  the  point  from  the  plane,     ii.  331. 

Supposing  a  tetraedral,  or  three-sided  solid  angle  to  be 
placed  with  one  of  its  sides  upon  the  plane  of  pro- 
jection, and  one  of  the  other  two  sides,  and  the  two 
inclinations  adjoining  that  side,  with  the  intersection 
of  that  side  to  be  given  ;  to  find  the  projection  of  the 
given  side,  and  the  intersection  of  the  jcmaining  side 
upon  the  plane  of  projection,     ii.  331. 

Given  the  representation  of  a  point  situate  in  a  plane 
whose  original  is  given  ;  to  find  the  representation 
of  a  line  from  the  original  point  perpendicular  to  the 
original  plane,     ii.  331. 

Given  the  representation  of  the  intersection  of  a  line 
with  the  original  plane,  and  the  seat  in  and  inclina- 
tion of  the  line  to  the  original  plane;  to  find  the  re- 
presentation of  the  line,     ii.  331. 

Given  the  representation  of  one  side  of  a  parallelopiped 
with  the  inclination  of  the  plane,  and  the  other  dimen- 
sion perpendicular  to  the  original  of  that  plane;  to 
find  the  representation  of  the  whole  solid,  supposing 
the  planes  of  the  original  solid  at  right  angles  to  each/ 
other,     ii.  331. 

To  find  the  inclination  of  two  adjoining  planes  of  the 
regular  solids,     ii.  331. 

To  project  the  dodecaedron,     ii.  332. 

To  divide  the  representation  of  a  circle  into  parts 
representing  the  original  circle  divided  into  equal 
parts,     ii.  332. 

To  find  the  orthographical  representation  of  a  water- 
wheel,     ii.  332. 

To  project  a  straight  line  in  a  plane,  supposing  the  plane 
which  contains  the  line  to  be  wrapped  round  the 
surface  of  a  cylinder,     ii.  332. 

To  project  any  line  upon  the  surface  of  a  cone,    ii.  332. 

Projection  of  wheels,     ii.  333. 

Given  the  seat  and  altitude  of  a  line  on  a  pl.ane,  and  the 
intersection  of  the  plane  with  another  plane  at  a  given 
angle  ;  t)?  find  the  sun's  seat  on  such  plane,  as  also  its 
angle  of  altitude,     ii.  333. 

Given  the  seat  and  altitude  of  the  sun's  rays  on  a  plane, 
and  the  angle  which  the  seat  of  a  line  parallel  to  the 
plane  of  projection  makes  with  the  seat  of  the  sun's 
rays ;  to  determine  the  inclination  of  the  plane  of 
shade  obstructed  by  the  original  line  towards  the 
plane  of  projection,     ii.  333. 

Given  the  seat  and  altitude  of  a  line,  and  the  seat  and 
altitude  of  the  sun's  rays;  to  determine  the  shadow 
of  the  line  on  that  plane,     ii.  333. 

Given  the  inclination  of  a  line  to  two  planes  at  right 
angles  to  each  other;  to  find  the  seat  of  the  line  on 
each  of  the  planes  and  the  intersection  of  the  planes, 
ii.  334. 

Practical  examples  of  shadows,     ii.  334. 

To  find  the  shadow  of  a  rectangular  prism  attached  to 
a  wall ;  one  of  the  sides  of  the  prism  coinciding  with 
the  surface  of  the  wall,     ii.  334. 

To  find  the  shadow  of  a  cantiliver,  formed  as  in  the 
last  example;  the  plane  of  elevation  being  placed 
obliquely  to  the  surface  on  which  the  shadow  is 
thrown,     ii.  334. 

To  find  the  shadow  of  a  rectangular  ring,     ii.  334. 
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Given  the  sun's  seat  and  inclination  on  the  plane  of  the 
horizon,  and  the  intersection  of  two  pianos  at  right- 
angles  with  each  other,  and  perpendicular  to  the 
horizon,  to  find  the  representation  of  the  sun's  rays 
on  each  of  the  vertical  planes,  ii.  334. 
To  find  the  representation  of  the  shadow  on  a  prismatic 
solid  by  a  plane  cutting  the  prism  perpendicular  to 
its  arrises ;  given,  the  elevation  of  the  prism  on  a 
plane  parallel  to  its  arrises,  and  parallel  to  one  of  its 
sides,  as  also  the  figure  of  the  plane  which  throws 
the  shadow  with  the  section  of  the  surfaces  of  the 
prism  on  tliat  plane,  and  likewise  the  sun's  rays  both 
on  the  plane  and  on  the  elevation,  ii.  33"). 
To  find  the  indefinite  shadow  of  a  line  perpendicular  to 
the  horizon  on  an  inclined  plane  ;  given  the  inclina- 
tion of  the  plane  to  the  horizon,  and  the  seat  of  the 
sun's  rays,  the  intersection  of  the  inclined  plane,  with 
the  horizon  being  parallel  to  the  intersection  of  the 
plane  of  representation  and  the  horizon,  ii.  335. 
To  find  the  shadow  of  a  plane  rectilinear  figure  inter- 
secting another  plane  figure,  a  point  through  which 
the  shadow  is  to  pass  on  the  plane  which  receives  the 
shadow,  and  the  orthography  of  the  rays  of  the  lumi- 
nary, being  given,  ii.  335. 
Given  the  orthography  of  a  determinate  line,  and  the 
indefinite  representation  of  its  shadow,  also  the  ortho- 
graphy of  the  sun's  ray,  to  find  the  limits  of  the 
shadow,  ii.  335. 
To  find  the  shadow  of  a  chimney-shaft  on  the  roof  of  a 

house,     ii.  335. 
A  cylinder  being  capped  with  a  square  abacus  jutting 
alike  over  each  of  the  sides,  to  find  the  representation 
of  the  shadow,  the  elevation  and  plan  being  given,  as 
also  the  plan  and  elevation  of  the  sun's  rays.    ii.  336. 
A  cylinder  lieing  capped  with  another  concentric  cylin- 
der, to  fnid  the  representation  of  the  shadow,    ii.  337. 
Projection,  Slereor/rajihical,     ii.  337. 
Stereoyraplnj,     ii.  443. 
Projection  of  Shadows,     ii.  837. 
Shadows,     ii.  424. 
Projecture,     ii,  337. 
Prolate,     ii.  337. 
Pronaos,     ii.  337. 
Proportion,     i.  337. 

Entablature,     ii.  387. 

Proportional  Compasses,     ii.  337. 

Description  of,     ii.  337. 

Compasses,     i.  185. 

Instruments,     ii.   13. 

To  set  the  proportional  compasses  in  the  ratio  of  a  line 

divided  into  any  two  parts,  ii.  337. 
Given,  any  number  of  lines,  a  b,  c  d,  &c.,  to  find  a 
series  of  other  lines  wliich  will  have  the  same  ratio 
in  every  two  corresponding  lines ;  given,  one  line 
a  b,  of  the  series  required,  corresponding  to  a  b  of 
the  series  given,  ii.  338. 
To  divide  a  given  line  in  the  same  proportion  as  another 

given  line  is  divided,     ii.  338. 
To  divide  a  straight  line  in  continued  proportion  ;  given 

the  extreme  part,  ii.  338. 
Given  two  straight  lines  tending  to  an  inaccessil)le  point, 
and  a  point  e  in  position,  to  draw  a  straight  line 
through  the  last  named  point,  so  that  all  the  three 
straight  lines  may  have  the  same  point  of  concourse, 
ii.  338. 
Given  two  straight  lines  tending  to  an  inaccessible 
point,  and  any  number  of  points  in   position  not  in  a 


straieht  line,  to  draw  a  right-line  through  each  of  the 
points  tending  to  the  same  point,     ii.  338. 
Given,  the  representation  of  the  end  of  a  right  cylinder 
and  the  vanishing-line  of  the  plane  of  that  end,  through 
a  given  point  in  any  perpendicular,  to  draw  the  repre- 
sentation of  the  other  end  of  the  cylinder,     ii.  338. 
Given  the  representation  of  any  point  on  the  picture 
and  the  intersecting  and  vanishing  lines  of  the  plane 
it  is  in,  to  find  the  height  of  a  representative  line,  the 
original  of  which  is  parallel  to  the  picture,     ii.  339.' 
To  construct  the  scales  of  sines  for  the   proportional 

compasses,     ii.  339. 
To  draw  the  representation  of  a  house  by  making  the 
centre  of  the  picture  the  dividing  point,  having  the 
dimensions  of  the  building  given,     ii.  340. 
Given,  the  vanishing-line  of  a  plane,  its  centre  and  dis 
tance,  and  the   inclination  of  a  line  in  that  plane  to 
the  intersection,  to  find  the  vanishing-point  of  the 
line  without  drawing  any  lines  in  the  vanishing  plane, 
in  order  to  find  the  vanishing-point  of  the  original 
line    as  given  in   position  to  the   intersecting  line, 
ii.  340. 
To    find    the    vanishing-point  of  a   line,   the   radial   of 
which  makes  a  greater  angle  with  the  primary  radial 
than  45°,  the  vanishing-line  and  its  centre  being  given, 
as  also  the  primary  radial,     ii.  341. 
Given,  the  angle  made  by  the  radials  of  any  two  original 
lines  with  each  other,  and  the  angle  which  one  of 
them  makes  with  the  prinuiry  radial,  to  find  a  divi- 
ding point  common  to  the  same  measures  or  scales, 
so  as  to  cut  of!"  a  portion  from  the  indefinite  represen- 
tation of  each  line,  such  that  the  portions  may  lie  re- 
presentations of  the  two  original  lines,     ii.  342. 
Given,  the  sun's  altitude  on  a  plane,  the  height  of  a 
line  and  the  length  of  its  shadow  on  that  plane,  the 
orthographical   representation   of   a  cornice,   with  a 
section  of  the  same,  as  also  the  seat  of  the  sun's  rays, 
to  find  the  shadow  of  the  cornice,     ii.  342. 
The  representation  of  a  cylinder  with  a  sqaure  abacus 
or  cap  being  given,  to  find  the  sliadow  of  the  cap 
upon  the  cylindric  surface,  the  axis  of  the  cylinder 
being  parallel  to  the   plane  of  projection,   also  the 
shadow  of  a  line  perpendicular  to  the  axis  of  the 
cylinder,  and  in  a  plane  passing  along  the  said  axis 
and  through  the  Iniiiiuary,     ii.  342. 
To  describe  the  logarithmic  spiral  by  a  series  of  points 
found  in  a  curve  ;  the  centre  and  two  opposite  points 
in  a  straight  line  passing  through  the  centre,  being 
given  in  the  curve,     ii.  313. 
To  draw  the  representation  of  the  meridians  of  a  solid 
of  revolution  upon  a  plane,  parallel  to  the  axis  of  the 
solid  ;  given  an  axal  section,  that  is,  a  section  of  the 
solid,  passing  along  the  axis  upon  a  plane  parallel  to 
the  said  axis,     ii.  343. 
PropvL/BA,     ii.  343. 
Propylon,     ii.  344. 
Proscenium,     ii.  344. 
Prostyle,     ii.  344. 
Prostypa,     ii.  344. 
Prothyris,     ii.  344. 
Console,     i.  192. 
Prothvrum,     ii.  344. 
Protractor,     ii.  344. 

Description  of,     ii.  344. 
Directions  for  use  of,    ii.  344. 
Protractor,  Imprured,     ii.  344. 
PsEtiDo-DiPTEUAi,,     ii.  344. 
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Pseodo-Pkripteral,     ii.  344. 

Of  Free-stone,  localities  where  found,     ii.  352. 

Pteroma,     ii.  344. 

'•  Flag-stone,     do.              do.,     ii.  352. 

Puddling,     ii.  344. 

"  Slate,              do.              do.,     ii.  352. 

Puo-PiLiNO,     ii.  344. 

QoAKRY,  in  glass,     ii.  353. 

Pugging,     ii.  344. 

Quarry  Cart,     ii.  353. 

Pulley,     ii.  345. 

Quarry  Waggon,  or  Truck,     ii.  353. 

Description,     ii.  345. 

Quarrying,     ii.  353. 

Technical  terms  used  in  connection  with,     ii.  345. 

Quarry,     ii.  350. 

^Metiiod  of  arranging,     ii.  345. 

Quarrying  Slates  and  Stones,     ii.  354. 

Doctrine  of  the,     ii.  345. 

Description  of  manner  of  cutting  and  classifying  slates, 

Pulley  Mortise,     ii.  340. 

ii.  354. 

PcLPiT,     ii.  340. 

Of  quarrying  stone,     ii.  354. 

Pulpitum,     ii.  346. 

Tools  used  in  quarrying,     ii.  354. 

PULVINARIA,       ii.  346. 

Quarrying  Tools,     ii.  354. 

PULVI.NATED,      ii.  340. 

QuARRYINGS,      ii.  354. 

PuNcmoN,  or  Puncheon,     ii.  346. 

Quarterings,  or  Quarters,     ii.  354. 

PcNcniON,  with  sculptors  and  ofhem,     ii.  346. 

Quarter  Partitions,     ii.  354. 

PuNCiiiON,  or  PuNCHiN,  ill  Carpentry^     ii.  346. 

Quarter  Kound,     ii.  354. 

Post,     ii.  32-2. 

Quatre-Foil,     ii.  3.54. 

PuxcnioN,  ill  Machinery,     ii.  346. 

Queen  Post,     ii.  354. 

Punt,     ii.  346. 

Quick  Lime,     ii.  354. 

PuRBECK  Stone,     ii.  340. 

Properties  of,     ii.  354. 

Purfled,     ii.  346. 

On  making  of  mortar,     ii.  355. 

Purlins,     ii.  346. 

Proportions  of  lime  and  sand,     ii.  355. 

Puteal,     ii.  340. 

Principles    to  be  observed    in  fixing  the  proportions. 

Putlogs,  or  Putlocks,     ii.  346.                         ^ 

ii.  355. 

Puttv,     ii.  .346. 

Crystallization  of  the  lime,     ii.  355. 

PuzzoLANA,  or  Pozzolana,     ii.  340. 

Use  of  the  sand,     ii.  355. 

Properties  of,     ii.  346. 

Sufficiency  of  water,  and  proper  incorporation  of  mate- 

Pycnostyle,    ii.  347. 

rials  necessary,     ii.  356. 

Pyramid,     ii.  347. 

Water  to  be  retained  for  length  of  time,     ii.  356. 

Definition  and  derivation  of,     ii.  347. 

Nature  of  mortar,     ii.  356. 

Description  of  the  three  pyramids  of  Memphis,     ii.  347. 

Lime  cement  employed  by  the  ancients,     ii.  356. 

Pyramids  of  Saccara,     ii.  349. 

Perfect  calcination  of  the  lime-stone  necessary,     ii.  356. 

Description  of  tomb  of  Porsenna  at  Ciusiuin  in  Italy, 

Proportion  of  sand  dependent  on  the  nature  of  the  lime. 

ii.  349. 

ii.  357. 

Ei/yplian  Architecture,     i.  351. 

Maceration  of  the  lime  before  working  up,     ii.  357. 

Mexican  Architecture,     ii.  201. 

Limes  of  chalk,  and  lime  stone  or  marble,     ii.  367. 

Pyramid,  Properties  of  the,     ii.  349. 

■Other  substances  used  in  mortar,     ii.  357. 

"         To    measure  the  surface  and  solidity  of  a, 

Sir  Humphrey  Davy  on  lime  cements,     ii.  358. 

ii.  349. 

Hydraulic  cements,  puzzolana  and  tarras,     ii.  358. 

"         Frustum  of,     ii.  349. 

Parker's  cement,     ii.  358. 

Frustum,     i.  435. 

Conversion  of  mortar  into  carbonate  of  lime,     ii.  358. 

Pyramid,  Truncated,     ii.  349. 

Cement,     i.  128. 

Truncated,     ii.  508. 

Lime  Stone,     ii.  107. 

Ptbamidoid,     ii.  349. 

Mortar,     ii.  214. 

Plastering,     ii.  307. 

Quadra,     ii.  350. 

Quire,     ii.  358. 

QUADH.E,      ii.  350. 

Choir,     i.  150. 

Quadrangle,     ii.  350. 

QoiRK,     ii.  358. 

Quadrant,     ii.  350. 

Quirk  Mouldings,     ii.  358. 

Quadrature,     ii.  .350. 

Quoin,  or  Coin,     ii.  358. 

Quadrels,     ii.  350. 

Coin,     i.  175. 

Quadrifores,     ii.  350. 

Quoins,     ii.  358. 

Quadrilateral,     ii.  350. 

t 

QuARipoRTicus,     ii.  350. 

Rabbet,  or  Rebate,     ii.  358. 

Quarrel,     ii.  350. 

Behate,     ii.  360. 

Quarry,     ii.  350. 

Rabbet  Plane,     ii.  358. 

Of  boring    to   ascertain  the  presence  of  the  material 

Plane,     ii.  301. 

/                   sought,     ii.  350. 

Rabbeting,  or  Rebating,     ii.  358. 

Limestone,     ii.  350. 

Rack,     ii.  358. 

Of  the  Kentish  quarries,     ii.  350. 

Radius,     ii.  358. 

"    Common  rag-stone,     ii.  351. 

Rafters,  •  ii.  358. 

"    Hassocky  stone,     ii.  351. 

Roof,     ii.  375. 

"    Petvvorth  marble,     ii.  351. 

Curb  Roof,     i.  217. 

"    Chalk,  localities  where  found,     ii.  351. 

Mechanical  Carpentry,     ii.  143. 

"   Granite       do.             do.,         ii.  351. 

Rag  Stone,     ii.  358. 
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Quarry,     ii.  350. 
Rah,     ii.  358. 

Bailing,     ii.  359. 

IvAiLWAi',  or  Tram  Road,  or  Dram-Road,  or  Waggon- 
way,     ii.  359. 

Origin  and  progress  of,     ii.  359. 
Rain-water  Pipe,     ii.  359. 
Raiser,     ii.  359. 

Staircasiag,     ii.  441 . 

Raising-Pieces,  or  Reason-Pieces,     ii.  359. 
Raking,     ii.  359. 

Raking-Moulding,     ii.  359. 
Rammed  Earth  Buildings,     ii.  359. 

Pine,     ii.  298. 
Ramp,     ii.  3.59. 
Rampant  Arch,     ii.  359. 
Rampart  .-^rch,     ii.  359. 

Rampart,  or  Rampier,  in  fortification,     ii.  359. 

Rami'akt,  ill  Civil  Architecture,     ii.  3G0. 
Ramps,     ii.  31)0. 
Range,  or  IJangino,     ii.  300. 
Rasp,     ii.  3C.0. 
Rate,     ii.  300. 

House,     i.  514. 
Ravelin,     ii.  300. 
Reading  Desk,     ii.  360. 

Eagle,     i.  312. 
Rehate,  or  Rabbet,     ii.  360. 
Recess,     ii.  360. 

Recipiangle,  or  Recipient  Angle,     ii.  360. 
Rectangle,     ii.  360. 

Rectangular,     ii.  360. 

Rectangular,  or  Right-Angle  Triangle,     ii.  301. 

Triangle,     ii.  496. 
Rectification,     ii.  361. 
Rectilinear,  or  Rigiit-Lined,     ii.  361. 
Rectorv,     ii.  .301. 
Redans,     ii.  361. 
Redoubt,  or  Redoubte,     ii.  361. 
Rediction,     ii.  3(;i. 
Refectory,     ii.  301. 
liKFLEX,  or  Reflect,     ii.  361. 
Rkglet,  or  Riglet,     ii.  301. 
Regrating,     ii.  .3()I. 
Regula,     ii.  301. 
Regular  Figure,     ii.  .301. 

Regular  Body,  or  Platonic  Body,     ii.  301. 

Regular  Architecture,     ii.  361. 
Reins  of  a  Vault,     ii.  301. 

Vault,     ii.  51.5. 
Rejointixc,     ii.  301. 
Relation,     ii.  301. 
Relievo,  Relief,  or  Embossment,     ii.  301. 

B'isso-Relievo,     i.  31. 

Relievo,  in  Architecture,     ii.  362. 

Relievo,  in  painting,     ii.  362. 
Renaissance,     ii.  362. 

Italian  Architecture,     ii.  40. 

Tudor  Architecture,     ii.  509 
Reliquary,     ii.  302. 
Rendering,     ii.  3(i2. 

Pargeting,     ii.  263. 

Plastering,     ii.  307. 
Repairing,     ii.  362. 
Reredos,     ii.  302. 
Reservoir,     ii.  362. 
Resistance,  or  Resisting  Force,     ii.  362. 


Resistance  of  Solids,     ii.  302. 

Resistance  of  the  Fibres  of  Solid  Bodies.     Tlieory 
of  the,     ii.  302. 

Tiiblo  of  rehitive  resistances,  or  strengths  of  wood  and 
otiier  b(j(]ies,     ii.  364. 
Resolution  of  Forces,     ii.  365. 

Forces,     i.  421. 
Respond,     ii.  365. 
Resault,     ii.  305. 
Retaining  Wall,     ii.  305. 
Reticulated,     ii.  .305. 

Reticulated  Work,     ii.  30.5. 
Retrenchment,  in  Architecture,     ii.  365. 

Retrenchment,  in  Fortification,     ii.  365. 
Return,     ii.  305. 

Return  Bead,     ii.  395. 
Revels,     ii.  305. 
Revolution,     ii.  305. 

Cone,     i.  188. 
Rhomb,     ii.  305. 

Rhombus,     ii.  365. 
Rho.mboides,     ii.  805. 
Rhombus,  or  Rhomb,     ii.  365. 
Rib,     ii.  305. 

Ribbing,     ii.  365. 
RiBET,     ii.  i365. 
Ribs,     ii.  3ft5. 
Ridge,     ii.  305. 

Ridge  Tile,     ii.  305. 

Tile,     ii.  489. 
Riggen,     ii.  305. 
Right  Angle,     ii.  365. 
Roads,     ii.  365. 

Of  ancient  Roman,     ii.  365. 

McAdam  on  road-mal<iiig,     ii.  306. 

On  the  elasticity  and  hardness  of  roads,     ii.  .'i07. 

Of  foundations  for  roads,     ii.  367. 

Of  niatcrial.s  for  upper  coat  of  a  road,     ii.  367. 

Cleansing  of  roads,      ii.  308. 

E.xperirneuts  in  do,     ii.  308. 

Relative  superiority  of  cube  granite  and  inacadaniized 
roads  considered,      ii.  308. 

Of  tram  roads,     ii.  309. 

Of  wooden  mads,     ii.  300. 

Table  of  costs  of  various  kinds  of  roads,     ii.  309. 
Rod,     ii.  370. 

]{oE  Stone,  or  Oolite,     ii.  370. 
Roll  Moulding,     ii.  370. 
Rolls,  or  Rollers,     ii.  370. 
Roman  Architecture,     ii.  370. 

Of  early  Roman  buildings,     ii.  370. 

Progress  under  the  kings,     ii.  370. 

Rebuilding  of  the  city,     ii.  370. 

Of  roads  and  aijuediicts,     ii.  .')70. 

Villas  of  the  Romans,     ii.  370. 

Marble  first  U'^ed  instead  of  brick,     ii.  370. 

Introduction  of  Gn-eian  art,     ii.  370. 

Of  theatres,     ii.  371. 

W<irks  executed  in  the  reign  of  Julius  Caspar,     ii.  371. 

Progress  of  architecture  ill  reign  of  Augustus,    ii.  371. 

Buildings  of  Nero's  time,     ii.  371. 

Of  the  Coliseum,     ii.  371. 

Buildings  of  the  time  of  Titus,     ii.  .371. 
Do.  do,  Trajan,     ii.  371. 

Do.  do,  Iladri:ui,     ii.  371. 

Rebuilding  of  .lerusalem,     ii.  374. 

Decline  of  Roman  architecture,     ii.  371. 
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Introduction  of  Byzantine  style,     ii.  371. 
Comparative  merits  of  Greek  and  IJoman  architecture, 

ii.  37-2. 
Eiiiploynient  of  the  arch,     ii.  872. 
Of  the  I'aiitheon,  an  example  of  the  introduction  of  the 

dome,     ii.  372. 
Various  other  examples  of  the  circular  form,     ii.  372. 
Adoption  of  this  form  for  tombs,     ii.  373. 
Examples  of  di.to,     ii.  373. 
Circular  temple  at  i>aibec,     ii.  373. 
Characteristics  of  lloinan  architecture,     ii.  373. 
Pantheon,     ii.  25i>. 
Amphitheatre,     i.  3. 
Balbec,     i.  2.5. 
Palmyra,     ii.  254. 
Corinthian  Order,     i.  200. 
Doric  Order,     i.  302. 
Jonic  Order,     ii.  18. 
Roman  Order,     ii.  373. 
Tuscan  Order,     ii.  513. 
KoMAN  Order,     ii.  373. 
Composite  Ordir,     i.  185. 
Order,     ii.  244. 
Composition  of,     ii.  374. 
Table  showing  proportions  of  this  order,     ii.  374. 

EOMAXESQUE  ARCHITECTURE,       ii.  374.  ^ 

lioman  Architecture,     ii.  370. 

Byzantine  Architecture,     i.  ()8. 

Loinbardic  Architecture,     ii.  109. 

Saxon  Architecture,     ii.  400. 

Norman  Architecture,     ii.  234. 
EooD,     ii.  374. 

Rood  Beam,     ii.  374. 

Rood  Loft,     ii.  374. 

Rood  Screen',     ii.  374. 

Rood  Tower,     ii.  374. 
Roof,     ii.  374. 

Of  early  roofs,     ii.  374. 

Dirterent  forms  of,     ii.  375. 

Uefuiilions  of  technical  terms,     ii.  375. 

If  a  heavy  body  a  b  c  d  be  suspended  by  any  two 
inclined  strings  d  e  and  c  f,  in  a  vertical  plane,  a 
right  line  drawn  through  the  intersection  perpen- 
dicular to  the  horizon,  will  pass  through  the  centre  of 
gravity  of  the  body,     ii.  37G. 

Given  tlie  position  in  which  a  body  should  be  placed, 
and  the  position  of  a  plane  supporting  the  body  at 
one  end,  to  find  the  position  of  another  plane  to  sup- 
port itatanothergiven  point,  and  to  find  the  pressure  on 
the  planes,  the  weight  of  the  body  being  given,  ii.  376. 

In  any  roof  constructed  with  two  equal  rafters  only,  as 
the  height  of  the  roof  is  to  half  the  bre'adth  of  the 
Duilding,  so  is  half  the  weight  of  the  roof  to  the  hori- 
zontal thrust,  or  lateral  pressure,     ii.  377. 

If  a  rafter  l)ear  any  weight,  or  have  a  weight  uniformly 
diffused  over  it,  the  force  tending  to  break  it  is  equal 
to  the  co-^ine  of  elevation  multiplied  into  the  w'eight 
divided  l)y  the  radius,     ii.  377. 

To  prevent  the  rafters  of  a  louf  with  a  tie-beam  from 
bending  in  the  middle,  and  to  remove  lateral  pressure 
from  the  walls  when  there  is  no  beam,  ii.  377. 
If  a  roof  be  constructed  with  two  equal  rafters,  with  a 
tie  extending  from  the  bottom  of  each,  to  an  inter- 
mediate point  in  the  opposite  rafter,  and  the  ties 
halved  together  at  their  intersection,  so  as  to  form 
with  the  ratters  a  quadrilateral  and  two  triangles;  to 
find  the  force  tending  to  break  the  rafters,     ii.  378. 


To  remove  the  lateral  pressure  of  a  roof  without  any 

intermediate  beam,  brace,  or  strut,     ii.  378. 
Given  the  construction  of  a  roof  of  which  imt  inoiv  than 
three    timbers    meet    at    the  sanii'  junction,  and  a 
force  in   the  direction  of  any  one  of  the  timbers,  to 
find  the  forces  communicated  to  the  other  timbers,  so 
that  the  roof  shall  be  in  cquilibrio,     ii.  379. 
Given,  the  lengths  of  the  lafiers  of  a  roof,  and  their 
angles  of  position,  to  find   those  angle-;  that  require 
ties,  and  those  which  require  struts,     ii.  379. 
To  discover  the  effect  of  bracing   the  angles  of  a  roof 
flat  on  the  top,  supported  by  puncheon^  at  the  bottom 
of  the  rafters  to  accommodate  a  semicircular  ceiling 
within,     ii.  309. 
Mode  of  constructing  roofs,     ii.  380. 
Strength  of  materials,     ii.  380. 
Description  of  roof  of — 

"  Chapel  of  Greenwich    hospital, 

ii.  381. 
"  S.      Paul's      Covcnt      Garden, 

ii.  381. 
"  Old  Drury  Lane  Theatre,  ii.  381. 

"  Covcnt  Garden  Theatre,  ii.  381. 

"  Present    Drury    Lane    Theatre, 

ii.  381. 
"  Church    of  St.     Martin    in   the 

Fields,     ii.  381. 
"  Basilica   of  St.    Paolo  fuori    le 

mura,     ii.  382. 
"  Croydon  Railway  Station,  Lon- 

don,    ii.  382. 
«  Christ's  Hospital,     ii.  382. 

"  Exeter  Hall,     ii.  382. 

"  St.    George's    Hall,  Liverpool, 

ii.  383. 
To  find  the  scantling  of  a  king-post,     ii.  383. 
"  a  queen  post,     ii.  383. 

"  tie-beams,     ii.  383. 

"  principal  rafters,     ii.  383. 

"  when    there    is    a    king-post  in 

middle,     ii.  383. 
"  when  there  are  two  queen-posts, 

ii.  383. 
"  straining-beams,     ii.  383. 

"  struts  and  braces,     ii.  383. 

"  purlins,     ii.  384. 

"  common  rafters,     ii.  384. 

Description  of  roof  of  ri  ling-house,  Moseosv,     ii.  384. 
Of  roof  designed  by  Betlancourt,     ii.  384. 
Of  roofs  of  10th  century  by  Philibertde  Lorme,    ii.  384. 
Example  of  do.,  at  Panthe<in,  Oxford-street,     ii.  384. 
Colonel  Emy's  improvements  on  Phi libert's  roof,  ii.384. 
Description  of  the  earliest   roof  of  this  kind  erected  at 

Marac,  near  Bayoune,     ii.  384. 
Construction  of  roof  of  transept  at  Great  Exhibition, 

ii.  385. 
Description  of  M.   Laver's  system  of  construction  of 

roofs,     ii.  385. 
Of  open  Gothic  roofs  of  Middle  •■Vges,     ii.  386. 
Examples  of  a  later  date,     ii.  386, 
Hammer-beam  roofs  of  15th  and  I6th  century,     ii.  386. 
Description  of  roof  at  Hampton  Court,     ii.  386. 

"  Westminster  Hall,     ii.  380. 

Of  iron  roofs,     ii.  387. 
Roof  of  arrival  and  departure -shed,  Euston  Grove, 

ii.  387. 
Roof  of  engine-house,  Camden  Town,     ii.  387. 
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Examples  of  iron  roofs,     ii.  387. 

1 

Rustic  Work,  Frosted,     ii.  394. 

Description  of  roof  of  Geological  Museum,  Piccadilly,  ] 

Rustic  Work,   Vermiculated,     ii.  394. 

ii.  388. 

«              "         Palm    House, 

Kew 

G 

irdens. 

Sacellum,     ii.  305. 

ii.  388. 

Sacrarium,     ii.  395. 

"             "         over    railway  - 

station 

» 

Lime- 

Sacringe,  or  Sanctus  Bell,     ii.  395. 

street,  Livei 

pool, 

ii. 

388. 

Sacristv,  or  Vestry,     ii.  305.                                                        , 

Nasmyth's  fire  proof  flooring  and  rooling,     ii. 

380.          1 

Saddle  backed  Coping,     ii.  395. 

Of  the  coverings  of  roofs,     ii.  389. 

Sag,  or  Sagging,     ii.  395. 

Table  showing  the  weight  per  square 

of  100  feet  for  | 

Sagitta,  in  Architecture,     ii.  395. 

dili'erent  liinds  of  covering,     ii.  3i)(). 

Sagitta,  in  Geometry,     ii.  395. 

Construetion  of  domes,     ii.  300. 

Sagitta,  in  Trigonometry,     ii.  39.5. 

Of  the  dome  of  St.  Paul's,  London,     ii 

301. 

Saint  Peter's,     ii.  395. 

Dome,     i.  275. 

Of  the  Circus  of  Caius  formerly  occupying  the  present 

Curb  Roof,     i.  217. 

site  of  St.  Peter's,     ii.  305. 

Vaulting,     ii.  515. 

Description  of  the  Basilica  Vaticana,     ii.  305. 

Mechanical  Carjientri/,      li.  143. 

Of  the  dillerent  architects  engaged  on  the  New  Basilica, 

Roof,  Hipped,     ii.  31*1. 

ii.  305. 

Hip  Roof,     i.  496. 

Bramante,     i.  43. 

Rooking,     ii.  301. 

Bonarotti,     i.  38. 

Room,     ii.  301. 

Description  of  the  exterior,     ii.  395. 

Apartment,     i.  8. 

"                    interior,     ii.  30(). 

Baildiitij,     i.  65. 

Of  the   altar   called   the   confessional   of  llu!   apostles, 

Rose,     ii.  301. 

ii.  306. 

Rose  Window,     ii.  301. 

Of  bronze  canopy   erected  over  ditto  by  Urban  VIII., 

Rostrum,     ii.  391. 

ii.  ^. 

RoTONDO,  or  Rotunda,     ii.  301. 

Of  the  grand  cupola,     ii.  396. 

Rough  Cast,  or  Rough  Casting,     ii.  301. 

"     galleries  for  exhibiting  sacred  relics,     ii.  396. 

Flustering,     ii.  308. 

"     grotto  Vaticani,     ii.  306. 

Round  Church,     ii.  301. 

"     piazza  of  the  Vatican  Basilica,     ii.  307. 

Examples  of,     ii.  391. 

"     Egyptian  Obelisk  in  the  centre  yf  do.,     ii.  307. 

Origin  of  this  form,     ii.  391. 

"     fuuntains  iu  do.,     ii.  307. 

Round  Towers,     ii.  302. 

Saliant,     ii.  307. 

Dimensions  and  construction  of,  by  Mr. 

Petrie, 

ii.  302. 

Sallt,      ii.  397. 

On  the  origin  and  use  of,     ii.  392. 

Sally  Ports,  or  Postern  Gates,     ii.  307. 

Examples  of  in  Ireland,     ii.  393. 

Saloon,     ii.  397. 

Scotland,     ii.  303. 

Sanctuary,     ii,  307. 

"             France,     ii.  393. 

Chancel,     i.  141. 

RuniiLE  Work,     ii.  303. 

Sand,     ii.  307. 

RUDENTUKE,      ii.  393. 

Puzzolana,     ii.  346. 

RUDERATION,      ii.  393. 

S.\ND  Stone,     ii.  308. 

Ruins,     ii.  393. 

Of  red  sand  stone,     ii.  308. 

Rule,  or  Ruler,     ii.  393. 

Sangallo,  Antonio  de,     ii.  308. 

Rule,  Parallel,     ii.  303. 

Sap,  in  Building,     ii.  308. 

Parallel,     ii.  261. 

Sap,  in  Military  Art,     ii.  398. 

Instruments,     ii.  12. 

Saphkta,     ii.  398. 

Rule,  Carpenter's  Joint,     ii.  394. 

Sofit,     ii.  434. 

Use  of  the  Carpenter's  Joint,     ii.  394. 

Saracenic  Architecture,     ii.  398. 

Instruments,     ii.  17. 

Moorish  Architecture,     ii.  208. 

The   breadth  of  any  surface,  as  board, 

glass,  &c 

,  being 

Sarcophagus,     ii.  398. 

given,  to  find  how  much  in  length  wi 

[1  make 

a 

square 

Sash,     ii.  308. 

foot,     ii.  304. 

Sash  Frame,     ii.  398. 

Use  of  the   table  at  the   end    of  the 

board 

-measure. 

Construction  of,     ii.  308. 

ii.  304. 

Saw,     ii.  300.- 

Use  of  the  line  of  timber-measure,     ii. 

394. 

Of  the  [lit  saw,     ii.  300. 

Sliding  Rule,     ii.  434. 

"     bow  saw,     ii.  400. 

Rule,  Bow,     ii.  304. 

"     ripping  saw,     ii.  400. 

RiLER,  Parallel,     ii.  394. 

"     half  ripper,     ii.  400. 

Ins(rum.ents,     ii.  12. 

"     hand  saw,     ii.  400. 

Rustic,     ii.  304. 

"     ]ianel  saw,     ii.  400. 

Rustic  Chamfered,     ii.  394. 

"     tenon  saw^     ii.  400. 

Rustic  Coins,     ii.  394. 

"     sash  saw,     ii.  400. 

Quoins,     ii.  358. 

"     dovetail  saw,     ii.  400. 

Rustic  Frieze,     ii.  394. 

"     compass  saw,     ii.  400. 

Frieze,     i.  434. 

"     kev-hole,  or  turning  saw,     ii.  400. 

Rustic  Order,     ii.  304. 

Saw-Pit,     ii.  400. 

Rustic  Work,     ii.  394. 

Sawyers,     ii.  400. 
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Saxon  Architecture,     ii.  400. 
Its  origin,     ii.  400. 
History  and  early  examples,     ii.  400. 
St.  Jlailin's,  Christ  Church,  Canterbury,     ii.  400. 
St.  Paul,  Londiin,     ii.  401. 
St.  Andrew,  Rochester,     ii.  401. 
Westminster  Abbey,     ii.  401. 
Timber  Church  at  York,     ii.  401. 

Church  at  Southwell,  Notts,  built  by  Paulinus,  ii.  401 . 
Church  at  Bartun-on-IIuniber.  built  by  St.  Chad,  ii.  401. 
First    introduction  of  glazed  windows  into    England, 

ii.  401. 
Church  of  polished  stone  af  Kipon,     ii.  401. 
Church  at  Hexham,     ii.  401. 

Monasteries  of  Monkwearmouth  and  Jarrow,     ii.  401. 
Abbey  of  Malmsbury,     ii.  401. 
Church  of  St.  Peter,  York,  rebuilt,     ii.  401. 
Cathedral,     i.  115. 
New  Church  at  York,     ii.  401. 
St.  Peter,  Oxford,  erected  by  Grimbald,     ii.  402. 
Cathedral  at  Winchester,     ii.  402. 

"  Durham,     ii.  402. 

Monasteries  erected  during  St.  Dunstan's   episcopate, 

ii.  402. 
Number  of  churches  erected  during  the  Saxon  period, 

ii.  402.  ^ 

Their  appearance,  mode  of  construction,  &c.,     ii.  402. 
Mode  of  buildini;  divided  into  two  classes,     ii.  402. 
Description  of  churches  built  of  timber,     ii.  402. 
Greenstead  Church,  Angre,  Essex,     ii.  403. 
Traditions  respecting  body  of  St.  Edmund,     ii.  403. 
Introduction  of  stone  churches,     ii.  403. 
Manner  in  which  they  were  built,     ii.  403. 
Consecration  of  heathen  temples  to  Christian  worship, 

ii.  403. 
Of  the  existence  of  such  temples  in  Britain  previous  to 

St.  Augustine's  appearance,     ii.  403. 
Ancient  Roman  churches  in  Britain,     ii.  403. 
Piogress    of  architecture  in  Britain,  after  the  Roman 

manner,     ii.  404. 
Form  of  Sa.xon  churches,     ii.  404. 
Of  the  present  existence  of  buildings  of  a  date  prior  to 

the  Conquest,     ii.  404. 
Church  at  Iver,  Bucks,  an  instance  of  ditto,     ii.  404. 
As  to  the  existence  in  P^ngland  of  a  style  distinct  from 

Norman,  prior  to  the  Conquest,     ii.  405. 
Church  at  Earls-Barton,  Northamptonshire,     ii.  405. 
"         Barton-on-Humber,  Lincolnshire,     ii.  405. 
"         of  Kirkdale,  Rydalc,  North  Riding  of  York- 
shire,    ii.  405. 
Saxon  inscription  therein,     ii.  405. 
Ditto,  Aldborough  Church,  Yorkshire,     ii.  40G. 
Ditto,  found  at  Deerhurst  and  .Jarrow,     ii.  400. 
Date  of  churches  at  Jarrow  and  Monkwearmouth,  ii.  406. 
Church  at  Brixworth,  in  Northamptonshire,     ii.  406. 
Architectural  peculiarities  of  the  Saxou  style,     ii.  406. 
Lombardic  Architecture,     ii.  109. 
Of  Saxon  masonry,     ii.  406. 
"         arches,     ii.  407. 
"         imposts,     ii.  407. 
"         doorways,     ii.  407. 
"         window's,     ii.  407. 
"         vaulting,     ii.  407. 
List  of  churches  in  which  Saxon  remains  are  supposed 

to  exist,     ii.  407. 
Church,     i.  179. 

SOABELLTM,      ii.  407. 


Scaffold,     ii.  407. 

SCAGLIOLA,      ii.  408. 

Plastering,     ii.  310. 
Scale,     ii.  408. 

Iitstrumcnts,     ii.  15. 

Plotting  Scale,     ii.  311. 
Scalene  Tui angle,     ii.  408. 

SCAMILLI   I.MI'.MIES,       ii.  408. 

Pedestal,     ii.  209. 
Scamozzi,  Vicenzo,     ii.  408. 

SCANDUL.E,      ii.  408. 

Scaxdulakii,     ii  408. 
Sc.\NTLiso,     ii.  408. 

Scantling,  in  Masonry,     ii.  408. 
SciPE,     ii.  408. 
ScAppLE,     ii.  408. 
Scarfing,     ii.  408. 

Carpentry,     i.  90. 

Constructive  Carpentry,     i.  194. 

SCENOGRAPHY,       ii.  408. 

SCENOGRAPIIV  OF  A  Ptuamid,      ii.  408. 

Scheme,     ii.  408. 

Scheme  Akch,  or  Skene  Arch,     ii.  408. 

Arch,     i.  12. 
Scuofeet     ii.  408. 

Soffit,     ii.  434. 
ScfiOLU'M,     ii.  408. 
Sciagraphy,  or  Sciography,     ii.  408. 
SciMA,     ii.  408. 

Mouldings,     ii.  221. 
Scolloped  Moulding,     ii.  409. 
ScoPAs,     ii.  409. 
Scotia,     ii.  409. 

Mouldings,  ii.  221. 
Scratch  Work.  ii.  409. 
Screen,     ii.  409. 

Rood  Screen,     ii.  374. 
Screen,     ii.  409. 
Screw,     ii.  409. 

Treatise  on,     ii.  409. 
Scribing,     ii.  409. 

Scribing,  in  Joinery,     ii.  409. 
Scroll,     ii.  409. 

Volute,     ii.  519. 

ScULPTURR,      ii.  409. 
Scutcheon,     ii.  409. 
SCYRRM  Marmor,      ii.  410. 
Sealing,     ii.  410. 
Seasoning  Timueu,     ii.  410. 

By  immersion  in  water,     ii.  410. 

Tlie  unfitness  of  such  timber  for  use,  and  disadvantages 

resulting  from  such  pra<tice.     ii.  410. 
Directions  for  dry-scasoiiin;;,     ii.  410. 
Directions  to  be  observed  in  laying  floors  with  timber 
that  has  been  first  soaked  in  water,  and  then  exposed 
to  the  summer  sun,     ii.  410. 
Particulars  to  be  attended  to  in  seasoning  wood,     ii.  410. 
Charring  of  timber,     ii.  410. 
Observations  of  Mr.  Wilson  on  seasoning  of  timber, 

ii.  410. 
Langton's  method  of  do.,     ii.  41 1. 
Of  smoke-drying  and  charring  of  timber,     ii.  411. 
On  Kvan's  patent,     ii.  411. 
"  Sir  W.  Burnett's,     ii.  411. 
Sec.vkt,     ii.  411. 
Secretarium,     ii.  411. 
Sacristy,     ii.  395. 
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Section  of  a  BuiLoiNG,     ii.  412. 

Section  of  a  Solid,     ii.  412. 

Stereotomtj,     ii.  444. 
Sections,  Conic,     ii.  412. 

Conic  Sections,     i.  189. 

Sections  of  Cylindeks,     ii.  412. 

Cylinders,     i.  221. 
Sector,     ii.  412. 

Instruments,     ii.  16. 

Sector  of  a  Circle,     ii.  412. 
Sedilia,     ii.  412. 
Segment,     ii  412. 

Segment  of  a  Circle,     ii.  412. 

Mensuration,     ii.  107. 
Sell,     ii.  412. 

Sill,     ii.  430. 
Semicircle,     ii.  412. 

Circle,     i.  102. 
Semicircular  Arches,     ii.  412. 
Sehtizon,  or  Septizonii'm,     ii.  412. 
Sepulchral,     ii.  412. 

Sepulchral  Chapel,     ii.  412. 

Chantry  Chapel,     i.  142. 

Sepulchral  Column,     ii.  412. 

Column,     i.  182. 

Sepulchral  Monument,     ii.  412. 
Sepulchre,     ii.  412. 
Sekaolio,     ii.  412. 
Seklio,  Sebastiano,     ii.  412. 
Sesspool,  or  Cesspool,     ii.  413. 
Set-off,     ii.  413. 
Setting,     ii.  413. 

Setting-out  Rod,     ii.  413. 
Severy,     ii.  413. 
Sewer,     ii.  413. 
Sewerage,     ii.  413. 

Necessity  of  attending  to  general  principles,     ii.  413. 

Ohjects  to  be  eifeeloJ  by  diuinage,     ii.  413. 

Application  of  sewage  as  a  manure,     ii.  413. 

Of  liquid  sewage  manure,     ii.  414. 

Of  dry  do.,     ii.  414. 

De-odorization  and  disinfection  of  sewage,     ii.  414. 

Commercial  value  of  sewage-manure,     ii.  414. 

Difficulty  of  getting  rid  of  sewage,     ii.  414. 

Employment  of  natural  channels,     ii.  414. 

Of  tidal  rivers,     ii.  414. 

Mctiiods  of  proceeding  wiien  tiie  sewage  is  to  be  applied 
as  a  manure  in  a  liquid  state,     ii.  415. 
"  in  a  dry  state,     ii.  41.5. 

Preparation  of  preliminary  plans,  sections,  borings,  &c., 
ii.  415. 

Methods  to  be  adopted  in  laying  out  a  system  of  drain- 
age,    ii  416. 

Of  house  and  surface-drainage,     ii.  416. 

Of  the  proper  size,  or  capacity  of  sewers,     ii.  410. 

E.xperiments  on  do.,      ii.  410. 

Table  showing  results  of  experiments,     ii.  417. 

Evidence  of  Mr.  Phillips  on  the  size  of  sewers,    ii.  417. 
"  Mr.  Uoe  "  ,     ii.  418. 

Observations  on  flow  of  water  in  the  Fleet  sewer,  ii.4l8. 

Table  of  gaugings  of  sewers,     ii.  418. 

Comparison  as  regards  the  efficiency  of  large  and  small 
sewers,     ii.  419. 

Experiments  on  the  flow  of  water  through  various-sized 
pipes,     ii.  419. 

Table    showing    the  quantity  of  solid  matter  held  in 
suspension,     ii.  420. 


Objections  against  the  use  of  sin:dl  pi[>es,     ii.  420. 
Consideration  of  objections,     ii.  420. 
Sei'aiaiioM  <jf  house  and  surface-drainage,     ii.  420. 
Of  the  employment  ami  pro])er  size  of  pipes,     ii    420. 

"  "  of  brick  sewers,  i  i.  42 1 . 

Forms  of  sewers,     ii.  421. 
Materials  of  do.,     ii.  421. 
Of  form,  &c.,  of  pipe-<;ewers,     ii.  421. 
Table  showing  comparative  time  of  run  of  water  through 

Virick  drains  and  glazed  pipes,     ii.  422. 
Of  rate  of  inclination,     ii.  422. 
"  junctions,     ii.  422. 
"  ventilation  of  sewers,     ii.  423. 
"  side-entrances,     ii.  423. 
"  gullies,     ii.  423. 
"  house-drainage,     ii.  423. 
"  back  and  front  drainage,     ii.  423. 
"  the  size  of  house-drains,     ii.  424. 
Sexageslmal,     ii.  424. 
Sexagon,  or  Hexagon,     ii.  424. 
Suauowinu,     ii.  424. 

Directions  for  preparing  paper,     ii.  424. 
"  for  mixing  Indian  ink,     ii.  424. 

"  for  drawing  outline,      ii.  424. 

"         for  laying  on  shadowing  colour,     ii.  424. 
SnAri*Brs,  Doctrine  of,     ii.  424. 

To  flna  the  shadows  upon  the  surfaces  of  bodies  occa- 
sioned by  the  |iri\ation  of  the  sun's  rays,  ii.  424. 
Given  the  vanishing  line  of  a  plane,  the  vanishing-jioint 
of  the  sun's  rays,  the  vanishing-point  of  the  seat  of 
a  ray  on  the  plane,  the  representation  of  a  point 
in  space,  and  the  representati'in  (jf  the  seat  of  the 
point  in  the  plane  whose  vanishing-line  is  given ; 
to  find  the  representation  of  the  shadow  upon  the 
plane  of  the  picture,  ii.  424. 
Given  the  inclination  of  a  plane  to  the  plane  of  the 
picture,  both  being  pei'pendicular  to  the  original 
plane,  and  the  seat  and  inclination  of  a  straight  line 
in  the  plane  of  the  horizon  ;  to  determine  the  vanish- 
ing-]ioii]t  of  the  seat  of  the  line  on  the  vertic.d  plane, 
and  the  vanishing-point  of  the  line,  ii.  425. 
To  find  the  shadow  of  a  cylinder  lying  with  its  convex 

surface  upon  a  horizontal  plane,     ii.  425. 
To  find  the  shadow  of  one  cylinder  upon  another.    The 
cylinder  which  throws  the  shadow,  and  that  on  which 
the  shadow  is  thrown,  being  placed,  the  firmer  with 
its  end  and  thi'  latter  with  its  convex  surface  upon 
the  same  horizont;d  plane,     ii.  425. 
To  find  the  shadow  of  a  building  with  a  break,     ii.  426. 
Projection,     ii.  328. 
To  find  the  vanishing-line  of  a  pole  upon  several  planes, 

ii.  420. 
Of  shadows  projected  from  a  given  point,  as  by  the  light 

of  a  candle  or  lamp,     ii.  427. 
Given    the  representation  of  three  rectangular  planes 
forming  a  solid  angle;  the  representation  of  a  point 
of  light  or  candle,  and  the  seat  of  the  light  on  one  of 
the  planes;  to  find  the  seat  of  the  light  on  the  other 
two  planes,     ii.  428. 
Given   the  representation  of  a  line  perpendicular  to  the 
original  of  the  plane,  and  the  vanishing  point  of  the 
line,  and   the  point  where  the  line   meets  the  plane, 
a  luminous  point  with  its  seat  also  upon  the  plane; 
to  find  the  shadow  of  the  line  upon  the  said  plane, 
ii.  428. 
Shaft,     ii.  428. 

Column,     i.  179. 
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To  represent  a  fluted  column,  the  height  of  the  culuinn, 
its  diameter  at  the  bottom,  and  the  ratio  ot"  tlie  two 
diatueteis  being  given,     ii.  428. 

Several  methods  of  drawing  coluniiis,     ii.  428. 

Shaft  of  a  Chimxey,     ii.  429. 

Chimney,     i.  144. 

Shaft  of  a  King-Post,     ii.  429. 
Shafted  Impost,     ii.  429. 
Shake,  or  Shaken,     ii.  429. 
SiiAKV,  or  Shaken,     ii.  429. 
Sham  J)oor,     ii.  429. 

Door,     i.  288. 
Shank,     ii.  429. 
Sheers,     ii.  429. 
Sheet  Lead,     ii.  429. 

Plumbery,       ii.  312. 
Shelves,     ii.  429. 
Suides,  or  Shingles,     ii.  429. 

Shingles,     ii.  429. 
Shingles,     ii.  429. 
Shingling,     ii.  429. 

Slating,     ii.  431. 
Shoar,  or  Shore,     ii.  429. 

Shoar  Dead,     ii.  429. 
Shoaking,     ii.  430. 

Shoar,     ii.  429.  y^ 

Shoe,     ii.  430. 
Shoot,     ii.  430. 
Shooting  Board,     ii.  430. 
Shoulder  of  a  Tenon,     ii.  430. 
Shouldering  Pieces,     ii.  430. 

Brackets,     i.  42. 
Shread  Head,  or  Jerkin  Head,     ii.  430. 

Jerkin  Head,     ii.  55. 
Shredings,     ii.  430. 

Furrings,     i.  436. 
Shrine,     ii.  430. 
Shrinking,     ii.  430. 
Shutters,     ii.  430. 

Joinery,     ii.  68. 

Boxings  of  a  Window,     i.  4L 

Sash  Frame,     ii.  398. 
Side  Posts,     ii.  430. 

Side  Timbers,     ii.  430. 

Purlins,     ii.  346. 

Side  Wavers,     ii.  430. 

Purlins,  ii.  346. 
Sill,  or  Cill,  ii.  430. 
Sima,     ii.  430. 

3fouldings,     ii.  22L 

Sima  Inversa,     ii.  430. 

Mouldings,     ii.  221. 

Sima  Recta,     ii.  430. 

Mouldings,     ii.  221. 

Sima  Reversa,     ii.  430. 

Mouldings,     ii.  221. 
Similar  Figures,     ii.  430. 
Single  Floor,     ii.  430. 

Naked  Flooring,     ii.  224. 

Single  Frame  and  Naked  Floor,     ii.  430. 

Single  Hung,     ii.  431. 

Single-joist  Floor,     ii.  431. 

Single  Joists,     ii.  431. 

Single  Measure,     ii.  431. 
Site,     ii.  431. 
Skew  Arch,     ii.  431. 

Stone  Bridge,     ii.  462. 


Skew  Table,     ii.  431. 
Skiktinus,  or  Skirting  Board,     ii.  431. 
Skirts,     ii.  431. 
Skrekn,     ii.  431. 
Skylights,     ii.  431. 
Slau,     ii.  431. 
Slate,     ii.  431. 
Slating,     ii.  431. 

Different  kinds  of  slates,  tabic  of  diflercnt  sizes  of  slate, 
together  with  technical  terms  by  which  each  size  is 
distinguished,     ii.  431. 
Of  patent  slate,     ii.  432. 
Preparation  of  slates  for  roofing,     ii.  432. 
Preparation  of  roof  for  slating,     ii.  432. 
Mode  of  laying  slates  for  roofing,     ii.  4.32. 
Mode  of  slating  with  patent  slate,     ii.  432. 
Of  slaters'  tools,     ii.  433. 
Of  the  sai.xe,     ii.  433. 
"         ripper,     ii.  433. 
"         hammer,     ii.  433. 
"        shaving-tool,     ii.  433. 
"         strength  of  slate,     ii.  433. 
Its  applicability  to  different  kinds  of  work,     ii.  433. 
Measurement  of  slaters'  work,     ii.  433. 
Table  of  comparative  sizes  and  weight  of,     ii.  433. 
Sleepers,     ii.  433. 
Sliding  Rule,     ii.  434. 

Carpenter's  Itule,     i.  77. 
Examples  of  use  of,     ii.  434. 
Slit  Deal,     ii.  434. 
Smoothing  Plane,     ii.  434. 

Plane,     ii.  299. 
Snacket,     ii.  434. 
Snipe's  Bill,     ii.  434. 
Socket  Chisel,     ii.  4.34. 
Socle,  or  Zocle,     ii.  434. 
Soffita,  Soffit,  or  Sofit,     ii.  434. 
Soffit,  or  Sofit,     ii.  434. 
Soffits,     ii.  434. 

Envelope,     i.  387. 

To  find  the  soffit  of  the  opening  of  a  window  in  a 

straight  wall,     ii.  434. 
To   find  the  soffit  of  the  opening  of  a  window  of  the 
same  width  as  the  fnrnier,  in  a  circular  wall,     ii.  434. 
To  find  a  circular  soffit  in  flewing  jambs,     ii.  434. 
To   find  a  circular  soffit  in   a  circular  wall,  which   is 

flewing  on  the  jambs,  and  square  at  top,     ii.  43.5. 
To  find  a  circular  Hewing  soffit  in  a  circular  wall,  ii.  43.5. 
To  find  a  circular  flowing  and  winding  soffit  in  a  straight 

wall,     ii.  4,3.5. 
To  find  a  cylindrical  soffit,  cutting  obliquely  through 

a  straight  wall,     ii.  4.35. 
To  find  a  cylindrical  soflit  in  a  circular  wall,     ii.  435. 
Description  of  a  cono-cuneoidal  soffit  in  a  circular  wall, 
ii.  435. 

"  of  a  conical  soffit  in  a  cylindric  wall,  ii.  435. 

"  of  a  conical  soffit  in  a  circular  wall,     ii.  435. 

"  of  acuno-cuneoidal  soflit  in  do.,     ii.  435. 

Soils,     ii.  4.36. 
Sill,    ii.  430. 

Soils,  in  Roofing,     ii.  436. 
Principal  Rafters,     ii.  323. 
Soldering,     ii.  436. 
Solid,     ii.  436. 

Dodecahedron,     i.  274. 
Icosahedron,     ii.  1. 
Octahedron,     ii.  242. 
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Tetrahedron,     ii.  484. 
Ciihe,     i.  21(5. 
Solid  Ancle,     ii.  436. 

Comparison  of  solid  angles,     ii.  436. 
Solid  Shoot,     ii.  436. 
Water  Shoot,     ii.  522. 
SoLiNE,     ii.  436. 
SoRTANT  Angle,     ii.  436. 

Salient  Angle,     ii.  397. 
SosTRATUs,     ii.  436. 
SouFFLOT,  James  Germain,     ii.  436. 
Sound  Board,     ii.  436. 

So0ND  Boarding,     ii.  436. 
Span,     ii.  437. 
Spandrel,     ii.  437. 
Spandrel  Bracketing,     ii.  437. 

Given  the  plan  of  a  square  room  to  be  covered  or 
vaulted  with  spandrel  bracketing,  and  the  vertical 
section  of  the  cone  whose  plane  passes  through  the 
a.xis  of  the  room,  and  through  the  intersection  of  two 
adjoining  walls  ;  to  find  the  figure  of  the  springing 
on  the  walls,  so  that  the  faces  of  the  brackets  may  be 
in  the  surface  of  a  solid,  formed  by  revolving  the 
given  .section  from  its  place  in  the  angle,  round  the 
axis  of  the  room,  until  it  makes  a  revolution,  ii.  437. 
Given  the  plan  of  an  oblong  room  to  be  covered  or 
vaulted  with  spandrel  bracketing,  the  ceiling-line  and 
ellipsis  inscribed  in  the  plane,  and  a  section  of  the 
cove  through  the  diagonal  perpendicular  to  the  ceil- 
ing-line ;  to  find  the  spandrels  of  the  bracketing,  such 
that  they  may  be  the  intersections  made  by  the  planes 
of  the  four  walls,  with  the  cin-ved  surface  of  a  solid 
generated  by  the  given  section,  moving  always  per- 
pendicular to  the  ceiling-line,  which  passes  through 
the  upper  extremity  of  the  curve  of  the  generating 
section  ;ind  tlie  lower  extremity,  always  in  a  horizon- 
tal plane,  ii.  437. 
Given  the  plan  of  a  rectangular  room  to  be  covered 
■with  spandrel  bracketing,  supposing  the  surface  of 
the  solid,  with  which  the  faces  of  the  brackets  are 
to  coincide,  to  be  an  ellipsoid,  the  base  of  the  span- 
drel solid,  a  section  passing  through  its  axis,  ii.  437. 
Given  the  springing  line  of  one  of  the  ends,  which  is 
a  section  perpendicular  to  the  fixed  axis;  to  find  the 
springing-line  upon  the  sides,  so  that  they  may  be  of 
the  same  height  with  that  upon  the  ends,  and  also 
the  curves  of  the  ribs,  ii.  437. 
Span  Piece,     ii.  438. 

Collar  Beam,     i.  175. 
Span  Roof,     ii.  438. 
Species  of  Temples,     ii.  438. 

Temple,     ii.  438. 
Specification,     ii.  438. 
Specific  Gravity,     ii.  438. 

The  weight  and  specific  gravity  of  a  body  being  given  ; 

to  find  its  magnitude,     ii.  4.38. 
Specific  gravity  and  magnitude  of  a  body  being  given  ; 

to  find  its  weight,     ii.  438. 
Properties  relating  to  specific  gravity,     ii.  438. 
To  find  the  specific  gravity  of  a  body,     ii.  438. 

"  "  when    the  body   is  heavier 

than  water,     ii.  438. 
"  "  when    the    body  is   lighter 

than  water,     ii.  438. 
"  "  when  the  specific  gravity  of 

the    fluid    is    required, 
ii.  438. 


Table  of  specific  gravities  of  bodies,     ii.  439. 
Spere,     ii.  4.39. 
Sphere,     ii.  4.39. 

To  find  the  solidity  of,     ii.  439. 
To  find  the  superficies  of,     ii.  439. 
Spherical  Bracketing,     ii.  439. 

Plastering,     ii.  307. 
Spheroidal  Bracketing,     ii.  440. 
Sphinx,     ii.  440. 
Spiral,     ii.  440. 

Volute,     ii.  519. 
Spire,     ii.  440. 
Spital,     ii.  4 10. 
Splayed,     ii.  440. 

Spring  Bevel  of  a  Rail,     ii.  440. 
Springed,     ii.  440. 
Springing  Course,     ii.  440. 
Square,     ii.  440. 

Square  Shoot,     ii.  440. 
Water  Shoot,     ii.  .V22. 
Square  Staff,     ii.  440. 
Squaring  IIandr.uls,     440. 
Hand  Bailing,     i.  487. 
Squaring  of  a  Piece  of  Stuff,     ii.  440. 
Squinch,     ii.  441. 
Squint,     iiM41. 
Stable,     ii.  441. 
Stadium,     ii.  441. 
Staff  Bead,     ii.  441. 
Stained  Glass,     ii.  441. 

On  the  early  use  of,     ii.  441. 

Stained  glass  of  the  Early  English  period,     ii.  441. 
"  in  the  Decorated  Style,     ii.  441. 

"  of  the  Perpendicular  period,     ii.  441. 

Staircase,     ii.  441. 
Stairs,     ii.  441. 

Proportions  of,     ii.  441. 
Stairs,  Straight,     ii.  442. 
Stairs,   Winding,     ii.  442. 
Stalk,     ii.  442. 
Stall,     ii.  442. 

Stall,  a  fixed  seat,     ii.  442. 
Stanchion,     ii.  442. 
Stanchions,  or  Puncheons,     ii.  442. 

Studs,     ii.  480. 
Standards,     ii.  442. 

Standards,  in  Joinery,     ii.  442. 
Staple,     ii.  442. 
Starlings,     ii.  442. 
Staves,  in  Joinery,     ii.  442. 

Staves,  or  Rounds,     ii.  442. 
Stay  Bar,     ii.  442. 
Steel,     ii.  442. 

On  the  tempering  of,     ii.  443. 
Cast  steel,     ii.  443. 
Steeple,     ii.  44.3. 
Stench  Trap,     ii.  443. 
Steps,     ii.  443. 

Stereobata,  or  Stereob.\tes,     ii.  443. 
Stereographic  Projection  of  the  Sphere,     ii.  443. 
Stereography,     ii.  443. 
Slereotomy,     ii.  444. 
Definitions,     ii.  443. 
Stereometry,     ii.  444. 
Cylinder,     i.  221. 
Globe,     i.  449. 
Sphere,     ii.  439. 
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Properties  of  planes  and  solids  demonstrated  in  11th 
booi\  of  KiieliU's  Jileiuents,  usel'iil  in  JStereolomy, 
ii.  441. 

To  draw  a  straight  line  perpendicular  to  a  plane  from 
a  given  point  in  space  above  the  |)laae,     ii.  444. 

To  erect  a  straight  line  at  right  angles  to  a  given  plane, 
from  a  given  point  in  the  plane,     ii.  4-14. 

Properties  of  solids,     ii.  4 15. 

General  principles  of  construction,     ii.  445. 

In  a  right-angled  trihedral,  are  given  the  two  sides 
containing  the  right  angle  ;  to  tind  the  acute  angles 
and  the  side  or  hypolhenuse  which  subtends  the 
right  angle,     ii.  445. 

Given  one  of  the  sides  containing  the  right  angle  and 
the  angle  opposite;  to  find  the  remaining  side  which 
contains  the  right  angle,     ii.  445. 

Given  one  of  the  sides  containing  the  right  angle  and 
the  inclination  or  angle  adjacent;  to  lind  the  remain- 
ing side  which  contains  the  right  angle,     ii.  415. 

Given  two  sides  and  the  contained  angle  ;  to  find  the 
other  parts,     ii.  445. 

The  thiee  sides  of  a  spherical  triangle  being  given  ;  to 
find  the  angles,     ii.  446. 

Two  angles  and  a  side  opposite  to  one  of  them  being 
given  ;  to  find  the  other  two  sides  and  the  remaining 
angle,     ii.  44G. 

Given  two  angles  and  the  contained  side  ;  to  find  the 
other  three  parts,     ii.  446. 

Two  sides  and  an  angle  opposite  to  one  of  them  being 
given  ;  to  find  the  three  remaining  jsarts,  ii.  446. 

The  three  angles  of  a  spherical  triangle  being  given  ;  to 
find  the  three  sides,     ii.  446. 

Given  the  seat  of  the  intersection  in  space  of  two  planes 
having  a  given  inclination  and  the  intersection  of  one 
of  them  in  a  given  plane,  also  the  inclination  of  the 
common  intersection  of  the  two  planes  to  the  given 
plane  ;  to  find  the  intersection  of  the  other  plane 
with  the  given  plane,  ii.    447. 

Given  I  N,  the  intersection  of  the  plane  w,  with  another 
plane  x,  and  their  inclination  the  seat  a  b,  in  the 
plane  .\,  of  a  line  in  space  insisting  at  a,  and  the 
inclination  of  the  line  to  the  plane  x;  to  find  the  sec- 
tion of  the  line  in  the  plane  w,     ii.  447. 

The  same  things  being  given,  and  the  constructive  lines 
remaining  as  in  preceding  problem,  as  also  the  point 
a  the  section  of  the  line  in  space  ;  to  find  the  seat  of 
the  line  in  plane  w,  and  its  inclination  to  the  said 

■    plane,     ii.  447. 

Two  straight  lines  tending  to  an  inaccessible  point 
being  given  through  a  given  point,  to  draw  a  third 
straight  line  to  tend  to  thp  same  inaccessible  point, 
ii.  448. 

Given  the  meridian  a  b  in  the  plane  of  the  horizon  x, 
the  latitude  of  the  place,  the  intersection  i  n,  of  the 
plane  w,  with  the  horizontal  plane  x,  and  the  incli- 
nation of  the  plane  w  to  that  of  the  horizon  h,  to 
construct  a  dial  in  the  plane  w,     ii.  448. 

Given  the  base  a  n  q  r  of  a  pyramid  in  the  plane  h,  and 
the  whole  seat  a  b  of  one  of  its  angular  lines,  the 
intersection  i  n  of  the  cutting  plane  w,  and  the  incli- 
nation of  the  planes  w  and  x ;  to  find  the  section  of 
the  pyramid,     ii.  448. 

To  find  the  section  of  a  prism,  the  same  things  as  be- 
fore being  given,     ii.  448. 

To  find  the  section  of  a  right  pyramid,     ii.  448. 

To  find  the  section  when  the  base  of  the  pyramid  is 
oblique,     ii.  448. 
140 


To  find  the  section  of  a  right  cone,     ii.  449. 
Description  of  Plates,     ii.  449. 
Cylinder,     i.  '221. 
Sterlings,     ii.  449. 
Stilts,     ii.  449. 
Stiles,     ii.  449. 
Stilted  Akch,     ii.  449. 
Stilts,     ii.  449. 
Stock,     ii.  449. 
Stone,     ii.  449. 

Material,     ii.  136. 
Stone  Arch,     ii.  449. 
Alasonry,     ii.  117. 
Stone  Bridge,     ii.  449. 
Bridf/e,     i.  58. 

Equilibrium  of  arches,     ii.  449. 
Dr.  Hook's  application  of  the  figure  allied  the  catenarian 

curve,     ii.  450. 
On  loading  for  the  haunches,     ii.  450. 
Theory  arising  from   the  consideration  of  the  curve  as 
a  combination  of  an  infinite  number  of  straight  lines, 
ii.  451. 
To  describe  an  equilibrated  extrados  to  a  circular  arc, 

ii.  451. 
To  find  an   equilibrated   intrados,  the   extrados   being 

given,     ii.  451. 
The  wedge  theory,     ii.  452. 

Application  of  the  theory  to  the  flat  arch,     ii.  453. 
On  jointing,      ii.  454. 
"  the  backing  of  an  arch,     ii.  455. 
"  friction,     ii.  455. 
"  the  lateral  pressui-e  likely  to  be  produced  by  the 

employment  of  some  kinds  of  backing,     ii.  457. 
"  the  thickness  of  the  arch-stones,     ii.  457. 
"  piers  and  abutments,     ii.  458. 
To  calculate  the  amount  of  friction  on  the  voussoirs  iu 

any  particular  instance,     ii.  460. 
Dr.  llobison's  theory,     ii.  460. 

Method  of  constructing  Westminster  Bridge,     ii.  460. 
Its  dimensions,     ii.  460. 

Kemoval  of  Old   London  Bridge  injurious  to  the  foun- 
dations of  the  other  bridges,     ii.  461. 
Dimensions  of  and  manner  of  constructing  Blackfriar.s' 

Bridge,     ii.  461. 
Waterloo  Bridge,      ii.  461. 
London       do.,     ii.  462. 
Skew  Bridges,     ii.  462. 
On  their  first  introduction,     ii.  463. 
Mode  of  construction,     ii.  463. 
Stone  Columns,     ii,  463. 
Mode  of  construction,     ii.  463. 
Stone  Staiks,     ii.  463. 
Mode  of  construction,     ii.  463. 
Stone  Walls,     ii.  464. 
Masonry,     ii.   117. 

Construction  of  walls  of  the  ancients,     ii.  464. 
Stoothisgs,     ii.  464. 
Story  Posts,     ii.  464. 

Story  Uod,     ii.  464. 
Stoup,     ii.  464. 

Straight-jointed  Floor,     ii.  465. 
Straining  Piece,  or  Strutting  Piece,     ii.  465. 

Stkainino  Cill,  or  Strutting  Sill,     ii.  465. 
Strap,     ii.  465. 
Strata,     ii.  465. 

Strength  of  Materials,     ii.  465. 
Strength  of  Timber,     ii.  465. 
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The  force  which  elastic  strings  or  fibrous  bodies,  &c., 
exert  when  drawn  or  compressed  in  a  direction  of 
their  length,  is  pro[)i)rtional  to  the  increased  or  con- 
tracted space  to  which  they  are  lengthened  or  short- 
ened,    ii.  4G5. 

If  a  beam  be  supported  at  two  ends,  and  a  force  or 
weight  applied  to  tlie  middle  of  it,  the  deflection  of 
the  beam  or  space  through  which  it  bends,  will  be  as 
the  force  applied  nearly,     ii.  4<>5. 

If  a  solid  be  supported  l)y  4  forces,  of  which  2  and  2 
are  parallel,  then  in  each  pair  of  parallel  forces,  one 
force  is  equal  to  the  other,  and  its  direction  contrary, 
ii.  40.5. 

If  instead  of  the  weights  i,  l,  ii,  as  in  the  last  proposi- 
tion, the  points  A  and  i),  be  supported  by  two  springs 
A  G  and  D  H,  in  the  direction  a  b  and  d  c,  parallel 
to  the  horizon,  and  by  a  prop  d  f  perpendicular  to 
it,  and  if  a  d  be  divided  into  any  two  parts  a  e  and  e  d, 
then  will  p.  c  d  =  e  d.  /  -f  e  a.  /;  that  is,  the 
momentum  of  power  is  equal  to  the  sum  of  the 
momentum  of  tension  and  compression  where  /  is 
the  tension  of  the  upper  spring,  or  the  compression  of 
the  lower,     ii.  400. 

If  a  beam  be  supported  by  the  two  ends,  and  a  weight 
be  applied  over  the  middle  section,  then  will  the 
momentum  of  power  occasioned  by  the  weiglit  to 
overcome  the  resistance  of  the  beam,  be  equal  to 
half  the  weight  multiplied  into  half  the  length  of  the 
beam,     ii.  40G. 

If  a  beam  a  n  be  supported  in  four  points  a,  o,  c,  d,  and 
a  weight  w  appended  to  the  middle  of  the  part  c  D, 
at  F,  it  will  carry  twice  as  much  as  if  it  were  only 
supported  by  the  two  middle  points  c,  D,     ii.  400. 

If  a  weight  w,  or  any  force,  act  perpendicularly  to  the 
length  of  a  beam  supported  at  the  two  extrcMuities 
A  and  B,  the  strain  at  the  section  c,  on  which  the 
force  acts,  will  be  equal  to  the  rectangle  of  the  two 
segments,  into  the  weights  divided  by  the  length,  that 
A  c,  c  B,  w 


IS  as- 


ii.  406. 


The  strain  on  any  section  d,  of  a  beam  resting  on  two 

props  A  and  b,  occasioned  by  a  second  lorce,  applied 

perpendicularly   upon  another  section  c,  is  equal   to 

the  rectangle  of  tlie  two  extreme  segments  into  the 

.    A  c,  D  B,  w 
weight   divided    by    the    length,    that   is, 

equal  to  the  strain  at  n,     ii.  400. 

If  a  weight  be  eijiuilly  ditl'used  throughout  any  part  h  c 
of  a  beam  a  d,  tlie  strain  at  either  end  c  of  the  diffused 
part,  is  to  tlie  strain  at  the  same  place  from  the  same 
weight  being  suspended  there,  as  a  b  +  a  c,  to 
twice  AC,     ii.  400. 

The  strain  of  a  prismatic  beam,  supported  at  the  two 
emls  A  and  b,  by  its  own  weight,  at  any  section  c.  is 
equal  to  the  rectangle  of  the  two  segments  into  the 
weiglit  of  the  beam,  divided  by  twice  its  length,  that  is 

A  C,  B  C        .. 

-— ,     II.  40/. 

2  A  b  ' 

If  a  prismatic  beam  a  b,  be  fixed  in  a  w.all  at  a,  the 
strain  at  any  section  c,  d,  from  its  own  weight,  will 
be  as  the  square  of  the  distance  b,  c,  of  that  section 
from  the  extremity,      ii.  407. 

To  determine  the  relative  strength  of  a  rectangular 
prismatic  beam  A  b  c  d,  projecting  horizontally  Iroin 
a  wall,  supposing  the  beam  to  bo  incompressible  at  the 
fulcrum,     ii.  407. 


To    determine    the    relative    strength    of    a    prismatic 

rectangular  beam,  projecting  horizontally  from  a  wall, 

supposing  it  to  turn  round  some  intermediate  axis  in 

the  section  of  fracture,     ii.  468. 

On   Galileo's  and  Mariottc's   doctrines   of  resistance, 

ii.  408. 
Tables    of    Belidor's    and     Bufl^on's    experiments    on 
strength  of  beams,  and  deductions  therefrom,    ii.  409. 
Mr.  Petit  and  others  upon  the  subject,     ii.  473. 
To  determine  the,  neutral  line,     ii.  474. 
■     Mr.  Banks'  ex|ieriments,      ii.  475. 
Mr.  Tredgold's  do.,     ii.  475. 

Table  showing  the  cohe>ion  of  a  square  inch  of  dilTe- 
rent  woods  pulled  asunder  in  a  direction  pirjiendicular 
to  the  length  of  the  fibres,     ii.  475. 
Do.  in  the  direction  of  their  length,      ii.  470. 
Table    showing    the   modulus    of  elasticity    of   beams 

pressed  in  the  direction  of  their  length,     ii.  470. 
Result  of  experiments  by  Kennie,     ii.  470. 
Table  of  experiments  on  the  strength  of  woods   sup- 
ported at  both  ends,     ii  470. 
Do.  supported  at  one  end,     ii.  476. 
Mr.  Telford's  experiments  on  the  cohesive  force  of  iron, 

ii.  477. 
Table  showing  the  cohesive  force  of  iron,     ii.  477. 
Table  showing  the  extension,  by  a  suspended  weight, 
of  a  wrought-iroii   bar,  10  feet  long,  1    inch  square, 
ii.  477. 
Table  showing  the  extension,  and   permanent  set  of  a 
cast-iron  rod,  10  feet  long,  and  1  inch  square,  drawn 
in  the  direction  of  its  K-ngth,     ii.  477. 
Table  showing  the  extensions  of  cast-iron  rods,  10  feet 
long,   and    1    inch  square,   deduced   from    numerous 
experiments,  and  compared  with  observed  compres- 
sion of  bars  of  the  same  irons  and  the  same  size,  cast 
with  them  fir  comparison,     ii.  477. 
Table  shov  iiig  the  compression  of  a  cast-iron  liar   10 

feet  long,  and  1  inch  square,     ii.  478. 
Table  show  ing  tlie  compression  of  wrought  and  cast-iron 
bars,  10  feet  long,  and  1  inch  square  nearly,     ii.  478. 
Table  showing  the  average  breaking  weight  of  bars,  1 

inch  square,  and  3  fe<'t  long,     ii.  478. 
General  observations,     ii.  478. 
Tensile  strength  of  round  iron,  chain-cable,  and  ropes, 

ii.  478. 
Transverse  strengt  h  of  a  slab  of  slate  from  the  I'cnrhyn 

quarries,      ii.  478. 
Transverse  strength  of  timljer,     ii.  478. 
Results  of  experiments   made   with  actual  weights  on 
materials   used    in    the    Britannia    bridge,   January, 
1848,  viz., 
Brickwork,     ii.  479. 
Sandstone,     ii.  479. 
Limestone,     ii.  479. 

Single  bricks  of  different  qualities,     ii.  479. 
Stretched-out,     ii.  479. 
Strf.tciier,     ii.  479. 
Stretching  Course,  ii.  480. 
Stri*,     ii.  480. 
Striges,     ii.  480. 

Striking,  Sticking,  or  Running  a  Moiloisg,     ii.  480. 
Striking,     ii.  480. 

Striking  a  Centre,     ii.  480. 
String  Boahd,     ii.  480. 

String  Course,     ii.  480. 
SrKiNG  Piece,     ii.  480. 
Strix,     ii.  480. 
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Struck,     ii.  480. 

Tablet,     ii.  482. 

Strits,     ii.  480. 

Tabling,     ii.  482. 

Strl'Ttinc;  Beam,  or  Strut  Beam,     ii.  480. 

Ta(;ks,     ii.  482. 

Strutting  Piece,     ii.  480. 

T^NiA,  or  Tenia,     ii.  482.               » 

S/raiiiiiiff  Piece,     ii.  405. 

Tail,  Swallow,     ii.  482. 

Stucco,     ii.  480. 

Sioullow  Tail,     ii.  482. 

Cement,     i.  128. 

Tail-in,     ii.  482. 

Mvr/ar,     ii.  214. 

Tail  Trimmer,     ii.  482. 

Fla.sterinff,     ii.  397. 

Tailing,     ii.  482. 

Studs,     ii.  480. 

Tailoir,     ii.  482. 

Stud  P.\rtitions,     ii.  480. 

Abacxts,     i.  1. 

Stud  Work,  or  Brick  Nogging,     ii.  480. 

Talon,     ii.  482. 

Brick  N'or/i^iiig,     i.  47. 

Talus,     ii.  482. 

Stuff,     ii.  480. 

Tambour,     ii.  482. 

Style,  or  Stile,     ii.  480. 

Tangent,     ii.  482. 

Stvlobate,     ii.  480. 

Tank,     ii.  482. 

Sub-Base,     ii.  480. 

Tapering,     ii.  482. 

SUB.NOKMAL,  Or  SuPER  PERPENDICULAR,       ii.  480. 

Tapestry,     ii.  482. 

Sub-Plinth,     ii.  480. 

Tarrace,     ii.  482. 

Sub-Pkincipals,     ii.  480. 

Terrace,     ii.  484. 

Summer,     ii.  480. 

Tarras,  or  Terras,     ii.  482. 

SuMMER-HousE,     ii.  480. 

Cement,     i.  131. 

Summer-Tree,     ii.  480. 

Mortar,     ii.  218. 

Bressummer,     i.  44. 

Plastering,     ii.  307. 

Girders,     i.  44C. 

Tassels,     ii.  482. 

Sunk  Shelves,     ii.  480. 

Taxis,     ii.  483. 

Supercilium,     ii.  480. 

Teaze  Tenon,     ii.  483. 

SUPERSTRUCT,      ii.  480. 

Teint,     ii.  483. 

Superstructure,     ii.  480. 

Telamones,     ii.  483. 

Supporters,     ii.  480. 

Atlantes,     i.  18. 

SURBASE,      ii.  480. 

Persians,     ii.  280. 

Surmounted  Arch,     ii.  480. 

Temoin,     ii.  483. 

Surveying,     ii.  481. 

Temoxes,     ii.  483. 

Surveying  Wheel,     ii.  481. 

Tempered,     ii.  483. 

Perumhiilatnr,     ii.  275. 

Temple,     ii.  483. 

Suspension  Bridge,     ii.  481. 

Oriijin  and  uses  of,     ii.  483. 

Difference  of  principle  between  suspension  and  arclietl 

Situation  and  arr.angcment  of,     ii.  483. 

bridges,     ii.  481. 

Of  idols,     ii.  483. 

Of  early  suspension  bridges,     ii.  481. 

The  form  of  temples,     ii.  483. 

E.xamples  of  the    first    suspension  bridges  erected  in 

Of  the  fa9ade,     ii.  483. 

Eiisrland,     ii.  481. 

Temple  in  Antis,     ii.  484. 

Description    of  Union   suspension  bridge,  Berwick  on 

Prostyle  temple,     ii.  484. 

Tweed,     ii.  481. 

Amphiprostyle  do.,     ii.  484. 

Description  of  Telford's  bridge  over  the  Menai  Straits, 

Peripteral  do.,     ii.  484. 

ii.  481. 

Dipteral,     ii.  484. 

Example  of  different  suspension  bridges,     ii.  481 . 

Pseudo-dipteral  do,     ii.  484. 

Swallow  Tail,     ii.  482. 

Ilypicthral  do.,     ii.  484. 

Dove  Tail,     i.  304. 

Templet,     ii.  484. 

Swelled  Column,     ii.  482. 

Tenaille,     ii.  484. 

Column,     i.  182. 

Ten-foot  Rod,     ii.  484. 

Symbolical  Column,     ii.  482. 

Tenon,     ii.  484. 

Column,     i.  184. 

Tenon  Saw,     ii.  484. 

Symmetry-,     ii.  482. 

Saw,     ii.  400. 

Systyle,     ii.  482. 

Tension,     ii.  484. 

Tension  Rod,     ii.  484. 

Tabeun,     ii.  482. 

Teocalli,     ii.  484. 

Tabernacle,     ii.  482. 

Tepidarium,     ii.  484. 

Table,  or  Tablet,     ii.  482. 

Term,     ii.  484. 

Table  Corbel,     ii.  482 

Terminus,     ii.  484. 

Table,  Projecting,     ii.  482. 

Terra  Cotta,     ii.  484. 

Table,  Raised,     ii.  482. 

Terrace,     ii.  484. 

Table,  Raking,     ii.  482. 

Terrace  Roofs,     ii.  484. 

Table,  Rusticated,     ii.  482. 

Terras,     ii.  484. 

Table,   Water,     ii.  482. 

Tarras,     ii.  482. 

Table,  in  Perspective,     ii.  482. 

Terke  Plain,     ii.  484. 

Table  of  Glass,     iL  482. 

Tesselated  Pavement,     ii.  484. 

Tabled,     ii.  482. 

Mosaic,     ii.  220. 
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Tessera,     ii.  484. 

Testak,  or  Testoon,     ii.  484. 

Testido,     ii.  484. 

Tbstudinal  Ceilings,  or  "Roofs,     ii.  484. 

Tetradorom,  ii.  484. 

Brick,     i.  44. 
Tetragon,     ii.  484. 
Tetrahedron,     ii.  484. 
Tetraspastl's,     ii.  486. 
Tetrastvciie,     ii.  485. 
Tetrastvle,     ii.  485. 
Thatch,     ii.  485. 
Theatre,     ii.  485. 

Magnitude  of,     ii.  485. 

Abstract  of  Mr.  Wyatt's  report  of  Drury -lane  Tlieatre, 

ii.  485. 
Design  of  ditto,     ii.  485. 
Dimensions  of  stage-openings  of  several  large  theatres, 

ii.  485. 
Size  of  a  theatre,     ii.  485. 
Returns,     ii.  485. 
Best  shape  and  dimensions  for  a  theatre,  as  regards 

sound,  &c.,     ii.  486. 
Of  theatre  of  Parma,     ii.  488. 
"  early  English  theatres,     ii.  488. 
"  height  of  ceiling,     ii.  488. 
Dimensions  of  interior  of  Drury-lane  Theatre,     ii.  488. 
Amphitheatre,     i.  3. 
Theodolite,     ii.  488. 
Theorem,     ii.  488. 
Theotueca,     ii.  488. 
Thole,     ii.  488. 
Tholobate,     ii.  488. 
Tholus,     ii.  488. 
Thorough  Framing,     ii.  488. 

Thorough-lighted  Rooms,     ii.  488. 
Threshold  of  a  Door,     ii.  488. 

Sill,     ii.  4.30. 
Throat,     ii.  489. 
Gorge,     i.  450. 
Quia,     i.  482. 
Throating,     ii.  489. 
Through  Stone,     ii.  489. 
Tie,     ii.  489. 

Tie  Beam,     ii.  489. 
Tie,     ii.  489. 
Truss,     ii.  508. 
Tie  Rod,     ii.  489. 
Tension  Rod,     ii.  484. 
Tierce  Point,     ii.  489. 
TiGE,     ii.  489. 
Tile,     ii.  489. 

Brick,     i.  44. 
Dilferent  kinds  of,     ii.  489. 
Tile  Creasing,     ii.  489. 
Tiles  Encaustic,     ii.  489. 
Tiling,     ii.  489. 
Timber,  in  Carpentry,     ii.  489. 
Timber,     ii.  489. 

Of  structure  and  growth  of  trees,     ii.  489. 
Seasoning  of  Timber,     ii.  410. 
Best  mode  of  preserving  timber,     ii.  490. 
Description  of  woods,     ii.  490. 
Of  oak,     ii.  490. 
"  beech,     ii.  490. 
"  alder,     ii.  490. 
"  plane-tree,     ii.  490. 


Ofchesnut,     ii.  490. 
"  ash,     ii.  490. 
"  elm,     ii.  4Lt(). 
"  accacia,     ii.  490. 
"  poplar,     ii.  490. 
"  fir,     ii.  491. 
"  spruce,     ii.  491. 
"  pine,     ii.  491. 
"  silver  fir,     ii.  491. 
"  larch,     ii.  491. 
Table    showing    comparative    strength,    stiffness,   and 

toughness  of  various  woods,     ii.  401. 
Strength  of  Materials,     ii.  465. 
Timber  Bridge,     ii.  491. 
Wooden  Bridges,     ii.  526. 
Timber  Measure,     ii.  491. 
Timber  Partitions,     ii.  491. 
Tin,     ii.  4!il. 
Ting,     ii.  491. 

Cliinc^e  Architecture,     i.  147. 
Tinning,     ii.  491. 
Tomb,     ii.  491. 

Earliest  methods  of  disposing  of  the  dead,     ii.  491. 
Egyptian  Architecture,     i.  302. 
Pyramid,     ii.  347. 

Sepulchral  grottos  of  Etruria,     ii.  492. 
Tombs  of  Campania,     ii.  492. 
Of  tumuli,     ii.  492. 

Tomb  containing  bodies  of  a  prince  and  princess  disco- 
vered in  50°  north  latitude,     ii.  492. 
Pelasgian  Architecture,     ii.  270. 
Discovery  of  Roman  sepulchres — 
At  Chatham,  Kent,     ii.  492. 
"   York,     ii.  492. 
"    Oxfordshire,     ii.  492. 
Of  the  tumuli  discovered  in  Britain,     ii.  49-'?. 
Progress  of  tomb-building  in  England,     ii.  493. 
Do.,  after  reformation,     ii.  493. 
Mr.  Cough's  classification  of  tombs,     ii.  493. 
ToNDiNo,     ii.  493. 

Torus,     ii.  495. 
Tongue,     ii.  493. 
Tools,     ii.  494. 

Of  Bricklayers',     ii.  494. 
Cf  Carpenters',     ii.  494. 
Joinery,     ii.  56. 
Plane,     ii.  299. 
Gar/e,     i.  437. 
Saw,     ii.  .399. 
Masons',     ii.  494. 
Plasterers',     ii.  494. 
Plasterer,     ii.  306. 
Plumbers,'     ii.  495. 
Plumber,     ii.  312. 
Slaters',     ii.  495. 
Slating,     ii.  43.3. 
Tilers',     ii.  495. 
Tooth,     ii.  495. 

Tooth  Ornament,     ii.  495. 
Dog-tooth  Moulding,     i.  275. 
Top  Beam,     ii.  495. 

Coll  ir  Beam,     i.  175. 
Top  Rail,     ii.  495. 
ToRSEL.  f>r  Torsil,     ii.  495. 

Tassels,     ii.  482. 
Torus,  or  Tore,     ii.  495. 

Torus  For  a  Bulwark,     ii.  495. 
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Tower,     ii.  495. 

Castle,     i.  110. 

Church,     i.  1.53. 
Cathedral,     i.  115. 

Gothic  Architecture,     i.  464. 

Round  Tower,     ii.  392. 
Town,     ii.  495. 

Towx-Hall,     ii.  495. 
Trabs,     ii.  495. 
Tracery,     ii.  495. 

Origin  of,     ii.  495. 

Of  Plate  Tracery,     ii.  495. 
"  Bar         '•        ,     ii.  495. 
"  Geometrical  Tracery,     ii.  495. 
"  Flowing  "       * ,     ii.  495. 

"  Flamboyant    "  ,     ii.  496. 

Trail,     ii.  496. 
Trammel,     ii.  496. 
Transept,     ii.  496. 

Cathedral,     i.  115. 

Church,     i.  151. 
Transitio.v,     ii.  496. 

Gothic  Architecture,     \.  450. 

Norman  Architecture,     ii.  238. 
Transom,  in  Joinery,     ii.  496. 

Transom,  a  Miillion,     ii.  496. 
Transtra,     ii.  496. 
Transverse,     ii.  496. 

Transverse  Strain,     ii.  496. 
Transyte,     ii.  496. 
Trapezium,     ii.  496. 
Travelling  Crane,     ii.  496. 
T.1AVERSE,  to  Plane,     ii.  496. 

Traverse,  a  Gallery,     ii,  496. 
Tread  of  the  Step  of  a  Stair,     ii.  496. 
Trebeation,     ii.  496. 

Entablature,     i.  386. 
Trefoil,     ii.  496. 
Trellis  Work,     ii.  496. 
Tressel,  or  Trcssel,     ii.  496. 

Trussel,     ii.  509. 
Triangle,     ii.  496. 
Triangclar  Compasses,     ii.  496. 

Instruments,     ii.  13. 
Triclinium,     ii.  496. 

Cyzicene,     i.  225. 
Triforium,     ii.  496. 
Trigltpiis,     ii.  496. 
Trigonometry,     ii.  496. 

Definitions,     ii.  496. 

On  Logarithms,     ii.  497. 

Trigonometrical  formulae  for  finding  the  sine,  cosine, 
tangent,  secant,  &c.,  in  terms  of  each  other, 
ii.  499. 

To  find  the  sines,  cosines,  tangents,  and  secants,  for  arcs 
of  30=",  45^,  60=5,  and  120°,     ii.  499. 

To  transfer  their  values  to  circles  of  different  radii, 
ii.  500. 

The  sine  and  cosine  of  any  two  unequal  arcs  of  the  same 
circle  being  given,  to  find  the  sine  of  any  multiple  of 
the  lesser  arc,     ii.  500. 

To  find  the  sine  of  an  arc  in  terms  of  the  sine  of  half 
the  arc,     ii.  500. 

Formulaj  deduced  from  the  above  : — 

sin.  (a  +  b)  +  sin.  (a  —  b)  =  2  sin.  a  cos.  d,     ii.  500. 

_    .     TO  4-  71  m  —  n 

sin.  m  +  sin.  n  =  2  svo 


2 


■cos. 


ii.  501. 


sin.  (a  +  b)  sin.  (a  —  b)  =:  (sin.  a  +  sin.  b)  (sin.  a  — ■ 

sin.  b),     ii.  501. 
sin.  3  a  =  3  sin.  a  — 4  sin.  3  n,     ii.  501. 
To  find  the  sine  and  cosine  of  an  arc  in  terms  of  the  sine 

of  twice  the  arc,     ii.  501. 
The  sides  of  any  plane  triangle  arc  as  the  sines  of  the 

angles  opposite  them,     ii.  502. 
In  any  plane  triangle,  as  the  sum  of  the  two  sides  is  to 
their  dilfcrence,  so  is  the  tangent  of  half  the  sum  of 
the  opposite  angles  to  the  tangent  of  half  their  differ- 
ence,    ii.  502. 
In  any  plane  triangle,  if  a  perpendicular  bo  let  fall  upon 
the  longest  side  from  the  opposite  angle ;  then  as  the 
sum  of  the  segments  of  the  base  is  to  the  sum  of  the 
other  two  sides,  so  is  the  difference  of  the  sides  to 
the  difference  of  the  segments  of  the  base,     ii.  502. 
Solutions  of  three  cases  of  oblique-angled  triangles  : — 
Two  angles  and  a  side  being  given,  to  find  the  remaining 

sides,     ii.  502. 
Two  sides  of  an  angle  opposite  to  one  of  them  being 
given,  to  find  the  other  two  angles  and  the  remaining 
side,     ii.  .503. 
Given  two  sides  and  the  included  angle,  to  find  the  other 

two  angles  and  the  third  side,     ii.  503. 
Given  the  three  sides,  to  find  the  angles,     ii.  503. 
Application  of  above  analogies,     ii.  504. 
Given    the    angles  and  hypothenuse  of  a  right-angled 
plane  triangle,  to  find  the  base  and  perpendicular, 
ii.  505. 
Given  the  angles  and  one  side,  to  find  the  hypothenuse 

and  other  side,     ii.  505. 
Given  the  hypothenuse  and  one  side  to  find  the  angles 

and  the  other  side,     ii.  506. 
Given  the  l)ase  and  perpendicular,  to  find  the  angles  and 

hypothenuse,     ii.  .506. 
To  find  the  height  of  an  inaccessible  object,     ii.  507. 
"         distance  between  two  inaccessible  objects 
ii.  507. 
Trilateral,     ii.  507. 
Trim,     ii.  507. 
Trim.med,     ii.  507. 
Trimmed  Oct,     ii.  507. 
Trlmmer,     ii.  507. 
Trimming-Joists,     ii.  507. 
Trine  Dimensions,     ii.  507. 
Tripartition,     ii.  508. 
Tripod,  or  Tripos,     ii.  508. 
Triptic,  or  Triptych,     ii.  508. 
Trisection,     ii.  508. 
Trochilus,     ii.  508. 
Scotia,     ii.  409. 
Mouldings,     ii.  221. 
Trochoid,     ii.  508. 

Cycloid,     i.  221. 
Trophy,     ii.  .508. 
Trocoh,     ii.  508. 

Trough-Gutter,     ii.  508. 
Trowel,     ii.  508. 
Tool'!,     ii.  494. 
Trowel  Point,     ii.  508. 
Trugg,     ii.  508. 
Truncated,     ii.  508. 

Truncated  Cone,     ii.  508. 
Cone,     i.  188. 

Truncated  Pyramid,     ii.  508. 
Trunk,     ii.  508. 
Truss,     ii.  508. 
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Dofinition  of,     ii.  508. 

PiiiuiplL-s  of,     ii.  508. 

Uses  of,     ii.  508. 

Trusses  for  roofs  and  centerings,     ii.  508. 

Technical  term*  used  for  diircrent  parts  of  a  truss,  ii.  508. 

Description  of  plates,     ii.  509. 

Tkuss  P.\rtition,     ii.  509. 

Truss  Posts,     ii.  509. 

Truss,     ii.  509. 
Trussed    Beam,    Trussed    Girders,    or    Girding    Beams, 
ii.  509. 

Girders,     i.  446. 

Trussed  Rafter  Roof,     ii.  509. 
Trussels,  or  Tressels,     ii.  509. 
Trussing  Pieces,     ii.  509. 
Trv,     ii.  509. 
Tube,     ii.  509. 
Tubular  Bridge,     ii.  509. 

Iron  Bridge,     ii.  35. 
Tudor  Architecture,     ii.  509. 

On  the  application  of  this  term,     ii.  509. 

Progress  of  in  reign  of  Henry  Vli.,     ii.  509. 
"  "  Henry  Vlll.,      ii.  509. 

List  of  edifices  erected  during  this  reign,     ii.  509. 

Plan  of  mansions  erected  at  tiiis  period,     ii.  510. 

Materials  used,     ii.  510. 

Description  of  gatehouses,     ii.  510. 

Of  the  roofs  and  ceilings,     ii.  510. 

Roof,     ii.  386. 

Of  the  windows,     ii.  511. 

Description  of  Hampton  Court  Palace,     ii.  511. 

"  TliornburyCastle,Gloueestershire,  ii.511. 

"  mansion  at  Midhurst,  Sussex,     ii.  511. 

"  Hengrave  Hall,  SufTolk,     ii.  511. 

"  Manor  House,  East  Barshani,  Norfolk, 

ii.  511. 

Of  Elizabethan,  or  late  Tudor,     ii.  512. 

Plan  of  buildings  of  this  reign,     ii.  512. 

Ditlerencc  between  this  and  Early  Tudor  architecture, 
ii.  512. 

General  characteristics,     ii.  512. 

Noted  architects  of  this  time,     ii.  512. 

List  of  principal  mansions  of  this  period,     ii.  51.'?. 

Description  of  the  half-timbered  houses  of  this  time, 
ii.  513. 

List  of  remaining  examples,     ii.  513. 

House,     i.  512. 

Tudor  Flower,     ii.  513. 
Tufa,     ii.  513. 

Tumbling-in,  or  Trimming-in,     ii.  513. 
Tun  of  Timber,     ii.  513. 
Tunnel,     ii.  513. 
Turning  Piece,     ii.  513. 
Turret,     li.  513. 
Tuscan  Order,     ii.  513. 

Connection  of  with  Roman-Doric,     ii.  .51.3. 

Vitruvius  on,     ii.  .513. 

Palladio  on,     ii.  514. 

Serlio  on,     ii.  514. 

Scamozzi  on,     ii.  514. 
Tusk,     ii.  514. 
Tympan,     ii.  514. 
Type,     ii.  514. 

Umber,     ii.  514. 
Undecagon,     ii.  514. 
Undercroft,     ii.  514. 


Under  Pinsino,     ii.  514. 
Ungula,     ii.  514.. 
Universitv,     ii.  514. 
Uphers,     ii.  514. 
Uprioiit,     ii.  514. 
Uruin,  or  Uhbino,     ii.  .514. 

Brawanie,     i.  43. 
Urn,     ii.  514. 

Vagina,     ii.  515. 
Valley,     ii.  515. 

Valley-Board,     ii.  51.5. 
Vallev-Rafter,     ii.  515. 
Valley-Rafters,     ii.  515. 
Sleepers,     ii.  433. 
Valley  Pieces,     ii.  515. 
VuUei/  Rafters,     ii.  515. 
Vallum,     ii.  515. 
Valve D,     ii.  515. 
Vane,     ii.  515. 
Vanishing  Line,     ii.  515. 

Vanishing  Point,     ii.  515. 
Variation  of  Curvature,     ii.  515. 
Variety,     ii.  515. 
Varnish,     ii.  515. 
Vase,     ii.  515. 

Vase    op   the    Corinthian,    or    Composite   Capital, 
ii.  515. 
Vases  of  a  The.m'he,     ii.  515. 
Vault,     ii.  515. 

Vault  Cylindric,     ii.  515. 
Vault  in  Full  Centre,     ii.  515. 
Vault,  Surmounted,     ii.  515. 
"       Surbiiise,     ii.  515. 
"       Rampant,     ii.  515. 
"       Double,     ii.  515. 
"        Conic,     ii.  515. 
"       Spherical,     ii.  515. 
Dome,     i.  275. 

"       Annular,     ii.  515. 
"       Simple,     ii.  515. 
"        Compound,     ii.  515. 
"        Ci/liudro-C/zlindric,     ii.  515. 
"        Groined,     ii.  510. 
Groined  vaulting  in  Temple  of  Peace  at  Rome,     ii.  510. 
Gothic  Architecture,     i.  464. 
Stone  Bridge,     ii.  449. 

Extract  from  Hutton's  Mathematics  on  Vaulting,  ii.516. 
Slono-roofnig  in  East  ladies,    Lieutenant  Outram  on, 

ii.  517. 
Mode  of  constructing  do.,     ii.  517. 
Material  for  do.,     ii.  518. 
Vault,  Reins  of  a,     ii.  518. 
Vaulting  Shaft,     ii.  518. 
Vellar  Cupola,     ii.  518. 
Veneer,     ii.  518. 
Venetian  Door,     ii.  518. 

Venetian  Window,     ii.  518. 
Vent,     ii.  518. 
Ventiducts,     ii.  518. 
Ventilation,     ii.  518. 
Ventilator,     ii.  518. 
Verge,     ii.  518. 

Verge  Board,     ii.  518. 
Barge  Board,     i.  27. 
Vermiculated  Rustics,     ii.  518. 
Versed  Slne,     ii.  518. 
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Trigonometry,     ii.  497. 
Vertex,     ii.  518. 

Vertex  of  a  Conic  Section,     ii.  518. 
Vertical  Angles,     ii.  518. 

Vertical  Plane,     ii.  518. 
Vesica  Piscis,     ii.  518. 
Vestibule,     ii.  518. 
Vestment,     ii.  518. 
Vestry,     ii.  518. 

Sacristy,     ii.  395. 
V^iADUCT,     ii.  519. 
Vignette,     ii.  519. 
ViGNOLA,      ii.  519. 

Villa,     ii.  519. 

Jfouse,     i.  503. 
Vise,     ii.  519. 
Visual  Point,     ii.  519. 

Point,     ii.  315. 

Visual  Ray,     ii.  519. 
ViTRuviAN  Scroll,     ii.  519. 
ViTRuvius,  M.  PoLLio,     ii.  519. 
Vivo,     ii.  519. 

Column,     i.  l'/9. 
Volute,     ii.  519. 

Method  of  describing  the  logarithmic  spiral,     ii.  520. 
VoussoiKS,     ii.  521. 

Waggon-headed  Ceiling,     ii.  521. 
Wainscot,     ii.  521. 

To  measure  wainscoting,     ii.  521. 
Carpentry,     i.  SO. 
Joinery,     ii.  70. 
Wall  Plate,     ii.  522. 
Walls,     ii.  522. 

Materials  for  constructing,     ii.  522. 

Stone  Walts,     ii.  404. 

Bricklaying,     i.  47. 

Technical  terms  used  to  signify  different  kinds  of  walls, 

ii.  522. 
y^ WAS,  Abutments  in,     ii.  522. 
"      Cased,     ii.  522. 
"     Emplectum,     ii.  522. 
"     Isodomum,     ii.  522. 
"     Pseudo-isodomuni,     ii.  522. 
Building,     i.  00. 
Pise,     ii.  298. 
Mensuration,     ii.  190. 
Water  Closet,     ii.  522. 

Water  Shoot,     ii.  522. 
Water  Table,     ii.  522. 
Way-Wiser,     ii.  522. 

Perambulator,     ii.  275. 
Weather  Boarding,     ii.  522. 
Weathering,     ii.  522. 
Weather  Moulding,     ii.  522. 

Weather  Tiling,     ii.  522. 
Wedge,     ii.  522. 

Directions  in  which  the  power  is  applied,  ii.  522. 
Let  ABC  be  a  vertical  section  passing  through  the 
centre,  and  at  right  angles  to  the  head  and  sides  of 
any  isosceles  wedge,  also  in  the  plane  of  this  section, 
and  at  right  angles  to  its  sides  a  b,  b  c,  and  c  a,  let 
three  powers  be  applied,  such  that  their  directions 
may  all  mutually  intersect  in  the  axis,  and  their 
efforts  sustain  the  wedge  in  equilibrio,  which  three 
powers  are  as  a  b,  b  c,  and  c  a,  respectively, 
ii.  522. 


When  an  impelling  power  applied  to  the  head  of  an 
isosceles  wedge,  is  in  equilibrio  with  the  resisting 
power  of  a  cleft,  the  angle  of  wliich  is  nmre  acute 
than  that  of  the  wedge  inserted,  tlien  universally  the 
iivipelliiig  piiwer  applied  to  the  hi-ad.  the  action  of  the 
wedge  oil  either  side  of  the  cleft,  the  part  thereof 
which  tends  to  thrust  it  forward,  and  the  remaining 
part  which  tends  to  tear  it  asunder,  are  as  twice  the 
sineofiialf  the  vertical  angle  of  the  wedge,  the  radius, 
the  sine  of  the  angle  cdutained  by  the  sides  of  the 
wedge  and  cleft,  and  the  cosine  of  that  angle,  respect- 
ively, the  same  radius  being  common,  ii.  523. 
Weight,  in  Mechanics,     ii.  523. 

Weight,  in  Commerce,     ii.  523. 

Weights  and  measures  of  Uichard  I.'s  time,     ii.  523. 

Modern  European  weights,     ii.  523. 

Troy  weight,     ii.  523." 

Avoirdupois  weight,     ii.  523. 

Comparison     between    troy    and    avoirdupois    weight, 

ii.  523. 
Goldsmiths'  and  Jewellers'  weights,     ii.  523. 
Wool  weight,     ii.  524. 
Weights  of  Spain,     ii.  524. 
"         Portugal,     ii.  524. 
"         Italy,     ii.  524. 
'■         various  other  countries,     ii.  524. 
Proportion    of  the  weights  of  the  principal  places  in 

Europe,     ii.  524. 
Proportion  of  the  weights  of  sev-cral  places  in  Europe, 

compared  with  those  of  Amsterdam,     ii.  524. 
Comparison  <jf  English  and  foreign  weights,     ii.  524. 
German  weights,     ii.  524. 
Dutch,  do.,     ii.  524. 

Swedish  weights  used  by  Bergman  and  Scheele,  ii.  525. 
Correspondence  of  English  weights  with  those  used  in 

France,  previous  to  the  Revolution,     ii.  525. 
To  reduce  French  to  English  troy  weight,     ii.  525. 
To  reduce  English  troy  to  Paris  weight,     ii.  525. 
To  reduce  English  avoirdupois  to  Paris  weight,     ii.  525. 
Table   of  weights   according    to    new    French  system, 

ii.  525. 
Measure,     ii.  131. 
Weights  of  a  Sash,     ii.  525. 
Weir,     ii.  525. 
Welch  Groins,     ii.  525. 
Welding,     ii.  525. 
Well-Hole,     ii.  525. 
Wheel,     ii.  525. 
Lever,     ii.  97. 
Wheel  Window,     ii.  .525. 
Pose  Window,     ii.  391. 
Catherine  Wheel  Window,     i.  120. 
Whetstone,     ii.  525. 
Wicket,     ii.  525. 
Wind  Beam,     ii.  525. 

Collar  Beam,     i.  175. 
Winders,     ii.  525. 

Stairs,     ii.  442. 
Winding  Stairs,     ii.  525. 

Stairs,     ii.  442. 
Windlass,  or  Windlace,     ii.  520. 
Windows,     ii.  520. 
Form  of,     ii.  520. 
Proportions  of,     ii.  520. 
Position  of,     ii.  .520. 
Apartment,     i.  8. 
Buihling,     i.  05. 
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Canemeni,     i.  lOS. 
House,     ii.  503. 
Johieri/,     ii.  08. 
Sash  Frame,     ii.  398. 
Skulhjht,     ii.  431. 
Tracery,     ii.  495. 
Gothic  Architecture,     i.  402. 
Window  Shutters,     ii.  520. 
■  Boxings,     i.  41. 
Joineri/,     ii.  08. 
.Sas/t  Frame,     ii.  398. 
Wing,     ii.  526. 
WiTHS,     ii.  520. 

Chimney,     i.  144. 
Wood,     ii.  520. 

Timber,         ii.  489. 
Materials,     ii.  122. 
Mensuration,     ii.  195. 
Seasoning  of  Timber,     ii.  410. 
Strength  of  Timber,     ii.  405. 
Wood  Bricks,     ii.  520. 
Wooden  Bridges,     ii.  520. 

Of  ancient  and  simplest  form,     ii.  520. 
"  tlie  forces  to  whicli  a  beam  supported  at  either  end 

is  subjected,     ii.  520. 
"  framed  bridges,     ii.  527. 
"  the  Pons  Sul)licius  at  Rome,     ii.  527. 
"  the  bridge  built  over  the  Danube  by  Trajan,  ii.  527. 
"  "  of  Schauffhausen  over  the  Rhine,     ii.  528. 

"  of  St.  Clair  over  the  Rhone,     ii   528. 

"  of  Crenelle  over  the  Seine,     ii.  528. 

Of  piers  and  abutments,     ii.  528. 
Of  tile  roadways,     ii.  529. 
Drawbridges,     ii.  529. 
Theory  of  a  polygonal  framing  subjected  to  compression, 

ii.  529. 
Direction  of  the  strain,     ii.  530. 
Of  scarfing,     ii.  530. 
"'tenon  and  mortise-joint,     ii.  530. 
"  dove-tail  joints,     ii.  530. 


Of  king  and  queen  posts,     ii.  530. 
"  the  various  kinds  of  forces  to  which  timbers  applied 
to  such  purposes  are  subjected,  and  liow  to  dispose 
them  most  advantageously,     ii.  530. 
Breaking-weight  of  a  beam,     ii.  530. 
Of  resistance  to  tension  and  pressure,     ii.  531. 
Results  of  experiments  on  do.,     ii.  531. 
Wooden  Column,     ii.  531. 
Working  Drawings,     ii.  531. 
Wreathed  Columns,     ii.  531. 
Wren,  Sir  Christopher,     ii.  532. 
His  biography,      ii.  532. 
"    plan  for  rebuilding  London,     ii.  532. 
"    works,     ii.  532. 

"    directions  respecting  the  erection  of  churches  : — 
Of  the  site,     ii.  533. 
"    extra-mural  interment,     ii.  533. 
"    the  materials,     ii.  533. 
"    capacity  and  dimensions,     ii.  533. 
"     situation  of  the  pulpit,     ii.  533. 
Conclusion  of  biography,     ii.  534. 

Xenodochiu.m,     ii.  534. 
XysTos,     ii.  534. 


Yard,     ii.  535. 

Mensuration, 
Yellow,     ii.  53(>. 
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Zacco,     ii.  530. 
Zax,     ii.  530. 

Zeta,  or  Zeticula,     ii.  530. 
Zigzag  Moulding,     ii.  536. 

Norman  Architecture,     ii. 
Zinc,     ii.  530. 
Zocco,  or  Zocle,     ii.  536. 
ZoPHoRus,     ii.  536. 

Frieze,     i.  434. 
ZopHORic  Column,     ii.  536. 
ZoTUECA,     ii.  536. 


237. 


THE   END. 
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